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Oc^General  directions.  For  things  liappening  in  Great  Britain,  France,  &c.  or  the  several  see  their  own 

proper  heads^  in  congress,  see  congress,  &c. 


A. 

KSiholitionists  and  abolition — see  congress. 
District  of  Columbia,  slave  question,  and 
the  names  of  individuals  and  states:  reso- 
lutions of  N. York  city,  9;  of  tlie  Presby- 
terian clergy  in  Soutli  Carolina  20;  of  ilie 
Methodist  clergy  in  Baltimori,'  7;  of  the 
African  Episcopal  church  in  40;  of  the 
clergy  at  llichmoml,  Va.  40;  meeting  in 
Albany,  N.Y.  28;  do.  in  Newark,  N.  J.  40; 
in  New  Haven,  Conn.  73;  of  the  citizens 
of  St.  James’  ami  St.  George’s  pari^h  in 
S.  C.  72;  reply  of  the  negro  6clergy  in  Bal- 
timore to  a ^‘white  citizen”  72;  letter  of 
the  mayor  of  N.  York  to  the  South  Caro- 
lina association  73;  of  L.  Tappan  to  a 
committee  of  20;  from  a gentleman  in  Va. 
to  the  editor  of  Niies’  Register  101;  letter 
of  the  P.M.  geneial  to  the  citizens  of  Pe- 
tersburg, Va.  7;  to  the  post  master  of  New 
York  8;  anti-slavery  society’s  address  28; 
convention  at  Utica,  N.Y.  146  to  148,  162, 
183;  Garrison,  extract  from  his  ^'■Liberator” 
21;  his  affair  with  the  citizens  of  Boston 
145,  194;  the  ^‘Emancipator”  indicted  by 
tha- j>iry  Of  l uscuuibia,  Ala.  149; 
demand  of  the  governor  of  Alabama  for  the 
person  of  the  editor  241, 290,  35a;  Tappan, 
see  Tappan,  Lewis  and  Arthur;  reward  for 
Lewis  65;  Robinson  detected  in  exciting 
sedition  8;  miscellaneous  notices  19,  40, 
65,  73;  incendiary  publications  presented 
78;  destroyed  20,  21;  discovered  in  N.York 
87;  in  N.  Orleans  149;  reward  for  the  pub- 
lishers of  39;  tricks  of  abolitionists  in 
Tenri.  149;  free  blacks  in  the  south  40; 
colony  of,  in  Ohio  76.  ^j^For  numerous 
other  notices,  see  slave  question. 

Accident,  distressing  229 

Adams,  J.Q, — see  congress  and  361;  his 
letter  to  Dutee  J.  Pearce  93;  to  S.S. South- 
worth  220 

Adams,  midshipman,  death  of  313 
Africa — see  Liberia,  expedition  to  231 
Agrarianism,  genuine  21 

Agriculture  in  N.  York  29;  importance 
of  172 

Alabama— e\ec\\rmii  5,  282;  crops  100; 
blacks  at  Mobile  74;  sinaular  case  of  kid- 
napping at  Mobile  82;  McGreews,  the  mur- 
derer 123;  nomination  of  H.L.  White  282, 
328;  Benton’s  expunging  resolutions  362; 
demand  of  the  governor  for  the  editor  of 
the  “Emancipator”  241,290,358 

Albany  Argus,  opinion  of  gen.  Jackson 
in  1824  188 

Alligator,  battle  of  with  a porpoise  230 
Albigensis,  the  84 

Algiers,  engagement  of  the  French  troops 
with  the  Arabs  5,  231;  battle  of  Mascara 
430;  cholera  85;  population  of  172 

Alleghany  river,  head  waters  of  the  186 
Amtmtation,  extraordinary  case  of  140 
Antigua,  hurricane  at  53;  distressed  con- 
dition of  the  inhabitants  314 — see  West  In- 
dies. 

Anti-masonic — see  the  names  of  states, 
individuals  and  elections;  gen.  Harrison’s 
letter  to  the  anti-rnasons  of  Penn.  177; 
meeting  of  the  atiti-masotiic  members  of 
the  council  of  Vermont  177;  investigation 
in  the  legislature  of  Penn.  379 

Appointments  by  the  president  318.  .337, 
.345,  388 

Arkansas  Territory,  census  of  53:  emi- 
gration to  189,  281 ; 'state  convention  209; 
of  admission  into  the  union  ' 243 

Armstrong,  gen.  on  the  late  war  211 
Armstrong,  the  late  major  88 

Army  of  tlie  U.S  — see  congress.  Return 
of  the  dragoons  to  fortGibson,  and  exir.acts 
from  an  account  of  their  expedition  106; 
graduates  of  the  military  academy  126;  re- 
gulations 435;  schedule  of  the  pay  of  the, 
officers  of  203;  death  of  officers  and  soR 
diers  of  Fort  Gibson  38& 

Aurora  Borealis  291 

Austria,  review  at  Kalisch  124, MS^ 


Axes,  Maule’s  cast  steel  171 

Axe,  power  of  the  American  212 

B. 

Babcock,  D.N.  the  absconding  cashier 
195,  282 

Balloon  ascensions  426 

Baltimore  city — see  hanks.  Jesse  Hunt, 
late  mayor  1,  5,  6,  169:  gen.  S.  Smith,  no- 
minated for  the  mayoralty  6;  elected,  &c. 
23;  inaugural  address  153;  elections  85; 
tranquillity  restored  17,  67;  tiials  of  the 
rioters  171,  241,  282,  343;  miscellaneous 
notices  of  the  riots  33;  “Newgate  prospec- 
tus” 65;  bank  of  Mary  land  cases,  progress 
of,  &c.  2,  17.  49,  70.  169,  170,  205  to  208, 
212;  whig  festival  169,  197  to  200;  great 
spring  discovered  17;  arrivals  from  the  Pa- 
cific 17;  improved  streets  34;  decision 
about  Thompsonian  physicians  388;  Mer- 
chants Bank  34;  attempt  to  rob  155;  New 
Orleans  packets  121;  prisoners  escape  from 
jail  241,  298;  ice  boat  283;  improvements 
of  the  city  suggested  36;  li;^lls  of  mortality 
58,  101,  153,210,241,282;  religion  used  at 
elections  66;  Brownsville  convention  190; 
see  Brownsville  convention;  flour  inspec- 
tions386;  exports  of  386;  case  of  W.Gwynn 
Jones  170 

Banks  and  Banking— see  the  names  of 
states,  &c.  robbery  of  the  bank  of  Lou- 
isiana 195,  282;  of  tlie  Albany  Commer- 
cial 97,  137,  196;  Merchants  bank  of  Bal- 
timore 34;  attempt  to  rob  1.55;  bank  of 
Maryland  trials  2,  17,169,  170,  212;  deci- 
sion vs.  Ellicott  seriatim  205  to  208;  Union 
bank  of  Tenn.  and  the  bank  of  Maryland 
17,  169,  170;  sale  of  the  stock  of  the  Union 
bank  49,  70,  169;  dividends  of  the  Philadel- 
phia banks  181;  New  York  banks,  proposed 
in  181,195,213,298,389;  a great  plan  IQl; 
free  banking  in  49;  stock  of  i he  N,  Y. banks 
181;  i.me  dollar  notes  in  45.97;  banking 
capital  of  Louisiana  182;  ol  Mississippi  19; 
of  Boston  98;  of  New  Jersey  101;  in  Ver- 
mont 195;  the  Manhattan  17,  18;  Port  De- 
posite  35;  Rhode  Island  181;  Merchants 
and  Mechanics  of  Wheeling,  Va.  188;  new 
at  Norfolk,  Va.  81;  Life  Ii-isiirance  and 
Tiust  company  of  Cincinnati  17,  91,  181, 
Northern  bank  of  Ky.  97;  R.  M.  Whitney 
and  the  hank  of  Illinois  386;  money  Inst 
by  a clerk  of  the  Phila.  Commercial  196; 
deposite  banks,  various  notices  of  7,  17.  18, 
33,  46,  91, 181,  196,  265 
Bank  of  the  United  States,  see  congress; 
panic  in  N.York  7;  assaults  of  the  “Globe” 
on  81;  curtailments  26;  its  affairs  generally 
86,192,291;  surplus  fund  181;  prices  of  its 
stock,  see  stocks  and  345,  386,  401;  dispo- 
sal of  the  branches  49;  branch  at  BuflaJo 
35:  at  Baltimore  97;  at  Louisville  97;  at 
Boston  122;  at  N. Orleans  138,  181;  at  Cin- 
cinnati 181 ; at  St.  Louis  213;  at  New  York 
345,387;  list  of  those  sold  out  182;  notes 
sold  at  a premium  181,361;  ofler  of  relief 
to  New  York  308;  project  to  recharter  by 
Pennsylvania,  in  a letter  to  the  editor  of 
“Niles’  Register”  162;  the  bill  for  that 
purpose  before  the  legislature  of  that  state 
361,377,  386,  396,  403,  434;  agent  of  the 
government  at  Harrisburg  386;  tiribery  and 
corruption  plot  441:  remarks  of  the  editor 
of  the  “Register”  434;  beautifully  design n- 
ted  185;  liank  airogance  91 

Bank  of  England,  liabilities  of  181;  dis- 
counts 195;  dividends  181 

Barbour,  P.  P.  300 

Barton,  II.  A.  the  absconding  cashier  97, 

, - ' , 137,T;JG 

Barton.  Mr;  eliaigp  ai-P.-aris,  see  indem- 
nity  andt265,  298,'3>.3;  arciv'ot  at  NewYfuk,' 
’.  ■ 329‘ 

Bai’rys  W.  T*.  minister  to  Spain,  dies  98 
Bejl,  Mr.  ofTenn.  see  congress  and  170; 
hik  speech  at  Lebanon,  Ten.  196;  his  letter 
in.  feply  to  an<^  inviuiKm  to  parlakaofa' 
‘p'u'flic  dinner  at^Q'olajnbia:'  *.  ' 7 jIlTf 

Bear^attacks  a'chilll  ‘ ^ ^ ^3 


Beers,  Nathan,  dies  369 

Belgium,  reception  of  the  king  & queen 
of,  at  Antwerp  59;  visit  England  173 
Benton,  Thos.  H.  see  congress;  declines 
col.  Strother’s  invitation  20;  dinner  to  at 
Cincinnati  220 

Bibles,  tons  of,  shipped  to  Jamaica  123 
Biddle,  Nicholas,  his  address  at  the  com- 
mencement of  Princeton  college  89;  see 
Bank  of  the  U.  States. 

Binney,  Horace,  his  eulogy  on  chiefjus- 
tice  Marshall  70 

Birds  at  sea  189 

Blacklegs,  on  board  of  steamboats,  &c. 
122;  in  Illinois  149 

Blacksmith,  a discovery  by  a 3 

Blair,  F.  P.  (editor  of  the  Globe)  see 
“Globe;”  letter  to  W.H. Kinney  27 

Bloody  Brook, E. Everett’s  description  of 
the  battle  of  223 

Bodies,  dead,  packed  in  tierces  137 
Bog,  a dangerous  82 

Bonaparte,  Joseph,  104,  137;  Napoleon’s 
generals  387 

Boston,  meeting  at,  on  the  slave  question 
10;  remarks  of  the  Charleston  Courier  19;  of 
the  Richmond  Enquier20;  see  slave  ques- 
tion; large  fires  in  69,  98;  Garrison  the 
abolitionist  145,  194;  Green  & Phillips’  es- 
tate 98;  new  mayor  282;  Marcy,  the  rioter 
84;  population  153,  211;  banking  capital 
98;  incendiaries  in  169;  trial  of  299;  com- 
merce and  revenue  102,  390;  nativity  of 
individuals  committed  to  the  house  of  cor- 
rection 211;  Bunker  Hill  monument  225; 
the  Boston  “tea  party”  212;  boxing  match 

19 

Boundary  difficulties,  see  New  Hamp- 
shire, Ohio,  &c. 

Brackenridge,  anecdote  of  the  late  judge 
126 

Brain,  singular  incident  in  relation  to 
the  229 

Brazil,  see  South  America;  Para  taken 
possession  of  by  the  Indians  55,  100,  284, 
public  library  at  Rio  99;  grand  improve- 
ment company  in  139;  English  minister  to 
140;  blockade  of  the  coast  of  Para  392 
Breakwater,  the  Delaware  387 

British  affairs. 

America  complimented  69;  bank  of  Eng- 
land liabilities  and  assets  of  35;  Brougham, 
lord  22,  98;  budget,  the  57;  Catholic  priests 
interfrreiice  of,  in  elections  300;  Coke, 
Mr.  299;  cotton,  value  of  the  manufactures 
ol  30;  crime,  slate  of,  in  England  60;  Can- 
ning, sir  Stratford,  and  the  emperor  of 
Russia  3,  52;  church  question,  the  Irish  2, 
13,23;  sir  R.  Peel’s  speech  13;  Mr.  Rice’s 
in  re[)ly  31;  places  of  worship  of  the  estab- 
lished 283;  coffee  consumed  in  123;  corpo- 
ration reform  bill,  see  municipal  reform 
bill;  crops,  the  23;  debt,  imprisonment  for 
23,  55;  diplomatic  service,  compensation  of 
ambassadors.  &c.  268;  finances,  the  slate  of 
57;  Ireland,  the  bill  to  preserve  peace  in 
86;  king,  the,  his  speech  on  proroguing 
parliament  124;  parody  on  141;  laborit>g 
classes,  condiiion  of  218;  Lancashire,  po- 
pulation of  99;  Lyndhurst,  lord  99;  mail 
driver,  lucky  match  of  a 42;  IMalibran,  ma- 
dam, the  singer  23;  metals,  the  precious, 
exported  Irom  Ijondnn  20,  430;  municipal 
relorm  bill  55, 57,  86,98, 103. 124;navy, force 
of  the  42;  new  ships  builditiit  156;  oaths, 
abolition  of265;  O’Contiell,  Mr.  and  Mr. 
Shaw  25;  his  scetie  with  lord  Stanley  30; 
his  speech  at  Edinbtrrg  182,234;  his  re- 
■ tnarks  iipotr  slavery  in  America  184;  O’- 
Cor.fiell  fund  123,  184;  paroily  “the  Beg- 
g<i\-'of'Enn”  181;  Oranae  lodces  aifd  the 
(lube  of.  Ctrtiiberland  86,  103,  154;  byster 
seasbn.'in  Loudon  59;  parliament,  public 
sale  of  seats  in  8.3;.  conference  between 
both  houses  of  135;  .prorogued  124,  300; 
paupers  50;  Pe^l,  Sir.  IJ’s  speech  on  the 
IrCsh  church  quesVidn  13;  at  Tamworth 
124;  population  oflu^laffd  42;  Quaker,  im- 


INDBXi 


prJsonment  of  a 225;  rail  road,  the  Liver- 
pool and  Manchester  103;  see  rail  roads, 
reform — see  municipal  reform  bill  and  187; 
registration  votes  bill  104;  revenue  314; 
Rice,  Mr.  Spring— reply  to  Sir R.  Peel  on 
the  Irish  church  rjuestion  31;  rims  in  Dub- 
lin 33;  Salisbnryj  death  of  the  inarchioiiHss 
of345;  Solomons,  Mr.  a Jew,  elected  to 
parliament  6S;  sieam-bnal,  e.\plosion  of  a 
23;  steam  carriages,  Gnrney-s  improved 
23;  power  in  t^miwall  213;  spirits  con- 
Bumed  in  the  kinudnm  3;  .-iipplres,  debate 
on  withholding  .55;  tithe  hill,  the  Iri^!il24, 
125;  usury  laws  19;  Vaughan,  .sir  Charles, 
the  minister  to  the  U.  States  53;  Waterloo 
vase  442;  water,  supplies  of  for  London 
116;  wealth,  progress  of,  in  the  kingdom 
428;  Wellington,  duke,  income  233,  442; 
West  India  compensation  loan  23,  70 — see 
Jamaica  and  West  Indies;  women,  present 
at  an  execution  101;  woollen  manufactures 
value  of  60 

Brooks,  Mr.  editor  of  the  Portland  Ad- 
vertiser, e.\tracts  from  his  letters  66,  224, 

228 

Broom  corn,  value  of  the  crops  of  36 
Brown,  Moses,  a venerable  “friend,^” 
dies  87 

Brown,  Jonas  B.  of  Boston,  death  of  175 
Brownsville  convention  190, 191,209,237 
Bunker,  capt.  Elisha  S.  86 

Burr,  Aaron,  biography  of  172 

Buried  alive  283 

Butter  made  in  Orange  co.  N.Y.  242 
C. 

Cabinet,  the  U.  S.  rumors  of  changes  in 
187 

Cabbage,  snake  found  in  226 

Calhoun,  J.  C.  see  congress,  extract  of  a 
letter  from,  about  the  abolitionists  49;  beau- 
tifully designated  in  the  “Richmond  En- 
quirer” 211;  sick  241;  his  speech  on  the 
president’s  special  message  421;  remark  of 
a N.  Y.  editor  426 

Canada — arrival  of  the  new  governor  3, 
211;  tonnage  and  settlers  arrived  at  Que- 
bec 20;  separation  from  England!  37;  af- 
fairs g«nerally  21 1;  new  military  company 
disbanded  401;  arrival  of  ship  President  at 
Quebec  21;  departure  of  lord  Aylmar  70; 
excitement  in  190;  the  timber  trade  with 
England  60;  a son  accidentally  kills  his 
mother  in  42;  rail  road  from  Toronto  to 
Lake  Simcoe  109;  see  riots. 

Canals — the  Maryland  2;  Chesapeake 
and  Ohio  127;  disturbance  on  337;  basin  at 
Cumberland  185;  memorial  to  the  legisla- 
ture of  Md.  426;  Baltimore  and  Susque- 
hannah  176,  361, 427;  New  York  3,  68,  84, 
122,  156,  225,  387;  enlargement  of  the  Erie 
68;  predictions  about,  realised  121;  De  Witt 
Clinton’s  triumphant  passage  on  121;  Jesse 
Hawley  141;  in  Illinois  19;  round  the  falls 
of  Niagara  83;  the  Pennsylvania  108,  156, 
228,  328;  the  Ohio  170;  the  Barataria  and 
Lafourche  176;  from  the  German  ocean  to 
the  Black  sea  299;  decision  of  the  supreme 
court  in  the  case  of  Randel  vs.  the  Chesa- 


peake and  Del.  Canal  Co.'  433 

Cape  of  Good  Hope,  treachery  of  the 
chief  Hintza  105 

Capron,  Dr.  Seth,  dies  65 

Carey,  H.  C.  his  work  on  wages  126 
Cattle,  great  sale  of337;  imported  389 
Celeste,  the  danseuse  84,  101,  389 

Cement,  Parker’s  50 

Channing,  Dr.  his  work  on  slavery  314 
Chatham,  lord,  a speech  of  49 

Cheese,  col,  Meacliem’s  101,  213,  225 
Chaiincey,  capt.  Wolcott  141 

C/iiii— earthquakes  100;  city  of  Concep- 
tion 100 


Cholera — at  Versailles, Ky. 3;  at  Blooms- 
burg.  Pa.  3;  in  the  Tennessee  penitentiary 
3;  in  France  3,  23,  85,  15-3;  at  Buffalo,  N. 
Y.  18;  in  Egypt  24,  190,  390;  in  Italy  104, 
153,231,301 

Clay,  Henry — see  congress;  invited  to  a 
public  dinner  in  Cincinnati  52;  his  land 
bill  153;  his  speech  on  presenting  it  296 
and  302;  notices  of  66;  at  Baltimore  341; 
his  imported  cattle  389;  affair  with  colonel 
Woolley  154;  letter  to  the  committee  of 
the  Harrison  celebration  in  Bourbon  co. 
Ky.  210;  said  that  he  will  not  be  a candi- 
date for  the  presidency  283 

Clay,  Wm.  C.  C.  his  letter  about  H.  Ij. 
White  52 


Clinton,  De  Witt — see  canals  and  121 

Coal — trade  of  Pennsylvania  in  108,  242; 
found  in  Massachusetts  137;  in  S. Carolina 
226;  nature  and  formal  ion  of  212 

Colonization,  see  Liberia, 

Comet,  Halley’s  20,97 

Congress,  see  congressional  proceedings, 
strength  of  parties  in  the  next  157;  death 
of  members  of  283 

Congress 

Abolition — see  District  of  Columbia,  and 
267.  285,  392;  also  see  mails,  &.c  ; Adams, 
J.  Q.  256,  267,  287, 305,  317,  334,  357,  372, 
373;  his  speech  on  the  lost  (ortihcatinn  bill 
446;  remarks  in  reply  to  Mr.  Beardsley  331 ; 
on  the  bill  making  appropriations  to  sup- 
press the  Seminole  war  331;  appropriation 
bills — see  fortifications,  surplus  revenue, 
&c.;  various  notices  of,  306,  334,  336,  372, 
373,  392,  405,  406,  408;  army,  increase  of, 
&c.  404;  pay  and  emoluments  in  404,  430; 
moral  and  religious  instruction  to405;  astro- 
nomical observations,  secretary  of  wars’ 
report  on  and  246 

Balances,  unexpended  430;  banks — see 
District  of  Columbia;  bank  of  the  U.  S. 
loans  made  by,  to  members  of  congress 
306;  returns  of  334;  revenue  from  the  stock 
of,  &c.  431,  432;  the  14ih  section  of  the 
charter  432;  banks  of  deposite  334;  Barry 
the  late  postmaster  general , letter  frotn  433; 
Bell,  Mr.  248,  408;  Beardsley,  Mr.  267, 287, 
305,334;  Benton,  Mr.  247,  266,  285,316, 

333,  372,  390.  391,  405,  406,  411;  Black, 
Mr.  316,  332,  333;  Bockee,  Mr.  267;  Boul- 
din,Mr.  407;  boundary  between  Ohio  and 
Michigan  266,  284,  285,  287,  333,  334— see 
Michigan  and  Ohio;  Briggs,  Mr.  256,  287, 
432;  Brown,  Mr.  406;  Buchanan,  Mr.  332, 
356,372,390,405;  Bvnum,  Mr.  391,  406 

Calhoun,  Mr.  246,266,  284,  304,316,332, 

334,  391;  his  speech  on  the  president’s  .spe- 

cial message  421;  Cambreleng,  Mr.  286, 
287,  305,  306  , 334  , 372.  373  , 432  , 433;  his 
speech  on  the  fortification  bill  of  the  last 
session  461;  chaplain  of  the  house  267;  of 
the  senate  285;  Chapin,  Mr.  358;  Clay,  Mr. 
266,  285.  302,  304,  305,  332,  334,  356,  357, 
371,  .372, '390,  401;  Claiborne,  Mr.  306,  392; 
claims  285;  Clayton,  Mr.  266,  405,  430; 
clerk  of  the  house  247,  248;  coal,  imported 
fossil  406;  committees,  standing,  of  the 
house  256;  of  the  senate  266,  285,  408;  se- 
lect, of  the  house 267;  commutation  claims 
431;  constitution  of  the  U.  S.  amendments 
to  433;  contingent  fund  357;  Corwin,  Mr. 
305;  cotton,  growth  and  manufacture  of 
408;  Crary,  Mr.  306;  Crittenden,  Mr.  302, 
390;  Cumberland  road — see  roads;  Cushing, 
Mr.  373,  391;  Curry,  B.  F.  345,  372,  373  to 
376;  custom  house  officers  285;  house  at 
New  Orleans  431;  Cuthbert  Mr.  332 

Davis,  Mr.  246,  304,  305;  debtors,  insol- 
vent 285;  deposites,  the  public  304;  Dick- 
son, Mr.  306;  District  of  Columbia,  aboli- 
tion of  slavery  in  267,  285,  286,  287,  316, 
317,3.32,  336,356,  357,  358,  373,  390,  406, 
430,  432;  iMr.  fngersoll’s  resolution  287; 
Mr.  Jarvis’  336;  Mr.  Tyler’s  .357;  Mr.  Pinck- 
ney’s 406,  432;  banks  in  285,  305,  306,  316, 
357,390;  Holland  loan  of 390;  documents, 
from  heads  of  departments  268;  doorkeeper 
of  the  senate  268;  of  the  house  267;  dra- 
goons, the  regiment  of  373;  Dunlap,  Mr. 
408;  duties  on  foreign  merchandise — see 
New  York;  imported  by  the  act  of  May  19, 
1828  246;  on  kerseys  and  Kendall  cottons 
247;  ad  valorem  266;  Mr.  Calhoun’s  pro- 
position 304;  report  on  436;  reply  of  the 
secretary  of  the  treasury  relative  to  the 
reduction  of  those  under  20  per  cent.  341 

Elections,  contested — case  of  Messrs. 
Howland  and  Graham  267;  engineers,  the 
corps  of  371;  Evans,  Mr.  248.  273;  Ewing, 
Mr.  of  Ohio  246,  247,  284,  316,  371,  406; 
Ewing,  Mr.  of  Illinois  371 ; executive  busi- 
ness 334,  356;  Everett,  Mr.  335,  433;  ex- 
penditures of  the  government,  annual  397; 
expunging  resolutions  390 

Fire  in  New  York — see  New  York",  Flo- 
rida— see  Indians  and  318;  harbor  at  Pen- 
.sacola  333;  sufferers  by  the  Indians  391; 
docuinents  from  the  secretary  of  war  re- 
pacting 437;  fortifications,  Mr.  Benton’s 
project  for  apmopriating  the  surplus  reve- 
nue for  &c.  333,  334,3.57,371,372,390,391, 
405,411,431;  estimate  of  the  secretary  of 
1 war  for  389,  442;  the  tiiree  million  biil  of 


iii 

last  session  335,372,  373,  391;  debate  on 
in  the  senate  411;  in  the  house,  Mr.  Adams’ 
speech  446;  Mr.  Wise’s  449  to  460;  Mr, 
Cambreleng’s  461  to  464;  the  speaker’s  ex- 
planalion  460;  France — the  indemnity  trea.- 
ty — see  fortifications  ante;  our  relations 
with  323;  remarks  of  Mr.  Clay  and  call  for 
information  333,  334;  answer  to  352;  mes- 
sage oftlie  president  coinmunicatmg  ihe 
correspondence  will)  the  French  govern- 
ment 345  to  353,356;  Mr.  Calhoun’ss()eeeh 
on  421;  communicating  the  ntedialion  of 
Great  Britain  405;  docuinents  accompany- 
ing 442  to  446;  letter  ol  the  duke  de  Bioglie^ 
to  M.  Pageot,  &c.  3.53  to  356,  406,  435;  ex- 
pose which  atcompanied  the  billot  indem- 
nity when  sent  to  the  Frencli  chambers  372, 
390;  proliibilion  of  French  products  406; 
resolniions  of  the  legi.slalure  of  N.  Jersey 
431;  Franklin,  Mr.  clerk  of  the  house  247, 

248 

Galleries,  see  rules  of  the  house  and  se- 
nate; motion  to  clear  432;  Garland,  Mr.  287, 
373;  protest  against  Mr.  Pinckney’s  reso- 
lution 407;  Glascock,  Mr.  317,335;  protest 
against  Mr.  Pinckney’s  resolution  407; 
Goldsbornitgh,  Mr.  266,  285,  414;  Graham, 
Mr.  267;  Granger,  Mr.  287;  Giennell,  Mr. 
335;  Grundy,  Mr.  - 246,  356,  372 

little,  memory  of  capt.  Natlian  317,  357, 
390,  433;  Halsey,  Mr.  317,  391;  Hammond, 
Mr.  285,  286,  3.35,  3/3,  391,  406;  Hannegan, 
Mr.  .334,  336,432;  Hardin, Mr.  373;  Hawes, 
Mr.  267,  335,  433;  Hendiicks,  Mr.  285,  305, 
316,371;  Hill,  Mr.  372,  405;  Howard,  Mr. 
267,  305;  hospitals  305;  Howland,  Mr.  267 

Ingersoll,  Mr.  287,  432;  Indians  and  In- 
dian affairs,  disturbances  in  Florida  316, 
318,333,371,391,  405;  certain  explanato- 
ry documents  Irom  the  sec.  of  war,  &c.  re- 
specting the  origin  of  the  war  437;  annual 
report  of  the  superintendent  of  Indian  af- 
fairs 320;  number  of  in  the  territories  371; 
the  Mingoes  and  Choctaws  in  Mississippi 

392 

Jarvis,  Mr.  317,  334,  335,  372;  Jennifer, 
Mr.  373,  Jones,  Mr.  318;  judicial  system 
316;  Judson,  Mr.  357,408 

Kane,  the  late  Mr.  266,  267;  Kennard, 
Mr.  306;  Kent,  Mr.  316,  405;  King,  Mr. 
of  Ala,  266,  285,  332,  390,  415;  Knight,  Mr. 

246 

Lands,  the  public,  Mr.  Clay’s  bill  302  to 
304,  430;  cost  of  the  management  of,  &c. 
316;  pre-emption  rights  318;  Choctaw  re- 
servations 333;  frauds  in  the  sale  of  334; 
amount  disposed  of  371;  grant  to  the  Min- 
go and  Choctaw  tribes  392;  in  the  vicinity 
of  Fort  Wayne  430;  Lane,  Mr.  335,  336; 
Leigh,  Mr.  305,  316,  334,  356,  405,  413;  his 
altercation  with  Mr.  Niles  431;  Linn,  Mr. 
334,  371,  405,  431;  Lyon,  Mr.  246;  see  Mi- 
chigan 247 

Mail,  incendiary  publications  by  284;  Mr. 
Calhoun’s  bill  and  report  391, 408;  Mason, 
Mr.  305,  318, 373;  Mangum,  Mr.  391;  Mann, 
Mr.  of  N.  Y.  248,  358;  manufactures,  re- 
port of  the  committee  of  the  senate  on  the 
reduction  of  certain  dulies  436;  Manning, 
Mr,  317;  Marshall,  the  late  judge,  a bust  of 
432;  McKennan,  Mr.  306;  McKeon,  Mr. 
357;  members  present  at  the  opening  of  the 
session  246,  247;  Mercer,  Mr.  247,  248, 267, 
432;  message  of  the  president — annual  on 
the  opening  of  congress  248  to  2.56;  about 
astronomical  observations  246;  respecting 
the  bequest  of  Mr.  Smithson  309;  communi- 
cating the  correspondence  with  the  French 
government  relative  to  the  indemnity  345 
to  353  and  356,  3.57;  debate  on  in  the  senate 
421;  the  mediation  of  Great  Britain  405; 
documents  442  to  446;  respecting  the  public 
lands  near  Fort  Wayne  430;  on  transmit- 
ting the  report  of  tlie  sec.  of  war  on  Indian 
affairs  432;  transmitting  sundry  explana- 
tory papers  relative  to  the  war  in  Florida 
437;  meeting  of  congress  430;  Mexico,  re- 
lations of  the  U.  S.  with  317,334;  Michi-' 
gait — senators  from  247,266,285;  delegate 
from  306;  state  constitution  305;  message 
of  Ihe  president  333;  yeas  and  nays  in  the 
house  on  the  memorial  of  the  citizens  of 
336;  the  memorial  in  tlie  senate  371;  mi- 
ners in  318;  boundary — see  boundary  ante 
Moore,  Mr.  305,  3.34;  Morris,  Mr.  284:  mile- 
ase  of  members  392;  mint  of  the  United 
States  405, 430 
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Navy— annual  report  of  the  eec.  of  273 
to  274;  increase  of  334,  357,  372,  408,  428, 
432;  Mr.  Wise’s  statement  427;  titles  of 
officers  373;  yard  at  Baltimore  403 — see  ap- 
pro}dations;  Niles,  Mr.  284,  316,  371,  390, 
403,  439;  Ins  disputes  with  Mr.  Lei^li  431; 
New  York,  relief  of  the  sufferers  hy  fire 
284,286,  287,302,303,  333,  3.34,  336,  403, 
432,  433,  nej'roe.s,  free,  removal  of  403; 
iiewsfiapers — siipjily  of  senators  with  304; 
Nicholson,  capl.  11.  404;  Norvell,  Mr.  247 — 
see  Michigan. 

Olfieers  of  the  senate  266;  of  the  house 
267;  officers,  ahrid<;ment  of  the  terms  of 
certain  333,391,  392;  Ohio  and  Michijian 
boundary  line — see  boundary  and  267.  285, 
333,334;  Owens,  Mr.  286,287;  Parker',  Mr. 
247;  Patton,  Mr.  247,  287;  pensions  and 
pensioners  267;  Peyton,  Mr.  432;  his  reso- 
lution about  yorfs  of  entry!  363;  Pinckney, 
Mr.  406;  his  resolution  respectin"  slavery 
in  the  District  of  Columbia  406;  Polk,  Mr. 
see — speaker  of  the  house  and  248,  ports  of 
entry,  Mr.  Peyton’s  resolution  about  363; 
Porter,  Mr.  246;  pest  office,  annual  repoti 
of  the  P.  M.  "eneral  274  to  280;  orijaniza- 
tion  of  &c.  285;  president  of  the  U.  States 
— see  messages;  committee  to  wait  on  at 
the  opening  of  the  session  246;  his  annual 
message  to  congress  248  to  256;  message 
communicating  the  correspondence  with 
the  French  government  relative  to  the  in- 
demnity question  345  to  353  and  356;  the 
mediation  of  Great  Britain  405,  documents 
442  to  446 

Preston,  Mr.  266,  404;  printer  of  the  house 
248;  printing,  delay  in  the  execution  of  317; 
previous  question  287 

Quaker  lady  in  the  gallery  of  the  house 
297,  314 

Revenue,  the— see  treasury  department 
nnd  fortifications  and  316;  surplus,  Mr. 
Benton’s  proposition  to  appropriate  333, 
334,  357,  371,  372,  290,  391,  405,  431,  revo- 
lutionary pensioners  317,  334;  Robertson, 
Mr.  his  protest  against  Mr.  Pinckney’s  re- 
solution 407;  Reed,  Mr.  248,  317,  335,  373, 
432;  Reynolds,  Mr.  305,  406;  Ripley,  Mr. 
267,318;  roads,  the  Cumberland  285,316, 
405;  rail  roads,  use  of  266;  projected  266; 
Rocky  mountain,  journal  of  an  expedition 
to  405;  rules  of  the  senate  246,  430;  of  the 
house  267;  suspension  of287, 3.57,  358,  372, 
.392,  406,  407, .432 
Secretary  of  the  senate,  &c.  266;  senate 
chamber,  regulations  of246,  305,  316;  ses- 
sion commencement  of  246,  247;  duration 
of  285;  Slade,  Mr.  267,287;  silk,  growth  of, 
&c.  373;  slavery,  see  District  of  Columbia; 
Smith,  Tho.s.  H.  266;  Smith,  Mr.  of  Conn. 
246,256;  Smithson  bequest  309,316,404; 
report  of  the  senate  343;  report  of  the  house 
357,  358,  393;  Southard,  Mr.  246,  333,  371, 
390;  speaker  of  the  house  246,  247,248; 
his  explanation  about  the  fortification  bill 
of  last  session.  460;  decisions  of  287,  317, 
336,  406,  432;  standing  committees,  of  the 
house  256,  267;  of  the  senate  266;  steam 
batteries  285;  iron  boats  316;  surplus  reve- 
nue, see  revenwe;  Swift,  Mr.  272,405 
Tallmadge,  Mr.  430;  Tipton,  Mr.  371, 
404,430;  his  remarks  on  the  course  pur- 
sued by  Michigan  331;  Thomas, Mr.  of  Md. 
305,  306,  357;  Thompson,  Mr.  of  S.  C.  267; 
Thomson,  Mr.  of  O.  334;  Tomlinson,  Mr. 
246;  Treasury  of  the  U.  States,  annual  re- 
port of  the  secretary  257  to  264;  documents 
accompanying  it  311,321  to  .328;  reply  of 
the  sec.  relative  to  the  reduction  of  duties 
under  20  percent.  341;  Tyler,  Mr.  357,  390 
Underwood,  Mr.  407 

Vanderpool,  Mr.  247;  vice  president 
lakes  the  chair  246;  Vinton,  Mr.  317,  318, 
406,  432 

Wabash  river,  431;  war,  annual  report 
of  the  sec.  of  269  to  272;  estimates  of  for 
fortifications,  &c.  389;  Wall,  Mr.  246,  431; 
Webster,  Mr.  266,  284,  303,  333,  371, 372, 
413,415;  his  speech  on  the  three  million 
bill  of  last  session  415,  420;  Wetmore,  Au- 
gustus 431;  White,  Mr.  of  Florida  373;  .391; 
White,  Mr.  ofTenn.  246,  318, 332,371, 372; 
resolution  about  B.  F.  Currv,  &c.  356,  373 
to  376;  Whittlesey,  Mr.  248, 305,  373;  Wise, 
Mr.  of  Va.  247,  286,  287,  305,  317,  334,  335, 
372,406,407,4.32;  hi.s  card  respecting  his' 
vote  on  Mr.  Pinckney’s  resolution  407; 
epeech  on  the  three  million  bill  449  to  460; 


h'is  speech  on  the  proposition  to  supply  the 
public  officers  with  documents  295;  Wild- 
man,  the  late  Mr.  267;  Williams,  Mr.  of  N. 
C.  305,  .318,  372;  WiMiam.s,  Mr.ofKy.  392; 
Wright,  Mr.  302,  .334,  405,  431 

Yeas  and  nays — In  the  senate.  On  sup- 
plying senators  with  newspapers  304;  on 
the  bill  to  amend  the  judicial  systiun  316; 
on  the  rules  of  the  senate  in  relation  to  the 
admission  of  spectators  316;  on  the  bill  to 
abridge  the  term  of  certain  officers  391, 
333;  on  Mr.  Calhoun’s  motion  to  strikeout 
the  2d  sec.  of  the  New  York  relief  bill  334; 
on  laying  the  bill  for  the  relief  of  capt.nin 
Nicholson  on  the  table  405;  on  laying  Mr. 
Benton’s  bill  to  appropriate  the  surplus 
revenue  to  the  erection  of  fortifications  on 
the  table  431 

In  the  house  of  representatives.  On  lay- 
ing a petition  from  certain  females  praying 
the  abolition  of  slavery  in  the  District  of 
Columbia  on  the  table  267,286;  on  laying 
Mr.  Jarvis’  resolution  on  the  table  336;  on 
Mr.  Pinckney’s  resolution  relative  to 
slavery  in  the  District  of  Columbia  407;' 
on  reconsidering  the  vote  by  which  the 
Ohio  and  Michigan  boundary  question  was 
referred  to  a select  conimittee  .305;  on  in- 
quiring into  the  expediency  of  increasing 
the  navy  336;  on  the  memorial  of  the  citi- 
zens of  Michigan  336 

Connecticut — population  of  Hartford  19; 
resolutions  passed  at  New  Haven,  on  the 
slave  question  73;  singular  decisions  of  the 
first  settlers  156;  Yale  college  315 

Convents,  suppressed  299— see  Spain. 
Converse,  Jesse,  killed  156 

Cook,  taste  of  a 42 

Copernicus,  graphic  description  of  the 
death  of  174 

Cornplanter’s  speech  33,  47 

Cotton  factory — the  first  spinning  in  the 
U.  States  84 

Cotton — exports  of  19;  crop  of  Missis- 
sippi 19,  41,  185;  of  the  U.  States  211,  388; 
British  manufactures  of  30:  raised  in  Egypt 
59;  valuable  cargo  of  299;  markets  in  Li- 
verpool 171,  231;  remarks  on  the  culture  of 
128;  ancient  Mexican  manufactures  of  229; 
frauds  in  packing  363 

Counterfeiters  and  forgers  35;  flying 
notes  in  New  Haven  181 

Coyle,  Dennis,  trial  of  282 

Coke, Mr.  the  rich  commonerof England; 

299 

Cox,  the  foreign  incendiary  abolitionist — 
see  abolition,  the  slave  question,  and  81 
Crawford,  the  late  W.  H.  his  conduct 
toward  the  French  government  while  mi- 
nister to  France  7,  108 

Crittenden,  J.  J. — see  congress  and  214 
Crockett,  col.  David  225,  281 

Cuba — gov.  Tacon  212;  taxation  212 
Cumberland  road  98— see  congress. 
Currency,  the  “better— see  hanks  and  7, 
17,18,33 

Curry,  B.  F. — see  congress  and  373  to 


Dallas,  com.  and  the  sheriff  ofNorfoIk 
co.  295,  306 

Danube  river,  singular  mountain  on  the 
banks  of  314 

Davis,  Phineas,  melancholy  death  of  67 
Day,  John,  defence  of  123 

Deaf  and  dumb,  restored  to  hearing  67 
Denmark — constitution  for  231 

Delaware— ships  of  Wilmington 
34;  the  river,  extracts  from  W.  B.  Reed’s 
speech  concerning  110 

De  Marz,  the  Dutch  frigate  51 

Deposite  banks— see  banks  and  hanking 
and  7,  17,  18,33,  46,  91,  181,  196,265 
Diamond,  found  in  N. Carolina  211 
Diet  and  regimen,  recommendations 
about  242 

Diplomatic  service  268 

District  of  Columbia— rials  at  Washing- 
ton 33;  slavery  in,  see  congress,  slave  ques- 
tion and  abolition;  bridge  over  the  Potomac 
83,  175;  Jackson  city  155,314;  business  of 
the  public  offices  213;  acres  of  land  in 
Washington  city  229;  Holland  loan— see 
congress  and  427 

Dragoons,  the  U.  S.— see  army. 

Duane,  col  W.  dies  210 

Duane,  Mrs.  W.  J.  elegant  present  to 
189 


Duelling— between  two  boys  in  the  Pa- 
cific 19,  51;  in  Arkansas  82,  98;  between 
Sarn’l  Gwinn  and  Isaac  Caldwell  289;  offi- 
cers of  the  ship  Delaware  140;  act  of  Lou- 
isiana 363 

Dumb,  the — made  to  speak  123 

Duncan,  Joseph— his  letter  about  the 
Sangamon  election  94 

E. 

Earthquake  in  the  east  301;  in  Italy  442; 
singular  effect  of  one,  on  the  coast  of  Chili 

388 

East  Indies  and  China — suttee  ntGuzerat 
41;  insurrection,  in  Scechuen  71;  death  of 
Tsaouchin-yung  71;  drought  in  Canton  104; 
singular  document  respecting  the  cholera 
139;  prayers  for  rain  104;  banished  lin- 
guists 104;  cowardly  attack  on  an  English 
ship  104;  official  value  of  silver  dollars 
104;  plunder  of  the  British  ship  Troughton 

387 

Egypt — cholera  in  25;  assault  of  the 
Egyptians  on  Beirout  29;  troubles  in  Alba- 
nia 84;  antiquities  298 

Elections  and  electioneering — in  Rhode 
Island  4,  22,  153;  in  North  Carolina  4,  22; 
in  S.  Carolina  85;  in  Virginia  4,  153;  Ohio 
141,172,214;  in  Kentucky  4,  37;  in  Geor- 
gia 102, 141, 172, 190;  in  Tennessee  (con- 
gressional) with  comments  4,  5,  22;  in  Ala- 
bama 4;  New  Jersey  141;  in  Indiana  4,23; 
Pennsylvania  102,  141,  214,  231;  in  Illinois 
4,  23;  Missouri  4,  37,  85,  85;  in  Mississippi 
102,  183,  2I5,  230,  299;  in  Michigan  215;  in 
Vermont  23,  37,  85,  141,  173;  in  N.  York 
173,214;  in  Maine  85;  in  Massachusetts 
172,  190;  in  Maryland  85,  102;  in  Baltimore 
city  23,  85;  as  to  the  result  of  the  next 
presidential  37 

Electro  Magnetism  3 

Ellicott,  Thos. — see  hanks  and  banking. 
Ely,  the  Rev.  E.  S.  91;  his  description  of 
a black-legs  122 

“Emancipator,”  demand  of  the  gov.  of 
Ala.  for  the  editor  of  241,  290,  3.58 

Emancipation,  progress  of  195 

“Enquirer,  Richmond” — see  Ritchie, 
Thomas,  and  179 

Emory,  bishop,  282 

Episcopal  church — convention  of21;  the 
service  of  140 

Eloquence,  a specimen  of  western  242 
Erie,  Lake — another  of  the  fleet  captur- 
ed by  Perry  afloat  19;  anniversary  of  the 
battle  of  92;  gales  on  188,210,241 

Erwin,  Mrs.  Ann  B.  dies  306 

Expenditures,  annual,  of  the  U.S.  397 
“Expunging”  resolutions — see  congress 
and  Virginia;  in  the  legislature  of  N. York 
388;  in  the  legislature  of  Ohio  403;  in  the 
legislature  of  Virginia  441. 

Evening  Post  of  N. York  and  the  post  of- 
fice 45;  its  remarks  on  the  3’ammany  dy- 
nasty 217 — see  Globe  newspaper, 

Everett,  Edward,  extract  from  his  ad- 
dress at  Amherst  college  174;  from  do.  at 
South  Deerfield,  describing  the  battle  of 
Bloody  Brook  223 

F. 

Fanaticism — see  abolition,  slaves  and 
slavery,  and  315 

Fires— at  Charlestown,Mass.2;  at  Boston 
67,  98;  at  Bradenberg,  Ky.  35;  at  Niblo’s 
garden,  N.Y.  53;  great  fire  in  N.York  281, 
314,  .328;  at  Skeneaiales,  N.Y.  98;  at  Oswe- 
go, N.Y.  98;  at  Belfast,  Me.  156;  in  the  N. 
Jersey  state  prison  229;  at  Cheraw,  S.  C. 


283;  at  Natchez,  Miss.  361,  387 

Fire  insurance  companies  300 

Fingal— Brooks’  description  of  the  care 

of  224 

“Fish  story,”  a 140 

Fishery,  Nova  Scotia  227 

Fisheries,  the  Long  Island  20;  at  South- 
old  20 

Fisk,  W.  letter  from,  about  the  aboli- 
tionists 73 

Flax,  machinery  for  spinning  299 


Florida — see  Indians  and  congress;  mail 
carrier  murdered  51;  disturbances  on  the 
.St.  Joseph’s  rail  road  337;  fire  at  Appala- 
chicola  170;  gale  on  the  coast  172,  225;  Se- 
minole war  in,  battles,  murders,  &c.  297, 
313,  329,  368,  394,  395,401,441;  official  ac- 
count of  the  battle  of  Outhlachuchy  and 
defeat  of  maj.  Dade’s  detachment  366,  367, 
,368,  .369;  force  ofthe  Seminoles  329;Powell, 
or  Oceola,  the  chief  395;  of  the  Creeks 


INDEX, 
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395;  reinforcements,  volunteers,  &c.  395, 
401;  gen.  Scott  366,  428;  general  order  of 
the  adjutant  general  395;  letter  from  major 
Munford  368;  death  of  lieut.  Ward  441 
Flour,  price  of,  at  vaiious  places  241; 
inspections  of,  at  Balt.  B86 

Flournoy,  Thos.  of  Geo.  92 

‘•Foolscap”  paper  189 

Forrest,  the  actor,  50 

Forsyth,  John,  sec.  of  state— see  indeny 
nity  treaty  and  French  affairs;  his  letter  in 
reply  to  the  committee  of  the  Johnson  din- 
ner in  New  York  186;  his  dispute  with  S. 
T.  Mason  292 

French  affairs— see  indemnity  treaty,  ^c. 
cholera  3;  Louis  Phillippe’s  family  100; 
Algiers  54,  231;  Artesian  wells  284;  im- 
ports and  exports  of  France  331;  American 
indemnity,  in  relation  to— see  congress  and 
7,231,330;  vessels  of  war  at  Guadaloupe, 
&c.  387;  the  president’s  message  in  France 
428;  Charles  X 58;  cholera  3,  23,  85;  con- 
script, honorable  pledges  of  70;  carriages 
in  Paris  101;  complaint  of  the  French  fish- 
ermen 140;  population  388;  revision  of  the 
criminal  laws,  debate  on  57,  58;  Lyonese 
prisoners  54;  Turkish  ambassador  at  Paris 
231;  marshal  Gerard  190;  duke  of  Orleans 
231;  heroic  conduct  of  the  archbishop  of 
Audi  100;  king’s  speech  on  opening  the 
chambers  402;  reply  of  do.  to  428;  attempt 
to  destroy  him  17;  various  accounts,  docu- 
ments, &c.  respecting  24,  36,  104;  Mortier, 
marshal  17,  25;  Fieschi,  &c.  17,  24,  36,  58, 
69,  85,124,402;  ceremonies  on  interring 
the  victims  38;  congratulatory  address  to 
the  king  from  the  Americans  in  Paris  54; 
infernal  machine  41;  another  104;  remarks 
of  the  correspondent  of  a Canada  paper 
69;  of  the  Philadelphia  Democratic  Herald 
82;  lunatics  in  France  41;  “three  days” 
anniversary  of  the  23;  the  navy  42;  silk 
manufacture  42;  French  frigate,  descrip- 
tion of  a 192;  Peers,  created  124;  press,  the 
55,  101,  124;  censorship  of,  debate  on  58, 
g5;  wolf,  a mad  one,  in  70 

G. 

Garrison,  the  abolitionist — see  slave  ques- 
tion and  abolition;  compelled  to  fly  from 
Boston,  &c  145,  194 

Gennessee  river,  head  waters  of  186 
Georgia — elections  102, 141, 172,  190;  in- 
terference with  the  Cherokee  press  138; 
address  of  the  chief  to  the  governor  238; 
seizure  of  Mr. Payne  239, 242, 265,  307, 343; 
insurrection  in  Forsyth  co.  172;  extracts 
from  gov.  Sdiley’i  inaugural  address  187; 
report  of  the  legislature  245 

Globe — newspaper — see  deposite  hanks 
and  F.  P.  Blair;  calculations  respecting 
the  next  presidential  election  37;  termed 
the  infernal  machine  70;  at  issue  with  the 
N.  York  Ev'ening  Post  78;  remarks  on  the 
French  question  138,  193;  notices  of  judge 
White  129,  187,227;  prophecy  on  the  pas- 
sage of  the  gold  bill  205;  its  opinion  of 
^‘wealth  and  worW^  210;  franked  by  the 
president — see  Jackson,  gen. 

Gold,  the  humbug  currency  13,  17,  132, 
coinage  20,  171,  218,  284;  prophecy  of  the 
Globe  205 

Gold  mines — machinery  for  working  19; 
mine  discovered  in  N,  York  157;  quantity 
sold  in  Boston  50 

Good  Hope — the  colony  at,  of  59 

Green,  Duff,  editor  of  the  Telegraph  98 
Greece — murders  in  122;  new  council  403 
count  d’Arman.sperg  301 

Gwin,  the  Rev.  James,  a toast  of  210; 
gen.  Jackson’s  letter  to  35,  92 

Gypsum,  discovered  in  Allegany  county, 
Md.  185 

Grundy,  Mr.  dinner  to  in  Tennessee,  an 
excellent  reply  to  a toast  delivered  at  316; 
see  congress, 

H. 

Hair  cloth,  manufacture  of  314 

Halley’s  comet  20,  97 

Hamilton,  Alexander,  original  letter  of 
172 

Hamilton,  gen.  James,  of  S.C.  187 
Harrison,  gen.  W.H. — letter  to  the  citi- 
zens of  Charlestown,  Ky.  declining  to  par- 
ticipate in  the  celebration  of  the  battles  of 
Tippecanoe  and  the  Thames  26;  celebra- 
tion of  the  battle  of  the  Thames  in  N.York 
133, 135,  141;  dinner  to,  at  Louisville,  Ky. 
67;  celebration  at  Paris,  Ky.  209;  nomina- 


ted for  the  presidency  in  Albany,  N.Y.  36; 
in  Pennsylvania  176;  in  Philadelphia  169, 
201;  in  Chester  co.  186;  by  the  Harrisburgh 
whig  convention  265,  287;  by  the  Maryland 
whig  convention  288;  Miscellaneous  no- 
tices 97,  141,1.55,288;  reply  to  the  anti- 
masons of  Pennsylvania  177;  correspond- 
ence of,  with  W.  Ayres  244;  gov.  Metcalf’s 
opinion  of  306 

Hat  manufacture  102 

Hawley,  Jesse,  and  the  Erie  canal  181 
HoZZand— grandson  of  the  king  36;  king’s 
speech  231 

Horn,  Henry,  and  the  letter  of  gen.  Jack- 
son  concerning  Messrs.  Wolf  and  Muhlen- 
berg 27 

“Horse  Shoe  Robinson”  300 

Hosack,  Dr. — death  of  300 

Hull,  com.  Isaac  137 

Hullum,  D.  W.— his  letter  to  the  gov.  of 
Mississippi  186, 219 

Hydraulic  cement  203 

I. 

Indemnity,  the  French — see  French  af- 
fairs and  congress,  do.  7;  remarks  ot  the 
Journal  des  Debats  138;  other  remarks  107, 
170;  the  Wash.  “Globe”  138,  193;  letter  of 
gen.  Valaze  to  B.  Marigny  234;  extracts 
from  French  papers  330;  various  notices 
138,  139,  231,  298,  301,  813,  315,  329,  426, 
429;  Mr.  Barton  265,  298,  301,  313;  arrives 
atN.  York  329;  M.  Pageot  107,301,  386, 
see  congress;  mediation  of  England — re- 
marks o'f  the  Globe  385;  of  the  Nat.  Intel- 
ligencer 385;  of  the  Richmond  Whig  385; 
of  the  editor  of  Niles’  Register  425;  a bad 
pun  on  442;  president’s  message  and  docu- 
ments 405,  442  to  446;  letters  from  Roths- 
childs 429;  extracts  from  foreign  107,  402, 

429 

Indiana— elections  5,  23;  appropriations 
388 

Indian  eloquence  33,  47 

Indians — see  Florida  and  congress;  the 
press  of  the  Cherokees  138;  seizure  of  Mr. 
Payne  239;  the  Cherokee  council  to  the 
gov.  of  Georgia  238;  deputation  of  to  Wash- 
ington 427;  skirmish  of  with  the  settlers  on 
Rock  river  241;  the  Creeks,  see  Florida; 
the  Cayuga  59;  the  Carnanches  425 

Infernal  machine,  description  of  41 
Illinois — sale  of  public  lands  in  2;  elec- 
tions 5,  23;  of  U.  S.  senator  329;  canals  and 
rail  roads  19;  products  of  the  upper  Wa- 
bash county  126;  Wabash  river  127;  census 
345;  nomination  of  judge  White  384;  Reu- 
ben M.  Whitney  and  the  state  bank  386 
Imports,  value  of  foreign,  see  treasury 
report,  congress  and  315 

Improvement,  remarks  on  the  spirit  of 
109;  of  the  power  of  congress  over  245;  no- 
tices 129,  297,  364 

Insolvent  laws  and  applicants  67 

Irving,  Washington  224 

Italy — see  Neapolitan  indemnity;  chole- 
ra in  i04;  Austrian  troops  in  104 

J. 

Jackson,  Andrew,  president  U.  S.  his 
opinion  of  the  democracy  of  Messrs.  Wolf 
and  Muhlenberg,  candidates  for  the  office 
of  governor  of  Pa.  27;  his  letter  to  James 
Gwin  in  relation  to  the  franking  privilege 
35,  92;  franks  the  Globe  139,  294;  Mr.  Wo- 
mack’s letter  to  294;  J.  M.  Calhoun  337; 
Mr.  Donalson’s  letter  to  Mr.  Krepps  92; 
gen.  Jackson’s  letter  to  A.  Campbell  rela- 
tive to  Mr.  Walker  92;  autograph  letter  to 
by  the  king  of  G.  Britain  428;  opinion  of 
the  Albany  Argus.in  1824,  188;  resolution 
of  the  N.  Jersey  legislature  210;  see  Curry, 
B.  F.  congress  and  373  to  376 

Jackson  city,  see  Dis.  of  Colum.  and  314 
Jackson  cheese  212 

Jamaica — the  governor  and  the  assembly 
41,  60;  governor’s  address  60;  reply  of  the 
assembly  95;  affairs  generally  53;  appren- 
tice system  60;  tons  of  Bibles  sent  to  123; 


see  West  Indies. 

Jefferson,  Thomas,  quoted  on  the  slave 
question  78 

Jennifer,  Mr.  ofMaryland,  elegant  allu- 
sion to  102 

Jerusalem,  present  state  of  140 

Jesuits,  abolishment  of  the  order  of  258; 
see  Spain. 

Jews,  at  Hamburgh  39 


Johnson,  R.  M.  see  congress;  dinner  in 
honor  of  at  Tammany  Hall,  N.  Y.  135;  R. 


C.  Harrison’s  letter  relating  to  the  battle  of 
the  Thames  134;  invited  to  a dinner  at 
Pittsburgh  293 

Jones,  Wm.  Gwynn  170 

Jourdan,  Mrs.  the  actress  1-22 

K. 

Kendall,  Amos,  see  post  office  and  the 
slave  question;  his  letter  to  the  editor  of  the 
Baltimore  Patriot  and  in  contrast  43;  his 
punishment  of  the  N.  Y.  Evening  Post,  &e. 


45;  letter  of  Martin  Beatty  to  435 

Kentucky — elections  4,  37;  price  of  stock 
in  43;  manufactures  of  Covington  and  New- 
port 83;  trade  of  Imuisville  361 

Kidnappers  40;  case  of  Dr.  Geonard’a 
child  82 

Kinney,  W.  H.  and  F.  P.  Blair  27 
“Kitchen”  correspondence  27 

Kneeland,  Abner  213 


Kosciusko,  extracts  from  a biography  of 


Labor, amount  employed  in  England  401 
Lady,  in  breeches  227 

Land  office,  commissioner  of  2 

Lands,  the  public,  see  congress;  sales  of 
in  Illinois  2,  137;  in  Arkansas  281;  in  Mi- 
chigan 298;  fraudulent  donation  claims  in 
Arkansas  27;  trauds  in  Mississippi  308;  re- 
solution of  N.  C.  commons  respecting  289; 
quantity  surveyed  425 

Laudanum,  deaths  from  the  use  of  210 
Lawrence,  the  madman  202 

Law  cases— U.  Slates  vs,  Caleb  Miller, 
(two  colored  children  brought  to  the  U.  S. 
from  Africa)  22;  commonwealth  of  Pa.  vs. 
Charles  Ritner,  case  of  manslaughter  115; 
trustees  of  the  bank  of  Maryland  vs.  T. 
Ellicolt  169,  205  to  212;  in  Brooke  co.  Va. 
C.  Truesdeil  vs.  R.  McConnell  and  wife, 
on  a note  executed  by  Mrs.  T.  before  her 
marriage  42;  decision  of  the  supreme  court 
of  Pa.  in  a case  of  the  assignment  by  a firm 
of  a part  of  their  property  for  the  benefit  of 
creditors  114;  U.  States  vs.  Jonathan  Cis- 
na,  stealing  a horse  within  the  reservation 
of  llie  Wyaridolt  tribe  of  Indians  62,  64; 
U.  Stales  vs.  Haberstadt,  removal  of  an  un- 
defaced cask  that  had  contained  imported 
spirits  142;  Dadgsr  vs.  Sessions  et  abas, 
fraudulent  conveyances  71;  Lydia  J.  Moore 
vs.  Jonathan  M.  Boies,  breach  of  the  mar- 
riage promise  71;  versus  Barnabas  Bates, 
deputy  postmaster  of  New  York,  insurance 
of  money  remitted  by  mail  97, 115;  Halsey 
vs.  Durham,  fulfilment  of  a contract  114; 
Mechanics’  bank  of  Paterson  vs.  Nathaniel 
Bull,  case  of  a promissory  note  113;  Ca- 
tholic church  in  Ann  street  N.  Y.  vs.  Hol- 
brook, rights  of  adjoining  estates  113;  case 
of  Tritaity  church,  N.  Y.  58,  156;  Fisher  vs. 
Beaumont,  policies  of  life  assurance  113; 
damages  awarded  in  a case  of  furious  driv- 
ing 83;  Job  Haskell  vs,  Connor,  assault  and 
battery  131;  John  Day’s  defence  123;  lia- 
bilities ofincorporated  companies  140;  what 
is  extravagancies  in  dress.?  case  of  Mrs.  Or- 
nonneaux  of  N.  Y.  115;  singular  verdict  in 
a case  of  assault  and  battery  115;  decision 
of  Baltimore  co.  court  relative  to  Thomp- 
sonian physicians  388;  decision  of  the  su- 
preme court  of  the  U.  S.  Randel  vs.  the 
Chesapeake  and  Delaware  canal  co.  433; 
legal  verbosity,  simplified  113 

Lead— mines  of  Virginia  185,300;  in  one 
of  the  stores  burnt  in  New  York  362 
Leigh,  B.  W.  see  congress;  letter  to  .the 
citizens  of  Brunswick  61;  dinner  to  in  N. 
Carolina  187, 219 

LiAeria- progress  of  tlte  cholera  4,  104; 
capt.  Ouierbridge’s  opinion  of  104;  G.  W. 
McElroy  338;  slaves  manumitted  for  the 
purpose  of  being  sent  4,  195,297;  attack  on 
Bassa  Cove  105,  150,  242,  288;  affair  be- 
tween the  Deys  and  Queers  338;  address  of 
the  young  mens  col.  society  of  Philadel- 
phia in  relation  to  151 

“Liberator,  The”  see  Garrison. 

Libel— damages  in  a case  of  84;  case. of 
A.  McIntosh  McPherson  of  Phila.  97 
Life  and  Trust  company  at  Cincinnati 
6,  17,91 

Limited  partnerships  in  Pennsylvania 
319;  in  Maryland  425 

Live  stock,  great  sale  of  43,  337 

Livingston,  Edward,  see  French  indem- 
nity, congress  and  French  affairs  and  138 
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Louidana — attempt  at  riot  in  N.  Orleans 
34,  138;  foreign  paupers  in,  report  to  the 
legislature  on  62;  cotton  factory  at  St. 
Francisville  84;  negro  conspiracy  alJack- 
Eon  331;  elections  362;  sugar  crops  362; 
re.soluiions  respecting  the  hisiuite  will) 
France  427 

Loiii.sville  Journal  211 

Lunar  ili-covrries!  1 

Lon. Hies  in  Franre  41 

L\  th  . R.  T.  1)1  (hnciiinali  18 

L , neli  law  49,  6.5,  74,  77,  93,  228;  prac- 
ticed 0}  .1  leiiiaie  49;  in  Utilerain,  alass.  228 
M. 

]M  ..  hin.'ry,  the  march  of  26.5; 

Jiacki  rcl  inspecieil  in  Mass.  363 

ftiadisen,  Mr.  e.'t-prc.'idenl  170;  on  the 
power  of  the  general  government  in  rela- 
tion to  internal  impruvemenis  245 

Magnetism  discoveiies  in  3,  43 

Mail,s(;e  pod  ojjice  department  and  slave 
question — circulation  ol  newspapers  19;  ra- 
pid transportation  of  161;  irregularities  329, 
345,  362;  roblieries,  of  the  82;  legal  decision 
relation  to  money  transmitted  in  97 

JWai/ie— nomination  of  Mr.  Webster  for 
the  presidency  19;  elections  85;  anti  sla- 
very in  65;  Wiscassett  154;  punishment  of 
death  in  386;  libel  on  the  speaker  of  the 
house  of  representatives  84 

Malibran,  rnadame  23,  101 

Maniiurn,  W.  P.  see  congress,  dinner  to 
in  North  Caiolina  187.219 

Marshall,  the  late  chief  justice,  Mr.  Bin- 
ney’s  eulogy  70;  see  congress;  extract  from 
judge  Stony’s  eulogy  171;  inscription  on 
his  tonih  281 

Martiriean,  miss  II.  229 

Marijland — see  Baltimore,  defenceless 
condition  of  the  Chesapeake  36;  applicants 
for  the  benefit  of  the  insolvent  laws  in  67; 
elections  85,  313,  returns  102;  meeting  of 
the  legislature  300,  Chesapeake  and  Ohio 
canal,  basin  at  Cumberland  185;  property 
at  212;  Gypsum  discovered  185;  emii>rants 
from  to  the  vvest  298;  slave  trade  in  Wash- 
ington CO.  Mil.  239,  314;  hill  in  the  legisla- 
ture to  regulate  interest  370;  limited  part- 
nershi[)  425,  finances  384 

Massachusetts—fire  at  Charlestown  2; 
trial  of  a schoolmaster  in  3;  wool  growing 
68;  extract  from  the  mes.'age  of  gov.  Arm- 
strong, on  the  subject  of  slavery  21;  eaily 
decision  about  61;  abolishment  of  ca[)Ual 
punishment  51;  new  militia  bill  155;  public 
schools  384;  conviction  for  arson  in  169; 
elections  173,  190; 

Mediation  of  England  see  congress  and 
indemnity  treaty 

Mercer,  C.  F.  see  congress  dinner  to  at 
Wheeling  99 

McGrew,  the  murderer  123 

McLean,  judge  his  letter  declining  to  he 
a candidate  for  the  presidency  52,  opinions 
about  his  appointment  of  chiefjustice  154 
MethodistEpiscopal  church,  proceedings 
of  the  Baltimore  conference  about -aboli- 
tion tracts  7;  letter  of  the  rev.  Mr.  Scott  3 
Mercury,  the  planet,  transits  of  140 
Metcalfe,  Mr.  gov.  of  Kentucky,  his  opi- 
nion of  (»»!n.  IIarri.son  305 

Mexico— rumors  of  a tieaty  between  and 
the  U.  S.  19;  war  will)  Texas,  see  Texas 
and  21 , 68, 100, 143, 1 44,  159,  215,  225, 236, 
329,  339,  .365,  398;  insurrections,  con.'pira- 
cies,  &c.  50,  398;  museum  at  Mexico  125; 
Cathedral  at  152;  St.  Anna  169;  affairs  gene- 
rally 36,  169;  destruction  of  the  federal  re- 
public 174;  new  law  for  llie  re  iigaiiization 
of  174,  233;  ex-vice  president  of  arrived  at 
New  Orleans  36;  decree  establishing  the 
Catholic  religion  174;  orders  of  the  govern- 
ment of  the  U.  S.  respecting  her  citizens 
225;  rumored  closing  of  the  poits  against 
vessels  of  tlie  United  Slates  313,  339;  letter 
of  Mr.  Monasleiio  to  the  American  secre- 
tary of  state  340;  expeditions  fining  out 
against  Texas  340;  Americans  shot  ai'I'am- 
pico,  partienlar.s,  letters,  See.  338,  339,  361, 
decree  about  foreigners  396 

Michigan — dismissal  of  Mr.  Mason  as 
secretary  of  the  territory  and  appointment 
of  Mr.  Slialer2, 18,  34;  Mr.  Mason  ami  Mr. 
Forsytl)  292;  appointment  of  J.  S.  Horner 
34,68,  158,  186;  in.struetions  of  the  presi- 
dejit  to  241;  remarks  of  the  Globe  on  alTairs 
in  34;  order  of  Mr.  Mason  calling  out  the 
troops 33,  elections  157,215;  senators  elect- 


ed 169;  Mr.  Mason’s  opinion  on  the  meet- 
ing of  tlie  legislature,  &c.219,  427;  progress 
of  the  tear  with  Ohio  49,  68;  the  Town  of 
Niles  122;  Niles  Gazette  122;  importations 
from  Liverpool  70;  bank  at  Green  Bay  155; 
see  Ohio  boundary  and  congress. 

Michigan,  Lake, gale  Oii  387;  trade  of  387 
Mines,  depth  of  several  229 

IMiiit — see  gold  ciureucy,  the  branch  at 
N.  Orleans  49;  at  Raleigh  N.  Carolina  157; 
new  (lie  lor  the  coin  of  the  U.  S.  187 
Mis.viss;y)/)i— exports  of  VicU.-hiirgh  19; 
eoltoii  ctop  19.  41;  hanking  eapiial  19; 
eleviions  102,  173,215,  230.282,  299,362, 
388;  (lariiciihus  of  an  in'Ui  reclionar)  plot 
in  90,  1 18;  hanging  in  149;  h iter  of  U.  U. 
Hiillum,  father  of  one  ol'  the  young  men 
hung  at  Vick.'hiiigh  to  Hie  governor  186, 
219;  land  frauds  in  308;  fire  at  Natchez  361, 

387 

Missouri — riot  at  St.  Louis  1,18,  trade  of 
387;  elections  5,  37,  84,  85;  paper  manufac- 
tured 51 

Mohocracy  see  riots,  lynch  law,  slaves  and 
slavery. 

Military  ac.ademy — see  congress;  gradu- 
ates 126 

Moon,  discoveries  in  1 

Money — seir  banks,  banking  and  stocks  in 
Philadeipliia  7,281,313;  in  New  York  18, 
182;  operations  of  tlie  deposile  banks  196; 
see  banks;  stolen  49 

Monopolies — resolutions  adopted  in  Piii- 
ladelpbia  aliout  52 

Morris,  Mr.  U.  Slates  senator  from  Ohio, 
“flogged”  66 

Mulberry,  culture  of  the,  see  silk  and  61 
Mule  a,  bears  a colt  122 

Murders,  horrible  67,  82,  428;  at  Dubu- 
que 82 

Murderer,  confession  of  a 227 

Miirrel,  the  slave  in.surrectionist  90;  the 
plot  122;  see  Mississippi. 

N. 

‘‘National  Intelligencer”— improved  ap- 
pearance of  242 

Naval — stations  of  various  vessels  21;  the 
Delaware  156;  steam  frigates  36,  51 — sim 
congress;  the  Fairfield  156,241;  capt.  Bol- 
ton 156;  proposals  for  timber  to  build  ves- 
sels 108;  cool.  Biddle  156;  acknowledg- 
ment of  the  Briti-^h  government  of  the  .ser- 
vices of  capt.  Percival  156;  coni.  Hull  137; 
the  Potomac  211, 361;  scliediile  of  the  pay 
of  the  officers  of  203;  com.  Dallas  and  the 
sheriff  of  Norfolk  co.  Va.  295,  306;  new 
ship  to  be  fitted  for  sea  386 

Neapolitan  indemnity— notice  to  claim- 
ants under  102;  arrangement  to  pay  427 
Negro  man,  killed  by  a young  wliite  wo- 
m.an  70 

Nelson,  lord,  character  of  204 

New  England,  tribute  to  the  inhabitants 
of  226 

New  Hampshire — dangerous  bog  in  83; 
troubles  at  tlie  Indian  stream  settlement 
137,  171,  186;  letter  from  gen.  Low  to  gov. 
Badger  239 

New  Jersey — proposal  for  the  sale  of,  in 
1681,3;  ihe  Brunswick  and  Trenton  turn- 
pike co.  19,  46;  rail  roads  122;  governor’s 
guards  visit  Washington  70;  elections  141; 
B.iriiagat  pirates  97;  fire  at  the  state  pri- 
son 229,  365,  426:  see  rail  roads;  banking 
capital  101;  land  sales  at  Paterson  225; 
gov.  Vroom’s  opinion  of  slavt'ry  177;  tim- 
ber destroyed  by  fire  388;  resolution  in  the 
legislalHie  in  relation  to  the  princijiles  of 
geii.  Jackson’s  inaugural  address  210;  cop- 
per mine  . 225 

New  Orleans — see  Louisiana;  .rttcmpl  at 
riot  34;  U.  States  mint,  in  81;  interments 
in  169;  health  of  187;  value  of  public  pro- 
perty ill  211;  pnpnlaiioii,  business,  &c.  299 
New  York  sttitc — circulation  of  bank 
notes  2;  cholera  at  Buffalo  18;  gale  at  188; 
[irice  of  properly  in  282;  new  college  at 
288;  lea  party  at  98;  freshet  at  Rochester 
1.56.213,227;  agriculture 29;  Poughkeepsie 
41;  Oswego  176;  circiihuion  of  one  dolhir 
bank  notes,  &e.  45,97— see  banks  & bank- 
ing; population  of  coiiiilies  226;  of  the  state 
389,  404;  steamboats  aground  on  “xMar- 
cy’s  farm”  81;  great  crops  in  226;  fiiiariccs 
of  the  stale  389  to  400;  aliolition  conven- 
tion at  Utic.T,  p;iriiculars  of  146  to  148,162, 
183;  internal  improvement  89;  relics  of  old 
vessels  found  on' Grand  Island  117;  John 


Bowman,  canal  commissioner  362:  Com- 
mercial bank  of  Albany  97,  137;  marshal  of 
the  southern  district  283;  Judge  Suther- 
land 154;  elections  173,  214;  Holland  land 
coiDiiany  176,388;  demand  of  the  gov.  of 
Ala.  for  the  editor  of  the  Emancipator  241, 
290,  358;  meeting  of  the  legislature  329;  re- 
soluiioiis  of,  relalive  to  our  affaiis  with 
France  397,  Canals — 3,68,  156;  lolls  84, 
122;  lrjum(ihant  passage  ol  gov.  Clinton  on 
121;  enlai gemeiil  of  Ihe  Erie  68;  Jesse 
llaw  lev  said  to  have  conceived  Hie  pro- 
ject 141;  popnlaiion  of  IJnd.-on  122;  of 
Troy  140;  ol  Albany  153;  ol  Buffalo  67 

New  York  city — see  banks  ruid  banking; 
lesoliitions  on  the  slave  (jtiestiori  9;  iMaii- 
hallan  hank  18;  value  of  real  estate  18,98; 
fraiidnlenl  sales  101;  interesting  slali.-tics 
153;  passengers  ariived  at  36.  117;  buildings 
in  182;  population  of67,  153;  official  state- 
ment of  182;  frauds  at  the  custom  house  36, 
131,  154;  sale  oi  French  furniture  101 ; gam- 
bling in  slocks  51,  97;  Holt’s  hotel  84;  As- 
tor’s  do.  185;  Trinity  clinrcli  properly,  &c. 
58,  156,  315;  of  the  Dutch  do.  58;  money 
market  182;  value  of  imports  241 ; foreign 
arrivals  387;  fires  in,  Niblo’s  garden  53;  at 
Washington  place  225;  great  fire — see  con- 
gress and  281,314,328;  police  reports  94; 
Job  Haskell  vs.  Conner  131;  robbery  of 
Mrs.  Janevvay  94;  certain  sprigs  of  noliility 
arrested  in  81,  95;  supply  of  water  from  the 
Croton  river  99;  survey  of  the  harbor  170; 
stand  against  one  dollar  notes  97;  strikes 
among  the  laborers  441;  case  of  Mr.s.  Or- 
donneaux  115;  accommodations  at  the  ho- 
tels 116;  exhibition  at  the  American  insti- 
tute 121,  155;  Harrison  dinner  in  honor  of 
the  battle  of  the  Thames  133;  Tammany 
Hall,  dinner  in  honor  of  R.  M.  Johnson 
135;  Gidiiori  Lee  140;  elections  153,  173; 
Tammany  Hall,  “unclean  birds”  in  153; 
grand  row  at  163,  165;  nominations  165; 
“native  American  democratic  association” 

166 

New  York  island — extent  of  283 

Niagara  falls,  projected  ship  canal  around 

63 

Niles,  Hezekiah,  editor  of  the  Register 
137;  extracts  from  Brooks’  letters' 226; 


notes  of  the  Detriot  Journal  282 

Niles  Gazette  122 

Niles,  J.M. — see  congress  and  265 

Nobility— the  doings  of  certain  sprigs  of 

81,  95 

Noah,  M.  M.  a defaulter  226 


N.  Carolina,  elections  4,  22;  F.P. Blair’s 
character  of  W.  B.  Shepard,  a candidate 
for  congress  27;  high  itiounlain  in  171;  re- 
soliiHons  of  the  legislature  about  the  pub- 
lic lands  289,  309;  constitution  283;  rail 
roads  283 

North,  general,  dies  345 

O. 

Oaths,  abolition  of,  in  G.  Britain  265 
O’Comiell,  Mr. — see  British  affairs. 
Offices— Mr.  Calhoun’s  bill  to  abridge 
the  tenure  of— see  cojigrcss;  remarks  of  Hie 
Globe  and  Nashville  Banner,  on  427 

Ohio — extract  from  an  improved  press  in 
20;  Ohio  ill  1781 , 61;  pork  business  361; 
colony  of  free  blacks  in  76;  German  popu- 
lation in  84;  prosperity  of  Cincinnati  155; 
steam  boats  built  288;  great  flood  in  the 
Oliio  137;  statistics  of  the  state  397;  finan- 
ce's 397;  elections  141,  172,  215;  canal  tolls 
170;  meeting  of  the  legislaiure  282;  dispute 
with  Michigan — see  Michignmuid  cojigress 
and  2,  18,  33,  34;  affair  at  Toledo  .396; 
premium  for  raising  corn  225;  extract  from 
gov.  Lucas’  address  on  the  slave  question 
291;  expunging  resolutions  in  Hie  legisla- 
ture 403 

Ohio  and  Michigan — see  boundary  and 
congress. 

Ohio  river — bridge  across  314 

Oil  trade  of  the  United  States  S90— see 
whale  fishery. 

Orchard,  a fruitful  288 

Otis,  H.  G.  speecli  of,  at  Boston  10 
Oysters,  season  of  in  London  59;  sent  to 
Cincinnati,  &c.  6,  170,  185,  227;  to  St. 
Louis,  Mo.  300 

P. 

Patriot,  Hie  Baltimore,  newspaper  282 
Peru — a fl'a  i rs  i n 186 

Paganini,  the  fiddler  139 

Parson,  a,  takes  a nap  in  his  pulpit  83 


Panther,  attacks  a negro  230 

Payne,  J.  H— see  Indians  and  Indian  af- 
fairs his  card  to  the  public,  &c.  239,  242, 
265,  307 

Patterson,  John,  the  learned  journeyman 
printer  58,  140 

Paupers,  foreign,  in  Louisiana  62;  in  the 
U.  Slates  ^69 

Pauperism  in  Europe  231,315 

Paper,  manufactured  in  Mississippi  51 
Penitentiary  system,  in  Ghent  60;  Bri- 
tish commissioners  report  60 

Peel,  Sir  R.  speech  on  the  Irish  church 
question  12— see  British  affairs. 

Peaches,  value  of  a crop  of  70 

Percivalj  capt.  of  the  navy,  acknowledg- 
ment of  the  British  gevernment  156;  com- 
pliment to  1"4 

Pennsj/fuania— elections  50,  70,  85,  102, 
103,  141,241;  Gov,  Ritner’s  inauaurat  ad- 
dress 291;  appointments  by  298,346;  bio- 
graphy of  gov.  Rimer  142;  gov.  Wolf  170; 
officers  appointed  by  170;  his  message  to 
the  legislature  242;  officers  of  do.  230;  ex- 
ecutive patronage  283;  gen.  Jackson’s  cor- 
respondence with  Henry  Horn  28;  demo- 
cratic war  50,  70,  189,282;  8th  of  January 
convention  329;  Harrisburgh  whig  conven- 
tion 230;  nomination  of  "en.  Harrison  287; 
Harrison  newspapers  155;  result  of  the 
convention  question  215;  improvements  at 
Pittsburg  54;  interesting  document  in  the 
history  of  105;  geological  survey  427;  lim- 
ited partnerships  319;  finances  243,  382; 
canal  commissioners  283;  sums  expended 
for  internal  improvements  242;  tolls,  &c. 
156,228,  328;  coal  trade  108,;  Moyamensing 
prison  150;  Dauphin  co.  do.  157;  specula- 
tions in  real  estate  387;  anli-masotiic  in- 
vestigation at  Harrisburgh,  protests,  &c. 
379  to  382;  navig.atioii  of  the  Delaware  298; 
charter  of  the  bank  of  the  U.  States  162, 
377,396,403;  bribery  plot  434;  message  of 
the  gov.  approving  the  bill  441 

Persia— the  Sehah  of  84 

Philadelphia— money  market  7;  Girard 
estate  388;  Episcopal  convention  in  21;  re- 
solutions adopted  in,  about  monopolies  52; 
the  “Lancer  guards”  83;  weavers  turn  out 
84;  outrage  upon  ladit^s  95;  sale  of  fruits 
and  flowers  in  101;  elections  for  goveinnr 
,102,  103,  121,  441;  case  of  Dr.  P.  Bier  173; 
Franklin  Inslilute  125;  Philadelphia  library 
125;  Moyamensing  prison  151;  vvliig  con- 
vention 2.30;  removal  of  the  seat  of  govern- 
aaent  to  441;  Pins,  made  by  steam  68 
Phillippe,  Louis,  attempt  to  destroy  his 
life — see  France. 

Pike,  gen.  an  unclaimed  deposite  of,  &c. 

92, 122 

Pins,  a machine  to  make  123 

Pirates  and  piracy— the  case  of  Ruiz  43; 
on  the  coast  of  China  53;  the  Barnegat  (N. 
J.)  97,  282;  attack  on  the  brig  Horlensia 
170;  Portuguese  at  Norfolk  225 

Plaiuagetiet,  the  novel  51 

Plague,  the,  not  contagious  50 

Poisoning  a well,  82 

Polk,  Jas.  K. — see  congress;  letter  to  the 
Nashville  committee  180 

Portugal — ecclesiastical  property  in  71; 
the  young  queen  104;  minister  at  the  court 
of  Turin  124:  proclamation  of  Miguel  173; 
interesting  statistics  in  relation  to  222; 
marriage  of  the  queen  231;  American  fri- 
gate at  Lisbon  345 

Pompnii,  discoveries  in  84 

Poland — see  Russia. 

Pole,  Wellesley,  the  roue  51 

Porcelain,  ancient  specimen  of  101 

Post,  N.  Y.  Evening  (newspaper) — see 
Globe  ne-'-spaper  and  78 

Post-office — the  abolitionists — see  mail; 
letter  of  Mr.  Kendall  in  reply  to  certain  re- 
solutions passed  at  Petersburg,  Va.  7;  of 
do.  to  the  post  master  at  N York  8;  Patro- 
nage in  New  York  45;  derangement  and 
uncertainty  of  the  mails  329,  345;  letter  of 
Martin  Beatty  to  the  post  master  gen.  4.35 
Porter,  Alex. — see  congress;  his  letter  to 
certain  citizens  of  N. Orleans  233 

Population — of  the  British  provinces  210; 
increase  of  the  white  and  colored  of  the  TJ. 
Slates  401 

Potter,  Robert,  of  N.C.  282 

Potter,  Elisha  R.  dies  84 

Potomac  river,  bridge  over,  at  Washing- 
ton 83 


INDEX. 


Printer,  a learned  journeyman  58,  140  / 
Presbyterian  church — see  slave  question; 
meeting  of  the  synod  at  N.York  154 

Priestley,  tomb  of  the  late  Dr.  98 

President — see  Jackson,  gen.  .1.  and 
congress. 

President’s  message  248  to  255;  carried 
express  141,282 

Presidential  election— see  the  names  of 
individuals  and  elections — calculations  and 
remarks  37;  withdrawal  of  judge  McLean 
52;  proposition  of  a Virginia  paper  153 
Presidential  franking  139,294,337 

President’s  house  and  grounds,  expendi- 
tures for  299 

Press,  guarantees  of  the  constitutions  of 
the  several  states  for  the  liberty  of  236 
“Protections,”  forged  and  sold  19 

Prussia — Riots  at  Berlin  54;  review  at 
Kalisch  124,  155,  157 

Pun,  aflat  388 

Punishment,  curious  85 

Press,  the  improved,  extracts  from  20 
Pumbago  found  in  New  Hampshire  185 

a. 

Quaker  lady,  at  Washington  297,  314 
R. 

Rai7  roads— Baltimore  and  Ohio  17,  35, 
98,  176,  209;  annual  report  of  the  superin- 
tendant  191;  memorial  to  the  legislature  of 
Maryland  342;  death  of  Pliineas  Davis  67; 
Balt,  and  Washington  50,  101;  Brownsville 
conveniion  190,  191,  209,  237,  242;  Balt, 
and  Cumberland  241;  Balt,  and  Philadel- 
phia 157;  the  Winchester,  Va.  42;  Staun- 
ton and  Potomac  262‘  Baltimore  and  Sus- 
quehannah  98;  Wilmington  and  do.  386; 
wagons  burnt  on  the  Manchester  19;  New 
Jersey  122;  Trenton  and  N.  Brunswick  283; 
the  Brunswick  turnpike  co.  19,46;  Camden 
& Amboy  353,  425;  Lowell  210;  Bo.stoii  and 
Providence  101,  173,  230;  the  H.arlaMn  121; 
Worcester  and  Norwich  101;  S.  Carolina 
138;  New  Orleans  and  Nasiiville  41,  130; 
Illinois  19;  from  Boston  to  the  west  109; 
from  the  coast  of  Maine  to  Quebec  426;  N. 
York  and  Buffalo  35;  to  Stillwater  127;  be- 
tween Lake  Ontario  and  Lake  Huron  68; 
from  Cincinnati  to  Charleston,  S.  C.  227; 
Portland  and  Quebec  108;  (roni  Toronto  to 
Lake  Sirncoe  109;  from  Paris  to  Brussels 
41;  over  the  Alleghany  58;  accidents  53, 
225;  ill  North  Carolina  283;  liiverpool  and 
M incliesier,  &c.  103,  388;  roads  projected 
ill  America  175,  175,  283;  in  England  283 
Rain— damages  by  heavy  falls  of  138; 
quanlily  that  tell  314 

Rattlesnake,  influence  of  the  white  ash 
on  221 

Register,  Niles’  supplements  to  265,352, 
401;  notices  of  2d2 

Revenue — see  congress;  frauds  on  the 
33,  131,  154;  “surplus”  209,  241;  resolu- 
tions of  the  Penn,  legislature  329;  collected 
at  New  York  314 

Rpvoluiioimry  pensioner,  an  aged  51 
Rhode  Island — elections,  &c.  4,  22,  153; 
drought  in  83;  turkeys  raised  in  101;  Pro- 
vidence 225 

Rice,  experiment.s  in  the  culture  of  42 
Riots — see  Lynch  law,  abolition  and  slave 
question;  rffects  of  J;  .at  St.  Louis,  Mo.  J, 
18;  remark  of  the  Plalifax  Recorder  2;  of 
the  Montreal  Herald  2,  99,  157;  at  Balti- 
more— see  Baltimore  and  33;  remarks  of  a 
New  Orleans  paper  on  299;  in  Washington 
city  33;  attempt  at  a riot  in  N.  Orleans  34, 
138;  Sir  Robert  Peele’.s  method  of  pre- 
venting 67;  remarks  of  the  Arkansas  Ad- 
vocate 211 

Ritchie,  Thos.  of  the  Enquirer — his  for- 
mer opinion  of  judge  White  179;  opinion 
of  the  president’s  message  283;  letter  lo, 
about  Mr.  Callioiin’s  bill  regubiting  the  te- 
nure of  office  425 

Ritner,  Joseph,  governor  efeci  of  Penu- 
sytvariia,  hiographicai  notice  of  142;  Ids  in- 
augural adflress  291 — see  Pennsylvania. 
Roman  Mr.  of  Lou. — see  congress. 
Rotation  in  office,  beauties  of  229 

Rotbsctiild.-'— the  bankers  41;  one  of,  ho- 
nored will!  ilip  order  of  our  Saviour  299 
Ruiz,  the  pirate  43 

Russell,  Miss,  the  voealist  362 

Russia — sir  Slratfoid  Canning  and  the 
emperor  3,  52;  observatory  at  St.  Peters- 
burg 30;  review  at  Kalisch  124,  1.55,  157, 
190,  203;  reply  of  the  emperor  to  a deputa- 


Vll 

tioh  of  the  municipal  authorities  of  Warsaw 
141,  363;  design  to  assasinate  the  em- 
peror 54;  admiral  Schytskayoff  101;  ships 
in  the  Black  sea  102;  monument  on  Culm 
battle  field  190;  Peter  the  Great’s  victory 
over  impossibilities  213 

S. 

Salt  made  in  Kenawha  co.  Va.  84;  in 
New  York  363;  spring  discovered  in  Li- 
vingston CO.  N.  Y.  284 

Santa  Fe  traders,  arrival  of,  at  Colum- 
bia 188 

Sardinia- insurrection  in  403 

Seamen  in  the  U.  S.  213 

Seamstresses,  prices  paid  to  for  slop^ 
work  151 

Sea  serpent  seen  69, 155 

Seckel  pear  ' 84 

Senate  of  the  U.  S.  the  Pennsylvanian’s 
opinion  of  361 

Shoes  made  at  Linn,  Mass.  345 

Slavery,  Dr.  Channing  on  314;  Washing- 
ton’s opinions  of  315 

Schoolmaster,  trial  of  3 

Sheep,  experiments  in  breeding  merino 
127 

Shepard,  W.  B.  of  N.  C.  see  congress. 
The  editor  of  the  Globe’s  character  of  him 

27 

SherwelljWm.  170 

Shipwreck  of  the  George  III.  171 

Silk  culture,  &c.  see  congress;  looms  in 
France  42:  Rhode  Island  company  203; 
raising  of  cocoons  42;  culture  of  the  mul- 
berry 61;  value  of  silk  raised  in  India  392 
Sisters  of  St.  Clare  29 

Slave  trade  70;  Irorrible  in  Washington 
co.  Md.  239,  314 

Slave  question— congress,  abolition 
and  names  of  individuals:  meeting  at  Bos- 
ton and  speeches  of  Messrs.  Sprague  and 
Otis  ],  10  lo  13;  remarks  ot  the  Salem 
Gazette  2;  letter  from  Mr.  Scoti  3;  resolu- 
tions of  the  Baltimore  Methodist  confer- 
ence 7;  of  the  African  Methodist  church 
40;  of  the  Presbyterian  clergy  in  South 
Carolina  20;  of  the  clergy  in  Richmond, 
Virginia  40;  of  the  Presbytery  of  Winches- 
ter, Virginia  149;  meeting  in  New  York  9; 
letter  of  the  mayor  to  the  South  Carolina 
association  73;  meeting  in  Albany  28;  in 
New  Orleans  39;  in  New  Haven  73;  in 
Lowell  74;  in  Kent  county^  Virginia  78; 
in  Rochester,  N.  Y.  90;  in  Providence.  E« 
I.  172;  in  Louisa  co.  Va*  90;  resolutinna 
of  certain  parishes  of  S.  C.  72;  address  of 
the  aiiti-siavery  society  28;  to  the  friends 
of  emancipation  in  New  York  90;  letter 
of  Lew’is  Tappan  21;  of  Samuel  Jenks 
Smith  76;  pamphlets  destroyed  20,  21;  dis-| 
covered  81;  letter  of  the  post  master  ge-^’ 
neral  in  reply  to  certain  resolutions  7;  of 
do.  to  the  post  master  at  New  York  8;  re- 
ply of  the  colored  clergy  of  Baltimore  to  a 
White  Citizen  72;  opinion  of  Mr.  Grimke, 
of  S.  C.  190;  extract  from  Jefferson’s  writ- 
ings 78;  Mr.  Noah’s  bill  to  secure  to  the 
slates  control  over  the  slaves  89;  Mr.  Van 
Buren’s  vote  in  the  N.  Y.  convention  81j 
exiracl  from  gov.  Swain’s  adflress  228;  sen- 
timent of  New  England  90;  Utica  conven- 
tion 146,  147,  148,  160;  suspension  of  com- 
merce witlTtlie  northern  states  suggested 
77,  78;  Garrison  and  the  citizens  of  Bos- 
ton 145,  195;  extracts  from  the  “Libe- 
rator”21 ; British  interference — see  Thomp- 
son and  217;  slavery  in  Virginia  39;  in  Mas- 
sachusetts, previous  to  l7Sl,  61;  free  blacks 
in  the  south  40;  in  Ohio  77;  insurrectionary 
plot  in  Mississipfii  119;  in  Georgia  149; 
increase  of  tfie  slave  population  in  the  U. 
Slates  2l2;  miscellarieoiis  imiices  of  tb?i 
question,  extracts,  &c.  65,73,  74,75,76, 
77  to  80;  seniiment.s  and  extracts  from 
new<paoers— of  the  Ch.arleslori  Courier  19, 
39.  65,  73,  75;  of  the  Patriot  73,  74;  of  Ihe 
Mercurv  78,  195;  of  tlie  Rich.  Enquirer 
20,  74,  75;  of  the  Whig  73,  74.  75,  77.  80; 
of  the  Compiler  73,  80;  of  the  Mariinsburg, 
Va.  Gazette  73;  Washington  Telegraph  74, 
77;  Arkansas  Advoe.ate  74;  Lowell  Tim*  » 
74;  N.  Y.  American  74, 79;  Journal  of  Com- 
merce 74;  Phiindelpina  Enquirer  75;  New 
Orleari.s  Bee  78;  Boston  Courier  78,  80; 
Washington  Globe  78;  Boston  Advocate 
79;  Massillon,  Q.  Gazette  79;  Alexandria 
Gazette  80 


Vlll 

Sleighing,  at  various  plaeea  210 

Small  pox,  death  by  28‘i 

Smith,  Wm.  nominated  for  the  vice  pre- 
sidency 329 

Smith,  Nathan,  ol  tlic  U.  S.  senate,  death 
of  212,  384 

Smithson  legacy— see  congr-esi  and  97;  re- 
port of  the  senate  on  343;  of  the  house  393 
Smuggling,  cases  of  131 

Snow,  early  and  heavy  falls  210, 283, 388, 

’ 389 

Somerville,  Mrs.  the  astronomer  204 

S.  Carolina — see  slave  question:  white 
population  of  Charleston  138;  fire  at  Che- 
raw  283;  resolutions  of  the  leszislature  309; 
319;  elections  85;  rules  of  court — sheriffs 
in  cocked  hats  426 

Southern  convention  proposed  77 

South,  tribute  to  the  inhabitants  of  226 
South  America — see  the  several  states-, 
trade  with  189 

Sovereigns  of  Europe,  ages  of  314 

SpaiJi— intervention  of  the  northern  pow- 
ers 24;  destruction  of  convents,  friars,  &c. 
39,  55,  99;  religious  orders  99;  arms  re- 
ceived from  England  42;  Spanish  prisoners 
at  Gibraltar  50;  battles  and  warlike  move- 
ments 55,  58,  70,  85,  104, 124, 173, 190,231, 
301;  infection  from  the  dead  killed  in  70; 
insurrections  54,  58,  85,  99,  104,  124;  Don 
Carlos  85,  104,  173;  decree  of  the  king  205; 
recognition  of  St.  Anna,  independence  85, 
427;  foreign  troops  in  211;  cotton  manu- 
factory in  Catalonia  226;  ministry  124, 173, 
190;  memory  of  Riego  388;  interesting  sta- 
tistics 222 

Specie  arrival  of — see  gold  and  169,  362 
Speight,  Mr.  his  inclosure  to  A.  Tappan 
387 

Spirits  consumed  in  Great  Britain  3 
Sprague,  Peleg — see  slave  question  and 
10  to  13,  65 

Steam — see  rail  roads-,  boats  on  the 
Ohio  98;  built  at  Cincinnati  289;  finished 
and  in  progress  at  Pittsburgh  228;  Mr.  Gur- 
ney’s engines  71;  minature  engine  176; 
packets  from  Philadelphia  to  Baltimore 
176;  from  New  York  to  Liverpool  331; 
frigate  to  be  built  36, 51;  ship  228;  car- 
riages 157;  stoves  introduced  into  228;  mill 
for  sale  35;  iron  boats  228;  travelling 
by  35,  .50,  71,  84,  98,  156,  173;  engine  runs 
away  228;  accidents  282;  the  Wm.  Gibbon 
362,  387;  power  comparative  force  of_  345 
Stewart,  Andrew,  extract  from  his  ad- 
dress at  Owego,  N.  Y.  44 

Stock,  prices  of  in  Kentucky  43,  337 
Stove,  professor  Olmsted’s  68 

Straw  hats,  the  Tuscan  231 

Stevenson,  Andrew  386 

Stocks,  gambling  in  the — see  banks,  N. 
York  city  and  51,  156,232,  313;  Wilding, 
the  successful  operator  in  97;  prices  of 
various  American  in  London  104, 124, 173, 
301,  313,  331,  402 
St.  Peter’s  church  at  Rome  212 

Sugar  cane,  remarks  on  the  culture 
of  129;  crops  283,  362 

Supreme  court  of  the  U.  S.  meeting  of 
329 

Superior,  Lake,  first  vessel  launched  on 

35 

Susquehannah  river,  head  waters  of  186 
Switzerland— affairs  in  70 

T. 

Taglioni,  the  dancer,  117;  expected  at 
New  Orleans  229 

Tacon,  gov.  of  Cuba  212 

Taney,  R.  B.  rumors  about  his  appoint- 
ment to  the  supreme  court,  &c.  154,  300 

Tappan,  Arthur  and  Lewis— see  aboli- 
tion, slave  question,  &c.  letter  to  a com- 
mittee 21;  rewards  for  65,  75,  172;  various 
notices  of  75,  76;  inclosure  of  Mr.  J. 
Speight  387 

Teasels,  profitable  cultivation  of  22 
Telescope,  the  largest  101 

Tennessee — colonization  4;  elections  4, 
22;  legislative  nomination  of  M.  L.  White 
178;  great  political  festival  in  197;  seizure 
of  J.  H.  Payne  343 — see  Georgia  Payne 


INDEX. 


J.  II. ; rumor  of  an  insurrection  at  Nash- 
ville 441 

Texas — the  war  with  Mexico.,  battles, 
&c.  21.  68,  100,  1'43,  144,  169, 'l88,  215, 
216,235,  297;  disturbed  condition  of  the 
country  143;  various  meetings  in  the  U.  S. 
volnnicors,  &c.  144,  159,  160,  161,  188, 
24 1,  297;  Americans  shot  at  'I’ampico  299, 
338,  339,  364;  address  of  the  Tcxiaris  to 
the  people  of  the  United  Slates  2.34;  to  the 
people  of  Colombia  144;  proclamation  of 
gen.  Gomez  188;  letters,  &c.  of  S.  T.  Aus- 
ten 144,  145;  of  P.  C.  Bean  160;  gen.  Hous- 
ton 144,  216;  provincial  government  287, 
capture  of  Goliard  235;  attack  on  San  An- 
tonio 313,  365;  articles  of  agreement  be- 
tween gen.  Coss  and  gen.  Burlison  396; 
capture  of  the  brig  Madawaska  299;  opi- 
nion of  judges  Betts  and  Thompson  re- 
lative jo  American  citizens  embarking  in 
the  cause  of  205;  population  226;  emigrants 
281;  incursion  of  the  Indians  160;  rumored 
cession  of  to  the  U.  States  169 

Thompson,  capt.  arrest  of  74 

Thames,  anniversary  of  the  battle  of  26, 

Thomas,  the  late  gov.  of  Md.  315 

Theatre,  at  New  Orleans  22 

Thompson,  the  foreign  incendiary — see 
slave  question  and  abolition;  in  Boston  74, 
145;  said  to  have  sailed  for|England  149; 
letter  from  401;  letter  of  John  Scroble  217 
Theodolite,  a new  203 

Thornton,  Mrs.  attempt  to  murder  282 
Tiger  escapes  from  a menagerie  69;  fight 
of  an  Indian  with  a 84 

Tippecanoe,  the  battle  of— see  Harrison, 
W.  H.  and  Johnson,  R.  M. 

Timber,  trade  from  Canada  to  England 

69 

Toasts — see  Harrison,  W.  H.  and  John- 
son, R.  M,  at  the  Van  Buren  festival  at 
Nashville  210 

Tobacco,  importation  of  by  France  171; 
raised  in  Connecticut  225 

Travelling,  extraordinary— 266, 387 — see 
steam  and  rail  roads. 

Treasury  of  the  U.  S. — see  congress, 
frauds  on  the  revenue  36,  131, 154;  surplus 
revenue  154,  209,241 

Trimble,  James,  dies  388 

Trust  company,  Louisville  3,  17 

Titr/cei/— surrender  of  the  gar.  of  Scu- 
tari 55;  naval  preparations,  &c.  103;  plague 
at  Constantinople  124;  British  minister  to 

173 

Turkeys  raised  in  Rhode  Island  101 
Turkey  tracks,  prof.  Hitchcocks  opinion 
of  those  found  on  stone  105 

Tuscan,  straw  hats  231 

Tyler,  John  nominated  for  the  presiden- 
cy 288,  426 

Typographical  society  in  Mississippi  51; 
in  Baltimore  225 

U. 

Usury  laws,  abolishment  of  19 

Utica  convention — see  states,  debates  and 
New  York, 

V. 

Vail,  Eugene  A’s  letter  respecting  Mr. 
Crawford  7 

Valaze,  gen.  his  letter  to  B.  Marigney  of 
N.  Orleans  234 

Van  Buren,  Martin,  see  elections,  presi- 
dency and  congress;  his  vote  in  the  New 
York  convention  to  allow  colored  persons 
to  vote  81, 132;  his  vote  in  the  senate  of 
New  York  on  the  Missouri  question  141; 
his  letter  to  a gentleman  in  Georgia  93;  a 
letter  from  about  the  Missouri  question  93; 
toasts  at  the  Nashville  festival  210;  on  a 
visit  to  Mr.  Rives  187;  the  “Globes”  offi- 
cial account  of  his  manner  of  riding  228; 
nominated  in  Alabama  200;  invited  to  dine 
in  Fredericksburg,  Va.  232;  nominated  by 
the  members  of  the  legislature  of  Va.  329; 
by  the  anti-masons  of  Massachusetts  426 
Van  Diernan’s  land,  capture  of  the  last 
native  of  59;  emigration  of  females  to  212 
Vaughan,  sir  Charles,  the  British  minis- 
ter leaves  Washington  53 


Veazey,  T.  W.  gov.  of  Maryland  313 
Fenezucia— revolution  in  50,215 

Vessels,  relics  of  old  found  on  Grand  is- 
land 117 

Vermont — (dections  and  electioneering 
23,  37,  85,  103,  141,  173;  state  house  at 
Montpelier  108;  mceiing  of  the  anti-maso- 
nic members  of  the  council  177;  banking 
in  195,226;  sufpension  claims  226 

Virginia — colonizafion  4;  the  university 
189;  elections  4,  153;  emigration  from  68; 
slavery  in  39;  resolutions  on  the  slave  ques- 
tion 362;  sale  of  lots  at  Wheeling  10;  Pe- 
tersburg volunteers  44;  com.  Dallas,  &c, 
295,  306;  salt  made  in  Kenawha  co.  84; 
meeting  of  the  legislature  282;  nomination' 
of  H.  L.  White  290;  of  the  expunging  re- 
solutions 441:  Van  Buren  and  Smith  329 

W. 

Walker,  R.  J.  of  Mississippi  and  the  pre- 
sident 93 

Wars,  expenses  of  fifty-one  87 

Washington— beauiilul  tributes  to  his 
memory  43,  187;  Lafayette  compared  to 
186;  a letter  of  to  gov.  Clinton  211;  his 
opinion  of  slavery  315;  another  monument 
to  his  memory  425 

Washington  city— see  District  of  Colum- 
bia. 

Wax,  fossil,  discovered  314 

War  of  1812,  gen.  Armstrong’s  work  on 
the  211 

Weather,  cold  283,  298,  426 

Whale,  captured  in  the  Chesapeake  19 
Whale  ship’s  of  Wilmington,  Del.  34, 
121;  of  New  Bedford  313,  in  the  Pacific  362 
Wheat,  received  at  N.  Y.  from  Liverpool 
155;  important  discovery  in  relation  to’tlSl 
West  Indies — see  Jamaica,  hurricane  at 
Barbadoes  101,  the  apprentice  system  218, 
230,  442 

Westminster  abbey  224 

Webster  Daniel — see  congress,  nomina- 
tion for  the  presidency  in  Bangor,  Maine 
19;  his  visit  to  Bangor  88;  presents  of  plate 
to  98,  132;  his  speech  on  the  occasion  166; 
remarks  on  153;  dinner  to,  at  Hallowell, 
Maine  106;  invited  to  dinner  at  Portland 
107;  at  Philadelphia  225;  nominated  for  the 
presidencyin  Boston  107;  in  Pittsburgh  170, 
201;  in  New  York  241;  his  letter  to  certain 
anti-masons  of  Pennsylvania  293 

Wells,  poisoned  82;  the  artesian  284 
White,  C.  P.  100 

White,  capt.  killed  in  a duel  282 

White,  judge  Hugh  L.— see  congress, 
Jackson  Andrew  and  elections,  invited  to  a 
public  dinner  in  Nashville  52, 179;  extracts 
of  the  Globe  180;  the  Globe’s  newspaper 
containing  attacks  on  him  franked  by  the 
president  139;  explanation  of  his  course  on 
the  French  question  and  remarks  of  the 
Globe  107;  re-elected  to  the  senate  of  the 
U.  S.  1,21;  nominated  in  Tennessee  178; 
in  Alabama  282, 328;  in  Illinois  384;  attacks 
of  the  Globe  227 — see  Curry,  B.  F,  con- 
gress and  373 

Whitney,  Reuben  M.  and  the  state  bank 
of  Illinois  386 

Wise,  J.  M.  see  congress 
Witchcraft  in  N.  England  268 

Wolf,  a mad  70 

Women,  prudery  fo  the  American  58; 
attend  executions!  282 

Wood,  oak  price  of  281 

Wool — price  of  2;  growing  in  Massachu- 
setts 68;  in  Connecticut  22i;  large  fleece 
42;  sale  of  in  London  71;  large  lot  sent  to 
market  187 

Woollen  manufactures,  value  of  the  Bri- 
tish 60 

Woodbury,  Levi,  secretary  of  the  trea- 
sury-invited to  a public  dinner  at  Con- 
cord, N.  H.  27 

Womack’s,  J.  W.  letter  to  president  on 
franking  the  Globe  to  him  294 

Y. 

Yale  college,  students  in  315 

Yankees,  the  116 

Yellow  fever  in  New  Orleans  70 
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(JC|“Very  many  articles  are  omitted  this  week — some 
of  them  on  account  of  the  extra  labor  required  in  prepar- 
ing the  index  for  the  last  volume,  which  we  expect  to 
publish  with  our  next. 

Persons  at  a distance  will  be  astonished  at  seeing  Mr. 
Hunt's  name  held  up  again  for  the  mayoralty  of  Balti- 
more; but  we  shall  be  more  astonished  if  he  is  elected. 
There  is  no  knowing,  however,  Avhat  the  ne-w  doctrines, 
allied  to  other  circumstances,  may  do! 

P.  S.  Mr.  Hunt  has  retired  from  his  recent  accept- 
ance of  the  nomination! 

During  the  last  and  present  week  we  have  cut  out  and 
laid  aside  more  than  Jive  hundred  articles,  relating  to 
the  various  excitements  now  acting  on  the  people  of  the 
United  States,  public  and  private!  Society  seems  every 
'where  unhinged,  and  the  demon  of  “blood  and  slaugh- 
ter” has  been  let  loose  upon  us!  *We  have  the  s/aue 
question  in  many  different  forms,  including  the  proceed- 
jnsrs  of  kidnappers  and  mansteaiers — and  others  belong- 
ing to  tiiej7oc  T-^acrlntion  and  urosecution 

oi  gamblers;  with  mobs  growing  out  of  local  matters — 
and  a great  collection  of  acts  of  violence  of  a private,  or 
personal  nature,  ending  in  death;  and  regret  to  believe, 
also,  that  an  awful  political  outcry  is  about  to  be  raised 
to  rally  the  poor  against  the  rich!"  We  have  execu- 
tions, and  murders,  and  riots  to  the  utmost  limits  of  the 
union!  The  character  of  our  countr}'men  seems  sudden- 
ly changed,  and  thousands  interpret  the  law  in  their  own 
way — sometimes  in  one  case,  and  then  in  another,  guided 
apparently  only  by  their  own  will!  If  this  state  of  things 
is  permitted  to  continue— if,  at  the  call  of  the  law,  the 
people  will  not  “rally  round  the  standard  of  the  law, 
and  unite  in  common  efforts  for  the  common  good,”  as 
was  happily  the  case  in  times  past,  “when  the  staff  of 
the  constable  was  the  emblem  of  liberty  and  securi- 
ty,” many  will  be  prepared  to  seek  repose  in  the  arms 
of  a “legitimate  sovereign”— and  ready  to  exclaim  with 
Mr.  G.  JMorris,  “the  Bourbons  are  restored!”  And 
withall,  a contest  has  been  going  on  between  Ohio  and 
Michigan,  that,  possibly,  has  been  terminated  at  the  very 
point  when  Ohio  was  about  to  act  as  an  independent" 
state  may  do,  for  the  preservation  of  peace  on  her  bor- 
ders and  the  safety  of  her  population ! 

We  lately  gave,  by  way  of  a specimen  (a  page  or  two) 
a few  articles  of  a nature  similar  to  those  now  in  our 
possession.  We  cannot  consent  to  hold  up  our  country 
to  the  contempt  and  scorn  of  the  old  world,  and  shall, 
therefore,  generally  suppress  them,  though  some  cases 
of  peculiar  atrocity  must  be  inserted.  Let  the  laws  rule. 
And  let  no  one  do  any  thing  that  may  have  a tendency 
to  bring  them  into  popular  disrespect! 

From  the  St.  Louis  Herald  of  the  SWi  ult. 

In  consequence  of  llie  attempt  made  upon  the  life  of  Robert 
Steward  [at  Philadelphia!!!]  by  his  black  servant,  as  stated  in 
our  paper  yesterday,  a mob  assembled  on  the  following  evening 
in  those  quarters  of  the  city  inhabited  by  the  colored  people, 
possession  ot  the  streets,  acting  their  pleasure  in  spite 
of  the  police,  from  nine  o’clock  at  night  till  t>vo  in  the  morning. 
Houses  were  broken  open — their  inmates  shamefully  treated— 
several  of  the  blacks,  that  they  might  escape  their  infuriated 
assailants,  dropped  themselves  from  second  and  third  story  win- 
dows, and  one  was  dreadfully  mangled.  One  poor  fellow  leap- 
ed  itie  top  of  a house — and  the  mob,  struck  with  the  dar- 
mg  of  the  act,  suffered  him  to  go  uninjured.  In  one  place, 
where  several  houses  were  assailed,  the  inmates  defended  them. 
Five  shots  were  discharged;  one  man  was  shot  through  the  bo- 
dy, and  another  had  the  cap  of  his  knee  shot  off.  One  house 
was  set  on  fire  for  the  purpose  of  burning  out  some  negroes  sup- 
posed to  be  up  the  chimney.  The  firemen  hastened  to  the  spot, 
but  were  ordered  by  the  mob  not  to  play  upon  the  fire.  And 
when  the  firemen  persisted,  the  mob  cut  the  hose  and  otherwise 
injmed  the  apparatus,  besides  assailing  the  firemen  with  bricks 
house  was  burned  down  before  the  fire  was 

subdued. 

The  Intelligencer  says:  The  shouts  of  rage  and  the  cry  of  suf- 
fering as  sonm  mm  sunk  under  the  blows  with  almost  indiscri- 


minate fury-^all  presented  a scene  equally  singular  and  terrify- 
ing. ft  must  be  observed  that  no  blacks  were  to  be  seen  In  the 
crowd  at  this  place.  It  was  a contest  of  honest  and  respectable 
citizens  anxious  to  preserve  the  public  peace  and  to  save  the 
city  from  conflagration,  against  a band  of  midnight  brawlers, 
ready  with  club  and  torch  to  sack  and  fire  the  houses  of  defence- 
less and  unoffending  people. 

The  mob  mostly  consisted  of  the  very  lowest  classes,  together 
with  apprentices  and  boys  half  grown. 

If  ever  the  spirit  of  anarchy  and  misrule  stalked  over  any 
land,  it  is  going  over  ours  now. 

“And  spoke  of  Herschell’s  mighty  glass, 

‘‘Which  shewed  all  that  in  the  peopled  moon  did  pass, 
“And  brought  the  inhabitants  of  the  Dog-star  nigh.” 

The  preceding  is  from  a pindarick  written  by  Fre- 
neau, about  40  years  since,  called  “the  wise  man 

TAUGHT.  ” 

A very  ably  prepared  article  of  much  length,  has  re- 
cently appeared,  as  hoax  on  the  efforts  now  making 
by  sir  John,  [Hersehell],  [son  of  the  person  mentioned 
by  Freneau,)  at  the  cape  of  Good  Hope,  to  push  his  dis- 
V overies  far  beyond  competiton.  Reason,  common  sense 
and  a moment’s  reflection  upon  the  impossibility  of 
bueli  flioorcTTcrleS,  must  convinoo  tho  moKt  seep’"  "-al.  ” 
According  to  this  account,  the  mountains  Oi  the  moon 
are  measured,  animals  described  and  even  the  birds  and 
the  trees  assorted  and  named!  An  extract  may  serve  to 
shew  the  merits  of  this  affair: 

‘‘The  next  animal  perceived  [on  the  moon]  would  be  classed 
on  earth  as  a monster,  it  was  of  a blueish  lead  color,  about 
the  size  of  a goat,  with  a head  and  beard  like  him,  and  a single 
horn,  slightly  inclined  forwards  from  the  perpendicular.  The 
female  was  destitute  of  the  horn  and  beard,  but  had  a much 
longer  tail.  It  was  gregarious,  and  chiefly  abounded  on  the 
acclivitous  glades  of  the  woods.  In  elegance  of  symmetry  it 
rivalled  the  antelope,  and  like  him  it  seemed  an  agile,  sprightly 
creature,  running  with  great  speed,  and  springing  from  the 
green  turf  with  all  the  unaccountable  antics  of  a lamb  or 
kitten.  This  beautiful  creature  afforded  us  the  most  exquisite 
aniusement.  The  mimicry  of  its  movements  upon  our  white 
painted  canvass,  was  as  faithful  and  luminous  as  that  of  ani- 
mals within  a few  yards  of  a camera  obscura,  when  seen  pic- 
tured upon  its  tyrnpan.  Frequently  when  attempting  to  put 
our  fingers  upon  its  beard,  it  would  suddenly  bound  away  into 
oblivion  as  if  conscious  of  our  earthly  impertinence,  but  then 
others  would  appear,  whom  we  could  not  prevent  nibbling  the 
herbage,  say  or  do  what  we  would  to  them,”  &c. 

Again — The  men  are  thus  described:  “They  averaged  four 
feet  in  height,  were  covered,  except  on  the  face,  with  short 
and  glossy  copper-colored  hair,  and  had  wings  composed  of 
a thin  membrane,  without  hair,  lying  snugly  upon  their  backs, 
from  the  top  of  the  shoulders  to  the  calves  of  the  legs.  The 
face,  which  w'as  of  a yellowish  flesh  color,  was  a slight  improve- 
ment upon  that  of  the  large  ourang  outang,  being  more  open 
and  intelligent  in  its  expression,  and  having  a much  greater  ex- 
pansion of  forehead.  The  mouth,  however,  was  very  promi- 
nent, though  somewhat  relieved  by  a thick  beard  upon  the 
lower  jaw,  and  by  lips  far  more  human  than  those  of  any  spe- 
cies of  the  simia  genus.  In  general  symmetry  of  body  and 
limbs  they  were  infinitely  superior  to  the  ourang  outang;  so 
much  so,  that,  but  for  their  long  wings,  lieutenant  Drummond 
said  they  would  look  as  well  on  parade  ground  as  some  of  the 
old  cockney  militia!  The  hair  on  the  head  was  a darker  color 
than  that  of  the  body,  closely  curled,  but  apparently  not  woolly, 
and  arranged  in  two  curious  semi-circles  over  the  temples  of 
the  forehead.  Their  feet  could  only  be  seen  as  they  were  alter- 
nately  lifted  in  walking;  but  from  what  we  could  see  of  them 
in  so  transient  a view,  they  appeared  thin,  and  very  protuber- 
ant at  the  heel.” 

We  copy  from  a Boston  paper,  the  speech  of  ^«rmon 
Gray  Otis,  esq.  on  the  slave  question.  It  is  probably 
the  “last”  that  we  shall  have  from  that  richly-gifted  man 
— and  is  one  of  the  purest  specimens  of  his  power.  It  is 
the  language  of  the  heart— simple,  but  strong;  and,  with- 
out affecting  “sublimity”  in  the  use  of  phrases  “culled” 
for  the  occasion,  is  truly  sublime  in  the  flow  of  its  elo- 
quence--and  the  grace  with  which  it  was,  doubtless,  de- 
livered, judging  by  its  contents,  as  well  as  from  our  know- 
ledge of  its  author.  The  matter  of  the  speech  is,  also, 

'in  strict  correspondence  with  our  own  feelings — and,  on 
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that  account,  we,  certainly,  do  not  like  it  the  less!  It  is 
worthy  of  the  best  days  of  “Old  Faneuil.” 

Mr-  Sprague  (late  of  the  senate  of  the  United  States 
from  Maine,  but  now  a resident  of  Boston),  also  spoke 
on  this  occasion,  with  his  usual  chasteness  and  strength; 
and  his  speech  is  also  fully  reported.  We  would  gladly 
give  it  a place — but  are  too  much  pressed  for  room;  and 
the  desire  to  give  variety  to  the  matter  selected  must  not 
be  disregarded.  Besides,  Mr.  S.  is  a comparatively 
young  man,  and  many  good  things  may  be  expected  from 
him. 

Sir  Robert  Reel’s  great  speech  on  the  “Irish  church 
bill”  will  be  found  in  the  present  number;  and,  though 
we  have  published  much  on  the  other  side,  that  of  Mr. 
Spring  Rice,  as  in  reply,  shall  follow  it. 

The  proceedings  of  the  meeting  at  New  York  are  in- 
serted, and  are  highly  interesting.  So  also  are  certain 
letters  from  the  postimster  general.  All  which  are  given 
w ithout  comment. 

The  “Globe”  has  the  following — 

APPOINTMENT  BY  THE  PRESIDENT. 

Charles  Shaler,  of  Pennsylvania,  to  lie,  secretary  of  the  terri- 
tory of  Michigan,  vice  Stephen  T.  Mason,  superseded. 

Why  not  '•^removed,”  or  “dismissed,”  which  the  offi- 
cial delights  to  add  on  similar  occasions? 

A great  quantity  of  special  pleading  follows  this  annun- 
ciation— as  shewing  how,  and  in  what,  Mr.  JMason  had 
disregarded  the  president’s  wishes,  .and  the  peaceful  ar- 
rangements which  had  been  adopted,  concerning  the  ter- 
ritorial disputes  with  Ohio WlliCll  WC  SDaU  not  now 

copy. 

A Poughkeepsie  paper  says — 

The  opetaiiniis  in  low  graded  wool  are  large,  at  full  prices. 
90,000  lbs.  have  been  sold  at  56  cents,  fri  pull(*d  wool  nothing 
has  been  done.  Fine  wools  are  not  so  much  sought  as  former- 
ly. Prices  range  from  .50  to  75cts.  cash.  At  least  three-fourths 
of  the  new  clip  is  in  the  hands  of  the  manufacturers. 

The  law  of  the  state  of  New  York,  prohibiting  the 
circulation  of  one  dollar  bank  notes,  went  into  operation 
on  the  1st  inst.  Any  person  who  receives,  pays  or  offers 
a note  of  this  description,  is  liable  to  a penalty  of  five 
dollars  and  costs  of  suit,  to  any  person  who  may  choose 
to  sue  for  the  same.  The  same  law  provides  that  no 
bank  shall  issue  notes  under  three  dollars,  under  a pe- 
nalty of  one  hundred  dollars  for  every  note  issued. 
Another  section  provides  that  no  broker  or  other  person 
shall  buy  or  take  at  a discount,  any  note  under  ^five  dol- 
lars of  any  other  state — under  a penalty  of  fifty  dollars — 
and  no  bank  shall  receive  such,  in  the  course  of  business, 
under  penalty  of  forfeiting  its  charter. 

Col.  Charles  Paine  has  been  named  as  a third  candi- 
date for  the  gubernatorial  chair  of  Vermont,  on  the  part 
of  the  “whigs.”  The  candidates  then  will  be — Mr. 
Palmer,  present  governor,  anti-mason;  Mr.  Bradley, 
Jackson;  and  col.  Paine,  whig.  The  latter  is  a woollen 
manufacturer  and  a farmer,  deeply  interested  in  the 
growth  of  wool,  and  one  of  the  most  worthy  gentlemen 
in  the  state.  It  does  not  appear  whether  he  has  been 
named  with  his  own  consent — but  all  should  think  it  too 
late  to  hope  for  success.  The  election,  we  believe,  came 
on  last  Tuesday. 

It  is  supposed  that  during  the  present  year,  upw'ards 
of  $3,000,000  will  be  received  for  the  sale  of  public 
lands  within  the  state  of  Illinois  alone.  Upwards  of 
half  a million  of  dollars  was  received  at  the  late  land 
sales  in  Chicago. 

QC^If  Mr.  Clay’s  land  bill  had  become  a law,  (says  a 
Pennsylvania  paper),  which  was  prevented  by  the  veto, 
Pennsylvania  would  have  a substantial  and  abundant  fund 
for  the  maintenance  of  a system  of  public  schools,  upon  a 
liberal  and  efficient  system,  instead  of  the  lame  thing 
which  the  friends  of  the  cause  have  been  compelled  to 
adopt. 

Ethan  Allen  Brown,  of  Ohio,  was  a few  days  since  in- 
stalled as  commissioner  of  the  general  land  office,  vice 
Elijah  Hayward  resigned,  who  returns  to  the  west. 


In  consequence  of  the  price  asked  for  the  shares  of  the 
Marylajid  canal,  (chiefly  belonging  to  the  heirs  of  the 
late  Robert  Oliver,  of  Baltimore),  the  directors  of  the 
Svsquehannah  canal  have  charged  Mr.  Gay,  the  distin- 
guished engineer  of  the  Pennsylvania  company,  to  ex- 
amine the  west  side  of  the  Susquehannah  river  from  Co- 
lumbia to  tide  water — and  he  is  now  actually  engaged  in 
performing  that  duty. 

“We  have  learned  that  this  work  has  been  suspended. 
The  difficulty  arises  fi-om  the  impracticability  of  making 
a purchase  of  the  Maryland  canal,  extending  from  near 
the  Pennsylvania  line  to  the  tidewater.  The  canal  would 
be  of  very  little  use  to  the  canal  company  other  than  the  ' 
ground  it  occupies.  Its  highest  value  would  not  exceed 
fifty  thousand  dollars,  but  the  price  required  for  it  is 
three  hundred  and  seventy-five  thousand — an  amount 
which  the  company  has  reiused  to  pay’.”  [P/u7.  paper. 

The  ^^bank  of  JMaryland  cases”  are  going  on  in  Har- 
ford county  court,  whither  they  had  been  removed.  There 
is  a great  array  of  counsel,  and  a large  number  of  per- 
sons in  attendance,  from  Baltimore,  as  Mutnesses.  Tlie 
trials  will  probably  last  nearly,  or  more,  than  a month. 
Competent  stenographers  have  been  employed  to  report 
it.  Every  thing  was  going  on  quietly,  though  rumors  of 
a different  character  are  frequently  circulated.  It  is  be- 
lieved that  much  matter  belonging  to  the  business  of  that 
miserable  “rag  shop”  will  be  developed.  M^e  hope  it 
may,  that  justice  niay  be  rendered,  as  it  ought. 

The  case,  at  present,  before  the  coui  t is  that  against 
Thon  as  KlUcott.  The  claim  u.c  sum 

of  t>»ciitY-nvc  inuuhaiiu  uollars,  which  the  trustees  allege 
was  paid  to  Mr.  Ellicott  nut  of  the  funds  of  the  bank, 
either  rvithout,  or  for  an  inadequate  consideration. 

Cotinsel  fur  defendants — gen.  Walter  Jones,  of  Wash- 
ington city,  Oth'o  Scott,  A.  Constable,  Z.  C.  Lee,  I.  D. 
Maulsby,  Maulsby,  jr.  N.  Williams,  S.  Moale  and  John 
Nelson. 

For  the  trustees — R.  Johnson,  McMahon  and  F.  S. 
Key,  of  Washington  city. 

The  prosecution  of  the  criminal  cases  we  understand  is 
to-be  conducted  by  attorney  general  Bailey,  Gill  and 
Bond,  deputy  attorney  generals,  W.  Price,  of  Washing- 
ton county,  and  ,T.  W.  McCulloh,  of  Baltimore. 

The  counsel  of  the  defendant  in  the  civil  cases  will 
also  appear  for  him  in  the  criminal  prosecution. 

By  a fire  that  broke  out  at  Charlestown,  Mass,  about 
7(1  houses  were  destroyed,  and  damages  sustained  to  the 
amount  of  two  hundred  thousand  dollars — about  one-half 
of  which  was  insured.  Bunker  Hill  bank  was  among  the 
buildings  consumed,  with  several  hotels,  &c. 

There  is  much  candor  in  the  following,  from  the 
Salem  Gazette: 

“While  we,  at  the  north,  are  thanking  God  that  we  are  not 
as  other  men  are — sinners  and  slaveholders — we  ought  never  to 
forget  that  in  all  human  probability  we  owe  our  happy  exem{>- 
tion  from  slavery  to  the  northern  latitude  in  which  we  are  plac- 
ed. If  we  had  been  “raised”  ten  degrees  farther  south,  we 
should  have  been  all  “in  full  consent”  with  the  other  slave- 
holders. 

The  Arcadian  Halifax  Recorder  of  the  22d  instant, 
says,  “The  accoimts  from  American  paper. s,  relative  to 
the  Baltimore  riots,  demonstrate  that  it  is  a land  of  liber- 
ty.” 

The  riotous  and  other  illegal  proceedings  which  have 
occurred  so  frequently  of  late  in  the  United  States,  are 
referred  to  by  the  Montreal  Herald  in  the  following  se- 
vere terms.  We  must  confess,  however,  that  they  are 
merited — and  yet  fear  that  the  past  is  only  a type  of  that 
which  is  to  come.  The  end  is  not  yet. 

“As  to  the  recent  disiuibances  in  the  United  States,  how- 
ever,deeply  we  may  regret  the  general  disorganization  when 
viewed  by  itself,  we  candidly  confess  that  we  will  rejoice  at  it, 
if  it  tend  to  arrest  the  fatal  march  of  democracy  in  England. 
The  awful  riots  and  the  still  more  awful,  though  less  de.struc- 
tive,  mockeries  of  justice,  that  have  recently  disgraced  all 
quarters  of  the  union,  must,  when  viewed  in  connexion  with 
each  other,  be  ascribed  not  to  temporary  or  local  causses,  but  to 
the  permanent  and  universal  maladies  of  a republican  constita- 
tlon.” 

The  latter  wc  do  not  believe. 
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Tlie  “Lexington  Intelligencer”  of  the  25th  ult.  says — 
We  are  rejoiced  to  learn  that  the  cholera  has  subsided  in 
Versailles.  No  new  cases  have  occurred  since  Friday  evening, 
and  the  sick  are  fast  recovering.  The  iiiiniher  of  deaihs  in 
Versailles,  and  the  immediate  vicinity,  from  Sunday  morning 
to  Friday  evening,  was  about  70. 

The  ciiolera  is  fearfully  spreading  in  the  south  of 
France — say  at  Toulon,  Marseilles,  Nice,  Villatrance, 
&c. 

Tlie  Bloomsburg  (Pa.)  Register  of  Tuesday  last  con- 
tains this  melancholy  intelligence:  “An  afflictive  dis- 

pensation of  Providence  has  been  hanging  over  us  for 
some  days  past,  and  remains  with  us.  Within  10  days 
seven  persons  have  died  within  the  border  of  our  town 
and  many  are  yet  languishing  on  the  bed  of  painful  dis- 
ease.” 

'Fhere  has  been  twenty-four  deaths  by  cholera  in  the 
penitentiary  of  Tennessee.  But  a new  case  had  not  oc- 
curred for  the  last  5 weeks. 

Messrs.  Soullierby,  of  London,  announce  for  sale  some 
remarkable  histories  and  literary  manuscripts,  among 
others: 

‘•A  idler  from  the  earl  of  Baih  to  lord  Norreys,  dated  April 
16,  1681— being  'A  proposal  for  the  sale  of  the  province  of  N(;w 
Jersey,  a country  most  as  large  as  England,  belonging  to  the 
late  George  Carteret,  for  the  small  sum  of  between  5,000  and 
6,000  pounds.’  ” 

The  tolls  received  in  the  month  of  Jiily^  on  the  New 
York  canals,  amounted  to  $160,901  59^ — of  which  140,982 
was  on  the  Crie  canal. 

The  earl  of  Gosford,  the  new  governor  general  of 
“British  America,”  with  sir  Charles  Grey  and  sir 
George  Gipps,  “royal  commissioners,”  have  arrived  in 
the  Pique  frigate,  at  Quebec,  and  were  received  with 
much  ceremony. 

Tiie  emperor  Nicholas,  of  Russia,  (says  the  National 
Gazette)  actually  rejected  sir  Stratford  Cunning,  as  Bri- 
tish ambassador.  The  London  Times  says: 

“The  emperor  objected  to  sir  Stratford  Canning,  not  on  ac- 
count of  any  supposition  that  he  was  a ‘liberal,’  but  because  he 
was  not  a lord,  and  because  (nothing  could  remove  the  foolish 
prejudice  from  the  emperor’s  mind)  he  was  descended  from  a 
‘family  of  comedians.’  His  majesty  did  not  choose  to  reflect, 
that  if  the  private  rank  and  family  descent  of  sir  Stratford  Can- 
ning could  really  in  any  degree  disqualify  him  for  the  station  of 
an  ambassador,  it  would  be  England  that  would  have  to  bear 
the  discredit  of  having  selected  him  as  her  representative,  and 
not  the  court  to  which  he  would  be  accredited.” 

“The  lords  of  the  British  treasury  have  dismissed 
several  revenue  officers,  charged  with  interfering  in  the 
recent  elections.” 

In  the  following  statement  of  the  incredible  quantity 
of  spirits  consumed  in  Great  Britain,  it  is  to  be  regret- 
ted we  have  no  data  of  any  diminution  having  been  ef- 
fected by  the  efforts  of  temperance  associations: 

Sfdrits.  23,216,272  gallons  have  been  distilled  in  the  United 
Kingdom  in  the  year  1834.  The  return  for  England  is  4,652,848 
gallons;  Scotland  9,193,091;  Ireland,  23,216,272.  The  amount 
of  duty  stands  thus:  England,  £2,866,612  17s.  6rf.  Scotland, 
Z.1,007,507  2s.  4d.  Ireland,  M,369.318  6s.  giving  a total  of  up- 
wards of  five  millions  sterling.  [Neiv  York  Star. 

It  is  stated  in  the  United  States  Gazette  that  the  rev. 
Mr.  Scott,  a missionary  of  the  Methodist  Episcopal 
church  stationed  in  New  Orleans,  to  instruct  the  colored 
population,  especially  the  slaves,  in  religious  djJties,  has 
experienced  some  difficulty  during  the  present  excite- 
ment, and  felt  called  on  for  some  public  explanation 
of  his  conduct.  He  was  sent  by  the  conference  to  serve 
one  year  in  that  arduous  situation — he  was  aware  of  the 
liabilities  to  misrepresentalion,  and  therefore  took  par- 
ticular care  to  avoid  all  occasion  for  slander.  The  fol- 
lowing paragraph  of  his  letter  to  the  public  appears  to 
us  well  conceived,  and  happily  expressed. 

“My  object  has  been  to  teach  the  slave  cheerful  obedience  to 
his  master;  the  abandonment  of  vice,  and  lead  liim  to  the  heart- 
felt embrace  of  the  pure  morals  of  the  gospel.  And  of  the  hap- 
py results  of  such  a cause,  I believe  I could  produce  testimo- 
nials from  gen  tlemen  of  great  respectability  and  standing.  The 
abstract  principle  of  slavery,  1 hardly  recollect  of  mentioning, 
even  among  my  friends,  during  my  stay  here.  It  is  a subject  I 
reel  I should  have  nothing  to  do  with  as  a minister  of  the  gos- 


pel, in  a slave  slate,  whether  preaching  to  white  or  colored. 
My  duty  is  to  preach  salvation  to  a lost  world,  and  not  insub- 
ordination among  the  slaves.” 

The  reverend  gentleman  seems  to  us  to  understand 
the  duties  of  his  sacred  calling. 

A “trust  company,”  we  learn  from  the  I.ouisville 
Journal,  is  established  in  Cincinnati.  It  is  familiarly 
called  the  Farmers’  bank.  It  lends  money  upon  real  es- 
tate at  half  its  value,  secured  by  mortgage;  and  the  mort- 
gage is  so  drawn  as  to  make  the  mortgagee  a mere  tenant 
at  sufferance.  The  loan  is  not  made  upon  time,  but  dur- 
ing the  pleasure  of  the  lender.  By  its  charter,  the  cor- 
poration has  many  novel  and  exclusive  privileges  never 
before,  as  the  Journal  believes,  conferred  upon  any  mo- 
neyed institution.  It  possesses  great  advantages  over 
ordinary  creditors,  brokers  and  money-lenders  in  the 
collection  of  its  debts,  which  are  liable  to  great  abuse. 
Though  established  at  Cincinnati,  it  is  co-extensive  in 
its  transactions  with  the  state.  It  has,  or  may  have,  a 
branch  in  each  county.  The  Journal  predicts  much  evil 
from  this  hank. 

A Yankee  blacksmith.  Professor  Henry,  of  Prince- 
ton, it  is  known,  has  made  some  important  discoveries 
in  electro-magnetism,  and  has  produced  a magnet  to  lift 
2,500  lbs.  it  being  however  still  a desideratum  how  to 
control  this  enormous  power,  so  as  to  apply  it  to  practi- 
cal use.  By  the  subjoined  note  from  professor  Eaton, 
of  Troy,  this  desiileratuin,  it  appears,  has  been  attained 
hv  a New  blacksnnth: 

'“An  obscure  blacksmith,  ot  bramion,  Veimont,  mie  mile 
south  of  Middlebury  college,  happened  accidentally  to  become 
acquainted  with  professor  Henry’s  discoveries  in  electro-mag- 
netism. Possessing  one  of  those  minds  which  cannot  be  con- 
fined to  the  limits  of  a blacksmith  shop— nor  any  shop  less  than 
the  canopy  of  heaven — he  applied  this  power,  to  tlie  astonish- 
ment of  scientific  mechanics.  He  turns  three  horizontal  wheels 
around  50  times  per  second  with  this  power.  The  wheels  and 
shaft  weigh  11  lbs.  He  has  convinced  professors  Henry  and 
Bache,  that  the  power  is  sufficient  for  strong  machinery.  A 
detailed  account  of  it  will  appear  in  the  next  number  of  Silli- 
niau’s  Journal.  Stephen  Van  Renssalaer  has  purchased  the 
first  constructed  machine  (or  model)  for  the  Renssalaer  insti- 
tute in  Troy,  as  a piece  of  school  apparatus.  No  chemical  nor 
philosophical  apparatus  can  hereafter  be  considered  perfect 
without  it.  Whatever  may  he  its  fate  in  mechanics,  it  will 
cause  the  name  of  Thomas  Davenport,  (the  inventor),  to  ac- 
company that  of  professor  Henry  to  the  ends  of  the  earth. 

“Professor  Bache,  of  Philadelphia,  and  professor  Turner,  of 
Middlebury,  Vermont,  have  given  opinions  in  writing  that  Mr. 
D’s  application  of  professor  Henryks  discoveries  may  he  made 
to  move  heavy  machinery  for  useful  purposes.  According  to 
their  views,  another  Livingston  might  make  another  Fulton 
of  the  Brandon  blacksmith.” 

Trial  of  a schoolmaster.  A trial  has  recently  taken 
place  before  the  police  court  in  Lowell,  Massachusetts 
on  the  complaint  of  a mother  for  an  assault  and  battery 
committed  on  her  son.  It  appeared  from  the  evidence, 
that  the  punishment  consisted  in  making  two  boys  strike 
each  other  with  a cowhide,  or  strap,  over  the  legs,  and 
Fuller,  the  hoy  maltreated,  was  dealt  with  in  this  way  for 
about  twelve  minutes.  He  wasaboyof  delicate  consti- 
tution, and  from  the  time  of  tlie  whipinghe  pined  away, 
and  when  tlie  trial  took  place  he  was  not  expected  to  live 
twenty-four  hours.  The  jttdge  thought  there  was  not 
sufficient  evidence  to  connect  the  punishment  with  the 
disease;  and  stated  that  if  the  punishment  had  been  in- 
flicted by  the  master,  he  should  have  thought  that  the 
prosecution  was  not  sustained.  But  he  considered  the 
practice  of  compelling  boys  to  flog  each  other  illegal, 
and  fined  the  schoolmaster  $333,  and  costs.  The  school- 
master might  have  been  innocent  of  producing  the  disease 
which  was  likely  to  terminate  in  the  death  of  the  hoy, 
but  he  must  have  been  a brute  or  a fool,  and  probably 
both,  to  pursue  the  system  of  discipline  described  above. 

Emigrants  for  Liberia.  The  American  coloniza- 
tion society  having,  some  time  ago,  erred  in  sending  out 
more  emigrants  to  Liberia  than  its  funds  would  w'arrant, 
or  than  could  be,  on  their  arrival,  suitably  provided  for, 
they  were  not  desirous  of  making  any  further  shipments 
to  the  colony  this  year;  hut  the  following  applications 
having  been  made  for  the  accommodation  of  a number 
of  emigrants,  who  will  require  little  from  the  society  be- 
yond its  care  and  protection  on  the  voyage,  and  the  at- 
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tention  of  the  colonial  agent,  on  their  arrival  at  the  co-- 
lony,  the  board  cannot  decline  its  aid  on  the  occasion: 

General  Jilackburn,  of  Bath  county,  in  Virginia,  died 
during  the  present  year,  and,  by  his  will,  manumitted 
all  his  slaves,  (forty-six  in  number),  provided  they  were 
sent  to  Liberia,  charging  his  estate  with  all  the  expenses 
attending  their  voyage. 

Alexander  Donelsoriy  of  Davidson  county,  Tennessee, 
lately  deceased,  also,  by  his  will,  devised  that  all  his 
negroes,  (about  twenty  in  number),  should,  at  his  death, 
be  free,  on  condition  that  they  went  to  Liberia;  and  Mr. 
Stockly  Donelson,  the  administrator,  is  preparing  them 
for  taking  the  voyage.  Ample  funds  are  also  pi  ovided 
for  clothing  them,  for  furnishing  them  with  suitable 
tools,  and  for  paying  the  expense  of  their  voyage. 

Another  family  of  seven  persons  in  Frederick  county, 
Va.  are  also  jireparing  to  go  to  the  colony,  on  the  same 
tei’nis. 

A vessel  is  expected  to  sail  from  Norfolk  with  these 
emigrants,  and  some  others,  in  October  or  November 
next. 

The  “National  Intelligencer”  adds — 

‘‘In  speaking,  in  onriast  paper,  of  tire  provisions  made  by  the 
legislatures  of  Tennessee  and  Virginia  for  removing  free  per- 
sons of  color  from  those  states  to  Africa,  we  stated  it  to  be  in 
the  latter  state,  as  we  thought,  twenty-eight  dollars  for  each 
adult  person.  We  have  since  seen  a copy  of  the  act  of  Virgi- 
nia, referred  to,  and  find  that  the  allowance  by  that  state  is 
thirty  dollars  for  all  free  persons  of  color  above  the  age  of  ten 
years,  and  twenty  dollars  for  such  as  are  under  that  age:  pro- 
vided that  no  payment  be  made  for  the  removal  of  any  other 
than  persons  of  color  then  free,  and  born  within  me  commoQ- 
weaiin,  or  ineir  uescendants. 

ELECTIONS. 

Rhode  Island. 

The  following  is  the  reported  result  of  the  election  in  this 
state. 

Official  or  rumored  returns  from  all  the  towns  in  the  state, 
excepting  Charlestown,  afford  the  following  result: 


Sprague 3,350 

Pearce 3,336 

Burges 3,328 

Cranston 3,140 


It  is  rumored  that  Charlestown  has  given  a small  majority  or 
Burges,  and  there  are  about  30  scattering  votes.  It  is  not  un- 
likely that  Sprague  has  been  elected,  and  it  is  probable  that  there 
is  no  choice  between  the  other  three  candidates. 

The  administration  party  has  a majority  of  from  3 to  6 in  the 
bouse  of  representatives.  The  senate  is  anti. 

(J(p=Sprague  and  Pearce  are  elected. 

North  Carolina. 

The  Raleigh  Register  says — It  is  now  ascertained  beyond 
doubt,  that  the  whigs  will  have  a majority  in  the  next  con- 
gressional delegation  from  this  state.  They  will  stand  as  fol- 
lows: 

“ ITAigs— Messrs.  Williams,  Pettigrew,  Deberry,  William  B. 
Shepard,  Augustine  H.  Shepherd,  Rencher  and  Graham — 7. 

“ Fan  Burenites — Messrs.  Speight,  Hawkins,  Bynum,  McKay, 
Connor  and  Montgomery — 6.” 

Each  party  lost  and  gained  a member  of  congress — Mr.  Petti- 
grew (W.)  defeating  Dr.  Hall,  (V.  B.)  and  Dr.  Montgomery  (V. 
B.)  defeating  gen.  Barringer  (W.). 

In  the  Edenton  district,  the  votes  for  William  B.  Shepard 
(Whig)  were  2,534;  for  Mr.  Pipkin  his  opponent,  429. 

In  the  Rowan  district  near  6,000  votes  were  given  to  Messrs. 
Rcncher,  (elected^  by  a heavy  majority),  Craige  and  Pearson — 
nil  whigs.  The  whig  majorities  for  congress  plainly  indicate  a 
decisive  anti-Van  Buren  majority  in  the  whole  state. 

The  legislature  of  the  state  will  consist  of  95  Van  Buren,  and 
94  While  men. — Incomplete. 

Taking  the  elections  for  congress  (says  the  Register)  as  a 
test  we  arrive  at  the  following  estimate,  which  we  believe  to 
be  more  favorable  to  Van  Buren  than  the  final  result. 


First  dis 

trict. 

majority 

Van  Buren. 

White. 

2,000 

Second 

do. 

do. 

232 

Third 

do. 

do. 

612 

Fourth 

do. 

do. 

767 

Fifth 

do. 

do. 

1,137 

Sixth 

do. 

do. 

1,018 

Seventh 

do. 

do. 

486 

Eighth 

do. 

do. 

380 

Ninth 

do. 

do. 

2,000 

Tenth 

do. 

do. 

2,000 

Eleventh 

do. 

do. 

1,406 

Twelfth 

do. 

do. 

2,000 

Thirteenth  do. 

do. 

1,500 

White’s  majority 

4,940 

10,598 

4,940 

5,658 

Virginia. 

An  election  has  just  been  held  for  a state  senator,  in  the  dis- 
trict composed  of  the  counties  of  Brunswick,  Dinwiddle  and 
Greensville,  which  terminated  on  Monday  last  in  the  election 
of  Richard  K.  Meade,  (whig),  over  Dr.  Scott,  (Van  Buren). 
This  district  for  many  years  has  returned  Mr.  Dromgoole,  (Van 
Buren),  to  the  state  senate,  of  which  he  was  speaker. 

On  the  other  hand— if.  Hickman,  esq.  a friend  of  the  admi- 
nistration, has  been  elected  in  Fauquier  to  supply  the  vacancy 
in  the  state  legislature  of  Virginia,  caused  by  the  untimely 
death  of  the  lamented  Thomas  Marshall,  Mr.  H.  was  elected 
by  a majority  of  95  voles  over  col.  John  Walden,  his  whig  op- 
ponent. 

Kentucky. 

The  Frankfort“Commonweallh”  of  August  22d, gives  a com- 
plete list  of  the  members  elected  to  the  slate  legislature  and  to 
congress,  at  the  recent  election  in  that  stale;  from  which  it  ap- 
pears that  in  the  senate  of  the  state  there  are  22  whigs  and  16 
administration  men.  In  the  house  of  representatives,  there 
were  61  whigs  and  39  administration  men.  In  the  next  con- 
gress, the  state  will  be  represented  by  9 whigs  and  4 administra- 
tion men,  as  follows: 

1st  district— Lynn  Boyd.* 


2d 

do 

Joseph  R.  Underwood. 

3d 

do 

Albert  G.  Hawes.* 

4 th 

do 

Sherrod  Williams. 

5ih 

do 

James  Harlan. 

6lh 

do 

John  Calhoon. 

7ih 

do 

Ben.  Hardin. 

8th 

do 

William  J.  Graves. 

9th 

do 

John  White. 

10th 

do 

Chilton  Allan. 

11th 

do 

Richard  French.* 

12th 

do 

John  Chambers. 

15th 

do 

Richard  M.  Joimoon.* 

Tennessee — congress. 

1st  district.  William  B.  Carter,  elected  in  place  of  Jobn 
Blair,  who  declined. 

2d  “ Samuel  Bunch,  re-elected. 

3d  “ Luke  Lea,  do. 

4th  “ James  Standifer,  do. 

5th  “ J.  B.  Forrester,  do. 

6th  “ Bailie  Peyton,  do. 

7th  “ John  Bell,  do. 

8th  “ Abraham  P.  Maury,  elected  in  place  of  D.  W. 
Dickinson,  who  declined. 

9th  “ James  K.  Polk,  re-elected. 

10th  “ E.  J.  Shields,  elected  in  place  of  W.  M.  Inge, 
who  declined. 

11th  “ Cave  Johnson,  re-elected. 

12th  “ Adam  Huntsman,  elected  in  place  of  David 

Crockett. 

13th  “ W.  C.  Dunlap,  re-elected. 

It  is  believed  that  every  one  of  the  members  from  Tennessee 
are  for  judge  White,  for  the  presidency.  But  as  this  state  is  a 
sort  of  battle  ground,  we  copy  the  following: 

From  the  Nashville  Republican,  Jiug.  18. 

Before  we  offer  any  remarks  on  the  result  of  our  recent  elec- 
tions, we  beg  leave  to  quote  a passage  from  a letter  dated  Gal- 
latin, Tenn.  25th  March  last,  written  by  Sam.  Gwin,  of  reno- 
mination memory,  and  published  in  the  Richmond  Enquirer  im- 
mediately preceding  or  about  the  time  of  the  Virginia  elections. 
It  is  as  follows: 

“Col.  Bell  will  be  pressed  harder  than  he  ever  was  before,  if 
he  is  not  beaten.  The  latter,  I believe.  Mr.  Peyton,  who  re- 
presents this  district,  will  be  opposed,  and  that  successfully,  in 
my  opinion.  Polk  and  Giundy  will  be  sustained.  Gov.  Car- 
roll  has  openly  taken  the  field  as  the  advocate  of  Van  Buren,  if 
nominated,  and  will  be  elected  governor  on  that  questioir,  or 
defeated,  if  it  is  the  will  of  the  majority.” 


Comment. 


Mr.  Bell  and  Mr.  Peyton  have  been  re-elected  without  oppo- 
sition. Col.  Polk  openly  avowed  his  individual  preference  for 
judge  White — earnestly  disclaimed,  on  the  stump,  having  had 
any  thing  to  do  with  the  Baltimore  convention,  and  proclaimed^ 
that  the  proceedings  of  that  body  had  no  more  obligatory  force* 
on  the  parly  than  the  recommendation  of  any  other  body  of 
equally  respectable  men.  Under  these  circumstances,  and 
with  thesii  professions,  be  too  has  been  elected  without  opposi- 
tion. As  to  Mr.  Grundy,  the  proceedings  of  the  next  legisla- 
ture will  show  whether  iie  will  be  “susl.Tiined”  in  his  opposi- 
tion to  judge  WhileT  But  gov.  Carroll!  He  it  was  on  whom 
the  hopes  of  his  party  rested.  Gwin  did  not  dream  of  the  pos- 
sibility of  his  defeat  when  he  wrote  his  Richmond  letter,  and, 
therefbre,  for  effect  alone,  stated  that  he  would  be  elected  w 
defeated  on  the  Van  Buren  question.  Well,  the  election  is 
over,  and  governor  Carroll  has  been  defeated  by  a majority  of 
eight  or  nine  thousand  votes.  If  to  these  be  added  the  vote  of 
judge  Humphreys,  which,  had  he  been  out  of  the  way,  would 
probably  have  been  cast  almost  entirely  for  Cannon,  governor 
Carroll  will  be  found  minus  some  sixteen  or  eighteen  thousand 
votes.  The  only  section  of  the  state,  where  it  will  be  pretend- 
ed the  White  question  was  made  in  the  election  for  governor, 
was  in  east  Tennessee,  where  Cannon  obtained  a majority  of 
thirteen  nr  fourteen  thousand.  So  great  and  overwhelming  was 
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thought  to  be  gov.  Carroll’s  popularity  in  consequence  of  his 
military  services,  that  it  was  impossible  to  bring  the  White 
question  to  bear  generally  upon  his  election,  more  especially 
as  he  every  where,  on  the  stump  and  off  of  it,  protested  against 
such  a course.  He  stated,  repeatedly  and  emphatically,  that 
every  body  knew  that  judge  White  was  the  choice  of  a large 
majority  of  the  people  of  the  state,  and  in  manly  and  eloquent 
addresses  he  appealed  to  the  magnanimity  of  the  people  not  to 
proscribe  him  for  opinion’s  sake.  By  this  course,  he  succeeded 
in  a great  measure  in  preventing  the  Question  from  being  made 
upon  him.  In  some  of  the  strongest  White  counties  in  Middle 
Tennessee  he  obtained  large  majorities.  Still  he  was  beaten. 

It  is  somewhat  curious  too — we  all  recollect  the  fact — that  in 
1827,  when  Mr.  Grundy  was  opposed  and  beaten  for  congress 
by  Mr.  Bell,  one  principal  objection  urged  against  Mr.  Bell,  by 
the  leading  confidential  friends  both  of  general  Jackson  and  Mr. 
Grundy,  was,  that  he,  Mr.  Bell,  was  supported  by  gov.  Carroll. 
So  strongly  suspected  at  that  day  was  the  governor,  of  not  being 
“a  good  Jackson  man,”  that  his  support  of  a particular  candi- 
date for  congress  was  openly  and  earnestly  urged  as  an  objec- 
tion to  that  candidate  by  many  of  the  confidential  friends  of  ge- 
neral Jackson  and  Mr.  Grundy.  Still,  in  spite  of  all  these  sus- 
picions resting  upon  his  Jacksonism  at  that  day,  governor  Car- 
roll  defied  all  opposition,  and  rode  roughshod  over  all  competi- 
tors for  the  gubernatorial  chair.  Nay,  such  was  the  opinion 
entertained  of  his  deep-rooted  popularity,  that  since  the  com- 
mencement of  the  late  canvass,  we  have  heard  an  intelligent 
Van  Buren  man — a real  Simon  Pure — give  it  as  his  opinion, 
that  governor  Carroll  would  be  elected,  if  he  were  to  come  out 
against  general  Jackson  himself.  We  suppose  this  opinion  was 
in  part  founded  on  the  fact,  that  he  was  always  elected  with 
ease,  even  when  resting  under  a cloud  of  suspicion  as  to  his- 
Jacksonism.  However  this  may  be,  we  presume  the  “glorifi- 
cations” contemplated  in  N.  Hampshire  and  elsewhere  on  his 
election,  will  now  be  postponed  to  “a  more  convenient  sea- 
son.” 

As  to  the  result  of  the  elections  for  members  to  the  legisla- 
ture, it  will  be  found  equally  flattering.  A few — some  ten  or 
fifteen — very  respectable  Van  Buren  men  have  been  elected, 
and  we  hear  that  our  caucus  friends  in  this  quarter  count  con- 
fidentially upon  a few  more  menibers  whom  they  are  pleased 
to  term  doubtful.  With  due  deference,  we  apprehend  that  if 
there  were  any  doubtful  at  first,  which  may  be  doubted,  their 
doubts  have  been  entirely  settled  by  the  vote  for  governor.  That 
is  a poser! 

In  conclusion,  we  say  to  our  sister  states,  that  Tennessee  is 
steadfast,  and  that  the  result  of  the  late  elections  shows  conclu- 
sively that  no  earthly  power  or  influence  can  induce  her  to 
abandon  the  position  she  has  so  proudly  assumed. 

Mabama. 

The  returns  for  governor  are  not  all  received,  but  enough  to 
assure  us  that  judge  Clay  is  elected  by  a majority  of  upwards 
of  10,000  votes.  Messrs.  Chapman,  Martin,  Lawler,  Lewis  and 
Lyon,  are  elected  to  congress.  They  are  all  for  White  and  op- 
posed to  Van  Buren  and  Johnson. 

Both  of  the  candidates  for  governor  were  for  W'hite. 

The  Huntsville  Advocate  says:  “We  have  every  reason  to 
believe,  that  a large  majority  of  the  next  legislature  will  be  for 
White;  and  the  entire  congressional  ticket  will  be  of  the  same 
political  complexion.” 

Indiana. 

The  following  gentlemen  have  been  elected  to  congress:  R. 
Bonn,  John  Carr,  Amos  Lane,  Jonathan  McCarthy,  G.  L.  Kin- 
nard,  E.  A.  Hannegan  and  John  W.  Davis,  the  latter  only  being 
a new  member,  elected  against  Mr.  Ewing,  in  a district  of  de- 
cidedly Whig  politics.  All  the  gentlemen  chosen  were  original 
Jackson  men,  but  it  is  supposed  that  a majority  of  them  prefer 
another  candidate  for  the  presidency  to  Mr.  Van  Buren. 

Illinois. 

The  reports  from  this  state  are  decidedly  favorable  to  the  in- 
terests of  judge  White.  But  the  returns  are  very  imperfect. 

Missouri— incomplete. 

Congress— Ashley  11,727  Harrison  9,360 

Birch  8,128  Strother  9,238 

Col.  Strother  and  col.  Benton  are  reported  to  have  had  a vio- 
lent quarrel.  The  Cincinnati  Whig  says— We  learn  from  gen- 
tlemen, just  from  St.  Louis,  that  when  col.  Benton  refused  the 
challenge  of  col.  Strother,  the  latter  publicly  denounced  the  for- 
mer as  a coward  and  scoundrel,  and  announced  his  intention 
to  shoot  Benton  at  sight.  Strother’s  purpose  had  been  commu- 
nicated  to  Benton,  who,  it  is  said,  had  prepared  himself  for  the 
assault.  We  should  not,  therefore,  be  surprised  to  learn,  that 
one  Ot  both  of  them  has  been  killed. 

ALGIERS. 

London,  July  23.  Though  the  departure  of  Marshal  Clauzel, 
who  has  left  Paris  to  embark  at  Port  Vendre  for  Algiers  has 
been  hastened  in  consequence  of  disastrous  accounts  from  Afri- 
ca, the  French  official  journals  still  continue  silent  respecting 
the  occurrences  in  the  neighborhood  of  Oran.  From  private 
advices  published  in  the  Courier  Francais  and  other  prints  we 
gather  the  following  particulars.  General  Trezel,  who  was  en- 
camped at  Streletta  with  one  battalion  of  the  66th  of  the  line, 
an  Italian  battalion  and  three  Polish  companies,  belonging  to 
the  foreign  legion,  seven  companies  of  the  battalion  of  African 
light  infantry,  350  African  chasseurs,  a company  of  Turkish  in- 
fantry, one  of  engineers  and  6 pieces  of  ordnance,  advanced  to 
the  river  Sig.  On  the  26lh  of  June  an  action  took  place  with 


the  Arabs,  who  occupied  a strong  position,  where  Abdul-Ka- 
der’s  infantry  was  lying  in  ambush.  Owing  to  some  irresolu- 
tion on  the  part  of  the  infantry  in  the  van,  the  French  experi- 
enced a considerable  loss.  In  charging  at  the  head  of  the  ca- 
valry, in  order  to  rally  the  infantry,  colonel  Oudinot,  a son  of 
marshal  the  duke  de  Reggio,  was  shot  dead.  Nevertheless  the 
Arabs  were  driven  back,  and  on  the  27th  the  French  took  pos- 
session of  the  position  occupied  by  Abdul-Kader  on  the  preced- 
ing day.  Having  had  near  a hundred  killed  or  wounded,  it 
was  deemed  necessary  to  move  towards  one  of  the  French  es- 
tablishments, to  shelter  the  wounded  and  procure  provisions. 
On  the  morning  of  t^fJBtli,  their  column  took  the  direction  of 
Arzew;  but  the  Jims,  who  had  hovered  about  it  all  night, 
came  up  in  great  numbers,  and  assailed  it  on  all  sides.  It  was 
found  necessary  to  approach  the  river  Mecta,  the  adjoining 
parts  of  which  are  swampy.  At  a league  from  the  mouth  of  the 
river,  and  four  from  Arzew,  in  a part  where  the  ground  forms 
a defile,  the  Arabs  renewed  their  attack  with  additional  forces 
and  fury.  The  Italian  battalion  of  the  foreign  legion  gave  way, 
and  the  enemy  were  enabled  to  rush  upon  and  butcher  the 
wounded.  The  panic  spread,  and  the  French  retired  hastily, 
and  in  the  utmost  confusion,  to  Arzew,  after  sustaining  a loss 
of  five  or  six  hundred,  killed  or  wounded,  including  twenty  of- 
ficers, and  leaving  in  the  hands  of  the  Arabs  their  wagons, 
caissons,  a gun,  a quantity  of  muskets  and  other  articles.  The 
infantry  reached  Oran  by  sea  in  the  most  melancholy  condition. 
General  Trezel,  with  the  cavalry,  re-entered  the  place  on  the 
3d  instant.  The  exasperation  of  the  troops  at  the  conduct  of 
the  Italian  battalion  is  represented  as  such,  that  it  was  found 
necessary  to  confine  it  to  its  quarters,  in  order  to  prevent  its 
being  massacred. 

MAYORALTY  OF  BALTIMORE. 


Baltimore,  Jiugust  27,  1835. 

To  Jesse  Hunt,  esq. 

Dear  sir:  We  have  been  directed  by  a very  numerous  as- 
semblage of  your  fellow  citizens  in  the  10th,  11th  and  12th  wards 
of  the  city,  to  request  you  to  become  a candidatu  for  the  mayor- 
alty at  the  approaching  election.  This  step  has  been  taken  in 
consideration  of  your  high  private  and  public  character,  and 
especially  of  the  unjust  and  cruel  course,  which  has  recently 
been  pursued  in  relation  to  you,  both  at  home  and  abroad.  You 
had  long  been  appreciated  in  this  community  as  an  upright,  in- 
telligent and  industrious  citizen,  as  its  able  and  faithful  repre- 
sentative in  the  legislature  of,  the  state,  and  the  wise  and  effi- 
cient guardian  of  its  municipal  concerns;  when  a crisis  occur- 
red almost  unprecedented  in  the  history  of  civilized  society. 

An  irregular  arid  violent  popular  movement,  which  no  appeals 
to  the  orderly  portion  of  the  people  could  rouse  them  to  oppose, 
swept  over  our  city,  bearing  down  in  its  fury  the  restraints  of 
authority  and  law.  That  you  failed,  as  the  head  of  the  police, 
to  arrest  its  progress,  is  the  fault  of  the  community,  not  yours. 
Your  plans  of  resistance,  sanctioned  by  the  approbation  of  a 
large  concourse  of  the  most  influential  members  of  society,  were 
wise  as  they  were  congenial,  with  the  mild  spirit  of  all  our  in- 
stitutions; and  had  they  been  vigorously  executed  by  one-tenth 
of  our  active  population,  no  reasonable  man  can  doubt,  they 
would  have  been  triumphantly  effectual  in  securing  the  public 
peace.  But  they  were  not  subjected  even  to  the  semblance  of 
a fair  experiment.  You  were  left,  at  the  very  threshold  of  our 
calamities,  with  a handful  of  unarmed  men,  to  maintain  the  as- 
cendency of  the  law.  In  the  rapid  progress  of  events,  the  sword 
was  proved  as  powerless  as  the  mace.  The  citizens,  who  upon 
your  summons  had  refused  to  form  a constabulary  force,  were 
equally  regardless  of  the  orders  of  their  military  commanders; 
and  none  among  the  many  “after-valiant,”  that  now  condemn 
you,  came  forward  to  the  rescue,  while  riot  ravaged  unmolest- 
ed on  the  Sabbath  day.  It  was  not  till  you  had  seen  your  au- 
thority trampled  under  foot— your  dwelling  sacked— your  fami- 
ly driven  from  the  shelter  of  your  roof,  to  seek  protection  under 
those  of  strangers — that  you  retired  from  a station,  in  which,  as 
you  were  no  longer  sustained  in  it,  neither  honor  nor  duty  re- 
quired you  to  remain. 

To  investigate  the  causes  of  the  lamentable  apathy  we  have 
alluded  to,  suits  neither  the  occasion  nor  our  feelings.  It  suf- 
fices to  state  the  fact  of  its  existence,  and  proclaim  the  injus- 
tice with  which  you  have  been  charged  with  its  disastrous  con- 
sequences. As  a measure,  therefore,  of  honorable  retribution, 
we  tender  you,  sir,  on  behalf  of  those  we  represent,  this  expres- 
sion of  unabated  confidence  and  respect;  believing  with  them, 
that  it  deeply  concerns  the  reputation  and  interests  of  our  city, 
that  you  should  again  be  called  to  preside  over  its  welfare.  We 
have  the  the  honor  to  be,  your  obedient  seivants, 

JAMES  L.  RIDGELY, 

REZIN  WIGHT, 

JAMES  PEREGOY, 

WALTER  BALL, 

JAMES  BLAIR,  'f committee, 

JAMES  BACON, 

JOHN  R.  MOORE, 

WILLIAM  KNOX, 

WILLIAM  BURTON, 


Baltimore,  Jiugust  ^^Ih  1835. 

Gentlemen:  Your  communication  on  behalf  of  “a  numerous 
assemblage  of  my  friends  in  the  10th,  11th  and  12th  wards,” 
has  deeply  affected  me.  Next  to  the  justification  of  one’s  own 
conscience  is  the  approbation  of  those  we  respect  and  love,  and 
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il  U most  consoling  to  me  amid  the  complicated  misfortunes  to 
which  I have  recently  heen  subjected,  to  find  that  iny  cHoris  to 
serve  the  community  have  been  kindly  appreciated  by  so  re- 
spectable a portion  ot  it. 

I will  not  here  recapitulate  the  reasons  by  which  those  exer- 
tions were  directed,  1 will  only  say  they  were  conceived  in  the 
earnest  purpose  ot  preventing  evil;  and  if  I erred  in  hoping  to 
unite  the  preservation  of  order  with  that  of  human  life,  the  mis- 
take was  shared  with  me  by  many  men  of  the  soundest  heads 
and  steadiest  hearts. 

The  invitation  to  become  once  more  a candidate  for  the 
mayoralty,  which  you  have  so  courteously  communicated  to 
me,  would  at  all  times  have  been  highly  gratifying  to  my  feel- 
ings. 

The  highest  earthly  hope  that  has  hitherto  sustained  me  un- 
der the  toils  and  privations  of  a life  of  unpretending  industry, 
has  been  to  transmit  to  my  children  the  inheritance  of  a good 
name.  The  partiality  of  iny  fellow  citizens  has  given  mine 
that  prominence  which  enures  to  honor  or  to  shame;  and  re- 
sponsible as  ( have  been  made,  in  the  estimation  of  this  com- 
munity and  of  the  country  at  large,  for  the  recent  disastrous 
events,  I cannot  withdraw  the  appeal  my  friends  have  made  for 
me,  to  the  judgment  of  an  enlightened  public,  under  whose  im- 
mediate observation  those  events  have  passed. 

This  ordeal  has  not  been  demanded  by  me,  I have  neither 
prompted  or  desired  it.  Having  for  reasons  already  published, 
retired  to  private  life,  I fell  no  wish  to  agitate  a community  so 
recently  convulsed.  To  prepare  a statement  of  my  motives, 
guarded  most  anxiously  from  wounding  the  feelings  of  any  one, 
was  due  to  self-respect.  That  dorre  I cheerfully  committed  my 
cause  to  the  sure  though  gradual  operation  of  truth  upon  the 
public  mind,  content  to  suffer  for  a while  under  wide  spread 
obloquy — one  instead  of  many.  But  my  friends  have  generous- 
ly volunteered  in  my  vindication.  Honor  and  gratitude  forbid 
me  to  shrink  from  the  lest.  To  my  friends,  therefore,  I com 
init  myself,  i shall  keep  wholly  aloof  from  the  canvass;  I will 
not  suffer  myself  to  be  drawn  into  angry  controversies,  the  ten 
dency  of  which  would  be  to  inflame  the  pttbtic  mind. 

I stiall  await  the  result  in  tranquil  reliance  on  the  justice  of 
my  countrymen,  prepared  to  submit  to  their  decision  with  an 
equal  mind,  and  earnestly  praying  that  it  may  he  such  as  to 
promote  the  return  of  kindly  feelings  among  us,  the  mainte- 
nance of  order,  the  prosperity  and  reputation  of  our  beloved 
city.  Very  respectfully  yours,  &c.  JESSE  HUNT. 

To  Messrs.  James  L.  Ridgely,  Rezin  Wight,  James  Peregoy, 
Walter  Ball,  James  Blair,  James  Bacon,  John  R.  Moore,  Wm. 
Knox  and  William  Burton,  committee. 

At  ameeting of -citizens  of  all  parlies  held  this  day,  (Monday), 
Slst  August,  1835 — the  following  officers  w'ere  appointed: 
WILLIAM  KREBS,  president. 

GENERAL  McDONALD,  rice  presidenL 
JOHN  I.  DONALDSON,  do. 

FELIX  JENKINS,  do. 

GENERAL  LEAKfN,  do. 

COL.  U.  S.  HEATH,  do. 

HENRY  STAYLOR,  do. 

GEORGE  GARDENER,  do. 

C.  KEENER,  do. 

JACOB  G.  DAVIES,  ) , 

JOHN  KETTLEWELL,  \^^^^eearies. 

On  motion  it  was  resolved,  That  a committee  of  five  from 
each  ward  be  appointed  by  the  officers  of  litis  meeting  to  take 
proper  measures  to  promote  the  election  of  general  Samoel 
Smith  for  the  mayoralty. 

Resolved,  further.  That  the  officers  of  this  meeting  give  notice 
through  the  public  papers,  in  such  manner  as  they  may  tliink 
proper,  that  general  Samoel  Smith  has  consented  to  serve  his 
fellow  citizens  as  major  of  the  city  of  Baltimore,  in  the  event 
of  his  election.  WILLIAM  KREBS,  president. 


Jacob.  G.  Davies, 
John  Kettlewell, 


• secretaries. 


RETIREMENT  OF  MR.  HUNT. 

At  a late  hour  on  Thursday  night  the  following  correspond- 
ence was  received  for  publication:  [.American. 

Baltimore,  September  '3d,  1835. 

Gentlemen:  Enclosed  you  will  receive  a coininuiiication 
from  my  friend  Christian  Keener,  wliich,  together  with  nume- 
rous appeals  that  have  been  made  to  me  by  many  of  my  most 
valued  fellow  citizens,  has  induced  me,  after  much  reflection, 
to  coininiinicate  to  you  the  determination  to  which  my  mind 
has  been  brought  in  reference  to  the  approaching  ejection, 
since  yourJetter-of  tire  27th  ultimo,  apprising  me  of  the  proceed- 
ings of  my  Mlow  ertizens  of  the  lOili,  llih  and  12lh  wards. 

! then  eHterlained  the  helief  that  the  election  on  Monday 
next  would  be  conducted  without  angry,  strife,  and  I therefore 
yielded  to  the  earnest  request  of  the  large  atid  respectable 
meeting  you  represented,  together  with  that  of  numerous  friends 
ill  other  sections  of  the  city,  but  it  must  now  be  apparent  to  all 
that  the  contest  has  assumed  a ch.nracier  which  might  eitdariger 
the  public  treace  nod  iraiKiuilliiy.  Under  these  circumstances, 
although  the  most  sniiguiiie  etpeclalimis  of  my  friends  were 
realized,  my  election  would  he  accompanied  with  the  most 
.{tainful  feelintis. 

If  injustice  iias  been  done  me,  I had  much  rather  suffer  un- 
•der  improper  imputations,  which  time  iriiist  remove,  than  by 
-any  act  of  mine  to  endanger,  in  the  slightest  degree,  the  public 


tranquillity.  I iherofote  decline  being  a camiidate  for  the 
mayoialty  on  Monday  next.  1 am  sute  that  my  liiends  will  do 
justice  1.0  the  motives  which  have  influenced  my  withdrawal, 
and  that  whatever  disa()pointnienl  they  may  experience,  their 
ardent  frieiidshiji  and  kindness  justifies  a beliefof  llieir  entire 
acquiescence. 

1 cannot  close  this  communication  without  tendering  to  my 
numerous  zealous  friends  and  fellow  citizens,  my  watmesl  ac- 
knowledgments for  llieir  confidence  and  e-'^teem;  and  you,  gen- 
tlemen, will  please  also  accept  my  earnest  thanks  for  the  cour- 
teous and  kind  feelings  you  have  evinced  towards  me. 

Very  respeciliilly,  yours,  &c.  JESSE  HUNT. 

To  Jus.  L.  Ridoely,  esq.  chairman  of  the  committee  of  the  10th, 

11th  and  12lh  wards. 

Baltimore,  Sept.  3,  1835. 

M r.  Jesse  Hunt: 

Dear  sir:  Entertaining  a personal  regard  for  you,  1 feel  it 
my  duty  as  a friend  and  neighbor,  to  disabuse  you  of  an  impres- 
sion, which  you  may  be  laboring  under,  fiom  one  of  the  resolu- 
tions contained  in  the  proceedings  of  the  meeting  of  the  citi- 
zens of  the  lOih,  llih  and  12th  wards,  on  Wednesday,  the  26ih 
August,  wherein  it  is  stated,  in  reference  to  the  nomination  of 
gen.  Smith,  “whatever  may  have  been  the  ostensible  reason  as- 
signed for  it,  as  designed  indirectly  to  cast  a repioarh  upon  Ihe 
conduct  of  the  late  mayor,  and  anticipating,  that,  if  it  be  snccess- 
ful,  it  will  be  proclaimed  as  a verdict  of  condemnaiion  against 
him,  we  feel  constrained  at  this  lime,  whatever  might  be-our 
feelings,  under  different  circumstances,  to  vote  again.'-i  the  no- 
iiiinaiion  of  gen.  Samuel  Smith,  for  the  mayoralty  of  Balti- 
more.” As  one  of  the  individuals  whom  1 suppose  that  resolu- 
tion refers  to,  and  1 speak  without  hesitation  aLo  for  those  gen- 
tlemen whom  I had  the  honor  of  being  associated  with;  that  we 
had  no  other  “design”  than  what  ostensibly”  appeared,  on  the 
face  ofonr  publications,  viz:  the  simple  assurance  to  our  fellowt 
citizens,  that  gen.  Smith  had  consented  to  serve  them.  And  we 
did  this,  without  any  refer^ncr:  to  your  coiidnci,  or  any  design 
or  intention  whatever  of  casting  any  reproacli  directly  or  indi- 
rectly upon  your  conduct.  Yours  lespectfiillv, 

CHRISTIAN  KEENER. 

Baltimore,  Sept.  3,  1835. 

Dear  sir:  We  have  received  your  communicaiioii  of  this  af- 
ternoon with  the  deepest  sensibility : and  whilst  we  find  no  dif- 
ficulty in  appreciating  the  elevated  and  honorable  sentiments 
which  have  dictated  the  course  which  you  have  pursued,  we 
beg  to  assure  you  that  our  confidence  in  the  result  of  the  issue 
hitlierlo  made  before  the  people,  remains  unshaken.  Your  ho- 
niinatioii  had  been  made  under  a conviction  that  the  elevation 
of  general  Smith  was  sought  for  tlie  purpose  of  visiting  your 
name  with  reproach.  The  honorable  disavowal  of  ihi.>  feeling, 
has  impressed  upon  us  the  liveliest  pleasure,  and  we  beg  to  as- 
sure them  and  the  public  at  large  that  it  is  to  us,  no  less  than  to 
the  friends  of  gen.  Smith,  a source  of  urifeigued  gratification, 
that  such  a slate  of  affairs  has  been  presented,  as  to  enable  you 
to  retire  to  private  life,  without  reproach,  and  to  relieve  this 
community  from  a contested  election  which  may  have  been, 
notwithstanding  the  utmost  care  and  vigilance,  productive  of 
evil.  To  you  sir,  imiividually,  and  to  the  friends  of  gen.  Smith, 
vve  tender  our  congratulations  that  he  may  now  he  called  to 
the  chief  magistracy  of  the  city,  upon  higher  and  holier  princi- 
ples, than  if  successful,  would  in  the  absence  of  this  explana- 
tion have  accompanied  his  elevaiion.  With  great  respect, your 
oh’dtseiv’t  J.AS.  L.  RIDGELY,  c^airmun 

of  the  committee  of  10</t,  lUh  and  \2th  wards. 

To  Jesse  Hunt,  esq. 

— ® €h***^- 

CLAIMS  ON  FRANCE. 

It  may  he  remembered  that  some  eight  or  nine  weeks  ago,  an 
inquiry  was  made  througli  the  columns  of  this  paper,  respect- 
ing the  anlhenlicity  of  u rumor,  that  Mr.  Crawfiod,  whih;  a mi- 
nister of  the  United  Slates,  had  declined  a proffer  of  Ihe  allies, 
when  in  possession  of  Paris,  at  the  downfall  of  Napoleon — to 
include  indemnity  for  the  claims  of  America  on  France,  in  the 
amount  of  retributions  then  exacted  from  that  nation.  No  sa- 
tisfactory answer  was  given,  and  we  began  to  fear  that,  what 
cannot  but  be  deemed  a remarkable  in.slancc  of  sympatliy  for 
the  altered  fortunes  of  a friendly  nation,  and  of  generous  confi- 
dence in  its  honor  and  justice  under  happier  rircumsiauces, 
might,  after  all,  turn  out  lo  he  merely  an  unfounded  rumor. 

Happily,  the  annexed  statement,  received  by  the  Silvie  de 
Grasse,  yesterday,  sets  the  maiter  at  rest. 

Tile  Idler  of  Mr.  Fai/ establishes  lliat  Mr.  Crawford  did  re- 
ceive, and  did  decline,  a proffer — indirect,  but  not,  therefore, 
unauthorised — of  tlie  aid  of  the  alli<!s,  to  obtain  indemnity  of 
our  claims  on  France,  and  the  aiitheniication  of  ilu.o  fact  .should 
cause  Ihe  blood  of  shame  to  tingle  in  the  cheeks  of  iho.«e  ho- 
uoiuble  deputies,  who  in  the  discussion  of  the  treaty  of  July, 
were  so  lavish  of  epithets  upon  the  bargain  driving  .spirit  of  llm 
Anierirans. 

We  thank  Mr.  Fail  for  this  contribution  to  American  annals. 

fJV.  Y.  Jlmerican. 


To  the  editor  of  the  N.  Y.  Jlmerusan. 

Paris,  July  13,  1835. 

Sir:  Your  paper  of — June  last,  makes  an  appeal  to  any  one 
who  may  have  a knowledge  of  the  fact,  freqiiently  repeated, 
that  our  govetument  at  a time  of  great  pressure  upon  France, 
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refused  lo  avail  itself  of  the  moans  it  had,  of  satisfying,  by  force, 
the  claims  piovidod  for  by  the  unexeculod  treaty  of  1831.  You 
justly  remark,  that  a fact  so  honorable  in  itself,  should  be  sub- 
stantiated and  go  authenticated  to  the  world;  and  it  affords  me 
pleasure  to  be  able  to  contribute  lo  an  act  of  justice  which  Is, 
in  the  first  place,  due  to  the  memory  of  an  honest  statesman, 
now  no  tnore,  whose  character,  in  point  of  honesty  at  least,  has 
passed  unscathed  through  the  virulence  of  party,  and  then,  to 
the  government  which  nobly  approved  of  his  course. 

At  the  period  so  calamitous  for  France,  when  nearly  the 
whole  world  was  brandishing  over  her  head  the  sword  of  ven- 
geance, I,  although  very  young,  constituted  a part  of  Mr.  Craw- 
ford’s legation  at  Paris,  and  I distinctly  recollect,  that,  in  a con- 
versation between  gen.  Lafayette,  for  whom  the  emperor  Alex- 
ander had  a great  personal  regard,  and  Mr.  Crawford,  the  for- 
mer stated  that  the  Russian  emperor  (and  not  as  your  corres- 
pondent supposes,  lord  Wellington)  had  mentioned  his  particu- 
lar solicitude  for  the  United  Slates;  that  he  was  very  desirous 
of  reconciling  them  with  England,  and  had,  moreover,  intimat- 
ed that  should  the  American  government  desire  it,  he  would 
cause  our  claims  to  be  included  in  the  aggregate  amount  then 
making  out  for  settlement  by  France.  It  may  not  be  amiss  to 
say,  also,  that  such  was  the  magnitude  of  the  sums  then  claim- 
ed by  the  allies,  our  own  would,  if  added  to  them,  have  been 
like  a drop  in  the  ocean.  To  this  semi-official  proposal,  which 
doubtless  might,  if  encouraged,  have  become  a positive  one, 
Mr.  Crawford  promptly  replied,  that  it  did  not  become  the  an- 
cient ally  of  France  to  join  its  enemies  at  a time,  when  that 
country  was  overwhelmed  with  misfortune,  and  that  he  thought 
he  spoke  the  language  of  his  government,  when  he,  at  once, 
declined  the  offer,  and  in  its  name  said,  that  it  preferred  trust- 
ing to  the  good  faith  of  France,  and  to  its  disposition,  when 
able  to  do  so,  of  discharging  so  just  a debt. 

The  conversation  alluded  to  was  at  the  lime,  I believe,  men- 
tioned by  Mr.  Crawford,  in  his  semi-official  correspondence, 
because,  from  the  nature  of  the  case,  it  could  not  have  become 
a subject  of  a formal  despatch;  and  it  is  more  than  probable 
that  the  private  correspondence  of  the  then  secretary  of  state, 
contains  it. 

Such  are  the  circumstances,  as  far  as  [ can  recollect,  (and 
they  made  deep  impression  on  me  at  the  time),  of  an  act,  which 
instead  of  being,  as  our  long  forbearance  has  been,  used  against 
ua,  should  on  the  contrary,  excite  the  admiration  of  nations, 
and  cause  the  heart  of  every  citizen  of  that  one  capable  of  per- 
forming it,  to  thrill  with  delight  and  pride,  f am,  respectfully, 
your  obedient  servant,  EUGENE  A.  VAIL. 

WHO  ARE  THE  PANIC  MAKERS.? 

Some  few  days  since  there  was  quite  a stir  in  Wall  street,  in 
consequence  of  the  U.  Sutes  hank  drawing  on  several  banks 
in  iliis  city  for  300,000  dollars,  the  payment  of  which  created 
considerable  sensation  and  alarm.  The  presses  under  pay  of 
the  government  immediately  set  up  the  hue  and  cry  against  the 
bank, and  charged  the  institution  with  endeavoring  to  create  a 
panic,  and  to  make  money  scarce.  Now  let  ns  see  where  the 
fault  lies.  When  the  drafts  arrived  it  was  suggested,  and  very 
properly,  that  the  deposite  banks  having  nearly  three  millions 
of  dollars  of  the  people’s  money  in  specie,  should  meet  the 
payment,  and  then,  in  order  not  to  make  money  scarce  or 
create  unnecessary  panic  in  the  market,  the  debtor  bank.s  at 
their  convenience,  could  repay  the  several  amounts  borrowed. 
This  proposition  or  suggestion  was  instantly  discarded  by  the 
deposite  banks,  and  the  Manhattan,  takins  advantage  of  the 
opportunity,  began  to  put  the  screws  on  her  neighiiors,  and, 
at  that  moment  of  panic,  not  only  drew  in  every  thing  within 
reach,  but  sent  in  her  checks  on  one  bank  alone  for  .$195,000. 
The  consequence  was  that  every  small  bank,  not  prepared  at 
the  moment,  felt  the  pressure,  and  were  compelled  to  borrow, 
and  at  the  same  time  a general  retrenchment  took  place— peo- 
ple became  frightened,  and  for  the  lime  a panic  prevailed. 

Thus  we  see  that  when  the  United  States  bank,  in  prepar- 
ing to  wind  up,  calls  in  her  debts,  the  managers  of  tlie  deposite 
banks,  and  the  gmat  foreign  monopolist,  the  Manhattan,  taking 
the  lead,  instead  of  making  the  money  market  easy,  which 
they  are  bound  to  do  and  have  contracted  to  do,  being  in  pos- 
session of  the  people’s  money,  they  set  to  work  to  make  mo- 
ney scarce— to  drive  the  needy  into  the  private  broker’s  shop 
to  be  usuriously  shaved,  and  then  give  orders  to  their  presses 
to  cry  out  against  the  United  Stales  bank. 

The  hour  of  delusion  is  about  passing  away.  The  people 
have  long  suspected  that  this  constant,  unwearied  attack  on 
the  United  States  hank  concealed  speculative  objects,  and  that 
the  parties  were  shaving  with  the  deposites  for  their  private 
gains,  whilst  they  were  creating  a scarcity  and  attempting  to 
throw  the  blame  on  the  United  States  bank. 

It  is  not  to  be  concealed  that  the  deposite  or  pet  banks,  hav- 
ing always  a large  sum  of  the  people’s  money  in  their  vaults, 
are  bound  to  prevent  a panic  by  keeping  the  money  market 
easy.  They  can  do  this,  and  it  must  be  made  the  condition  of 
their  holding  the  public  moneys.  They  stand  pledged  lo  do 
and  every  thing  for  the  people  that  the  U.  States  bank  has  done, 
the  resp.msibility  of  keeping  their  word  should  be  enforced. 

IN.  Y.  Evening  Star. 

From  the  Philadelphia  Gazette. 

The  money  market.  Within  the  last  two  or  three  weeks 
there  has  been  a little  change  in  the  money  market.  Money  is 
not  quite  so  plenty  as  before,  although  it  does  not  amount  to 


what  is  called  a scarcity.  We  are  not  sorry  to  see  this  stale  of 
things  at  this  lime,  as  the  effect  of  it  will  be  to  make  traders  a 
little  more  cautious  in  pushing  their  credit  to  too  great  an  ex- 
tent at  a moment  when  a great  problem  is  about  to  be  solved, 
which  IS  that  of  ascertaining  how  far  a great  moneyed  corpora- 
tion like  the  bank  of  the  United  Stales  can  slop  its  discounts  of 
acceptances  and  real  paper,  on  the  3d  of  March  next,  without 
producing  a pressure. 

That  is  not  the  policy  of  that  institution  to  throw  any  diffi- 
culty in  the  way  of  its  own  debtors,  is  too  plain  lo  be  denied. 
That  neither  is  it  the  policy  of  the  state  banks  to  create  a pres- 
sure in  the  money  market,  is  also  self-evident,  but  whatever 
may  be  the  will  of  both,  it  may  not  be  possible  for  them  to  pre- 
vent a scarcity,  if  those  who  have  loo  much  canvass  set,  should 
not  begin  to  take  in  sail  before  the  squall  strikes. 

We  recollect  once,  when  a great  scarcity  of  food  for  cattle 
was  prevented  from  occurring,  owing  to  the  early  alarm  sound- 
ed by  the  press,  which  put  the  farmers  on  their  guard,  and  led 
them  to  economize  in  season.  The  same  thing  may  happen 
now  in  reference  lo  a scarcity  of  money,  if  the  press  will  avoid 
every  course  that  may  excite  undue  alarm,  and  at  the  same 
time  holding  out  the  idea,  that  people  may  with  safety  goon 
extending  their  commercial  operatiims  up  to  the  very  moment 
of  the  expiration  of  the  bank  charier.  We  understand  that  at 
this  time,  the  banks  are  able  and  willing  lo  discount  all  satis- 
factory paper. 


METHODIST  EPISCOPAL  CHURCH. 

Baltimore,  ‘iOth  August,  1835. 

The  undersigned  ministers,  within  the  Baltimore  annual  con- 
ference of  the  Methodist  Episcopal  church,  respectfully  request 
those  individuals  noiih  of  us  who  are  agitating  the  question  of 
immediate  abolition,  to  desist  from  sending  lo  atiy  of  u.s  iheir 
inflammatory  periodicals,  or  other  publications  on  that  subject, 
as  we  never  ordered  or  desired  them,  and  are  determined  to 
have  nothing  to  do  with  any  of  them,  of  which  we  request  all 
postmasters  to  lake  notice. 

We  beg  leave  to  assure  them  also,  that  though  we  are  nei- 
ther slaveholders  nor  the  friends  of  slavery,  yet  that,  in  our 
judgment,  the  rash  and  violent  course  they  are  pursuing,  in 
conjunction  with  foreign  emissaries,  is  doing  immense  mischief 
in  all  our  southern  country,  and  especially  calculated  and  lend- 
ing to  overwhelm  our  colored  population,  both  bond  and  free, 
with  greatly  aggravated  afflictions  and  dangers,  both  temporal 
and  spiritual,  and  to  embroil  the  country  in  disgraceful  and 
murderous  riots. 

It  is  well  known  that  the  Baltimore  annual  conference  has 
always  taken,  and  still  takes,  a decided  stand  in  favor  of  gra- 
dual and  ultimate  emancipation;  yet,  so  far  as  we  know,  the 
sentiments  herein  expressed  are  those  of  our  brethren  generally 
in  this  section,  in  regard  to  the  interference  of  foreign  agitator^, 
in  this  most  delicate  and  embarrassing  of  all  our  domestic  dif- 
ficulties. 


Stephen  G.  Roszel, 
Jacob  Gruber, 

Joseph  Frye, 

John  Davis, 

William  Hamilton, 
Robert  S.  Vinton, 
Thomas  C.  Thornton, 


James  Sewell, 

George  G.  Coohman, 

William  Edmonds, 

William  H.  Enos, 

Joab  Bernard,  Hagerstown,  Md. 
Joseph  Merekin, 

John  A.  Gere, 


LETTERS  FROM  MR.  KENDALL,  P.  M.  G. 

Petersburg,  Va.  Aug.  10,  1835. 

Sir:  I have  the  honor  to  enclose  you  a copy  of  a preamble 
and  resolutions  adopted  at  a numerous  meeting  of  the  citizens 
of  Petersburg,  held  on  the  8th  inst.  and,  in  compliance  with  the 
direction  of  the  meeting,  do  most  respectfully  invite  your  at- 
tention lo  the  sixth  resolution,  with  the  hope  that  you  will  use 
all  proper  means  within  your  power  to  arrest  an  evil  which 
threatens  not  only  to  disturb  the  quiet  possession  of  our  proper- 
ty, the  peace  of  our  families,  but  our  very  existence  iiself. 

I have  the  honor  to  be,  very  respectfully,  your  obedient  ser- 
vant, J.  D.  TOWNES,  chairman. 

To  A.  Kendall,  esq. 

Post  office  department,  Aug.  20,  1835. 

Sir:  Your  letter  of  the  10th  inst.  enclosing  a copy  of  “a  pre- 
amble and  resolutions  adopted  at  a numerous  meeting  of  the 
citizens  of  Petersburg,  held  on  the  8th  inst.”  and  calling  my 
“attention  to  the  6th  resolution,”  was  duly  received.  Ill  health 
at  first,  and  incessant  calls  upon  me  of  the  most  pressing  nature, 
have  prevented  an  earlier  reply. 

The  6th  resolution  adverted  to,  is  in  the  following  words,  viz: 

^‘Resolved,  That  the  postmaster  general  be  informed  that  pa- 
pers of  a seditious  character  are  frequently  forwarded  by  the 
mails  to  this  place,  and  that  he  be  requested  to  adopt  such  law- 
ful regulations  in  his  department  as  may  be  calculated  to  pre- 
vent their  dissemination  through  that  channel.” 

Having  no  official  right  to  decide  upon  the  character  of  pa- 
pers passing  through  the  mails,  it  is  not  in  my  power  by  any 
“lawful  regulation”  to  obviate  the  evil  of  which  the  citizens  of 
Petersburg  complain.  If  any  necessity  exists  for  a supervision 
over  the  productions  of  the  press  which  are  transmitted  by 
mail,  all  will  agree  that  it  ought  not  to  be  vested  in  the  head  of 
the  executive  department. 

Yet  I should  regard  the  authorised  and  persevering  use  of  the 
public  mails  as  a medium  of  transmitting  from  one  state  into 
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another,  newspapers,  tracts  and  pamphlets,  obviously  tending 
to  promote  discontent,  sedition  and  servile  war,  as  a violation 
of  the  spirit,  if  not  the  letter  of  the  federal  compact,  which 
would  justify,  on  the  part  of  the  injured  states,  any  measure 
necessary  to  effect  their  exclusion.  For  the  present,  I perceive 
no  means  of  relief  except  in  responsibilities  voluntarily  assum- 
ed by  the  postmasters,  through  whose  offices  the  seditious  mat- 
ter passes;  but  it  is  hoped  that  congress,  at  their  next  session, 
will  be  able  and  willing  to  devise  some  acceptable  plan  to  pre- 
vent the  use  of  the  public  mails  for  the  purposes  so  destructive 
to  the  liglits  of  the  stales,  and  so  dangerous  to  the  integiity  of 
the  union. 

In  the  mean  time,  please  to  assure  the  citizens  of  Peters- 
burg that  I fully  appreciate  their  wrongs,  and  that  no  proper  ex- 
ertion will  be  omitted,  on  my  part,  to  promote  the  adoption,  by 
the  rightful  authority,  of  such  measures  as  may  prevent  their 
repetition.  Very  respectfully,  your  ob’t  serv’t 

AMOS  KENDALL. 

To  J.  D.  Townes^  esq. 

From  the  New  York  Times. 

Post  office  department,  August,  1835. 

To  Satniiet  L.  Gouverneur,  esq.  postmaster  at  Neta  York. 

Sift!  Your  letter  of  the  11th  inst.  purporting  to  accompany  a 
letter  from  the  American  Anti-slavery  society,  and  a resolution 
adopted  by  them,  came  duly  to  hand,  but  without  the  docu- 
ments alluded  to.  Seeing  them  published  in  the  newspapers 
however,  £ proceed  to  reply  without  waiting  to  receive  them 
officially, 

It  was  right  to  propose  to  the  Anti-slavery  society  voluntari 
!y  to  desist  from  attempting  to  send  their  publications  into  the 
southern  states  by  public  mails;  and  their  refusal  to  do  so,  after 
they  were  apprized  that  the  entire  mails  were  put  in  jeopardy 
by  them,  is  but  another  evidence  of  the  fatuity  of  the  counsels 
by  which  they  are  directed. 

After  mature  consideration  of  the  subject,  and  seeking  the 
best  advice  within  my  reach,  I am  confirmed  in  the  opinion 
thai  lire  postmaster  general  has  no  legal  authority,  by  any  order 
or  regulation  of  his  department,  to  exclude  from  the  mails  any 
species  of  newspapers,  magazines  or  pamphlets.  Such  a pow- 
er vested  in  the  head  of  this  department  would  be  fearfully 
dangerous,  and  has  been  properly  withheld.  Any  order  or  let 
ter  of  mine  directing  or  officially  sanctioning  the  step  you  have 
taken,  would  therefore,  be  utterly  powerless  and  void,  and 
would  not  in  the  slightest  degree  relieve  you  from  its  responsi- 
bility. 

But  to  prevent  any  mistake  in  your  mind,  or  in  that  of  the 
abolitionists,  or  of  the  public,  in  relation  to  my  position  and 
views,  I have  no  hesitation  in  saying,  that  1 am  deterred  from 
giving  any  order  to  exclude  the  whole  series  of  abolition  publi- 
cations from  the  southern  mails  only  by  a want  of  legal  power; 
and  that  if  I were  situated  as  you  are,  I would  do  as  you  have 
•done. 

Postmasters  may  lawfully  know  in  all  cases  the  contents  of 
newspapers,  because  the  law  expressly  provides  that  they  shall 
be  so  put  up  that  they  may  be  readily  examined;  and  if  they 
know  those  contents  to  be  calculated  and  designed  to  produce, 
and  if  delivered,  will  certainly  produce  the  commission  of  the 
most  aggravated  crimes  upon  the  property  and  persons  of  their 
fellow  citizens,  it  cannot  be  doubted  that  it  is  their  duty  to  de- 
tain them,  if  not  even  to  hand  them  over  to  the  civil  authori- 
ties. The  postmaster  general  has  no  legal  power  to  prescribe 
any  rule  for  the  government  of  postmasters  in  such  cases,  nor 
has  he  ever  attempted  to  do  so.  They  act  in  each  case  upon 
their  own  responsibility,  and  if  they  improperly  detain  or  use 
papers  sent  to  their  offices  for  transmission  or  delivery,  it  is  at 
their  peril  and  on  their  heads  falls  the  punishment. 

If  it  be  justifiable  to  detain  papers  passing  through  the  mail, 
for  the  purpose  of  preventing  or  punishing  isolated  crimes 
against  individuals,  how  much  more  important  is  it  that  this 
responsibdity  should  be  assumed  to  prevent  insurrections  and 
save  communities!  If  in  time  of  war,  a postmaster  should  de- 
tect the  letter  of  an  enemy  or  spy  passing  through  the  mail, 
which  if  it  reached  its  destination,  would  expose  his  country  to 
invasion  and  her  armies  to  destruction,  ought  he  not  to  arrest 
it.^  Yet,  where  is  his  legal  power  to  do  so? 

From  the  specimens  I have  seen  of  anti-slavery  publications, 
and  the  concurrent  testimony  of  every  class  of  citizens  except 
the  abolitionist.-^,  they  tend  directly  to  produce  in  the  south, 
*vils  and  horrors  surpassing  those  usually  resulting  from  fo- 
reign invasion  or  ordinary  insurrection.  From  their  revolting 
pictures  and  fervid  appeals  addressed  to  the  senses  and  pas- 
sions of  the  black.s  they  are  calculated  to  fill  every  family  with 
assassins  and  produce  at  no  distant  day  an  extermihating  ser- 
vile war.  .So  atjgravated  is  the  character  of  those  papers  that 
the  people  of  the  southern  states  with  an  unanimity  never  wit- 
nessed except  in  cases  of  extreme  danger,  have  evinced,  in 
public  meetings  and  by  other  demonstrations,  a determination 
to  seek  defence  and  safety  in  putting  an  end  to  their  circula- 
tion by  any  means,  and  at  any  hazard.  Lawless  power  is  to  be 
Tt  sisied;  hut  power  which  is  exerted  in  palpable  self-defence, 
is  not  lawless.  That  such  is  the  power  whose  elements  are 
now  asitating  the  south,  the  united  people  of  that  section  reli- 
giously believe;  and  so  long  as  that  shall  be  their  impression,  it 
will  require  the  array  of  armies  to  carry  the  mails  in  safety 
ilirouiih  their  territories,  if  they  continue  to  be  used  as  the  in- 
eirumcnt  of  those  who  are  supposed  to  seek  their  destruction. 


As  a measure  of  great  public  necessity,  therefore,  you  and 
the  other  postmasters  who  have  assumed  the  responsibility  of 
stopping  these  inflammatory  papers,  will,  I have  no  doubt, 
stand  justified  in  that  step  before  your  country  and  all  man- 
kind. 

But  perhaps  the  legal  right  of  the  abolitionists  to  make  use 
of  the  public  mails  in  distributing  their  insurrectionary  paper? 
throughout  the  southern  states,  is  not  so  clear  as  they  seem  to 
imagine.  When  those  states  became  independent  they  acquir- 
ed a right  to  prohibit  the  circulation  of  such  papers  within  their 
territories;  and  their  power  over  the  subject  of  slavery  and  al) 
its  incidents,  was  in  no  degree  dimiuislied  by  the  adoption  of 
the  federal  constitution.  It  is  still  as  undivided  and  sovereign 
as  it  was  when  they  were  first  emancipated  from  the  doininioir 
of  the  king  and  parliament  of  Great  Britain.  In  the  exercise  Of 
that  power,  some  of  those  states  have  made  the  circulation  of 
such  papers  a capital  crime;  others  have  made  it  a felony  pun- 
ishable by  confinement  in  the  penitentiary;  and  perhaps  there 
is  not  one  among  them  which  has  not  forbidden  it  under  heavy 
penalties.  If  the  abolitionists  or  their  agents  were  caught  dis- 
tributing their  tracts  in  Louisiana,  they  would  be  legally  pun- 
ished with  death;  if  they  were  apprehended  in  Georgia,  they 
might  be  legally  sent  to  the  penitentiary;  and  in  each  of  the 
slaveholding  slates  they  would  suffer  the  penalties  of  their  re- 
spective laws. 

Now,  have  these  people  a legal  right  to  do  by  the  mail  carriers 
and  postmasters  of  the  United  States,  acts,  which  if  done  by 
themselves  or  their  agents,  would  lawfully  subject  them  to  the 
punishment  due  to  felons  of  the  deepest  dye?  Are  the  officers 
of  the  United  Stales  compelled  by  the  constitution  and  laws, 
to  become  the  instruments  and  accomplices  of  those  who  de- 
sign to  baffie  and  make  nugatory  the  coirstitutional  laws  of  the 
states— to  fill  them  with  sedition,  murder  and  insurrection — to 
overthrow  those  institutions  which  are  reeogtrised  and  guaran- 
teed by  the  constitution  itself? 

And  is  it  entirely  eertain,  that  any  existiiig  la-w  of  the  United 
States  would  protect  mail  carriers  and  postmasters  against  the 
penalties  of  the  stale  laws,  if  they  shall  knowingly  carry,  distri- 
bute or  hand  out  any  of  these  forbidden  papers?  If  a stale  by  s 
constitutional  law  declare  any  specific  act  to  be  a crime,  how 
are  officers  of  the  United  Stales  who  may  be  found  guilty  of 
that  act,  to  escape  the  penalties  of  the  state  law?  It  might  be 
in  vain  for  them  to  plead  that  the  post  office  law  made  it  their 
duly  to  deliver  all  papers  which  came  by  mail.  In  reply  to  this 
argument  it  might  be  alleged,  that  the  post  office  law  imposes 
penalties  on  postmasters  for  ^Hmproperly”  detaining  papers 
which  come  by  the  mail,  and  that  the  detention  of  the  papers 
in  question  is  not  improper,  because  their  circulation  is  prohi- 
bited by  valid  stale  laws.  Ascending  to  a higher  principle,  it 
might  be  plausibly  alleged,  that  no  law  of  the  United  States  can 
protect  from  punishment  any  man,  whether  a public  officer  or 
citizen,  in  the  commission  of  an  act  which  the  stale,  acting 
within  the  undoubted  sphere  of  her  reserved  rights,  Ims  declar- 
ed to  be  a crime.  Can  the  United  Slates  furnish  agents  for 
conspirators  against  the  states  and  clothe  them  with  impunity? 
May  individuals  or  combinations  deliberately  project  the  sub- 
version of  state  laws  and  institutions,  and  lighting  their  fire- 
brands beyond  the  jurisdiction  of  those  stales,  make  the  officers 
of  the  United  States  their  irresponsible  aeenls  to  apply  the 
flames?  Was  it  to  give  impunity  to  crime,  that  the  several 
stales  came  into  the  union,  and  conferred  upon  the  general  go- 
vernment the  power  “to  establish  post  offices  and  post  roads?’^ 
In  these  considerations  there  is  reason  to  doubt,  whether  the 
abolitionists  have  a right  to  make  use  of  the  mails  of  the  Unit- 
ed States  to  convey  their  publications  into  states  where  their 
circulation  is  forbidden  by  law;  and  it  is  by  no  means  certain, 
that  the  mail  carriers  and  postmasters  are  secure  from  the 
penalties  of  that  law,  if  tliey  knowingly  carry,  distribute  or 
hand  them  out.  Every  citizen  may  use  the  mail  for  any  lawful 
purpose.  The  abolitionists  may  have  a legal  tight  to  its  use 
for  distributing  their  papers  in  New  York,  where  it  is  lawful  to 
distribute  them,  but  it  does  not  follow  that  they  have  a legal 
right  to  that  privilege  for  such  a purpose  in  Louisiana  or  Geor- 
gia, where  it  is  unlawful.  As  well  may  the  counterfeiter  and 
the  robber  demand  the  use  of  the  mails  for  consummating  their 
crimes,  and  complain  of  a violation  of  their  rights  when  it  is  de- 
nied. 

Upon  these  grounds  a postmaster  may  well  hesitate  to  he  the 
agent  of  the  abolitionists  in  sending  their  Incendiary  publica- 
tions into  slates  were  their  circulation  is  prohibited  by  law, 
and  much  more  may  postmasters  residing  in  those  states  refuse 
to  distribute  them.  Whether  the  arguments  here  suggested  be 
sound  or  not,  of  one  thing  there  can  be  no  doubt.  If  it  shall  ever 
be  settled  by  the  authority  ofcorigress,  that  the  post  office  estab- 
lishment may  be  legally,  and  must  he  acliilly  employed  as  an 
irresponsible  agent  to  enable  misguided  fanatics  or  reckless  in- 
cendiaries to  stir  up  with  impunity  insurrection  and  servile 
war  in  the  southern  stales,  those  states  will  of  necessity  consi- 
der the  general  government  as  an  accomplice  in  the  crime — 
they  will  look  upon  it  identified  in  a cruel  anil  nneonstitntional 
attack  as  their  unquestionable  rights  and  dearest  interests,  and 
they  must  necessarily  treat  it  as  a common  enemy  in  their 
n e.ms  of  defence.  Ought  the  postmaster  or  the  depaitment, 
hy  thrusting  these  papers  upon  the  southern  stales  now,  in  de- 
fiance of  their  laws,  to  hasten  a state  of  things  so  deplorable? 

I do  not  desire  to  be  understood  as  affirming  that  the  sug- 
gestion here  thrown  out,  ough t,  without  the  action  of  higher 
auUioriiy,  to  be  considered  as  the  settled  construction  of  the 
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t’aw,  or  regarded  by  postmasters  as  tlie  rule  of  their  future 
«ctioii.  It  is  only  intended  to  say,  that  in  a sudden  emergency, 
involving  principles  so  grave  and  consequences  so  serious,  the 
safest  course  for  postmasters  and  the  best  for  the  country,  is 
that  which  you  have  adopted. 

It  prevents  the  certain  seizure  of  all  the  mails  in  the  aggra- 
vated states,  with  a view  to  the  interception  and  destruction  of 
the  noxious  papers— the  interruption  of  commercial  and  friend- 
ly correspondence — the  loss  of  confidence  in  the  safety  of  the 
mail  conveyances — and  ilie  probable  overthrow  of  the  authori- 
ty of  the  United  Stales,  as  far  as  regards  the  post  office  estab- 
lishment, throughout  half  the  territory  of  the  union. 

It  prevents  a speedy  interruption  of  commerce  and  trade  be- 
tween the  cities  of  the  north  and  the  south;  for  there  are  abun- 
dant evidences,  that  the  vessels  or  steamboats  which  should 
be  known  to  come  freighted  with  these  papers,  whether  in  the 
mail  or  out,  would  not  long  be  sufferred  to  float  in  safety  in 
the  southern  ports. 

It  allays  in  some  degree  the  excited  feeling  of  the  white  man 
against  the  black,  which  changes  the  dominion  over  the  slave 
from  one  of  mildness  to  one  of  severity  and  puts  the  free  negro 
in  imminent  peril  of  his  life. 

You  avoid  being  made  yourself  the  agent  and  accomplice  of 
blind  fanaticism  or  wicked  design,  in  a course  of  proceedings, 
which,  if  successful,  could  nut  fail  to  repeat  on  our  shores,  the 
horrors  of  St.  Domingo,  and  desolate  with  exterininaling  war, 
half  the  territory  of  our  happy  country. 

You  prevent  your  government  from  being  made  the  unwilling 
agent  and  abetor  of  crimes  against  the  states,  which  strike  at 
their  very  existence,  and  give  time  for  the  proper  authorities  to 
discuss  the  principles  involved  and  digest  a safe  rule  for  the 
future  guidance  of  the  department. 

While  persisting  in  a course  which  philanthropy  recommends 
and  patriotism  approves,  I doubt  not  that  you  and  the  other 
postmasters  who  have  assumed  the  responsibility  of  stopping 
these  inflammatory  papers  in  tlipir  passage  to  the  south,  will 
perceive  the  necessity  of  performing  your  duty  in  transmitting 
and  delivering  ordinary  newspapers,  magazines  and  pamphlets, 
with  perfect  punctuality.  Occation  must  not  be  given  to  charge 
the  postmasters  with  carrying  their  precautions  beyond  the  ne- 
cessities of  the  case,  or  capriciously  applying  them  to  other 
cases  in  which  there  is  no  necessity;  and  it  would  be  the  duty, 
as  well  as  the  inclination,  of  the  department,  to  punish  such 
assumption  with  unwonted  severity.  This  suggestion  I do  not 
make  because  I have  any  apprehension  that  it  is  needed  for 
your  restraint;  but  because  I wish  this  paper  to  bear  upon  its 
face  a complete  explanation  of  the  views  wich  I take  of  my 
own  duty  in  the  existing  emergency.  Very  respectfully  your 
obedient  servant,  AMOS  KENDALL. 

THE  VOICE  OF  NEW  YORK. 


GREAT  MEETING  IN  THE  PARK. 

The  most  numerous  assemblage  which  we  ever  witnessed  at 
any  public  meeting  in  this  city,  convened  yesterday  in  the  Park, 
to  express  their  sentiments  on  the  subject  of  slavery,  and  the 
proceedings  of  the  abolitionists.  It  is  impossible  to  state  the 
iininber  of  persons  piesenl  with  any  degree  of  accuracy,  but  we 
are  safe  in  saying  that  it  could  not  be  less  than  five  thousand. 
Men  of  all  classes  and  einploymeiils,  and  of  both  political  par- 
lies,  convened  as  with  one  accord,  and  but  one  feeling  seemed 
to  animate  the  whole  assembly.  Among  the  gentlemen  present, 
were  most  of  Hie  members  of  the  New  York  senate,  who  for 
this  purpose  suspended  their  sitting  as  a court  of  errors. 

The  meeting  was  called  to  order  by  honorable  Camphell  P. 
White,  who  nominated  his  honor  the  mayor,  as  president,  and 
tile  following  gentlemen  were  nominated  as  vice  presidents; 
Thomas  J.  Oakley,  William  T.  McCoun, 

David  B.  Ogden,  Henry  Parish, 

Peter  Crary,  Walter  Bowne, 

John  J.  iMorgan,  Lunian  Reed, 

Isaac  S.  Hone,  Campbell  P.  White, 

Prosper  M.  Wetmore,  Philip  Hone, 

Edward  Curtis,  Joseph  Cowdin, 

Daniel  Jackson,  7’liaddeus  Phelps, 

Charles  A.  Davis,  George  S.  Robbins, 

Charles  L.  Livingston,  Reuben  Withers, 

John  D.  Wolf,  Seth  Geer, 

Egbert  Benson,  John  L.  Graham, 

Isaac  L.  Varian,  Robert  Center, 

William  S.  Johnson,  Joseph  D.  Beers. 

The  follnw'ing  persons  were  nominated  secretaries: 

John  R Marshall,  George  Sharpe, 

Robert  Pitts,  John  J.  Bailey, 

Isaac  Townsend,  Morgan  L.  Smith, 

R.  C.  Wetmore,  James  Lee, 

Henry  H.  Elliott,  Seneca  Stewart, 

Thomas  C.  Doremns,  George  S.  Easton. 

Assistant  alderman  Curtis,  after  a few  introductory  remarks, 
presented  the  following  preamble  and  resolutions.  Mr.  Curtis 
slated  that  the  resolutions  he  was  about  to  offer  for  the  consi- 


deration of  this  large  assembly,  had  been  snbmiued  to  a nu- 
merous commiltee  of  citizens,  wlio  had  anxiously  desired  in 
the  proc«*i.Mlings  of  the  meeting  to  embody  a faithful  expression 
of  the  sentiments  of  New  York  on  this  interesting  occasion. 
They  bad  met  with  the  approbation  of  this  committee,  and  he 
believed  they  would  be  favorably  received  by  the  meeting: 
Whereas,  exertions  are  making  by  abolitionists  and  anti-sla- 
very societies  in  the  northern  part  of  our  union,  to  influence  the 


public  mind  on  the  subject  of  slavery,  with  the  avowed  design 
of  effecting  the  immediate  emancipation  of  the  slaves  in  the 
southern  stales,  which  exertions  tend  to  array  the  excited  feel- 
ings of  one  portion  of  our  citizens  against  another,  and  to  occa- 
sion violence  and  disunion: 

And  whereas,  the  great  mass  of  our  citizens  do  not  concur  in 
these  proceedings,  but  regard  them  as  involving  an  unjustifiable 
interference  with  the  subject,  whether  they  be  considered  in 
lelation  to  the  constitution  and  laws  of  the  union,  or  as  depend- 
ing for  their  justification  on  the  assumption  that  slavery  is,  un- 
der all  circumstances,  necessarily  immoral  and  criminal: 

We,  therefore,  the  citizens  of  New  York,  convened  on  this 
occasion,  deem  it  our  duty  to  express  our  sentiments  on  this 
subject,  in  the  hope  thereby  to  allay  the  present  excitement,  to 
remove  unfounded  impressions  as  to  there  being  any  disposition 
among  the  people  generally  to  countenance  the  views  of  the 
immediate  abolitionists,  and  to  arrest  the  tendency  to  hasty  and 
injurious  measures  at  the  south. 

While,  therefore,  we  deplore  the  existence  of  slavery  and  all 
the  evils  which  attend  it,  we  dissent  from  the  views  and  mea- 
sures of  the  abolitionists  and  anti-slavery  societies,  and  wholly 
disapprove  of  their  extravagant  proceedings  and  violent  recriV 
minations. 

And,  in  particular,  we  dissent  from  their  indiscriminate  con- 
demnation of  all  those  who  sustain  the  relation  of  masters  to 
slaves,  as  being  equally  guilty,  whether  that  relation  is  a part  of 
their  inheritance  under  existing  laws,  or  has  proceeded  from 
their  voluntary  conduct. 

We  thus  dissent,  because  such  condemnation  implies  that  the 
relation  is  in  all  eases  necessarily  immoral,  which  we  are  by  no 
means  prepared  to  concede;  believing,  as  we  do,  that  the  rela- 
tion may  exist  without  the  fault  of  either  of  the  parties,  and 
against  the  will  of  both,  and  may  impose  on  each  peculiar  obli- 
gations; and  apprehending  that  this  relation  in  the  southern 
slates  would  not  make  it  the  duty  of  the  citizens  of  other  states 
to  interfere  with  it,  even  if  there  were  nothing  in  the  constitu- 
tion and  laws  of  the  union  incompatible  with  their  interference; 
and,  that  to  interfere,  in  opposition  to  the  constitution  and  laws, 
on  the  ground  of  morality  or  of  abstract  right,  would  be  to  pro- 
ceed upon  an  assumption  which,  if  sanctioned,  would  equally 
justify  an  interference  with  any  and  all  other  civil,  social  and 
personal  relations.  Therefore, 

Resolved,  That  while  we  maintain  the  rights  of  private  judg- 
ment, and  of  free  discussion  on  this  as  on  other  subjects,  as  re- 
cognised in  the  constitution  and  laws,  and  subject  always  to  a 
strict  regard  to  the  just  rights  of  our  southern  brethren,  we  hold 
that  the  citizens  of  the  north  have  no  political  right  to  interfere 
with  the  slavery  of  the  southern  states,  nor  moral  right,  under 
any  circumstances,  to  adopt  violent  or  aggressive  measures  for 
the  purpose  of  abolishing  it. 

Resolved,  That  a legal,  peaceful  and  temperate  expression  of 
opinions  and  arguments,  lending  to  induce  the  partisans  to  the 
relation  of  slavery  to  perform  their  moral  and  social  duties,  is 
all  that  can  with  propriety  be  done  by  individuals  who  do  not 
sustain  that  relation;  and,  that  we  regard  the  sending  of  aboli- 
tion publications  to  the  slaveholding  states,  except  to  white  ci- 
tizens, who  may  be  voluntary  subscribers,  as  a gross  infringe- 
ment of  the  rights  of  those  states,  and  as  tending  either  to  insur- 
rection, on  the  part  of  the  slaves,  or  to  greater  severity  on  the 
part  of  the  masters,  or  to  both. 

Resolved,  That  we  view  with  deep  indignation  the  interfer- 
ence of  foreign  emissaries  in  a matter  so  intimately  connected 
with  our  social  and  civil  relations,  and  that  if,  in  spite  of  argu- 
ment and  entreaty,  they  shall  persist  in  such  interference,  we 
recommend  a resort  to  such  constitutional  legislation  as  may 
meet  the  exigency  of  the  case,  and  remove  the  evil. 

Resolved,  That  we  deem  the  excitement  on  this  subject,  which 
is  displayed  by  the  parties  of  immediate  abolition,  in  this  part 
of  the  country,  to  be  so  far  founded  in  passion  and  error,  as  to 
justify  the  belief,  that  if  not  sustained  by  intemperate  opposi- 
tion, it  can  neither  be  of  long  continuance,  nor  be  extensively 
propagated  among  the  mass  of  the  reflecting,  well  disposed  and 
orderly  citizens. 

Resolved,  That  we  shall  regard  with  deep  regret  the  continu- 
ance of  the  exciteiiieiu  at  tlie  south,  so  far  as  it  may  be  occa- 
sioned by  the  apprehension  of  danger  from  the  exertions  of  a 
few  misguided  abolitioiiisls  in  our  community,  because  it  im- 
plies too  little  confidence  in  the  rectitude  and  patriotism  of  the 
citizens  generally  at  the  north,  and  indicates  too  little  reliance 
on  the  efficiency  of  the  laws. 

Resolved,  That  we  are  not  unmindful  of  the  constitutional  ob- 
ligation of  the  citizens  of  this  union  for  mutual  defence  and  pro- 
tection, as  well  in  the  case  of  domestic  violence,  as  of  foreign 
force;  and  however  we  may  lament  the  necessity  that,  in  the 
fornialion  of  our  government,  recognised  as  lawful  the  condi- 
tion of  slavery  in  the  soulhern  states,  and  however  ardently  we 
might  hail  the  day,  if  it  shall  ever  come,  when  they  may  be  able 
and  willing  to  abolish  it;  till  then,  and  while  this  constitution 
endures,  we  have  no  right  to  transcend  its  provisions,  and  as 
we  are  fully  bound,  so  we  are  ever  ready  to  carry  them  into  full 
effect. 

Resolved,  Tliat  we  deprecate  all  riotous  or  violent  proceed- 
ings, all  outrages  on  persons  or  property,  and  every  illegal  in- 
terference, with  the  rights  of  citizens  in  the  execution  of  sum- 
mary justice  in  any  mode  not  sanctioned  by  law — that  modera- 
tion and  forbearance  at  the  present  time  are  peculiarly  obliga- 
tory on  all  parties,  and  that  we  earnestly  recommend  to  the  mi- 


10  NILES’  REG ISTEli— SEPT.  5,  1S35— SPEECH  OF  HARRISON  GRAY  OTIS. 


nisters  and  professors  of  religion,  the  conductors  of  the  press, 
and  all  good  citizeiLs,  to  avoid  all  occasions  of  excileinent,  and 
to  endeavor  to  tranqiiilize  the  public  feeling. 

CORNELIUS  W.  LAWRENCE,  chairman. 

The  following  letter  was  received  by  the  coniniittee  from 
chancellor  Kent: 

New  York,  August  24. 

Sir:  I have  just  received  your  note  of  tlie  22d  instant,  and  I 
return  iny  acknowledgments  for  the  honor  you  have  done  me 
by  the  designation  you  mention.  I am  entirely  in  opinion  wfih 
all  that  portion  of  my  fellow  citizens  who  are  decidedly  oppos- 
ed to  the  interference  of  abolitionists  with  the  question  and 
practice  of  slavery  in  the  souihern  stales,  and  I approve,  for  in- 
stance, will)  the  resolutions  at  Boston  and  Portland  on  that  sub- 
ject. 

But  I must  beg  to  be  excused  from  attending  personally  to 
large  meetings  ol  any  political  kind.  My  age  and  habits  lead 
me  to  seek  retirement  from  all  scenes  of  that  kind.  It  must  be 
Bome  great  and  urgent  necessity  that  would  lead  me  to  depart 
from  this  resolution,  and  I must,  therefore,  respectfully  decline 
the  proposed  honor.  Yours,  very  respectfullv, 

JAMES  KENT. 

Mr.  Cowdin, 

SPEECH  OF  HARRISON  GRAY  OTIS. 

In  FaneuU  Hall,  Boston — .August  22. 

Mr.  Chairman — I have  been  so  little  used  of  late  years  to  ad- 
dress a full  assembly  of  my  fellow  citizens,  that  I do  not  feel  a 
confidence  that  my  voice  and  physical  strength  will  enable  me 
to  make  myself  heard  and  understood  as  I may  have  done  in 
the  brighter  and  better  season  of  my  life.  And  though  it  is  not 
my  intention  to  tax  your  patience,  I feel  that  I shall  stand  in 
need  of  all  the  indulgence  which  you  have  been  pleased  to  ex- 
tend to  me  before  time  and  affliction  had  pressed  upon  me 
with  their  heavy  hands.  It  is  at  the  same  lime  gratifying  and 
encouraging  to  know  that  the  most  ample  justice  has  been 
done  to  the  subject  on  which  we  are  convened,  by  the  elo- 
quence and  talents  of  those  who  have  preceded  me— -justice  so 
ample  that  I should  not  attempt  to  follow  them  but  for  the  pur- 
pose of  redeeming  a pledge  exacted  by  some  of  my  partial 
friends,  that  1 would  on  this  occasion,  (probably  for  the  last 
time),  declare  in  this  public  assemblage  my  sentiments  upon 
the  scenes  which  are  passing  around  us.  If  I were  called  upon 
to  select  the  most  momentous  occasion,  on  which  the  people 
of  this  country  had  ever  been  convened  in  their  primary  as 
eeiiiblies,  iny  own  judgment  would  point  to  the  time  when 
they  met  to  decide  upon  the  adoption  of  the  federal  constitu 
tion.  There  are  few,  I am  confident,  among  those  present, 
who  can  recollect  that  period,  and  the  intense  anxiety  which 
then  pervaded  every  bosom.  The  result  of  those  deliberations 
has  fully  justified  that  universal  sensibility.  The  national 
prosperity  has  far  exceeded  the  most  sanguine  calculations  of 
the  men  of  those  times.  Yet  a more  momentous  era  will  have 
arrived,  if  we  imagine  a state  of  public  affairs,  when  the  peo- 
ple shall  meet  in  their  primary  assemblies  to  discuss  the  expe- 
diency of  rescinding  the  federal  compact.  Had  this  compact 
been  at  first  rejected  by  the  people,  it  would  have  been  indeed 
a calamitous  issue.  Still  a frame  of  government  of  some  sort 
would  have  been  substituted,  of  which  union  would  have  been 
the  basis.  The  fraternal  sympathies,  the  recollections  of  com- 
mon dangers,  and  sufferings,  and  triumphs,  were  still  alive,  and 
the  great  fundamental  axiom  “united  we  stand,  divided  we 
fall,”  was  adopted  in  every  man’s  creed,  and  would  have  in- 
sured the  preservation  of  a federal  sy.stem.  But  if,  after  nearly 
half  a century’s  experience  of  national  prosperity,  which  is 
without  parallel,  and  almost  without  measure — after  realizing 
every  political  and  social  blessing  that  could  be  wished,  and 
more  than  could  be  expected,  consistently  with  the  imperfec- 
tion of  all  human  institutions;  the  north  and  the  south  should 
be  destined  to  separate,  through  the  mere  wantonness  of  pros- 
perity, from  the  incompatibility  of  temper  and  family  quarrels, 
the  divorce  will  be  eternal.  Fraternal  rancor,  more  bitter  and 
unappeasable  than  that  of  natural  enemies,  will  supplant  the 
influence  of  mutual  good  will.  The  temple  of  liberty  would 
first  be  rent  in  twain.  What  and  how  many  unequ.al  and  mis 
flhapen  forms  the  parts  would  afterwards  assume,  no  human 
sagacity  can  foresee.  But  the  uniform  fate  of  alt  disjointed 
confederacies  would  compel  us  to  renounce  the  hope  of  seeing 
it  rebuilt  upon  its  four  and  twenty  pillars,  “polished  after  the 
eimilitude  of  a palace.”  Now,  sir,  if  it  were  the  object  of  our 
meeting  here  to  debate  the  expediency  of  taking  measures  for 
the  abolition  of  slavery,  I should  regard  it  as  identical  with  the 
question  of  the  expediency  of  dissolving  the  union.  I am  sure 
it  would  be  so  considered  by  the  southern  states.'  My  convic- 
tion results  from  forty  years’  acquaintance  with  prominent  in- 
dividuals of  those  states,  of  all  parties,  and  in  all  the  vicissi- 
tudes of  party.  Be  assured  that  whenever  that  question  sh.ill 
be  agitated  in  our  public  assemblies,  under  circumstances 
which  should  indicate  the  prevalence,  or  the  probability  of  a 
general  sentiment  in  the  free  states  in  favor  of  acting  upon  that 
subject,  the  union  will  be  at  an  end.  They  would  regard  all 
measures  emanating  from  such  a sentiment,  as  war  in  disguise. 
Upon  their  lives,  their  property,  their  rights  and  institutions,  an 
outrage  upon  their  pride  and  honor,  and  the  faith  of  contracts 
— menacing  the  purity  of  their  women,  the  safety  of  their  chil- 
dren, the  comfort  of  their  homes  and  their  hearths,  and  in  a 
word  all  that  man  holds  dear.  In  these  opinions  they  might  be 


mistaken,  but  in  support  of  them  they  would  exhibit  a specta- 
cle ol  unanimity  unparalleled  among  so  numerous  a population 
upon  any  subject,  at  any  lime,  in  any  part  of  the  world. 
These  opinions  almost  seem  to  be  inslinclive.  They  are  in 
fact  hereditary,  and  habitual  from  infancy  to  age.  The  citi- 
zens ol  those  stales  have  no  occasion  lor  meetings  to  compare 
sentiments,  for  speeches  to  stimulate  to  action,  for  plans  to  ar- 
range and  organize  means  of  opposition.  They  would  be  ready 
in  Hie  case  supposed  for  a levy  en  masse— a universal  landsluriu 
—to  seize  and  to  use  for  life  and  for  death,  whatever  arms 
their  impassioned  resentment  could  furnish,  to  resist  every  ap- 
proach to  interfere  with  their  domestic  relalions.  Meetings  in- 
deed they  have  already  begun  to  call— but  they  are  like  the 
meetings  of  clouds  charged  with  the  same  fieiy  material,  the 
occasional  flashes  of  which  serve  only  to  show  the  stores  of 
hidden  thunder  which  are  in  reserve. 

Sir,  happily  for  our  country,  there  is  no  disposition  in  the 
people  of  this  community,  nor  I believe  of  any  of  our  cities  or 
towns,  to  sustain  a public  discussion  of  a question  pregnant 
with  these  fatal  consequences.  But  the  time  has  arrived 
which  makes  it  the  pan  of  wisdom  and  safety  to  look  at  this 
question  in  the  distance,  and  forestall  its  approach— to  satisfy 
ourselves  and  others  that  it  ought  never  to  be  entertained,  ex- 
cept in  the  exercise  and  expression  of  individual  judgment  and 
opinion— and  that  every  effort  intended  to  propagate  a general 
sentiment  favorable  to  the  immediate  abolition  of  slavery,  is  of 
forbidding  aspect  and  ruinous  tendency. 

It  has  of  late  become  certain,  though  not  yet  perhaps  gene- 
rally known,  that  an  association  has  been  formed  in  a neighbor- 
ing state  for  the  avowed  purpose  of  effecting  the  immediate  abo- 
lition of  slavery.  Their  number  is  at  present  comparatively 
small  and  insignificant,  but  as  they  boast,  augmented  within 
the  last  year.  Their  piinted  cori.siitntion  and  proceedings, 
seen  by  nie  only  within  a few  days,  frankly  develope  their  de- 
sire to  establish  auxiliary  societies  in  every  state  and  munici- 
pality, and  to  enlist  in  the  service  of  the  cause  man,  woman 
and  child.  This  simple  slalenierit  shows  it  to  be  a dangerous 
association.  A very  rapid  exposition  of  the  tendency  of  their 
principles  will  prove  them  to  be  not  only  imminently  danger- 
ous, but  hostile  to  the  spirit  and  letter  of  the  constitution  of  the 
union.  I will,  in  order  to  make  this  apparent,  call  the  recol- 
lection of  my  fellow  citizens  to  the  history  of  the  constitution 
and  to  the  constitution  itself— and  compare  the  doctrines  of 
the  constitution  with  the  canons  of  the  anti-slavery  associa- 
tion, and  demonstrate  that  if  the  latter  be.  not  yet  an  unlawful 
association  (which  some  sound  jurists  think  it  is),  it  is  in  a fair 
way  to  become  so,  by  its  design  to  trench  upon  the  provisions 
of  the  constitution  by  overt  acts,  and  its  tendency  to  break 
down  the  sacred  palladium. 

it  is  well  known,  I doubt  not,  to  all  who  hear  me,  that  prior 
to  our  revolution,  the  American  colonies  were  to  all  i.iients 
and  purposes  independent  of  each  other.  They  ail  owed  a 
common  allegiance  to  the  mother  country  and  to  that  only.  In 
every  other  political  relation  they  stood  to  each  other  as  dis- 
tinct and  sovereign  states,  and  they  were  in  fact  entirely  dis- 
connected in  all  the  departments  of  their  civil  administrations. 
Indeed,  the  people  of  the  south  and  of  the  north  knew  little 
more  of  each  other,  than  that  they  had  descended  from  a 
common  ancestry,  had  different  habits  and  pursuits,  and  that 
the  cultiv.Ation  of  the  soil  was  carried  on  in  the  north  principal- 
ly by  white  labor,  and  in  the  south  entirely  by  that  of  slaves. — 
Now  what  first  led  to  a belter  acquaintance.^  What  but  a mag- 
nanimous sympathy  of  the  south  in  feelings  excited  in  the  north 
by  the  oppression  of  the  parent  country.^  When  our  soil  was 
invaded,  and  this  part  of  the  country  was  the  seat  of  war,  we 
were  ready  and  eager  enough  to  invite  them  to  come  to  our  aid, 
to  make  with  us  common  cause.  I need  not  say  how  prompt- 
ly they  accepted  the  invitation,  nor  how  cordially  they  assisted 
our  fathers  in  the  cabinet  and  how  nobly  in  the  field,  but  pass 
on  to  ihe  epoch  of  the  first  confederation.  By  this  time  the  de- 
legates in  congress  from  the  different  colonies  had  become  fa- 
miliar with  each  other,  and  with  the  respective  circumstances 
of  the  people  of  the  different  sections  of  the  union.  The  sub- 
ject of  slavery  and  the  claims  of  the  proprietors  over  their  slaves 
must  have  been  before  them  and  considered  with  great  delibe- 
ration. We  find  provision  in  those  articles  for  apportioning  the 
troops  to  be  raised  for  the  public  service,  among  the  free  white 
inhabitants  of  the  several  stales  according  to  their  numbers.  In 
this  article  the  claim  of  the  south  to  consider  their  slaves  ns 
cyphers  or  nonentities  is  acquiesced  in,  and  confirmed  by  the 
north.  Here  was  no  surprise,  no  misiiiiderstauding,  no  con- 
cealment of  facts  or  of  claims.  Upon  the  faith  of  this  confede- 
ration the  south  continued  to  act  with  us,  and  by  means  of  it 
we  triumphed  together  in  war,  and  obtained  the  ble.ssings  of  in- 
dependence. and  peace.  Now,  sir,  if  we  objected  to  leave  in 
their  hands  the  care  of  their  own  slaves,  they  should  have  been 
then  advised  of  it — if  it  were  intended  to  reserve  to  the  north 
the  arrogation  of  a right  to  interfere  with  them  at  a future  day, 
the  confederation  was  a fraud.  If  this  be  only  an  after  thought, 
it  comes  too  late.  Suppose  an  article  had  been  proposed  to  the 
congress  that  formed  the  instrument  of  confederation  purport- 
ing that  the  northern  states  should  be  at  liberty  to  form  anti-sla- 
very associations  and  deluge  the  south  with  homilies  upon  sla- 
very, how  would  it  have  been  received.’  The  gentleman  before 
me  has  apostrophised  the  image  of  Washington.  I will  follow 
his  example,  and  point  to  the  portrait  of  his  associate,  Hancock, 
which  is  pendent  by  his  side.  Let  us  imagine  an  interview  be- 
tween them,  in  the  company  of  friends,  just  after  one  had  sign- 
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ed  the  commission  for  tlie  other— and  in  ruminating  upon  the 
lights  and  shadows  of  futurity,  Hancock  should  have  said,  “I 
congratulate  my  country  upon  the  choice  she  has  made,  and  I 
foresee  that  the  laurels  you  gained  in  the  field  of  Braddock’s 
defeat  will  be  twined  with  those  which  will  be  earned  by  you 
in  the  war  of  independence;  yet  such  are  the  prejudices  in  my 
part  of  the  union  against  slavery,  that  although  your  name  and 
services  may  screen  you  from  opprobrium  during  your  life,  your 
countrymen,  when  the  willow  weeps  over  your  tomb,  will  be 
branded  by  mine  as  manslealers  and  murderers,  and  the  stain 
of  it  consequently  annexed  to  your  memory.”  Would  not 
such  a prophecy  have  been  imputed  to  a brain  disturbed  by  pub- 
lic cares,  and  its  accomplishment  regarded  as  a mere  chimera! 

Having  passed  through  the  revolutionary  war,  let  us  come 
down  to  the  framing  of  the  federal  constitution.  At  this  time 
the  spirit  of  the  age  had  made  great  advances;  the  abhorrence 
of  the  slave  trade  growing  daily  more  extensive  was  regarded  as 
the  harbinger  of  its  final  prohibition.  The  abominable  traffic 
was  not  then,  in  less  disrepute  than  it  is  at  this  moment.  Sla- 
very, too,  as  a condition,  and  especially  as  a condition  of  a por- 
tion of  the  union,  was  deplored  at  that  time  as  sincerely  and 
universally  as  it  is  now  by  the  other  portion.  That  this  topic 
in  all  its  bearings  was  presented  and  examined  when  the  fede- 
ral constitution  was  being  formed,  is  known  to  all  acquainted 
with  the  history  of  those  times,  and  may  be  conclusively  infer- 
red from  the  instrument  itself.  So  far  were  the  northern  stales 
from  assuming  any  pretension  to  regulate  the  interior  economy 
of  the  southern,  that  they  were  compelled  to  exempt  them  for 
ten  years  from  the  general  operation  of  the  laws  regulating  com- 
merce, and  allow  the  importation  of  slaves  during  that  period. 
This  constitutes  a most  important  feature  of  the  federal  com- 
pact. It  would  alone  be  decisive  on  the  subject.  The  right  to 
import,  implies  inevitably  the  right  to  hold  those  who  may  be 
iinirorted,  and  the  right  to  hold  includes  that  of  government  and 
protection,  and  excludes  that  of  all  direct  interference  by  others. 
And  no  principle  of  morals  permits  men  or  stales  to  attempt,  by 
indirect  and  oblique  modes,  to  elude  the  restraints  of  a plain 
and  unequivocal  obligation.  Another  clause  in  the  con.'sliiution 
is  a contract  on  the  part  of  the  non-slaveholding  slates  to  seize 
and  restore  runaway  slaves — but  why  restore  when  you  have 
taught  the  slave  that  he  has  a right  to  freedom?— La.«tly,  it  was 
agreed  by  the  clause  apportioning  representatives,  that  the  mas- 
ter should,  in  reference  to  the  constitution,  exercise  all  the  po- 
litical rights  of  the  slave,  and  that  he  should  be  nothing.  Such, 
fellow  citizens,  is  the  bargain  which  we,  the  people  of  the  U. 
States,  have  made  with  each  other.  In  what  age  of  the  world, 
aud  among  what  people  and  states  was  a compact  ever  made 
more  solemn  and  sacred?  It  Is  plain  and  perspicuous.  It  was 
made  with  our  eyes  open;  with  a full  knowledge  of  all  the  cir- 
cumstances of  the  case,  of  all  the  inducements  to  make  it,  of  all 
the  objections  that  could  be  made  against  it.  Every  one  of  the 
people  is  bound  to  adhere  to  it.  Every  man  who  holds  office, 
has  sworn  to  support  it,  and  is  perjured  when  by  any  appliance, 
direct  or  indirect,  he  attempts  to  annul  its  provisions.  , It 
speaks  to  every  man’s  understanding,  and  binds  every  man’s 
conscience  by  all  that  is  sacred  in  good  faith,  or  sound  in  good 
policy;  and  it  has  been  in  a train  of  peaceful  execution  for  six 
and  forty  years. 

Let  us  now  consider  whether  the  principles  of  the  anti-slave- 
ry associations  do  not  conflict  with  the  principles  of  this  com- 
pact. In  speakittg  of  these  associations,  I rely  entirely  upon 
the  account  they  give  of  themselves  and  their  objects.  I make 
no  personal  allusions,  and  impeach  no  man’s  motives.  From 
some  of  their  printed  documents  which  have  lately  come  into 
my  hands,  I find  the  names  of  persons,  who  are,  I am  told,  of 
pious  and  respectable  character;  it  would  be  strange  were  there 
not  others  (though  I know  nothing  of  them)  of  a different  stamp. 
But  let  us  look  to  their  avowed  and  vaunted  object,  and  if 
that  be  not  unequivocally  wrong  and  censurable  in  itself,  their 
proposed  means  for  the  attainment  of  it  are  so  altogether.  The 
end  of  the  institution  is  expressly  stated  to  be  the  immediate 
abolition  of  slavery  throughout  the  unioti.  They  will  have  no 
temporising  measures.  Whatever  is  to  be  done,  must  be  done 
quickly.  They  are  in  such  haste  th.it  they  cannot  lose  time  in 
periphrase,  and  so  they  have  eniiched  the  nomenclature  with  a 
new  word  immedialism.  This  comprehends  every  thing,  and  is 
the  opposite  of  gradualism,  another  new  coinage — all  which, 
being  interpreted,  means  that  they  intend  immediately  to  do 
that  which,  by  the  constitution,  they  are  restrained  from  doing 
at  all.  All  other  persons  who  may  be  favorable  to  a more  slow 
and  gentle  process  are  treated  with  sneers  and  contempt — the 
Colonization  society  especially,  who  are  gradualists,  and  the 
greatest  enemies  to  the  African  race;  sir,  I will  not  stop  to  de- 
bate the  justifiableness  of  this  end.  Whether  immediate  aboli- 
tion, if  practicable,  would  be  beneficial  to  master  or  man  is  a 
theme  I leave  untouched,  though  I am  entirely  incredulous  that 
it  would  be  well  for  either.  Still,  for  our  present  purpose,  ad- 
mit that  it  might  be  so,  the  associates  will  have  found  no  justi- 
fication unles.^  their  means  are  also  free  from  objection.  The 
first  step  adopted  by  them  is  to  erect  themselves  into  a revolu- 
tionary society — combined  and  affiliated  with  auxiliary  and  an- 
cilliary  societies,  in  every  state  and  community,  large  or 
sruall,  in  the  eastern  and  western  stales.  All  men  are  invited 
to  join  in  this  holy  crusade.  The  ladies  are  invoked  to  turn 
their  sewing  parties  into  abolition  clubs,  and  the  little  children 
when  they  meet  to  eat  sugar  plumbs  or  at  the  Sunday  schools 
are  to  be  taught  that  A B stands  for  abolition: — Sir,  I do  not  ex- 
afgarate— there  is  the  book— [an  anti-slavery  pamphlet  which 


lay  on  the  table] — all  I assert  is  in  substance;  men,  women  and 
children  are  suinuialed,  flattered  and  frightened  in  order  to 
swell  their  numbers. 

This  picture  of  tlie  society  fully  supports  my  assertion  that  it 
is  revolutionary,  it  boldly  professes  its  designs  to  be  revolution 
in  other  slates.  The  immediate  abolition  of  slavery  forced  upon 
them  by  an  extraneous  pressure  would  be  revolution  in  the  strict 
sense  of  the  word.  It  would  change  the  civil  polity — it  would 
give  political  power  to  those  who  have  none,  and  the  dominant 
power  to  them  in  all  places  where  they  happen  to  be  a majority 
of  the  population.  This  would  be  inevitable  supposing  the  ob- 
ject to  be  attained  without  a servile  war.  Now  I deny  that  any 
body  of  men  can  lawfully  associate  for  the  purpose  of  under- 
mining. more  than  for  overthrowing,  the  government  of  our  sis- 
ter states.  There  may  be  no  statute  to  make  such  combina- 
tions penal,  because  the  offence  is  of  a new  complexion.  But 
they  are  not  the  less  intrinsically  wrong.  This  will  be  evident 
if  the  express  intention  of  the  association  was  to  operate  upon 
the  government  of  Cuba  or  of  Russia,  or  even  of  Turkey.  The 
sovereigns  of  those  countries  might  and  rightfully  would  de- 
mand the  suppression  of  such  combinations.  The  proclama- 
tions of  neutrality  and  prohibitions  upon  our  citizens  to  engage 
in  foreign  armaments  are  founded  on  this  doctrine  of  interna- 
tional law.  The  only  distinction  is  that  in  one  case  the  aboli- 
tionists would  violate  the  law  of  nations,  while  in  the  present 
they  offend  against  the  rights  of  their  fellow  citizens  in  other 
slates,  and  against  the  federal  compact.  To  all  this  they  have 
the  temerity  to  answer  that  their  construction  of  the  constitu- 
tion is  the  same  with  that  of  Mr.  Webster  and  other  jurists.— 
That  they  aim  at  abolition  only  with  the  consent  of  the  slave- 
holding states.  Then  why  do  they  not  apply  to  the  constitut- 
ed authorities  of  those  st.ates,  whence  alone  such  consent  can 
be  rightfully  obtained?  There  let  them  present  their  remon- 
strances and  petitions.  To  these  let  them  address  their  argu- 
ments; but  if  by  these  they  would  not  be  received  by  reason  of 
their  dangerous  or  offensive  tendency,  allempls  to  stir  up  the 
people  against  their  civil  authorities  would  still  be  revoluiiona^ 
ry  in  their  nature. 

The  next  means  resorted  to  for  effecting  their  object  is  the 
printing  and  publishing  and  circulating  immense  numbers  of 
books,  pamphlets,  tracts  and  newspapers  of  the  most  inflam- 
matory character,  and  raising  funds  for  the  purpose  of  circulat- 
ing them  far  and  wide  throughout  the  southern  country.  These 
documents,  they  gravely  say,  are  for  the  master  and  not  for  the 
slave.  This  excuse,  by  the  by,  is  an  admission  that  it  would 
be  wrong  to  put  them  into  the  hands  of  the  stave.  But  such  a 
pretext  is  an  insult  to  common  sense.  If  the  pious  and  philan- 
thropic persons  of  the  association  believe  that  these  publica- 
tions, or  the  sentiments  contained  in  them,  will  reach  only  the 
ears  of  the  masters,  it  is  only  evidence  of  a new  variety  in  the 
fever  of  enthusiasm,  by  which  such  persons  deceive  them- 
selves. They  may  as  well  believe  that  they  can  set  all  the 
bells  in  Richmond  ringing  so  as  to  arouse  and  alarm  the  white 
inhabitants,  and  affect  the  slaves  only  as  a tinkling  lullaby  to 
soothe  them  to  repose.  Examine,  sir,  the  contents  of  many  of 
these  documents,  and  of  those  which,  if  not  written  by  these 
pious  persons,  are  adopted  and  circulated  by  the  association,  or 
its  prominent  members,  and  you  will  find  nothing  more  offen- 
sive than  their  lone.  Almost  all  the  epithets  of  vituperation 
which  our  language  affords,  have  been  applied  to  the  slavehold- 
ers or  their  principles — to  the  principles  of  Washington,  and 
Jefferson,  and  Madison,  and  the  Rutledges  and  Pinkneys,  and 
the  thousands  of  other  great  and  estimable  persons  who  have 
held  or  yet  hold  slaves.  As  if  the  feelings  of  such  persons  could 
be  propitiated  by  an  affected  distinction  between  a condemna- 
tion of  the  individual  and  his  principles.  In  some  of  them, 
however,  the  slaveholders  themselves  are  denounced  as  mur- 
derers and  manslealers — as  receivers  who  are  as  bad  as  the 
thieves.  Their  Christianity  is  styled  a “chain-forging  Chris- 
tianity,” a “whip-platting  Christianity,”  with  other  invented 
names  of  odious  and  opprobrious  import.  The  scriptures  have 
been  eviscerated,  from  Genesis  to  Revelations,  to  supply  their 
armory  of  wrath— and  every  text  that  bears  upon  the  vices  of 
cruelty  and  inhumanity  is  tortured  so  as  to  bear  upon  the  slave- 
holder. The  heaviest  denunciations  of  woes  and  judgments  of 
the  prophets  and  apostles  are  pointed  against  them.  Conceive, 
sir,  of  the  pretence  that  these  publications  are  intended  for  the 
exclusive  benefit  of  the  souls  and  bodies  of  highminded,  intelli- 
gent and  sensitive  persons — selected  at  this  warm  season,  and 
sent  to  them  for  light  summer  reading — to  soften  their  tempers 
and  enlighten  their  consciences.  But  this  is  not  all.  Some  of 
these  books  are  illuminated  with  graphic  insignia  of  terror  and 
oppression — with  pictorial  chains  and  handcuffs  and  whips. 
On  the  cover  of  one  you  will  see  in  one  plate  the  overseer  in 
ghastly  rage  inflicting  the  lash  upon  the  naked  and  crouching 
slave;  and  on  the  same  plate  the  minister  of  peace  teaching  the 
infant  slaves  the  doctrine  of  patience  under  suffering,  and  obe- 
dience until  deliverance  conies.  But,  sir,  I suppose  if  these 
poor  creatures  cannot  read  they  can  see  and  understand.  Some 
of  the  associates,  however,  think  that  many  of  them  can  read 
or  may  be  taught  to  read,  for  at  a late  meeting  it  was  proposed 
by  a great  champion  of  abolition  to  apply  to  the  Bible  society 
for  aid  in  distributing  Bibles  among  them,  and  it  was  so  resolv- 
ed. And  if  they  can  read  or  be  taught  to  read  the  Bible,  it  re- 
quires no  proof  to  show  that  they  can  read  tracts.* 


*The  associates  constantly  assert  that  in  their  writings  they 
inculcate  the  duties  of  patience  and  obedience  to  their  masters. 
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There  still  remains  in  my  mind  a still  stronger  objection  than 
any  I have  urged  to  this  association.  Its  evident  direction  is 
towards  becoming  a political  association,  whose  object  it  will 
be  and  whose  tendency  now  is  to  bear  directly  upon  the  ballot 
boxes  and  to  influence  the  elections.  Already  we  know  that 
the  member  of  congress  elect  lor  this  district  was  interrogated 
upon  his  intended  course  respecting  slavery  in  the  District  of 
Columbia,  and  with  an  independence  which,  apart  from  his 
other  merit,  evinces  his  qualifications  for  liis  place,  he  refused 
to  pledge  himself,  and  reserved  the  right  to  act  as  his  judgment 
might  dictate  when  obliged  to  act.  And  can  you  doubt,  fellow 
citizens,  that  these  associations  will  act  together  for  political 
purposes.?  Is  it  in  human  nature  for  such  combinations  to  for- 
bear.? If  then  their  numbers  should  be  augmented,  and  the 
success  they  anticipate  realized  in  making  proselytes,  how  soon 
might  you  see  a majority  in  congress  returned  under  the  influ- 
ence of  the  associations.?  And  how  long  afterwards  would  this 
union  last.?  Sir,  in  the  ear  of  imagination,  £ now  hear  the  toll- 
ing of  its  mournful  knell. f 

May  I now  implore  the  members  of  this  association,  to  whom 
I mean  to  do  no  wrong  or  injustice,  to  look  to  the  consequen- 
ces of  the  excitement  they  have  kindled,  of  which  we  already 
perceive  the  first  bitter  fruits.  What  a fearful  temper  is  already 
manifested  in  some  parts  of  the  country.  The  ordinary  forms 
of  justice  have  been  superseded;  courts  are  formed  by  the  infu- 
riated people— mock  trials  instituted— or  without  any  trial, 
men.  white  and  black,  are  hanged  upon  the  nearest  tree.  An 
individual,  said  to  be  innocent,  is  reported  to  have  sufifered  in 
this  way,  for  being  a presumed  agent  in  the  distribution  of  the 
anti-slavery  papers.  However  that  may  be,  it  is  manifest  that 
a blood-thirsty  spirit  against  such  persons  is  abroad,  and  that 
the  lives  of  others  are  endangered.  These  feelings  and  pro- 
ceedings, too,  are  justified  in  some  instances  by  the  press,  and 
the  minds  of  men,  friends  of  order  and  the  supremacy  of  the 
laws,  are  ready  to  abandon  their  habitual  respect  for  them  and 
to  vindicate,  these  outrages.  When  these  scenes  become  ha- 
^'tua4,  and  the  public  mind  in  those  places  becomes  reconciled 
to  them,  the  foundations  of  the  social  system  in  those  places 
■will  fail,  and  the  liberty  and  lives  of  all  who  go  thither  from 
the  north  will  be  endangered.  Ought  not  these  ominous  signs 
of  the  times  to  come,  suffice  to  dissuade  the  well  disposed 
members  of  this  association  from  persevering  in  their  system.? 

Such,  sir,  are  my  views  of  the  obligations  imposed  upon  us 
by  the  constitution,  and  of  the  principles  of  the  association. 
The  collision  between  them  seems  to  me  most  palpable.  Sonne 
of  the  advocates  of  this  society,  I am  told,  already  maintain 
that  the  duties  of  reiigion  and  morality  transcend  those  which 
result  from  constitutions  and  treaties — and  the  ardent  desire 
felt  by  all  for  the  freedom  of  the  African  race,  may  predispose 
some  to  espouse  this  opinion.  No  man,  however,.can  vindi- 
cate a breach  of  the  constitution  by  selling  up  the  standard  of  a 
different  law  for  his  own  government.  But  there  is  no  just 
ground  for  the  suggestion  that  religious  or  morai  obligation  is  at 
variance  with  our  constitutional  duties  and  engagements. 
Without  pretensions  to  knowledge  derived  from  Biblical  search, 
I cannot  find  in  the  Christian  scriptures  any  prohibition  of  sla- 
very, and  am  warranted  by  the  opinions  of  much  better  judges 
that  none  such  can  be  found.  And  the  probable  cause  for  this 
silence  is  assigned  by  one  eminent  divine  and  denouncer  of  sla- 
very, namely,  that  “Christianity  abstained  from  intermeddling 
with  the  civil  institutions  of  any  nation,”  and  that  the  “dis- 
charging slaves  from  all  obligation  to  ol)ey  their  masters,  which 
is  the  consequence  of  pronouncing  slavery  to  be  unlawful” 
“would  have  had  no  better  effect  than  to  let  loose  one-half  of 
mankind  upon  the  other.”  The  Saviour  of  the  world  gave  no 
instructions  to  the  twelve  or  the  seventy  to  interfere  in  the  civil 
polity  of  stales.  His  religion  was  intended  for  the  heart  of  the 
individual.  The  command  was  to  go  and  teach  all  nations — all 
nations  that  would  receive  them.  But  when  not  received,  “to 
shake  off  the  dust  of  their  feet.”  Yet  it  cannot  be  imagined 
that  he  could  regard  the  condition  of  slavery  with  complacen- 
cy, though  it  prevailed  among  all  civilized  nations.  He  fore- 
saw that  the  blessings  of  a divine  morality  and  reformation  of 
bad  customs  would  advance  in  due  time.  But  he  was  not  an 
immediatist,  and  neither  insisted  or  intended  that  “every  knee 
should  bow  and  every  tongue  confess”  before  the  appointed 
time.  Why  will  the  reverend  abolitionists  be  wiser  and  more 
philanthropic  than  Christ  and  the  apostles!  With  respect  to 
the  claims  of  morality,  there  is  no  color  of  duty  more  than  of 
religion  in  this  officious  interference.  The  distinction  between 
perfect  and  indeterminate  duties  is  familiar  and  sound.  The 
duty  of  fulfilling  the  obligation  of  oaths  and  lawful  contracts  is 
perfect,  and  so  are  all  those  which  enjoin  obedience  to  tlte 
commands  of  our  maker,  and  abstinence  from  evil.  But  the 


Indeed,  and  to  what  purpose,  if  the  slaves  cannot  read.  But  if 
they  can  read,  tliey  will  read  all.  So  that  this  recommenda- 
tion to  patience,  mingled  with  the  sfijnitfiof  the  books,  reminds 
one  of  the  revolutionary  fishwoman,  who  when  the  eel  she  was 
skinning  writhed  under  her  corny  liand,  exclaimed,  “lie  still! 
why  dont  you  lie  still.?” 

fin  a late  meeting  of  the  association,  a disposition  has  alrea- 
dy been  evinced  to  res^ulate,  in  substance,  the  trade  and  com- 
merce of  the  United  States.  A resolution  was  proposed,  to  give 
to  the  productions  of  the  non-slaveholding  states  a preference 
over  others  in  their  commercial  intercourse.  See  the  last  year’s 
journal  of  its  proceedings. 


duties  of  promoting  the  happiness  of  others,  by  our  coonseld 
and  opinions,  of  alleviating  the  burdens  of  the  wretched,  of  vi- 
siting the  captive  and  procuring  freedom  for  those  who  are  in 
bonds,  though  of  a very  high  and  imperative  character,  are  of 
necessity  indeterminate  and  dependent  on  circumstances.  But 
we  may  fearlessly  assume,  that  express  and  positive  obligations 
should  never  be  impaired  by  an  enthusiastic  desire  to  discharge 
those  which  are  supposed  to  be  binding  on  conscience,  but  are 
not  defined. 

The  variety  of  conditions  of  human  suffering  which  afflicts 
our  race  is  infinite.  Each  of  us  may  sympathise  with  all  of 
them,  when  known,  but  each  one’s  capacity  to  relieve  is  limit- 
ed, and  we  are  compelled  to  select  the  practicable  cases  and 
leave  the  rest,  and  when  it  so  happens  that  acts  of  grace  and 
bounty  cannot  be  performed  without  trouble  and  misery  to 
others,  it  is  best  to  turn  benevolence  into  some  other  channel— 
and  in  all  instances  to  balance  the  advantages  of  forbearing  to 
act  when  they  are  certain,  with  the  mischiefs  that  may  arise 
from  action,  though  only  problematical.  What  then,  fellow  ci- 
tizens, will  be  the  comparison  between  the  consequences  of 
maintaining  our  present  position  in  respect  to  our  sister  slates 
— leaving  them  as  we  found  them,  and  as  we  have  agreed  they 
should  remain — and  attempting  to  disturb  tlieir  domestic  insti- 
tutions.? Surely,  sir,  we  have  been  and  yet  are  a most  happy 
people,  and  to  us  would  seem  to  be  renewed  the  covenant  for 
a promised  land.  We  possess  every  variety  of  soil  and  climate; 
our  various  pursuits  are  adapted  to  the  mutual  supply  of  all  that 
is  necessary  for  the  encouragement  and  reward  of  industry  in 
all  its  departments.  We  have  no  peerages,  no  hierarchy,  no 
public  debt,  no  corroding  taxes,  no  fear  of  war,  and  none  for  its 
consequences  should  it  come.  The  poor  man  has  all  the 
chances  which  equal  laws  afford  of  becoming  rich,  and  the 
rich  is  bound  by  interest  and  habit  to  respect  and  patronize  the 
poorer.  Never  were  the  elements  of  a political  and  social 
union  so  well  combined.  No  man’s  imagination — certainly  not 
my  imagination,  chilled  by  the  frost  of  nearly  three  score  and 
ten  years,  can  paint  in  loo  vivid  colors  the  scenes  of  prosperity 
and  felicity  which  await  this  people  while  they  remain  true  to 
each  other. 

These  advantages  are  real;  we  know,  we  feel  that  we  have 
and  can  retain  and  secure  them  forever  by  preserving  our  g(v 
vernment  and  cherishing  the  principles  on  which  it  was  framed. 
But  who  can  calculate  the  amount  of  trouble  and  calamity 
which  will  ensue,  upon  the  perseverance  of  the  anti-slavery  so- 
ciety.? Are  they  aware  of  the  pain  and  discomfort  which  they 
excite  in  private  families — of  the  interruption  occasioned  to  do- 
mestic repose — of  the  cruel  and  unprovoked  irritation,  arising 
from  insult  goading  men  to  madness— and  instigating  them  to 
measures  of  precaution  and  severity  towards  the  unfortunate 
race  which  they  pretend  to  serve.?  Are  the  ladies  who  have 
formed,  or  may  form  the  auxiliary  clubs,  mothers,  or  wives  or 
maidens — and  can  they  from  rural  bowers  and  happy  vales  con- 
template the  agonies  of  mothers  who  hear  in  their  day  and 
night  dreams  the  shrieks  of  servile  insurrection — the  tears  of 
the  unconscious  child  in  sympathy  with  the  mother — the  hor- 
rors which  petrify  the  hearts  of  the  delicate  and  pure!  Surely 
the  promise  of  good  should  be  great  and  certain,  to  balance 
against  this  violence  to  the  peace  and  happiness  of  our  nation, 
even  supposing  their  apprehensions  groundless.  But  looking 
further,  a servile  war  must  have  one  of  two  issues.  The  citi- 
zens or  the  slaves  must  triumph.  If  the  former,  and  altogether 
the  most  probable,  if  not  (as  I believe  it)  absolutely  certain  re- 
sult should  follow,  who  does  not  perceive  that  the  extermina- 
tion of  the  blacks  or  a regime  of  the  most  severe  and  rigorous 
vigilance  will  follow,  and  all  chance  of  emancipation  postpon- 
ed, perhaps  forever.?  But  suppose  the  other  issue,  and  that  the 
slaves  should  conquer.  The  whites  must  in  their  turn  be  ex- 
terminated. They  could  not  remain  at  home  a conquered  peo- 
ple. To  say  nothing  of  the  accumulated  horrors  of  the  process, 
republics  of  the  colored  race  will  have  supplanted  that  of  their 
masters,  and  we  shall  be  brought  into  proximity  and  perhaps 
alliance,  or  into  constant  war  with  those  who  occupy  the  soil 
and  the  habitations  of  the  good  and  the  great  and  the  brave  of 
our  brethren.  I drop  a veil  over  the  scene. 

Thus,  sir,  I have  presented,  imperfectly  but  plainly,  my 
views  of  this  association,  and  of  the  war  which  it  has  waged 
upon  the  constitution.  Under  this  our  our  obligations  are  plain 
— they  require  no  technical  exposition,  are  involved  in  no  ob- 
scuriiy— all  who  run  may  read — and  I persuade  myself  that  all 
who  are  here  present  have  a clear  compreliension  of  their  duty. 
I would  not  do  the  association  wrong,  but  I think  it  dan- 
gerous— most  dangerous,  as  it  endeavors  to  lure  to  its  pale  all 
who  concur  with  them  in  their  regret  at  the  existence  of  slave- 
ry— which  is  in  fact  the  whole  people.  But  in  this  c.ase  the 
difference  between  feeling  and  acting  is  immense.  The  right 
of  thought,  and  of  speech,  and  of  the  freedom  of  the  press,  is 
one  thing — that  of  combining  to  spread  disatfection  in  other 
states,  and  poison  the  sweet  fountains  of  domestic  safely  and 
comfort,  is  a different  thing.  This  I hope  my  fellow  citizens 
will  see.  In  any  event,  I can  have  no  motive  to  mislead  them 
—my  days  are  nearly  numbered,  and  I have  nothing  to  gain  or 
to  wish  from  public  favor.  I witnessed  the  adoption  of  the 
constitution,  and  through  a long  series  of  years  have  been  ac- 
customed to  rely  upon  an  adherence  to  it  as  the  foundation  of 
all  my  hopes  for  posterity.  It  is  threatened,  I think,  with  the 
most  portentous  danger  that  has  yet  arisen.  I pray  it  may  be 
dissipated— that  the  thirteen  stripes  may  not  be  merged  in  two 
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dismal  stains  of  black  and  red,  and  that  my  grave  may  close 
over  me  before  the  union  descends  into  hers.* 

IMPERIAL  PARLIAMENT. 

IN  THE  HODSE  OF  COMMONS,  JULY  22. 

Irish  church  bill. 

The  order  of  the  day  having  been  read. 

Sir  R.  Peel  said  he  rose  for  the  purpose  of  moving  an  instruc- 
tion to  the  committee  on  the  bill  relative  to  the  church  of  Ire- 
land, and  the  object  of  it  was  to  divide  that  bill  into  two  parts, 
that  a separate  consideration  might  be  given  to  that  part  of  it 
which  provided  for  the  collection  of  tithe,  and  to  that  which  re- 
lated to  the  distribution  of  church  property  to  other  than  eccle- 
siastical purposes.  He  rose  with  that  anxiety  which  over- 
whelmed one  who  feared  that  he  might  not  be  enabled  to  do 
such  justice  to  a momentous  subject  as  would  bring  home  con- 
viction to  every  mind.  He  was  aware  of  the  great  prejudices 
that  had  arisen  in  the  public  mind  from  the  repeated  exaggera- 
tions as  to  the  amount  of  church  property  in  Ireland.  He  wish- 
ed most  sincerely  to  take  nothing  for  granted,  and  all  his  facts 
were  founded  upon  irrefragible  evidence.  He  had  heard  the 
amount  of  church  property  in  Ireland  stated  differently  at  dif- 
ferent periods.  He  had  heard  much  on  this  subject,  and  the 
more  he  had  read  and  heard  only  convinced  him  the  more  of 
the  exaggerations  that  existed,  both  as  to  the  amount  of  the  ec- 
clesiastical property  and  the  number  of  persons  in  communion 
with  the  established  church  in  Ireland.  He  had  read  a letter 
written  by  the  late  Dr.  Doyle,  in  which  the  writer  expressed 
his  conviction  that  the  annual  income  of  the  church  amounted 
to  several  millions,  which  were  applied  to  the  spiritual  instruc- 
tion of  less  than  one-thirteenth  part  of  the  whole  population. 
Was  he  then  surprised  that  the  same  prelate  characterised  the 
established  church  in  terms  which  compared  its  priests  to  those 
of  the  idol  of  Juggernaut,  who  sacrificed  helpless  victims  to  their 
foul  and  impure  rites.  On  the  6lh  of  May,  1824,  the  honorable 
member  for  Middlesex  (Mr.  Hume)  estimated  the  whole  nume- 
rical strength  of  the  Protestants  of  Ireland  at  five  hundred  thou- 
sand, and  stated  that  their  spiritual  instruction  cost  the  country 
annually  a sum  of  £3,200,000.  He  had  stated,  at  the  same 
time,  that  in  many  places  the  proportion  of  Protestants  to  Ca- 
tholics was  only  as  one  to  forty.  In  1834  those  impressions 
were  partly  removed. 

The  honorable  member  for  St.  Alban’s  observed  that  he  had 
been  furnished  with  various  statements,  showing  the  proportion 
of  Protestants  to  Roman  Catholics;  and  he  said  that  if,  in  lieu 
of  adopting  the  averages  which  the  return  sent  him  would  au- 
thorise him  in  taking,  he  assumed  Mr.  Ward’s  average  of  one 
to  fourteen,  he  could  not  fairly  be  accused  of  a design  to  dimi- 
nish the  number  of  the  Episcopalian  party;  this  would  give 
600,000  as  the  number  of  those  for  whose  exclusive  benefit  this 
establishment  was  kept  up.  The  glebe  land  with  the  bishop’s 
lands  would  make  a total  of  £937,415  as  the  yearly  revenue 
actually  received  by  the  Irish  clergy.  The  honorable  member 
had  assumed  that  the  amount  of  the  revenue  was  £937,000,  and 
that  the  number  of  Protestants  was  600,000.  When  lord  Al- 
Ihorp  spoke  upon  this  subject  on  bringing  forward  the  church 
temporalities  bill  in  1833,  he  fairly  admitted  the  previous  exag- 
gerations which  had  existed  with  respect  to  the  actual  amount 
of  the  revenues  of  the  church  in  Ireland.  “I  can  say  conscien- 
tiously,” said  the  noble  lord,  “that  a greater  exaggeration  has 
prevailed  upon  this  subject  than  on  any  political  topic  which  I 
recollect.  One  great  exaggeration  has  arisen  concerning  the 
amount  of  the  revenues  of  the  bishops.  The  net  revenue  of  all 
the  Irish  bishops  is  only  £130,000,  the  gross  revenue  is  £ 150,000, 
but  their  net  income  is  only  £130,000  a year.  There  is  certain- 
ly a great  tract  of  country  which  belongs  to  the  bishops;  but 
they  do  not  enjoy  the  whole  of  the  beneficial  interest  in  that 
land.  The  estimated  amount  of  the  annual  value  of  these  lands 
is  about  £600.000,  of  which  the  bishops  have  only  £ 100,000. 
This  circumstance  accounts  for  the  exaggerated  statements 
which  have  obtained  credit  with  respect  to  the  incomes  of  the 
Episcopacy  of  Ireland.”  Further  on  the  noble  lord  says,  “I 
think  I am  justified  in  stating  that  the  revenue  of  the  church  of 
Ireland  applicable  to  the  support  of  the  ministers  of  that  church, 
does  not  exceed  £800,000.”  Now  in  order  that  you  may  come 
to  a just  conclusion,  (said  the  honorable  bart.),  I ask  you  to  as- 
certain facts.  I despair,  I admit  it  in  the  outset,  of  removing 
the  impression  which  these  exaggerations  have  made  upon  the 
public  and  upon  the  house.  But  I say  it  is  not  fair  to  act  upon 
these  irniiressions,  if  they  are  proved  to  be  erroneous.  [Hear.] 
If  it  shall  appear  that  the  church,  instead  of  possessing  millions, 
possesses  scarcely  one-tenth  of  the  sums  which  you  have  erro 
neously  attributed  to  her — if  it  shall  appear  that  the  members  of 
the  establishment,  instead  of  amouriiing  to  260,000,  according 
to  the  estimate  of  doctor  Doyle,  amount  in  fact  to  860,000,  as 

*In  the  speech  as  delivered,  towards  the  conclusion,  Mr.  Otis 
suggested  that  the  only  mode  in  which  any  important  advance 
to  the  emancipation  of  slaves  could  be  made,  would  be  to  ap- 
propriate from  the  surplus  revenue  of  the  U.  S.  yearly,  a fixed 
amount,  to  be  apportioned  among  the  slaveholding  states  by  a 
just  ratio — to  place  it  at  the  disposal  of  the  respective  states, 
with  the  single  restriction  of  apjilying  it  in  their  own  way  and 
season  to  that  object,  lint  he  fi-ared  the  north  was  not  yet 
ready  to  offer  to  concur  in  such  a measure,  nor  the  south  to  ac- 
cept such  oflTer.  'I’he  jealousy  and  excitement  at  this  moment 
would  disincline  them  to  hear  the  question  debated.  This  in- 
limulion  has  been  casually  omitted  in  the  body  of  the  speech. 


verified  by  recent  examination — then  all  I shall  ask  of  you  is  l” 
struggle  against  the  force  of  your  own  impressions — impression^ 
founded  upon  error,  and  to  keep  your  minds  in  that  slate — i* 
not  to  decide  in  favor  of  my  proposition,  at  least  to  admit  the 
entrance  of  the  truth.  [Hear,  hear.]  Superadded  to  the  obsta- 
cle which  I find  in  a strongly- formed  previous  impression,  re- 
sulting from  exaggerated  and  erroneous  information,  is  the  re- 
solution of  this  house,  adopted  for  party  purposes  and  under  the 
influence  of  false  impressions.  [Cheers.]  But  if  the  house 
will  forget  this  resolution,  founded  upon  erroneous  impressions- 
— if  it  will  consent  to  struggle  against  those  impressions,  fountT- 
ed  upon  false  assumptions  of  the  fact  and  upon  erroneous  re- 
presentations, then,  I have  not  a doubt,  that  the  majority  of 
those  whom  I address  will  vole  in  favor  of  the  separation  of  this 
bill  into  two  parts.  [Hear,  hear,  hear.]  1 am  not  about  to  vin- 
dicate the  maintenance  of  any  abuse  in  the  Irish  church.  I do 
not  contend  for  the  existence  of  any  superfluous  establishment 
in  Ireland— I do  not  say  that  there  ought  to  be  sinecures  there 
for  the  purpose  of  maintaining  learned  men — I do  not  say  Ihaf 
there  ought  to  be  pluralities  there  for  the  purpose  of  encourag- 
ing men  of  family  and  of  high  birth  to  become  ministers  of  reli- 
gion. I will  try  this  question  by  a test  which  you  yourselves" 
have  taken.  I take  your  admissions — I take  your  promises — E 
take  your  facts— [cheers] — I take  the  result  of  your  inquiries— 
I take  your  evidence — I will  fight  you  with  the  instruments 
with  which  you  yourselves  have  supplied  me.  [Cheers.]  Aban- 
doning none  of  niy  own  grounds,  but  occupying  for  the  moment 
solely  and  exclusively  the  position  upon  which  you  profess  to 
maintain  yourselves.  I will  prove  from  your  own  inquiries — 
from  the  report  of  your  own  commissioners,  that  the  surplus  re- 
venue, of  which  you  have  said  so  much,  is  non-existent  and 
purely  visionary.  [Cheers.]  The  noble  lord  has  brought  in  a 
bill,  the  object  of  one  part  of  which  is  to  provide  for  the  realiza- 
tion of  that  part  of  the  property  of  the  church  which  consists  of 
tithe — the  other  part  assumes  that  there  is  a surplus  to  dispose 
of,  and,  therefore,  in  the  preamble  of  the  bill  of  the  noble  lord, 
declares  that  it  is  important  that  the  surplus  should  be  applied 
to  other  purposes  than  those  immediately  connected  with  the 
ecclesiastical  purposes  of  the  establishment.  It  is  necessary, 
therefore,  that  I should  consider  the  bearing  of  the  first  part  of 
the  noble  lord’s  bill,  supposing  that  the  noble  lord  shall  succeed 
in  carrying  it.  First  let  me  consider  the  bearing  of  this  bill  up- 
on a measure  which  passed  in  1832,  and  which  was  brought  for-- 
ward  with  the  unanimous  consent  of  the  government  of  that 
day — I mean  the  bill  which  went  to  suppress  ten  out  of  twenty- 
two  bishoprics  in  Ireland,  and  which  is  commonly  known  by 
the  name  of  the  'Irish  church  temporalities  bill.  The  summary 
given  by  lord  Grey  of  the  church  temporalities  bill  was  to  this 
effect.  In  the  first  place  the  bill  relieved  the  occupying  tenant 
and  the  landlord  in  Ireland  altogether  from  any  eontribntiow 
toward  the  expense  required  for  building  and  repairing  churches 
in  that  country.  It  did  away  altogether  with  what  was  called 
church  cess,  and  provided  that  the  whole  of  that  charge,  which 
had  previously  been  borne  by  the  land  in  Ireland,  should  there- 
after be  borne  by  the  revenue  of  the  church.  Lord  Grey  esti- 
mated that  the  charge  thus  to  be  provided  for  out  of  the  church 
funds  would  be  £60,000  a year.  Another  great  object  contem- 
plated by  the  church  temporalities  bill  was  the  augmentation  of 
small  livings  in  Ireland.  By  an  almost  universal  consent  the 
house  determined  that  £200  a year  should  be  taken  as  the  mi- 
nimum value  of  every  living  in  Ireland.  The  house  of  com- 
mons, therefore,  having,  by  an  almost  unanimous  vote,  admit- 
ted the  propriety  of  raising  all  livings  under  £200  a year  in  Ire- 
land to  the  full  amount  of  £200,  lord  Grey  estimated  the  cost  of 
such  an  augmentation  of  livings  at  £46,500.  Then  there  were 
several  pari.«hes  in  Ireland  which  had  no  churches,  and  in  which 
it  was  necessary  that  churches  should  be  provided.  The  charge 
of  building  these  churches  lord  Grey  estimated  at  £20,000,  and 
the  cost  of  providing  glebe  houses  be  estimated  at  £10,000;  so 
that  the  total  charge  arising  under  the  operation  of  the  bill 
amount  to  not  less  than  £1.36,500.  Lord  Grey  estimated  the 
funds  outnf  which  for  the  future  these  charges  were  to  be  de- 
frayed at  £155,000.  Now  I wish  to  call  the  attention  of  the 
house  to  the  real  state  of  the  case.  I find  that  instead  of  the 
£155,000  which  lord  Grey  supposed  would  be  realised  for  the 
purpose  of  meeting  the  charge  of  church  cess,  the  real  amount 
of  revenue  now  in  the  possession  of  the  ecclesiastical  commis- 
sioners under  the  church  temporalities  bill  is  £29,127;  whilst 
the  estimated  charge  for  the  future  repairs  of  churches  is 
£35,000,  and  the  amount  of  other  charces  formerly  defrayed 
out  of  the  proceeds  of  the  vestry  cess  is  £34,412.  Independent- 
ly of  this,  the  expense  of  the  board  itself  amounts  to  nearly 
£10,000  a year;  so  that  the  permanent  average  expenditure  of 
the  commissioners  amounts  to  nearly  £70,000,  whilst  its  income 
is  less  that  £.30,000.  [Hear,  hear.]  This  being  the  case,  it  was 
necessary  for  the  commissioners  to  take  some  step  to  meet  the 
difficulty  of  their  situation;  and,  as  is  often  the  case  in  Ireland, 
they  succeeded  in  realizing  a debt.  [A  laugh  from  the  left.] 
They  have  raised  on  account  of  certain  properties  a sum  of 
£52,000,  and  they  expect  to  have  that  sum  increased  to  £58,000; 
but  still,  upon  one  year’s  income  and  expenditure,  they  have  a 
deficit  of  £40,000— [hear] — and  at  the  same  time  no  provision 
has  yet  been  made  for  repairing  or  building  churches,  for  aug- 
menting small  livings,  or  erecting  glebe  houses.  When  the 
changes  proposed  to  be  effected  by  the  church  temporalities  bill 
were  in  contemplation,  the  noble  lord,  (Stanley),  the  member 
for  Lancashire,  calculated  that  there  would  be  a tax  upon  in- 
comes derivable  from  livings  in  Ireland,  which  would  yield  an 
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amount  of  £22,000  a year,  and  the  noble  lord  provided  that  all 
sinecures,  as  they  fell  in,  should  be  carried  to  the  perpetuity 
fund,  for  the  purpose  of  meeting  the  charges  which  would  be 
made  upon  it.  Now  supposing  that  a permanent  income  of 
£22,000  a year  should  be  realized  from  this  source, and  that  the 
annual  outgoing  ol  £70,000  should  continue,  when  will  the  an- 
nual income  of  the  ecclesiastical  commissioners  be  equal  to  the 
amount  of  the  contemplated  expenditures?  (Here  the  right  ho- 
norable baronet  entered  into  a statement  to  show  that  the  funds 
at  the  disposal  of  the  ecclesiastical  commissioners  could  never 
— or,  if  ever,  only  at  a very  remote  period— he  made  to  yield 
sufficient  to  meet  the  charges  which,  by  the  temporalities  bill, 
iiad  been  imposed  upon  them.)  The  noble  lord  by  the  present 
bill  destroys  the  calculation  which  was  made  on  (he  introduc- 
tion of  the  church  temporalities  bill  and  upon  the  supposed  ac- 
curacy of  which  that  bill  proceeded.  In  the  preaniore  of  the 
latter  you  declared  that  three  things  were  necessary  for  the  per- 
manence and  stability  of  the  church  in  Ireland,  viz:  abolition 
of  the  vestry  cess,  the  increase  of  small  livings,  and  the  building 
and  repairing  of  churches  and  glebe  houses.  The  bill  you  have 
now  brought  in  destroys  altogether  the  hope  of  soon  being  ena- 
bled to  provide  for  these  latter  objects,  and  posipones  to  an  in- 
detinite  period  the  realization  of  any  surplus.  Let  us  now  con- 
sider what  will  be  the  effect  of  this  bill  on  the  permanent  reve- 
nue of  the  church  in  Ireland,  consisting  of  tithes.  There  is  a 
certain  process  in  mathematics  called  the  process  of  exhaustion, 
and  a more  complete  and  successful  manner  in  which  that  pro- 
cess is  proposed  to  be  applied  by  this  bill  to  the  revenue  of  the 
Irish  church  never  was  contemplated  by  the  greatest  mathema- 
tician that  ever  lived.  (Opposition  cheers.)  There  are  three 
main  processes  ofexhaustion  directed  by  this  bill  against  tithe. 
The  first  is  the  deduction  of  three-tenths  from  the  amount  of 
composition;  the  next  is  the  power  of  reopening  the  composi- 
tions already  effected;  and  the  third  that  ilie  existing  composi- 
tions which  were  calculated  upon  the  average  of  prices  taken 
during  seven  years  at  a former  period  shall  be  entirely  set  aside 
and  shall  be  supplanted  by  new  averages,  to  be  taken  on  the 
calculation  of  the  prices  of  corn  for  the  last  seven  years.  With 
respect  to  the  deduction  of  the  three-tenths,  that  amount  differs 
but  very  little  from  the  deduction  proposed  to  be  made  by  my 
right  honorable  and  gallant  friend  the  late  secretary  for  Ireland. 
My  present  intention,  therefore,  is  not  to  complain  of  the  pro- 
visions of  the  first  part  of  the  bill.  My  main  object  is  to  show 
the  effect  this  part  of  the  bill  will  have  on  the  revenue  of  the 
Irish  church.  In  the  first  place,  then, a deduction  is  to  be  made 
from  that  revenue  to  the  amount  of  three.-tenthc,  in  considera- 
tion of  the  substitution  of  a rent  charge  for  tithe  composition; 
and,  in  the  second  place,  the  composition  is  to  be  reopened; 
and  in  the  third  pUce,  a new  average  of  seven  years,  founded 
on  a calculation  of  prices  for  the  last  seven  years,  is  to  be  sub- 
stituted in  the  case  of  every  composition  that  has  been  entered 
into  by  the  clergymen,  under  the  faith  and  assurance  ol  an  ave- 
rage calculated  upon  a former  seven  years.  (Cheers  from  the 
opposition.)  The  effect  of  the  reduction  of  three-tenths  is  ob- 
vious. The  effect  of  reopening  the  composition  cannot  be 
given.  I admit  there  may  be  instances  in  which  the  composi- 
tion ought  to  be  reopened.  Q'here  may  be  some  instances  of 
fraud.  But  here  is  a proposition  to  be  decided  upon  by  the 
commissioners  of  woods  and  forests,  that  on  the  application  of 
certain  parties,  every  composition  with  the  clergyman  must  be 
reopened.  What  must  be  the  consequence  of  these  reopenings, 
and  in  what  a position  do  you  place  every  clergyman  in  Ireland? 
(Opposition  cheers.)  You  expect  this  clergyman  to  defend  not 
only  his  own  interests,  but  the  interests  of  the  church  in  the  re- 
covery of  its  permanent  revenue.  He  may  be  appointed  to  a 
living  in  which  his  predecessors  have  made  a composition  in 
the  persuasion  that  no  legal  evidence  of  it  would  be  required, 
and  therefore  none  was  prepared;  or  it  may  be  that  the  evidence 
has  been  since  destroyed;  and  yet  you  call  upon  this  unfortu- 
nate man  to  defend  the  composition  upon  the  ground  of  the  in- 
terest during  his  life  which  he  has  in  the  receipt  of  it.  And 
what  is  the  tribunal  before  which  this  composition  is  to  be  re- 
opened? It  is  to  consist  of  three  itinerant  barristers.  There 
may  be  a clergyman  possessed  of  lour  or  five  benefices,  from 
which  he  has  probably  not  received  any  thing  for  the  last  three 
or  four  years,  but  is  living  with  his  family  starving  around  him. 
The  commissioners  of  woods  and  forests  may  determine  that 
the  compositions  in  these  benefices  shall  be  reopened,  and  im- 
mediately this  destitute  clergyman  is  visited  with  the  treble 
curse  of  three  barristers,  who,  in  their  discretion,  may  deter- 
mine that  their  fees  of  five  guineas  each  a day,  besides  their 
travelling  expenses,  shall  be  paid  by  him.  (Hear,  hear,  hear, 
from  the  opposition.)  Why,  what  a mockery  it  is!  (Cheers.) 
What  possible  hope  is  there  that  any  effectual  opposition  can 
be  made  to  the  opening  of  these  compositions  on  the  part  of  a 
man  who  has  not  been  able  for  the  last  three  or  four  years  to 
realize  one  single  farthing.  (Cheers.)  To  give  parties  under 
such  circumstances  power  to  reopen  those  compositions,  is  a 
proposition  fraught  with  greater  injustice  than  any  other  act  I 
ever  heard  of.  (Loud  cheers  from  the  opposition.)  That,  then, 
is  the  second  step  taken  by  the  noble  lord  to  diminish  the  reve- 
nue of  the  Irish  church.  The  third  process  is  the  substitution 
of  averages  which  formed  the  standard  of  the  existing  composi- 
tions. In  order  to  explain  the  effect  of  this,  it  is  necessary 
shortly  to  state  what  i.s  the  principle  of  the  existing  composi- 
tions. They  were  in  the  first  instance  provided  for  by  a bill 
which  was  brought  in  by  my  right  honorable  friend  (Mr.  Goul- 
burn)  in  1823,  which  wax  amended  by  a second  bill,  also  intro- 
duced by  my  right  honorable  friend  in  1824,  under  which  the 


greater  part  of  the  compositions  have  been  made.  The  compo- 
siitons  entered  into  under  the  bills  of  my  right  honorable  friend 
(Mr.  Goulburn)  would  not  expire  umil  the  years  1845  and  1851; 
and  the  compositions  entered  into  under  the  bill  of  the  noble 
lord  (Stanky)  would  not  expire  until  the  years  1840  and  1841. 
This  bill  provides  that  in  lieu  of  the  standard  which  has  been 
adopted  in  the  making  ol  the  present  coinposiiioiis,  a new  stand- 
ard shall  be  adopted,  and  a new  average  of  prices  shall  be  taken 
and  subsliiuled  for  the  average  which  has  been  already  taken 
by  the  consent  of  the  parties.  And  what  is  this  new  average? 
it  is  to  be  the  average  of  the  last  seven  years  immediately  pre- 
ceding the  passing  of  this  bill — that  is  to  say,  the  average  is  to 
be  taken  during  a period  when  it  is  notorious  the  price  of  corn 
has  been  extremely  low.  (Great  opposition  cheers.)  This  bill 
supersedes  the  former  averages,  and  applies  a new  average 
(oniuled  on  the  seven  years  preceding  the  date  of  ihe  bill  it.self; 
when  wheat,  instead  of  being  at  £I  1.5s.  10//.  is  only  at  £I  10s. 
l^d.  and  oats,  instead  of  being  at  13s.  ll|d.  is  only  11s.  8^d. 
I'he  joint  operation  ol  forcibly  adopting  this  new  standard  will 
be  to  diminish  the  amount  of  the  revenue  sixteen  per  cent,  or 
one-sixth  of  the  whole.  That  sixteen  per  cent,  is,  therefore,  to 
be  added  to  the  three-tenths,  and  to  the  deduction  that  will  be 
effected  by  reopening  the  compositions.  Let  us  see  the  effect 
of  these  reductions  on  a clergyman  having  a living  of  £100  a 
year  tithe  composition;  and,  next,  on  a person  having  a living 
with  a nominal  income  of  £600  a year;  and  next  let  us  mark 
the  effect  of  this  ingenious  process  of  exhaustion  on  the  reve- 
nues of  the  church  generally.  First,  the  £100  a year  will,  by 
the  deduction  of  three-tenths,  be  reduced  to  £70.  To  what 
extent  it  will  be  reduced,  by  the  reopening  of  the  composition, 

I cannot  say;  but  there  will  be  the  fees  and  travelling  expenses 
of  the  three  barristers  to  be  deducted.  I have  got  a calculation 
of  what  will  be  the  effect  of  the  forcible  adoption  of  a new  ave- 
rage, namely,  a deduction  of  one-sixth,  which  on  £70  will  be 
£11  10s.  therefore  the  £100  will  be  mtlted  down  to  £58  10s. 
But  that  is  the  sum  which  the  commissioners  of  woods  and  fo- 
rests are  to  receive— not  the  clergyman— for  he  is  to  be  charged 
sixpence  in  the  pound  for  collection,  being  £ I 9s.  consequently 
all  that  the  clergyman  will  receive  out  of  the  £ 100,  will  be  £57 
Is.  independent  of  any  reduction  on  account  of  opening  the 
composition.  Now,  as  to  the  effect  of  the  bill  on  the  £600  no- 
minal income.  The  three-tenths  will  reduce  £600  to  £420. 
The  one-sixth  deduction,  on  account  of  the  new  average,  will 
be  £70,  which  will  sweat  down  the  £420  to  £350.  The  six- 
pence in  the  pound  for  collection  will  be  £8  15s.  Thus  reduc- 
ing the  £600  to  £341  5s.  But  this  is  not  all;  there  is  a tax  of 
twoand  a half  per  cent,  to  be  paid  on  this  sum,  under  the  church 
temporalities  bill — (opposition  cheers) — which,  amounting  to 
£8  10s.  will  bring  the  happy  possessor  of  a nominal  living  of 
£600,  down  to  an  income  of  £332  15s.  I will  now  consider 
what  will  be  the  effect  of  this  bill  on  the  income  of  the  Irish 
church  generally;  and  this,  after  all,  is  the  most  important  con- 
sideration. Let  us  first  ascertain  what,  under  the  machinery 
of  this  bill,  will  be  the  productive  revenue  of  the  Irish  church. 
Now,  from  the  best  calculation  1 can  make,  the  gross  amount 
of  tithe  composition  payable  to  parochial  incumbents,  exclud- 
ing bishops,  deans  and  chapters,  and  vicars  choral,  is  £507,367. 
That  is  the  total  amount  on  which  the  parochial  clergy  of  Ire- 
land can  depend  for  their  maintenance.  I will  now  consider  in 
what  way  that  gross  amount  can  be  affected  by  this  bill,  before 
I determine  what  will  be  the  surplus  applicable  to  other  pur- 
poses. Three-tenths  of  £507,367  are  £ 152,700— thus  reducing 
the  income  to  £354,667.  Then  sixpence  in  the  pound,  to  be 
paid  to  the  collector,  will  amount  to  £8,872;  this  will  reduce 
the  total  amount  to  £345,795.  Applying  the  principle  of  esti- 
mating the  reduction  of  one-sixth  on  account  of  the  institution 
of  a new  corn  average,  a further  sum  of  £57,632  must  be  de- 
ducted. Thus  the  total  amount  of  the  Irish  parochial  tithes,  un- 
der the  ingenious  process  of  exhaustion  established  by  this  bill, 
instead  of  being  £507,367,  will  be  reduced  to  £288,163.  In  ad- 
dition to  the  £288,163  derived  from  the  tithes,  it  is,  of  course, 
fair  that  I should  add  the  amount  of  ministers’  money  and  the 
amount  of  glebe. 

The  noble  lord  estimated  the  glebe  at  £65,000.  It  is  but 
fair  that  I should  say,  that  instead  of  adopting  that  estimate,  I 
think  he  would  be  right  to  take  it  at  a higher  value,  namely 
£76,000.  I believe  the  amount  of  ministers’  money  is  £12,838, 
consequently  the  total  revenue  of  the  parochial  clergy  in  Ire- 
land derivable  from  every  source — from  lithe,  glebe  and  minis- 
ters’ money — will  be  £377,779.  Although  this  may  be  the 
total  amount  of  revenue,  yet  the  immediate  suliject  of  our  de- 
liberation is  as  to  the  lithe  received  from  the  land  in  Ireland, 
which  I estimate  at  £288,163.  In  discussing  this  subject  now, 
we  have  the  advantage  of  having  the  report  of  the  commis- 
sioners, which  we  had  not  when  the  house  pledged  itself  to  a 
resolution  as  to  a surplus  revenue.  It  appears  from  this  re- 
port that  there  are  in  Ireland  1,385  beneficiaries.  There  are 
264  of  these  beneficiaries  in  which  there  are  fewer  than  fifty 
Protestants.  Of  course  it  is  obvious  that  there  is  a material 
distinction  between  benefices  and  p.nrishes.  A benefice  may 
consist  of  one  or  of  many  parishes.  1'liere  are  in  Ireland  2,505 
separate  parishes;  but  there  are  only  1,385  benefices.  Now,  as 
I stated  before,  I wish  to  argue  this  question  upon  grounds  af- 
forded me  by  the  kind’s  government.  Even  assuming  them 
to  be  correct,  1 contend  that  they  ought  to  accede  to  my  motion, 
and  to  separate  this  bill  into  two  distinct  measures.  (Cheers.) 
My  object  now  is  to  show,  that  on  their  own  admission 
they  have  no  surplus  to  apply  to  other  purposes,  and  that 
they  are  bound  by  conaislency,  and  by  an  adherence  to  their 
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own  principles,  not  to  alienate  this  property.  (Cheers.)  Out 
of  the  1,385  benefices,  there  are  ‘264  having  fewer  than  fifty 
Protestant  inhabitants.  There  are  therefore  1,121  benefices 
with  more  than  fifty  Protestants.  I object  to  the  principle  of 
and  union  of  parishes.  I think  whenever  you  make  a reform 
in  the  church  of  Ireland,  you  ought  to  sever  the  unions,  and 
ought  to  constitute  each  parish  as  a seat  of  parochial  govern- 
inenl.  (Cheers  of  hear,  hear.)  1 make  no  demand  from  this 
country  to  build  churches  in  Ireland.  Dirt  I found  myself  also 
upon  this  ground,  that  the  parochial  cess  shall  be  provided  out  of 
tire  ecclesiastical  revenues:  that  means  for  building  alebe  houses, 
and  for  keeping  the  churches  in  repair,  shall  also  be  provided 
out  of  the  ecclesiastical  revenues.  li  these  things  ^e  to  be  done, 
and  if  you  make  to  me  that  admission,  then  I teliyou  that  you 
have  not  a shilling  of  surplus  to  apply  to  other  purposes.  If 
you  intend  to  secure  to  the  clerical  incumbnit  £200  a year — 
if  you  intend  to  build  glebe  houses  and  parish  churches — give 
me  these  admissions,  and  I will  again  tell  you  that  you  must 
accede  to  my  benefices  with  more  tliaii  fifty  Protestants.  Now, 
divide  the  amount  of  the  tithe  composition,  exclusive  of  the 
glebe  and  ministers’  money,  by  these  1,121 — su|vposing  it  were 
desirable  to  apportion  them  equally — in  that  case  there  will  not 
be  an  average  of  tithe  appropriated  to  each  benefice  through- 
out Ireland , (which  has  more  than  fifty  Protestants),  of  more 
than  £2.56  a year.  (Great  cheering.)  But,  as  I said  before, 
every  one  who  has  discussed  this  subject  has  admitted  that  the 
union  of  parishes  into  a benefice  is  a great  evil,  and  that  we 
ought  to  sever  the  parishes  in  all  cases  where  practicable,  and 
constitute  them  independent  parishes.  That  has  been  the 
prmciple  of  lord  Plunket,  sir  John  Newport,  and  all  the  other 
entinent  men  who  have  devoted  themselvfs  to  ^e  subject. 
Now  supposing  this  principle  to  be  adopted,  whctr  would  be 
the  result?  There  are  2,405  parishes  in  Ireland,  ^^ccordingto 
the  showing  of  the  noble  lord,  tliere  nre  8fifl  paris'hes  with  less 
than  fifty  Protestants.  Do  I admit,  then,  the  principle,  that  it 
is  right  to  suspend  the  nomination  of  clergymen  to  those  860 
parishes?  Do  I consider  that  course  as  being  any  other  than  a 
blow  fatal  to  the  Irish  church?  I do  not.  But  admitting,  for 
the  sake  of  argument,  that  the  noble  lord  is  right,  and  deduct- 
ing these  860  parishes  from  the  2,405,  there  will  remain  1,545 
parishes  in  Ireland,  each  having  more  than  fifty  ^Protestant 
inhabitants.  Each  of  those  parishes  accordingi.tft  the  noble 
lord’s  principle,  is  entitled  to  an  independent  minister  perform- 
ing spiritual  functions.  The  noble  lord  cannot  assign  to  the  min- 
ister of  each  parish  in  Ireland,  having  more  than  fifty  Protest- 
ants— for  I am  not  now  speaking  of  any  others — less  than  £180 
a year.  (Loud  cheers.)  But  there  are  961  benefices  in  Ireland 
with  more  than  one  hundred  Protestants  in  each.  I proclaim 
that  fact — 961  benefices  in  Ireland  with  more  than  one  hundred 
Protestants  in  each.  There  are  1,165  benefices  in  Ireland  with 
a church  in  each  of  them — with  two  churches  in  some.  There 
are  1,383  churches  now  in  Ireland.  According  to  the  principle 
of  the  noble  lord,  where  there  is  a church  he  will  have  a min 
ister.  and  where  there  is  a minister  he  will  allot  an  independent 
stipend  to  that  minister.  Now  if  the  noble  lord,  following  out 
his  own  principle,  will  do  so,  and  will  allot  £220  a year  for 
the  maintenance  of  each  church  in  Ireland,  so  far  frrun  having 
a surplus  to  dispose  of,  he  will  have  a deficiency  to  supply. 
(Cheers.)  There  are  670  benefices  in  Ireland,  with  a Protes- 
tant population  varying  in  number  between  .50  and  200,  There 
are  209  benefices  in  Ireland,  with  Protestants  varying  from 
.500  to  1,000;  there  are  242  benefices  in  Ireland,  with  more  than 
1,000  members  of  the  established  church  in  each.  I take  three 
classes  of  benefices.  I divide  the  benefices  in  Ireland,  w'hic.h 
contain  a population  exceeding  50  into  three  classes.  I take 
those  with  Protestants  between  50  and  500,  those  with  Pro- 
testants between  500  and  1,000,  and  benefices  which  have  a 
number  of  Protestant,  in  each  exceeding  1.000.  Of  the  first 
class  I find  there  are  670;  of  the  second,  209;  and  of  the  third, 
242.  Supposing  I allot  £20  ) a year  to  the  670  benefices  which 
vary  from  fifty  to  five  hundred  Protestants;  supposing  I allot 
£300  a year  only  to  the  209  benefices  which  vary  from  .500 
to  1,000  Protestants,  and  supposing  I allot  £400  a year  only  to 
the  benefices  which  have  more  than  1,000  Protestants,  amount- 
ing in  number  to  242,  then  the  demand  which  I mu.st  make  upon 
the  revenues  of  the  Irish  church,  for  that  extremely  low  and 
moderate  provision  for  its  ministers,  will  amount  to  £293.500; 
whereas  you  obtain  from  tithe  at  present,  only  £278,163. 
(Hear,  hear.)  But  observe  that  this  argument  is  all  founded 
upon  an  assumption  of  the  number  of  benefices,  and  not  of 
parishes.  (Hear.)  I make  no  provision  for  curates,  although 
in  benefices  containing  more  than  1,000  Protestants,  there  must 
be  curates  to  provide  for.  I make  no  provision  for  the  deduc- 
tion occasioned  by  the  tax  imposed  under  the  curch  temporali- 
ties hill;  but  1 set  off  against  that  the  revenue  that  may  he  de- 
rived from  glebes,  which  I have  not  taken  info  account.  (Hear, 
hear.)  Observe,  too,  that  in  my  estimate  I have  made  no  de- 
duction whatever  for  the  860  parishes,  for  providing  the  means 
of  spiritual  consolation,  for  which  the  noble  lord  will  require, 
I believe  on  his  own  showing,  from  £20.000,  to  £24.000.  In 
short,  if  you  take  all  the  parishes  in  Ireland,  and  allot  £190  a 
year  for  the  performance  of  religious  duties  in  each,  not  only 
will  you  have  no  surplus,  but  you  will  actually  have  a defi- 
ciency. (Prolonged  cheering.)  Now,  sir,  what  is  the  minimum 
which  ought  to  be  allotted  to  an  independent  minister  in  Ireland? 
The  church  temporalities  bill  assumed  £200  a year  as  the 
lowest  sum  that  could  be  given,  not  in  the  case  of  a benefice 
merely,  but  in  any  parish.  I find  that  opinion  confirmed  by  all 


the  impartial  authorities  who  spoke  on  the  occasion  of  the  dis- 
cussion of  that  measure.  The  present  lord  Hetherton,  then 
Mr.  Littleton,  who  was  Irish  secretary,  and  brought  in  the 
tithe  bill  last  year,  held  this  opinion.  He  said,  “I  concur  in 
the  opinion  that  £200  a year  is  not  too  large  a sum  for  the 
support  of  a clergyman  of  the  established  church.”  (Cheers.) 
‘•If  the  Protestant  religion  is  to  be  maintained  in  Ireland  at  all, 
its  ministers  must  be  placed  on  the  condition  of  gentlemen.” 
(Renewed  cheering.)  lam  not,  therefore,  establishing  £200  a 
year  as  the  minimum,  nn  any  vague  assumption  of  my  own. 
Dr.  Lushington  said — “I  fully  recognise  the  principle  that  par- 
liament may  deal  with  any  surplus  of  church  property  which 
may  exist  after  the  necessities  of  the  church  have  been  provid- 
ed for;  but  the  first  and  most  sacred  of  our  duties  is,  to  provide 
for  the  support  of  the  Christian  ministers,  and  I apprehend 
that  no  man  who  is  not  prepared  to  say  that  the  Protestant 
establishment  in  Ireland  ought  to  be  levelled  to  the  ground, 
will  stand  up  in  the  house  and  say  that  £200  per  annum  is  too 
much.”  (Cheers.)  I will  now  refer  to  a Roman  Catholic 
authority  given  in  a different  place.  I mean  the  authority  of 
Mr.  Finn.  I am  not  speaking  now,  the  house  will  recollect, 
of  curates  acting  under  the  control  of  the  rector.  I am  ad- 
verting to  the  provision  which  ought  to  be  made  for  that  inde- 
pendent minister  whom  the  noble  lord  admits  ought  to  be  con- 
stituted in  every  parish  in  Ireland  where  there  are  a church 
and  more  than  fifty  Protestant  inhabitants.  Mr.  Finn  said, 
“it  is  evident  that  a man  to  be  a curate  must  be  as  well  edu- 
cated as  the  rich  diocesan.  Having  been  myself  educated  at 
Trinity  college  I can  speak  to  the  fact.  I have  always  said 
that  it  was  disgraceful  that  clergymen  should  receive  a salary 
of  only  £75  a year;  and  that  Protestant  curates,  who  do  the 
duty  of  the  superior  clergy,  are  underpaid,  while  the  Roman 
Catholic  curates  are  much  better  paid  and  more  comfortable. 
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the  Roman  Catholic  peasantry  have  actually  given  relief  to  the 
Protestant  curates,  many  of  whom  are  placed  in  situations  in 
which  they  are  frequently  obliged  to  do  that  which  they  would 
otherwise  shrink  from  doing,  but  which  they  are  compelled  to 
do  ill  consequence  of  the  miserable  sum  they  receive  from  the 
Protestant  church.”  (Cheers.)  Can  you  have  more  impartial 
testimony  than  this,  coming  as  it  does,  from  a Roman  Catholic 
gentleman  resident  in  Ireland?  The  last  authority  I will  cite 
on  this  part  of  the  subject  is  the  authority  of  the  present  attor- 
ney general  for  Ireland.  (Hear.)  The  right  honorable  gen- 
tleman, speaking  of  livings,  the  incumbents  of  which  resided 
in  this  country,  and  drew  the  amount  of  their  tithe  from  some 
parish  in  Ireland,  allowing  a salary  of  £75  a year  to  the  indivi- 
dual who  really  performed  the  duty,  said,  and  I agree  with  him. 
“Tliis  is  an  evil  which  ought  to  be  redressed.”  lam  notone 
of  these  who  would  withdraw  any  thing  from  the  incomes  of 
the  working  clergy.  On  the  contrary,  I would  seek  to  place 
those  members  of  that  body  in  a situation  more  becoming  their 
sacred  calling,  by  giving  every  actual  incumbent  not  less  than 
200  or  £250  a year.  Now  have  I not  proved,  as  I said  I would, 
out  of  your  own  admissions,  that  you  ought  to  allot  that  provi- 
sion to  those  ministers  of  the  church  who  preside  over  benefices 
containing  more  than  fifty  Protestants;  and  that  if  you  execute 
your  own  intentions,  you  ought  to  allot  to  every  independent 
minister,  by  whatever  name  you  may  please  to  call  him,  a 
stipend,  the  minimum  of  which  should  be  200  or  £250  a year? 
(Cheers.)  Why  sir,  we  hear  the  Scotch  church  constantly 
spoken  of;  adopt  the  principle  of  the  Scotch  church,  if  you 
will,  and  admit  at  least  the  inequality  of  benefices  which  pre- 
vails in  that  establishment.  I apprehend  the  minister  who  is 
required  to  p(!rform  his  duties  in  a populous  city— Edinburgh 
for  instance — where  his  expenses  would  be  necessarily  greater 
than  in  remote  villages,  would  receive  a stipend  double  in 
amount  to  that  allotted  to  a country  minister.  I apprehend 
there  are  livings  in  Scotland  the  emoluments  of  which  do  not 
amount  to  less  than  £800  or  £1,000  a year.  In  the  case  of  the 
living  of  North  Leith,  the  average  receipts  are  slated  to  be  no 
less  than  £675  a year.  (Cheers.)  This  is  the  stipend  of  the 
minister  of  North  Leith;  so  I apprehend  the  mini.«ters  in  Edin- 
burgh cannot  have,  at  all  events,  less  than  £500  a year  each. 
In  Glasgow  and  Greenock,  an  honorable  gentleman  near  me 
remarks  they  receive  the  same;  but  I apprehend  that,  in  all 
these  cases,  a glebe  house  is  provided  for  the  clergymen  in 
country  parishes.  1 know,  by  the  return  to  which  I have  al- 
ready referred,  that  in  the  case  of  North  Leith  £60  a year  is 
allotted  to  the  minister,  in  addition  to  the  £675  on  the  ground 
that  there  is  no  glebe  house.  (Cheers.)  In  all  the  country 
parishes  of  Scotland,  the  glebe  house  of  the  minister  is,  I be- 
lieve, kept  in  repair  at  the  parochial  expense.  Now  I contend, 
that  in  Ireland,  and  in  every  country  where  the  established 
religion  prevails,  you  must  adopt  a corresponding  principle.  If 
you  take  £200  a year  as  the  minimum  in  a country  parish,  it  is 
quite  clear  that  when  you  come  to  settle  a minister  in  Belfast, 
or  in  Dublin,  or  in  Cork,  it  will  be  absolutely  necessary  to  es- 
tabjish  the  same  principle,  and  to  provide  for  him  a sufiicient 
maintenance,  and  if  you  do  that,  the  conclusion  will  press 
upon  you  with  irresistible  force  that,  so  far  from  having  any 
surplus  to  appropriate,  you  cannot  execute  your  own  inten- 
tions out  of  the  existing  revenues  of  the  church  of  Ireland. 
(Cheers.)  The  noble  lord  boasts  of  having  860  parishes,  which 
he  calls  the  breeders  of  his  reserve.  Is  the  noble  lord  at  all 
aware  of  the  practical  injustice  he  would  commit,  if  he  were  to 
execute  his  intention  of  abolishing  these  860  parishes?  (Hear, 
hear.)  I will  now  proceed  to  show  you  what  grievous  wrong 
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you  will  inflict  by  abolishing  these  860  parishes.  (Hear,  hear, 
loud  cheering.)  Why,  sir,  in  many  parts  of  the  west  of  Ire- 
land, although  there  are  parishes  which,  each  separately  and 
individually  considered,  do  not  contain  50  Protestants,  yet  in  a 
great  variety  of  instances  they  are  united  into  one  benefice, 
which,  although  it  may  consist  of  four  parishes,  every  one  of 
which  cannot  produce  its  50  Protestant  inhabitants,  has  more 
than  200  Protestant  inhabitants  in  all.  The  church  is  usually 
in  the  centre  of  the  united  parishes,  within  a tolerably  acces- 
sible distance,  I believe,  of  each  individual  parish,  the  joint 
contributions  of  which  may,  in  some  cases,  produce  the  decent 
annual  stipend  ol  250  or  j£300.  But  the  noble  lord  meets  with 
a union  of  this  description,  and  finding  that  there  are  not  50 
inhabitants  in  each  parish  professing  the  Protestant  religion, 
he  sequestrates  the  Whole  of  the  four  parishes  that  constitute 
the  union,  because  although  jointly  they  may  contain  more 
than  200  Protestant  inhabitants,  they  do  not  contain  50  in  each. 
(Cheers.)  Now,  to  show  the  injustice  of  this  scquestraliorr  of 
parishes,  I take  the  case  of  a benefice  composed  of  the  union 
of  three  parishes;  the  name  of  the  union  is  Cullen.  What  is 
the  application  of  the  noble  lord’s  principle  in  this  case?  Cullen 
parish  contains  760  members  of  the  established  church.  In 
Mostoun,  one  of  the  parishes,  there  are  only  48  members  of  the 
established  church;  in  Dromin,  there  are  only  40.  Says  the 
noble  lord,  “Here  I find  a union  of  three  parishes,  two  of 
Which  have  less  than  50  Protestant  inhabitants  in  each.  I will 
therefore  sequestrate  the  whole  proceeds  of  those  two  livings, 
and  leave  the  minister  of  Cullen  to  enjoy  himself  as  he  likes, 
because  Cullen  has  760  members  of  the  established  church.” 
(Loud  cheers.)  But  although  Cullen  has  760  members  of  the 
established  church,  it  has  no  income  whatever.  (Renewed 
cheers  and  a laugh.)  The  income  of  Cullen  is  nothing;  that  of 
Mostoun  is  £248;  that  of  Dromin  £204.  There  are  at  least 
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under  the  notice  of  the  house.  I will  take  another  in  the  south 
Of  Ireland,  in  the  diocese  of  Ross.  It  is  the  union  of  Kilgarriffe, 
consisting  of  the  parishes  of  Kilgarry,  Dysart  and  Island. 
There  is  one  church  in  the  three  parishes,  and  that  is  Kilgar- 
riffe; there  are  two  clergymen;  the  average  attendance  of  mem- 
bers of  the  established  church  is  500;  they  are  increasing  iri 
number;  the  whole  amount  of  the  revenues  of  that  union,  which 
contains  above  1,136  persons— the  present  amount  of  tithe  com- 
position is  £510;  reduce  it  by  £153,  which  is  the  amount  of  the 
noble  lord’s  deduction,  and  £357  is  the  sum  which  the  first 
part  of  the  noble  lord’s  bill  would  leave  as  the  gross  receipt  of 
the  parish  minister  of  a union  in  which  there  are  1,1.36  Protes- 
tants. The  noble  lord,  however,  then  separates  the  other  two 
parishes  from  it,  and  deducts  £295  from  the  amount  of  the 
stipends  of  the  two  clergymen.  I will  take  as  another  instance, 
the  case  of  the  town  of  Dundalk.  The  benefice  of  Dundalk  is 
a union  consisting  of  the  two  parishes  of  Dundalk  and  Castle- 
town. Dundalk  is  the  county  town  of  Louth,  and  contains 
1,430  members  of  the  established  church;  Castletown  contains 
only  14  members  of  the  established  church,  and  contributes 
£200  or  £210  a year.  The  noble  lord  therefore  argues,  that 
because  he  finds  only  fourteen  Protestants  in  Castletown,  he 
may  sequester  the  2001.  revenue  of  that  parish,  and  leave  the 
minister  of  Dundalk,  with  1,430  Protestants,  one  acre  of  glebe 
land,  which  produces  lOZ.  a year.  (Prolonged  cheering.) 

Now,  sir,  have  I not  said  enough  to  establish  ground  at  least 
for  pausing  before  we  give  a pledge  which  we  must  either  here- 
after redeem,  to  the  inevitable  injury,  as  it  seems  to  me,  of  the 
established  church,  or  lay  ourselves  open  to  the  imputation  of 
exciting  hopes  which  we  cannot  doubt  we  shall  be  unable  to 
fulfil?  (Cheers.)  The  bill  professes  to  consult  the  true  inter- 
ests of  the  established  church.  The  true  interests  of  the  estab- 
lished church  are  not  promoted  by  the  defence  of  sinecures,  by 
the  retention  of  pluralities,  or  by  the  existence  of  gross  inequa- 
lities in  the  amount  of  revenue.  I fully  admit  it,  and  I am  pre- 
pared to  enter  into  the  consideration  of  the  means  by  which  the 
establishment,  without  reference  to  political  ends,  or  without 
respect  for  personal  interests — always  saving  existing  ones — 
may  be  preserved.  I am  ready  to  enter  into  the  consideration 
of  the  means  by  which,  looking  to  no  other  ends,  the  perma- 
nence of  the  spiritual  establishment  may  be  secured.  (Cheers.) 

I must  maintain,  however,  that  the  interests  of  the  establish- 
ment are  not  consulted  by  relying  either  on  the  extravagant 
zeal,  or  on  the  extravagant  and  superhuman  virtues  of  those 
who  are  to  discharge  its  functions.  You  cannot  consult  the 
interests  of  the  establishment  without  providing  a becoming 
maintenance  for  each  minister  of  the  church,  in  every  case  in 
which  a separate  and  independent  minister  is  considered  ne- 
cessary. You  exact  from  him  great  moral  duties;  you  exact 
great  intellectual  acquirements;  you  exact  a very  expensive 
course  of  education;  you  interdict  him  from  other  pursuits;  you 
do  not  rely  upon  the  same  principles  on  which  other  churches 
proceed;  you  do  not  consider  that  he  is  a worse  member  of  so- 
ciety; you  do  not  consider  that  he  is  a less  efficient  minister  of 
the  establishment,  if  he  found  his  best  claims  to  the  respect  and 
veneration  of  his  parishioners  on  his  setting  an  example  in  eve- 
ry relation  of  social  life  (cheers) — and  if  you  require  these  qua- 
lifications— if  you  do  not  discourage  there  unavoidable  expen- 
ses— if  you  tell  him  that  marriage  is  proper — I say,  in  that  case, 
according  to  the  principles  of  your  own  church,  and  according 
to  the  principles  of  common  sense,  it  is  not  right,  it  is  not  de- 
cent, where  you  have  the  means,  to  subject  that  man  to  the  pri- 
vations and  temptations  of  poverty.  (Loud  cheers.)  It  is  not 
right  for  his  own  sake— it  is  not  right  for  your  own  church— it 


is  not  right  for  the  Roman  Catholic  population,  over  whom  h« 
is  attempting  to  exercise  the  influence  of  his  station.  I do  be- 
lieve that  if  you  consult  the  true  intere.sts  of  your  establishment, 
which  you  admit  has  a paramount  claim  upon  you,  you  will 
correct  every  abuse  in  its  constitution,  and  apply  the  surplus  in 
the  mode  best  suited  to  the  promotion  of  its  efficiency.  (Loud 
cheering.) 

I regret  that  I have  troubled  the  house  at  this  length.  (Cheers.) 
I have  endeavored  to  fulfil  the  promise  1 gave  at  the  commence- 
ment of  my  address.  I have  attempted  to  rely  upon  the  force 
of  argument,  and  upon  the  force  of  evidence.  I have  not 
borne  in  mind  that  the  last  time  this  subject  was  discussed  it 
was  made  tlu^arena  on  which  great  political  contests  were  de- 
cided. I ha*  not  brought  to  the  consideration  of  this  question 
any  feelings  ^nnected  with  disappointed  ambition  or  personal 
mortification.  I have  not  attempted  to  mix  up  with  it  any  pe- 
culiar interests  of  party  considerations.  I have  not  attempted 
to  gain  strength  by  any  appeal  to  the  passions  or  prejudices  of 
the  house.  I have  not  attempted  to  decry  the  religious  creed 
of  any  other  party.  I have  attempted  to  rest  this  case  upon  the 
paramount  clAm  which  the  established  church  has  upon  us  all. 
(Renewed  cheering.)  You  may  take  one  of  three  courses  with 
regard  to  this  question.  You  may  assert  the  right  of  the  estab- 
lished church'xo  this  property,  and  propose  to  control  and  cor- 
rect it.  But  if  you  pursue  this  course,  insist  that  the  claims  of 
the  church  be  first  heard— (hear)— and  until  you  are  satisfied 
that  the  church  has  a superflous  revenue,  do  not  excite  hopes 
which  you  may  find  it  impossible  to  realize.  (Hear  ) You  may 
say,  that  having  made  a reasonable  deduction  from  ti»c  reve- 
nues of  the  clmrch  by  the  temporalilies  bill— having  thrown  all 
the  onus  oMsupporting  it  on  the  Protestant  community — and 
having  given  to  the  landlords  a bonus  of  three-tenths,  as  you 
contend,  bi^Hof  five-tenths,  as  others  contend,  you  may  say, 

that  aftor  Joiitg  all  thre,  here  yOU  Will  Stop.  (LoUd  CllCeFS.) 

You  may  also  say  that  you  will  reserve  a fund  for  the  purposes 
of  general  education;  but,  according  to  your  own  showing,  that 
fund  can  have  no  existence  until  every  existing  interest  in  the 
church  is  fully  provided  for.  To  excite  hopes  on  such  grounds 
is  to  set  common  sense  at  defiance.  (Cheers.)  Can  you  be- 
lieve that  the  people  of  Ireland  are  such  dolts  as  to  give  you 
credit  for  a&cheme  so  outrageously  preposterous?  (Hear,  hear.) 
That  is  on^^rse;  but  you  may  take  another,  most  rash,  most 
unvyise  andniost  impolitic,  but  still  practicable.  You  may  say 
that  the  Roman  Calholic  religion  ought  to  be  established  in  Ire- 
land. (H|rar,  here,  and  cries  of  no.)  You  may  say — “we  can- 
not struggle  any  longer  against  the  force  of  events  and  the  exr- 
tent  of  popular  feeling;  we  will  go  the  whole  length  which  is 
demanded  from  us,  and  we  will  establish  the  Roman  Catholic 
religion  on  titg.  ruins  and  at  the  expense  of  the  Protestant  estab- 
lishment in  Ireland.”  (Hear,  hear.)  That  was  an  intelligible 
proposition.  There  was  another  course — that  which  his  ma- 
jesty’s ministers  were  now  taking,  and  which  neither  recognis- 
ed the  principle  ofestablishing  the  Roman  Catholic  religion,  nor 
admitted  the  claims  of  the  Protestant  church  to  support  on  high 
grounds,  nor  yet  openly  disallowed  those  claims,  but  was  at  the 
same  time  sowing  the  seeds  of  a slow  but  certain  poison,  which 
must  finflly  destroy  the  established  church  in  Ireland,  and,  at 
the  expense  of  much  intestine  discord  and  continued  bloodshed, 
lead  to  the  ultimate  extinction  of  Protestanism  in  that  country. 
(Clieers.)  He  said  to  his  majesty’s  ministers — “If you  mean  to 
maintain  the  Protestant  church  in  Ireland  openly  avow  the 
principle,  and  consistently  act  on  it — if  you  feel  satisfied  that 
its  revenues  are  not  more  than  sufficient  to  provide  for  the  de- 
cent maintenance  of  the  ministers  of  the  church,  announce  the 
fact,  and  the  public  mind  would  be  set  at  rest  on  the  subject. — 
The  course  you  are  now  taking  toward  the  church  of  Ireland 
exhibits  a simultation  of  kindness  and  protection,  but  involves, 
in  point  of  fact,  a principle  of  real  alienation.  (Hear,  hear.) 
You  are  destroying  the  independence,  the  respectability,  and 
the  usefulness  of  the  Protestant  clergy,  by  making  them  stipen- 
diaries of  the  government — (hear)— and  by  bolding  them  out  to 
the  people  as  persons  who  are  only  intercepting  the  rights  of 
the  poor,  standing  in  the  way  of  a diffusion  of  knowledge 
among  the  population,  and  appropriating  to  themselves,  at  least 
for  the  present,  funds  that  properly  belong  and  were  to  be  ap- 
propriated to  the  purposes  of  education.  (Hear.)  This  is  the 
invidious  position  in  which  you  place  the  Protestant  clergy  of 
Ireland.  You  place  the  clergy  in  a position  of  obloquy,  by  ex- 
hibiting them  as  temporary  possessors  of  emoluments — as  per- 
sons with  life  interests  in  what  were  now  to  be  declared  public 
funds  intended  for  other  purposes.”  (Hear,  hear.)  “Take,” 
he  said  to  his  majesty’s  ministers,  “take  one  course  or  other  of 
the  two  distinct,  intelligible,  and  consistent  schemes  now 
pointed  out.”  He  believed,  in  his  conscience,  that  even  the 
second  of  the  two  would  be  less  fatal  to  the  existence  and  inde- 
pendence of  the  Irish  church  than  that  now  proposed  to  be 
adopted.  Against  that  course  he  now  protested  after  the  deep- 
est and  most  patient  consideration,  and  he  felt  satisfied  that 
gentlemen  opposite,  acting  in  consistency  with  their  own  piiii- 
ciples,  which  he  had  assumed  for  the  sake  of  argument  to  be 
correct,  ought  to  acquiesce  in  what  be  now  suggested,  especi- 
ally as  it  appeared  on  the  evidence  of  Ihe  report  of  their  own 
commissioners,  reasoning  on  their  own  principle.-^,  and  found- 
ing the  argument  exclusively  on  their  own  admissions  that  they 
bad  got  no  surplus.  In  conclusion,  he  moved  a.s  an  instruc- 
tion to  the  committee  that  the  bill  be  divided  into  two  bills. — 
(Enthu-iastic  cheering,  which  continued  for  some  minutes  af- 
ter the  right  honorable  baronet  had  resumed  his  seat.) 
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Mr.  Rice^s  speech  in  the  British  house  of  commons, 
in  reply  to  that  of  sir  Robert  Peel,  is  inserted.  Sir  Ro- 
bert’s motion  was  lost — but  the  debate  on  the  bill  con- 
tinued at  our  last  advices. 

We  liave  inserted  a full  account  of  an  abominable  at- 
tempt on  the  lives  of  the  king  of  France,  and  his  cortege, 
by  an  “infernal  machine”  during  the  celebration  of  the 
anniversary  of  the  “three  days,”  by  which  marshal  JVLor- 
tier,  and  others,  were  killed,  and  many  wounded.  It 
was,  indeed,  an  “infernal”  affair.  The  assassin,  much 
injured  himself,  has  been  secured. 

How  strange  that  JMortier,  the  hero  of  an  hundred 
battle-fields,  should  fall  in  Paris  by  the  hands  of  an 
assassin,  in  the  midst  of  a,  nation’s  festivity! 

The  escape  of  Louis;  Philippe  was  most  fortunate. 
Had  he  been  killed — ^France  wo\ild  have  been  thrown  into 
anarchy!  The  people  of  France  are  sensible  of  this;  and 
the  infernal  mSicKme  may  tend  to  the  peace  and  tranquil- 
lity of  the  kingdom. — by  rendering  the  king  more  popu- 
lar than  he  was, 

The  trials  at  Harford  are  still  going  on;  and  many  re- 
ports are  circulated  of  the  developments  made  about  the 
bank  of  Maryland,  concerning  partnerships  and  conspi- 
racies, &c.  which  probably  have  but  a small,  if  any, 
foundation  in  truth.  When  they  are  closed,  and  the 
facts  on  which  issue  shall  be  joined  are  stated — we  shall 
refer  to  them  again;  but,  perhaps,  not  until  then. 

By  an  arrangement  that  is  satisfactory  to  both  parlies, 
the  difficulty  between  the  Union  bank  of  Maryland  ajid 
the  Union  bank  of  Tennessee,  relative  to  the  state  bonds 
of  Tennessee  to  the  amount  of  $500,000,  which  had  been 
purchased  some  time  ago  by  the  first  named  institution 
from  the  bank  of  Maryland — has  been  satisfactorily  ad- 
justed. The  precise  terms  of  the  arrangement  have  not 
been  made  public,  but  the  character  of  them  may  be 
inferred  from  the  fact  that  the  stock  of  the  Union  bank 
of  Maryland  has  much  advanced  in  value. 

Baltimore  being  restored  to  “perfect  peace,”  and  hav- 
ing a good  guaranty  for  its  preservation  in  the  new 
mayor  elected  last  Monday — a great  deal  of  business  is 
doing  in  the  city,  and  much  bustle  takes  place.  It  is  de- 
lightful to  look  at  some  of  our  streets,  and  see  them,  as 
it  were,  blocked  up  by  wagons,  carts  and  drays,  loaded 
with  goods,  and  passing  in  all  directions — for  transporta- 
tion into  the  interior.  The  numerous  packets  that  navi- 
gate our  magnificent  bay,  and  the  steamboats  that  ply  upon 
its  waters,  for  great  distances — with  the  ponderous  and 
swift  l ail  road  cars,  and  the  old  fashioned  “land  ships” 
burthened  with  4 or  5 tons  each — have  all,  seemingly,  as 
much  as  they  can  do,  to  keep  down  a steadily  accumu- 
lating mass  of  matter  moving  to  its  various  destinations; 
while  unprecedented  numbers  of  persons  are  constantly 
going  and  returning — east  and  west,  north  and  south. 
Baltimore  has  certain  natural  advantages,  in  location  and 
healthiness,  that  nothing  but  madness  can  destroy  ! We 
are  a natural  deposite  for  the  business  of  the  west — being 
nearer  and  more  convenient  than  any  other. 

Our  great  rail  road  must  go  on,  and  we  hope  that  the 
work  upon  it  will  be  promptly  resumed — beginning  at 
its  western  terminations,  Pittsburgh  and  Wheeling,  so  as 
to  be  ready  for  the  mountain-district  by  the  time  that  the 
canal  shall  reach  Cumberland.  The  immense  power 
which  our  home-made  locomotive  engines  have  obtained,* 
have  surpassed  the  most  sanguine  hopes — and  they  will 
yet  be  further  improved,  to  cheapen  the  cost  of  transpor- 
tations, and  afford  new  facilities  in  every  respect.  We 
have  ttvice-a-day  communications  wdth  tVashington, 

*Tlie  power  is  erpial  to  llie  iransporlaiioii  of  fvjo  hundred  and 
fifty  persons,  and  five  cars,  twenty  miles  an  hour,  and  with  per- 
fect command  over  the  engine. 
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are  within  a few  hours  of  Harper's  Ferry;  and  will  have 
daily  ones  with  the  towns  on  the  western  wali^'s— for  the 
“iron  horses”  do  not  tire.  When  this  takes  pi^pe,  (and 
it  will  not  be  long  first),  Pittsburgh  and  Wheying  will 
be  one  day  from  Baltimore,  and  two  days  freurh'^  New 
York,  if  the  monopoly  of  transportations  Scrq.as  New 
Jersey  is  not  sustained,  as  \ve  hope  that  it  cannot  be. 
There  is  no  other  sea-port  by  which  the  “great  west” 
can  be  reached  in  so  short  a time,  and,  of  course,  so 
cheaply,  as  from  Baltimore.  The  eye  of  science  looks 
without  apprehension  at  the  mountain-region  of  the 
route,  and  has  discovered  ways  in  which  it  may.  be  pass- 
ed by  the  ordinary  power  and  common  ap.plication  of 
steam — binding  the  Alleghanies  with  an  chain, 

ridge  to  its  ridge.  , ; 

In  digging  the  cellar  for  the  new  custom-house  stores 
huilding  in  Baltimore,  the  workmen  struck  a spring  of 
the  purest  water,  which  supplies  one  hundred  and  twenty 
gallons  a minute,  and  the  pumps  are,  and  long  have  been, 
at  work  night  and  day,  to  prevent  an  overflow.  When 
the  cellar  shall  be  rendered  water-tight,  (as  it  will  be), 
the  spring  will  be  turned  into  a well,  for  use,  or  to  find 
its  own  vent  in  any  way  that  it  can.  That  which  has 
been  a nuisance  in  the  “city  of  fountains,”  would  be  in- 
valuable in  the  cities  of  Boston  and  New  York. 

We  noticed  a sort  of  a bank,  in  our  last,  called  the 
“Life  Insurance  and  Trust  company,”  at  Cincinnati — “a 
New  York  concern”  we  believe,  (for  we  see  that  it  is  re- 
gularly quoted  among  the  sales  at  the  “brokers’  board” 
in  that  city),  the  powers  and  principles  of  which  are  of 
the  most  dangerous  nature  and  tendency,  and  fatal  to  the 
farmers  and  other  productive  classes,  seduced  into  bor- 
rowings of  money — 'which  they  might  easily  repay,  when 
the  Mississippi  was  bridged  w ith  gold,  and  every  man  had 
as  much  of  the  “constitutional  currency,”  as  he  could 
“throw  his  hat  at.  ” We  were  to  eat  gold,  to  drink  gold, 
and  '•'■travel  on  gold!"  But  tliis,  among  the  grandest 
bugs  of  the  day,  has  not  been  realized;  and  the  misery  of 
it  is,  that  those  who  depended  on  such  a state  of  things, 
will  be  wofully  whipped  into  a certainty  of  the  falsehood 
and  folly  that  prevailed — and  soon. 

If  we  remember  rightly,  this  is  one  among  the  many 
incorporations  that  have  sprung  up  since  it  was  resolved 
to  put  down  the  bank  of  the  United  States,  that  the  peo- 
ple might  have  the  “yellow  jackets”  in  abundance — and 
"goldibus"  ^\\  every  man’s  pocket!  J'or  since  the  pe- 
riod alluded  to,  there  has  been,  with  pious  zeal,  from  70 
to  100  millions  of  bank  capital  manufactured,  with  power 
to  issue  twice  as  much  paper  money,  and  so  restore  the 
"constitutional  currency  of  gold  and  silver!" 

And  where  is  all  this  gold — that  was  to  be?  We  had 
weekly  reports  of  the  proceedings  of  the  mint,  and  a law 
was  passed  to  establish  several  branch  mints!  The  re- 
ports are  now  made  monthly,  and  exhibit  only  a “beg- 
garly account  of  empty  boxes”' — see  page  20.  We  are 
consoled  with  a hope  that  a million  of  7za//^eagles  are 
"caged"  in  the  bank  of  the  United  States.  I’his  is  more 
of  the  “humbug” — ^a//’eagles  catinot  be  "caged!"  Well 
— the  bank  is  not  charged  with  them,  (and  there 

is  mneh  forbearance  in  that!) — but  will  only  pay  them  tq 
those  who  have  a right  to  demand  them!  and,  if  she 
should,  they  would  only  change  their  location  to  the 
British  marquis’  bank,  at  New  York,  and  others,  that 
have  been  fattening  on  the  “spoils  of  victory” — being 
more  convenient  than  silver,  when  the  payment  of  their 
notes  is  demanded,  and  withall,  less  valuable,  as  to  their 
nominal  amounts,  than  silver  coin. 

To  return  to  our  subject — on  the  4th  of  July  last, 
(as  we  find  by  a scrap  that  was  lying  on  our  table), 
William  Sawyer,  of  Dayton,  who  had  voted  for  the  in- 
corporation of  the  “Life  and  Trust,”  (as  they  call  it  in 
the  New  York  “market”),  and  Robert  T.  Lytle,  of 
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Cincinnati,  who  appears  to  have  acquiesced  in  every 
thing  that  was  done  with  respect  to  it,  in  conse([uence  of 
his  '-''political  relations  ivith  his  friends,'*''  denounced  the 
institution,  and  were  resolved  to  repeal  the  actfii|l;incor- 
poration!  These "^re  well  known  advocates  of  tj^e  “gold 
hill” — and  earnest  supporters  of  all  the  sorry  things  that 
were  said  about  it,  in  the  “days  of  its  glory !” 

The  Cincinnati  “Whig”  copies  the  following  from  the 
‘iHepublican”  of  that  city,  as  the  remarks  of  Mr.  Lytle 
on  the  occasion  alluded  to— 

“Mr.  Lytle  said,  before  the  company  separated  he  had  a 
wish  to  ofler  a remark  or  two,  in  relehsiice  to  a subject  of  the 
deepest  interest  to  himself  and  ihe  party  with  which  tie  had  so 
long  been  identified,  and  the  people  of  the  west  generally.  He 
referred  to  the  organization  of  the  Life  and  Trust  company  in- 
Ettiutinn.  Mr.  L.  said,  that  Ike  peculiar  .situation  in  whioli  he 
had  been  placed  by  his  political  relations  with  those  friends,' on 
the  same  ticket  with  himself,  at  the  last  election,  prevented  him 
from  expressing,  as  he  wished  to  do,  his  sentiments  in  refer- 
ence to  this  company,  they  havipg  been  induced  by  the  repre- 
sentations from  their  county,  to  advocate  the  bill  granting  pow- 
ers and  privileges  which  he  considered  more  enormous  and  out- 
rageous than  appertained  to  the  bank  of  the  United  States. 

“Mr.  L.  said,  he  was  now  free  to  declare  himself  on  this  sub- 
ject, and  was  rejoiced  that  the  first  opportunity  furnished  him 
amongst  his  old  friends,  was  the  anniversary  of  the  national  in- 
dependence, to  swear  eternal  hostility  against  a corporation 
which  he  conceived  to  be  destructive  of  the  best  interests  of  the 
people,  and  a monopoly  of  unprecedented  power,  as  it  was  an 
outrage  upon  the  legislative  right  and  constitutional  principles 
of  our  state  government.  He  contended  that  no  legislature 
was  possessed  of  the  power  to  grant  exclusive  privileges  of  this 
character — that  there  was  nothing  obligatory  in  the  contract — 
that  the  right  to  repeal  was  an  inherent  attribute  of  sovereignly 
— and  that  every  good  citizen  and  true  lover  of  bis  country  wars 
called  on  to  exert  his  energies  to  abolish  an  institution  teeming 
with  such  alarming  privileges;  otherwise,  the  battle  we  had 
fought  against  the  United  States  bank  had  been,  so  far  as  Ohio 
and  the  west  were  concerned,  fought  in  vain — and  that  in  every 
possible  aspect,  this  institution  was  more  odious  than  the  pre- 
sent bank  of  the  United  Stales. 

“Mr.  L.  conjured  his  friends  to  make,  with  himself,  that  me- 
morable occasion  the  starting  place  of  an  interminable  warfare 
and  uncompromising  resistance  to  the  existence  and  power  of 
this  institution,  and  pledged  his  best  energies  for  its  destruc- 
tion. He  would  ever  oppose  the  substitution  of  a greater  to 
avoid  a lesser  evil.” 

This  is  a fine  specimen  of  the  blindness  of  a political 
partisan ! 

“Get  thee  glass  eyes 

And  like  a sciitvy  politician,  seem  to  see 

The  things  thou  see’st  not.” 

We  have  not  seen  a gold  piece,  in  the  way  of  our  bu- 
siness, for  the  last  three  months.  The  Virginia  “mail 
contractor,”  who,  in  Baltimore,  at  the  time  of  our  e/ec- 
fton,  shewed  them  so  abundantly,  having  “cleared  out” 
to  avoid  the  persoyis  to  rvhom  those  in  his  possessioti  right- 
fully belonged! 

The  “money  market”  at  New  York,  received  a great 
shock  last  week,  in  consequence  of  a demand  for  400,000 
dollars,  made  by  the  office  of  the  bank  of  the  United 
States  in  that  city,  on  the  British  marquis’  bank,  the 
J\fanhatta?i!  The  latter  drew  heavilj^  on  otlier  banks, 
some  of  which  were  badly  provided  with  specie — stocks 
fell,  loans  were  called  in,  great  alarm  prevailed,  and 
m&ny  fortunes  were  lost; — though  the  city  is  filled  with 
merchants,  having  plentiful  supplies  of  money,  and  bu- 
siness is  very  lively!  The  JMunhattan  ought  to  have 
paid  the  paltry  amount  out  of  OUR  money,  and  not  have 
caused  this  “flurry” — but  the  result  shews  what  may  be 
expected,  on  future  occasions.*  Several  of  the  stockjob- 
bers became  “lame  ducks.”  The  alarm  subsided  in 
two  or  three  days.  The  office  will  yet  draw  for  many 
millions  on  the  deposite  banks  of  New  York.  It  cer- 
tainly will  not  suffer  them  to  have  the  use  of  its  money, 
and  speculate  upon  it — further  than  a regard  to  its  own 
interest  shall  prescribe.  It  will  do  to  the  other  banks 
what  they  -would  do  unto  it.  And  if  all  who  “deal  on 
borrowed  capital  ought  to  bro'ak” — enough  will  break. 
The  bank  has  sixty-txuo  millions  of  dollars  to  gather  into 
its  vaults;  liut  its  own  circulation  is  only  about  fifteen 
millions.  The  difference  between  these  sums  7nust  be 
paid  by,  or  through,  the  local  banks.  At  one  time  it  is 
furiously  assailed  for  expanding,  and  at  another  for  cur- 


*li  said  that  the  hanks  at  New  York  have  8 or  10  millions  of 
the  public  money— and  some  of  them  are  reported  to  “sAaae” 
outrageously.  They  would  like  a "panic^’  twice  a day,  and  every 
day  in  the  week! 


tailing,  its  facilUfies— and  each  in  equal  Ignorance  of  the 
real  condition  of  the  bank,  and  of  the  motives  that  led  to 
either  proceeding.  It  has,  however,  been  given  up  that 
the  deposite  banks  are  bound  to  keep  the  money  market 
easy,  and  supply  a better  currency  tlian  the  bills  of  tlie 
bank  of  the  United  Slates.  A better  currency!  It  is 
one  that  every  body  prefers.  The  present  value  of  the 
stock  is  109^ — and  so  under  a belief  that  it  cannot  make 
new  discounts  after  March  next.  Its  solvency,  therefore 
is  not  “questioned !” 

With  respect  to  what  has  happened  in  New  York,  we 
have  the  following  paragraphs: 

From  the  N,  Y.  Daily  .Advertiser — Rumor  says,  that  the  old 
Manhattan  bank  did  not  meet  the  call  of  the  United  Stales 
bank  very  promptly;  that  it  suffered  the  draft  for  specie  to  re- 
rrratrr  a day  or  two  without  being  answered.  This  office, 
although  it  had  the  government  deposiies  to  a very  large 
amount,  had  none  of  Mr.  Taney’s  contingent  checks  on  hand, 
to  be  kept  in  reserve;  but,  on  the  contrary,  was  not  bashful  to 
call  on  other  banks  indebted  to  them  for  their  balances.  The 
whole  call  at  last  fell  on  the  little  banks,  who  expected,  and 
not  without  reason,  that  the  favorite  bank, who  enjoyed  a go- 
vernment deposite  ol  inore  than  a million,  would  have  met  the 
call  of  the  branch  without  calling  on  them.  These  smaller 
banks  complain  loudly  that  they  are  not  now  half  as  well  off  as 
they  were  before,  when  the  old  btauch  had  the  deposites,  and 
gave  some  indulgence. 

Rumor  also  says,  that  the’branch  only  called  on  the  Manhat- 
tan for  about  a hundred  thousand  dollars.  But  tiiat  the  Man- 
hattan availed  themselves  of  the  opportunity,  and  called  on  the 
small  banks  for  more  than  three  limes  the  sum. 

The  New  York  Evening  Post  says:  “The  evils  which  we 
have  long  predicted  begin  to  be  wreaked  upon  this  devoted  n»e- 
tropolis  by  the  United  States  bank.  The  New  York  branch 
yesterday  drew  half  a million  of  dollars  in  specie  from  the  slate 
banks.  Those  who  have  been  regardless  of  the  solemn  warn- 
ings faithfully  and  earnestly  given  by  the  demociatic  sentinels 
on  the  watch  towers  of  the  press,  are  now  seized  with  conster- 
nation at  the  sudden  erruplion  of  the  gigantic  enemy,  which 
cometh  like  a thief  in  the  night.  More  like  an  audacious  rob- 
ber than  thief,  however,  it  will  return  again  and  again,  nor 
cease  the  continual  exercise  of  all  its  fatal  powers  till  ibis  com- 
munity and  the  whole  country  writhes  under  a heavier  finan- 
cial pressure  than  it  ever  experienced  before.  The  Iransaclion 
of  yesterday  may  seem  to  some  but  like  a little  cloud  on  the 
verge  of  the  horizon.  Yet  let  them  rememher  iliat  it  is  in  that 
Uie  tortiado  makes  its  first  threat,  but  soon  after  wraps  the  hea- 
vens in  a pall  and  spreads  the  ocean  with  wreck.” 

But  Mr.  Noah  observes— 'Sever  within  our  recollection  have 
the  prospects  for  sales  of  real  estate  been  more  flattering  than 
they  are  at  present.  With  the  vast  increase  of  our  population, 
extending  onr  census  beyond  270,000,  (possibly  to  300.00.')  wiib 
an  aelual  scarcity  of  houses,  the  price  of  labor  steady  and  en- 
couraging to  the  industrious  mechanic— produce  of  every  kind 
abundant  in  supply  and  yet  saleable  at  fair  piices.  Money  not 
scarce  nor  likely  to  become  so. 

recommend  attention  to  the  statement  shewing 
the  condition  of  the  bank,  on  the  2d  inst.  There  is  in- 
struction in  its  figures. 

The  Buffalo  Whig  of  September  2,  says — 

Our  authorities,  on  "Thursday  last,  after  tivo  weeks  silence, 
made  a report  showing  41  deaths  by  cholera  since  the  day  of 
their  preceding  bulletin. 

We  had,  on  Sunday  last,  two  very  valuable  arrivals 
from  the  Pacific,  at  Baltimore. 

We  learn  that  judge  Shaler  of  this  city,  says  the  Pitts- 
burgh Advocate,  who  w'as  rece  ntly  appointed  by  the  pre- 
sident, secretary  of  Michigan,  has,  for  reasons  -with  rvhich 
-we  are  7iot  acquainted,  thought  proper  to  decline  the 
proffered  honor. 

By  some  negligence  of  the  tvpograi'hical  fraternity,  a 
lot  of  riots,  which  occurred  in  Philadel|)hia  several  weeks 
since,  have  been  located  at  St.  Louis,  Missouri,  and  the 
account  is  going  the  rounds  of  the  newsjiapers  a second 
time.  Travelling  is  pretty  rapid  now-a  da3’s,  but  the 
New  York  papers  entdd  scarcely  have  an  oppoi-tnnity, 
even  wiih  the  .aid  of  Mr.  Locke’s  moonshine,  of  puhli.eh- 
ing  on  the  3d  of  Se()tember  advices  from  St.  Louis  of  the 
30tli  of  August — 1,500  miles  in  foni-  days!  This  is  a 
new  way  of  keeping  up  a slock  of  thrilling  occurrences. 

[Riclunond  Co77ipiler. 

The  boys  on  hoard  the  Peacock,  at  Rio  .Janeiro,  are 
amusing  themselves  by  shooting  one  another.  Three 
duels  have  been  fought  between  the  midshipmen  attached 
to  her,  by  which  one  person  was  killed,  and  another  had 
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his  leg  fractured.  So  we  learn  from  the  Journal  of  Com- 
merce. 

Three  wagons  of  goods  were  recently  burnt  on  the 
Manchester  I'ailway — loss  £2,000,  which  amount  was 
paid  to  the  owners  of  the  goods  by  the  rail  road  com- 
pany. The  British  companies  are  also  accountable  lor 
similar  losses. 

The  general  belief  is  that  usury  laws  should  be  abo- 
lished. The  following  is  a bold  step  towards  it,  as  to 
certain  notes,  and  became  the  law  of  England  in  August 
1833— 

“No  bill  of  e.Kchange  or  promissory  note,  payable  at 
or  within  tl»ree  months  after  date,  or  not  having  more 
than  three  months  to  run,  shall,  by  reason  of  any  interest 
taken  or  secured,  or  any  agreement  to  receive  or  allow 
interest,  be  void,  nor  shall  tlie  liability  of  any  party  to 
any  bill  be  affected  by  reason  of  any  statute  of  usury;  nor 
shall  any  person  taking  more  than  the  present  I’ate  of  le- 
gal interest  on  such  bill  or  note,  be  sulyect  to  any  penal- 
ty or  forfeiture:  any  thing  in  any  law  or  statute  relating 
o usury  to  the  contrary  notwithstanding.” 

The  New  -York  Evening  Post,  complaining  of  the 
stoppage  of  the  circulation  of  newspapers,  says— 

“To  those  of  our  subscribers  who  are  sufferers  in  the  present 
order  of  things,  we  can  only  recommend  patience,  in  the  hope 
fhat  the  evil  day  may  pass  away,  and  the  constitution  and  laws  of 
the  United  States  may  ere  long  be  restored  to  their  rightful  su- 
premacy.’^ 

Several  keepers  of  sailors’  boarding  houses  in  Boston, 
have  been  arrested  and  held  to  bail,  charged  with  the 
offence ^f  selling  protections  of  American  seamen  to  fo- 
reigners. The  section  of  the  law  which  provides  for  this 
offence  is  as  follows: 

[St.  March  3,  1813.]  “Sec.  13.  If  any  person  shall  falsely 
make,  forge,  or  counterfeit,  or  cause,  or  procure  to  be  falsely 
made,  forged,  or  counterfeited,  any  certificate  or  evidence  of 
citizenship  referred  to  in  this  act;  or  shall  pass,  utter,  or  use,  as 
true,  any  false,  forged,  or  counterfeited  certificate,  or  shall 
make  sale,  or  dispose  of  any  certificate  of  citizenship  to  any  per- 
son other  than  the  person  for  whom  it  was  originally  issued,  and 
to  whom  it  may  of  right  belong,  every  such  person  shall  be  deemed 
and  adjudged  guilty  of  felony.”  Punishment  from  three  to  five 
years  imprisonmcnlat  hard  labor,  or  a fine  from  $500  to  $1,000. 

On  Tuesday  commenced  the  argument  before  the 
chancellor  (governor)  of  New  Jersey,  on  the  application 
for  an  injunction  to  prohibit  the  Brunswick  and  Trenton 
turnpike  company  from  laying  rails  upon  their  road,  or 
otherwise,  converting  it  into  a rail  road.  This  trial,  for 
many  reasons,  is  one  of  the  most  important  that  has  ever 
taken  place  in  the  United  States,  and  its  result  will  be 
looked  to  with  great  an.\iety  by  both  parties.  It  may 
settle  the  cpiestion,  in  the  strictest  meaning  of  the  terms, 
whether  a fool-legislature  of  a state  can  grant  an  “efer- 
monopoly. 

At  a convention  of  the  whigs  of  the  county  of  Penob- 
scot, in  the  state  of  Maine,  assembled  at  the  City  Hall, 
in  Bangor,  on  Friday  the  28th  ultimo,  the  following 
were  among  the  resolutions  adopted: 

‘•Resolved,  That  when,  as  a people,  we  would  have  the 
constitution  administered  in  its  purity,  it  is  wise  to  select  as  a 
chief  magistrate  one  who  is  able  most  clearly  to  comprehend 
its  provisions,  and  who  has  also  sufficient  firmness  and  integri- 
ty to  carry  them  into  effect  for  the  general  welfare. 

“Resolved,  That,  in  our  opinion,  Daniel  Webster,  of  the 
United  Slates  of  America,  pos.-=esses,  in  a pre-eminent  degree, 
the  requisite  qualifications  to  fill  the  high  station  of  president, 
and  believing  that  his  election,  above  that  of  any  other  man, 
will  contribute  to  re.store  and  to  maintain  the  constitutional 
liberty  of  the  country,  we  will  use  unabated  and  persevering 
exertions  to  effect  his  choice.” 

Another  of  Perry’s  capttired  fleet  floats  on  Erie,  The 
Detroit  has  been  raised,  and  is  used  for  commercial  pur- 
poses. 

Hartford,  Con.  contains  8,800  inhabitants.  In  1820, 
only  4,695. 

The  papers  from  Charleston  make  very  complimenta- 
ry and  grateful  mention  of  the  late  public  meetings  in 
Boston  and  Philadelphia,  to  discountenance  the  worse 
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than  rash  proceedings  of  the  anti-slavery  society  and 
otlier  abolitionists.  One  of  those  papers,  the  Courier, 
speaks  of  the  meeting  in  Faneuil  Hall  as  “an  event  which 
may  be  regarded  as  constituting  a new  alliance  of  affec- 
tion between  tlie  north  and  south;  while  the  proceedings 
of  the  Philadelphia  meeting  are  wholly  of  the  right  stuff, 
breathing  a southern  spirit,  and  calculated  to  give  per- 
petuity to  our  glorious  union.” 

It  is  said — The  exports  of  Vicksburg,  (Miss.)  last 
season  amounted  to  50,000  hales  of  cotton — this  year  it 
will  be  70,000,  and  increasing  in  the  same  ratio,  as  it 
is  calculated,  in  two  years  the  quantity  will  not  fall  short 
of  100,000  bales.  This  is  only  one  item.  The  vast 
amount  of  imports  of  merchandise  from  New  Orleans 
going  to  all  counties  of  the  state,  and  the  passengers 
travelling  on  the  rail  road,  will  largely  swell  the  income. 
The  rail  road  is  calculated  at  least  to  cost  $600,000. 

Though  not  much  has  been  said  concerning  the  stato 
of  Mississippi  until  lately,  (when  she  obtained  an  un- 
enviable celebrity),  we  knew  that  the  state  was  going 
on  most  prosperously.  It  is  stated  that  the  crop  of  cot- 
ton, of  the  present  year,  will  amount  to  250,000  bales, 
valued,  at  existing  prices,  at  fifteen  millions  of  dollars. 

The  bank  capital  of  the  slate  is  now  Hvelve  millions — 
enough,  we  think,  for  every  useful  or  necessary  purpose; 
but  it  is  proposed  to  add  ten  millions  to  it.  We  hope 
that  the  people  will  consider  well  the  “signs  of  the  times” 
before  they  increase  the  circulation  of  paper  money,  and 
arrest  the  prosperity  just  above  spoken  of. 

One  of  those  beautiful  scenes,  a boxing  match,  for 
200  dollars,  lately  took  place  at  Marcus  Hook,  on  tlie 
Delaware,  in  the  presence  of  300  persons  from  Phila- 
delphia. The  parties  were  foreigners — an  Englishman 
and  a Scotchman. 

A “right  whale,”  58  feet  long,  was  lately  caught  on 
Watt’s  Island  shoal,  off  the  mouth  of  the  Potomac,  in 
the  Chesapeake.  This  “distinguished  stranger”  made 
many  barrels  of  oil. 

The  “Natchez  Courier”  says— 

“We  mentioned  a few  weeks  ago,  that  there  was  a rumor 
abroad  that  a treaty  was  in  Washington,  between  the  United 
States  and  Mexico,  by  which  Texas  was  ceded  to  the  former. 
Our  information  now  is  such  as  to  leave  but  little  doubt  of  the 
fact.  To  avoid  all  constitutional  questions  as  to  the  right  to 
purchase,  the  following  plan,  we  understand,  has  been  adopt- 
ed: as  the  line  between  Mexico  and  the  United  States,  has 
never  been  run  by  the  authority  of  the  two  governments,  and, 
of  course,  is  still  unsettled,  to  avoid  all  expense  and  contro- 
versy hereafter  for  a certain  payment  in  money  to  be  made  to 
the  Mexican  government,  by  the  United  States,  it  is  agreed 
that  the  Kio  del  Norte  shall  be  the  dividing  line. 

The  following  extract  of  a letter  from  Chicago,  in  the 
Philadelphia  Gazette,  furnishes  facts  in  relation  to  the 
contemplated  improvements,  the  truth  of  which  can 
scarcely  be  realized  in  a country  which  a few  years  since 
was  but  a wilderness.  Thus  it  appears  that  the  state  of 
Illinois  already  has  tlie  following  important  projects  in 
view: 

1st.  A steamboat  canal  to  unite  the  waters  of  the  lake  with 
the  Illinois,  and  eonseqnenfly  the  Mi.^sissippi. 

2d.  A small  canal  from  Beardslnwn,  on  the  Illinois,  to  San- 
gamon river — a canal  of  twenty-seven  miles  to  overcome  river 
navigation  of  upwards  of  one  hundred, 

3d.  A rail  road  from  Chicago  to  Galena, 

4th.  A rail  road  from  Chicago  to  Vincennes,  Wabash. 

5lh.  A rail  road  from  Jacksonville  to  Meredosia,  Illinois. 

6ih.  A rail  road  from  Springfield  to  Alton,  Illinois. 

Well  may  older  states,  that  have  scarcely  yet  begun  to  think 
of  canals,  much  less  of  rail  road.s,  look  with  astonishment  at 
enterprises  like  these,  and  the  works  already  completed  by  this 
young  sister. 

Fredericksburgh,  Sept.  8.  The  British  brig  William 
the  Fourth,  captain  Thompson,  from  St.  Tves,  Cornwall, 
has  arrived  in  our  city,  freighted  with  engines  and  ma- 
chinery for  the  Union  mining  company.  We  under- 
stand that  she  has  on  board  one  engine  of  30  horse  pow- 
er, and  two  of  26  horse  power — besides  a great  variety 
of  machinery  for  crushing  and  amalgamating  the  ores, 
amounting  in  all  to  about  220  tons.  The  engine  and  raa- 
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chinery  are  of  a novel  construction,  and  of  great  power. 
The  brig  drawing  too  much  Avater  to  come  up  to  our 
wharves,  schooners  have  been  despatched  to  Tappahan- 
nock  to  bring  the  articles  up. 

Statement  of  the  balances  of  gold  remaining  at  the  mint 
uncoined  on  the  31st  July,  1835,  with  the  amount  deposit- 
ed for  coinage  within  the  month  of  August;  together 
Avith  the  amount  of  gold  coinage  executed  wiibin  the 
same  period: 

Remaining  at  the  mint  uncoined  July  3lSt,  1835,  $105,405 

Deposiied  for  coinage  within  the  month  of  August, 
viz. 

Uncoined  gold  bullion  of  the  U.  States,  $80,365 

do.  do.  foreign,  14,660 

United  States  coins  of  the  former  standard  230 
Foreign  coins,  4,175 

99,430 

204,835 

Amount  coined  within  the  month  of  August^  (of  which 
$13,580  in  quarter  eagles),  161,500 

Remaining  at  the  mint  uncoined,  August  31, 1835,  $43,335 

[Globe. 

The  exportation  of  the  precious  metals  from  the  port 
of  London,  for  the  week  ending  the  25th  of  July,  was  as 
under— 

Ounces. 

Silver  coin  to  Van  Dieman’s  land  and  N.  South 


Wales 36,363 

Silver  coin  to  Calais 89,360 

Silvef  Bars  to  Ditto 31,005 


This  is  a A'ery  small  affair. 


ly  indicate  a proper  motion;  and  being  very  near  the  place  as- 
signed to  Halley’s  comet,  we  recognised  it  as  the  long  expected 
visitant. 

Its  present  position  is  north  of  the  bull’s  horns,  a little  below 
the  vortex  of  an  equilateral  triangle,  formed  with  those  two 
stars.  It  is  nearly  in  a line  between  the  planet  Jupiter  and  the 
Pleiades  or  seven  stars,  and  nearer  to  the  former.  Or,  more 
particularly,  at  two  o’clock  this  morning,  its  right  ascension 
was  5h.  51m.  and  its  declination  N.  24  deg.  being  about  a de- 
gree less  than  that  derived  from  the  elements  of  Pontecoulant, 
which  are  given  in  the  Connaissance  des  Temps  for  1833. 

The  appearance  in  our  telescope  is  that  of  a dim  cloud,  or 
halo,  far  less  luminous  than  the  planets.  Its  magnitude  is  such 
as  to  render  it  visible  in  smaller  telescopes  provided  they  afford 
sufficient  light.  We  employed  only  our  lowest  magnifier  (55); 
but  the  fine  light  of  this  instrument,  having  an  object  glass  of  5 
inches,  gives  it  great  advantages  over  ordinary  telescopes  in  ob- 
servations of  this  kind.  Denison  Olmsted, 

Elias  Loomis. 

The  comet.  The  following  paragraph,  being  an  extract  of  a 
letter  from  Mr.  Rogerson,  of  the  royal  observatory,  London, 
was  publi.shed  in  the  Bristol  (England)  Gazette  of  June  13th: 

“The  comet  of  Halley  now  arrests  the  attention  of  the  astro- 
nomical world.  It  is  making  its  way  in  its  eleptical  orbit  to- 
wards the  sun,  and  also  the  earth.  It  is  now  in  the  neighbor- 
hood of  Jupiter,. but  as  yet  invisible  even  to  a good  telescope. 
I expect  this  comet  will  be  seen  by  assisted  vision  in  July  and 
August,  and  become  visible  to  the  naked  eye  in  September.  It 
will  be  nearest  the  earth  about  the  5th  or  6th  October;  and  its 
perihelion,  or  nearest  point  to  the  sun,  about  the  4th  of  Novem- 
ber. It  may  be  expected  to  be  a splendid  object  from  the  end 
of  September  to  the  middle  of  October;  its  revolution  is  about 
76  years— was  last -seen  in  1759 — having  been  observed  also  in 
1682.  When  the  cornet  is  nearest  the  sun  it  will  be  about  an 
equal  distance  with  Venus  from  that  luminary — and  when  at  its 
greatest  distance  from  the  sun,  it  will  be  almost  twice  as  far  off 
as  Georgium  Sidus.” 


An  immense  quantity  of  fish  are  caught  at  the  Long 
Island  (N.  Y.)  fisheries.  It  is  estimated  that  31,218,500 
“Bunkers,”  or  “moss  Bunkers,”  have  been  taken  in  the 
town  of  Southold,  only,  in  the  present  season! — “which 
lasts,  on  an  average,  about  5 weeks.  The  fish  are  used 
for  manure,  15,000  on  an  acre  being  sufficient  for  any 
crop,  and  the  price  ranging  from  50  to  75  cents  a thou- 
sand, that  is,  from  $7  50  to  $11  25  an  acre. 

“Another  kind  of  fish  taken  at  Southold,  by  fishing 
smacks,  is  the  porgie,  or  skippaug,  100,000  of  which 
have  been  sometimes  taken  and  carried  to  New  York,  to 
market,  during  a single  tide,  having  an  average  weight 
of  1 lb.  and  the  whole  having  sold  for  $3,500. 

“This  statement  is  made  from  a return  of  the  assessors 
of  Southold. 

“The  use  of  fish, as  manure,  has  doubtless  suggested  the 
use  of  Tv/iale  oil  for  the  same  purpose,  as  has  lately  been 
done.” 

Col.  Strother  demanded  satisfaction  of  col.  Benton,  of 
Missouri,  for  “coarse  and  rude  language”  used  by  the 
latter — who  refused  to  receive  the  letter  of  col.  S.  where- 
upon the  “Msz^aZ”  proceedings  in  such  cases  followed. 

Comparative  statement  of  arrivals,  tonnage  and  set- 
tlers, at  Quebec  to  21st  August,  inclusive: 

Vessels,  Tons.  Settlers. 

1834  731  200,596  27,930 

1835  668  189,779  10,324 


The  Richmond  Enquirer  says— 

^'■The  Boston  orators.  AVe  are  happy  to  lay  before  our 
readers  the  speeches  of  Messrs.  Fletcher  and  Sprague. 
We  shall  follow  them  up  with  the  speech  of  H.  G.  Otis, 
esq. 

“The  speech  of  Mr.  Fletcher  has  many  beauties — it  is 
terse,  luminous,  eloquent  and  to  the  purpose — that  of 
Mr.  Sprague  is  worthy  of  all  praise.  He  was  late  a se- 
nator of  the  U.  S.  a whig;  but  we  care  not  who  he  is,  he 
is  an  American  and  a patriot.  We  are  told  that  he  is 
advanced  in  years — but  age  appears  only  to  have  matur- 
ed his  faculties,  while  it  has  not  abated  one  scintilla  of 
the  fires  of  his  youth.  It  is  an  admirable  production — 
bold,  frank  and  patriotic  in  its  spirit — teeming  with  ir- 
resistible argument,  and  emfiched  by  all  the  graces  of 
eloquence.  A¥e  hail  the  exertions  of  such  men  in  such 
a cause.  Let  the  spirit  of  Sprague  prevail,  and  all  -will 
be  -well.  The  rights  of  the  south  must  be  protected — and 
the  union  must  be  preserved.  Fanaticism  will  be  rebuk- 
ed and  extinguished,  for  years,  if  not  forever.  The 
blessed  chain  Avhich  binds  us  together,  will  be  brighten- 
ed and  strengthened  in  the  principles  which  produced  it. 
God  grant  it  may  be  so!” 

But — the  late  talented  senator  from  Maine  has  been 
superceded  by  a man  as  different  from  him — as  I am 
from  Hercules!  That  he  is  “an  American  and  a pa- 
triot”— no  other  than  a mere  politician,  Avith  ^^glass 
eyes,^'  ever  doubted.  He  has  not  reached  the  fulness  of 
his  poAver — being  under  40  years  old. 


Difference  63  10,817  17,606 

The  following  is  from  the  “Western  Hemisphere,” 
published  at  Columbus,  one  of  the  organs  of  the  party  in 
Ohio.  It  is  a fine  specimen  of  the  press  in  our  day. 
“How  long  will  it  be  before  Clay  and  Poindexter  will 

be  STRUNG  UP  BT  THE  NECK,  IN  THE  PUBLIC  HIGHWAY, 

as  gamblers  and  blacklegs,  in  the  Vicksburg  fashion.?” 

Professors  Olmsted  and  Loomis,  of  Yale  college,  have 
published  the  following  card  in  the  New  Haven  Herald, 
from  which  it  will  be  seen  that  they  claim  the  honor  of 
having  first  discovered  “Halley’s  comet.”  Its  appear- 
ance has  long  been  expected  by  astronomers. 

Halley’s  comet.  Yesterday  morning,  August  31st,  we  had  the 
satisfaction  of  first  observing  Ibis  interesting  body,  in  the  field 
of  Clark’s  great  telescope.  The  possibility  of  confounding  it 
Avilh  a Nebula,  induced  us  to  wait  for  another  observation,  in 
order  to  ascertain  whether  it  changed  its  place  among  the  stars, 
in  which  case  no  doubt  would  remain  of  its  being  a comet. 
The  approach  of  the  twilight  prevented  our  ascertaining  this 
point  yesterday;  but  observations  repealed  this  morning,  plain- 


Packages  of  anti-slavery  pamphlets  and  papers  are 
daily  discovered  and  destroyed,  at  different  places.  The 
members  of  the  society  lately  subscribed  more  than 
$100,000  to  forward  their  Avork! 

The  Presbyterian  clergy  of  South  Carolina  and  Geor- 
gia adopted  the  following  resolution  at  their  last  meet- 
iugt 

Resolved  unanimously,  That  in  the  opinion  of  this  synod,  abo- 
lition societies  and  the  principles  on  which  they  are  formed  in 
the  United  States,  are  inconsistent  with  the.  best  interesis  of 
the  slave.s,  the  rights  of  the  holders,  and  the  great  principles  of 
our  political  institutions. 

Charleston,  Sept.  5.  The  committee  of  vigilance 
for  prince  William’s  parish,  beg  leave  to  submit  to  the 
public,  the  following  extracts  from  a letter  received  by 
tbeir  secretary  from  LcAvis  Tappan,  of  New  York,  to 
show  to  their  brethren  throughout  the  state,  that  the  notes 
of  peace  sounded  by  northern  editors  are  only  the  syren 
song  Avhich  is  destined  to  lull  them  into  fatal  security, 
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and  that  the  fanatics,  far  from  relinquishing  their  sangui- 
nary efforts,  distinctly  avow  their  determir>ation  to  persist 
in  the  reckless  course  they  have  marked  out. 

New  York,  August  19, 1835. 

“In  July  the  American  Anti-slavery  society  issued  175,000 
copies  of  newspapers  and  pamphlets,  of  which  1,000  were  de- 
stroyed at  Charleston,  S.  C.  (l-175th  part.*)  The  rest  are  ac- 
complishing the  design  intended  throughout  the  LT.  States.” 

“VVe  will  persevere,  come,  life  or  death.  If  any  fall  by  the 
hand  of  violence,  others  will  continue  the  blessed  work.” 

“I  have  just  learned  that  in  the  centre  of  this  state  a great 
excitement  prevails,  owing  to  the  intelligence  from  Charleston^ 
the  resolutions  in  Richmond,  &c.  that  there  has  been  a great 
anti-slavery  meeting — the  most  influential  persons  uniting 
themselves  to  it;  and  that  notices  have  gone  abroad  for  a large 
state  convention,  to  form  a New  York  state  Anti-slavery  so- 
ciety.^' (Signed)  Lewis  Tappan. 

The  committee  deem  comment  upon  the  above  extracts 
needless,  and  submit  them  without  remarks  to  their  fel- 
low citizens. 

T.  W.  HuTsoif,  chairman. 

W.  Ferguson  Hutson,  sec'ry. 

Phrenzt.  The  following  is  an  extract  from  an  edi- 
torial notice  of  the  recent  meeting  of  the  citizens  of  Bos- 
ton, at  Faneuil  Hall,  copied  from  Garrison’s  Liberator: 

Meeting  of  citizens.  The  deed  of  self  degradation,  of 
base  sei'vility,  of  heaven-daring  impiety,  on  the  part  of 
our  citizens,  is  done,  to  the  scorn  of  the  world,  and  the 
disgust  and  horror  of  posterity! — The  old  cradle  has  be- 
come the  coffin  of  liberty.  Upon  the  walls  of  Faneuil 
Hall  let  ’•Ichahod'’  be  written  in  letters  of  blood — let  its 
decorations  be  the  whip  of  the  slave-driver,  the  yoke  and 
fetters  of  slavery,  pictures  of  slave  auctions,  the  portraits 
of  eminent  sfavefraffickers,  and  all  the  paraphernalia  of 
man- steal  i ng  depi'avity!” 

Not  satisfied  with  such  language  as  the  above,  the  in- 
fatuated editor  of  the  Liberator  draws  the  following  com- 
parison between  Lafayette  and  George  Thompson; 

“It  was  deemed  a sublime  spectacle  when  the  youth- 
ful Lafayette  left  his  native  land  for  a foreign  shore, 
and  periled  his  fortune,  ease,  reputation  and  life,  in  or- 
der to  espouse  the  cause  of  a brave  but  injured  people, 
in  their  unequal  struggle  for  liberty.  A.n  example  of  pa- 
triotism so  rare,  so  full  of  high-wrought  chivalry,  and  so 
opposite  to  the  dictates  of  human  selfishness  and  pru- 
dence, could  not  fail  to  excite  the  admiration  of  the 
world,  even  before  the  termination  of  the  generous  and 
daring  adventure. 

“In  the  eye  of  mercy,  in  the  judgment  of  charity,  in 
the  estimation  of  piety,  and  ultimately  in  the  decision  of 
mankind,  far  more  of  moral  sublimity  attended  the  em- 
barkation of  George  Thompson,  for  these  shores,  and 
still  higher  courage,  devotion,  fortitude  and  integrity  are 
required  in  the  prosecution  of  his  great  anti-slavery  mis- 
sion among  us.”  [JVe-iv  Bedford  Mercury. 

Episcopal.  The  convention  of  the  Protestant  Epis- 
copal church,  which  has  recently  closed  its  labors  in  this 
city,  was  one  of  uncommon  interest,  and  the  importance 
of  the  questions  which  arose,  drew  forth  some  of  the 
most  commanding  eloquence  ever  heard  in  this  city — there 
was  a great  and  earnest  zeal  in  discussion,  which  show- 
ed an  anxiety  for  truth  and  an  edifying  readiness  for  union 
when  a plan  of  action  was  settled,  which  showed  a de- 
votion to  the  cause. 

Among  the  labors  of  the  convention,  may  be  mention- 
ed that  of  electing  the  rev.  Francis  L.  Hawks,  D.  D.  a 
bishop,  and  assigning  to  him  the  Episcopal  charge  of 
Florida,  Louisiana  and  Arkansas.  Also,  electing  the 
rev.  Jackson  Kemper,  D.  D.  a bishop,  and  assigning  to 
him  the  Episcopal  charge  of  Missouri  and  Indiana.  It 
is  thought  that  in  addition  to  the  above  labors.  Dr.  Hawks 
will  undertake  provisionally  the  charge  of  the  diocess  of 
Alabama. 

The  consecration  of  the  newly  elected  bishops  will 
probably  take  place  in  this  city,  in  the  course  of  a few 
weeks.  {Phila.  TJ.  S.  Gaz. 

Gekttiite  agrariakism.  “Teddy,”  said  a man  to  an 
Irishman,  “won’t  you  join  the  agrarians?”  “Agrarians! 
what  the  devil’s  that?”  said  Teddy.  “Why  a division  of 

•“This  is  not  true.  Several  thousand  were  destroyed  here. 

[Editor  Mercury. 


property  !”  “A  division  of  property!  sure,  and  I’m  the 
lad  for  tliat  same.”  “W^ell,  Teddy,  what  would  you  do 
with  your  share,  if  all  the  property  was  equally  divided 
amongst  us?”  “What  would  I do  wid  it?  By  the  powers 
but  I’m  the  boy  that  would  spend  it  jintaly.  ” “Well, 
Teddy,  after  your  share  was  spent,  what  would  you  do 
then?”  “What  would  I do  then  do  you  ax  me?  by  St. 
Patrick  but  I’d  be  for  another  division,  so  I would.” 

The  Opelousas  (Louisiana)  Gazette,  contemplating  the 
probability  of  a war  between  the  Texians  and  Santa  Anna, 
thus  compassionately  and  respectfully  speaks  of  the  bel- 
ligerents: 

“You  are  welcome  to  the  combat,  gentlemen.  One  good  re- 
sult is  certain — the  world  will  loose  many  bad  citizens,  and  the 
devil  will  gain  some  faithful  servants. 

“Every  body  knows  that  Texas  has  been  to  the  United 
States  what  Botany  Bay  has  been  to  Great  Britain.  The  emi- 
grants thither,  like  the  followers  of  king  David  in  the  cave  of 
Adnllum,  have  been  all  those  who  were  oppressed,  and  all 
those  who  were  in  debt — in  other  words,  vagabonds  and  refu- 
gees from  justice.  To  read  the  thundering  manifestoes  of  these 
fellows,  who  know  nothing  about  republics,  and  care  nothing 
about  liberty,  one  would  think  they  had  been  hired  to  bring  the 
immortal  doctrines  of  Plato  into  ridicule  and  contempt.” 

Quebec,  August  27.  His  majesty’s  ship  President,*  52 
guns,  captain  James  Scott,  bearing  the  flag  of  vice  admi- 
ral sir  George  Cockburn,  commanding  on  the  North 
American  and  West  India  station,  arrived  yesterday 
morning  from  Halifax,  whence  she  sailed  on  the  16th  in- 
stant. H.  M.  S.  Forte,  44  guns, commodore  W.  O.  Pell, 
and  commander  Herringham,  also  from  Halifax,  came 
into  port  almost  at  the  same  moment. 

Admiral  Cockburn,  with  lady  and  Miss  Cockburn  and 
a party  of  friends  will  proceed  to  witness  the  falls  of 
Niagara.  A party  of  the  officers  of  the  Pique  set  off  on 
the  same  expedition,  by  the  steamer  on  Tuesday  night. 

’[Mercury. 

Naval  Register.  Changes,  notices,  &c.  as  ascertain- 
ed at  the  department,  during  the  month  of  August,  1835. 
Vessels  attached  to  the  different  foreign  stations,  viz; 

Mediterranean. 

Ships  of  the  line — Delaware. 

Frigates — Potomac  and  Constitution. 

Sloop— John  Adams. 

Schooner— Shark. 

West  Indies. 

Frigate— Constellation. 

Sloops — Vandalia  and  St.  Louis. 

Schooner-Grampus. 

Coast  of  Brazil. 

Sloops — Natchez,  Ontario  and  Erie. 

Pacific. 

Frigate— Brandywine. 

Sloops — Fairfield  and  Vincennes. 

Schooners — Dolphin  and  Boxer. 

Massachusetts.  The  legislature  of  the  state  of  Mas- 
sachusetts met  at  a prorogued  session,  on  Wednesday 
last,  for  the  special  purpose  of  a revision  of  the  statutes 
of  that  state.  In  his  message  at  the  opening  of  the  ses- 
sion the  acting  governor,  {Armstrong) , adverts  to  one  or 
two  other  subjects,  and,  among  others,  to  the  existing 
excitement  on  the  subject  of  slavery,  in  the  following 
terms; 

“In  the  full  possession  of  all  those  blessings  which  are  indi- 
cated by  unsurpassed  prosperity,  abounding  health,  and  undis- 
turbed tranquillity  among  ourselves,  we  see  demonstrations  of 
an  unwonted  excitability  in  some  portions  of  the  country  upon 
the  subject  of  domestic  slavery.  To  allay  this  excitement,  by 
any  suitable  mode,  seems  obviously  the  duty  of  the  philanthro- 
pist and  the  patriot.  Our  constitution  guarantees  to  each  of 
the  states  the  exclusive  control  and  management  of  its  own 
internal  affairs.  Whatever  may  be  the  opinions  or  desires  of 
the  people  of  Massachusetts,  in  regard  to  slavery  as  it  exists  in 
our  country,  it  is  most  assuredly  believed  that  they  are  utterly 
opposed  to  the  countenancing  of  any  measures  having  for  their 
object  the  disturbance  of  the  peace,  or  the  abridgment  of  the 
constitutional  rights  of  any  of  the  states  of  this  union.  What- 
ever measures  may  be  necessary  now,  or  at  any  future  period, 
for  the  removal  of  existing  evils,  must  and  should  be  referred  to 
the  prudence,  justice  and  compassion  of  those  who  are  most 
deeply  interested  in  the  results,  awaiting  their  decision,  and 
whose  final  accountability  is  to  Him  who  has  made  of  one 
blood  all  men.  We  have  confidence  that  the  decision  to  which 
our  slaveholding  countrymen  shall  ultimately  come,  will  be 
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founded  in  equity.  We  cherish  the  union  of  these  states  as 
Ihecliiefof  our  political  blessings,  and  as  the  pillar  on  which 
lean  the  hopes  of  those  who  are  quickly  to  succeed  us  in  the 
scenes  of  this  world;  for  the  perpetuity  of  this  union,  we  will 
readily  acquiesce  in  sacrihces  as  large  and  ns  liberal  as  duty 
does  or  shall  require.  We  firmly  hold  now,  as  in  every  vicis- 
situde we  have  held,  an  unfeigned  and  unabated  attachment  to 
the  constitution  of  the  country;  that  constitution,  which  forms 
the  basis  of  our  nation’s  peace,  honor  and  hope.” 

The  United  States  vs.  Caleb  Miller.  A trial  took  place 
yesterday  in  the  United  States  district  court,  to  determine  whe- 
ther the  two  colored  children,  brought  here  from  the  coast  of 
Africa  by  captain  Miller,  (relative  to  whom  he  was  lately  tried 
for  a misdemeanor)  were  brought  here  for  the  purpose  of  being 
held  io  labor,  or  in  other  words,  as  slaves.  Mr.  Hamilton,  on 
tlie  part  of  the  United  Stales,  quoted  the  law  under  which  the 
present  proceeding  was  being  held,  and  stated  that  the  object 
of  the  present  trial  was.not  for  the  purpose  of  inflicting  any  pe- 
nally which  captain  Miller  might  have  incurred  by  bringing  the 
children  here,  but  for  the  purpose  of  placing  them  in  the  hands 
of  the  United  States  marshal,  to  send  them  back  to  Africa  or 
otherwise  dispose  of  them  as  the  president  of  the  United  Slates 
might  direct.  The  second  male  and  a seaman  of  the  brig  Ame- 
rica were  then  examined,  and  proved  that  the  chJIdren  were 
brought  here  by  captain  Miller. 

No  defence  was  oifered  on  the  part  of  the  defendant,  and 
judge  Betts  instructed  the  jury  that  the  mere  bringing  the  chil- 
dren here  from  the  coast  of  Africa  by  captain  Miller,  was  con- 
sidered sufficient  proof  that  he  brought  them  lobe  held  to  labor, 
until  he  showed  the  contrary,  and  that  the  law  rendered  it  im- 
perative on  him  to  show  that  he.  had  not  brought  the  children 
here  in  violation  of  the  act  of  congress. 

The  jury  instantly  returned  a verdict  that  captain  Miller 
brought  the  children  to  be  held  to  labor.  The  children  were 
then  formally  placed  in  custody  of  the  United  Slates  marshal, 
Mr.  Waddell,  who  yesterday  addressed  a communication  on 
the  subject  to  the  president  of  the  United  Stales. 

[iV.  Y.  Jour,  of  Com. 

Theatrical.  The  New  Orleans  correspondent  of  the  Sunday 
Morning  News,  speaks  thus  of  the  new  mammoth  theatre,  now 
being  built  by  Caldwell:  “it  is  a splendid  affair;  the  third  tier  is 
just  up,  and  the  whole  is  really  beautiful.  Every  box  in  the 
dress  circle  and  second  tier  has  a drawing-room  attached  to  it; 
each  box  has  rich  silk  damask  curtains  in  front,  which  may  be 
drawn  to  cover  it.  The  ground  saloon  is  130  by  30  feet.  The 
pit  is  arranged  somewhat  in  the  style  of  the  opera  house  in 
London,  and  will  accommodate  750  persons,  each  having  a 
chair  to  himself.  The  whole  house,  as  at  present  arranged, 
will  contain  3,500  persons;  and,  if  the  rooms  attached  to  the: 
boxes  were  taken  away,  6,000  persons  could  be  sealed.  The 
stage  is  80  by  96  feet.  Your  Bowery  stage  is,  1 think,  42  feet 
wide.  There  are  five  tiers,  including  the  first  boxes.  The 
whole  front  is  130  feet,  including  24  feet  for  the  arcade,  and 
the  depth  of  the  house  is  200  feet.  The  height  to  the  square  of 
the  walls  is  86  feet,  and  to  the  top  of  the  cupola,  where  is  a gas 
chandelier,  whicli  is  of  superb  cut  glass,  is  1:30  feet.  The  col- 
lonnade  in  front,  which  is  30  feet  in  height,  will  be  surmounted 
by  statues  of  Apollo  and  the  nine  muses,  each  8 feet  in  height. 

I presume  you  might  put  the  whole  Park  theatre  upon  the 
stage  of  this  establishment,  and  have  room  to  spare.” 

Liverpool,  Joly  24, 1835.  Lord  Brougham  arrived  at  Liver- 
pool on  Monday,  for  the  purpose  of  laying  the  first  stone  of  a 
new  Mechanics’  Institute.  He  did  this  in  the  presence  of 
40,000  persons,  and  made  a speech,  from  the  top  of  the  stone, 
on  the  blessings  of  education,  and  the  semi-miracle  of  the  rail- 
way, which  he  had  seen  that  morn  for  the  first  time,  and  on 
which  he  hud  been  conveyed  from  Manchester  to  Liverpool  (30 
miles)  in  a minute  less  tlian  an  hour.  In  the  evening  he  was 
entertained  at  a public  dinner  in  the  amphitheatre.  About 
eleven  hundred  gentlemen  dined  together  on  this  occasion. 
The  pit  was  floored  over,  the  boxes  were  filled  with  the  beauty 
and  lasliion  of  Liverpool  (to  whom  refreshments  were  copious- 
ly furnished)  and  the  gallery  was  crowded  with  mechanics. 
The  dinner  tickets  were  5 dollars  each,  including  wine.  Lord 
Brougham  made  a two  hours  speech,  de  omnibus  rebus,  in 
which  he  defended  his  political  conduct,  and  said  he  would 
support  ministers,  while  they  merited  the  support  of  the  people. 
In  his  oration  were  many  complimentary  allusions  to  the  Unit- 
ed States,  and  each  was  hailed  with  applause  by  the  company. 
Among  the  toasts  was — “our  brethren,  the  citizens  of  the  Unit- 
ed Stales  of  America.”  This  was  propose.d  by  lord  Brougham, 
and  the  whole  company,  ladies  included,  simultaneously  arose, 
and  gave  three  cheers.  The  ladies,  besides  thus  exercising 
their  “most  sweet  voices,”  waved  their  handkerebiefs  in  a most 
enthusiastic  manner.  Dr.  String,  an  American,  acknowledged 
the  compliment,  as  did  Mr.  Ogden,  the  American  consul,  and 
the  band  (by  way  of  compliment)  gave  “Yankee  Doodle,”  as  a 
finale.  On  Tuesday  morning,  lord  Broijsham  left  Liverpool. 
He  looks  care-worn,  and  was  remarkably  ill-drest.  [JY.  F.  Star. 

Teasels.  This  at  present  is  one  of  the  most  profitable  crops. 
There  is  a crop  to  be  gathered  this  fallon  three  or  four  acres  of 
what  was  Mr.  Cogswell’s  garden,  said  by  competent  judges  to 
be  worth  $3,000.  We  are  told  that  many  farmers  in  Hatfield 
jjave  gone  into  the  cultivation  of  it.  The  scarcity  of  the  article 


is  the  main  cause  of  its  present  high  price.  A few  years  sinae 
it  was  so  low  as  to  be  hardly  worth  raising,  and  tlie  prnbabiliiy 
is  that  there  will  soon  bo  an  abundance  to  supply  the  market. 

[^Norlkampton  Gazette. 

ELECTIONS. 

RHODE  ISLAND. 

The  Providence  Journal  gives  a list  of  all  the  returns  of  votes 
for  members  of  congress,  which  make  the  following  aggregate, 


viz: 

For  Mr.  Burges 3,882 

“ “ Cranston ,..3.675 

“ “ Pearce 3,903 

“ “ Sprague 3,914 

Scattering 11 


4)15,385 

3,846^ 

In  summing  up  the  aggregate  number  of  votes  given  to  each 
candidate,  including  II  scattering  voles,  and  dividing  by  4,  the 
number  of  candidates,  it  appears  that,  according  to  the  mode  of 
computation  practised  in  Massachusetts,  3,847  would  consti- 
tute a majority  or  choice.  It  follows,  therefore,  that  Messrs. 
Burges,  Sprague  and  Pearce  have  each  received  a majority  of 
all  the  votes.  Singular  as  this  may  appear  at  first  glance  it  is 
neverllieless  true,  that  three  of  the  four  candidates  have  receiv- 
ed majorities  of  votes.  Mr.  Cranston’s  vote  falls  considerably 
short  of  either  of  the  others.  It  follows,  therefore,  that  some  of 
the  Whigs  who  voted  for  Burges  also  voted  for  one  or  the  other 
of  the  anti-masonic  candidates.  The  effect  has  been  to  elect 
Pearce  and  Sprague  by  Jean  majorities  of  the  whole,  and  by 
pluralities  over  Burges.  The  election  will  probably  be  contest- 
ed by  Burges  and  Pearce.  [Boston  Centinel. 

From  the  last  Raleigh  Star. 

North  Carolina  elections.  The  following  table  exhibits 
the  aggregate  of  the  voles  given  for  members  of  congress  in  this 
state: 


White. 


1st  district 

W.  B.  Shepard 

^ 

..2,534 

2d 

do. 

W.  L.  Long 

..1,986 

3d 

do. 

E.  Pettigrew 

..3,128 

4lh 

do. 

John  McLeod 

..2,250 

5ih 

do. 

Dr.  Dishongli 

..1,553 

6th 

do. 

Josiali  Criuliip 

7 th 

do. 

E.  Deberry 

8th 

do. 

D.  L.  Barringer 

..2,416 

lllh 

do. 

B.  Shipp 

..1,979 

12th 

do. 

J.  Graham 

D.  Newlanii 

.3,733  1 
.3,726  ' 

j 7,459 
28,253 

lOlh 

do. 

A.  Renclier 

B.  Craig 

R.  M.  Pearson 

White  majority 

.3,118) 

1,622  S 6,037 
. 1,297  i 

34,290 

22,680 

11,610 

Fan  Bur  en. 

1st  district  Dr.  Pipkin 

..  429 

2d 

do. 

J.  A.  Bvnum 

. .2  227 

3d 

do. 

Dr.  Hall 

..2, '516 

4ih 

do. 

J.  Speight 

..3,017 

5th 

do. 

J J.  McKay 

..2,690 

6lh 

do. 

M.  F.  Hawkins 

. .2,540 

7th 

do. 

L.  Bethnne 

..2,940 

8ih 

do. 

W.  Montgomery 

..2,706 

lllh 

do. 

H.  W.  Connor 

. .3,385 

12th 

do. 

A.  Durham 

..  2.30 
22,680 

It  will  be  seen,  from  our  table,  that,  in  ten  districts,  the  issue 
was  fairly  tried  between  White  and  Van  Bnren  men,  and  the 
result  is  a majority  of  15,.573  for  the  former.  The  Van  Buren 
men  did  not  venture  to  test  their  strength  in  Rencher’s,  A.  H. 
Shepperd’s  and  Williams’  districts,  altliough  in  Rencher’s  dis- 
trict there  were  three  whig  candidates.  The  result  of  the 
whole,  as  heretofore  slated,  is,  that  we  h.xve  elected  seven  out 
of ffeirfeen  members  of  congress,  and  that  the  aggregate  votes 
received  by  the  White  candidates  in  the  state,  estimating  Wil- 
liams and  A.  H.  Shepperd  (from  whoso  districts  returns  have 
not  reached  us)  to  have  received  6,000  votes  each,  will  be 
46,290,  and  the  entire  vote  received  by  the  Van  Buren  candi- 
dates 22,680. 

It  is  due  to  candor  to  stale  that  we  have  no  doubt  that  Mr. 
Van  Bnren  is  stronger  in  Graham’s  and  W.  B.  Shepard’s  dis- 
tricts Ilian  appears  from  this  statement,  and  that  in  those  dis- 
tricts where  liis  friends  found  H most  prudent  not  to  try  his 
strength,  he  has  advocates,  who.,  if  their  number  could  be  as- 
certained, would  somewhat  augment  his  aggregate  and  diminish 
ours;  but,  on  the  other  hand,  it  is  equally  clear  that  the  friends 
ofjtidge  White  do  not  exhibit  any  thing  like  their  numbers  in 
Hawkins’,  McCay  and  Connor’s  districts. 

We  give  below  the-  result  of  the  election  of  governor  in  the 
state  of  Tennessee.  Cannon  42,795.  Carrol  85,247.  Hum- 
phries 8,4.33. 
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So  Mr.  Carrol  is  behind  in  ihe  large  vote  of  15,000. 

Terre  Haute,  ( Indiana J Jlug.Ql.  Ratliff e Boon’s  majority 
in  Uie  congressional  district  lielow  this  is  but  124.  Jimos 
Lane’s  majority  78.  Close  shaving  this. 

The  late  elections  in  Illinois,  so  far  as  they  go,  are  decisive 
against  tlie  nominee  of  the  Baltimore  convention.  In  Sanga- 
mon county,  especially,  the  conte.st  was  openly  decided  on  the 
question  of  Van  Boren  or  no  Van  Buren.  Her  ndon  and  Fletch- 
er {While  men),  defeated  Cartwright  (a  delegate  to  the  Balti- 
more convention),  a'nd  another  genlleinan,  whose  name  we  do 
not  recollect,  for  senatois. 

The  delegation  to  congress  from  Kentucky,  now  stands — four 
for  the  administration,  and  nine  against  it.  Complete  returns 
have  been  received  of  the  members  elected  to  the  stale  legisla- 
ture, from  which  it  appears  there  are  16  administiaiidn  and  22 
nnti’s  in  the  senate;  and  in  the  house  of  representatives,  61 
nnti’s  and  39  administration  men.  It  is  said,  that  ‘‘some  oi 
those  enumerated  as  being  in  favor  of  the  present  administra- 
tion, will  not  support  Mr.  Van  Buren  under  any  circumstanc- 
es.” 

Vermont.  We  have  returns  from  41  towns.  The  result  is. 
Palmer,  anti-mason,  for  governor  4,057;  Bradbury,  Jackson, 
3,561;  Paine,  whig,  1,454.  There  is  no  probalrility  that  a choice 
has  been  effected  by  the  people.  In  this  case  the  election  will 
devolve  upon  the  assembly  and  council  in  joint  ballot. 

BALTIMORE  ELECTION — FOR  MAYOR. 


The  annexed  table  shows  the  result  of  the  election  which 
was  held  in  this  city  on  Monday  last,  for  mayor,  to  fill  the  va- 
cancy occasioned  by  the  resignation  of  Mr.  Hunt: 


Wards. 

Gen.  Sami.  Smith. 

Moses  Davis, 

1 

366 

26 

2 

344 

3 

319 

4 

5 

6 

449. 

7 

6.32 

8 

370 

9 

565 

10 

361 

11 

540 

12 

320 

Total. 

5,190 

General  Smith’s  majority  3,579  votes. 
Whole  number  of  votes  given 

6,801 

At  the  election  for  mayor  in  1834,  the  whole  ) „ ™ 

number  of  votes  given  was J 

At  the  delegates  election  in  1834,  whole  > in  oni 
number  of  votes  was j y,.eot 

This  shews  a deficiency  of  4,000  votes,  as  compared 
with  the  number  given  at  the  delegate  election,  last  year 
— but  a large  majority  of  all  the  votes  in  the  city;  and  of 
these,  more  than  3 to  1 were  for  general  Smith. 

On  the  one  hand,  many,  thinking  the  election  “sure,” 
did  not  attend  the  polls;  they  felt  it  unnecessary  to  vin- 
dicate the  character  of  tlie  city!  On  the  other,  it  is  to 
be  presumed  that  nearly  all  the  party,  or  parties,  in  op- 
osition  gave  in  their  votes;  many  in  “yz/w,”some  in  bad 
umor — and  others  in  a desire  to  “put  down  the  aristo- 
cracy,” as  the  caption  of  some  of  their  tickets  shewed — 
being  opposed  to  all  who  live  in  “big  houses!” 

It  is  probable  that  very  few  of  the  voters  for  Mr.  Davis 
knew  him,  or  had  ever  heard  of  him  before.  Their  sup- 
port was  in  opposition — and  to  gen.  Smith. 

In  the  7th  ward,  which  gave  the  heaviest  majority  to 
gen.  Smith,  and  in  several  others,  no  persons  were  seen 
with  tickets  for  Mr.  Davis.  They  appear  to  have  been 
handed  about  privately.  In  certain  of  tlie  western  wards, 
his  tickets  were,  generally,  in  the  hands  of  persons  un- 
known to  the  resident  voters.  A comparison  of  the 
votes  of  these  wards,  with  those  of  1834,  would  present 
certain  curious  facts. 

Gen.  Smith  was  qualified  and  entered  upon  the  duties 
of  his  office  on  Tuesday;  on  which  occasion  he  delivered 
a brief  address,  in  substance  as  follows: 

“That  he  congr-atulaled  the  citizen.s  of  Baltimore  on  the  re- 
storation of  peace  ami  order— that  he  had  always  been  a party- 
man  and  during  a long  life  had  adhered  to  the  principles  of  the 
party  with  which  his  political  existence  had  been  associated — 
that  he  had  been  a military  man  and  in  executive  stations  was 
more  conversant  with  the  duties  of  a military  officer  than  with 
the  exercise  of  a civil  executive  power— that  he  had  accepted 
the  appointment  of  the  mayoralty  of  Baltimore  for  the  residue 
of  the  present  term  and  had  no  intention  of  becoming  a candi- 
date for  another  terra.  Having  spent  a long  life  in  the  service 
of  the  public,  he  hoped  that  after  the  expiration  of  this  term  he 
might  be  permitted  to  retire  to  private  life— hut  that  as  an 
American  citizen,  he  was  bound,  when  duty  or  the  interest  of 
society  called  him  to  devote  all  his  powers  to  the  service  of  his 
country  and  fellow  citizens.  Speaking  of  the  late  riots  which 


he  deplored  as  an  American  and  a Baltimorean,  he  assured  his 
fellow  citizen  that  a similar  event  should  not  occur  hereafter, 
at  least  during  the  term  in  which  he  exercised  the  powers  of 
the  office. 

“He  had  said  that  he  was  a party-man,  but  in  the  administra- 
tion of  the  duties  of  the  high  and  responsible  station  to  which  he 
had  just  been  called,  he  would  regard  no  parly  distinctions.  We 
are  all  American  citizens,  all  Baltimoreans,  and  as  such  entitled 
to  equal  rights  and  privileges,  which  should  and  must  be  pre- 
served. In  regard  to  the  claims  of  an  applicant  for  office  he  would 
require  no  other  qualifications  than  those  which  the  duties  of 
the  station  required — he  would  ask  no  other  questions  than,  is 
the  applicant  honest  and  capable.?— is  he  sober,  a friend  to  the 
laws  and  the  peace  of  the  city.?” 

General  Smith  then  remarked  that  his  grandfather  had  lived 
to  the  age  of  one  hundred  and  four,  and  were  his  life  extended 
to  the  same  duration,  he  hoped  that  it  would  be  spent  as  hither- 
to in  the  defence  ofhis  country  and  its  laws,  and  in  the  protec- 
tion of  his  fellow  citizens  and  the  peace  and  order  of  the  com- 
munity; and  notwithstanding  his  age,  which  was  now  eighty- 
three  years,  he  was  now  as  he  always  had  been,  prompt  to  obey 
the  call  ofhis  fellow  citizens  when  the  interest  of  the  commu- 
nity required  his  services. 

We  have  the  pleasure  of  stating  that,  during  the  delivery  of 
the  address,  of  which  we  regret  that  we  cannot  furnish  a com- 
plete report,  our  respected  mayor  manifested  the  energy  and  vi- 
gor which  characterized  his  youthful  days — and  we  venture  to 
assure  our  readers  that  the  duties  of  the  mayor  will  be  executed 
with  an  energy  and  impartiality  which  will  fully  justify  thecon- 
fidence  which  his  fellow  citizens  have  reposed  in  him.  [Gaz. 

■■■■>0®  a«4«— 

FOREIGN  NEWS. 

From  London  papers  of  the  H9th  July. 

GREAT  BRITAIN  AND  IRELAND. 

The  Irish  church  bill  was  still  under  discussion  in  the  lower 
house. 

A committee  of  the  house  of  commons  has  recommended  a 
grant  of  £16,000  to  Mr.  Gurney  for  his  improvements  in  stvam 
carriages. 

The  bill  to  abolish  imprisonment  for  debt  had  passed  the  com- 
mittee of  the  house  to  wffiich  it  was  referred,  but  it  was  not  ex- 
pected to  come  before  the  house  during  the  present  session. 

London,  July  26.  The  monetary  circles  were  rather  taken  by 
surprise  with  the  posting  of  the  following  letter  at  the  bank  of 
England,  from  the  chancellor  of  the  exchequer,  on  the  subject 
of  the  West  India  compensation  loan,  which  was  received 
shortly  after  one  o’clock,  and  communicated  to  the  members 
of  the  slock  exchange: — 

^‘Treasury  chamber,  July  25,  1835. 

“Gentlemen:  I beg  to  inform  you,  and  to  request  that  you 
will  make  it  known  in  the  usual  manner  that  on  Wednesday 
next,  at  11  o’clock,  lord  Melbourne  and  I will  be  ready  to  see 
any  gentleman  who  may  be  desirous  of  contracting  for  a new 
loan,  under  the  provisons  of  an  act  passed  in  the  third  and 
fourth  year  ofhis  majesty’s  reign,  for  the  abolition  of  slavery. 

“We  shall  then  inform  the  parties  of  the  amount  which  will 
be  required,  and  the  time  and  manner  of  bidding,  and  I hope 
it  will  be  convenient  for  you,  or  one  of  you,  to  meet  those  gen- 
tlemen here  at  the  appointed  hour — I have  the  honor  to  be, 
gentlemen,  you  obedient  servant, 

(Signed)  T.  SPRING  RICE. 

“To  the  governor  and  deputy  governor  of  the  bank  of  England.” 

The  wheat  and  hay  crops  were  promising  and  expected  to  be 
abundant. 

The  sum  drawn  by  madame  Malibran  during  her  recent  en- 
gagements at  the  two  royal  theatres  rather  exceeded  £10,000, 
out  of  which  Mr.  Bunn  paid  her  for  her  services  £3,516. 

The  distresses  in  Ireland  continue,  and  the  British  house  of 
commons  was  doing  all  in  their  power  to  relieve  the  pressure, 
but  it  was  feared  the  session  was  too  far  spent  to  afford  any  im- 
mediate relief. 

[The  people  are  not  encouraged  to  labor — and  too  many 
would  rather  have  themselves  half  “kilt”  by  fighting  over  the 
battle  of  the  Boyne,  than  work  to  earn  bread  for  their  families.] 

A shocking  accident,  attended  with  lamentable  loss  of  life, 
occurred  at  Greenock,  on  the  evening  of  the  24th  of  July.  The 
earl  Grey,  steamer,  was  lying  at  the  quay,  on  her  way  from, 
Rothsay  to  Glasgow.  The  steam,  it  is  said,  was  forced  up,  to 
prepare  for  a race  with  the  Clarence  steamer,  when  the  whole 
roof  of  the  boiler,  the  funnel,  cabin  and  deck,  were  blown  up 
into  the  air,  and  the  beams,  planks  and  fragments  scattered 
over  the  quay  and  into  the  river.  There  were  about  forty  per- 
sons on  board  at  the  time  of  the  accident,  and  the  papers  give 
the  names  of  thirty-two  who  were  either  killed  or  injured. — 
This  melancholy  occurrence  had  created  a very  great  sensation 
in  Glasgow. 

FRANCE. 

The  advices  from  Paris  are  to  the  27th;  the  papers  were  much 
occupied  with  descriptions  of  the  ceremonies  attendant  upon 
the  anniversary  of  the  “Three  days”  of  which  that  was  the 
first.  A grand  funeral  service  was  performed  in  all  the  church- 
es, in  memory  of  those  who  fell;  the  second  and  third  days 
were  to  be  devoted  to  rejoicings. 

The  cholera  was  still  prevalent  at  Marseilles  and  at  other 
places  in  that  part  of  the  kingdom.  There  were  eighty  deaths 
at  Marseilles  on  the  23d  of  July. 
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SPAIN. 

The  belief  appears  to  be  gaining  ground  that  the  northern 
powers  will  not  take  any  active  measures  in  favor  of  Don  Car- 
los. It  is  scarcely  to  be  supposed  tlial  they  will,  if  it  be  true, 
as  strongly  intimated,  that  tlie  emperor  of  Austria  shows  an  in- 
clination to  secede  froiw  the  holy  alliance. 

EGYPT. 

Melancholy  accounts  are  given  in  one  of  the  French  papers 
of  the  ravages  of  the  plague  and  cholera  in  Syria  and  Egypt. 
Fourteen  thousand  pilgrims  are  said  to  have  died  in  one  day  at 
Mecca,  of  cholera;  but  this  is  probably  an  immense  exaggera- 
tion. 

The  New  Bedford  Mercury  of  Saturday  says — “The  packet 
ship  Poland,  captain  Anthony,  33  days  from  Havre  for  New 
York,  was  spoken  yesterday,  off  Gay  Head,  by  the  pilot  boat 
Hornet,  captain  Hursal.  Captain  Anthony  has  very  kindly  for- 
warded us  by  Mr.  Barnurn,  a passenger,  who  has  arrived  here 
in  the  pilot  boat,  files  of  Paris  papers  to  the  30th  July,  and  Ha- 
vre to  the  31st,  containing  later  and  highly  important  intelli- 
gence. 

We  give  the  following  summary  and  extracts  relating  to  an 
attempt  upon  the  life  of  the  king  of  the  French,  during  the  ce- 
lebration of  the  anniversary  of  “the  three  days,”  on  the  28th  of 
July. 

From  CraligrianVs  Messenger. 

ATTEMPT  UPON  THE  KING’S  LIFE  BY  AN  INFERNAL  MACHINE. 

Paris^  July  29.  It  is  with  the  deepest  concern  that  we  lay 
before  our  readets  the  details  of  the  above,  horrible  event,  that 
look  place  at  the  review  yesterday.  After  having  passed  along 
the  Boulevard  to  the  farthest  point  at  which  the  national  guards 
and  the  troops  were  drawn  up,  his  majesty,  accompanied  by 
the  duke  of  Orleans,  the  duke  de  Nemours,  the  prince  de  Join- 
ville,  and  a numerous  and  brilliant  staff,  was  returning  along 
the  same  line  to  the  Place  Vendome,  where  the  troops  were  to 
file  off  before  him.  At  twelve,  at  the  moment  when  he  had 
reached  the  Boulevard  du  Temple,  a little  before  the  Theatre 
des  Funambules,  a tremendous  explosion,  resembling  irregular 
platoon  firing,  was  heard.  At  first  it  was  supposed  to  be  a dis- 
charge of  fire  works,  but  the  falling  and  cries  of  the  victims 
soon  revealed  the  reality,  and  excessive  confusion  ensued — an 
infernal  machine  had  just  poured  forth  a shower  of  balls  upon 
the  cortege  that  surrounded  the  king!  Marshal  Mortier,  duke 
de  Trevise,  fell  and  expired  without  uttering  a word.  Several 
other  officers  and  some  of  the  national  guards  were  also  killed, 
and  a considerable  number  of  persons  wounded.  The  falling 
of  some  horses,  among  which  was  that  of  Marshal  Mortier,  and 
the  capering  of  others,  added  to  the  tumult,  which  it  would  be 
difficult  to  describe.  During  this  scene  the  king,  whose  arm 
had  been  grazed  by  a bullet,  and  whose  horse  had  received  a 
wound  in  the  neck,  maintained  the  calmness  by  which  he  is 
distinguished,  and  displayed  remarkable  courage  by  riding  up 
in  the  direction  of  the  house  from  which  the  explosion  came. 
After  the  first  emotion  had  passed,' the  cortege  continued  its 
route  amidst  shouts  of  joy  for  the  preservation  of  the  king’s 
life,  and  threats  of  vengeance  against  the  assassins.  The  bodies 
o^the  slain  and  the  persons  who  were  wounded  were  immedi- 
ately carried  to  the  Cafe  Turc  opposite,  where  medical  assis- 
tance was  immediately  afforded  to  such  as  were  still  alive. 
Smoke  was  seen  to  proceed  from  the  third  story  of  the  house 
No.  50,  on  the  Boulevard  du  Temple,  of  which  the  ground  floor 
and  first  floor  are  occupied  by  a wine  dealer  named  Parault. 
Each  story  con.sists  of  one  chamber,  which  is  lighted  by  a sin- 
gle window  in  front.  The  house  was  immediately  surrounded, 
and  all  the  persons  found  in  it  arrested.  The  room  in  which 
the  machine  had  been  constructed  is  very  small,  its  dimensions 
being  only  six  and  a half  feet  by  seven  feet.  The  machine  was 
made  with  great  skill,  of  wood  with  iron  braces,  and  extremely 
solid.  Two  uprights  supported  two  cross  bars  of  wood,  placed 
parallel  to  the  window,  and  in  these  were  formed  grooves,  in 
which  were  laid  25  gun  barrels.  The  front  cross  bar,  placed  at 
about  a foot  from  the  window,  was  rather  lower  than  that  be- 
hind, so  that  the  balls  mighl  reach  the  body  of  a man  on  horse- 
back in  the  middle  of  the  Boulevard.  The  charge  was  so  heavy 
that  five  out  of  the  twenty-five  barrels  had  burst,  notwithstand- 
ing they  were  very  substantial  and  new.  The  assassin  was  im- 
mediately taken  into  custody.  About  three  months  ago  he 
hired  the  rooms  of  the  second  and  third  stories  of  Mr.  Dalle- 
magne,  the  proprietor.  He  gave  his  name  Girard,  a mechani- 
cian, and  appears  to  be  about  twenty-four  years  of  age.  His 
room  has  a window  in  front  and  another  behind,  and  he  had 
taken  the  precaution  to  fasten  a rope  to  the  latter,  to  assist  him 
in  making  his  escape.  By  the  bursting  of  some  of  the  barrels 
at  the  moment  of  the  explosion,  the  assassin  was  wounded  in 
the  forehead,  the  neck  and  the  lip.  Notwithstanding  his 
wounds  he  rushed  out  of  the  window.  Some  police  officers 
having  ran  into  the  inner  court,  and  seeing  Girard  slipping 
down  the  rope,  one  of  them  exclaimed:  “Ah  wretch!  we  have 
you.”  Girard,  who  was  at  the  moment  at  the  height  of  a wall, 
threw  himself  over  it  into  an  adjoining  court,  and  there  a police 
officer  apprehended  him.  He  was  placed  upon  a hand-barrow 
a«d  conveyed  to  the  Conciergerie.  The  minister  of  the  inte- 
rior, the  prefect  of  police  and  several  magistrates  went  to  the 
house,  and  in  the  assassin’s  chamber  they  found  the  remains  of 
the  infernal  machine  still  smoking,  a straw,  bed,  and  a fire  light- 
ed. A ilelay  of  half  a -second  perhaps,  in  the  explosion,  saved 
the  life  of  the  king.  The  cortege  advanced  in  the  following 
order:  The  king,  the  prince  de  Joinville,  the  duke  of  Orleans, 


the  duke  de  Nemours,  marshal  Loban  and  marshal  Mortier# 
All  those  in  the  cortege  who  were  wounded,  were  nearly  oh 
the  same  line  as  marshal  Mortier.  The  news  of  the  attempt 
was  rapidly  propagated  ihtough  the  capital,  and  produced  at 
powerful  sensation.  General  de  Kuinigny,  aid-de-camp  to  the 
king,  set  off  full  gallop  to  inform  the  queen  that  his  majesty 
and  the  princes  had  e.scaped  the  danger,  fearing  that  she  mighl 
have  been  seriously  alarmed  it  she  had  heard  of  the  event  from 
any  one  that  had  not  witnessed  it.  In  passing  along  the  lines 
he  mentioned  to  several  officers  what  had  occurred,  and  soon 
there  was  not  a soldier  that  remained  ignorant  of  it.  As  the 
troops  of  the  line  did  not  extend  to  the  Boulevard  du  Temple, 
they  were  ordered  to  shift  in  that  direction,  that  they  might  be 
ready  to  act  in  case  of  attempt  at  disturbance.  At  the  moment 
of  filing  off  before  the  king,  the  national  guards  shouted  vive  le 
roi/ which  was  answered  by  the  troojrs  of  the  line.  The  guards 
of  the  8th  legion,  which  had  lost  some  of  its  officers  and  men, 
added  cries  of  a bas  les  assassins’.  The  king  returned  to  the 
Tuilleries  about  five  o’clock,  evidently  deeply  affected  by  the 
scene  he  had  witnessed.  During  the  whole  of  the  afternoon 
and  evening  crowds  flocked  out  of  curiosity  to  the  melancholy 
spot,  in  consequence  of  which,  a strong  detachment  of  munici- 
pal guards  was  stationed  there  to  keep  the  peace.  The  follow- 
ing are  the  persons  whose  lives  have  been  ascertained  to  have 
been  sacrificed.  Marshal  the  duke  de  Trevise,  struck  in  the 
heart  by  a ball;  general  de  Lachas.se  de  Terigny,  struck  on  the 
forehead  by  a ball;  captain  Villale,  aid-de-camp  to  marshal 
Maison;  lieutenant  col.  Rieussec,  of  the  8th  legion,  struck  by 
three  balls;  Messrs.  Prudhomme,  Richard,  Leger  and  Benetter, 
grenadiers  of  the  8th  legion;  a colonel  in  the  army,  two  citizens, 
a woman  and  a child,  whose  names  we  were  unable  to  learn. 

Galignani’s  Messenger  of  the  30th  says:  The  number  of  vic- 
tims is  much  more  considerable  than  was  at  first  believed.  Se- 
veral persons  wounded  were  immediately  taken  to  their  own 
homes,  and  therefore  were  not  included  in  the  list  before  pub- 
lished. The  number  of  killed  and  wounded  is  said  to  be  34,  in- 
cluding 16  who  died  immediately  or  subsequently  perished 
from  their  wounds.  Among  them  was  M.  Labronste,  aged  70, 
a member  of  the  legion  of  honor,  one  of  the  oldest  receivers  of 
taxes  of  Paris.  His  vyounds  are  very  serious,  but  hopes  are  en- 
tertained that  his  life  may  be  saved.  Out  of  eight  persons  car- 
ried to  the  hospital  at  St.  Louis,  four  have  undergone  amputa- 
tion. 

At  the  moment  the  explosion  took  place  the  king  had  inclin- 
ed slightly  on  one  side  to  receive  a petition. 

The  duke  de  Broglie  received  a bullet  through  the  collar  of 
his  coat. 

In  Paris,  on  the  28th,  a grand  dinner  was  given  at  the  Tuille- 
ries, at  which  all  the  ambassadors  and  foreign  ministers  were 
present.  At  dinner  and  throughout  the  evening,  the  kmg  dis- 
played the  utmost  calmness.  He  frequently  expressed  in 
affecting  terms  his  regret  at  the  death  of  marshal  Mortier  and 
the  other  victims  of  the  day. 

A great  number  of  mayors  and  deputy  mayors  of  the  arron- 
dissernent  of  Sceaux  assembled  on  Tuesday  after  the  review, 
and  signed  the  following  address  to  the  king: 

“Sire— In  the  midst  of  universal  joy,  a horrible  attempt  has 
menaced  the  life  of  your  majesty,  but  the  hopes  of  the  enemies 
of  France  are  once  more  frustrated.  While  we  deplore  the  loss 
of  illustrious  victims,  fallen  under  the  balls  of  assassins,  the 
chief  impulse  of  our  hearts  is  to  return  thanks  to  Providence 
for  having  once  more  saved  the  country,  by  preserving  the  life 
of  your  majesty.  On  this  painful  occasion,  the  arrondissement 
of  the  Sceaux  renews  to  your  majesty  by  the  voice  of  its  ma- 
gistrates, the  homage  of  boundless  devotedness,  which  your 
majesty  already  knows,  and  deigns  to  appreciate.” 

The  government  has  decided  that  one  funeral  procession  shall 
be  formed  of  all  the  victims  of  Tuesday,  instead  of  taking  place 
separately.  The  chamber  of  peers  had  determined  to  go  into 
mourning  for  five  days,  from  that  of  the  funeral. 

In  the  chamber  of  peers,  sitting  of  July  29th,  the  minister  of 
justice  laid  before  the  chamber  an  ordonnance  from  the  king, 
which  was  read,  and  in  accordance  with  which  the  public  gal- 
leries were  then  cleared  by  order  of  the  president,  who  declar- 
ed the  legislative  sitting  closed,  and  the  chamber  formed  itself 
into  a judicial  court. 

In  the  secret  silting,  the  court  of  peers,  after  hearing  the  re- 
quisitory  of  the  procureur  general,  pronounced  a decision  order- 
ing a preliminary  investigation,  and  appointing  a committee  of 
investigation  and  also  a committee  of  discharge. 

Girard,  the  assassin,  as  stated  in  the  Paris  Messager,  w&a 
employed  as  a dealer  in  second  hand  articles  of  all  kinds,  was 
more  particularly  engaged  in  cleaning  and  repairing  old  fire 
arms,  and  is  a very  able  and  skilful  workman.  He  was  known 
among  his  companions  to  entertain  legitimist  opinions,  and  it 
was  even  believed  that  he  received  a pension  frrun  the  duchess 
of  Angouleme.  He  is  39  years  of  age.  Notwithstanding  the 
serious  nature  of  his  wounds,  he  is  expected  to  recover,  and  is 
now  able  to  converse.  Being  questioned  as  to  his  motives  for 
committing  such  a crime,  and  urged  to  declare  whether  he  had 
any  accomplices,  he  fully  admitted  his  guilt,  and  said  he  knew 
his  fate  was  inevitable;  but  as  to  his  motives,  he  confines  him- 
self to  saying  that  he  disliked  the  king,  and  further  declared, 
that  were  he  even  put  to  the  torture  he  could  not  name  his  ac- 
complices, for  in  fact  and  in  truth  he  had  none.  Nevertheless, 
a woman  who  resided  behind  the  house,  has  deposed,  that  an 
instant  after  the  explosion,  she  saw  two  men,  both  wounded, 
making  their  escape.  In  the  room  of  Girard,  two  white  hats  of 
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different  sizes  were  found,  which  would  indicate  that  at  least 
two  parties  were  cognizant  to  the  construction  of  the  murder- 
ous engine.  Upwards  of  one  hundred  arrests,  it  is  slated,  have 
already  been  made. 

CHAMBEU  or  PEERS. 

Wednesday y.  July  -2d.— Extraordinary  sitting. 

M.  Pasquier,  president. 

Although  one  o’clock  was  the  hour  fi.ved  for  the  attendance 
of  the  noble  peers  at  this  special  sitting,  it  was  past  tvyo  before 
the  president  took  the  chair.  In  the  mean  lime  the  few  noble 
peers  who  had  arrived  were  collected  into  groups,  engaged  in 
earnest  conversation,  no  doubt  upon  the  unfortunate  events  of 
the  preceding  day.  Marshal  Maison  and  admiral  Duperre  were 
on  the  ministerial  benches  at  the  commencement  of  the  sitting; 
about  a quarter  past  two,  M.  Persil,  (the  minister  of  justice), 
arrived,  and  immediately  the  president  entered  the  chamber, 
and  opened  the  sitting. 

After  the  reading  and  adoption  of  the  minutes  of  the  last  sit- 
ting, 

M.  Persil,  minister  of  Justice,  ascended  the  tribune  for  the 
purpose  of  delivering  a communication  from  the  government. 
The  minister  said,  that  he  had  received  the  king’s  orders  to  pre- 
sent the  following  ordonnance  to  the  chamber  of  peers: 

“Louis  Philippe,  &c. 

“Upon  the  report  of  our  minister  secretary  of  state  for  the  de- 
partment of  justice  and  public  worship,  considering  the  28th 
article  of  the  charter,  which  gives  the  chamber  of  peers  the 
right  of  taking  cognizance  of  all  crimes  of  high  treason  and  plots 
against  the  surety  of  the  stale,  all  attempts  or  plots  against  the 
life  of  the  king  or  royal  family. 

“In  consequence  of  the  crime  which  has  this  day  been  at- 
tempted against  our  person  and  against  the  princes  of  our  fami- 
ly, and  that  vve  have  had  the  misfortune  of  witnessing  the  fall 
of  some  of  our  best  citizens,  whose  lives  have  been  sacrificed 
by  this  shocking  act,  and  particularly  that  of  one  of  our  most 
illustriou.s  warriors,  so  great  an  honor  to  France! 

“We  have  decreed,  and  decree  as  follows: 

“Article  1 — The  chamber  of  peers,  constituted  into  a court 
of  justice,  shall  proceed  without  delay  with  the  inquiry  into, 
and  the  judgment  of,  the  crime  which  has  been  this  day  com- 
mitted. 

“Art.  2.  The  court  of  peers  shall  follow  in  this  proceeding 
the  same  forms  which  it  had  previously  adopted  in  such  matters. 

“Art.  4.  The  keeper  of  the  archives  of  the  chamber  of  peers 
shall  perform  the  duties  of  register  to  the  said  court  of  peers. 

“Art.  5.  The  keeper  of  the  seals  is  charged  with  the  execu- 
tion of  the  present  ordonnance. 

“Given  at  the  palace  of  the  Ttilleries,  this  28th  July,  J835. 

“LOUIS  PHILIPPE.” 

The  president  calling  on  the  chamber  to  decide  whether  they 
would  proceed  forthwith  to  constitute  themselves  into  a court 
of  justice,  and  on  receiving  an  unanimous  answer  in  the  affir- 
mative, he  said  that  the  legislative  sitting  was  terminated,  and 
that  the  court  would  retire  to  the  council  chamber,  for  the  pur- 
pose of  immediately  hearing  the  procureur  general’s  communi- 
cation on  this  subject. 

Strangers  were  then  ordered  to  withdraw,  and  the  court  pro- 
ceeded to  the  council  chamber. 

The  Moniteur  contains  the  following  royal  proclamation: 

“Frenchmen! — The  national  guard  and  the  army  are  mourn- 
ing—French  families  are  in  a stale  of  desolation — their  heart 
has  been  rent  by  a frightful  spectacle.  An  old  warrior,  an  old 
friend— who  has  been  spared  by  the  fire  of  an  hundred  battles, 
has  fallen  at  my  side,  from  blows  which  assassins  destined  for 
me.  In  order  to  reach  my  person,  they  did  not  hesitate  to  sa- 
crifice glory,  honor,  patriotism,  peaceable  citizens,  women  and 
children,  and  Paris  has  seen  the  blood  of  Frenchmen  shed  on 
the  sanre  spot,  and  the  same  day  on  which  five  years  ago,  it 
flowed  for  the  maintenance  of  the  laws  of  our  country!  Those 
whom  we  have  now  to  regret  have  fallen  in  the  same  cause. 
Again,  it  is  the  constitutional  monarchy  and  freedom  of  the 
laws,  the  honor  of  the  nation,  the  safety  of  families,  the  welfare 
of  all,  are  once  more  threatened  by  my  enemies  and  yours;  but 
the  public  grief,  which  answers  mine,  is  at  once  a homage  to 
the  noble  victims  and  a forcible  testimony  of  the  union  of 
France  and  her  king.  My  government  knows  its  duties  and 
will  fulfil  them. — Yet  let  the  fetes,  which  were  intended  to 
celebrate  the  last  of  these  days,  give  place  to  ceremonies  more 
in  conformity  with  the  sentiments  with  which  our  minds  are 
impressed — let  all  due  honors  be  rendered  to  the  memory  of 
those  whom  the  country  has  just  lost — and  let  those  veils  of 
mourning  which  yesterday  shrouded  the  tri-colored  flag  again 
be  put  over  that  faithful  emblem  of  all  the  sentiments  of  the 
country.  Given  at  the  palace  of  the  'I’uilleries,  this  28th  July, 
1835.  “LOUIS  PHILIPPE. 

“Dy  the  king. 

“The  president  of  the  council,  minister  for  foreign  affairs. 

“V.  Broglie.” 

This  proclamation  is  followed  by  a royal  ordonnance  of  the 
same  date,  to  the  following  effect: — 

“The  fetes  of  the  celebration  of  the  anniversary  of  July,  1830. 
shall  not  be  continued.  A solemn  funeral  service  shall  be  per- 
formed in  honor  of  the  victims  of  the  attempt  of  this  day.” 

31.  Calmon,  one  of  the  vice  presidents  of  the  chamber  of  de- 
puties, hastened  to  the  king  last  evening,  accompanied  by  such 
of  the  members  as  were  in  Paris,  atid  delivered  to  his  majesty 
a short  but  impressive  speech,  expressing  the  sentiments  of  the 


chamber  on  the  execrable  attempt  of  which  the  king  had  been 
the  object;  to  which  the  king  replied  with  great  emotion  as  fol- 
lows;— 

“I  am  sensibly  affected  with  the  eagerness  of  the  chamber  of 
deputies  to  afford  me  a new  testimony  of  devotedness.  It  has 
never  lost  sight  of  an  opportunity  of  proving  its  affection. 

I thank  you  for  it — Yes!  1 have  seen  perish  by  my  side  an  illus- 
trious marshal  and  brave  Frenchmen,  whose  loss  would  be  less 
afflicting  had  they  not  fallen  by  the  hands  of  other  Frenchmen.” 

Last  night  the  commissioners  of  police  read  at  the  different 
theatres,  a letter  from  the  prefect  on  the  horrible  event  of  the 
day,  and  at  all  of  them  it  was  received  by,  cries  of  vive  le  roi, 
the  audiences  testifying  the  utmost  indignation  at  the  atrocious 
attempt.  All  the  theatres  will  be  closed  this  evening. 

The  officers  of  the  national  guards  were  to  assemble  to-day 
at  1 o’clock,  and  go  in  a body  and  offer  their  homage  to  the 
king. 

MARSHAL  MORTIER. 

Edouard  Adolphe  Casimir  Joseph  Mortier,  duke  de  Trevise, 
who  has  just  fallen  a victim  to  assassination,  was  engaged  dur- 
ing a term  of  nearly  30  years  in  all  the  wars  of  the  republic  and 
empire.  Born  at  Cambray,  in  1768,  he  set  out  in  1791  with  the 
first  battalion  of  national  volunteers  of  the  north,  in  which  at 
the  outset  he  obtained  the  rank  of  captain.  From  that  moment 
his  life  was  only  marked  by  combats,  exploits  and  promotion, 
of  which  the  following  is  the  chronological  order: — On  the  28th 
of  April,  1792,  Mortier  was  at  the  action  of  Ouievrain,  where  he 
had  a horse  killed  under  him,  and  afterwards  in  succession  at 
the  battles  of  Jamappes  and  Nervinde,  and  the  sieges  of  Namur 
and  Maestricht.  By  his  distinguished  conduct  at  Mondschoote 
he  acquired  the  rank  of  adjutant  general,  w'hich  was  conferred 
on  him  October  16,  1793.  At  the  same  he  was  wounded  at  the 
rising  of  the  siege  of  Maubeuge,  which,  however,  did  not  pre- 
vent him  distinguishing  himself  soon  alter  under  Lefebvre  and 
Kieber  at  Allenkirchen,  Friedberg,  &c.  In  1798  he  was  made 
general  of  brigade,  and  commanded  with  honor  a part  of  the 
vanguard  of  the  army  of  the  Danube.  Towards  the  end  of  the 
same  year  he  was  called  as  general  of  division  to  the  army  of 
Helvetia,  where  he  took  a glorious  part  in  Massena’s  noble 
campaign  against  the  Russians.  In  1803,  after  the  rupture  of 
the  treaty  of  Amiens,  he  entered  with  12,000  men  into  Hanover, 
of  which  he  made  himself  master,  after  some  actions  of  no 
great  importance.  His  reward  was  the  command  of  the  artille- 
ry in  the  guard  of  the  consuls.  In  1804,  Mortier  was  included 
in  the  first  promotion  of  marshals,  and  in  1808,  created  a grand 
cordon  of  the  legion  of  honor. 

In  1806,  he  commanded  one  of  the  corps  of  the  grand  army  of 
Germany,  and  defeated  at  Diernstein  50,000  Russians  with  30,000 
Frenchmen,  and  two  pieces  of  cannon.  He  passed  thence  to 
the  command  of  the  8lh  corps,  composed  of  Gallo-Batavian 
troops,  operated  in  Hesse  and  Hanover,  occupied  Cassel,  and 
entered  Hamburgh  in  November,  1806.  On  the  renewal  of  hos- 
tilities, he  marched  by  Mecklenburgh  towards  Pomerania, 
where  he  obtained  brilliant  success  against  the  Swedes.  At 
Friedland,  on  the  13th  June,  1808,  he  maintained  his  ground  on 
the  left  of  the  army  with  remarkable  sang  froid  and  firmness, 
against  troops  more  numerous  than  his  own.  A short  lime 
after  he  was  created  duke  de  Trevise,  with  100,000f.  a year 
upon  the  domains  of  Hanover.  In  1808  and  the  three  following 
years  he  served  in  Spain,  took  part  in  the  siege  of  Saragossa, 
with  30,000  Frenchmen,  gained  against  60,000  Spaniards  the 
bloody  victory  of  Ocana;  was  charged  with  the  direction  of  the 
siege  of  Cadiz,  and,  lastly,  defeated  the  Spaniards  again  at  Ge- 
bera.  In  1812,  he  took  the  command  of  the  young  guard,  with 
which  he  made  the  campaign  in  Russia. 

Being  appointed  governor  of  the  Kremlin,  he  was  left  at  Mos- 
cow when  the  army  commenced  its  retreat  on  the  16th  of  No- 
vember, and  blew  up  the  Kremlin  and  quitted  the  city  on  the 
23d  of  the  same  month.  After  the  disastrous  retreat  that  ensu- 
ed, he  came  to  Frankfort  on  the  Maine,  to  reorganize  his  young 
guard,  which  he  led  to  Lutzen,  Bautzen,  Dresden,  Leipsic,  and 
Hauau,  where  he  covered  himself  with  glory.  During  the 
campaign  of  1813,  he  fought  constantly  and  with  honor  up  to 
the  very  walls  of  Paiis.  His  political  and  military  part  has 
since  been  very  insignificant,  although  he  occupied  different 
high  posts  in  turn.  A peer  of  the  hundred  days,  he  lost  that 
dignity  under  the  restoration,  but  was  created  a peer  in  1819. 
After  the  revolution  of  July,  he  was  nominated  guard  chan- 
cellor of  the  legion  of  honor,  and  afterwards,  towards  the  end 
of  1834,  president  to  the  council  and  minister  of  war,  eminent 
posts,  which  he  retained  but  a very  short  time. 

Later  from  England. 

The  various  clauses  of  the  Irish  church  bill  were  agreed  to 
in  committee  of  the  house  of  commons  on  the  29th  July.  In 
the  course  of  the  debate  another  bear-garden  scene  took  place 
between  Mr.  O’Connell,  a Mr.  Shaw,  and  a Mr.  Finn.  Mr, 
O’Connel  charged  Mr.  Shaw,  with  slating  falsehoods  respect- 
ing him;  Mr.  Finn  (a  friend  of  Mr.  O’Connell)  rose  in  great 
heat,  and  exclaimed  that  what  Mr.  Shaw  had  said  was  “a  false 
and  atrocious  calumny”  an  uproar  ensued,  which  was  with 
difficulty  quieted,  and  the  affair  ended  in  the  following  elegant 
interchange  of  compliments  between  the  two  gentlemen! 

Mr.  Shaw  said  that  the  honorable  and  learned  gentlemen  had 
alluded  to  his  spiritual  ferocity;  his,  however,  was  not  like  the 
ferocity  of  the  honorable  and  learned  gentlemen,  for  that  exhi- 
bited itself  in  a death’s  head  and  cross  bones— (loud  cries  of 
“oh?”) 
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Mr.  O’Connell— And  yours  in  a calPs  head.  (A  laugh.) 

In  a late  dreadful  contest  between  tlie  Gow  and  Foleen  fac- 
tions at  Newcastle,  county  Tipperary,  Ireland,  one  of  each  par- 
ty was  killed. 

A telegraphic  despatch  from  Bayonne,  received  at  Paris  July 
S9th,  announces  that  on  the  25th,  40U  more  English  recruits  had 
landed  at  St  Sebastian.  Two  other  vessels  were  descried  to- 
wards Santander. 


THE  BANK  OF  THE  UNITED  STATES 
From  the  National  Gazette,  of  Sept.  3. 

Having  recently  seen  much  in  certain  newspapers  about  the 
curtailments  of  the  bank  of  the  United  Slates  and  its  design  to 
destroy  all  its  debtors,  we  were  induced  to  make  inquiries  in 
the  proper  quarter— and  are  enabled  to  present  a synopsis  of 
the  situation  of  the  bank  for  the  last  quarter.  To  render  it 
more  intelligible  we  have  added  the  same  particulars  of  the  cor- 
responding quarter  last  year. 

1.  State  of  the  bank  from  June  Isf  to  September  Isf,  1835. 

Loans.  Hills  of  exchange.  Totals. 

June  1,  38,787,793  57  24,854,852  47  6.3,642,646  04 

July  1,  40,221,638  99  24,976,053  92  65,197,692  91 

Aug.  1,  40,116,613  27  24,197,904  95  64,314,518  22 

Sept.l,  40,265,325  76  21,521,694  70  61,787,020  46 

Circulation. 

June  1 ....22,009,474  40 

July  1 25,332,820  16 

August  1 .24,329,222  95 

September  1 23,645,122  66 

Specie.  Funds  in  Europe,  Due  state  banks. 
June  1,  13,912,577  47  2,007,146  45  691,699  50 

July  1,  13,429,328  74  2.378.669  57  2,065,0.55  71 

Aug.  1,  12,883.968  43  2,258,886  94  1,793,921  04 

Sept.  1,  12,840,781  31  1,885,136  89  946,445  63 

2.  State  of  the  bank  from  June  1st,  1834,  to  Sept.  1st,  1834. 

Loans.  Bills  of  exchange,  T'otals. 

June  1,  34,739,871  21  17,462,041  67  52,201,912  88 

July  1,  34,423,921  72  16,601,051  00  51,024,972  72 

Aug.  I,  34,744,116  99  13,932,049  90  48.676,166  89 

Sept.  1,  34,863,326  55  12,196,172  10  47,059,498  65 

Circulation. 

June  1 16.612,527  06 

Julyl 16,641,997  90 

August  1 16,469,342  90 

September  1 15,298,577  90 

Specie.  Funds  in  Europe. 

June  1,  12,298,333  20  1,995,291  80  1,622,076  91 

July  1,  12,823,997  93  3,827,413  03  408,726  34 

Due  to  state  banks. 

Aug.  1,  13,626,049  63  4,338,372  07  530,972  26 

Sept.  1,  13,863,897  99  3,859,820  92  400,837  73 

To  these  we  annex  an  abstract  of. loans  at  New  York,  which 
is  represented  as  the  scene  of  this  oppression: 

NEW  YORK. 

•Active  debt.  Domestic  bills. 

Aug.  5,  7,720,522  64  2,266,200  03 

“ 12,  7,885,858  40  2,372,324  03 

« 19,  7,866,848  80  2,336,398  84 

“ 26,  8,009.182  15  2,336,071  76 

Sept.  2,  8,007,194  92  2,426,396  61 

These  statements  exhibit  the  following  results: 

1st.  That  so  far  from  being  diminished,  the  loans  of  the  bank 
on  the  1st  of  September,  1835,  are  greater  than  they  were  on 
the  1st  of  August — and  we  add,  after  examination,  greater  than 
they  have  been  at  any  period  within  the  last  eighteen  months. 

2d.  That  the  general  and  usual  reduction  of  business  during 
the  last  quarter  of  this  year  is  much  smaller  than  during  the 
corresponding  quarter  of  the  last  year.  Thus  comparing  the 
two  quarters  as  follows: 

1834.  Loans,  Bills. 

June  I,  34,739,871  21  17,462,041  67 

Sept.  1,  34,863,326  55  12,196,172  10 

Increase  123,555  34  Decrease  5,265,869  57 

1834.  Totals. 

June  1 52,201,912  88 

Sept.  1 47,059,498  65 

Total  decrease  6,142,414  23 

1835.  Loans.  Bills. 

June  1,  38,787,793  57  24,854,852  47 

Sept.  1,  40,265,325  76  21,521,694  70 

Increase  1,477,532  19  Decrease  3,333,157  77 

1835.  Totals. 

June  1 63,642,646  04 

Sept.  1 61,787,020  46 

Total  decrease  1,855,625  58 

What  is  more  striking,  it  appears  that  the  reduction  of  busU 
ness  this  year  is  far  less  than  it  was  last  year. 

Thus  the  increase  of  loans  during  the  quarter  last 

year  was  only $123,000  00 

While  this  year  it  is 1,477,000  00 

The  falling  off  of  the  domestic  bills  which  last  year 

was 5,265,000  00 

This  year  is 3,333,000  00 


Making  a total  reduction  in  this  quarter  of  last  year 

of 5,142,414  23 

And  of  this  year 1,855,625  58 

Being  a reduction  last  year,  beyond  this  year  of. ..  .3,286,788  65 
Yet  this  is  the  year  and  this  is  the  quarter  when  the  bank  is 
reproached  with  ruinous  diminution  of  its  business. 

3d.  The  branch  at  New  York  was  denounced  as  the  theatre 
of  this  ruinous  reduction.  Yet  it  appears  from  the  above  state- 
ment that  the  loans  and  purchases  of  bills  there  within  less 
than  a month  have  increased  nearly  half  a million  of  dollars. 

It  thus  appears  that  the  stories  so  industriously  circulated 
during  the  last  month  are  totally  destitute  of  foundation.  The 
source  of  them  is  perfcclly  understood.  It  is  believed  by  all 
men  of  observation,  that  there  is  an  under-current  of  fraudulent 
speculation  between  the  kitchen  cabinet  and  the  stock  gam- 
blers, and  whenever  it  becomes  necessary  for  their  mutual  in- 
terest to  affect  the  money  market,  some  declarations  and  state- 
ments from  Washington  are  sure  to  appear.  These  are  false 
and  known  to  be  false  when  they  are  put  forth— but  before 
they  can  be  delected,  they  have  produced  their  effect,  the  jug- 
glers having  defrauded  the  credulous  who  were  weak  enough 
to  believe  in  the  Globe.  During  the  last  month  it  was  necessa- 
ry for  the  operations  of  this  gang,  that  men  should  be  alarmed 
out  of  their  property,  and  accordingly  the  outcry  has  been  that 
the  bank  lent  too  little — next  month  it  may  be  that  the  bank 
lends  loo  much.  Neither  reproach  will  be  true,  but  each  will 
answer  the  great  object — plunder. 

— ® ®4««— 

GENERAL  HARRISON. 

This  gentleman  was  lately  invited  to  a public  dinner  by  sun- 
dry citizens  of  Indiana,  who  in  their  letter  stale,  that  “many  of 
them  fought  with  you  at  Tippecanoe  and  the  Thames,  and  it 
would  be  a source  of  high  gratification  to  them,  once  more  to 
revive  the  glorious  recollections  of  the  times  when  you  battled 
for  all  that  is  dear  to  freemen.” 

The  following  is  general  Harrison’s  reply,  the  production  of 
his  own  pen. 

Louisville,  .August  8th,  1835., 

Gentlemen:  I had  yesterday  the  honor  to  receive  your  com- 
munication of  the  6th  inst.  inviting  me,  on  behalf  of  the  citi- 
zens of  Charlestown  and  its  vicinity,  to  a public  dinner. 

Being  never  more  happy  than  when  surrounded  by  those 
who  were  associated  with  me,  in  the  perilous  times  to  which 
you  have  referred,  I should  gladly  have  accepted  your  invita- 
tion, but  official  duties,  and  the  situation  of  a beloved  daughter, 
long  confined  to  a bed  of  sickness,  make  it  necessary  that  I 
should  speedily  return  to  Cincinnati. 

The  approbation  which  you  have  been  pleased  to  bestow 
upon  my  official  conduct,  and  the  esteem  you  express  for  me 
as  a man,  are  most  grateful  to  my  feelings.  For  many  years 
connected  with  Indiana  by  relations  of  the  most  important 
character,  possessing  a power  over  her  affairs,  which  might 
have  been  wielded  for  good  or  evil,  for  the  advantage  of  her  ci- 
tizens, or  their  injury  and  oppression,  your  declarations  in  my 
favor  must  be  received  as  decisive  testimony,  that  when  cloth- 
ed with  power  I did  not  forget  right;  and  in  the  exercise  of  au- 
thority almost  despotic,  I secured  to  the  people,  if  not  the 
forms,  the  essentials  of  free  governmetit,  and  “carried  out” 
those  great  principles  of  democratic  republicanism,  in  which  I 
had  been  strictly  educated,  and  which  have  become  from  re- 
fli'Ction  and  long  practice,  a part  of  my  nature. 

The  regard  expressed  for  me  by  my  brother  soldiers  of  Tippe- 
canoe and  the  Thames,  are  most  ardently  reciprocated,  and 
who  belter  than  the  citizens  of  Clark  county,  have  a right  to 
pronounce  a judgment  in  relation  to  the  former?  Who  more 
than  they  contributed  to  fill  the  ranks  of  that  small,  but  patrio- 
tic and  chivalrous  band,  which  was  embodied  for  that  anticipat- 
ed bloody  conflict,  which  was  to  decide,  whether  the  inhabi- 
tants of  the  frontiers  were  to  pursue  their  peaceful  avocations 
in  safety,  or  their  properly  become  the  spoils,  and  the  scalps  of 
their  wives  and  children  the  trophies  of  ferocious  savages? 
And  who,  in  fine,  when  the  hour  of  trial  at  length  arrived, 
when  the  ansel  of  death  hovered  over  the  dark,  protracted  and 
perilous  conflict,  who  better  than  they  displayed  that  Spartan 
courage,  which  was  exhibited  by  every  corps,  and  which,  if 
justice  should  ultimately  be  done,  will  secure  to  them  one  of 
the  brightest  pages  in  this  country’s  annals?  No  commander 
was  ever  bound  by  stronger  ties  of  obligation  to  an  army,  than 
I am  to  that  of  Tippecanoe.  To  those  which  are  common  to 
others,  was  superadded  that  of  the  constant  manifestation,  on 
the  part  both  of  the  officers  and  soldiers,  of  anxiety  for  my  per- 
sonal safely,  amidst  the  perils  by  which  they  were  themselves 
surrounded.  None  but  those  in  whose  bosoms  the  feeling  of 
generous  magnanimity  thus  expressed,  could  find  no  echo, 
would  question  the  sincerity  of  the  declaration  which  I have 
before  made,  that  could  I have  commuted  with  Providence,  for 
the  lives  of  the  husbands  of  affectionate  wives,  and  the  fathers 
of  destitute  children,  who  were  falling  thick  around  me,  by  the 
offer  of  iny  own,  that  the  sacrifice  would  have  been  cheerfully 
made.  Heaven  willed  it  otherwise.  All  that  remains  is  to 
cherish  their  memories,  and  to  adopt  the  survivors  as  the  cho- 
sen brothers  of  my  affection.  I am  gentlemen,  with  great  re- 
gard and  consideration,  your  fellow  citizen, 

W.  H.  HARRISON. 

To  Messrs.  James  Todd,  Sam.  Carr,  John  W.  Gon,  Lyman 
Leslie,  John  W.  Long,  Ross  B.  Hughes  and  Jesse  Perdue, 
committee. 
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MK.  WOODBURY,  AT  CONCORD. 

Concord,  ^ue^ust  18,  1835. 

Gentlemen:  Your  kind  invitation  to  a public  dinner  has 
been  gratefully  received. 

I feel  the  more  honored  by  the  approbation  you  have  been 
pleased  so  fully  to  express  of  my  public  conduct,  corning  as  it 
does  from  citizens  of  the  state  of  my  birth  and  strongest  attach- 
ments,and  many  of  whom  have  not  only  known  me  intimately, 
but  evinced  their  patriotism  and  fidelity  to  democratic  princi- 
ples during  the  darkest  trials. 

It  would  afford  me  great  satisfaction  to  remain  longer  in 
your  flourishing  village  and  to  congratulate,  in  person,  more  of 
my  former  acquaintances  in  this  quarter  of  the  country,  on  the 
remarkable  prosperity,  which  appears  to  he  showered  around 
them  in  every  direction,  and  on  almost  every  branch  of  lauda- 
ble industry.  But  official  duties  require  my  immediate  return 
to  the  seat  of  government  after  a hurried  visit,  on  my  way 
thither,  to  some  of  my  nearest  relatives. 

Be  pleased,  therefore,  to  present  my  respects  to  the  democra- 
tic citizens  of  Concord,  and  to  as.sure  them,  that  with  many 
thanks  for  their  hospitable  courtesies,  and  with  warm  wishes 
for  the  continued  growth  and  welfare  of  this  enterprising  por- 
tion of  the  state.  I am  with  great  respect  and  regard,  your 
and  their  obedient  servant,  LEVI  WOODBURY. 

Isaac  Hill,  Wm.  Low,  Robert  Davis,  Ralph  Metcalf,  tVm. 
Richardson,  Cyrus  Barton,  David  Davis,  jr,  Jos,  Robin- 
son, H.  Hill,  J.  Whipple,  J.  S.  Kimball,  Asa  Fowler,  Sa- 
muel Cofin,  F.  N.  Fisk,  A.  B.  Kelley,  esquires. 

FRAUDULENT  DONATION  CLAIMS. 

Little  Rock,  ( Ark.)  Aug.  18.  Suspicions  having  been  excit- 
ed for  some  time  past,  that  a great  proportion  of  the  numerous 
claims  for  donations  of  lands,  under  the  act  of  congress  of  24th 
of  May,  1828,  which  have  been  proven  up  at  the  land  offices  at 
St.  Helena  and  at  this  place,  (and  at  others  for  aught  we  know) 
within  the  last  few  months,  have  been  established  on  false  tes- 
timony, and  that  even  some  fictitious  claims  had  been  estab- 
lished, the  claimants  and  witnesses  passing  themselves  off  on 
the  officers  of  the  land  offices  (to  whom  they  are  strangers)  by 
other  than  their  real  names,  the  grand  jury  at  their  real  term  of 
the  superior  court,  took  the  subject  under  consideration,  and 
have  investigated  it  as  thoroughly  as  a protracted  term  of  near 
thirty,  days  would  admit.  A great  number  of  witnesses  were 
brought  before  the  grand  jury,  some  of  them  from  the  distance 
of  one  to  two  hundred  miles,  and,  on  their  testimony,  we  un- 
derstand, about  thirty  bills  of  indictment  have  been  found  for 
perjury  eind  subornation  of  perjury,  against  sundry  individuals 
who  have  been  concerned  in  establishing  claims  of  that  descrip- 
tion. 

In  the  course  of  the  investigation,  we  understand,  a most  in- 
famous scene  of  villainy  and  corruption  has  been  exposed,  and 
it  is  supposed  much  more  will  be  brought  to  light  at  the  next 
term.  This  is  right,  and  we  hope  the  next  grand  jury  will  be  as 
diligent  aa  the  last,  in  hunting  up  and  bringing  the  guilty  to  pu- 
nishment. No  one  ought  to  escape.  For  the  credit  of  our 
country,  it  is  time  a stop  were  put  to  this  system  of  fraud  and 
imposition.  The  government  has  been  liberal  in  her  donations 
to  our  citizens,  and  she  ought  to  be  protected  from  such  fraudu- 
lent practices,  which  are  alike  injurious  to  her  and  discredita- 
ble to  our  territory. 

It  is  not  unlikely,  we  think,  that  many  innocent  men  who 
have  purchased  claims  of  this  description  from  irresponsible 
persons,  who  were  strangers  to  them,  will  suffer  a pretty  heavy 
loss,  by  the  Investigation  of  their  claims;  but  it  will  teach  them 
to  act  more  prudently  in  future.  And  we  fear  that,  in  many  in- 
stances, honest  men,  who  are  justly  entitled  to  donations,  and 
whose  claims  have  been  proven  up  and  confirmed  for  year.«, 
but  not  yet  patented,  may  be  subjected  to  heavy  pecuniary 
loss,  in  hunting  up  and  bringing  to  the  land  offices,  from  the 
distance  of  several  hundred  miles,  additional  testimony  where- 
by to  re-estsbiish  their  claims. 

“KITCHEN”  CORRESPONDENCE. 

To  the  editor  of  the  (North  Carolina)  Herald  of  the  Times. 

Sir:  Enclosed  I send  you  a correspondence  which  has  ac- 
cidently fallen  into  my  hands;  I wish  it  published  that  the  peo- 
ple of  the  district  of  Edenton  may  see  the  attempts  which  have 
been  made  by  persons  not  residents  of  this  district  to  interfere 
in  our  affairs. 

The  editor  of  the  Globe  it  seems  was  too  wary  to  be  entrap- 
ped by  Mr.  Kinney;  he  would  not  reply  to  his  letter  until  he 
was  a.esured  of  his  orthodoxy.  If  any  thing  was  needed  to  sa- 
tisfy the  people  that  attempts  are  continually  made  by  the  of- 
ficeholders at  Washington  city  to  control  tlie  state  elections, 
this  letter  of  Blair’s,  would,  it  seems  to  me,  entirely  dispel  any 
doubts. 

Who  is  this  Mr.  Blair  that  pretends  to  judge  of  honorable 
men? 

ARATOR. 

N.  B.  Neither  Kinney,  Fowlkes  or  Blair,  are  residents  of  the 
district  or  state. 

Elizabeth  city,  N.  C.  April  13,  1835. 

Mr.  Editor;  I wish  you  would  do  the  Jackson  party  of 
William  B.  Shepard’s  district,  the  kindness  to  give  me  a par- 
ticular account  of  the  political  character  of  that  gentleman’s 
votes  and  speeches  in  the  house.  Shepard  will  be  opposed  by 
a true  Jackson  man;  and  certainly  will  be  defeated  if  you  will 


be  so  good  as  to  give  me  the  means  of  showing  the  people  what 
he  has  been  about  at  congress  for  four  years.  More  than  three- 
fourths  of  his  constituents  are  Jackson^  and  some  of  them  are 
determined  that  he  shall  not  misrepresent  their  views  another 
two  years.  Do  give  me  an  account  of  Shepard’s  work  at 
Washington  as  early  as  convenient.  We  want  to  know  how 
he  has  acted,  and  send  him  to  his  plantation,  if  he  has  opposed 
the  administration.  Respectfully,  sir,  your  servant, 

WILL.  H.  KINNEY. 

P.  S.  This  is  private. 

Editor  of  the  Globe,  Washington, 

Washington,  April  28, 1835. 

Dear  sir;  The  enclosed  I decline  answering  because  1 was 
not  certain  that  the  writer  was  a friend,  and  if  he  were  not  I 
thought  it  possible  that  his  object  was  to  draw  out  such  a re- 
ply as  might  be  held  up  as  an  insidious  attempt  to  injure  Mr. 
Shepard — ^and  an  improper  interference  on  the  part  of  persons 
at  Washington  with  the  business  of  the  people.  Understanding 
from  Mr.  Wheeler  that  you  are  a true  friend  to  the  republican 
cause,  I have  no  hesitation  in  giving  any  testimony  as  to  the 
facts  about  which  I am  interrogated  in  the  letter,  with  liberty 
to  you,  to  make  whatever  use  you  think  proper. 

The  honorable  William  B.  Shepard  is  known  at  Washington 
to  be  as  decided  an  opponent  of  the  president  and  the  adminis- 
tration as  any  member  in  congress.  He  has  supported  the 
press  here,  vvhich  has  not  only  abused  the  administration 
throughout  the  last  six  years,  but  which  has  abused  the  pri- 
vate character  of  the  president,  and  excited  that  feeling  in  the 
opposition,  which  it  is  net  unlikely  has  led  to  assaults  on  his 
venerable  person.  Shepard’s  association  has  been  with  the 
most  vindictive  of  the  enemies  of  the  administration — and  on 
all  party  questions  his  vote  has  been  counted  on  as  certainly 
beforehand  by  them,  as  has  been  uniformly  set  down  by  the 
friends  of  the  administration  against  them.  In  fact,  no  man 
ever  considered  Tristam  Burges  more  thoroughly  identified 
with  the  opposition,  than  both  sides  have  held  Mr.  Shepard  to 
be — and  as  for  myself,  I sinserely  assure,  that  I should  consi- 
der the  chance  for  the  occasional  support  of  John  Quincy 
Adams  vastly  more  to  be  calculated  on  in  behalf  of  the  ad- 
ministration, than  the  member  in  congress  from  your  district. 
Mr.  Adams  is  sometimes  under  the  impulse  of  patriotic  feeling, 
which  gets  the  better  of  his  party  propensities— Mr.  Shepard 
never  in  one  instance  to  my  knowledge.  Your  most  obedient 
servant,  F.  P.  BLAIR. 

P.  S.  You  may  retain  and  preserve  this  letter. 

Dr.  J.  Fowlkes,  Elizabeth  city,  N.  C. 

The  original  letters  are  left  with  the  editor,  and  can  be  seen 
by  any  one  who  doubts  their  authenticity. 

Mr.  “William  BIDDLE  Shepard”  as  Mr.  Blair,  the  writer  of 
the  preceding  letter  delighted  to  call  him,  at  the  late  election, 
obtained,  2,534  voles,  and  his  opponent.  Dr.  Pipkin,  429 — or 
six  votes  for  one! 

Philadelphia,  August  14,  1835. 

To  Henry  Horn,  esq. 

Sir:— Agreeably  to  a resolution  of  the  democratic  citizens, 
adopted  at  a very  large  public  meeting,  held  by  them  in  the 
commissioners’  hall  in  the  district  of  Southwark,  on  Monday 
evening  the  10th  instant,  instructing  the  undersigned  to  address 
you,  on  the  subject  of  a letter  in  your  possession,  known  by 
the  name  of  the  “first  reply,” — we  in  conformity  to  the  duly 
thus  imposed,  have  to  request  the  favor  of  a true  copy  of  the 
document  in  question.  The  letter  alluded  to  is  one  sent  by 
general  Jackson  to  you,  in  answer  to  a former  communication 
of  yours,  and  is  distinguished  by  the  appellation  above  stated. 

The  committee  presume  that  on  this  point  you  can  have  no 
difficulty,  as  it  is  understood  that  you  have  shown  either  all  or 
a part  of  the  “first  reply”  to  some  individuals,  and  as  general 
Jackson  has  voluntarily  given  his  consent  in  his  letter,  dated 
from  the  Rip  Raps,  July  21st,  to  make  known  the  contents  to 
the  people. 

It  is  important  not  only  to  the  people  and  gen.  Jackson  that 
the  first  reply  should  be  published,  but  it  is  also  required  in  re- 
lation to  yourself  that  you  should  furnish  a copy  for  publication, 
and  thereby  avoid ^11  future  misrepresentation  on  the  subject. 

We  enclose  you  a copy  of  the  resolutions  adopted  at  the  great 
meeting  in  Southwark — and  hoping  immediately  to  receive  a 
copy  of  the  first  reply,  in  black  and  white,  we  subscribe  our- 
selves, dear  sir,  your  ob’t  ser’t. 

THOS.  D.  GROVER,  I 

GEO.  C.  STEVENSON,  f 

D.  F.  CONDIE,  )■  committee. 

WM.  J.  CRANS, 

ALEX.  C.  DRAPER,  J 

Copy  of  the  proceedings  above  referred  to. 

Upon  motion  of  A.  C.  Draper,  seconded  by  J.  Keefe,  esq.  the 
following  preamble  and  resolutions  were  adopted  by  acclama- 
tion; 

Whereas  it  is  known  that  a letter  has  been  received  by  Henry 
Horn,  from  our  venerable  president,  Andrew  Jackson,  in  which 
is  expressed  his  opinions  of  our  patriotic  governor  and  Henry 
A.  Muhlenberg;  and  whereas,  many  misrepresentations  are 
daily  made  as  to  the  contents  of  that  letter,  known  by  the  name 
of  the  first  reply,  which  are  calculated  to  produce  erroneous 
impressions  as  to  the  conduct  and  motives  of  the  president— 
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and  whereas,  the  meeting  entertains  a warm  affection  and  un- 
doubting confidence  in  his  lofty  patriotism  and  inflexible  integ- 
rity, and  being  confident,  that  as  so  much  excitement  exists  in 
relation  to  the  purport  of  the  documunt  in  question,  and  believ- 
ing that  the  opinions  therein  contained  are  of  great  importance 
to  the  public,  and  the  publication  of  which  would  have  a great 
tendency  to  soften  the  feelings  and  harmonize  the  sentiments 
of  the  democracy  of  the  state — and  whereas,  the  president  in 
his  letter  dated  from  the  Rip  Raps,  July  21,  1835,  gives  permis- 
sion to  the  holder  to  publish  the  first  reply. 

Therefore  resolved.  That  the  president,  vice  presidents  and 
secretaries  of  this  meeting  be  appointed  a committee  to  request 
of  Mr.  Horn,  in  the  name  of  the  democrats  of  Southwark,  a copy 
of  the  first  reply. 

Resolved,  That  if  Mr.  Horn  should  refuse  to  comply  with  the 
expressed  wish  of  the  people,  then  the  committee  are  author- 
ised to  address  a letter  to  our  venerable  president,  stating  all 
the  facts  of  the  case,  and  desiring  him  to  favor  the  people,  who 
have  adhered  to  him  through  good  and  evil  report,  with  a copy 
of  the  communication  sent  to  Mr.  Horn,  for  publication. 

Reply. 

Gentlemen:  Until  the  receipt  of  your  note  of  to-day,  I could 
not  persuade  myself  that  a body  of  my  respectable  democratic 
friends  of  the  district  of  Southwark  could  have  seriously  con- 
templated making  the  demand  which  is  contained  in  it. 

A spirit  of  courtesy,  it  is  true,  will  always  induce  me  to  go 
great  lengths  to  oblige  my  personal  and  political  friends,  espe- 
cially if  any  public  good  is  likely  to  result  from  a compliance 
on  ray  part  with  a reasonable  and  proper  request.  But  when  a 
demand  is  made  of  me,  accompanied  too  with  a threat  in  case 
of  a refusal,  to  develope  my  private  correspondence,  I must  be 
permitted  to  say  that  considerations  of  self-respect,  perfectly 
compatible,  I trust,  with  the  respect  I feel  for  others,  oblige 
me  to  decline  gratifying  a curiosity,  which,  however  laudable  it 
may  appear  to  those  who  entertain  it,  cannot,  in  my  judgment, 
in  any  essential  degree  subserve  the  public  interests. 

The  letter  of  the  president,  from  the  Rip  Raps,  of  the  21st 
Ult.  which  I gave  to  the  public,  seemed  to  me  so  appropriate  to 
the  exigencies  of  the  times,  so  clear  and  so  satisfactory  to  the 
great  body  of  the  democratic  party  here  and  elsewhere,  that  I 
have  come  to  the  conclusion  that  any  further  expression  of 
the  opinions  of  that  distinguished  individual  in  reference  to 
our  state  politics  are  not  note  important  to  the  public. 

Should,  however,  any  course  of  future  events  render  the  pub- 
lication of  any  correspondence  which  I may  possess,  and 
which  I am  at  liberty  to  publish,  necessary  and  proper,  I shall 
not  fail,  at  the  proper  time,  to  do  so.  With  great  respect,  I am 
your’s  &c.  HENRY  HORN. 

Thos.  D.  Grover,  esq.  and  others. 

Philadelphia,  lAth  August,  1835. 

— @ OMIHi  . 

MEETING  OF  THE  CITIZENS  OF  ALBANY. 

At  a meeting  of  the  citizens  of  Albany,  held  pursuant  to  pub- 
lic notice,  at  the  capitol,  on  Friday  the  4th  instant,  at  4 o’clock 
in  the  afternoon,  to  embody  and  express  the  predominant  sen- 
timent in  relation  to  the  unconstitutional  and  incendiary  move- 
ments of  the  advocates  and  agents  of  the  abolition  and  anti-sla- 
very societies. 

On  motion  of  Teunis  Van  Vechten,  esq.  his  excellency  Wil- 
liam L.  Marcy,  governor  of  the  state,  was  called  to  the  chair, 
and  the  following  gentlemen  were  appointed  vice  presidents, 
viz: 

Stephen  Van  Rensselaer,  Rufus  II.  King, 

Erastus  Corning,  Peter  Wendell, 

Abraham  Van  Vechten,  John  Townsend, 

Ambrose  Spencer,  Thomas  W.  Olcott, 

A.  C.  Flagg,  Jared  L.  Rathbone, 

Charles  E.  Dudley,  John  N.  Ouackenbush, 

James  Stevenson,  Lewis  Benedict, 

James  Vanderpoel,  James  Porter, 

Francis  Bloodgood,  Ezra  P.  Prentice, 

Harmanus  Bleecker,  Alexander  Marvin, 

John  Woodworth,  Seth  Hastings, 

Benjamin  Knower,  Lemuel  Steele. 

And  the  following  gentlemen,  secretarie.«,  viz: 

John  S.  Walsh,  Caleb  N.  Bement, 

John  Van  Buren,  John  II.  Prentice, 

John  W.  Bay,  John  E.  Lovett, 

James  Maher,  John  B.  Laforge. 

On  motion  of  John  A.  Dix,  esq.  a commiitee,  consisting  of 
twenty-one  citizens,  was  appointed  by  the  chair,  to  prepare  and 
report  resolutions  expressive  of  the  sense  of  the  meeting,  viz: 
John  A.  Dix,  James  McKown,  Gideon  Hawley,  Greene  C. 
Bronson,  Daniel  D.  Barnard,  Jesse  Buel,  Wm.  P.  Van  Rensse- 
laer, Teunis  Van  Vechten,  T.  Romeyn  Beck,  Edwin  Croswell, 
Henry  L.  Webb,  Geo.  W.  Stanton,  Isaiah  Townsend,  Samuel 
Cheever,  Edward  Livingston,  Alonzo  Crittcnton,  Wm.  Sey- 
mour, Samuel  Stevens,  Stephen  Van  Rensselaer,  Jr.  Joseph 
Russell  and  John  Taylor  Cooper. 

The  resolutions  are  much  after  the  manner  of  those  of  the 
people  of  Bo.-^ton,  New  York,  &c.  and  were  suppoited  by  Gen. 
Dix,  Mr.  Chief  Justice  Spencer  and  the  rev.  C.  Van  Rensselaer. 

ADDRESS  OF  THE  ANTI-SLAVERY  SOCIETY. 

TO  THE  PUBLIC. 

In  behalf  of  the  American  Anti-slavery  society,  we  solicit  the 
candid  attention  of  the  public,  to  the  following  declaration  of 


our  principles  and  objects.  Were  the  charges  which  are  brought 
against  us,  made  only  by  individuals  who  are  interested  in  the 
continuance  of  slavery,  and  by  such  as  are  influenced  solely  by 
unwoithy  motives,  this  address  would  be  unnecessary;  but  there 
are  those  who  merit  and  possess  our  esteem,  who  would  not 
voluntarily  do  us  injustice,  and  who  have  been  led  by  gross  mis- 
representations, to  believe  that  we  are  pursuing  measures  at 
variance  not  only  with  the  constitutional  rights  of  the  south, 
but  with  the  precepts  of  humanity  and  religion.  To  such  we 
offer  the  following  explanations  and  assurances. 

1st.  We  hold  that  congress  has  no  more  right  to  abolish  sla- 
very in  the  southern  states,  than  in  the  French  West  India 
islands.  Of  course  we  desire  no  national  legislation  on  the  sub- 
ject. 

2d.  We  hold  that  slavery  can  only  be  lawfully  abolished  by 
the  legislatures  of  the  several  states  in  which  it  prevails,  and 
that  the  exercise  of  any  other  than  moral  influence  to  induce 
such  abolition,  is  unconstitutional. 

3d.  We  believe  that  congress  has  the  same  right  to  abolish 
slavery  in  the  District  of  Columbia,  that  the  state  governments 
have  within  their  respective  jurisdictions,  and  that  it  is  their 
duty  to  efface  so  foul  a blot  from  the  national  escutcheon. 

4th.  We  believe  that  American  citizens  have  the  right  to  ex- 
press and  publish  their  opinions  of  the  constitution,  laws  and 
institutions  of  any  and  every  state  and  nation  under  heaven; 
and  we  mean  never  to  surrender  the  liberty  of  speech,  of  the 
press,  or  of  conscience — blessings  we  have  inherited  from  our 
fathers,  and  which  we  intend,  as  far  as  we  are  able,  to  trans- 
mit unimpaired  to  our  children. 

5th.  We  have  uniformly  deprecated  all  forcible  attempts  on 
the  part  of  the  slaves  to  recover  their  liberty.  And  were  it  in 
our  power  to  address  them,  we  would  exhort  them  to  observe  a 
quiet  and  peaceful  demeanor,  and  would  assure  them  that  no 
insurrectionary  movements  on  their  part,  would  receive  from 
us  the  slightest  aid  or  countenance. 

6ih.  We  would  deplore  any  servile  insurrection,  both  on  ac- 
count of  the  calamities  which  would  attend  it,  and  on  account 
of  the  occasion  which  it  might  furnish  of  increased  severity  and 
oppression. 

7th.  We  are  charged  with  sending  incendiary  publications  to 
the  south.  If  by  the  term  incendiary  is  meant  publications  con- 
taining arguments  and  facts  to  prove  slavery  to  be  a moral  and 
political  evil,  and  that  duty  and  policy  require  its  immediate 
abolition,  the  charge  is  true.  But  if  this  charge  is  used  to  im- 
ply publications  encouraging  insurrection,  and  designed  to  ex- 
cite the  slaves  to  break  their  fetters,  the  charge  is  utterly  and 
unequivocally  false.  We  beg  our  fellow  citizens  to  notice,  that 
this  charge  is  made  without  proof,  and  by  many  who  confess 
that  they  have  never  read  our  publications,  and  that  those  who 
make  it,  offer  to  the  public  no  evidence  from  our  writings  in 
support  of  it. 

8th.  We  are  accused  of  sending  our  publications  to  the  slaves, 
and  it  is  asserted  that  their  tendency  is  to  excite  insurrections. 
Both  the  charges  are  false.  These  publications  are  not  intend- 
ed for  the  slaves,  and  were  they  able  to  read  them  they  would 
find  in  them  no  encouragement  to  insurrection. 

9th.  We  are  accused  of  employing  agents  in  the  slave  states 
to  distribute  our  publications.  We  have  never  had  one  such 
agent.  We  have  sent  no  packages  of  our  papers  to  any  person 
in  those  states  for  distribution,  except  to  five  respectable  resi- 
dent citizens,  at  their  own  request.  But  we  have  sent,  by  mail, 
single  papers  addressed  to  public  officers,  editors  of  newspapers, 
clergymen,  and  others.  If,  therefore,  our  object  is  to  excite 
the  slaves  to  insurrection,  the  masters  are  our  agents. 

10th.  We  believe  slavery  to  be  sinful,  injurious  to  this  and  to 
every  other  country  in  which  it  prevails;  we  believe  immediate 
emancipation  to  be  the  duty  of  every  slaveholder,  and  that  the 
immediate  abolition  of  slavery,  by  those  who  have  ihe  right  to 
abolish  it,  would  be  safe  and  wise.  These  opinions  we  have 
freely  expressed,  and  we  certainly  have  no  intention  to  refrain 
from  expressing  them  in  future,  and  urging  them  upon  the  con- 
sciences and  heiirts  of  our  fellow  citizens  who  hold  slaves,  or 
apologize  for  slavery. 

11th.  We  believe  the  education  of  the  poor  is  required  by 
duty,  and  by  a regard  for  the  permanency  of  our  republican  in- 
stitutions. There  are  thousands  and  tens  of  thousands  of  our 
fellow  citizens,  even  in  the  free  states,  sunk  in  abject  poverty, 
and  who  on  account  of  their  complexion,  are  virtually  *e/)<  in 
ignorance,  and  whose  instruction  in  certain  cases  is  actually 
prohibited  by  law!  We  are  anxious  to  protect  the  rights,  and 
•0  promote  the  virtue  and  happiness  of  the  colored  portion  of 
our  population,  and  on  this  account  we  have  been  charged 
with  a desigi)  to  encourage  intermarriages  between  the  whites 
and  blacks.  This  charge  has  been  repeatedly,  and  is  now 
again  denied,  while  we  repeat  that  the  tendency  of  our  senti- 
ments is  to  put  an  end  to  the  criminal  amalgamation  that  pre- 
vails wherever  slavery  exists. 

12th.  We  are  accused  of  acts  that  tend  to  a dissolution  of  the 
union,  and  even  of  wishing  to  dissolve  it.  We  have  never 
“calculated  the  value  of  the  union,”  because  we  believe  it  to 
be  inestimable;  and  that  the  abolition  of  slavery  will  remove 
the  chief  danger  of  its  dissolution;  and  one  of  the  many  reasons 
why  we  cherish  and  will  endeavor  to  preserve  the  constitution 
is,  that  it  restrains  congress  from  making  any  law  “abridging 
. the  freedom  of  speech  or  of  the  press.” 

Such,  fellow  citizens,  are  our  principles — Are  they  unworthy 
of  republicans  and  Christians?  Or  are  they  in  truth  so  atro- 
, cious,  that  in  order  to  prevent  their  diffusion  you  are  yourselves. 
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Willing  to  surrender  at  the  dictation  of  others  the  invaluable 
privilege  of  free  discussion,  the  very  birthright  of  Americans? 
Will  you,  in  order  that  the  abominations  of  slavery  may  be  con- 
cealed from  public  view,  and  that  the  capital  of  your  republic 
may  continue  to  be,  as  it  now  is,  under  the  sanction  of  con- 
gress, the  great  slave  mart  of  the  American  continent,  consent 
that  the  general  government,  in  acknowledged  defiance  of  the 
constitution  and  laws,  shall  appoint  ihronghout  the  length  and 
breadth  of  your  land,  ten  thousand  censors  of  the  press,  each 
of  whom  shall  have  the  right  to  inspect  every  document  you 
may  commit  to  the  post  office,  and  to  suppress  every  pamphlet 
and  newspaper,  whether  religious  or  political,  which  in  his 
sovereign  pleasure  he  may  adjudge  to  contain  an  incendiary  ar- 
ticle? Surely  we  need  not  remind  you,  that  if  you  submit  to 
such  an  encroachment  on  your  liberties,  the  days  of  our  repub- 
lic are  numbered,  and  that,  although  abolitionists-  may  be  the 
first,  they  will  not  be  the  last  victims  offered  at  the  shrine  of 
arbitrary  power. 

ARTHUR  TAPPAN,  president. 

John  Rankin,  treasurer. 

William  Jay,  sec.  for.  cor. 

Elizor  Wright,  Jr.  sec.  dom.  cor, 

Abraham  L.  Cox,  M.  D.  rec.  sec. 

Lewis  Tappan, 

Joshua  Leavitt,  j members  of 

Samuel  E.  Cornish,  [-  the 

Simeon  S.  Jocelyn,  1 executive  com. 

Theodore  S Wright.  J 

New  York,  Sept.  3d,  1835. 

AGRICULTURE— IN  NEW- YORK. 

To  the  editor  of  the  New  York  .American. 

Dear  sir:  I observe  in  the  American  of  last  evening,  an  ar- 
ticle taken  from  the  Mount  Morris  Spectator  of  the  20ih  Au- 
gust, in  which  it  is  stated  that  on  27  acres  of  the  Genesee 
flatts,  P.  and  G.  Mills,  who  are  tenants  of  mine,  had  raised 
this  season  1,270  bushels  of  wheat,  being  47  bushels  per  acre. 

As  this  appears  to  have  excited  your  surprise,  and  as  the 
Mount  Morris  editor  has  pleasantly  challenged  the  “far  west” 
to  beat  it,  and  as  the  fine  lands  of  the  Genesee  valley,  at  a dis- 
tance from  the  great  travelled  road,  are  too  little  known,  per- 
mit me  to  state  some  additional  facts  respecting  them. 

Mount  Morris  is  in  Livingston  county,  six  miles  beyond  Ge- 
nesee. When  there  in  July  last,  general  Mills  informed  me 
that  from  80  acres  of  the  Mount  Morris  flats,  lying  in  one  body, 
be  raised  the  last  year  3,200  bushels  of  wheat  of  the  best  quali- 
ty, and  that  it  was  accurately  measured  under  his  own  inspec- 
tion, being  40  bushels  per  acre. 

The  27  acres  are  not  of  superior  quality  to  the  adjoining  flats, 
and  not  equal  to  some  of  the  Leicester  flats  on  the  opposite 
side  of  the  Genesee  river.  As  in  your  notice  of  the  above  you 
refer  to  these,  as  being  some  of  the  lands  advertised  for  sale  by 
me  in  your  country  paper,  permit  me  to  state,  that,  on  farm 
No.  1,  containing  400  acres,  lying  in  Leicester,  there  are  at 
least  350  acres,  in  every  respect  equal  to,  and  on  farm  No.  2, 
containing  170  acres,  more  than  half  is  superior,  iii  quality  to 
the  above  27  acres. 

From  170  acres  lying  in  one  body  in  number  one.  Dr.  Wm. 
C.  Dwight,  the  present  tenant,  raised  two  years  since,  twelve 
thousand  eight  hundred  bushels  of  shelled  corn,  being  upwards 
of  75  bushels  per  acre;  and  on  number  two,  in  the  sumrner  of 
1834  he  had  20  acres  in  wheat,  in  one  body,  which  averaged 
48  bushels  per  acre;  two  acres  of  the  best  of  which  he  measur- 
ed off,  and  of  these  the  produce  was  52  bushels  per  acre. 

The  editor  states  that  the  1,270  bushels  of  wheat  were  thrash- 
ed, cleaned  and  delivered  in  four  days.  It  is  customary  on 
these  flats  to  have  the  thrashing  machines  taken  to  the  stacks 
of  wheat  on  the  field,  by  which  much  labor  and  time  are  saved. 
Some  of  the  large  farmers  there  also  make  use  of  machines  for 
cutting  the  grain,  which  are  moved  by  horse  power.  With 
one  of  these,  one  man,  with  a pair  of  horses,  can  cut  12  to  15 
acres  of  wheat  between  sun-rise  and  sun-set.  The  wheat  as 
cut  falls  upon  a platform,  and  connected  with  the  machine  is  a 
revolving  rake,  which  takes  the  grain  from  the  platform,  and 
places  it  on  the  ground  precisely  in  the  proper  quantity  for  a 
sheaf;  and  though  all  that  is  required  of  the  binder,  is  to  make 
the  bands,  and  bind  up  the  sheaves,  I have  seen  nine  active 
binders  busily  employed  in  keeping  up  with  the  cutting  ma- 
chine. The  work  is  done  with  not  one-fourth  the  waste  of 
grain,  which  takes  place  in  the  usual  mode  of  cradling  or 
reaping. 

These  machines  of  course  are  only  calculated  for  fields,  free 
from  stumps  and  brushwood,  and  cost  about  160  dollars  each. 

If  you  think  this  communication  of  sufficient  importance  to 
interest  your  readers,  do  with  it  as  you  please.  Yours,  respect- 
fully, B.  VVOOLSEY  ROGERS. 

September  1. 

— 

- “THE  SISTERS  OF  ST.  CLARE,”  PITTSBURGH. 

To  the  public. 

The  ejection  of  the  community  known  as  the  “Sisters  of  St. 
Clare,”  from  their  residence  on  the  hill,  near  this  city,  having 
taken  place  when  evil  reports  respecting  them  were  prevalent, 
conveyed  the  impression  that  censures  from  their  superior,  with 
expulsion  from  their  hahitaiioiif!,  were  caused  by  some  moral 
delinquency,  such  as  rumor  had  charged  upon  them.  The 
statement  whicii  bishop  Kenrick,  with  great  propriety,  has  re- 
cently made,  will  remove  this  impression  from  the  public  mind. 


As  physician  at  the  seminary  for  the  last  two  years,  some 
persons  have  perhaps  reasonably  enough  supposed,  that  ray 
knowledge  of  its  affairs  might  serve,  in  some  measure,  to  affirm 
or  disprove  the  charge  so  very  freely  made  against  the  persons 
residing  there.  The  mere  possibility  that  my  continued  silence 
might,  in  the  least  degree,  add  to  the  force  of  unfounded  rumor, 
will  excuse  me,  with  an  intelligent  community,  for  sustaining 
so  far  as  I can,  with  truth,  the  claims  of  injured  persons^ 
During  my  attendance  for  the  time  mentioned,  embracing  nu- 
merous visits,  and  treatment  of  all  descriptions  of  persons  in 
the  house,  1 had  not  at  any  time  cause  to  believe  that  they  had 
violated  the  obligations  of  morality,  as  charged  upon  them  by- 
rumors,  or  in  any  other  way  for  which  they  should  incur  the 
public  censure,  as  they  seem  to  have  done.  Until  harsh  mea- 
sures were  taken  to  suspend  the  institution,  (which  were  cer- 
tainly opposed  with  some  feeling  by  its  members),  I witnessed 
nothing  there  inconsistent  with  general  good  order. 

What  portion  of  the  rumor  above  referred  to,  originated 
(without  design  of  course),  in  the  disorderly  steps  taken  to  de- 
stroy the  seminary,  and  remove  the  persons  who  conducted  it 
from  their  habitation,  it  is  impossible  to  say  with  certainty. 
But  it  is  unfortunately  too  true,  as  a general  fact,  that  spolia- 
tion of  goods,  and  loss  of  reputation,  go  hand  in  hand,  and  not 
unfrequeiitly  the  one  gives  sanction  to  the  other. 

The  name  of  the  rev.  Mr.  O’Reilly  has  been  used  in  the  al- 
most indiscriminate  clamor  respecting  the  “nunnery.”  It  is 
right  this  injured  gentleman  should  have  the  benefit  of  what  I 
have  known.  I believe  he  was  seldom  there,  and  was  certain- 
ly not  among  its  friends.  The  rev.  Mr.  Van  de  Wyer,  a worthy 
old  gentleman,  (so  far  as  I know),  resided  in  a remote  wing  of 
the  building,  and  was  chaplain  of  the  community  for  the  last 
two  years,  and  perhaps  longer.  If  any  one  is  held  responsible 
for  the  spiritual  oversight  of  the  house,  he  should  and  may  be 
so  considered.  I mention  this  fact  as  well  for  its  truth  and  just 
application  to  the  subject,  as  to  show  the  blindness  of  rumor, 
which  fortunately  for  character,  selects  for  its  victim,  the  one 
best  shielded  from  its  power.  General  rumor  has  amplified  it- 
self on  this  entire  subject  without  judgment,  with  little  mercy, 
and  in  my  opinion,  (founded  on  some  knowledge  of  facts),  with 
no  truth  to  guide  it  in  its  aspersions  on  personal  character.  In 
conclusion,  I had  no  objection  to  tire  removal  of  the  institution, 
but  not  for  the  reasons  assigned.  The  resistance,  by  the  mem- 
bers, of  their  provincial,  which  has  forfeited  to  them  his  protec- 
tion and  their  home,  was*an  act  of  self-defence  highly  praise- 
worthy. H.  D.  SELLERS,  M.  D» 

Jlugust  1,  1835. 

THE  EGYPTIANS  IN  SYRIA. 

Scenes  of  a deplorable  nature  have  recently  been  exhibited 
at  Beirout.  On  the  night  of  the  23d  and  24th  of  March,  the  co- 
lonel of  the  8th  regiment  of  infantry  arrived  at  Beirout,  where' 
his  regirneht  was  in  garrison,  and  on  the  24ih,  at  break  of  day, 
he  gave  orders  to  arrest  every  Mussulman,  young  hnd  old,  in 
order  to  select  from  among  them  those  who  were  most  proper 
for  military  service;  and  to  render  his  project  more  easy  of  exe- 
cution, all  the  avenues  to  the  town  were  guarded,  and  sentinels 
were  posted  at  the  doors  of  all  the  consulates  and  European 
houses.  At  eight  o’clock  the  drums  gave  the  signal,  and  at  the 
same  instant  the  Egyptian  soldiers  spread  themselves  in  arms, 
and  like  furies,  in  all  quarters  and  in  every  street.  One  would 
have  said  the  city  had  been  taken  by  assault,  and  had  been  de- 
livered up  to  pillage.  The  soldiers  fell  upon  the  people  who 
were  in  the  streets,  they  burst  open  the  doors,  striking  down 
indiscriminately  with  blows  of  the  stick,  or  with  their  arms, 
Turks,  Jews  and  Christians,  without  any  regard  to  age  or  the 
infirmities  of  individuals,  dragging  all  off  to  the  prisons,  which 
in  an  instant  were  encumbered  with  a multitude  of  these  un 
happy  beings.  Some  thought  to  escape  the  maltreatment  in- 
flicted by  their  executioners  by  offering  money;  but  after  having 
taken  what  was  given,  they  had  the  infamy  to  deliver  up  their 
victims  to  other  troops  of  brigands  whose  maltreatment  become 
doubled  in  fury,  in  the  hope  to  force  the  sufferers  to  purchase 
themselves  a second  time  by  means  of  a new  ransom. 

Doling  the  day  there  was  a multitude  of  examples  of  this  atro- 
cious cupidity.  Even  the  consulates  were  not  exempt  from  out- 
rages committed  by  this  licentious  soldiery,  and  the  Janissaries 
in  employ,  notwithstanding  the  silver-topped  canes  which  serve 
to  distinguish  them,  were  for  the  most  part  assailed  on  the 
thresholds  of  the  consulates,  knocked  down  with  blows  from 
sticks,  or  wounded  with  cuts  from  the  sabre;  after  which  they 
were  entirely  stripped  of  their  clothe.®,  publicly  flogged  and  cast 
into  prisons.  The  Janissary  belonging  to  the  British  consulate 
suffered  more  than  any  other,  this  unhappy  man  is  still  confined 
to  his  bed,  where  he  lies  in  a dangerous  state,  in  consequence 
of  eight  or  ten  sabre  cuts  inflicted  upon  him  by  the  assassins, 
upon^he  head  and  other  parts  of  the  body;  and  this  after  having 
robbed  him  of  the  sum  of  500  piasters  which  he  had  about  his 
person.  The  fury  of  the  Egyptian  soldiers  against  the  Janissa- 
ries of  the  consulates  arise,  above  all  things,  from  their  attach- 
ment to  the  service  of  Europeans. 

Two  English  travellers  were  also  struck  in  the  streets,  with- 
out any  provocation  given  on  their  part,  and  a French  mer- 
chant, after  having  been  almost  annihilated  with  blows  from 
sticks,  was  treated  moreover  in  a manner  the  most  ignoble  by 
these  miserable  wretches,  who  in  addition  spat  upon  the  face 
of  their  victim.  No  religion  was  respected,  priests  of  every  rite 
were  insulted  in  the  streets,  in  their  houses,  and  even  in  the 
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churches,  where  these  brigands  penetrated  by  force,  evidently 
for  the  object  of  pillage.  In  short,  neither  were  the  women 
spared,  and  many  respectable  ladies  were  made  to  suffer  indig- 
nant outrages  by  the  Egyptians.  It  is  impossible  to  relate  all 
the  scenes  of  horror  which  ensued  on  this  ill-omened  day  of  the 
24th.  It  passes  imagination,  and  wiihoiit  having  witnessed  the 
ferocity  o(  the  soldiers  of  Ibrahim  pacha,  it  would  he  impo.ssi- 
lile  to  form  an  idea  approaching  to  the  reality  of  things.  I'lie 
consuls  assembled  together  to  demand  in  a body  ample  satisfac- 
tion of  the  colonel  whose  measures  had  provoked  such  frightful 
disorder.  But  this  officer  of  profound  ignorance  and  incapacity, 
exulting  in  the  evil  he  had  caused,  and  certain  that  his  conduct 
would  not  bring  down  upon  himself  any  blame  on  the  part  of 
Ibrahim  pacha,  received  the  reclamations  made  by  the  consuls 
■very  cavalierly,  declaring  at  once,  without  giving  himself  the 
trouble  to  make  inquiry,  that  inasmuch  as  it  concerned  him,  he 
was  by  no  means  disposed  to  grant  the  satisfaction  they  de- 
manded. 


303,656,837 

289,675,200 

2.56,174,400 


BRITISH  MANUFACTURES  OF  COTTON. 

By  Edward  Paines,  jr.  esq, 

EXTENT  AND  VALUE  OF  THE  BRITISH  COTTON  MANUFACTURE 

IN  1833. 

Cotton  wool  imported  lbs. 

“ consumed  in  the  manf.  “ 

Yarn  spun  ("deduct  oz.  for  loss)  “ 

No.  of  hanks  spun  (averaging  40  to  lb.)  hanks  10,246,976,000 
Length  of  yarn  spun  (840  yds.  to  the  hank)  miles  4,890,602,182 
Value  of  the  cotton  wool  consumed,  at  7d  per 
pound 

Value  of  the  cotton  exports— goods  £13,754,992 
yarn  4,704,008 


£8,244,693 


Value  of  cotton  manufactures  con- 
sumed at  home 


18,459,000 

12,879,693 


Total  value  of  the  manufacture 
Capital  employed  in  the  manufacture 
Quantity  of  cotton  goods  exported  (in  1832) 
White  or  plain  cottons — yds.  259,493,096 

Printed  or  dyed  cottons  201,552,407 

Number  of  persons  supported  by  the  manufacture 
Number  of  operatives  in  the  spiniiiiig'and  weav- 
ing factories 

In  England  200,000 

In  Scotland  32,000 

In  Ireland  5,000 


£31,338,694 

£34,000,000 


461,045,503 

L500,000 


237.000 

£6,044,000 


Wages  earned  by  the  factory  operatives 
Power  moving  the  factories— 

steam  33,000  horses 

water  11,000 horse  power  44,000 

Number  of  spindle  9,333,000 

Number  of  power  looms  lOO.oOO 

Number  of  hand  loom  weavers  250,000 

Wages  earned  by  do  £4,375,000 

It  may  assist  to  form  a conception  of  the  immense  extent  of 
the  British  cotton  manufacture,  when  it  is  staled  that  the  yarn 
spun  in  that  country  in  a year,  would,  in  a single  thrvad,  pass 
round  the  globe’s  circumference  903,775  times;  it  would  reach 
51  times  from  the  earth  to  the  sun;  and  it  would  encircle  the 
earth’s  orbit  eioht  and  a half  tiiUH.x! 

The  wrought  fabric  of  cotton  exported  in  one  year,  would  form 
a girdle  tor  the.  globe,  passing  eleven  times  round  the  equator! 

This  manufacture  furnishes  nearly  one-half  of  the  exports  of 
British  produce  and  manufactures:  it  supports  more  than  one- 
eleventh  part  of  the  population  of  Great  Britain;  and  itsupplie.e 
almost  every  nation  of  the  world  with  some  portion  of  its  cloth- 
ing. 

None  of  the  kingdoms  of  Hanover,  Wirtemberg  or  Saxony 
has  a population  exceeding  that  engaged  in  the  manufacture  of 
cotton  on  that  island. 

The  receipts  of  their  manufacturers  and  merchants  from  this 
one  production  of  the  national  indu«try,are  equal  to  two-thirds 
of  the  whole  public  revenue  of  the  kingdom. 

To  complete  the  wonder — this  manufacture  is  the  creation  of 
the  genius  of  a few  humble  mechanics;  it  has  sprung  up  from 
insignificance  to  its  present  magnitude,  within  little  more  than 
half  a century;  and  is  still  advancing  with  a rapidity  of  increase 
that  defies  all  calculation  of  what  it  shall  be  in  future  ages. 

The  number  of  spindles  is  upwards  of  nine  millions.  In  the 
United  States,  they  are  about  a million  and  a half,  and  of  power 
looms, 40,000.  Our  manufactures  of  cotton  are  greater  than  those 
of  any  other  country,  France  excepted. 

• -m>8  @ 04.». — 

RUSSIAN  OBSERVATORY. 

We  have  before  us  an  account  of  a new  observatory  about  to 
be  erected  near  the  city  of  Petershiirah  l>y  order  of  the  empe- 
ror of  Russia.  It  appears  that  there  are  alreadv  five  of  itiese 
structures  in  that  empire,  but  the  present  is  intended  as  a cen- 
tral one,  to  be  the  property  of  the  academy,  or  the  leading  sci- 
entific body  of  Russia,  to  be  con.stnicted  of  the  laige.st  dimen- 
sions and  in  every  way  fitted  to  meet  the'  pre.seni  exiaenefes  of 
astronomical  science.  The  site  chosen  for  its  erection  is  the 
height  of  Pulkowa  about  12  milea  south  of  the  harbor  of  Peters- 


burgh.  The  space  allotted  for  the  purpose  occupies  exactly 
seventy-five  acres  being  2,205  feet  in  leiiiiih  by  1,582  in  breadth. 
The  buildings  will  cover  an  extent  of  840  feet  long.  The  ob- 
servatory, properly  so  called,  occupies  the  middle  portion,  and 
forms  a cross,  extending  220  feel  from  east  to  west,  and  175 
from  north  to  south.  In  the  great  body  of  the  building  there 
will  be,  on  the  ground  floor,  a laige  hall,  intended  as  a reposi- 
tory for  in.>^triinients  which  are  now  in  dally  use,  and  for  the  re- 
ception of  vi.-^itors;  also  two  other  halls,  a chamber  for  the  regu- 
lating pendiiliinis  with  an  apparatus  calculated  to  produce  very 
great  difference  of  temperature;  also  the  hall  for  the  directors, 
the  library,  a lecture  room  and  five  small  apartments,  in  which 
the  observers  may  take  repose,  or  warm  themselves,  or  work, 
and  which  are  placed  commodiously  near  the  places  wheie  the 
observations  are  taken. 

Upon  the  building  three  towers  will  rise,  having  revolving 
roofs,  the  middle  one  with  a diameter  of  32  feet,  and  the  two 
others  of  20  feel  each,  intended  to  receive  the  instruments  by 
means  of  which  all  the  points  of  the  celestial  vaults  may  be 
surveyed.  At  the  east  and  west  of  the  observatory  properly  so 
called,  two  corridors  are  placed,  91  feet  long,  which  will  estab- 
lish a communication  with  the  dwelling  houses,  four  in  num- 
ber, and  thus  placed  on  purpose  at  a great  distance  from  the  ob- 
servatory. There  are  also  four  tents  distribuied  symmetrically 
round  the  main  building,  two  to  receive  those  who  are  on  the 
watch  for  comets,  and  two  to  contain  those  instruments  which 
are  of  great  weight.  The  officers  of  the  observatory,  a director, 
two  in.speclors,  four  astronomers,  a mechanicians,  secretary 
and  domestics  will  find  habitations  in  the  dwelling  house.  The 
whole  esiablishnieni,  including  instruments  is  expected  to  cost 
£2,000,000,  and  £9,000  per  annum  are  to  be  devoted  to  its 
maintenance.  [Phil.  Herald. 

SCENE  IN  THE  BRITISH  HOUSE  OF  COMMONS. 

Mr.  Tulk  bore  testimony  to  the  fact,  that  a canvass  was 
going  on  for  the  office  of  town  clerk  in  a borough  with  which 
he  was  acqnaiiiled. 

Lord  Stanley  observed  that  the  appointment  would  be  a .stand- 
ing job.  He  did  not  say  this  with  reference  to  the  house,  for 
which  it  would  be  too  contemptible,  but  with  respect  to  corpo- 
rations. (Cheers.)  If  he  had  seen  the  least  sign  of  his  noble 
Iriend’s  disposition  to  accede  to  his  proposition,  he  would  not 
have  lioubleri  him  with  a word  further.  He  had  not  intended  to 
pres.8  the  question  to  a divLion,  but  now  he  should  certainly  do 
so,  though  he  knew  it  was  useless  as  to  the  result.  He  was 
anxious,  however,  to  record  his  own  opinion.  His  lordship 
moved  accordingly. 

The  attorney  general  opposed  the  amendment. 

Mr.  O'Connell  thought  that  if  this  officer  were  to  be  appoint- 
ed during  good  behaviour,  it  would  become  a permanent  job. 
(Cheers.)  If  this  were  to  be  the  arrangement,  the  town  clerk 
would  be  the  master,  instead  of  the  servant  ofthe  council.  The 
noble  lord,  in  speaking  ofthe  council,  and  especially  of  the  ap- 
pointinenl  of  the  town  clerk,  had  spoken  of  it  as  a job  too  con- 
temptible for  that  house  to  deal  with.  ‘‘I  should  be  glad  to 
know  (continued  the  learned  gentleman)  if  any  job  can  be  too 
contemptible  for  this  house  to  deal  with.  1 should  be  glad  to 
know  how  the  noble  lord,  sitting  where  he  now  does,  (lord 
Stanley  sat  on  the  first  opposition  bench) — can  talk  of  any  job 
as  too  contemptible,  and  what  job  is  too  contemptible,  for  the 
house  to  deal  with?  (Cheers  from'  the  treasury  benches;  oh, 
oh,  from  the  opposition;  and  cries  of  order.)  The  noble  lord 
should  not  speak  in  this  strain” 

Lord  Stanley — I call  on  the  learned  gentleman  to  explain 
what  he  means.  (Cheers  from  the  opposition.) 

Mr.  O’Counell— f mean  precisely  what  I said.— (Cheers  from 
the  treasury  benches.) 

Lord  Stanley — In  plain  terms,  f insist  on  knowing  the  mean- 
ing ofthe  charge  he  has  made  upon  me  in  the  face  ofthe  house 
— (loud  cheers) — and  which  charge  I now,  in  the  face  of  the 
house,  call  on  him  to  explain.  (Continued  cheering.)  1 stand 
here  on  my  characier- (great  cheering)— my  character  is  not  at 
least  to  be  publicly  attacked — I shall  always  be  ready  to  defend 
it  here  or  elsewhere.  (Enthu>iastic  cheering.)  I ask  the 
learned  member  fur  Duhliti,  then  to  explain  what  he  means  by 
addres.'sing  to  me  the  expression,  that  he  would  be  glad  f«)  know 
how  1,  sitting  in  the  (>lace  in  which  I now  sit,  could  say  that 
any  job  was  too  contemptible  for  this  house  to  deal  with?  (Con- 
tinued cheering.) 

Mr.  O’Connell — T said  no  sirch  thing.  (Oh,  oh.)  I congra- 
Uilate  the  noble  lord  fui  bis  extreme  valor.  (Oh.  oh,.)  I re- 
joice at  it.  (Oh,  oh,  and  hear,  hear  ) But  if  the  noble  lord  had 
taki'ii  pxaeilv  what  1 said,  and  had  wailed  till  I had  finished, 
there  would,  have  been  no  necessity  for  this  display.  (Hear, 
hear,  and  oh,  oh.) 

Lord  Stanley — I call  on  you,  then,  to  repeat  your  words. 

Mr.  O’Cnonell — My  words  are  the  words  I repeated  twice. 
(Hear,  hear,  go  on.  and  rejicat  them  ) I said  1 shnnbi  he  glad 
to  know  how  any  job  could  be  too  contemptible  for  the  bouse 

of  commons  to  tliiiik  of. 

Lord  Statiley — 7’hey  are  not  the  word.s. 

A nninberof  lionorable  members  on  the  opposition  benches 
cried  out,  after  the  noble  lord,  “'I’liey  are  not  the  words.” 

Mr.  O’Connell — I say  they  aie  not  the  word.s  I used.  (Cheers 
and  oh,  oh.)  I am  in  possession  of  the  house.  I only  said 
pan;  I meant  to  go  on. 

Lord  Stanley— Then,  sir,  I rise  to  order,  and  I ask  if  ft  be 
consistent  with  the  orders  of  this  house  that  any  gentletnaH 
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should  here  use  these  words  of  another  gentleman;— “I  should 
like  to  know  how  any  member  silling  where  the  noble  lord  sits 
can  say  that  any  job  is  too  conieinplible  for  the  house  of  com- 
mons to  think  ofi”’  (Cheers.) 

Mr.  O’Connell— Let  me  explain.  I said  tw'o  things.  I said 
I should  be  glad  to  know  how  airy  job  could  be  too  contempii- 
hle  for  the  house  to  think  of;  and  1 added,  I should  be  glad  to 
know  how  the  noble  lord,  silting  in  his  particular  place,  could 
say  that  any  job  was  too  coniemptible  for  the  house  to  think  of. 
(Cheers,  and  oh,  oh.)  I said  this,  and  I repeat  it. 

Lord  Saridon  desired  to  know  if  the  learned  gentleman  in- 
tended to  make  this  charge  uiion  all  the  individuals  who  hap- 
pened to  sit  upon  that  side  of  the  house?  (Hear,  hear.)  If  so, 
lie  threw  it  back.  (Hear,  hear.) 

Mr  O’Connell  did  not  mean  to  attack  the  noble  lord  or  any 
individual  or  body  of  individuals.  He  spoke  simply  of  the  side 
of  the  house,  and  he  spoke  politically,  not  personally.  (Hear, 
hear.)  He  would  even  go  further;  he  would  make  them  a pre- 
sent of  their  purity.  (Hear,  hear,  and  laughter.)  Me  would 
say  that  not  one  of  them  would  even  think  of  a job.  (Laughter.) 
But  to  pass  to  the  real  question.  He  maintained  that  the  per- 
manency of  the  town-clerk  in  office  would  necessarily  make 
him  a jobber.  For  this  reason  he  would  oppose  the  amend- 
ment. 

■ n»0®  9n«'*'  ■ 

REPLY  OF  MR.  RICE. 

House  of  commons,  July  22. 

Mr.  S.  Rice  proceeded  to  address  the  house  in  a tone  of  voice 
Rot  always  audible.  He  assured  the  right  honorable  gentleman 
and  the  house  that  in  fervent  and  sincere  attachment  to  the 
Protestant  church,  he  yielded  to  no  man,  and  that  he  was  as 
ready  to  come  forward  as  a defender  of  that  church  against  any 
supposed  attack  upon  it  as  the  right  honorable  baronet  himself. 
But  he  wished  to  see  whether  the  facts  justified  the  right  ho- 
norable gentleman  in  the  conviction  he  had  expressed  of  the 
danger  to  the  Irish  church  arising  out  of  the  principle  adopted 
by  ministers,  or  whether  they  did  not  rather  justify  him  in  dif- 
fering wholly  from  the  conclusion  of  the  right  honorable  ba- 
ronet. The  right  honorable  gentleman  made  a speech  which 
warranted  genllemen  in  taking  one  of  two  courses — ^^either  to  re- 
ject the  principle  of  the  bill  on  the  question  of  its  second  read- 
ing, or  else,  adopting  a portion  of  the  principle,  to  accompany 
the  authors  of  the  measure  in  committee,  for  the  purpose  of 
modifying  some  of  the  details  of  a hill  unopposed  on  the  second 
reading.  Now,  assuming  that  the  bill  was  indeed  calculated  to 
do  the  mischief  which  the  right  honorable  gentleman  supposed, 
and  to  be  open  to  all  the  objections  he  had  so  powerfully  urged, 
all  he  (Mr.  Kice)  could  say  wasj  that  with  the  right  honorable 
gentleman’s  opinions  he  would  have  died  sooner  than  acqui- 
esced in  the  second  reading  of  the  bill.  (Hear)  The  right  ho- 
norable gentleman  referred  to  the  supposed  division  of  unions 
to  be  effected  by  this  bill,  and  quoted  the  cases  of  Dundalk, 
Cullen  and  Kilgarriffe,  as  being  exposed  to  a process  which,  if 
carried  into  effect,  would  be  unque.«lionably  contrary  to  the  in- 
tention of  the  framers  of  the  bill,  and  of  the  gentlemen  who  !iad 
supported  the  resolution  on  which  it  was  founded.  The  right 
honorable  gentleman  said  there  were  three  parishes  forming  a 
union,  one  of  which  (Mostoun)  contained  forty-eisht  Protes- 
tants, aoother  (Dromyn)  forty,  and  the  third  (Cullen)  seven 
hundred  and  sixty,  and  that  Mostoun  and  Dromyn  alone  afford- 
ed any  revenue  to  the  jncumbent.  while  Cullen,  which  contain- 
ed a large  number  of  Protestants,  supplied  no  part  of  his  in- 
come. Where,  said  the  right  honorable  baronet,  was  the  jus- 
tice of  this  proceeding?  Now,  let  him  call  the  attention  of  gen- 
tlemen to  the  70th  clause;  did  that  clause  render  it  imperative 
to  break  up  unions?  Not  at  all.  It  enacted,  “that  ifany  pa- 
rish or  parishes  in  which  it  shall  appear  that  the  members  of  the 
established  church  do  not  exceed  fifty  shall  be  united  to  any 
other  parish  or  parishes,  it  shall  and  may  be  lawful  for  the  ec- 
clesiastical commissioners,  on  the  next  avoidance  of  such 
union,  to  disunite  and  separate  such  parish  or  parishes  from 
the  other  parish  or  parishes  to  which  the  same  shall  be  then 
united,  in  whatsoever  manner  such  union  may  have  been 
effected.”  (Cheers  and  counter  cheers.) 

Sir  R.  Peel.  Look  at  the  seventy-first  and  fifty-eighth  clauses. 

Mr.  S.  Rice  said  it  was  perfectly  true,  that  if  the  union  should 
be  maintained  under  the  seventy-first  clause,  the  income  of  the 
next  incumbent  was  to  be  subject  to  such  reduction  as  the  lord 
lieutenant  should  direct,  and  that  by  the  fifty-eighth  clause  it 
was  provided,  that  on  the  next  vacancy  of  the  church  of  any 
parish,  in  which  there  were  not  more  than  fifty  Protestants, 
such  church  might  be  sequestered. 

Sir  R Peel.  Are  not  the  two  churches  in  qiiesiion  included 
in  the  eight  hundred  and  sixty  to  be  sequestered?  (Cheers.) 

Mr.  S.  Rice  said  that  was  quite  another  argument.  (Hear, 
hear,  and  laughter.)  The  right  honorable  gentleman’s  fir.<t 
statement  was  founded  on  the  assumed  deslilution  of  the  rec- 
tor of  Cullen,  then  left  in  possession  of  a merely  nominal  bene- 
fice. Now,  no  one  contemplated  the  result  to  which  the  right 
honorable  gentleman  pointed,  unless  upon  the  existence  of  an 
actual  surplus,  and  nobody  disposed  to  act  honestly  could  cre- 
ate a surplus  by  leaving  the  minister  of  Cullen  without  any  in- 
come. He  undertook  to  gay,  that  the  difficulties  which  the 
right  honorable  gentleman  adverted  to  were  fully  met  by  provi- 
sions cautiously  inserted  in  the  hill  for  the  purpose.  If,  how- 
ever, those  provisions  were  inefficient — if  they  did  not  fulfil  the 
intentions  of  their  framers,  was  that  an  argument  for  the  right 


honorable  gentleman’s  motion?— or  was  it  not  rather  a reason 
for  going  into  committee  to  modify  the  provisions?  The  right 
honorable  gentleman  had  referred  to  the  clauses  relative  to  a 
revision  and  opening  of  tithe  compositions.  This,  however, 
was  a point  not  to  be  determined  by  dividing  the  bill  into  two 
parts — a proposition,  by  the  way,  which  seemed  to  be  brought 
forward  rather  in  relation  to  dividing  the  house  than  to  any 
thing  else.  (Hear,  and  a laugh.)  It  inight  be  imagined,  from 
the  statement  of  the  right  honorable  gentleman,  that  a general 
power  of  reopening  the  compositions  was  given  without  any 
safeguards,  for  the  right  honorable  baionet  had  not  stated  any 
Of  the  conditions  on  which  such  compositions  could  be  reopen- 
ed. The  power  of  appeal  was  limited  within  a short  period, 
and  there  were  the  strictest  rules  to  guide  the  conduct  of  lha 
persons  who  had  to  decide  upon  the  question.  The  right  ho- 
norable gentleman  did  not  state  that  the  party  appealing  against 
a lithe  composition  did  so  at  the  risk  of  having  to  pay  all  the 
costs,  nor  did  he  stale  that  such  an  appeal  could  only  be  insti- 
tuted if  approved  of  by  a majority,  not  merely  of  the  inhabi- 
tants but  of  the  property  of  a parish.  If  there  were  not  proper 
checks  upon  improper  appeals,  let  them  be  provided  in  the 
committee.  Assuming  all  the  right  honorable  gentleman’s  ob- 
jections to  be  well  founded,  how  would  they  be  met  by  his  pro- 
position for  dividing  the  bill  into  two  parts?  The  right  honora- 
ble baronet  had  no  grounds  for  his  specious  rhetorical  introduc- 
tion. What  had  the  estimates  ofDr.  Doyle  or  Mr.  Hume  to  do 
with  the  proposition?  They  were  not  inquiring  upon  the  hypo- 
thesis of  Dr.  Doyle  or  his  honorable  friend  (Mr.  Hume),  but 
they  were  dealing  with  the  facts  of  the  case,  as  laid  down  by 
the  commissioners  of  public  instruction.  He  rejoiced  to  find 
that  the  right  honorable  gentleman  had  become  so  far  a convert 
to  the  principle  of  establishing  the  commission  as  to  refer  to  its 
authority.  Let  those  who  now  heard  the  right  honorable  gen- 
tleman’s denunciations  against  the  bill  recollect  his  previous 
denunciation  of  that'  commission.  (Hear.)  The  house  had 
been  told  that  this  numbering  of  the  people  would  lead  to  the 
overthrow  of  ihe  church  in  Ireland— to  murder  and  bloodshed. 
(Cheers  and  vehement  counter  cheers.)  The  commission, 
however,  led  to  no  such  thing,  and,  in  fact,  it  was  now  quoted 
as  an  auihorily  for  the  church,  and  put  forward  as  being  “Via 
prima  salutis,”  though  it  proceeded  not  from  the  tory  friends  of 
the  church,  but  from  whigs.  He  contended  that  in  nine-tenths 
of  Ihe  entire  plan  the  present  measure  did  not  suffer  mate- 
rially from  the  right  honorable  gentleman’s  lithe  bill,  and  that 
as  far  as  the  point  of  pecuniary  difference  went,  the  Irish  cler- 
gy were  belter  off  under  this  than  under  the  former  bill.  In 
making  this  observation  he  waved  the  question  of  appropria- 
tion. (Hear,  and  a laugh.)  But,  according  to  the  right  honor- 
able baronet,  ministers  were  wrong  in  putting  any  thing  upon 
the  perpetuity  fund,  a fund  so  entirely  exhausted!  Did  the 
right  honorable  gentleman  opposite  lay  nothing  upon  the  perpe- 
tuity fund?  The  right  honorable  genlleman  proposed  in  his  bill 
that  there  should  be  a redemption  of  tithe,  amt  knowing  that 
he  could  not  afford  the  cleigy  the  same  amount  of  income  as 
they  enjoyed  under  the  lithe  composition  scheme,  he  meant  to 
make  up  the  deficiency  from  the  surplus  of  the  perpetuity  fund, 
just  as  his  majesty’s  ministers  now  proposed  to  do.  What  pro- 
vision did  this  bill  contain.?  ft  removed  all  occasion  for  colli- 
sion between  the  clergy  and  the  people  in  reference,  to  tithes— 
it  provided  for  the  future  incomes  of  the  clergy,  and  [of  which 
the  right  honorable  gentleman  did  not  say  a word]  it  made  pro- 
vision for  paying  their  arrears  of  lithe.  Besides,  was  there  no 
such  thing  as  a million  sterling  which  the  people  of  England 
and  their  representatives  were  called  upon  to  surrender  to  the 
Irish  clergy?  (Hear,  hear.)  But  of  this,  too,  the  right  honora- 
ble genlleman  said  nothing,  and  judging  from  his  description, 
the  whole  bill  was  a wrong  and  robbery  upon  the  clergy,  it9 
framers  entertained  no  feeling  but  one  of  hostility  toward  the 
church.  By  the  bill  before  the  house,  it  was  intended  to  pro- 
vide an  adequate  provision  for  the  Protestant  establishment  in 
Ireland  according  to  the  terms  of  the  resolution  which  had 
been  adopted  by  the  house,  and  from  which  he  trusted  that  the 
house  would  not  retreat;  and  after  that  was  done  any  surplus 
revenue  that  might  be  found  would  be  appropriated  to  the  mo- 
ral and  religious  instruction  of  the  people  of  Ireland.  Such 
were  the  principles  embodied  in  that  resolution  and  what  had 
happened  since  its  adoption  to  induce  the  house  to  depart  from 
it?  (Hear.)  If  ever  there  wa.s  a question  which  was  duly 
weighed  and  considered  in  all  its  bearings,  it  was  that  very  re- 
solution agreed  to  in  corninittee,  and  adopted  by  the  house  with 
the  amendment  which  declared,  and  he  trusted,  truly  declared, 
that  the  one  proposition  of  surrendering  the  million  must  be 
connected  with  the  other  proposition  of  providing  for  the  main- 
tenance of  a general  system  of  education.  (Hear,  hear,  hear.) 
The  right  honorable  gentleman  opposite  had  appealed  to  the  re- 
port of  the  commissioners  not  only  in  defence  of  the  Protestant 
estahlishtnent,  but  also  in  defence  of  his  own  arguments.  The 
right  honorable  gentleman  and  the  house  well  knew  that  the 
number  of  Protestants  belonging  to  Ihe  established  church  in 
Ireland  was  stated  in  that  report  to  be  852  064  There  were 
666,000  other  Protestants,  making  a total  of  about  1 ..500,000  Pro- 
testants. He  rejoiced  that  these  facts  disproved  the  calculation 
of  Dr.  Doyle;  and,  in  expressing  his  satisfaction  in  the  presence 
of  Roman  Catholic  members,  he  felt  that  they  had  no  right  to 
be  offended.  But  where  were  these  Protestants  and  how  were 
they  circumstanced?  (Hear,  hear.)  These  were  questions 
which  the  right  honorable  gentleman  had  altogether  excluded 
from  his  view.  (Hear,  hear.)  If  the  Protestant  establishment, 
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spread  over  the  whole  of  Ireland,  was  only  commensurate  to  i 
the  wants,  or  but  in  a very  small  degree  exceeded  the  wants, 
of  the  850,000  Protestants  belonging  to  it,  he,  (Mr.  S.  Rice) 
would  not  be  the  man  to  do  any  thing  to  disturb  the  establish- 
ment as  it  existed.  But  out  of  the  850,000  members  of  the  es- 
tablished church,  there  were  to  be  found  in  the  diocese  of  Ar- 
magh alone,  no  less  than  517,000;  and  yet  this  circumstance,  so 
relative  to  the  consideration  of  the  state  of  the  established 
church  in  Ireland,  had  never  been  once  adverted  to  by  the  right 
honorable  gentleman  opposite.  (Cheers.)  In  the  two  ecclesi- 
astical provinces  of  Armagh  and  Dublin  there  were  not  less 
than  694,000  members  of  the  established  church  to  be  found  out 
of850,000,  the  whole  number  in  Ireland.  In  the  other  two  ec- 
clesiastical provinces  referred  to  in  the  report,  there  were  only 
about  160,000  members  of  the  establishment,  while  the  number 
of  Roman  Catholics  was  upwards  of  3,000,000.  (Hear.)  These 
were  certainly  elements  for  the  consideration  of  the  house;  and 
the  right  honorable  baronet  must  either  be  prepared  to  make  a 
new  appropriation  of  church  revenues  in  the  ecclesiastical  pro- 
vinces of  Cashel  and  Tuam,  or  he  must  come  to  the  determina- 
tion to  take  the  excess  of  revenue  which  he  found  in  those  pro- 
vinces, and  expend  the  whole  of  it  in  the  other  two  provinces. 
(Hear,  hear,  from  the  opposition.) 

If  such  a principle  were  established,  let  the  house  consider 
to  what  it  might  lead.  The  church  in  England  and  Ireland  was 
an  established  church;  and  supposing  the  church  of  Ireland 
should  become  entirely  Roman  Catholic,  then  those  who  now 
advocate  the  transferring  of  ecclesiastical  revenue  from  one 
part  of  the  country  to  another,  would  be  obliged  in  consis- 
tency to  go  the  length  of  asserting  that  they  were  at  liberty  to 
withdraw  the  whole  of  the  revenues  of  the  church  from  Ire- 
land for  the  purpose  of  expending  them  in  England.  (Cheers.) 
The  proportion  of  the  members  of  the  established  church  to 
the  whole  mass  of  the  population  in  the  different  ecclesiastical 
provinces,  stood  as  follows:  In  Armagh,  it  was  16  and  a frac- 
tion per  cent,  in  Dublin,  14  and  a fraction;  in  Cashel,  four  and 
a fraction,  and  in  Tuam  three  and  a fraction.  Still,  notwith- 
standing this  great  difference,  the  same  provision  for  religious 
instruction  is,  according  to  the  present  system,  made  in  Tuam, 
where  the  number  of  Protestants  was  in  the  proportion  of  3 to 
100,  as  in  Armagh  where  the  number  was  in  the  proportion  of 
16  to  100.  (Hear,  hear.)  In  the  diocese  of  Emiy  the  popula- 
tion amounted  to  98,000  persons.  Of  these  1,246  persons  were 
members  of  the  established  church.  There  were  M clergymen 
in  the  diocese,  42  parishes,  and  17  benefices.  There  was  one 
benefice  with  no  member  of  the  established  chureh,  three  be- 
nefices with  less  than  twenty  members,  four  with  less  than  100 
members,  and  one  with  less  than  200  members  of  the  establish- 
ment. The  average  value  of  the  tithe  composition  for  each  of 
these  livings  amounted  to  £210,  making  a total  amount  of 
annual  revenue  for  the  religious  instruction  of  1,246  persons 
of  £7,000.  Not  satisfied  with  this  state  of  things,  parliament 
in  its  bounty,  and  the  board  of  first  fruits  in  its  discretion,  had 
been  pleased  to  expend  upon  the  clergy  and  glebe  houses 
within  this  diocese  in  gifts,  £5,670,  and  in  loans  £4,300.  But 
lie  would  go  a little  farther,  and  lake  the  case  of  41  benefices 
in  which  there  was  not  a single  Protestant,  either  man,  woman 
or  child,  and  yet  unless  those  benefices  should  come  under  the 
operation  of  the  clause  in  the  church  temporalities  bill,  provi- 
sion could  be  made  for  religious  instruction  in  them  on  the 
same  scale  as  if  the  whole  of  the  inhabitants  were  Protestants. 
(Hear,  hear.)  Such  a state  of  things  no  man  who  was  friendly 
to  the  establishment  would  wish  to  see  continued.  There 
were  besides  99  benefices  in  which  the  number  of  Protestants 
varied  from  I to  20;  124  where  the  number  varied  from  20  to 
50;  and  160  where  it  varied  from  50  to  100.  So  that  the  num- 
ber of  beneficeshaving  50  Protestants  belonging  to  the  estab- 
lished church,  or  less,  was  264,  and  the  number  of  benefices 
with  100  or  less  of  Protestants  was  424.  He  recollected  that  a 
right  honorable  and  gallant  gentleman  opposite  had  attempted 
to  raise  a cry  against  the  proposition  of  giving  a stipend  of  £5 
in  certain  cases  to  a clergyman,  which  he  declared  to  be  an 
insult  to  the  ministers  of  the  establishment.  Almost  contem- 
poraneously with  that  declaration  there  was  received  a report 
from  the  ecclesiastical  commissioners  with  reference  to  five 
benefices.  The  report  stated,  in  no  case  did  it  appear  that  the 
spiritual  vvants  of  any  of  these  benefices  at  present  required 
iliat  a distinct  curate  or  officiating  minister  should  be  specially 
licensed  for  the  performance  of  the  ecclesiastical  duties  in  one 
particular  parish  alone,  and  consequently  the  care  of  souls  has 
been  committed  to  the  incumbents  or  officiating  ministers  of 
adjoining  parishes,  who  have  been  appointed  by  the  respective 
diosesans  at  stipends,  varying  from  £4  to  £25  yearly.  The 
opponents  of  the  measure,  had,  however,  withdrawn  their  £5 
parson  battery,  and  had  opened  fresh  batteries  for  the  purpose 
of  defeating  both  the  resolution  which  the  house  had  adopted, 
and  the  bill  which  was  founded  on  it.  (Hear,  hear,  hear.) 
He  might  slate  that  in  fifty  benefices  selected  from  their  four 
provinces,  the  number  of  members  of  the  established  church 
was  527;  of  resident  clergy,  11;  and  of  non-resident,  19.  (A. 
laugh.)  In  eight  parishes  there  were  no  churches,  and  the  in- 
come derived  from  tilhe  composition,  amnunted  to  £10,880. 
(Hear.)  These  were  some  of  the  facts  which  ihe  house  was 
bound  to  take  into  consideration  before  it  came  to  a decision 
on  the  question  under  discussion.  These  were  facts  which 
ought  to  (lel.  rmine  the  house  to  adhere  to  the  resolution  it  had 
adopted  for  the  sake  of  Protestantism.  (Hear,  hear)— and  it 
was  the  state  of  things  of  which  they  proved  the  existence. 


which  had  so  long  disturbed  and  distracted  the  country< 
(Cheers.)  The  right  honorable  baronet  came  down  and  de- 
clared, no  doubt  with  perfect  sincerity,  that  with  respect  to 
non-resideut  clergymen  and  church  sinecures,  he  was  against 
them  all.  How  Tong,  let  him  ask,  had  the  right  honorable  ba- 
ronet been  opposed  to  them?  (Loud  cheers  from  the  ministerial 
benches.)  The  right  honorable  baronet  had  said  that  the  reso- 
lution which  had  led  to  the  introduction  of  the  present  bill 
was  brought  forward  for  party  purposes;  but  if  they  were  to  be 
taunted  there  with  maintaining  the  principle  of  that  resolution 
for  party  purposes,  he  had  a right  to  ask  which  of  the  two 
parties  in  that  house  were  the  best  entitled  to  appeal  to  the 
country  on  the  subject.  If  there  were  any  men  more  respon- 
sible than  others  for  the  confusion  in  which  the  affairs  of  the 
Irish  church  was  at  present  involved,  it  was  the  two  right  ho- 
norable gentlemen  opposite.  (Hear,  hear.)  He  would  appeal 
to  Catholic  and  Protestant,  orangemen  and  repealers,  and 
would  ask,  whether  the  first  and  most  mischievous  agitation 
that  perplexed  Ireland  was  not  the  periodical  agitation  on  the 
subject  of  vestry  cess.?  (Hear.)  Year  after  year  did  he,  and 
the  party  with  whom  he  had  the  honor  to  act,  come  forward 
with  propositions  for  the  purpose  of  getting  rid  of  that  obnox- 
ious tax.  Long  debates  ensued,  and  division  after  division 
took  place,  and  by  whom  were  these  motions  opposed?  (Cheens 
from  the  ministerial  benches.) 

Several  members — “By  lord  Plunket.”  (Cheers  from  the 
opposition,  and  laughter.) 

Mr.  S.  Rice  continued— Did  lord  Plunket  alone  oppose  the 
propositions  to  which  he  had  alluded.?  Who  was  Irish  secreta- 
ry at  the  time.?  (Cheers  from  the  ministerial  benches.)  Why, 
the  very  right  honorable  gentleman  who  came  down  to  the 
house  last  year  to  give  a tardy  assent  to  the  suppression  of  the 
vestry  cess,  which  was  put  an  end  to  by  the  church  temporali- 
ties bill.  It  was  by  the  manifestations  of  such  reluctance  to 
amend,  that  reform  was  almost  rendered  useless,  and  conces- 
sion rendered  ungracious.  (Hear,  hear.)  But  that  was  not 
all.  Were  no  motions  made,  at  the  lime  of  the  union,  for  the 
improvement  of  the  condition  of  the  Irish  church.?  All  their 
motions  met  with  opposition  from  the  government  of  the  day. 

It  then  seemed  to  be  the  opinion  that  for  the  purpose  of 
calming  the  troubled  waters  of  agitation,  and  giving  support 
to  the  established  church  in  Ireland,  there  was  nothing  like 
parliamentary  votes,  and  he  held  in  his  hand  an  account  of 
moneys  granted  to  the  Irish  church  from  1801  to  1823.  The 
total  amount  of  money  voted  during  that  period  was  £595,377; 
and  during  the  last  30  years,  the  total  sum  voted,  in  addition  to 
the  revenue  of  the  church,  was  £920,900.  It  was  thus  that  in 
former  limes  the  question  of  the  Irish  church  was  sought  to  be 
settled;  but  he  thought  that  on  the  present  -occasion  the  people 
of  England  could  scarcely  be  expected  to  consent  to  the  sacri- 
fice of  a million  of  money,  unless  they  were  assured  that  the 
question  would  be  disposed  of  at  once  and  forever.  (Hear, 
hear.)  The  right  honorable  baronet  said,  that  if  £200  per  an- 
num were  given  to  every  minister  residing  in  his  parish,  (and 
less  could  not  be  given),  it  might  be  ascertained,  by  multiply- 
ing 200  by  the  number  of  parishes  in  Ireland,  that  no  surplus 
would  exist.  But  he,  (Mr.  Rice),  was  not  disposed  to  allow  a 
clergyman  £200  a year  for  the  performance  of  his  religious 
duties  in  a parish  where  there  were  scarcely  any  Proiesiants. 
But  suppose  that  the  right  honorable  gentleman  was  correct  in 
his  statements,  what  reason  had  he  given  to  induce  the  house 
to  divide  the  bill  into  two  parts.?  When  the  bill  went  into  com- 
mittee, it  would  be  open  to  him  to  object  to  the  particular 
clauses  of  which  he  disapproved.  But  the  object  of  the  right 
honorable  baronet’s  proposition  was  obvious.  Notwithstand- 
ing that  the  house  had  decided,  after  long  debates,  that  the 
question  of  appropriation  was  connected  with  the  concession 
of  the  million  embodied  in  the  bill,  the  right  honorable  baronet 
now  called  on  the  house  to  sever  the  two  propositions,  either 
for  no  purpose  at  all,  or  for  the  purpose  of  passing  that  portion 
of  the  bill  relating  to  the  concession  of  the  million  and  the 
settlement  of  the  tithe  question,  and  of  throwing  out  the  other 
portion  of  the  measure  relating  to  appropriation.  (Hear,  hear, 
from  the  opposition.)  Would  it  not  have  been  better,  then, 
for  the  right  honorable  gentleman  to  have  candidly  called  on 
the  house  to  rescind  its  own  resolution?  (Hear,  hear.)  He 
was  ready  to  argue  the  question  of  a surplus,  but  he  would  not 
do  so  at  that  time,  because  he  would  not  give  the  right  honora- 
ble baronet  the  advantase  of  apparently  debating  one  subject, 
whilst  he  was  in  fact,  calling  upon  the  house  to  decide  another. 
He  said  on  a former  occasion  that  ministers  would  settle  iheir 
own  field  of  battle.  They  had  introduced  this  and  another 
great  measure,  and  to  them  they  would  adhere.  He  trusted 
that  the  house  would  negative  the  right  honorable  baronet’s 
proposition,  and  go  into  committee.  (Hear.)  For  his  part  he 
would  not  allow  a parliamentary  minority  to  convert  itself  into 
a majority  by  a sort  of  slight  of  hand  or  legerdemain — by  mov- 
ing a proposition  which  apparently  meant  one  thing,  but  in  re- 
ality meant  another.  (Much  cheering  from  the  opposition, 
answered  by  cheers  from  the  ministerial  benches.) 

[The  debate  was  closed  at  half  past  three  on  the  morning  of 
the  24th  July,  and  the  vote  stood  for  the  motion  two  hundred 
and  fifty-two,  against  it  three  hundred  and  nineteen.  Minis- 
terial majority  sixty-seven.  Mr.  Jackson  and  lord  Stanley 
spoke  in  favor  of  the  motion,  Mr.  Ward,  Mr.  Shiel,Mr.  O’C^n- 
ncl,  lord  Morpeth  and  lord  John  Russel,  in  reply  to  a question, 
stated  in  behalf  of  .ministers,  that  he  should  bring  in  a bill  on 
the  subject  of  English  tithes  in  the  course  of  the  next  session.] 
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publish  this. week  a valuable  collection  of  minor 
■Cuticles,  on  various  subjects;  among  them  several  ex 
tracts  belonghig  to  the  great  cause  of  excitement — the 
^nmediate  abolition  of  slavery.  We  shall  probably  refer 
' to  these  things  hereafter.  It  appears  clearly  to  us,  that 
’some  are  so  desfierately  sensitive  on  this  matter  as  to  feel 
willing  to  resort  to  “remedies  worse  than  the  disease.” 
Tbat  they  are  willing  to  have  “7no6-/aw” — or  accept  of 
f^gidations  that  monarchs  would  “turn  pale”  to  think  of 
And  these  things  are  oftentimes  urged  in  an  intemperate 
mannei — not  at  all  calculated  to  promote  a fraternal  and 
kind  feeling  among  the  people.  This  is  much  to  be  re- 
gretted. By  moderation  firmness^  the  present  excite 
metH  may  be  allayed;  and  vigilance  regain  that  security 
which  is  thought  to  have  been  impaired. 

^Ve  copy  the  speech  of  Cornj)lante)\^'  delivered  to 
gen.  Washington,  in  1790,  as  a specimen  of  Indian  ora- 
tory, and  of  the  manner  in  which  they  have  been,  (and 
are"),  deprived  of  their  land.  Some  of  the  images  usetl 
by  him,  a.rc,  indeed,  beautliul. 

Soon  after  the  late  riots  in  Baltimore,  it  was  suggested 
that  the  citizens  would  have  to  pay  for  the  damages  com 
tnitted.  There  is  no  such  law — but  toe  think  that  there 
ought  to  be.  Security  is  a right  that  must  be  defended 
and  by  law.  Without  such  a law — society  is  resolved 
into  its  original  elements,  and  the  /«w  o f force  must  go 
vern — that  is,  “the  law  of  nature;”  and  every  house  be- 
comes a garrison,  armed  for  its  defence.  For  the  right 
to  attack,  involves  in  itself  the  right  to  defend.  Tliey 
cannot  be  separated. 

But  a law  on  tliis  subject  should  bear  equally  and 
alike  on  every  man,  per  capita,  and  all  are  supposed  to 
be  equally  interested,  and  capable,  of  performing  the 
duties  of  citizens.  But,  if  unable,  or  unwilling — they 
should  contribute  in  exact  rates  to  repair  damages  on 
• property  destroyed,  or  be  publicly  disfi  anchised;  and  for 
a period  of  years.  Thus,  those  paying  the  tax,  would  be 
the  voters;  and,  by  the  appeals  made  to  their  pockets,  it 
must  be  expected  that  they  would  select  persons  for  of 
iice  who  might  be  depended  on,  whenever  called  to  per- 
form such  duties  as  pertain  to  a preservation  of  the  pub- 
lic peace. 

A tax  upon  property,  in  this  case,  would  be  manifestly 
unjust — for  property,  in  the  case  of  riots,  cannot  do  any 
thing  in  defence.  That  devolves  on  persons — each  and 
lally  alike;  and  the  same  responsibility  is  imposed  on 
'Qualified  voter. 

i^opy  from  the  “Globe”  what  it  has  pleased  to  call 
an  *^|jaM)Ortant  bank  arrangement — the  better  currency:” 
of  w|R^  the  “Journal  of  Commerce”  says— 

Implant,  bank  arrangement — the  better  currency.  Under  this 
imposing  title,  the  Globe  contains  a long  article,  in  which  near- 
ly all  the  deposite  banks  are  enumerated,  with  a statement  of 
ttte  a^apgeineiits  made  by  them  respectively  for  the  establish- 
a general  currency — better,  as  the  Globe  says,  than 
that  created  by  the  bank  of  the  United  States.  Our  hope.s  were 
a good  deal  raised  by  the  pompous  announcement,  but  were 
not  sustained  on  going  through  with  the  details.  'J’he  deposite 
banks  might  establish  a currency  of  immense  value,  if  they 
could  only  be  brought  to  act  upon  an  enlarged  and  enlightened 
policy.  But  the  details  in  the  Globe  show  that  there  is  no  such 
spirit  among  them.  A large  number  of  the  banks  agree  to  take 
at  par  such  notes  of  other  deposite  banks  as  may  be  received 
by  deposite  banks  from  the  public  land  agents,  &c.  and  others 
agree  to  redeem  so  many  of  their  own  notes  in  Philadelphia  or 
New  York  as  may  be  received  by  the  deposite  banks  from  the 
land  agents,  &c.  All  this,  it  will  he  seen,  extends  only  to  go- 
vernment funds,  and  has  nothing  to  do  with  the  currency  or 
the  public  accommodation  on  a broad  scale,  except  so  far  as 
the  receivers  may  by  these  arrangements  be  induced  to  take 
the  notes  in  question,  and  so,  to  some  small  extent  a par  value 
may  be  given  them  in  the  neighborhood  of  the  land  agencies. 
There  is  not  even  an  arrangement  among  the  deposite  banks  to 
receive  each  other’s  notes  in  the  general  payment  of  revenue, 
a few  of  them  agree  to  reclaim  all  their  notes  in  New  York,  of  | 
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the  denomination  of  ^50  and  upwards,  and  some  go  down  to 
tens.  But  the  currency,  the  circulating  medium,  is  not  com> 
posed  of $50  notes  and  upwards.  Tlhe^angement  therefore  can 
have  little  or  nothing  to  do  with  ptibifc  ponvenience,  for  when 
large  notes  are  wanted  for  remiltaifice  ,tp  New  York,  they  must 
be  applied  for  at  the  banks,  and  will  not  be  given  out 

for  that  purpose.  So  the  arrangemeil^iu  this  respect  is  little 
else  than  words.  The  bank  of  Virginia  has  some  courage,  and 
engages  to  redeem  its  notes  in  New  York  and  Philadelphia, 
and  to  receive  all  notes  which  are  at  par  in  those  cities.  The 
bank  of  the  Metropolis,  at  Washingtofe^  does  the  same.  The 
Union  bank  ofMaryland,  at  Baltimore,  do.  Bank  of  Burling- 
ton, Vt.  do.  But  there  is  iio  wide  spread  system  which  can 
affect  the  currency  of  the  whole  country;  nothing  which  will 
bear  the  lea.^l  resemblance  or  approach  to  the  circulating  me- 
dium ofU.  S.  bank  notes. 

We  have  taken  the  preceding  because  that  its  general 
views  accord  with  our  own — having  carefully  read  the 
article  in  the  “Globe.”  The  calling  of  this  arrange- 
ment a '•’•better  currency”  than  the  bank  of  the  United 
States  has  always  supplied  since  \i%  purgation,  which  re- 
sulted in  the  complete  and  well-deserved  overthrovy  of 
its  first  administration,  is — ’■’Immbugf’  and  nothing  more, 
as  will  be  proved  in  the  winding-up  of  the  bank:  for  the 
idea  tliat  it  must  cease  its  operations  next  March,  is  uni- 
versally entertained.  With  this  '•’better  currency,’* 
thougli  gold  and  silver  are  at  par,  in  Augusta,  Geo.  and 
otlier  places,  the  U.  S.  bank  bills  command  a half  per 
cent,  premium;  and  they  will  do  so  as  long  as  they  are  in 
circulation — probably  rising,  as  they  become  more 
scarce,  to  a higher  rate. 

Some  riotous  proceedings  happened  at  Washington 
early  on  Sunday  morning,  in  attacks  upon  the  Jlfrican 
church,  &c.  Three  persons  engaged  in  them  were  seiz- 
ed, and  held  to  bail. 

Why  drive  the  poor  colored  people  to  extremities? 
Why  convince  them  that  they  are  to  be  sacrificed,  and 
thus  goad  on  a strong  inducement  to  resistance  and  out- 
•age,  on  their  part — which  they  would  not,  otherwise, 
ever  have  dreamed  of? 

During  the  late  riots  at  Baltimore,  the  colored  popula- 
tion behaved  with  great  thoughtfulness  and  care,  keeping 
themselves  absent  from  scenes  of  violence.  And  whence 
the  disposition  to  persecute  the  whole  mass,  for  the  so- 
litary act  of  one  man,  in  Washington?  In  the  case  of 
Mr.  Jlfom's,  whose  house  was  so  shamefully  attacked, 
his  colored  servants,  w ith  great  exertions  and  at  the  peril 
of  their  lives  (as  we  are  informed),  saved  his  plate,  and 
secured  it  from  the  destroyers.  And  others,  we  have  no 
doubt,  would  have  done  like  things  under  similar  cir- 
cumstances, had  the  opportunity  been  afforded  them.  If 
the  one  case  is  to  condemn — may  not  the  other  redeem, 
the  character  of  persons  of  color? 

It  seemed,  a few  day  since,  that  Ohio  and  J\Tichigan 
were  ready  to  appeal  to  the  bayenet,  to  settle  their  disput- 
ed boundary.*  ■i'here  had  be.en,  by  both  a call  for  a 


Tlic  following  may  skew  liit  lengths  to  vvliich  things  had 
tritceeded — 

Michigan.  General  order.  Executive  office,  Sept. 

In  conse.-juence  of  the  military  preparations  making  in  Ohio  for 
the  invasion  and  occupation  of  a part  of  the  territory,  the  com- 
mandanls  of  divisions  of  the  militia  of  Michigan  are  liereby  di- 
rected to  hold  their  respective  commands  in  readiness  to  obey, 
at  a monienl’s  warning,  any  orders  which  may  be  issued  for  the 
execution  of  our  laws  or  the  defence  of  our  soil.  By  order  of 
the  commander-in-ehief.  John  Norvell,  aid^ie-cump. 

From  the  Detroit  Journal  of  Sept.  5.  This  morning  several 
udependent  and  militia  companies  depart  for  Toledo,  with  their 
arms  and  munitions  of  war,  on  board  the  steamboats  General 
Brady  and  Andrew  Jackson — several  companies  from  the  inte- 
rior comities  having  also  passed  through  this  place  yesterday. 
From  the  tiresenl  position  of  the  two  contending  powergi,  we 
have  just  cause  to  believe  that  our  border  difficulties  will  as- 
sume a most  seriou.s  aspect.  Ohio  has  been  collecting  her 
troops  from  various  parts  of  the  slate,  most  of  which  are  proba- 
bly on  their  march,  or  have  already  proceeded  to  the  disputed 
round.  How  this  alfuir  will  lerminaio;  heaven  only  knows. 
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military  force.  But  the  “National  lulelligeiicer”  of 
Tuestlay  last,  says — > 

Since  the  pnhiic.'ilioii  of  yesterday’s  paper,  we  learn,  witli 
great  satisfaction,  that  there  is  less  reason  (or  apprehensions  of 
immediate  collision  between  the  anlhorities  (and  people)  ol 
Ohio  and  Michigan  than  we  had  supposed.  The  orders  from 
the  acting  governor  of  Michigan,  under  which  volunteers  were 
said  to  be  on  the  march  to  the  disputed  territory,  appear  to 
have  been  issued  on  the  presumption  that  a force  from  Ohio 
would  be  in  attendance  to  protect  a court  about  to  be  holden. 
We  learn,  however,  that  no  orders  had  been  given  by  the  go- 
vernor of  Ohio  to  volunteers  lo  march,  as  was  supposed.  We 
learn,  moreover,  that  no  court  would  be  allempied  to  be  held 
under  the  authority  of  OAio,*  either  with  or  without  the  protec- 
tion of  military  force,  the  court  itself  not  being  lully  organized, 
no  sheriff  having  been  yet  appointed  for  the  new  county. 

Let  us  hope,  then,  that  the  apprehended  storm  will  yet  blow 
over. 

From  the  Globe  of  the  \bth  September, 

APPOINTMENT  BY  THE  PRESIDENT. 

John  S.  Horner,  of  Virginia,  secretary  of  the  territory  of  Mi- 
chigan, Charles  Shaler  having  declined  the  appointment. 

We  learn  that  Mr.  Horner  has  accepted  the  above  mentioned 
appointment,  and  that  he  is  now  on  his  way  to  Detroit. 

In  answ  er  lo  some  remarks  of  the  “Evening  Star,”  the 
“Globe”  says — • 

The  president  had  no  wish  to  remove  Mr.  Mason  from  the 
office  of  secretary.  The  vacancy  in  the  office  of  governor  oc- 
curred in  the  recess,  previously  to  the  last  session  of  congress. 
A nomination  lo  till  the  office  was  sent  to  the  senate,  but  nega- 
tived by  that  body.  7’he  president  understood,  through  its 
delegate,  that  the  territory  being  about  lo  change  its  lorm  of 
government,  and  that  the  people  were  not  desirous  of  having  a 
new  governor  appointed  for  so  .short  a period,  particularly  as 
Mr.  Mason  seemed  generally  accepiable,  no  other  nomination, 
after  that  of  Mr.  Gilpin,  was  sent  in  to  the  senate,  and  Mr. 
Ma.son,  by  virtue  of  a provision  in  the  laws,  continued  to  ad- 
minister the  government  of  the  territory.  When,  however,  the 
views  taken  by  Mason  were,  in  the  president’s  opinion,  lend- 
ing to  public  injury,  and  it  became  necessary  to  place  the  go- 
vernment of  the  territory  in  other  hands,  the  president  would 
have  appointed  a governor,  and  left  Mr.  Mason  in  office  as  se- 
cretary, had  he  possessed  the  power.  But  he  considered  the 
intervention  of  the  session  of  the  senate,  and  the  rejection  of 
Mr.  Gilpin  early  in  the  session,  without  another  nomination, 
as  taking  from  him  the  right  to  fill  a vacancy  occurring  in  the 
previous  recess. 

[It  is  proper  to  observe,  that  Mr.  Jllason  had  (previ- 
ously to  being  superceded)  obtained  the  nomination  for 
the  office  of  governor  of  jilichigan,  by  a portion  of  the 
people  tliereol — it  being  taken  for  granted  that  she  tvill 
be  admitted  into  the  union,  at  the  next  session  of  congress; 
tho7igh  no  preliminary  act  of  that  body  had  been  had  on 
the  subject — as  has  been  the  case  heretofore,  on  the  ad- 
mission of  new  states  into  the  union.] 

The  “Merchants’  bank  of  Baltimore,”  on  the  11th 
instant,  appointed  its  tellers,  bookkeepers,  &c.  and  will 
soon  go  into  operation.  Five  of  the  gentlemen  selected 
are  at  present  officers  in  the  office  of  the  bank  of  the  U. 
States  in  this  city. 

(jd^The  same  bank  has  purchased  the  building  oc- 
cupied by  the  office  of  the  bank  of  the  United  States  in 


^'I’liis  must  be  a mistake — if  the  following  sneering  article 
from  a Detioil  paper  of  (he  lOlh  inst.  is  true — 

From  the  recent  warlike  movements  of  governor  Luc.is,  we 
were  prepared  to  hear  that  the  Ohio  warrior,  at  the  head  of  his 
brave  troops,  had  marched  into  Toledo  with  flying  colors,  and 
triumphantly  possessed  himself  of  that  devoted  city.  The  loud 
note  of  preparation  had  been  sounded  from  one  brigade  lo 
another,  throughout  Ohio,  leading  us  to  expect  an  overwhelm- 
ing army  of  Buckeyes,  to  protect  the  court  intended  to  have 
been  organized  by  governor  Lucas  at  Toledo.  We  were  pre- 
pared to  hear  that  not  less  than  “fifteen  thousand  mounted  vo- 
lunteers” were  on  the  spot  ready  to  eniiage  in  sanguinary  con- 
flict. We  understand  that  governor  Lucas  was  at  Toledo  on 
Sunday  last  in  company  with  the  judges,  that  in  the  dead  hour 
of  the  night  an  ejfort  was  made  to  organize  a court,  hut  Tis  the 
day-light  dawned,  and  the  fearful  sound  of  the  Woolverines, 
(so  are  the  people  of  Michigan  called),  was  heard  at  a distance, 
it  was  deemed  expedient  forthwith  to  adjourn  the  court. 
Whereupon  judges  and  jurors  started  on  a race  with  the  gal- 
lant governor  toward  the  Black  Swamp,  where  it  was  under- 
stood a charge  was  to  be  delivered  lo  the  grand  jury,  and  a 
docket  to  be  called. 

The  attempt  of  governor  l.iicas  to  exercise  jurisdiction  over 
the  disputed  territory,  ha.s  proved  a total  failure.  The  men  of 
Michigan  were  on  the  ground,  prompt  to  defend  their  rights, 
and  prepared  “to  do  or  die.”  We  rejoice  that  no  blood  has 
been  shed,  and  that  the  belligerent  |)anies  have  reliirned  into 
quarters.  The  numerous  bands  of  Indians,  under  the  old  war- 
rior Swoosenwaakeii,  were  early  sent  home,  their  services  not 
being  required. 


tills  cilj" — and  made  aiTangements  for  a transfer  of  the 
debts  due  the  latter,  to  the  former — to  take  effect  on  the 
1st  of  next  month. 

Is  there  not  murder  and  treason,  and  rape  and  arson, 
ill  this  proceeding?  And  the  hurry  with  wliich  the  thing 
has  been  done — crics^aloud  '■'■lake  care!'^  JVotis  ver- 
rons!’’’ 

Great  improvements  have  been  made,  and  are  making, 
in  the  iiavement  of  the  streets  of  Baltimore,  and  a conti- 
nuous line,  (smooth  and  beautiful),  now  extends  from 
the  bridge  to  Eutaw  street,  with  granite  curb-stoiies,  &c. 
a distance  of  more  than  a mile;  and  many  of  the  cross 
streets  have  received,  or  are  receiving,  similar  “refor- 
mations.” The  old  plan  of  paving  has  been  completely 
reversed.  The  middle  of  a street  now  has  the  smallest 
stones — the  largest  were  formerly  placed  thifre. 

An  experiment  (after  the  manner  of  the  Russian  roads), 
is  about  to  be  made  at  New  York.  A part  of  Broadway 
is  to  be  paved  with  six-sided  blocks  of  wood,  planted  per- 
pendicularly in  the  earth,  coated  with  tar. 

The  Wilmington  and  Susquebannah  rail  road  is  going 
on  rapidly.  It  is  expected  to  be  comjileted  by  the  1st  of 
October,  1836.  It  will  be  very  nearly  a straight  road. 
It  is  believed  that  the  road  from  the  Susquehamiah  to 
Baltimore,  will  be  finished  in  the  autumn  of  1836 — and 
a survey  of  the  route,  from  \\  ilmington  to  Fhiladelphia, 
is  making. 

The  second  whale  sliip  belonging  to  Wilmington,  pro- 
ceeded to  sea  oil  Saturday  last,  found  in  tlie  best  manner, 
and  manned  by  an  excellent  crew’.  Among  them,  says 
the ‘'Jo/inzu/,”  a number  of  active  youths,  sons  of  re- 
spectable citizens  of  Wilmington  and  its  vicinity,  who, 
looking  to  the  establishment  of  the  whaling  business  in 
W ilmington,  have  embarked  in  it  as  a profession  which 
they  mean  to  pursue  through  life.  In  this  school  will 
be  formed  the  officers  of  the  company;  a school  in  which 
they  will  be  trained  to  a healthful  and  useful  business, 
to  temperance  and  industxuous  habits.  The  whaling 
company’s  ships  are  temperance  ships — no  spirituous  li- 
quors being  taken  on  board  except  a small  quantity  for 
medicinal  purposes.  At  the  same  time,  ample  provision 
is  made  for  the  health  and  comfortable  living  of  the 
crew. 

An  attempt  was  made  to  get-up  a riot  at  New  Orleans 
on  the  30th  ult.  of  which  we  have  the  following  account: 
From  the  Neio  Orleans  True  Jimerican,  •dug-  31. 

An  attempt  was  made  yesterday  to  raise  a mob.  Early  in  the 
ntioining  placards  were  stuck  up  at  the  corners  inviting  the  i»e- 
clianics  of  the  city  to  assemble  on  the  public  square,  for  tlie 
purpose  of  “considering  the  iinproiiriety  of  employing  slaves  in 
the  mechanical  arts.”  7'liis  call  brought  out — not  the  decent 
mechanics  of  the  city,  but  those  who  can  gel  no  employ  undcf 
any  consideration,  and  who  from  Iheirdrunkenness  and  immo- 
rality are  a dismace  to  their  profession.  They  assembled  to 
the  number  of  two  or  three  hundred  on  the  public  square,  but 
it  being  evident  from  tlie  tone  of  the  proceedings  that  nothing 
less  than  a mob  was  intended,  the  police  officers  proceeded  to 
airesl  the  drunken  spokesman  of  the  .assembly— a ragamuffin 
named  Lee.  This  produced  some  show  of  opposion,  but  it  was 
soon  pul  down  by  the  coolness  and  bravery  ol  lieut.  Maurice,  of 
the  .ariillery.  I'lie  fellows  were  not,  however,  satisfied;  they 
raised  a flag  in  Canal  street,  and  called  their  few  adherents 
around  them.  In  the  meantime  the  soldiers  of  the  legion  as- 
sembled at  the  Piiiicipal,  determined  to  make  sliotl  work  of  the 
perluibators.  However,  a sliort  time  afterwards,  lieiil.  Harper, 
of  the  city  guard,  having  arrested  tw'o  more  of  the  ringleaders, 
the  whole  gang  was  quickly  dispersed.  We  hope  the  fellows 
taken  up  will  be  treated  willi  the  iilmost  rigor  of  the  law. 

I’lie  greatest  credit  is  due  to  the  recorder,  now  acting  a? 
mayor  iii  the  absence  of  Mr.  Prieur,  for  the  prompt  and  decisive 
measure  he  took  on  the  oeoasion. 

'Phe  legion  remained  under  arms  until  late  in  the  evening. 
When  it  became  evident  that  order  was  restored,  they  returned 
to  their  homes.  To  them,  also,  too  much  praise  cannot  be 
rendered. 

Tlie  recorder  is  John  Cidbertson,  esq.  wbo  issued  a 
proclamation,  having  this  paragraph,  addressed  to  the 
citizens — 

Have  confidence  in  your  magistracy,  and  our  city  shall  not 
witness  any  of  those  deplorable  scenes  of  which  unfortunately 
other  cities  of  our  glorious  union  h.ave  lieeii  the  vii.iinis.  God 
I'oibid  we  should  be  reduced  to  the  painful  necessiiy  of  raising 
the  (otce  which  we  have  in  onr  power;  but,  let  all  evil  disposed 
men,  whoever  they  inay  be,  take  tliis  notice,  that  iliey  had  bet- 
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ter  desist  fit  once,  or  fliey  would  soon  learn  that  our  peace  is 
not  to  be  violated,  nor  our  laws  trampled  under  foot  with  im- 
punity. 

The  papiTs  having  generally  stated  that  the  rioters  were  me- 
chanics, a meeting  of  the  New  Orleans  Mechanics’  society, 
was  held  on  the  3lst  of  August,  and  the  following  resolutions 
unanimously  adopted: 

Resolveil,  That  in  our  opinion  the  transactions  of  Sunday 
last,  the  301I1  of  August,  were  the  work  of  low  fellows  and  va- 
grants, and  not  of  rneclianics. 

Resolved,  That  for  ourselve.«,  we  disclaim  any  knowledge  of 
the  same,  and  that  we  do  not  believe  that  any  mechanic  ol  this 
city  has  been  engaged  therein. 

Resolved,  That  we  will  aid  the  public  authorities  to  put  down 
luriher  and  particularly  disgraceful  transactions,  and  do  all 
in  our  power  as  members  of  this  society,  and  as  good  citizens,  to 
preserve  peace  and  order.  S.  Stewart,  president,  pro  tern. 

Gregory  Byrne,  sec,  pro  tern. 

The  New  York  and  Buffalo  rail  road  is  to  be  immedi- 
ately begun.  It  will  he  a great  work,  and  the  company 
will  act  under  the  advice  of  Jonathan  Knight  and  Alon- 
ctire  Robinson — and  of  their  own  engineer,  Benjamin 

might.  — 

Tlie  fine  steamer  Portland,  says  the  Courier  of  that 
])lace  of  Septeioher  3d,  arrived  last  evening  from  Bos- 
ton, with  about  five  hundred  passengers,  of  whom  near- 
ly one  huiulred  were  ladies.  There  are  now  three  su- 
perb steamers  running  on  the  coast  between  Boston  and 
Portland. 

Travelling  by  steam  is  a new  affair,  east  of  Providence. 
“How  in  the — mischief”  did  they  get  along  without  it’ 
Tlie  mystery,  we  suppose,  is,  that  the  facilities  afforded 
have  induced  thousands  who  formerly  staid  at  home,  to 
travel  and  .see  the  world!  Such  is  the  case  every  where 
• — and  will  he. 

A schooner  of  113  tons  burthen,  built  by  the  American 
Fur  company,  was  launched  on  the  waters  of  Lake  Supe- 
rior, on  the  3d  of  August,  at  Sault  Ste  Marie.  This  is 
th«  first  American  vessel,  larger  than  a bark  canoe,  or 
an  open  boat,  that  ever  floated  on  that  lake. 

The  American  observes— 

The  cars  on  the  Baltimore  and  Washington  rail  road  perform 
their  trips  now  regularly  twice  each  way,  in  two  hours  and  a 
half,  from  office  to  office,  including  all  stoppages.  They  take  in 
and  let  out  way-passengers  any  where  along  the  line,  losing 
only  one  minute  in  the  operation.  Their  common  steady  gait 
is  at  the  rate  of  a mile  in  three  minutes,  and  when  they  stop  for 
a passenger  they  require  four.  The  conductors  are  active, 
watchful  and  accomnmdating,  and  the  cars  with  their  broad 
seats,  with  high,  sUsffed,  well  inclined  backs,  and  wide-leg- 
room,  are  the  most  commodious  we  have  ever  travelled  in,  and 
we  have  lately  been  in  a good  many. 

We  think  that  the  following  letter  is  in  “bad  taste” — ■ 
hut  record  it  as  among  the  events  of  the  times — 

Rip  Raps,  .August  8th,  1835. 

Dear  sir:  Having  seen  in  the  Nashville  Republican  of  the 
28ih  of  July,  1835,  charges  against  major  Andrew  J.  Donelson 
of  abusing  the  president’s  frank  for  political  and  electioneer- 
ing purposes,  I feel  rnyselfcalled  on  in  justice  to  major  Donel- 
son and  to  truth,  to  pronounce  this  charge  a vile  calumny,  ut- 
terly destitute  of  truth  in  every  particular,  set  forth  in  the  ar- 
ticles of  the  Republican.  I never  have  franked  any  letters  or 
packages  for  major  Donelson,  without  being  informed  of  their 
contents.  The  pul)lic  rioemnents  and  the  newspapers  contain- 
ing them,  which  I have  franked  to  my  constituents  and  old 
friends  and  acquaintances,  have  been  addressed  and  directed 
for  the  most  part  by  col.  Earl  and  Andrew  Jackson,  jr.  my 
adopted  sou,  and  never  by  major  Donelson,  except  in  a few 
instances  where  they  were  addressed  by  him,  at  my  request. 

I have  further  to  add,  that  all  the  statements  in  the  Republi- 
can in  regard  to  the  agency  of  major  Donelson  and  F.  P.  Blair, 
editor  ol  ll>e  Globe,  in  inducing  or  in  preparing  my  letter  to  the 
rev.  Mr.  Gvvin,  is  equally  false  and  unfounded.  I wrote  it  im- 
mediately on  seeing  the  article  in  the  Republican,  and  intend- 
ed it  as  a rebuke  of  what  I considsred  an  unwarrantable  use  of 
my  name  to  undermine  the  cause  of  republicanism  and  to  de- 
feat the  result  of  the  leading  measures  of  my  administration. 

Andrew  Jackson. 

The  rev.  James  Gtixin. 

P.  S.  You  will  see  that  the  above  letter  has  relation  to  my 
former  letter  to  yon,  and  I authorise  you  and  request,  that 
you  will  use  it  to  disabuse  the  public  mind  in  Tennessee,  both 
as  it  regards  my  former  communication  to  you,  and  the  other 
slander  in  the  Nashville  Republican  to  which  I have  adverted 
in  the  above  note. 

This  letter  has  caused  some  very  unpleasant  remarks. 
For  instances — The  “Frederick  Examiner”  says — When, 


in  1831,  general  Jackson’s  private  secretary,  Andrew  J. 
Donelson,  wrote  a letter  to  Solomon  G.  Krepps,  of  the 
Pennsylvania  legislature,  in  which  the  willingness  of  the 
general  to  become  a candidate  for  a second  term  was  ex- 
pressed, our  readers  will  recollect  it  was  stoutly  denied 
that  the  president  knew  any  tiling  of  the  contents  of  the 
letter,  although  his  frank  was  upon  it.  In  fact,  we  be- 
lieve, Mr.  Donelson  came  out  in  the  public  papers  and 
denied  (hat  the  president  was  aware  of  the  purport  of  the 
letter,  although  he  franked  it.  The  candid  reader  is  now 
desired  to  observe  how  completely  the  general  has  con- 
tradicted Mr.  Donelson,  he. 

*****«»#* 

And  the  “Nashville  Republican”  observes— 

We  have  now  in  our  possession  a copy  of  the  prospectus  for 
the  Extra  Globe,  and  of  the  Globe  newspaper  of  the  15th  of 
April.  We  know  that  many  of  these  were  franked  to  various 
individuals  in  this  st.ite,  some  of  whom  are  personally  unac- 
quainted with  gen.  Jackson;  and  we  have  a right  to  infer  that 
they  were  sent,  in  the  same  way,  to  other  state.s  in  the  union. 
It  cannot  he  denied  that  they  were  franked  by  the  president, 
and  some  of  them  directed  by  major  Donelson.  We  will  pass 
over,  at  this  lime,  that  number  of  the  Globe  in  which  Mr.  Li- 
vingston’s letter  was  published,  upon  the  ground  that  it  con- 
tained a public  document,  and  that  the  president  did  not  notice 
the  nine  or  ten  columns  of  abuse  and  misrepresentation  against 
Mr.  Bell  and  other  friends  of  judge  While,  which  graced  its 
pages.  We  shall  content  ourselves  for  the  present  with  the 
prospectus,  and  the  Globe  of  the  15th  of  April.  These  papers 
cannot  he  called  “public  documents.”  There  is  nothing  of 
a “public”  character  in  them,  in  the  sense  in  which  that  term 
is  intended  to  be  applied — nothing,  in  fact,  which  might  not  be 
found  in  any  other  newspaper,  except  that  they  are  character- 
ised by  a virulence  and  a want  of  decency  and  truth,  which 
hardly  any  journal  in  the  United  States  could  equal. 

A letter  from  Buffalo  says — - 

The  U.  S.  bank  has  sold  out  its  debt  here  of  650, 000  dollars. 
Judge  Rochester,  D.  E.  Evans,  David  Bun,  S,  Thompson  and 
Charles  Townsend,  are  the  purchasers.  They  get  one,  two, 
three  and  four  years  to  pay  in,  at  5^  per  cent,  interest,  and 
charge  7.  It  is  done  ostensibly  to  relieve  the  debtors  of  the 
bank,  and  probably  will,  many  of  them. 

From  the  Port  Beposite  Whig.  We  understand  that 
the  late  directors  of  the  Susquehannah  bridge  and  bank 
company,  residing  in  Cecil  and  Harford  counties,  intend 
to  present  to  the  public  a full  statement  of  the  affairs  of 
the  bank,  confined  to  its  operations  at  Port  Deposite 
alone,  up  to  the  closing  of  the  bank  in  1834;  so  soon  as 
one  of  the  late  directors  now  absent,  shall  return  home. 

Average  of  the  weekly  liabilities  and  assets  of  the 
bank  of  England,  from  May  5 to  July  28,  1835,  inclusive: 
Liabilities.  .Assets. 

Circulation,  £18,322,000  Securities,  £26,244,000 

Deposites,  11,561,000  Bullion,  6,282,000 

£29,883,000  £32,526,000 

Between  March  28  and  June  27,  the  aggregate  amount 
of  notes  circulated  in  England  and  Wales  by  private 
banks  w'as  £8,455,114;  by  joint  stock  banks,  £2,484,687. 
Total,  £10,939,801. 

This  shews  that  the  whole  circulation  of  bank  notes, 
in  England  and  Wales,  is  about  29  millions  of  pounds 
sterling — or,  say,  145  millions  of  dollars. 

A grand  nest  of  desperate  villains — formerly  tenants 
of  many  penitentiaries,  being  forgers  and  counterfeiters, 
&c.  has  been  broken  up  at  New  York,  and  some  of  the 
chiefs  arrested. 

The  great  steam  mill  at  Cincinnati,  (built  in  1812,  burnt 
and  repaired  in  1823),  is  said  to  be  offered  for  3,000  dol- 
lars. The  cost  of  this  mill,  with  interest  on  the  capital, 
is  estimated  at  $400,000! 

The  town  of  Brandenburg,  Ky.  is  “ruined  entirely’* 
says  a letter  from  thence.  In  the  night  of  the  Sd  Sept. 
^'•all  the  business  part’’’’  of  the  place  was  reduced  to  ashes. 
The  loss  is  estimated  at  31,900  dollars.  Brandenburg  is 
about  40  miles  below  Louisville. 

The  “Patterson  Intelligencer”  says — 

From  the  1st  of  July  to  the  10th  August,  8,866  passengers  ar- 
rived at  New  York  from  foreign  ports,  of  which  number  more 
than  one-half  were  paupers.  As  a proof  of  this  we  give  the  fol- 
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lowing  list  of  vessels,  from  a New  York  paper, 
tion  of  paupers  in  each: 

Total  number.  Ships’  names. 


116 

ship  Tiger, 

74 

Hannibal, 

204 

Nimrod, 

148 

Ajax, 

196 

Martha, 

153 

Cumberland, 

126 

Union, 

194 

q’allaliasse, 

204 

S.  Jenkins, 

185 

Pacific, 

182 

Thos.  Dickinson. 

with  the  propor- 

Paupers'. 

84 

55 

117 

92 

108 

101 

111 

174 

141 

160 

181 


The  passage  of  a large  individual  estate,  located  in  tlie 
centre  of  Boston,  into  the  hands  of  new  proprietors,  is 
about  to  lead  to  the  establishment  of  an  elegant  improve- 
ment in  that  part  of  the  city.  The  Boston  Atlas  has  the 
following  notice  of  it: 

CITY  IMPROVEMENT — PHILLIPS’  SQUARE. 

A plan  of  the  projected  improvements  upon  the  Greene  es- 
tate was  exhibited  yesterday  in  State  street.  This  estate,  as 
will  he  seen  by  a glance  at  the  map  of  Boston,  is  situated  in  the 
very  centre  of  the  city.  The  plan  exhibited  shows  an  avenue 
of  forty  feet  in  width,  directly  opposite  the  head  of  State  street, 
and  leading  to  a large  area  eighty  feet  wide  and  three  hundred 
and  fifty  long,  which  is  to  bear  the  name  of  Phillip’s  square. 
Fifteen  feet  on  each  side  of  this  square  are  to  be  allotted  for  a 
green  or  garden,  to  be  ornamented  at  the  pleasure  of  the  pur- 
chasers of  the  respective  lots.  The  width  of  the  square  fiorn 
fence  to  fence,  including  the  side  walks,  is  to  be  fifty  feet. 
This  mode  of  arranging  the  square  is  thought  to  be  far  prefera- 
ble to  having  one  large  enclosure  in  the  centre  to  be  under  the 
care  of  all  the  residents,  and  consequently  an  object  of  atten- 
tion to  none.  The  south  end  of  the  square  will  open  partially 
into  a handsome  garden,  in  contemplation  by  Mr.  Sawyer,  the 
purchaser  of  the  Phillips’ estate.  A wall  probably  of  eiglit  or 
ten  feet  only  will  intervene,  in  front  of  which  the  proprietors 
have  reserved  fifteen,  for  the  planting  of  ornamental  shrubbery. 

The  house  lots  are  thirty-three  in  number,  and  calculated  for 
the  first  class  of  buildings.  Such  restrictions  as  will  tend  to 
enhance  the  value  of  each  lot,  by  promoting  the  general  unifor- 
mity and  elegance  of  the  buildings  to  be  erected,  will  be  [)Ut 
upon  purchasers.  The  lots  fronting  on  Tremont  and  Court  sis. 
are  designed  for  fancy  goods  stores,  &c.  and  the  rooms  over 
them  for  public  halls  and  offices. 

Phillips’  square,  though  in  the  very  heart  of  the  city,  will  yet 
be  a most  desirable  spot  for  private  residences.  It  will  be  quiet 
and  retired  in  the  midst  of  the  bustle  and  business  going  on  at 
no  great  distance.  The  side  walks  are  to  be  laid  with  mica 
slate,  similar  to  that  opposite  the  Suffolk  hank.  A foot  passage 
of  eight  feet  in  width  is  to  open  into  Somerset  near  Beacon 
street,  paved  with  the  same  material.  If  the  projected  im- 
provements are  faithfully  carried  into  effect,  Phillips’  square 
cannot  fail  to  be  a most  valuable  ornament  to  the  city. 

The  Baltimore  American  says — • 

The  disappointment  expressed  by  the  correspondent  of  the 
Journal  of  Commerce,  whose  letter  we  quoted  yesterday,  at  the 
want  of  open  squares  in  our  city,  is  felt  by  all  strangers  who 
visit  us.  As  the  open  spaces  fill  up,  this  want  will  be  still 
more  conspicuous  to  the  eye  of  the  stranger  and  more  irreme- 
diable. Now  is  the  time  to  secure  to  our  citizens  the  comfort 
and  advantages  of  open  squares  and  public  walks.  Observe  the 
outskirts  of  the  town  in  the  evening  of  a fine  day,  particularly 
on  Sunday:  wherever  there  is  an  unenclosed  green  spot,  it  will 
be  found  dotted  with  men,  women  and  children,  refreshing 
themselves  tranquilly  after  the  toils  of  the  day  or  week.  How- 
ard’s Park  and  Federal  Hill  [and  the  west  and  eastern  parts  of 
the  city]  are  favorite  resorts  on  account  of  their  elevation.  But 
in  a few  years,  unless  portions  of  them  are  secured  now  to  the 
public,  they  will  be  levelled  and  built  on,  and  the  environs  of  the 
town  will  be  so  far  removed  from  its  centre,  owing  to  its  en- 
largement, that  they  will  be  out  of  reach  of  people  on  foot. 
Something  should  be  done  in  this  matter.  It  is  not  a mere 
question  of  ornament,  but  of  convenience  and  health.  Open 
squares  are  ventilators  to  a city:  they  serve  to  keep  the  air 
fresh.  Their  importance  is  not  yet  felt  in  Baltimore,  but  it 
will  be  most  seriously  in  a few  years,  where  tens  of  thousands 
could  not  command  the  eligible  sites  which  may  now  be  ob- 
tained for  thousands. 


A letter  dated  JMexico,  August  1,  has  been  received 
at  New  Orleans,  which  says — 

Our  political  horizon  does  not  clear  up,  our  congress  is  sitting 
with  closed  doors,  they  aitcmpt  to  do  what  they  have  been  or- 
dered, but  nothing  is  progressing.  Funds  are  actually  wanting. 
The  people  and  the  military  are  sutlering,  and  much  evil  is 
foreseen. 

A gang  of  robbers  have  plundered  all  the  paraphernalia  of 
Nuestra  Senora  de  les  Remedios,  and  ill  treated  Aer  servants. 
[That  is,  the  priests.'\ 

It  appears  from  ati  authentic  statement  tliat  the  amount 
of  money  (coin)  entered  at  Tamaulipas,  for  exportation, 


during  the  year  ending  on  the  30th  June  last,  wsM 
$7,030,681  44.  The  government  duty  is  two  per  cent. 
During  the  same  period  there  were  exported,  in  silver 
bars,  $186,171. 

An  ex-vice  president  of  Mexico  has  arrived  in  the 
schooner  Watchman,  at  New  Orleans,  having  on  board 
100,000  dollars. 

Our  eastern  brethren  turn  every  thing  that  they  can 
“to  advantage.”  We  liave  before  noticed  their  crops  of 
broom  corn,  their  process  for  making  brooms,  and  the 
[>roduct  of  tliem.  But  tlie  following,  from  the  Franklin, 
(Massachusetts),  Mercury,  rather  astonished  us— 

“Broom  corn  is  bringing  an  unprecedented  price.  In 
Deerfield  and  Hatfield  it  is  selling  for  from  eighty  to  a 
hundred  dollars  per  acre,  standing.  We  have  heard  of 
an  instance  were  ninety-five  dollars  has  been  offered  and 
refused.  A farmer  in  this  vicinity,  whose  crop  was  a 
little  more  than  a two-thirds  one,  has  sold  at  the  rate  of 
seventy  dollai-s  per  acre.  At  these  prices,  after  de- 
ducting all  chai-ges,  an  acre  -will  pay  the  interest  of  a 
thousand  or  twelve  hundred  dollars.” 

Accounts  from  Brest  of  the  14th  July,  state  that  the  frigate 
Didon  has  arrived  at  that  port,  and  is  intended  to  proceed  on  a 
mission  to  the  United  Stales,  with  the  prince  de  Joinville  oil 
board. 

A little  Dutch  boy,  grandson  of  the  king  of  Plolland, 
and  “every  inch”  a prince,  is  at  N.  York,  and  has  caus- 
ed a “great  sensation.”  What  will  the  “prince  de  Join- 
ville” do.^ 

We  hear  of  immense  frauds  at  the  New  York  custom 
house,  and  the  agent  in  one  of  them  went  home  mddenly 
— to  England,  on  being  found  out.  A pilot  boat  had 
been  started  in  pursuit  of  the  ship  in  which  he  embarked 
— and  will  follow  her  into  the  “narrow  seas.” 

A grand  rascality  prevails.  Foreign  swearers  are  im- 
ported as  well  as  calicoes.  They  judge  the  law — in  their 
own  way. 

The  Baltimore  “American,”  of  the  l4th,  says — 

An  order  has  been  sent  to  the  New  York  navy  yard  to  com- 
mence forthwith  the  building  of  a sleam  frigate,  to  carry  twelve 
[heavy]  guns.  In  the  present  defenceless  and  neglected  condi- 
tion of  the  Chesapeake  bay  and  most  of  its  tributaries,  steam 
batteries  must  be  mainly  relied  on  for  protection  against  the 
incursions  of  an  invading  enemy.  It  is  exactly  twenty-one 
years  ago  that  a hostile  fleet  covered  the  Patapsco,  in  full  view 
of  our  city!  and  although  millions  have  been  since  expended  for 
fortifications  at  various  minor  points,  Baltimore  still  remains 
unprotected. 

A great  public  meeting  was  held  in  Albany  on  Thurs- 
day last  week,  at  which  resolutions  were  unanimously 
adopted  recommending  general  Harrison  for  the  presi- 
dency. The  meeting  was  composed  of  upwards  of  a 
thousand,  and  was  conducted  with  the  greatest  enthusi- 
asm. 

The  “Globe”  calls  general  Harrison,  “«  general  Har- 
rison, recruiting  sergeant  for  the  coalition  in  Ohio.” 

An  important  and  decisive  measure  has  been  taken  by 
the  French  ministry,  founded  upon  tlie  late  attempt  upon 
the  life  of  the  king;  nothing  less  than  a new  code  of  laws 
for  the  regulation  of  the  press.  It  was  presented  to  tlie 
chamber  of  deputies  on  the  4th  of  August,  by  the  presi- 
dent of  the  council,  and  contained  21  articles,  the  most 
important  of  which  are  as  follows: 

Art.  2.  For  ridiculing  the  person  or  the  authority  of  the  king, 
from  six  months  to  five  years  in  prison— fine,  with  loss  of  all 
civil  rights,  500  to  10,000f. 

Art  3.  For  mentioning  or  even  alluding  to  the  name  of  the 
king  in  any  political  disquisition,  imprisonment  from  one  month 
to  a year,  and  a fine  of  from  500  to  5,000f, 

Art.  4.  To  reflect  in  writing  upon  the  form  and  principle  of 
the  kiiui’s  government  is  high  treason,  to  be  punished  by  deten- 
tion (unlimited)  and  a fine  of  from  10,000  to  .50,0006 

Art.  5.  Whoso  shall  avow  himself  a republican,  or  suggest 
that  the  government  ought  to  assume  that  form,  to  be  be  impri- 
soned from  six  months  to  five  years,  and  fined  from  500  to 
lO.OOOf. 

Art.  6.  Similar  denunciation  to  the  letter  against  all  who  shall 
call  themselves  Carlisls  or  profess  Carlisl  views  of  government. 

Art.  7.  A journal  convicted  twice,  to  be  fined  doubly,  and 
even  four  limes  the  amount  for  every  succeeding  ofltnee. 
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Art.  8.  Any  editor  opening  subscriptions  to  pay  off  a fine,  to 
be  imprisoned  for  that  offence  from  one  month  to  one  year,  and 
fined  from  500  to  5,000f. 

Art.  10.  Every  editor  must  sign  each  number  of  his  paper, 
penalty  500  to  3,000f. 

Art.  12.  An  editor  refusing  to  disclose  the  name  of  the  author 
of  any  article,  imprisonment  from  a month  to  a year,  and  fine 
from  1,000,  to  5,000f. 

Art.  13.  A new  editor  must  be  named  if  the  journal  is  to  con- 
tinue its  publication  during  the  imprisonment  of  the  former  edi- 
tor. 

Art.  14.  No  political  caricature  whatever  to  be  published  in 
Paris  without  the  previous  consent  of  the  minister  of  the  inte- 
rior, or  in  the  provinces  without  that  of  the  prefect — fine  from 
100  to  l,00Uf.  and  imprisonment. 

Arts.  15  and  16  relate  to  political  representations  at  the  thea- 
tres, which  are  proscribed  under  severe  penalties. 

The  remaining  articles  to  21  are  of  a technical  nature,  and 
may  be  generally  described  as  giving  the  law  officers  of  the 
crown  great  advantages  over  the  defendants,  and  as  materially 
circumscribing  the  right  of  appeal  to  the  court  of  cassation,  hi- 
therto the  best  hope  of  persecuted  Frenchmen. 

Another  bill  authorises  the  secret  vote  by  juries,  and  empow- 
ers a jury  to  pronounce  a sentence  of  condemnation  by  a majo- 
rity of  7 to  5. 

D^If  such  a law  is  passed,  the  French  are  “slates” 
again!  The  people  are  always  rushing  into  extremes. 
With  the  sense  of  one  evil  before  them,  they  seek  re- 
medies far  more  desperate  and  dangerous  than  the  evil 
that  exists.  This  is  the  condition  of  many  persons  in  the 
United  States,  at  the  present  time. 

Cajtada.  It  will  he  seen  from  the  following  remarks 
of  the  Montreal  Vindicator,  that  already  are  the  Cana- 
dians talking  of  a separation  from  England,  and  an  union 
with  the  United  States: 

“Since  the  tory  newspapers  discuss,  and  lory  coteries  talk 
so  freely  of  a separation  from  England,  and  connection  with 
the  United  States,  the  Vindicator  may  notice  the  subject  with- 
out being  charged  with  sedition. 

“We  have  already  said  that  a foreign  yoke,  although  lined 
with  velvet,  sits  not  easy  on  the  necks  of  native  born  Ameri- 
cans, and  that  European  bondage  will  be  endured  by  Ameri- 
cans no  longer  than  it  is  convenient.  We  now  add  that  the 
western  hemisphere  is  too  far  advanced  in  civilization,  wealth 
and  population,  to  owe  obedience  to  the  dictates  of  the  anti- 
quated eastern  world.  Our  spirits  are  roused  at  the  thought, 
and  we  experience  a feeling  of  debasement  in  reflecting  that 
we  are  the  last  among  the  inhabitants  of  this  continent,  to  de- 
clare our  capability  of  governing  ourselves,  disenthralled  from 
the  clumsy  operations  of  foreign  direction.  The  time-worn 
principles  of  ancient  kingdoms  correspond  not  with  the  “fresh, 
the  fair,  the  ever  free”  principles,  that  govern  and  control  men 
in  this  bright  and  beautiful  world  of  the  west.  Even  the  emi- 
grant of  yesterday  finds  the  vallies  of  the  west  as  green,  the 
hills,  and  the  skies  as  bright,  as  those  that  adorned  his  native 
land.  An  affection  for  Europe  has  in  a great  measure  ceased 
to  be  a natural  feeling.  Why  indeed  should  the  children  of 
America  regard  the  soil  or  the  flags  of  Europe  with  any  more 
affection  than  the  children  of  Europe  regard  the  soil  of  the 
easternmost  parts  of  Asia.  The  march  of  the  world  is  west- 
ward. 

“We  speak  of  this  subject  not  as  one  connected  with  the 
present  politics  of  the  day,  but  as  an  event  that  appears  ap- 
proaching in  the  course  of  human  affairs.” 

The  “Vindicator”  also  copies  the  letters  of  John 
AdamSf  (written  at  the  period  of  our  Declaration  of 
Independence),  and  others,  filled  with  the  enthusiasm  of 
the  times,  to  assist  in  bringing  about  the  separation  that 
he  wishes  may  take  place. 

It  would  appear  that  the  same  subject  had  been  dis- 
cussed in  England — for  the  king  is  said  to  have  distinctly 
stated  to  one  of  his  ministers,  (by  way  of  caution),  that 
the  separation  of  Canada  was  an  idea  not  to  be  entertain- 
ed by  him. 

The  elements  of  revolution  are  abundant  in  Canada; 
and  a throwing  off  the  colonial  state,  must  sooner  or  later 
happen.  It  should  be  calculated  upon  as  a moral  cer- 
tainty. And  that  the  provinces  will,  in  that  case,  wish  to 
join  the  great  American  confederacy,  f if  it  shall  last  so 
long!!!)  or,  at  least,  the  northern  part  of  a divided  em- 
pire, is  plainly  indicated  by  their  natural  interest,  in  the 
event  supposed. 

—— ’•►V©  @ 

ELECTIONS. 

There  is  ho  choice  of  governor  in  Vermont — three  candidates 
having  been  supported;  and  the  selection  will  devolve  on  the 
legislature,  in  which  the  returns,  so  far  as  received  for  “assem- 
bly,” shew  59  anti-masonic,  59  Jackson  and  39  whig.  The 
council,  [the  senate],  has  no  administration  man  in  it. 

All  the  return  from  Missouri  are  in,  (one  county  excepted), 
and  give  the  following  results  for  members  of  congress — 


Ashley,  “anti-Van  Buren” 12,762 

Birch,  “ “ 8,968 

Strother,  “administration” 10,583 

Harrison,  “Van  Buren” 10,711 


li  is  probable  that  Ashley  and  Harrison  are  elected. 

In  the  1st  congressional  district  of  Kentucky,  recently  repre- 
sented by  the  lion.  Chittenden  Lyon,  we  learn  from  the  Union- 
ist, a paper  printed  in  the  district,  that  Mr.  Boyd,  the  White 
candidate,  has  been  elected  by  a niajority  of  from  1 to  200 
votes.  This  annunciation  that  an  opponent  of  Van  Buren  had 
been  elected  in  the  strongest  Jackson  district  in  the  state,  was, 
we  confess,  altogether  unexpected  to  us.  The  representation 
in  the  next  congress  then  will  stand  nine  whigs,  three  for  Van 
Buren,  and  one  for  White.  \_Lexington  Reporter, 


calculations! 

From  the  Journal  of  Commerce,  1 w3s  amended  by  the  Globe, 
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Maryland.... 
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house,  the  voles  of  the  above 
stales  would  stand  thus:— For 
Van  Buren  (those  in  roman)  11, 
against  him  (those  in  italics)  10, 
blank  (Missouri)  1,  total  22.  Ma- 
ryland will  give  its  vote  against 
Van  Buren,  and  Mississippi,  pro- 
bably, for  him.  In  this  case  Van 
Buren  would  have  a majority  of 
one  vote,  but  not  the  constitu- 
tional majority.  In  order  to  be 
elected,  he  must  have  a majority 
of  the  xoliole  number  of  states, 
viz:  13. 


139  91  10 


*1  Vacancy. 
f4  Vacancie3, 


(Jj5=The  whole  number  of  members  is  240.  The  Globe  says— . 
“the  first  votes  of  the  session  will  test  the  accuracy  of  our  calcu- 
lation,”  We  shall  see— old  “nOMS  uerrons.”  The  first  votes 
will  be  on  the  speaker,  the  clerk,  and  the  printer  to  the  house. 
Mr.  Bell  will  be  a candidate  for  the  first,  with  what  success  we 
know  not;  Mr.  Franklin  for  the  second,  and  probably  be  re- 
elected, without  much,  if  any,  opposition;  and  Messrs.  Blair  & 
Rives  for  the  third.  We  would  warn  the  latter,  however,  that 
the  house  has  held  a larger  nominal  majority  “for  the  adminis- 
tration,” and  yet  they  (or  rather  Mr.  Blair)  have  failed  of  suc- 
cess. 

If  we  were  called  upon  to  make  a table,  we  should  offer  dif- 
ferent opinions,  in  sundry  cases.  But  again,  to  take  up  the  re- 
pudiated phrase  of  our  old  friend  of  the  “Richmond  Enquirer,” 
we  say — “nous  verrons!”  Obsta  principiisP' — and  may  have 
to  add,  GREAT  man  has  fallen  in  Israel!  For,  if  Messrs. 
Blair  and  Rives  are  not  elected,  it  will  be  certain  that  the  house 
is  not  “democratic.” 

On  the  22d  ult.  the  “Globe”  said — “Upon  the  whole,  it  is 
now  ascertained  that  the  administration  majority  in  the  next 
house  of  representatives,  (surrendering  Mr.  Bell  and  his  little 
squad  to  the  opposition',,  will  be  greater  than  it  has  ever  been. 
It  will  be  at  least  forty.” 

To  “go  the  whole”  subject  we  add  the  following  from  the 
New  York  “Evening  Star.” 

The  congressional  elections  in  all  the  states,  except  Mary- 
land and  Mississippi,  (which  are  known  to  be  anti-Van  Buren), 
having  taken  place,  we  are  enabled  to  take  a view  of  the  ground 
and  see  what  are  the  prospects  of  Mr.  Van  Buren  for  the  presi- 
dency. The  following  stales  have  by  their  elections  for  mem- 
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bers  of  congress  declared  against  bis  pretensions.  (VVe  give 
the  electoral  votes  to  which  each  State  is  entitled,  to  show  the 


certain  strength  of  tlie  opposition  to  Van  Boren.) 


Massachusetts 

Vermont 

Delaware 

3 Kentucky 

15 

North  Uarolina 

15  Ohio 

21 

South  G.arolina 

4 

Alabama 

117 

To  which  may  be  added  Maryland 

10 

and  Mississippi 

4 

131 

Here  then  are  thirteen  states,  (a  majority  of  the  twenty-four), 
which  may  be  relied  on  to  give  their  votes  against  Mr.  Van 
Buren,  unless  Massachusetts  should  give  the  vote  of  that  state 
on  the  ground  of  concentrating  on  Van  Buren  as  the  northern 
candidate,  in  which  case  we  beg  leave  to  substitute  the  votes  of 
Virginia,  23,  and  Georgia,  11,  which  will  make  the  total  amount 
of  votes  against  Van  jSuren  151 — without  the  vote  of  Massachu- 
setts. (The  whole  number  of  electoral  votes  is  288,  and  145  a 
rnajority.  Thus  it  will  be  seen  that  if  the  southern  states  are 
ilruelo  themselves,  the  defeat  of  Mr.  Van  Buren  is  certain,  to 
say  nothing  of  Pennsylvania,  Indiana,  Illinois  and  New  Jersey, 
all  doubtful  states. 

FOREIGN  NEWS. 

We  have  late  accounts  from  Europe — dates  being  of  the  8th 
August. 

There  was  an  alarming  riot  in  Dublin  on  the  3d  of  August, 
growing,  as  usual,  out  of  the  dissentions  of  the  orangemen  and 
the  reformers.  Between  twenty  and  thirty  thousand  persons 
were  assembled,  many  armed  with  bludgeons,  knives,  pikes, 
stones,  &c.  Two  companies  of  the  99th  regiment,  and  the 
.city  horse  and  foot  police  were  summoned,  and  succeeded  at 
length  in  quelling  the  disturbance,  but  not  until  several  per>- 
sons  were  severely  wounded.  Another  account  says  the  as- 
semblage could  not  be  short  of  sixty  thousand. 

New  laws  for  the  regulation  of  the  press  in  France,  were 
about  to  be  passed. 

Pensions  have  been  granted  to  the  families  of  the  victims  to 
the  infernal  machine.  The  assassin’s  real  name  is  stated  to  be 
Joseph  Fresohi. 

The  following  account  of  the  interment  of  the  remains  of  the 
victims,  is  copied  from  GatignanVs  Messenger, 

The  sad  solemnity  by  which  it  was  intended  to  close  the 
fatal  and  deplorable  tragedy  that  so  cruelly  interrupted  the  re- 
joicings of  last  week,  being  appointed  for  yesterday — the  day 
fixed  upon  for  the  interment  of  the  murdered  victims — every 
part  of  the  metropolis  began  at  a very  early  hour  in  the  morn- 
ing to  display  the  bustle  of  preparation  for  the  melancholy  ce- 
remony. Crowds  were  seen  pressing  from  all  quarters  to  every 
point  which  promised  to  command  a view  of  the  mournful  pro- 
cession, while  numerous  groups  of  general  officers,  national 
guards,  and  detachments  of  the  line,  were  encountered,  cross- 
ing each  other  in  every  direction,  hastening  to  the  posts  as- 
signed them  in  the  performance  of  the  solemn  duties  of  the  day. 

• The  national  guards  were  in  immense  force — not  only  those 
■of  the  capital,  but  corps  from  all  the  towns,  villages  and  ham- 
lets in  the  environs,  were  in  attendance;  some  had  even  sent 
detachments  from  a distance  of  upwards  of  thirty  miles.  These 
brave  citizen  troops,  always  the  firmest  friends  of  public  order, 
and  never  backward  when  their  services  are  really  required, 
seem  to  have  felt  the  necessity  of  manifesting  their  detestation 
of  the  late  atrocious  crime,  and  its  abettors,  should  any  such 
monsters  exist,  by  this  significant  expression  of  their  sympathy 
with  the  sufferers. 

The  shops  of  the  capital  were,  with  scarcely  an  exception, 
entirely  closed,  not  only  in  the  line  of  the  procession,  but  in 
the  remotest  parts  of  the  town;  in  fine,  nothing  was  omitted 
which  could  mark  the  respectful  sympathy  of  the  public  at 
large  with  the  sorrowful  occasion.  The  line  of  the  Boule- 
vards was,  as  usual,  the  great  point  of  attraction,  and  their  entire 
extent,  from  the  place  de  la  bastille  to  the  church  of  the  Made- 
leine, was  crowded  with  spectators:  balconies,  windows,  trees 
and  temporary  stands,  wherever  accommodation  could  be  af- 
forded, or  a human  form  be  placed,  not  a spot  was  untenanted 
.by  an  anxious  though  silent  gazer  upon  the  solemnly  gorgeous 
pageant.  At  precisely  half  past  8,  the  remains  of  each  victim 
were  removed  from  the  chapelle  ardente  in  the  church  of  St. 
Paul,  where  they  had  lain  in  state  since  Saturday  last,  and 
placed  in  their  respective  hearses.  This  task  being  completed, 
the  sad  procession  moved  onward.  Three  mourning  coaches, 
in  which  were  the  clergy  of  the  church  of  St.  I’aul,  preceded 
the  first  hearse,  in  which  was  the  body  of  MademoiseUe  Beiny, 
who  met  with  her  untimely  fate  at  the  age  of  14. 

The  effect  of  this  simple  bier  was  most  touching;  it  was  or- 
namented with  entire  white  draperies,  and  drawn  by  two  beau- 
tiful snow  white  horses;  twelve  young  girls,  veiled  and  also 
dressed  in  white,  attended  as  pall-bearers,  and  the  remains 
were  followed  by  the  relatives  and  friends  of  the  deceased. 
At  the  moment  the  procession  first  advanced  the  awful  silence 
created  by  the  sight  upon  the  thouiands,  or  rather  hundreds  of 
-thousands,  who  crowded  every  dwelling  from  the  roof  to  the 
■pavement,  in  the  populous  rue  St.  Antoine,  and  the  visible 
expression  of  sorrow  in  every  countenance,  was  a sublime 


protest  on  the  part  of  the  people  against  the  huso  and  cowardly 
us.<iassination  which  had  hurried  so  many  viciims  to  a bloody 
and  untimely  grave.  The  next  hearses  in  succession  were 
those  of  M.  Eahtouste,  receiver  of  taxes  of  ihe  7ih  airondisse- 
ment;  M.  Bruiioi  and  M.  Inglard,  spinners  of  yarn;  and  M.  Ar- 
douin,  a workman.  Ne.xl  came  those  of  Messr.'.  Benester, 
Leger  and  Ricanl,  grenadiers  of  Ihe  8ih  legion  of  ihe  national 
guards,  and  M.  Prudhomme,  sergeant  ot  Ihe  same  legion.  'I’he 
pall  bearers  were  their  comrades  of  the  8lh  legion. 

7'he  pall  bearers  of  c.'iptain  Villatte  were  officers  of  the  ar- 
my; those  of  colonel  Raffe,  officers  of  the  municipal  guards, 
and  the  departmental  gendarmerie;  those  of  Rieussee,  of  the 
8th  legion,  were  four  officers  of  the  national  guard.-*;  those  of 
major  general  Delachasse  de  Veriguy,  lour  superior  officers 
of  Ihe  army;  and  those,  of  marshal  Moriier,  were  marshals 
Grouchy,  Gerard  and  Molitor,  and  admiral  Duperre.  All  the 
hearses  of  the  military  men  were  surmounted  by  tri-colored 
flags  and  military  emblems,  and  became  gradually  more  hand- 
some according  to  their  rank.  The  horses  of  the  last  five, 
each  led  by  two  grooms,  followed  their  respective  masters,  the 
first  four  being  covered  with  black  crape  and  white  fringe,  .and 
that  of  marshal  Mortier  with  crape  powdered  with  silver  stars, 
and  edged  with  silver  fringe.  The  pall  on  each  coffin  bote  an 
e.scutcheon  with  the  initial  of  the  deceased;  that  of  M.  de  Ve- 
rigny  was  surmounted  by  a coronet. 

The  hearse  which  conveyed  the  remains  of  marshal  Moriier, 
was  of  the  princely  rank  of  the  dece.ased,  of  a much  more  mag- 
nificent description  than  the  others.  It  would,  in  truth,  be 
difficult  to  conceive  a funeral  car  of  construction  at  once  so 
richly  gorgeous  in  its  effect,  and  yet  so  solemnly  appropriate  to 
its  melancholy  purpose.  Four  large  allegorical  figures  in  silver 
raised  upon  a massive  ornament  of  the  same  metal,  the  whole 
surmounted  by  a silver  c.a.sque  with  rich  sable  plumes,  com- 
posed the  crown  of  the  car,  each  corner  of  which  was  formed 
of  a female  figure,  emblematic,  as  were  those  of  the  central  su- 
perior ornament,  of  the  Christian  virtues.  These  figures,  also 
in  silver,  were  likewise  each  surmounted  by  a casque  and  large 
sable  plumes.  Several  tri-colored  flags  were  placed  at  various 
points  of  the  vehicle.  On  the  pall  which  covered  the  coffin, 
and  on  which  the  ducal  arms  and  conmet  of  the  deceased  were 
embroidered,  hay  his  ermined  robe  with  other  insignia  of  his 
rank,  among  which  the  well-worn  sword  of  the  gallant  veteran 
was  the  most  touchingly  conspicuous.  The  car  was  followed 
by  the  members  of  his  afflicted  family  and  a concourse  of  pri- 
vate friends. 

After  the  public  bodies  followed  the  polytechnic  school,  and 
deputations  from  the  decores  of  July,  workmen  and  laborers. 
The  porters  of  the  wharf  of  La  Rapee  bore  a large  willow 
branch  covered  with  crape  and  surmounted  by  wreaths  of  ever- 
lastings, and  a flag  with  the  inscription— vive  la  charie!  Vive 
la  liberte!  Port  de  la  Rapee!  On  another— les  ouvriers  des 
ports.  As  the  hearses  passed  the  fatal  spot  where  the  assassi- 
nations were  perpetrated,  the  eiwolions  of  the  mourners  were 
most  painfully  apparent. 

The  king,  with  the  dukes  of  Orleans  and  Nemours,  and  the 
prince  de  Joinville,  left  the  Tuilleries  on  horseback  precisely  at 
11  o’clock,  and  crowds  awaited  his  majesty  leaving  the  [lalace, 
and  lined  the  bridge,  quay,  and  every  part  of  the  town  through 
which  he  was  to  pass  with  his  family  on  their  way  to  the  inva- 
lids. 

At  about  half  past  11  o’clock,  the  queen  and  the  princesses, 
reached  the  church  of  the  invalids;  and  in  a few  tninules  his 
majesty  also  arrived,  accompanied  by  the  dukes  of  Orleans  and 
Nemours,  and  the  prince  de  Joinville,  and  escorted  by  his  staff'. 

Thu  king  entered  by  the  gale  on  the  side  of  the  Place  Vaubaii, 
which  he  reached  by  means  of  a bridge  thrown  across  the 
Fosse.  On  entering  under  the  dome,  the  king  made  a turn  to 
the  right,  and  passed  before  the  peers,  by' whom  he  was  receiv- 
ed with  reiterated  acclamation  of  vice  Ic  roi.' which  were  re- 
echoed by  the  deputies  seated  on  the  left.  His  in.aiesly  then 
passed  before  the  corps  diplomatique,  by  the  members  of  which 
he  was  respectfully  and  cordially  saluted  as  he  proceeded  to- 
ward the  throne. 

The  estrade,  which  had  been  disposed  under  the  dome  for 
the  reception  of  the  bodies,  was  decorated  with  the  most  taste- 
ful magnificence  and  brilliantly  illuminated.  Each  side  of  the 
avenue  leading  from  the  gale  to  the  front  of  the  edifice,  was  or- 
namented with  .1  succession  of  obelisk.s  hung  with  black,  and 
connected  together  with  cypress  garlands  and  tri-cofored  flags. 
All  the  windows  were  hung  with  black  to  the  lop,  and  received 
no  light  whatever  from  the  outside.  Each  arcade  was  lighn-il 
by  a lustre.  The  pillars  ami  pilastres  near  the  piincipal  altar 
were  covered  over  with  black  crape  and  velvet,  and  between 
the  principal  altar  and  the  dome  to  the  left,  a soriol  low  estrade 
had  been  arranged  witb  seats,  cushions  and  blac  k velvet  prie 
diens  trimmiMl  with  silver,  for  the  accommodation  of  the  king 
and  the  royal  family. 

Under  the  dome  had  been  .arranged  an  immense  .square  es- 
tr.nde  with  14  cenotaphs,  all  disposcal  at  Ihe  same  point  of  ele- 
vation, and  surniounled  by  a rich  canopy  of  collosul  propor- 
tions. The  arehiteeiural  ornameitts  of  the  dome  were  veiled 
by  sable  draperies,  which  extended  to  the  height  of  the  galle- 
ries, and  conutletely  excluded  all  external  light.  At  the  base 
of  the  vast  catafalque,  to  which  we  have  ju-*t  referred,  were 
several  enormous  candelabra,  while  the  uppi  r part  of  it  was  co- 
vered with  innumerable  wax  tapers,  the  wiiote  being  illuminat- 
ed from  above  by  four  large  sepulchral  lamps,  and  a quantity  of 
lustres  and  chandeliers. 


NILES’  REGISTER— SEPT.  19,  1 835— INTERESTING  ARTICLES. 


S§ 


The  name  of  e.ich  of  the  victims  of  the  atrocious  attempt  of 
the  28th  was  inscribed  in  letters  of  silver  on  each  of  the  sides 
ot  the  catafalque,  around  winch  were  stationed  a detachment 
of  the  8tl»  legion  of  the  n.iiional  guards  and  some  troops  of  the 
line. 

At  half  past  1 o’clock  the  arrival  of  the  ftineral  procession 
was  announced  to  his  m.ajesly.  The  biers  were  placed  on  the 
estrade;  this  part  ol  the  ceremony,  in  which  the  entire  of  the 
fourteen  muidered  victims  were  brought,  produced  an  impres- 
sion of  the  most  awful  nature.  At  half  past  2 o’clock,  the  arch- 
bishop of  Paris,  and  a number  of  the  clergy,  ascended  the  altar, 
and  chaiinted  the  magniticent  seiviceof  the  dead,  by  Cheru- 
bini. 

The  funeral  oration,  which  produced  a deep  impression,  was 
delivered  by  the  Abbe  Landrieu.  The  reverend  orator  dwelt 
on  the  noble  and  brilliant  actions  which  marked  the  gallant  but 
ill-fated  marshal  Mortier,  and  concluded  by  paying  an  eloqutmt 
and  feeling  tribute  of  respect  to  the  memory  of  his  fellow  vic- 
tims. 

SPAIN. 

Between  two  and  three  thousand  volunteers  had  arrived  at 
St.  Sebastians,  from  England;  and  another  detachment  left 
Gravesend  on  the  6ih,  in  the  Spanish  steam  frigate  Isabel  11. 
Gen.  Alava  and  several  other  officers  went  out  in  this  boat. 
About  five  thousand  of  the  auxiliaries  were  now  either  landed, 
or  on  their  passage  to  Spain,  and  the  whole  of  the  legion  would 
be  complete  in  two  or  three  weeks. 

There  w.as  an  alarming  riot  at  Barcelona  on  the  night  of  the 
25th  of  July.  Six  convents  were  burnt  and  the  monks  and  friars 
butchered.  The  rioters  are  represented  to  have  been  royalists. 
Similar  excesses  had  taken  place  at  Tarragona  and  Ruess. 

The  riots  began  at  a bull  fight — the  account  s.ays: 

“At  length  the  bull  was  despatched,  and  was  bound  with  the 
rope  which  had  been  cut  at  the  commencement.  Many  of  the 
orderly  spectators  had  retired,  and  now  the  rioters  were  per- 
mitted to  proceed  in  their  work  of  destruction.  The  principal 
seats  were  soon  in  pieces,  and  property  to  the  value  of  upwards 
of  7,000  dollars  wantonly  destroyed. 

The  bull  now  in  possession  of  the  populace,  was  dragged  in 
triumph  through  the  streets,  amidst  the  shouts  of  assembled 
thousands.  It  was  soon  obvious  that  there  was  some  ulterior 
plan  in  contemplation,  of  the  certainty  of  which  we  were  soon 
convinced.  The  cries  of  “Als  convents,  a San  Faucesch,  als 
Carmelitas!” — “To  the  convents,  to  St.  Francis’s,  to  the  Car- 
melitas!”  were  soon  heard — ^^as  also,  “death  to  the  friars!”  and 
in  less  than  half  an  hour,  as  I proceeded  with  the  multitude,  I 
perceived  that  they  had  set  fire  to  one  of  (he  gates  of  the  con- 
vent of  St.  Francis,  amidst  the  cries  of  “vive  la  libertad:  rnue- 
ran!”  “Long  live  liberty,  kill  them!”  (the  friars).  Here  their 
progress  w.as  interrupted,  and  the  fire  extinguished;  on  its  being 
ascertained  that  there  was  a powder  depot  in  the  vicinity  of  the 
convent.  The  crowd  now  separated  into  various  divisions,  and 
each  headed  by  leaders,  with  their  features  disguised,  proceed- 
ed towards  other  convents.  Those  of  the  Augustin  friars — of 
the  order  of  the  Trinity — of  Carmelites,  both  shod  and  barefoot- 
ed— of  the  Midims  and  Dominicans,  were  soon  in  flames;  and 
attempts  were  made  to  burn  various  others,  which  did  not  prove 
successful. 

Most  of  those  which  I have  just  mentioned,  but  particularly 
the  magnificent  churches  of  St.  Augustin  and  St  Catharine, 
have  nothing  but  the  bare  walls  standing,  and  the  splendid 
libraries  and  valuable  paintings  have  been  reduced  to  ashes. 
Amidst  the  confusion,  incidental  to  the  circumstances,  and  the 
many  temptations  to  robbery,  nothing  could  exceed  the  disin- 
terestedness of  the  wretches  employed  in  this  vvork  of  destruc- 
tion. No  money  or  valuables  of  any  description  were  appro- 
priated by  the  incendiaries.  Sacred  vessels  of  gold  and  silver, 
and  various  other  co.sily  articles,  as  soon  as  found,  were  thrown 
into  the  fire,  and  one  individual  was  nigh  belabored  to  death 
for  having  secreted  a silk  pocket  handkerchief. 

The  most  horrible  part  of  my  narrative  is  yet  to  be  related. 
The  populace  was  not  content  with  the  destruction  of  properly. 
The  wretches  thirsted  for  human  blood,  and  I regret  to  say  titey 
obtained  it.  Nearly  fourscore  defenceless  friars  have  been  in- 
humanly butchered,  and  well  it  was  that  the  rest  escaped, 
owing  to  the  powerful  exertions  of  the  artillery  corps  and  to 
Borne  well  intentioned  amongst  the  volunteers,  for  many  of 
these, disguised, co-operated  with  the  populace.  Various  were 
the  manners  in  which  they  despatched  the  unfortunate  victims. 
Few,  very  few,  met  instant  death.  Some  were  burnt  in  the 
convent,  some  poinarded,  and  many  beaten  to  death  wiih  sticks 
and  -stones.  Of  the  few  that  linger  in  the  hospitals  there  are 
some  with  more  than  thirty  wounds  of  various  descriptions. 
The  rage  of  the  populace  was  exces.sive  on  Sunday  morning  to 
find  that  several  hundreds  of  friars  had  still  escaped,  and  many 
were  stabbed  even  whilst  under  the  protection  of  the  military 
force.” 

GERMANY. 

The  following  is  an  account  of  an  attack  upon  the  Jews: 

Hamburgh,  Jluoust  4.  This  town  has  been  again  the  scene  of 
one  of  the  most  barbarous  attacks  upon  the  Jews  that  has  ever 
been  witnessed.  On  Thursday  night  last,  about  9 o’clock,  a 
premeditated  attack  (being  known  several  days  previously)  was 
made  by  some  .50  persons  upon  6 or  8 Jews  in  the  Alster  Halle, 
(a  public  resort),  who  were  forcibly  thrust  out,  and  every  Jew 
entering  was  treated  in  the  same  way.  No  one  interfered;  a 
general  laugh  accompanied  the  exit  of  each  unfortunate  victim. 
Next  day,  no  measures  being  taken  by  the  authorities  to  prevent 


such  disgraceful  proceedings,  40  respectable  young  men  of  the 
Jewish  p(!rsuasion  determined  upon  employing  force  against 
force,  and  went  in  the  evening  to  the  Alster  Haile.  Every  thing 
remained  quiet  till  about  10  o’clock,  when  they  forced  a yoting 
man  out  of  the  billiard  room.  This  was  a signal  for  a general 
attack,  and  the  most  destructive  and  deadly  strife  took  place. 
These  40  young  men  had  to  contend  against  200  or  250  ruffians, 
and  for  sometime  remained  victors.  After  fighting  an  hour 
they  had  nearly  exhausted  their  strength,  and  must  have  sunk 
under  a fresh  attack  that  was  just  taking  place  from  without, 
when  the  military  and  police  arrived  and  put  an  end  to  the  af- 
fray. 1 am  sorry  to  say  that  it  appeared  a crime,  even  to  the 
respectable  class  of  citizens,  that  the  Jews  dared  to  defend 
themselves,  and  in  general  the  remark  was,  that  the  Jews  could 
keep  away,  and  if  so  no  disturbance  would  take  place— that  it 
would  do  them  good — and  that  every  two  years  they  required 
to  be  treated  in  this  way.  Saturday  evening  the  same  scenes 
occurred,  by  turning  the  Jews  out  of  the  marquees,  and  de- 
manding from  them  four  times  the  amount  for  the  regular  char»e 
for  refreshments.  The  rabble  also  demolished  the  windows  of 
about  20  houses  inhabited  by  the  Jews,  and  committed  other 
excesses.  Sunday  followed  in  the  same  way.  Monday  went 
off  pretty  quiet,  but  only  because  the  Jews  remained  within 
their  houses,  out  of  the  reach  of  their  brutal  assailants. 

INTERESTING  ARTICLES. 

Five  thousand  dollars  reward  has  been  offered  by  an 
enactment  of  the  legislature  of  Mississippi,  to  any  person  or 
persons  who  shall  arrest  and  bring  to  trial,  and  prosecute  to 
conviction  under  its  laws,  any  person  who  shall  utter,  publish 
or  circulate  within  the  limits  of  that  state,  the  Liberator,  or  any 
other  paper,  circular,  pamphlet,  letter  or  address  of  a seditious 
character.  On  conviction  ofsuch  offender,  the  governor  is  au- 
thorised to  draw  his  warrant  on  the  treasurer  for  the  same. 

The  New  Orleans  papers  have  the  following  notice — 

All  those  who  have  associated  themselves  together  for  the 
purpose  of  forming  themselves  into  a society  to  bring  to  punish- 
ment the  agents  and  correspondents  of  the  abolitionists,  are  re- 
quested to  meet  at  Richardson’s  hotel  in  Conti  street,  at  8 
o’clock  on  Saturday  evening.  Punctual  attendance  is  request- 
ed. 

From  the  Charleston  Patriot.  Virginia  has  become  a 
breeder  of  slaves,  for  a great  part  of  the  union.  The  exhaustion 
other  lands  makes  this  the  most  productive  investment  of  her 
capital.  Now  what  constitutional  right  would  there  be  in  con- 
gress to  tax  the  sale  of  her  slaves  when  exported  to  Alabama, 
that  would  not  be  Justified  in  taxing  her  tobacco  when  sold  and 
transported  to  Georgia  or  South  Carolina. 

Slaves  do  not  come  expressly,  it  is  true,  within  that  prohibi- 
tion of  the  constitution  which  forbids  congress  from  imposing  a 
tax  or  duty  on  any  articles  exported  from  a state.  But  they 
come  in  e^ect  within  that  prohibition.  They  constitute  objects 
of  traffic.  They  are  in  the  nature  of  commodities — of  articles 
bought  and  sold,  and  congress,  as  before  remarked,  might  with 
the  same  right  and  propriety  impose  a duty  on  any  article  of  or- 
dinary commerce  exported  from  one  stale  to  another,  as  impose 
a duty  on  the  sale  and  exportation  of  slaves  from  one  part  of  the 
union  to  another.  ***** 

The  entire  command  of  the  slave  owner  over  his  capital  in 
slaves  is  as  perfect  a privilege  as  any  other  secured  to  him  by 
the  constitution  of  the  United  States.  T’o  sell  slaves  for  remo- 
val from  states  whose  lands  have  become  exhausted  to  states 
whose  lands  are  more  productive  is  not  a personal  right  merely 
— it  is  connected  with  the  wealth  and  prosperity  of  the  entire 
south.  Any  interruption  of  this  right  will  impose  a bar  to  the 
full  development  of  the  resources  of  our  uncleared  lands  to  the 
south  and  west.  By  impeding  this  improvement,  it  will  coun- 
tervail those  natural  advantages  which  render  fertility  of  soil 
and  the  consequent  increase  of  wealth  important  elements  of 
political  power.  From  the  peculiar  position  of  some  of  the 
southern  slates,  their  soil  being  comparatively  exhausted,  they 
must  become  breeding  states  for  those  sections  of  the  southern 
country  where  labor  is  in  great  demand.  This  is  the  case  already 
with  Virginia.  She  raises  slaves  for  sale  to  the  rest  of  the  south. 
If  she  chooses  to  make  this  a branch  of  business,  what  greater 
right,  we  repeat,  is  there  in  taxing  the  products,  if  exported,  of 
this  mode  of  industry — her  slaves — than  there  would  be  in  tax- 
ing, if  exported,  her  tobacco.  She  will  have  as  strong  an  inter- 
est, therefore,  in  opposing  an  interference,  in  this  mode,  with 
the  slave  property  of  the  south,  as  any  other  that  may  he  devis- 
ed by  the  false  philanthropy  or  mawkish  sensibility  of  the  abo- 
litionists. 

The  “Charleston  Courier,”  with  reference  to  the  late 
meeting  at  New  York,  says— 

“We  can  readily  conceive  that  in  the  great  excitement  that 
existed,  and  the  immense  concourse  present,  resolutions  far  less 
strong  than  was  desired  by  the  great  body  of  the  community, 
may  have  been  carried,  and  we  have  no  hesitation  in  believing 
that  the  people  of  New  York  are  even  more  disposed  to  do  us 
justice  than  would  appear  from  these  proceedings.  We  had 
hoped  that  the  resolutions  would  have  been  clothed  in  language 
that  would  have  carried  conviction  to  the  very  soul  of  the  fa- 
natics, that  their  foul  practices  could  not  be  persisted  in  with 
impunity — that  their  onward  course  would  he  met  with  the  wi- 
thering indignation  of  their  insulted  fellow  citizens  at  home — 
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tirid  ihat  the  thin  and  deceptive  garb  of  philanthropy  with  which 
they  have  hitherto  endeavored  to  conceal  their  designs,  would 
have  been  torn  off  and  themselves  exposed  to  the  gaze  of  the 
American  people  in  their  true  character.” 

From  the  (Baltimore)  American.  We,  the  undersigned, 
members  of  the  African  Methodist  Episcopal  church,  and  trus- 
tees of  the  Strawberry  alley  nieetitig  house,  attached  to  East 
Baltimore  station,  do  hereby  take  occasion  to  express  our  de- 
cided disapprobation  of  the  measures  pursued  by  the  “Anti- 
slavery society,”  with  the  o.siensible  design  of  effecting  the 
emancipation  of  the  colored  population. 

We  do  most  firmly  and  sincerely  believe,  that  the  dissemi- 
nation of  inflammatory  appeals  addressed  mainly  to  the  pre- 
judices and  passions  without  reference  to  the  reason,  instead 
of  promoting  the  object  professed  to  be  had  in  view,  will  great- 
ly  aggravate  the  evils  already  existing,  and  create  others  of  a 
fdlf  more  alarming  and  calamitous  nature;  will  render  the  situa- 
' tion  of  that  portion  of  the  colored  people  now  in  possession  of 
' liberty,  awfully  precarious,  rivet  the  fetter  still  more  closely  on 
the  slave;  and  Jeopard  the  prosperity  and  happiness,  nay,  the 
life  itself  of  the  whole  population  of  the  southern  stales,  both 
white  and  black. 

The  conviction  thus  expressed  is  the  rational  consequence  of 
cool  and  deliberate  reflection  on  the  subject  when  contemplat- 
ed abstractly  and  without  regard  to  actual  occurrences;  but  it 
has  been  powerfully  corroborated  by  the  developments  which 
have  already  attended  the  efforts  of  the  licentious  and  misguid- 
ed fanaticism  now  in  progress.  But  a short  time  has  elapsed 
since  all  of  us  were  permitted  to  worship  God  undisturbedly  in 
our  owrt  sductuaries,  under  our  own  vine  and  fig  tree;  since  we 
were  protected  in  the  enjoyment  of  civil  privileges  and  allow- 
ed a common  participation  with  our  white  brethren,  in  many  of 
the  comforts  of  domestic  life.  Now,  in  many  sections  of  the 
country  both  north  and  south  of  us,  our  congregation  for  reli- 
gious exercises  is  either  prohibited  altogether  or  watched  with 
a jaundiced  eye;  the  civil  blessings  with  which  we  were  mea- 
surably favored  are  denied,  or  restricted;  our  most  innocent 
actions  are  exposed  to  the  seruliny  of  suspicion;  and  our  homes 
and  firesides  threatened  with  ruin. 

Influenced  by  these  considerations,  and  determined  by  the 
harmless  rectitude  of  our  deportment,  to  manifest  onr  heart- 
felt and  unconquerable  abhorrence  of  the  atrocious  attempts 
of  mistaken,  hot  headed  zealots,  to  plunge  the  country  into 
anarchy  and  discord,  and  to  deluge  it  with  torrents  of  blood: 
We  do  hereby  sacredly  pledge  ourselves  not  to  receive  any  of 
the  vile,  mischievous,  and  incendiary  publications,  now  so  in- 
dustriously scattered  abroad;  to  arrest  the  circulation  of  such 
as  may  come  under  our  observation— of  which  we  respectfully 
ask  the  postmasters  to  take  notice— and  to  destroy  them  with- 
out perusal;  and  in  fine,  by  every  effort  within  our  power  to 
put  a period  to  the  operations  of  this  engine  of  blood-shed  and 
torture.  We  do  most  earnestly  entreat  those  over  whom  we 
may  have  any  control  or  influence,  either  officially  or  as  friends, 
to  co-operate  with  us  in  the  suppression  of  this  most  perni- 
cious, this  fatal  evil;  to  lend  their  most  ardent  and  cheerful  en- 
deavors to  prevent  the  diffusion  of  a spirit  of  insubordination 
and  rebellion.  And  being  fully  persuaded  that  our  opinions 
fhithfully  and  truly  reflect  those  of  the  church  to  which  we  are 
attached — we  do  most  unfeignedly  and  anxiously  beseech  those 
engaged  in  the  propagation  of  abolition  principles,  and  the  dis- 
tribution of  abolition  tracts,  periodicals  and  pamphlets  to  ab- 
stain from  their  unasked  and  unwelcome  interference  in  our 
concerns,  and  if  they  have  a spark  of  compassion,  sympathy  or 
philanthropy  in  their  bosoms,  to  permit  ns  to  enjoy  our  exist- 
ence in  security  and  peace.  Nathan  Montgomery, 

John  Ladck, 

James  Wilson, 

Stephen  Lauck, 

Thomas  Saunders. 

Charge  OF  kidnapping.  Information  having  been  received 
from  Charleston,  South  Carolina,  by  our  city  authorities,  that  a 
gentleman,  named  John  Hurd,  an  Englishman  by  birth,  had 
shipped  on  board  the  brig  Jones,  capl.  Haydon,  at  the  former 
city,  for  this  pert,  with  a girl  and  three  boys  in  company,  which 
it  was  supposed  he  had  kidnapped,  a sharp  look  out  was  kept 
for  the  vessel,  and  a warrant  being  granted  at  the  police  for  the 
arrest  of  Hurd,  it  was  placed  in  the  hands  of  A.  M.  C.  Smith  lo 
execute.  On  Saturday  morning,  the  brig  having  arrived  in  the 
East  river,  nearly  opposite  Rossevelt  street.  Smith,  the  officer, 
went  down  and  was  put  on  board,  where  he  politely  communi- 
cate to  Mr.  Hurd  his  errand,  and  requested  him  to  accompany 
him  to  the  office.  This  without  hesitation  he  agreed  to  do,  and 
a carriage  being  procured,  Mr.  Hurd  and  his  little  qiiarternion 
ofinnlatloes  were  conveyed  to  the  police  office.  There  he  de- 
clared that  he  was  no  kidnapper,  but  that  the  children  were  his 
own,  and  he  claimed  them  as  their  father;  that  he  had  sold  his 
plantation  in  Jefferson  county,  Georgia,  where  he  had  resided, 
together  with  the  woman  who  had  mothered  these  children,  as 
■also  a*!!  liis  blacks,  and  was  now  bound  with  these  children  to 
develand,  Ohio,  to  settle,  and  lo  educate  and  raise  them.  The 
children.,  consisting  of  a girl,  aged  about  14,  and  three  sons,  of 
the  ac-es  of  12,  10  and  8 years,  all  separ.ately  corroborated  their 
iprotec tor’s  slory;  and  Mr.  Hurd  sending  for  .alderman  Bolton, 
of  whom  he  had  some  knowledge,  when  that  gentleman  rfesidtd 
as  a merchant  in  the  south,  stated  that  he  came  over  from  Eng- 
land In  one  of  the  vessels  of  the  alderman,  and  mentioned  many 


circumstances  to  recal  the  recollection  of  the  alderman  to  him, 
but  from  the  length  of  time  that  elapsed  without  much  success. 
Hurd  had  willi  liim  .“5^20,000  lo  $.30,000  in  gold  and  United  Stales 
bills,  and  drew  on  Hie  bank  of  America  for  $5,000  mure,  which 
he  received.  As  Uiete  was  no  law  to  prevent  a father  from  car- 
rying his  children,  of  whatever  color,  where  he  pleased,  lie  was 
discharged  with  his  young  progeny,  and  aided  by  Smith,  whom 
he  handsomely  rewarded,  he  went  on  hoard  the  steamboat  for 
Albany,  on  bis  way  lo  Oliio,  there  lo  settle,  and  to  rear  his  par- 
ty colored  brood.  {N.  Y.  Daily  Adv. 

A SOUTHERN  taper  says — “The  people  of  the  north  must  go 
to  hanoing  these  fanatical  wfelclies,  ij  they  would  not  lose  the 
benefit  of  southern  trade; — and  they  will  do  it.  They  know  too 
well,  which  side  their  bread  is  buttered  on,  over  to  give  up 
these  advantages.  Depend  upon  it,  the  northern  people  will 
never  sacrifice  their  present  lucrative  trade  with  the  south,  so 
long  as  the  hanging  of  a few  thousands  will  prevent  itl!!’^ 

At  a MEETING  OF  THE  CLERGY  of  Richmond,  Va.  consist- 
ing of  rev.  Messrs.  Philip  Courtney,  John  Kerr,  E.  Drake,  J.  B. 
Taylor,  H.  Keeling,  A Converse,  G.  VVoodbridge,  A.  Mebaiie, 
Robert  Ryland,  L.  M.  Lee,  J.  Reddick,  Cliarles  A.  Farley,  J. 
Woodcock  and  W.  B.  Timberlake — on  the  28ih  and  29ih  ult.  a 
preamble  and  resolutions  were  unanimously  adopted,  express- 
ing in  strong  terms  their  disapprobation  of  the  “unhallowed 
schemes  of  abolitionists.”  Annexed  are  the  resolutions. 

1st.  Resolved,  unanimously,  That  we  earnestly  deprecate  the 
unwarrantable  and  highly  improper  interference  of  llie  people 
of  any  other  state,  with  the  domestic  relations  of  master  and 
slave. 

2d.  Resolved,  That  the  example  of  our  Lord  Jesus  Christ  and 
his  apostles,  in  not  interfering  with  the  question  of  slavery, 
but  uniformly  recognising  the  relations  of  master  and  servant, 
and  giving  full  and  affectionate  instruction  to  both,  is  worthy 
of  the  imitation  of  all  ministers  of  the  gospel. 

3d.  Rewlved,  That  whilst  we  deem  it  inexpedient  for  stran- 
gers from  abroad  to  preach  to  onr  colored  population,  we  consi- 
der it  a part  of  our  official  duly,  as  resident  ministers,  to  preaclj 
Hie  gospel  to  servants,  and  to  give  them  oral  iiistriiciioii  con- 
cerning the  duties  which  they  owe  lo  God,  their  masters  and 
one  another. 

4th.  Resolved,  That  we  will  not  patronise  nor  receive  any 
pamphlets  or  newspapers  of  the  anti-slavery  societie.s,  and  that 
we  will  discountenance  the  circulaliori  of  all  such  papers  in  the 
community. 

5Hi.  Resolved,  That  the  suspicions  which  have  prevailed  to  a 
considerable  extent  against  ministers  of  ibe  gospel  and  piofes- 
sors  of  religion  in  the  state  of  Virginia,  as  idenufied  with  aboli- 
tionists, are  tmmeriMed,  believing  as  we  do  from  exten- 

sive acquaintance  with  our  churches  and  brethren,  that  they 
are  unanimous  in  opposing  the  pernicious  schemes  of  abolition- 
ists. 

Adjourned  sine  die. 

John  Kerr,  chairman, 

G,  Woodbridge,  secretary. 

Free  blacks  at  the  south.  We  are  informed  by  a per- 
son from  the  south,  that  measures  are  spoken  of  there,  lo  ex- 
pel the  free  colored  population  by  the  imposition  of  such  heavy 
taxes  upon  them  that  they  will  be  obliged  to  remove.  Should 
this  policy  be  adopted,  it  will  operate  to  the  great  disadvantage 
of  those  who  may  be  driven  away  by  it,  and  who  will  be  oblig- 
ed to  seek  in  other  states  a domicile  that  will  hardly  be  allow- 
ed to  them.  In  reference  lo  the  position  which  the  free  blacks 
occupy  in  the  southern  slates  we  are  not  generally  well  in- 
formed. We  are  in  the  habit  of  considering  them  at  almost  as 
great  a distance  from  the  whites  as  the  slaves  themselves. 
This  is  an  error. 

We  are  told  that  in  Charleston  for  instance,  a large  propor- 
tion of  the  fashionable  tailors,  boot  and  shoe  makers,  and  man- 
tuamakers,  are  free  blacks  who  enjoy  a consideraiion  in  the 
community  far  more  desirable  than  that  enjoyed  by  any  of  onr 
colored  population,  if  we  except  a few  individuals  whom  we 
could  name,  who  by  their  good  conduct  and  industry  have  ac- 
cumulated considerable  property.  Many  of  the  mechanics  and 
tradesmen  of  every  pursuit,  are  also  free  blacks,  and  as  trades 
call  for  skill  and  intelligence  it  is  quite  probable  that  amongst 
them  mere  is  a larger  share  of  useful  knowledge  than  amongst 
our  free  blacks.  Indeed,  we  have  no  doubt  that  the  condition 
of  onr  free  colored  population  at  the  south  is  much  more 
agreeable  to  them  than  it  would  be  at  the  north,  and  we  have 
even  been  assured  by  a gentleman  from  Petersbiirgh,  that  re- 
cently a number  had  returned  to  that  place  from  Philadelphia, 
preferring  it,  as  their  place  of  permanent  residence. 

[Phila,  Gaz. 

Meeting  at  Newark.  The  citizens  of  Newark,  N.  J.  held 
a nieeiiit"  in  Hie  Park  on  Saturday  last,  at  whicli  the  following 
resolution,  among  others,  was  adopted: 

Resolved,  That  we  believe  that  the  purest  principles  of  pa- 
triotism and  genuine  philanthropy  require  that  the  oiiizens  of 
the  north  should  make  common  cause  with  their  breibren  of 
the  south  upon  the  momentous  question  which  now  a»itates 
the  latter;  and  that  public  opinion  sliouhl  speak  Imt  wiih  one 
voice  throughout  the  union,  and  Ihat  in  the  language  of  un- 
qualified condemnation  of  all  impertinent  aliempis  by  the  cili- 


NILES’  REGISTER— SEPT.  19,  1835— INTERESTING  ARTICLES, 


41 


itens  of  one  state  to  interfere  with,  and  regulate,  the  domestic 
institutions  or  local  policy  of  another. 

Jamaica.  Advices  from  Jamaica,  via  Nassau,  state  that  the 
legislative  assembly  was  dissolved  on  the  lOlh  nil.  in  conse- 
quence of  the  address  of  the  house.  They  were  called  together 
lor  the  object,  as  it  was  understood,  of  providing  for  tlie  in- 
corporation of  the  Caymanas,  which  they  objected  to  entertain. 
Much  excitement  is  said  to  have  prevailed.  The  governor  ge- 
neral has  ordered  that  offenders  under  sentence  or  order  of 
transportation,  shall  be  sent  by  the  first  convenient  opportunity 
to  England,  thence  to  be  transported  to  New  South  Wales,  or 
to  Van  Dieman’s  land. 

Paris  and  Brussels.  The  conditions  for  making  an  iron 
rail  road  from  Paris  to  Brussels  are  settled,  and  the  expense  is 
estimated  at  one  hundred  millions  of  francs.  The  application 
has  been  made  for  the  permission  of  both  governments. 

New  Orleans  and  Nashville.  The  magnificent  undertak- 
ing, the  New  Orleans  and  Nashville  rail  road,  is  to  be  com- 
menced immediately,  the  first  fifty  miles  being  advertised  for 

contract. 

The  length  of  the  road  is  565f  miles  estimated  to  cost 
$10,063,946,  including  the  machinery,  depots,  water  stations, 

&c. 

We  learn  that  its  projectors  have  determined  to  make  it  one 
of  the  most  perfect  works  that  the  present  state  of  science  and 
art  will  admit.  When  completed  the  time  between  Nashville 
and  New  Orleans  will  not  exceed  thirty-six  hours. 

This,  by  facilitating  the  mails  and  transit  of  passengers,  will 
render  it,  in  a commercial  point  of  view,  the  most  important 
improvement  ever  projected,  and  in  case  of  invasion,  the  south 
may  have  a more  prompt  resource  in  the  western  militia — as 
cantonments  in  the  vicinity  of  Nashville,  where  the  abundance 
of  provision  and  health  of  the  climate  are  equal  to  any  in  the 
world,  can  be  made  for  the  rendezvous  of  the  western  army, 
and  when  required,  transferred  to  the  coast  at  a single  day’s 
notice. 

Mr.  Ranney,  the  chief  engineer,  is  now  on  his  way  to  Europe, 
with  a view  to  make  contracts  for  the  delivery  of  iron,  and  the 
examination  of  the  machinery  and  roads  now  in  use  or  progress 

Uiere. 

Should  the  Virginians  determine  to  connect  their  contemplat- 
ed James  river  improvement  with  this  work,  we  may  expect  to 
travel  from  Washinaton  to  New  Orleans  in  four  days,  with  an 
ease  and  comfort  never  before  contemplated.  {Globe. 

Natchez,  (Mississippi),  August20.  Ourcity  may  be  consider- 
ed quite  healthy,  only  6 deaths  in  the  last  13  days.  Since  the 
14th  we  have  had  no  rain,  but  out  of  the  45  days  preceding  31 
were  marked  by  rain  or  showers.  During  the  same  period  last 
year  only  17.  The  cotton  crops  will  certainly  fall  short  ofex- 
fMiclations  entertained  two  months  ago.  But  Mississippi  will 
hardly  yield  less  than  250,000  bales,  viz: 


From  Fort  Adams', 10,000 

Natchez, .55,000 

Rodney, 12,000 

Grand  Gulf 55,000 

Vicksburg, 45,000 

Satartia,  8,000 

Manchester, 15,000 

The  Toinbigbcc, 25,000 

From  other  parts, 25,000 


Total,  250,000 


Manchester  and  Satartia  are  on  the  Yazoo;  the  other  places 
arc  on  the  Mississippi.  Grand  Gulf  is  on«  mile  below  the  Big 
Black,  by  which  it  receives  a great  deal  of  cotton  from  Yazoo, 
Madison  and  Hinds.  The  principal  town  in  this  state  on  the 
Tombigbee  is  Columbus^  which  contains  about  2,000  souls. 
Fort  Adams  300;  Natchez  4,000;  Rodney  500;  Grand  Gulf  800; 
Vicksburg  2,000;  Satartia  400;  Manchester  700. 

Our  population  is  very  rapidly  on  the  increase.  Sixteen  now 
eoiinties,  inhabited  by  Indians  less  than  two  years  ago,  now 
contain  more  than  7,000  wite  men.  [Naf.  Int. 

The  Rothschilds  are  the  wonders  of  modern  banking. 
Sprung  from  that  poetic,  that  ancient,  that  mysterious  race, 
from  whom  we  derive  all  our  relision  and  half  of  our  civili- 
zation, we  see  the  descendants  of  Judah,  after  a persecution  of 
two  thousand  years,  peering  above  kings,  rising  higher  than  em- 
perors, and  holding  a whole  continent  in  the  hollow  of  their 
hands.  The  Roihschilds  govern  a Christian  world.  Not  a ca- 
binet moves  without  their  advice.  They  stretch  their  hand, 
with  equal  ease,  from  Petersburgh  to  Vienna,  from  Vienna  to 
Paris,  from  Paris  to  London,  from  London  to  Washington.  Ba- 
ron Rothschild,  the  head  of  the  house,  is  the  true  king  of  Judah, 
the  prince  of  the  captivity,  the  Messiah  so  long  looked  for  by 
this  extraordinary  people.  He  holds  ilie  keys  of  pence  or  war, 
blessing  or  cursing.  To  what  will  all  ihis  lead.’  Is  the  holy 
city  to  be  rebuilt.’— the  third  temple  to  rear  its  turrets  to  heaven.’ 
Nh.  The  lion  of  the  tribe  of  Judah,  baron  Rothschild,  posses- 
ses more  real  force  than  David— more  wi.=  dom  than  Solomon. 
What  do  they  care  for  the  batrr  n seacoast  of  Palestine.’  They 
are  the  brokers  and  counsellors  of  the  kings  of  Europe,  and  of 
the  republican  chiefs  of  America.  What  more  can  they  desire.’ 
We  understand  that  an  accomplished  and  beautiful  daughter  of 


this  house,  is  married  to  an  American,  and  intends  soon  to  make 
New  York  her  permanent  residence.  The  beauty  of  Judah  is 
not  departed,  not  is  the  strength  of  the  house  of  Israel  weaken- 
ed. [N.  F.  Herald. 

The  inpernal  machine.  Since  the  reception  of  the  news  of 
the  attempted  assassination  of  the  king  of  the  French,  the  sub- 
joined account  of  the  infernal  machine,  by  which  an  attempt 
was  made  to  assassinate  Napoleon,  w'hile  he  was  first  consul  in 
1800,  may  prove  interesting.  J’he  account  is  taken  from  Lock- 
hart. {Times. 

A cart  was  prepared  to  contain  a barrel  of  gunpowder,  strong- 
ly fastened  in  the  nridst  of  a quantity  of  grape  shot,  which  being 
set  on  fire  by  a slow  match,  was  to  explode  at  the  moment 
when  Bonaparte  was  passing  through  some  narrow  street,  and 
scatter  destruction  in  every  direction  around  it.  The  night  se- 
lected was  that  of  the  10th  of  October,  when  the  chief  consul 
was  expected  to  visit  the  opera,  and  the  machine  was  planted 
in  the  Rue  St.  Nicaire,  through  which  he  must  pass  on  his  way 
thither  from  the  'Puilleries.  Napoleon  told  his  friends  at  St. 
Helena,  that  having  labored  all  day,  he  felt  himself  overpower- 
ed with  sleep  after  dinner,  and  that  Josephine,  who  was  anxi- 
ous to  be  at  the  opera,  had  much  difficulty  in  at  last  rousing  and 
persuading  him  to  go.  “I  fell  fast  asleep  again,”  he  said,  “after 
1 was  in  my  carriage,  and  at  the  moment  when  the  explosion 
took  place,  I was  dreaming  of  the  danger  I had  undergone  some 
years  before  in  crossing  the  3'agliamento  at  midnight,  by  the 
light  of  torches,  during  a flood.”  He  awoke  and  exclaimed  to 
Lannes  and  Bessieres,  who  were  with  him  in  the  coach,  “We 
are  blown  up.”  The  attendants  would  have  stopped  the  car- 
riage, but,  with  great  presence  of  mind,  he  bade  them  drive  as 
fast  as  they  could  to  the  theatre,  which  he  alone  of  all  the  party 
entered  with  an  unruffled  countenance.  He  had  escaped  most 
narrowly.  The  coachman  happening  to  be  intoxicated,  drove 
more  rapidly  than  was  his  custom.  The  engine  exploded  half 
a minute  after  the  carriage  had  passed  it,  killing  twenty  per- 
sons, wounding  fifty-three,  (among  whom  was  St.  Regent,  the 
assassin  who  fired  the  train),  and  shattering  the  windows  of  se- 
veral houses  on  both  sides  of  the  street.  The  assassins  were 
tried  fairly  and  executed,  glorying  in  their  crime;  and,  in  the 
momentary  exultation  of  all  men’s  minds,  an  edict  of  the  se- 
nate, condemning  to  perpetual  exile  130  of  the  most  notorious 
leaders  of  the  ferronsfs,  was  received  with  applause.  Napoleon 
himself,  however,  despised  utterly  the  relics  of  that  odious  par- 
ty; and  the  arbitrary  decree  in  question  was  never  put  in  exe- 
cution. 

Lunatics.  It  appears  from  the  reports  of  doctors  Parisot 
and  Scipion  Finel,  to  the  council  general  of  hospitals,  that  in 
the  first  six  months  of  the  present  year,  the  number  of  lunatics 
admitted  in  the  Salpetriere  were  349,  of  whom  110  were  cured, 
and  89  died.  Among  the  admissions  the  cases  were  as  follows: 
—73  furious  mania;  48  periodical;  29  melancholy;  12  monoma- 
nia, with  inclination  to  suicide;  5 monomania,  with  the  idea  of 
greatness;  13  hallucinations;  101  madness,  complicated  with 
palsy;  29  epilepsy;  22  idiotisrn;  5 violence  of  character  without 
other  marks  of  insanity;  2 feigned  madness.  The  acute  or  fu- 
rious cases  of  delirium  were  more  numerous  in  May  or  June, 
in  which  months  the  cures  were  also  more  numerous.  In  re- 
spect of  professions  or  trades  the  greater  number  of  insane 
were  among  servants  and  cooks,  from  thirty-five  to  forty-five 
years  of  age. 

The  suttee.  The  inhuman  custom  of  the  “suttee”  or 
burning  of  women  after  the  death  of  their  husbands,  still  con- 
tinues in  India,  but  not,  as  it  would  seem,  as  formerly,  by  vo- 
luntary self-immolation.  After  the  death  of  the  late  rajah  of 
Guzerat,  his  wives,  domestics,  &c.  were  doomed  to  the  pile, 
where  they  were  dragsed  and  burned  amidst  their  agonizing 
shrieks,  in  face  of  a large  collection  of  British  troops,  who 
were  deterred  froih  interfering hy  the  immense  array  of  native 
troops  assembled  to  carry  the  savage  rite  into  execution. 

Poughkeepsie.  A most  extraordinary  sale  of  real  estate 
was  tran.«acted  at  Poughkeepsie  by  Messrs.  James  Bleecker  & 
Sons,  on  Saturday  last,  5th  inst.  About  180  village  lots,  situat- 
ed near  the  new  Mansion  house,  were  put  up  at  auction  in 
single  lots,  wiih  the  i)iivilege  of  one  more,  and  all  sold  to  real 
buyers,  at  prices  varyinc  from  $4  to  $38  per  foot,  on  the  street, 
(average  depths  about  150  feet). 

The  sale  was  numerously  attended  from  the  neighboring 
villages,  and  buyers  from  New  York  and  Troy  competed  with 
the  villagers  for  some  of  the  more  desirable  situations.  The 
gross  amount  of  sales  were  as  follows: 

183  lots  (averaging  price  $351  25) $64,279  37 

The  Mulberry  Farm  of  103  acres,  2 miles  south  of 

the  court  house, 14,000  00 


$78,279  37 

The  above  sale,  with  the  exception  of  the  farm,  was  confined 
entirely  to  the  neighborhood  of  the  improvements  recently 
made  in  the  northern  part  of  the  village,  where  the  land  above 
sold,  3 years  ago  was  purchased  for  $68  per  acre.  The  greatest 
animation  prevailed  amongst  the  bidders;  and  at  the  close  of 
the  day  prices  bad  risen  more  than  10  and  in  some  instances  to 
25  per  cent,  on  the  auction  prices  obtained  at  the  commence- 
ment of  the  sale.  The  result  of  this  first  experiment  of  con- 
ducting large  land  sales  in  this  flourishing  village,  has  been  high- 
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ly  satisfactory  to  all  parties  and  the  increased  value  given  to 
real  estate  hy  the  avidity  evinced  by  buyers,  it  is  uiflieull  to  es- 
timate. 'I'he  iinprovenienis  tints  secured  to  I’uuglikeepsie,  are 
ol  the  utmost  coiiseouence  to  this  raitidly  growiii!'  place. 

[A'.  Y,  Adv. 

Thomas  Gill,  the  driver  of  a mail  car  on  the  line  of  road 
from  Warminster  to  Sarum,  in  England,  niairied  on  the  iJ8lh  of 
June  last,  a lady  of  the  name  of  Angell,  by  which  marriage  he 
will  shortly  come  into  pt)ssessioti  ot  estates  and  money, 
amounting  to  o?iC  mi/fion  sterling.'  J'homas,  as  a condition  of 
receiving  the  property,  is  obliged  to  take  the  name  of  the  An- 
gell family.  Ofcourse  he  will  hang  up  his  whip. 

A PERSON  OF  TASTE.  A French  cook  refused  to  accompa- 
ny the  duke  of  Richmond  to  Ireland,  with  a salary  of  $1,800 
per  annum,  because  there  was  no  Italian  opera  in  Dublin, 

Population  OF  Ireland.  The  report  of  the  commissioners 
on  public  instruction  in  Ireland  states  the  whole  population  to 
be  7,943,000,  divided  among  the  different  sects  as  follows:  Ca- 
tholics, 6,427,000;  church  of  England,  852,000;  Presbytertans, 
642,000;  other  Protestant  dissenters  21,800. 

Rice.  Experiments  in  rice  continue  to  be  successfully  made 
in  Maryland,  as  the  following  paragraph  shews: — 

“A  few  weeks  ago,  we  noticed  the  thrifty  appearance  of  a 
growing  experimental  crop  of  rice,  near  Vienna,  owned  hy  rnaj. 
Leary  of  that  place.  Maj.  L.  was  then  of  opinion  that  it  would 
succeed,  and  also  that  the  extensive  ratige  of  marsh  bordering 
on  the  Nanticoke  in  that  quaiter,  was  susceptible  of  being  con- 
verted into  fine  rice  lands.  The  praiseworthy  efforts  of  him- 
self and  others,  will,  we  hope,  ultimately  establish  the  truth  of 
the  latter  opinion — that  of  the  former  is  already  realized.  His 
little  crop,  sown,  it  is  believed,  about  the  middle  of  May,  is 
now  quite  matured:  and  its  growth,  throughout,  having  been  as 
flourishing  and  vigorous  as  that  of  an  indigenous  plant,  the  pro- 
duct is  good  and  abundant.  We  are  indebted  to  maj.  L.  for 
two  or  three  of  the  slocks,  which  may  be  seen  at  this  office. 

[^Cambridoe  (Md.)  Chronicle. 

Largest  fleece.  Little  cry  and.  great  wool.  We  are  in- 
formed by  Luther  E.  Stevens,  of  this  place  that  he  recently 
took  1,130  lbs.  of  wool  from  301  sheep,  mostly  merino.  This  is 
allowed  to  be  remarkable  by  wool  growers.  A gentleman  in 
New  York  this  spring,  slated  in  one  of  the  papers  that  he  had 
taken  a fleece  weighing  7 lbs.  and  3 quarters  from  one  sheep. 
Another  farmer  in  Vermont,  mentioned  through  a paper  that  he 
had  taken  a fleece  weighing  9 lbs.  10  oz — whether  washed  and 
tagged  he  does  not  say — and  calls  upon  his  brother  farmers  to 
beat  it,  if  they  can.  Mr.  Stevens  took  a fleece  last  week  from 
a full  blood  merino  buck,  three  years  old,  which,  when  washed 
and  tagged,  ready  for  the  market,  weighed  9 lbs.  and  12  oz! 
This  is  the  largest  ever  known  in  the  country,  and  he  challen- 
ges any  farmer  any  where  to  produce  a larger  one. 

[^Clarcmont  Eagle. 

British  navy.  The  British  navy  at  present  consists  of  .544 
ships;  148  of  which  are  actually  in  commission — leaving  396, 
out  of  which  there  are  49  building,  some  ordered  to  be  broken 
up,  others  for  sale,  being  unfit  for  service — a number  that  can- 
not again  be  made  sea  worthy,  and  many  wanting  material  re- 
pairs. There  are  217  vessels  in  ordinary,  supposed  to  be  fit  for 
service  if  wanted;  although  many  of  them  are  not  in  sailing 
condition  at  present,  the  remaining  130  are  employed  promiscu- 
ously, being  unserviceable  for  the  navy,  and  are  used  as  re- 
ceiving ships,  convict  hulks,  quarantine  service,  depots,  &c. 
both  at  home  and  abroad. 

French  navy.  The  number  of  French  ships  of  war  now 
afloat  is  279;  nainely,  27  of  the  line,  35  frigates,  30  brigs,  117 
brigs,  schooners  and  gunboats;  ’19  steam  vessels  of  from  30  to 
160  horse  power;  19  sloops,  28  store  ships  and  4 transports. 

The  caffres  war  at  the  Cape  of  Good  Hope,  has  terminat- 
ed by  the  chieftain  Hintza  consenting  to  pay  .50,000  head  of 
cattle,  and  1,000  horses,  delivering  up  his  arms  and  making  re- 
paration to  the  families  who  had  suffered  by  loss  of  life,  or 
otherwise. 

Heart  rending  event.  The  most  distressing  accident  we 
almost  ever  heard  of  is  stated  to  have  occurred  near  Colborn, 
on  Saturday  last,  under  the  following  circumstances: — Henry 
Tanner,  a young  Englishman,  residing  on  a farm  in  that  neigh- 
borhood. with  his  mother  and  younger  children,  (who  had  but 
three  weeks  ago  only  arrived  from  England  to  Join  him),  going 
into  the  house  ftom  his  labor,  he  found  the  children  playing 
with  a pair  of  percussion  pistols.  Having  a cap  in  his  pocket, 
he  thought  to  amuse  them  by  snapping'it  off;  when  a friend 
cautioned  him,  not  to  point  the  pistol  towards  the  children, 
least  hy  pos.sibility  it  might  be  loaded.  On  this  he  turned  his 
hand  behind  him,  not  thinking  of  his  mother  being  seated  in 
that  direction,  and  pulled  the  trigger.  The  pistol  was  loaded, 
and  the  ball  passed  directly  through  her  chest.  The  poor  wo- 
man we  are  told,  stood  up  for  a moment,  on  receiving  the 
wound,  and  exclaiming,  “Oh!  Henry!  what  have  you  done?” 
fell  at  his  feet.  The  poor  fellow  himself,  as  may  be  expfected, 
has  been  in  a state  of  frenzy  ever  since,  and  it  is  thought,  will 


never  recover  his  senses  again.  An  inquest  was  held  on  the 
body  on  Monday — verdict  accordingly. 

[Coburg,  ( 17.  C.)  Star. 

The  English  government  is  said  to  have  sent  off 
130,000  stand  of  arms  to  Spain. 

Virginia  and  Maryland.  Measures  ate  about  to  he  taken 
for  the  con.slruciion  of  the  link  which  is  to  connect  the  Balti- 
more and  Ohio  with  the  Winchester  rail  road,  at  Harper’s  Fer- 
ry, and  thus  unite  the  iwosiates  in  the  bonds  of  close  reciprocal 
interest.  A friendly  arrangement,  we  learn,  has  been  entered 
into  with  the  Chesapeake  and  Ohio  canal  company,  by  which 
the  Baltimore  and  Ohio  rail  road  will  be  conducted  over  the 
canal  hy  a permanent  vi.iduct,  at  an  elevation  sufficiently  high 
to  avoid  the  necessity  for  a draw,  'i'lie  entire  length  of  the 
vaiduct,  over  the  canal  and  Potomac  river,  will  be  about  nine 
hundred  feet.  Inasmuch  as  the  elevation  at  which  the  road 
must  here  pass  the  river  will  not  admit  ot  a stone  structure,  it 
is  proposed  to  build  the  viaduct  of  wood,  supported  by  two 
abutments  and  seven  substantial  stone  piers.  The  arches  will 
be  eight  in  number,  six  of  which  will  have  the  uniform  span  of 
one  hundred  and  six  feet  each,  one  a span  of  ninety  feel,  and 
the  last  a span  of  seventy  feet.  The  work  is  designed  to  be 
executed  in  a plain,  neat  and  substantial  manner.  When  com- 
pleted, Baltimore  and  Winchester  will  have  a continuous  line 
of  rail  road  between  them,  the  practical  effect  of  which  will  be 
to  bring  them  within  a few  hours  pleasant  travel  of  each  other. 

Silk  manufacture.  There  are  in  France  81,640  silk  looms, 
the  produce  of  which  amounts  yearly  to  211,550,000  francs, 
viz:  139,623,930  francs  for  the  value  of  silks  made  use  of — 
71,926,670  francs  in  payment  of  the  hands  employed  as  work- 
men. Of  these,  Lyons  employs  40,000  which  yield  100,000,000. 
Each  loom  generally  employs  two  individuals:  there  are  there- 
fore 80,000  workmen  employed  in  the  manufacture  of  this 
fabric,  in  Lyons,  and  probably  more  than  160,000  in  all  the 
silk  looms  of  the  kingdom.  This  amount  may  be  safely  doub- 
led, if  the  number  of  workmen  is  computed,  whose  different 
professions  connect  them  directly  with  this  manufacture.  There 
are,  Iherelbre,  320,000  individuals  who  are  supported  by  the 
fabrication  of  silk  alone;  that  is  to  say,  an  hundredth  part  of  the 
population  of  the  kingdom.  The  multitude  who  are  engaged 
in  the  cultivation  of  the  mulberry  tree,  and  the  care  of  the  silk 
worms,  in  the  spinning  and  reeling  of  the  silk,  are  not  included 
in  this  computation. 

Raising  cocoons.  The  silk  business  will  be  best  proseent- 
ed  in  this  country  by  having  it  systematized  as  in  France  and 
Italy.  Raising  the  cocoons  is  one  branch  and  notan  expensive, 
but  rather  a simple  process.  Mulberry  trees  can  be  had  at  a 
trifling  cost  and  when  two  or  three  years  old,  will  furnish 
abundant  food  for  worms.  They  need  occupy  no  grotind  which 
could  be  appropriated  to  other  uses.  They  can  be  planted  by 
the  side  of  fences  in  rows  all  about  a farmer’s  homestead.  Even 
planted  so  close  as  to  form  an  irnpervous  and  beautiful  hedge, 
a valtiable  substitute  for  wooden  fences. 

When  the  worms  are  hatched  from  the  eggs,  a portion  of  the 
barn  or  wood  hottse  can  be  appropriated  to  feeding  them.  About 
six  weeks  only  are  occupied  in  the  process,  and  the  leaves  can 
be  plucked  and  all  needed  attentions  given  the  worms  by  young 
boys  or  girls  with  very  little  experience.  After  the  feeding  is 
over  and  they  begin  to  wind  their  cocoons,  they  require  no 
farther  attention.  The  work  is  infinitely  more  agreeable,  as 
well  as  lucrative,  than  the  sedentary  employment  of  covering 
buttons  or  even  working  at  palm  leaf  hats  or  straw  brading. 

When  the  cocoons  are  wound,  they  can  find  a ready  cash 
market.  The  large  establishments  which  are  coming  into  ex- 
istence in  this  country , both  for  raising  worms  and  winding 
and  weaving  the  silk,  will  consume  more  than  can  be  had  for 
twenty  years.  In  France  and  Italy,  Ihe  leaves  are  furnished 
by  one  class  of  persons,  another  buys  them  and  feeds  the 
worms,  while  others  piirclia.se  the  cocoon  and  wind  them  for  a 
fourth  class,  who  'htanufaotiire  the  silk.  Cocoons  are  sold  ns 
other  commodities  are,  carried  into  market  by  the  peasantry 
every  morning,  where  purchasers  are  ever  ready  to  secure  a 
good  article.  We  earnestly  urge  upon  every  farmer  to  plant 
mulberry  trees  and  furnish  a healthful  and  lucrative  employ- 
ment f<*r  his  little  ones.  [Sorlhampton  Cour. 

Law  case — in  Brooke  county  court,  Va,  From  the  Wellshurg 
Republican.  C.  Truesdell  vs.  R.  McConnell  and  wife.  This  was 
an  action  of  debt  brought  against  husband  and  wife,  on  a note 
executed  by  the  wife  before  marriage.  The  defendants  plead- 
ed: first,  payment;  and  secondly,  th.it  the  wife  was  a lunatic  at 
the  time  of  the  execution  of  the  note.  The  plea  of  lunacy,  the 
one  upon  which  the  defendants  relied,  was  put  in  by  the  hus- 
band alone.  The  counsel  for  the  plainlilf  instead  of  demurring 
to  it,  objected  to  the  filing  or  reception  of  the  plea,  upon  the 
grounds,  that  it  was  unprecedented;  and  also,  that  it  was  inad- 
missible upon  the  old  common  law  principle,  that  a man  shall 
not  be  permitted  to  stultify  himself;  but  the  court  over-ruled 
the  objection  and  accepted  the  plea.  Whereupon  the  plaintiflT 
took  issue.  The  evidence  before  the  jury  was  conclusive,  and 
consequently  the  verdict  was  for  the  defendants. 

We  call  this  a novel  case,  because  the  counsel  for  the  plain- 
tiff stated  to  the  court,  that  he  had  searched  diligently,  and  been 
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unable  to  find  a precedent  eitlier  in  Mie  English  or  American 
books;  and  the  counsel  for  the  defendants,  was  also  unable  to 
produce  a precedent.  An  appeal  to  the  circuit  court  will  pro- 
bably be  taken. 

The  followine  heaniifiil  tributary  lines  are  ascribed  to  the  rev. 
Andrew  Read,  of  England,  who  tvas  recently  in  the  United 
States  and  visited  the  tomb  at  Mount  Vernon: 

Washingtok, 

The  brave,  the  wise,  the  good: 

Washington, 

Supreme  in  war,  in  council  and  in  peace: 
Washington, 

Valiant  without  ambition,  discreet  without  fear; 

And  confident  witliout  presumption: 
W>-ShlNGTON, 

In  disaster  calm;  in  success  moderate;  in  all  himself: 
Washington, 

The  hero  the  patriot,  the  Christian; 

The  fatlier  of  nations,  the  friend  of  mankind; 

Who, 

When  he  had  won  all,  renounced  all; 

And  sought, 

In  the  bosom  ot  his  family  and  of  nature, 
Retirement; 

And  in  the  hope  of  religion. 

Immortality. 


Letters  in  “apposition.”  The  two  following  letters  have 
been  placed  side  by  side  and  published.  The  first,  w'e  believe, 
was  addressed  to  Mr.  Monroe,  editor  of  the  Baltimore  Patriot — 


the  latter  enclosed  proposals  If 
by  the  same  person,  holding  the 
LETTER  first. 

March  24,  1829. 

The  interests  of  the  country 
demand  that  the  (4lh  auditor’s) 
office  shall  be  filled  with  men 
o/6ustnessand  not  with  Jafcfifing 
politicians.  Partisan  feelings 
shall  not  enter  here,  if  I can 
keep  them  out.  To  others  be- 
long the  whole  business  of  elec- 
tioneering; tome  and  my  clerks 
otherduties  are  assigned.  Them 
I shall  endeavor  to  discharge  in 
the  spirit  of  reform  which  has 
made  gen.  Jackson  president, 
“Vain”  I may  be,  proud  I am, 
that  the  president  has  given  me 
an  opportunity  to  aid  him  in 
proving  that  reform  is  not  an 
empty  sound,  and  is  not  to  ap- 
ply merely  to  change  of  men. 

Henceforth,  assiduously  de- 
voted to  my  official  duties,  I 
shall  leave  my  enemies  and  his 
to  their  freedom  of  speech  and 
the  press,  resting  to  puhlic  con- 
fidence on  my  acts.  Very  re- 
spectfully, your  fiiend,  &c. 

Amos  Kendall. 


)r  an  extra  Globe;  both  written 
same  office. 

LETTER  SECOND. 

Washington,  Mpril  23, 1832. 

Bear  sir:  I take  the  liberty  to 
enclose  you  certain  proposals, 
which  speak  for  themselves. 
The  people  need  only  correct 
information,  and  the  proposed 
paper  will  give  it  on  the  cheap- 
est TERMS.  It  is  intended  to 
reach  every  neighborhood  in 
the  union;  and  it  is  peculiarly 
desirable  that  it  should  be  circu- 
lated through  ALL  Kentucky. 
It  will  render  essential  ser- 
vice IN  ALL  YOUR  ELECTIONS. 
Will  you  take  the  trouble,  for 
the  sake  of  our  good  cause,  to 
raise  a subscription  in  your  quar- 
ter, and  make  a speedy  return 
of  names  and  money.  The 

TIME  FOR  ACTION  IS  AT  HAND. 

The  president  is  well  and  in 
excellent  spirits.  I do  not  doubt 
that  the  people  whom  he  has 
BO  honestly  served,  will  trium- 
phantly sustain  him.  With 
great  respect,  yours  truly, 

Amos  Kendall. 


A DISAPPOINTMENT.  The  public  has  been  called  upon  several 
limes  lately  to  bestow  a liberal  quantum  of  admiration  upon 
the  ingenuity  of  a certain  blacksmith  living  somewhere  among 
the  rocky  hills  of  Vermont,  who  had  invented  a sort  of  per- 
petual motion,  the  moving  power  of  which  was  electro-magnet- 
ism.  The  story  first  appeared  in  the  Albany  Daily  Adverti- 
ser, but  with  a slight  omission,  which  the  latest  number  of  that 
paper  has  been  kind  enough  to  supply,  in  the  following  very 
significant  words:  “We  are  sorry  to  inform  our  coteinporaries 
that,  on  further  examination,  the  plan  of  the  Brandon  black- 
smith will  network.”  {S^ational  Gaz. 

To  the  editors  of  the  Albany  Daily  .Advertiser. 

I have  just  read  in  the  New  York  Commercial  Adverti.ser  the 
following  extract  from  your  paper:  “We  are  sorry  to  inform 
our  cotemporaries  that,  on  farther  examination,  the  plan  of  the 
Brandon  blacksmith  will  not  work.”  Knowing  one  of  the 
editor#  of  your  paper  to  be  a gentleman  of  true  science,  and 
liberal  feelings,  1 feel  assured  that  he  will  contradict  this  mis- 
take, or  misinformation,  on  my  assurance,  that  it  is  totally  un- 
true. 

Immediately  after  professors  Bache,  of  Philadelphia,  and 
Henry,  of  Princeton,  had  examined  this  machine  in  brisk  mo- 
tion, the  honorable  Stephen  Van  Rensselaer  purchased  it  and 
placed  it  in  my  possession  and  care.  And,  on  account  of  the 
battery  caps  being  injured  in  Philadelphia,  it  has  not  been  set 
in  motion  since  I received  it.  But  I have  often  seen  it  in  mo- 
tion, and  know  it  to  be  ail  that  has  been  said  of  it  by  profes- 
sors Bache,  H enry, Turner,  and  myself— it  does  ^‘work^’ most 
astonishingly. 

I have  no  interest  in  the  invention;  but,  as  the  error  i.s  cal- 
culated to  injure  an  insenious  mechanic,  1 request  you  to  pub- 
lish the  following  article: 

On  the  fourteenth  of  October  next,  the  electro-magnetic  ma- 
chine, invented  by  Thomas  Davenport,  a blacksmith  of  Bran- 
don, Vermont,  shall  be  erliibited  gratuitously,  at  the  court 


house  of  Troy,  at  three  o’clock,  P.  M.  It  shall  be  in  full  ac- 
tion, moved  solely  by  electro-magnetism;  carr>ing  three  wheels 
weighing  eleven  pounds,  a miniature  irip-liammer,  as  an  em- 
blem of  the  inventor’s  avocation. 

I'he  tourieenih  of  October  being  the  closing  day  of  examina- 
tion at  Ren.sselaer  institute,  numerous  gentlemen  of  science 
may  be  present;  and  it  is  to  be  hoped  that  the  ingenious  inven- 
tor ol  tins  exiiaordinary  machine,  may  find  a patron  among 
them.  Amos  Eaton, 

Senior  professor  in  the  Rensselaer  institute. 

Troy,  September  7,  1835. 

Note.  “Fifty  times  per  second,”  in  the  description  of  the 
revolutions,  should  be  fifty  tunes  per  minute.  It  is  presumed 
that  the  common  sense  of  readers  corrected  this  mistake. 

Prices  of  stock,  in  the  w'est.  From  the  Paris,  Ky.  ‘^Citi- 
zen.” We  attended  Mr.  Spear’s  public  sale  the  other  day  and 
mention  it  only  to  state  the  prices  which  some  of  the  stock 
brought.  The  jack,  Sampson,  was  sold  for  1,501  dollars,  on  a 
credit  of  9 and  12  months.  Twenty-one,  choice  of  sixty-three 
yearling  mules  sold  for  85  dollars  each,  on  four  months  credit 
we  believe;  and  the  whole  lot  averaged  $69  66f  cents.  The 
blooded  bull  Oscar  sold  for  $305,  and  the  blooded  cattle  gene- 
rally brought  fair  prices. 

While  mentioning  this  sale,  we  may  mention  sales  of  several 
blooded  cattle  in  Fayette  and  Scott,  as  stated  in  the  Observer 
and  Reporter.  The  rev.  Mr.  Dudley  sold  a bull  calf  18  months 
old,  a cross  of  the  impoitaiion  of  1817  and  tlie  Powell  stock,  for 
$300.  B.  Warfield,  esq.  his  yearling  bull  Chieftain,  by  Pontiac, 
dam  May  Dacre,  to  a gentleman  of  Ohio  for  $300;  and  captain 
Garth,  of  Scott,  his  full-blooded  short  horn  Durham  cow,  Mary 
Owings,  with  her  bull  calf  two  months  old  by  Pontiac,  to  Tho- 
mas M.  Allen,  of  Fayette,  for  $350. 

Steam  engines  in  France.  A statistical  account  of  the 
steam  engines  in  existence  in  France,  taken  under  the  direc- 
tion of  the  administration  des  mines,  has  been  completed  up  to 
the  end  of  1833,  when  there  were  947  steam  engines,  presenting 
together  a force  of  14,746  horse  power— a single  horse  power 
being  estimated  at  75  killogrammes,  or  165  lbs.  avoirdupoise, 
raised  to  the  height  of  a metre,  or  nearly  four  feet  to  a second. 
Of  these  engines,  759  were  made  in  France,  144  abroad,  and  44 
whose  manufacture  has  not  been  ascertained.  This  account 
shows  that  in  all  the  years  from  1827  to  1833  inclusive,  the  last 
year  was  that  within  which  the  greatest  number  of  engines  has 
been  erected.  These  amounted  to  130,  of  which  five  only  were 
of  foreign  manufacture.  It  also  shows  that  of  the  904  engines 
whose  inanufacture  has  been  ascertained,  334  were  of  low  pres- 
sure, and  .569  of  high  pressure.  These  903  engines  form  the  to- 
tal of  those  which  have  been  constructed  within  the  last  tw'en- 
ty  years,  and  it  is  only  during  the  last  four  or  five  years  that  the 
immense  advantages  of  the  high  pressure  engines  liave  been 
fully  acknowledged;  and,  consequently,  the  greater  number  of 
569  liigh  pressure  engines  have  been  formed  during  this  last  pe- 
riod; so  that  the  present  proportion  is  not  as  334  to  569,  but  as 
1 to  3 or  4.  However  this  may  be,  it  is  proved  that  there  are 
now  in  use  in  France  a great  number  more  high  pressure  than 
low  pressure  engines.  On  the  1st  January,  1834,  there  were  in 
France  95  steam  vessels,  besides  those  in  the  service  of  govern- 
ment. The  engines  they  employ  are  ] 18  in  number,  of  which 
82  are  on  the  low  pressure,  and  36  on  tlie  high  pressuie  princi- 
ple. But  it  is  remarked  that  these  vessels  have  been  built  a 
long  time,  and  therefore  when  the  low  pressure  principle  was 
most  in  favor.  Of  these  118  engines  which  present  a force  of 
3,480  horse  power,  .34  have  been  ascertained  to  be  of  French 
construction,  59  foreign,  and  the  remaining  35  are  unknown. 
At  present  the  engines  constructed  in  France  in  proportion  to 
those  made  abroad  is  not  as  34  to  59,  but  as  125  to  5.  There- 
fore the  engines  on  board  the  steam  vessels  which  are  of  foreign 
manufacture  are  of  an  old  date,  and  of  a period  when  the  high 
pressure  engines  were  but  little  used. 

Ruiz,  the  pirate,  (says  the  Boston  Transcript  of  Saturday 
last),  who  has  been  twice  reprieved  by  the  president,  once  for 
sixty  and  again  for  thirty  days,  on  the  score  of  insanity,  was 
hung  this  morning  at  10  o’clock,  in  the  prison  yard,  his  last  term 
of  reprieve  having  expired,  and  a jury  of  physicians  having  pro- 
nounced him  sane.  It  is  generally  believed  that  he  has  been 
so  from  the  first — and  that  his  insanity  w.is  pretended.  He  was 
attended  this  morning  by  a Catholic  priest  and  the  Spanish  con- 
sul. He  was  informed  by  the  priest  that  there  was  no  hope  of 
escape,  and  that  he  must  die  this  morning.  He  was  again  so 
informed  at  half  past  nine  o’clock,  and  was  told  that  the  lime 
now  approached.  He  inquired  how  soon — and  on  being  told  in 
half  an  hour — he  did  not  seem  to  be  much  aflfected,  but  asked 
for  water — which  being  brought,  he  soaked  bread  in  it,  and  ate 
heartily.  He  walked  to  the  gallows  with  firmness  and  a man- 
ner approaching  to  levity — it  was  not  until  he  was  placed  on 
the  platform  and  the  officer  proceeded  to  lie  his  feet  together 
and  draw  the  cap  over  hi.s  eyes  th.Tt  hope — which  he  had  evi- 
dently cherished  until  then,  fled  and  left  him- trembling  with 
despair,  his  frame  shook  and  his  whole  body  was  convulsed 
vvitli  emotion. 

The  cord  was  soon  cut,  the  platform  fell,  and  he  died  quick- 
ly and  with  scarcely  a struggle.  Marshal  Sibley  had  adopted 
every  measure  in  his  power  to  prevent  general  ptihlicity  being 
given  to  his  intention  to  execute  him  this  morning,  and  the  spec- 
talore  were  very  few,  both  in  the  jail  yard  and  outside  the  walls. 
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The  arrangements  for  the  execution  were  made  with  perfect 
propriety  and  regard  to  the  feelings  of  humanity. 

INTERNAL  IMPROVEMENTS. 

The  following  sound  and  forcible  remarks  were  made  by  A. 
Stewart,  esq.  of  Utica,  N.  Y.  in  the  course  of  an  address  deli- 
vered before  the  convention  recently  held  at  Owego,  for  the 
purpose  of  furthering  the  great  undertaking  of  the  rail  road 
from  the  Hudson  to  Lake  Erie: 

What  has  been  done  on  the  subject  of  rail  roads  and  canals 
in  New  York,  Pennsylvania  and  Ohio,  in  the  last  seventeen 
years,  will  exceed  all  which  has  been  done  by  Europe  from  the 
morning  of  time — The  sister  states  will  be  laid  under  lasting 
obligation  to  New  York,  for  her  great  example  in  the  work  of 
internal  improvements,  which  has  given  new  impulse  to  the  af- 
fairs of  mankind. 

What  better  could  New  York  do  with  the  vastness  of  her  re- 
sources, than  judiciously  expend  100  millions  of  dollars  in  rail 
roads  and  canals.^  Every  dollar  would  be  quadrupled  in  private 
and  public  benefit. 

The  world  has  been  exhausted  in  all  her  resources,  hitherto, 
in  war  and  architecture.  The  war  wasted  resources  of  the 
world  would  have  made  every  inch  of  land  a garden,  from  the 
regions  of  eternal  ice  to  the  burning  line. 

Our  late  patriotic  war,  cost  us  130  millions  of  money,  which 
would  have  made  us  ten  thousand  miles  of  rail  road  and  canal. 
Had  this  130  millions  been  so  appropriated,  it  would  have  left 
my  country  ahead  of  this  world. 

Look  at  the  waste  of  public  money  and  human  labor,  in  the 
useless  architecture  of  the  pyramids,  those  “piles  of  wonder” 
and  “sleeping  place  of  death”  mere  pride  and  ostentation! 
The  proud  monarchs  by  whom  built,  their  names  are  perished 
from  the  records  of  human  remembrance.  The  same  labor  and 
money  would  have  united  the  Nile  and  Red  Sea,  the  Persian 
Gulf,  and  saved  the  long  and  dangerous  navigation  around  the 
Cape  ofGood  Hope. 

Look  at  the  Languedoc  canal— the  only  monument  likely  to 
rescue  the  memory  of  Louis  14th  from  oblivion;  but  what 
was  this  expenditure  compared  with  the  waste  of  money  on 
building  the  palaces,  and  making  the  wild  hills  of  rocks  and  fic- 
titious lake  at  Versailles'* — amounting  to  the  enormous  sum  of 
400  millions  of  dollars — a sum  sufficient  to  have  brought  a rail 
road  and  canal  to  the  gate  of  every  city  and  village  in  France, 
and  left  a direct  communication  between  such  city  and  village, 
and  the  Mediterranean  and  Atlantic.  These  same  palaces  at 
Varseilles  are  now  a frightful  solitude;  nothing  is  seen  amongst 
this  melancholy  waste  of  human  means  and  labor  of  a nation, 
but  an  old  decayed  officer,  hobbling  over  the  piles  of  sculpture 
and  through  empty  palaces,  to  show  the  stranger  and  traveller 
those  vacant  abodes  of  the  departed  enemies  of  man. 

The  energies  of  the  Grecian  and  Roman  nations  were  squan- 
dered upon  those  expensive  erections  of  marble  which  inflamed 
pride  and  ambition,  without  benefitting  the  commerce  of  tho.-;e 
nations.  What  would  have  made  ten  miles  of  canal,  was  ex- 
pended on  the  polish  of  the  columns  of  a heathen  temple. 

Look  at  modern  Europe,  covered  with  abbeys,  castles  and 
the  non.sense  of  kings,  by  which  the  power  of  the  nation  has 
been  wasted  on  the  pride  of  architecture. 

The  money  spent  on  any  one  of  the  1,000  wars  of  Europe, 
would  have  connected  the  Indian  ocean  with  the  Mediterra- 
nean, and  the  Pacific  with  the  Atlantic  by  the  Isthmus  of  Da- 
rien; and  the  too  often  disastrous  navigation  around  Cape  Horn 
and  that  of  Good  Hope  might  have  been  avoided,  and  the  navi- 
gation of  the  globe  shortened  one-half. 

But  the  modern  cry  which  had  been  raised  against  improve- 
ments of  this  lovely  land,  is  the  senseless  cry  of  Monopoly! 
Monopoly!  Monopoly!  A rail  road  is  a wonderful  monopoly 
— in  which  the  rich  man’s  money  is  expended  in  making  the 
poor  man’s  road.  Take  forexample,thecontemplated  rail  road 
from  Utica  to  Schenectady,  80  miles:  it  is  found  that  200,000 
poor  persons  pass  over  this  route  now,  in  a year;  the  stage 
fare  is  ^3— time  in  bad  going  34  hours,  in  good  12.  Contemplat- 
ed price  for  a poor  man  on  the  rail  road,  $1 — to  go  through  in 
four  hours,  saves  ,>$2  in  money — but  he  saves  his  own  capital- 
time.  The  rich  build  the  last  described  road,  and  distribute  of 
positive  benefits  among  the  poor  (supposing  200,000  to  travel 
over  it) — no  less  than  ^2  each,  or  $‘400,000  among  200,000  per- 
sons. Which  will  divide  the  greatest  profit,  the  rich  men  who 
own  the  stock,  or  the  poor  men  who  travel  the  road.? 

But  this  is  not  all;  rich  men  think  it  hard  to  spend  any  more 
than  their  income,  and  encroach  on  their  principal.  Rut  the 
poor  man,  when  he  spends  a day  or  hour  of  time  .in  travelling, 
is  spending,  so  far  as  time  is  concerned,  his  very  capital — for 
his  only  capital  is  time.  A rail  road  is  an  annihilator  of  dis- 
tance, and  a time-saver,  and  the  poor  man’s  friend— and  when 
he  uses  it,  it  takes  less  of  his  capital  than  any  other  known 
mode.  Rich  men  ought  to  be  compelled  to  make  rail  roads 
through  the  great  thoroughfares  of  the  land,  at  a just  toll;  as  by 
this  means,  the  money"ofthe  rich  benefits  the  poor  man,  stran- 
ger and  traveller,  as  much  as  it  does  the  rich.  I’he  [toor  man 
gets  a benefit  from  this  monopoly,  every  time  he  uses  the  road; 
the  stockholder  gets  his  dividend  again  in  6 months  on  the  road; 
but  the  poor  man  gets  his  dividend  as  often  as  he  finds  it  neces- 
eary  to  use  the  road.  But  forbid  the  rich  to  invest  their  money 
in  these  rail  roads,  and  they  will  purchase  out  the  farmers. — 
The  60,  75,  100  and  150  acre  farmer,  without  any  outlet  for  his 
produce,  sells  one  after  another  to  the  rich  man,  who  buys  out 
100,000  acres,  and  leaves  no  freeholder,  until  his  plantation 


reaches  another  rich  man’s.  Who  have  these  rich  men  under 
them.?  Not  the  sturdy  owner  of  the  soil — but  the  grovelling  ten- 
ant, the  cattle  tender,  the  shepherd  and  his  own  minions.  Then 
for  want  of  the  monopolies  or  rail  road.s,  benefiting  the  whole 
land  through  which  they  pass,  making  each  little  freeholder’s 
farm  a garden,  lovely  and  desirable — our  farmers  without  roads, 
sell  to  the  rich,  and  he  is  away  to  the  rolling  prairies  of  the  far 
west. 

Behold  this  noble  enterprise,  the  great  southern  rail  road; 
commencing  at  the  Tappan  Bay,  it  mounts  and  winds  her  way 
through  the  Alleganies — glides  along,  the  companion  of  the  no- 
ble Susquehannah — passing  to  Lake  Erie,  she  stretches  her 
long  race  through  Ohio,  Indiana  and  Illinois,  till  she  is  for  the 
first  time  made  to  pause  in  her  majestic  march  by  the  father  of 
waters. 

Let  us  support  this  noble  vvorte-.^0ne  of  the  greatest  in  con- 
templation this  world  has  ever  seen.  Let  ten  million  be  ex- 
pended, and  the  state  of  N.  York  alone  is  fifty  millions  richer. 

The  capitalists  who  have  invested  their  money  in  this  noble 
undertaking  deserve  the  thanks  of  New  York,  of  the  nation,  of 
the  world. 

And  the  delegation  of  the  county  of  Oneida  takes  great  plea- 
sure in  informing  this  convention,  that  Oneida  county  feels  a 
deep  and  abiding  interest  in  the  success  and  final  accomplish- 
ment of  the  great  southern  rail  road;  believing  the  day  has  for- 
ever gone  by  in  which  one  section  of  the  empire  state  is  to  fat- 
ten by  the  injustice  done  to  another. 

Qii^This  is  the  doctrine  that  we  have  long  taught. 
“The  rich  against  the  poor!”  We  have  always  insisted 
that  “time  was  money,”  and  to  the  “poor”  especially, 
because  it  is  the  “capital”  that  they  have  to  dispose  of. 
The  “monopoly”  that  Mr.  Stexoart  speaks  of,  is  not  such 
a one  as  exists  in  New  Jersey — where,  (and  in  the  case 
of  the  Camden  and  Amboy  rail  road),  the  liberty  to 
cross  the  state,  in  any  wise,  between  New  York  and  Phi- 
ladelphia, has  been  sold  by  the  legislature;  but  it  refers 
only  to  charging  a “just  toll”  on  the  transportatioH  of 
persons  and  goods,  which  is  determined  by  the  legisla- 
ture. If  the  people  do  not  like  that — their  rightful  re- 
medy is  in  making  a new  road  or  canal,  or  to  travel  on 
the  old  route.  Tliis  will  prevent  all  “monopolies”— 
from  running  into  mdsances. 

PETERSBURG  VOLUNTEERS. 

As  citizens  of  Petersburg,  as  admirers  of  devoted  patriotism, 
feeling  a just  pride  in  the  glory  and  reputation  acquired  by  the 
Spartan  band  of  youthful  heroes  which  our  town  sent  forth  to 
mingle  in  the  conflict  on  our  northern  frontier,  we  take  plea- 
sure in  furnishing  the  Whig  with  the  names  of  those  belonging 
to  that  corps,  which,  in  the  language  of  their  commander-in- 
chief “immortalized  the  appellation  by  which  it  was  distin- 
guished.” 

Captain — Richard  McRae. 

Lieutenants — William  Tinsdale,  1st;  Henry  Gary,  2d. 

Ensign — Shirley  Tisdale. 

Sergeants- James  Stevens,  1st;  Robert  B.Ceok,  2d;  Samuel 
Stevens,  3d,  w;  John  Henderson  4ih. 

Corporals — Norborn  B.  Spotswood,  1st;  John  Perry,  2d;  Jo- 
seph Scott,  3d,  iv;  Thomas  G.  Scott,  4th,  w;  Joseph  C.  Noble, 
5th;  G.  T.  Clough,  6th,  k. 

JUitsicians— Daniel  Eshon,  tc;  James  Jackson,  w. 

Privates. 

James  Jeffers, 

William  Lacey, 

Herbert  C.  Lofton,  %v 
Benjamin  Lawson, 

Alfred  Lorain, 

William  Jjauier, 

William  R.  Leigh,  w 
David  Mann, 

Nicholas  Massenburg,  A 
Anthony  Mullen, 

Benjamin  Middleton, 

Roger  Mallory, 

Joseph  Mason,  w 
Edward  Mumford, 

Samuel  Miles, 

James  Pace, 

James  Peterson, 

Richard  Pool, 

Benjamin  Pecram, 

Thomas  W.  Perry,  w 
John  Potter, 

John  Rawlings, 

George  Richards, 

William  P.  Rawlings, 

Evans  RawliiiL's, 

George  P.  Raybourne, 

John  Shore,  k 
John  Shelton, 

Richard  Sharp, 

John  H.  Smith, 

John  Spratt, 

Robert  Stevens, 

Ezra  Stith,  «> 


Andrew  Andrews, 
Richard  Adams, 

John  Bignall, 

Edward  B ranch, jr. 
Richard  H.  Branch, 
Thomas  B.  Bigger, 
Robert  Blick,  ra 
George  Burge,- 
William  Burton, 
Daniel  Booker, 

Richard  Booker, 
George  Booker,  k 
Joseph  R.  Bentley, 
John  W.  Bentley, 
Edmund  Brown,  w 
Thomas  Clarke, 
Reuben  Clements, 
Moses  Clements, 
James  G.  Chalmers, 
Edward  Cheniwortli, 
James  Cabaniss, 
Edward  H.  Coghill, 
Samuel  Cooper,  w 
James  Cureton, 
William  R.  Chieves,  w 
George  Craddock, 
Laven  Dunton, 

Wm.  B.  Degraffenreidt, 
George  P.  Digges, 
Grieve  Drummond,  w 
Alfred  O.  Eggleston, 
James  Farrar, 

John  Frank, 
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Edmunds  Gee, 

James  Garey, 

Frederick  Garey, 

George  Grundy, 

George  W.  Grymes, 

Leroy  Graves, 

Edmund  M.  Giles, 

William  Harrison, 

Nathaniel  Harrison, 

Jacob  Humbert, 

John  C.  Hill, 

w Wounded  at  Fort  Meigs 

NULLIFICATIoJToF  the  LAWS! 

From  the  Schenectady,  N.  Y.  Cabinet,  of  August  26. 

TEXT. 

“fFe  oive  an  obligation  to  the  laws,  but  a higher  one  to  the 
communities  in  which  we  live,  and  if  the  former  be  perverted  to 
destroy  the  latter,  it  is  patriotism  to  disregard  them.^’ — Amos 
Kendall,  postmaster  general. 

COMMENT. 

Believing  that  the  act  passed  at  the  last  session  of  the  legisla- 
ture of  this  state,  restricting  the  circulation  of  bank  notes  under 
the  denomination  of  $5,  to  be  contrary  to  the  spirit  of  the  vari- 
ous laws  incorporating  the  several  banks  of  this  state — they 
being  established  for  the  ostensible  object  of  aiding  the  business 
operations  of  the  several  communities  in  which  they  are  locat- 
ed, and  believing  our  “obligation  to  the  community  in  which 
we  live”  to  be  “higher”  or  greater  than  our  “nhi.suuoii  to  the 
Jaw”  or  act  above  referred  to,  wp  hor-oby  give  notice,  that  from 
and  after  the  1st  day  of  September,  proximo,  we  shall  continue 
to  receive  bills  of  the  denomination  of  one  dollar,  contrary  to, 
and  as  though  said  act  had  never  been  passed. 

From  the  New  York  “Sun.” 

Notwithstanding  the  malediction  of  the  legislature,  and  the 
fearful  threat  of  penalties  against  one  dollar  bills,  should  they 
venture  any  longer  to  poke  their  noses  into  circulation,  these 
hardy  and  intrepid  little  adventurers  still  contrive  to  worm 
their* forbidden  way  through  the  marts  of  business  and  trade, 
and  claim  almost  as  high  a consideration  as  if  they  had  never 
been  anathematized  by  a legislative  decree.  The  terrible  scold- 
ing that  lately  fulminated  from  the  numerical  mouth  of  the  fa- 
thers of  our  land,  appears  to  have  little  effect  in  keeping  these 
troublesome  little  travellers  at  home,  or  driving  them  to  the  pa- 
rental arms  of  their  own  mother  banks.  They  have  made 
many  interesting  acquaintances  in  their  repeated  perambula- 
tion through  the  city  and  country;  they  have  secured  for  them- 
selves a kind  and  welcome  reception  in  many  a money  drawer 
that  would  have  been  untenanted  without  them,  and  they  have 
fed  and  feasted  so  many  hungry  mouths,  and  clothed  so  many 
naked  bodies  that,  out  of  pure  gratitude,  those  whom  they  have 
so  often  blessed,  cannot  find  it  in  their  hearts  to  turn  them 
from  their  doors  or  spurn  them  from  their  presence,  when  they 
graciously  extend  to  them  their  hands.  The  fact  is,  the  little 
rascals  know  the  good  opinion  the  public  entertain  of  them  too 
well,  and  the  many  excellent  friends  they  have  purchased  at  a 
dollar  a piece,  to  care  much  about  the  cruel  decrees  of  a set  of 
crusty  old  law  givers.  They  are  besides  a numerous  family, 
and  confide  in  their  numerical  strength  for  support  to  their 
cause:  and  thus  they  slide  along  as  smooth  as  oil,  laughing  at 
laws  and  prohibitions,  knowing  that  as  long  as  they  will  buy 
meat  and  bread  for  the  hungry,  and  clothes  for  the  naked,  and 
physic  for  the  sick,  and  drink  for  the  thirsty,  there  is  no  dan- 
ger to  be  apprehended  to  any  of  their  tribe.  And  to  stop  them 
would  be  as  impossible  as  to  bottle  up  moonshine,  or  draw  the 
ocean  with  a thimble. 

P'rom  the  N.  Y.  Evening  Star. 

We  are  all  in  a pretty  box  since  those  little  monsters,  called 
one  dollar  notes,  have  been  drumtned  out  of  the  city.  The 
bunks  will  give  you  gold,  plenty  of  gold,  yea  Jackson  gold,  five 
dollar  pieces,  but  no  silver,  no  ftps,  pistareens  or  shillings.  We 
can  make  no  change  in 'the  markets;  and  all  the  Jackson  Van 
Buren  hucksters  have  turned  their  politics,  on  the  ground  that 
“two  of  a trade  can  never  agree.”  The  poor  agrarians,  who 
seldotn  have  more  than  a one  dollar  note,  and  who  clamored 
for  the  law  until  it  was  passed,  are  quite  in  the  dutnps  at  seeing 
so  little  hard  money  substituted.  So,  in  the  sequel,  will  all  the 
promises  of  this  treacherous  administration  turn  out,  a humbug 
from  beginnins  to  end. 

From  the  Oneida  Whig. 

We  shall  take  one  dollar  notes  at  our  office — law  to  the  con- 
trary notwithstanding.  We  understand  this  is  the  determina- 
tion of  the  merchants  in  town  generally.  Notes  of  banks  out 
of  the  state  will  not  of  course  be  received.  There  is  no  good 
reason  why  they  should,  and  some  reason  w hy  they  should  not. 
There  is  a penally  of  fifty  dollars  for  any  iiote  taken,  issued  by 
a bank  out  of  the  state.  We  do  not  generally  approve  of  deli- 
berate violations  of  law;  but  in  this  case,  the  law  conflicts  with 
the  convenience  of  the  public. 

is  very  plain,  from  what  we  see,  that  a stoppage 
of  the  circulation  of  one  dollar  hills,  in  New  York,  zvill 
not  be  possible,  nnAav  present  circumstances — that  it  will 
“be  cotisidered  patriotism  to  disregard  the  laws!” — and 
of  which  every  man  has  the  right  of  determination  in 
himself!  Such  is  the  state  of  morals  under  which  we 
live! 


Thomas  Scott,  w 
John  H.  Saunders, 
Daniel  Worsham, 
Charles  Wynne, 
Nathaniel  H.  Wills,  w 
Thomas  Worsham, 
Samuel  Williams,  k 
James  Williams, 

John  F.  Wiley,  w 
David  Williams. 

. k Killed  at  Fort  Meigs. 


It  is  -written,  and  so  it  is.  In  this  particular  case,  how- 
ever, the  law  may  be,  after  a while,  enforced,  through 
the  power  of  the  state  over  her  banking  institutions — for 
the  one  dollar  notes  will  return  to  the  condition  in  which 
they  were — that  of  mere  ragf,  and  the  issue  of  new  ones 
may  be  prevented.  There  is  a general  disposition,  how- 
ever, to  keep  them  a-going  as  long  as  it  is  possible — the 
banks  refusing  change  for  them;  and  the  “poor”  do  not 
go  to  market  with  half  or  quarter  eagles.  And  if  they 
did — they  would  not  obtain  change  for  them.  A person 
in  New  York,  the  other  day,  sent  a 100  dollar  note  to- 
one  of  the  pet-banks,  for  silver.  They  sent  him  gold — 
which  he  paid  one  per  cent,  to  convert  into  silver. 
“There  are  more  ways  than  one  to  kill  a dog.” 

We  encountered  no  such  difficulties  in  Maryland, 
when,  several  years  ago,  we  prohibited  the  circulation  of 
small  bank  notes — and  this  was  before  the  days  of  the 
“humbug.”  Our  banks  gave  out  silver  coins  cheerfully; 
and  we  think  that  both  the  safety  and  (he  convenience  of 
our  people  have  been  much  increased  by  the  banishment 
of  filthy  and  fly-a-way  pieces  of  paper.  He  who  has 
bank  notes — notes  of  any  bank  in  Maryland,  readily  ob- 
tains, and  long  has  obtained,  silver  for  them,  at  his  own 

nlpasm-p- and  small  debts,  or  demands,  are  paid  in  small 
coins.  JNo  inconvenience  nas  rebUiicu”xi.w..A...-  

ing' — 'for  not  many  small  notes  were  in  circulation,  and 
they  were  for  change  only.  No  “speculations”  were 
made,  nor  large  sums  paid  in  them.  They  were  not 
forced  on  the  community — and  were  quietly  and  speedily 
retired.  But  in  some  of  the  states,  they  have  been  issued 
by  the  ream,  the  banks  redeem  them  reluctantly,  and  the 
people,  unaccustomed  to  the  “constitutional  currency,” 
xvill  circulate  them,  as  long  as  the  rags  hold  together. 


— ->+e  ® 

THE  “N.  Y.  EVENING  POST”  AND  “GLOBE.” 

The  “New  York  Evening  Post”  tells  the  following 
story  of  its  grievances — 

“Those  persons  who  have  been  in  the  habit  of  looking  into 
this  paper,  at  slated  periods,  hitherto,  to  see  the  post  office  list 
of  uncalled-for  letters,  and  who  may  be  disappointed  at  not 
finding  it  in  our  columns  anymore,  are  referred  to  the  New 
York  Times,  to  which  journal  that  portion  of  the  “government 
patronage”  has  been  transferred.  The  object  of  this  change  is, 
we  supiiose,  to  punish  the  Evening  Post  for  maintaining  the  su- 
premacy of  the  constitution  and  the  inviolability  of  the  law,  in 
opposition  to  the  seditious  doctrines  of  the  postmaster  generaF, 
and  the  audacious  conduct  of  his  deputy,  Mr.  Gouvernenr,  the 
postmaster  of  this  city.  Such  modes  of  punishment,  however, 
have  been  tried  on  us  before,  without  effect.  We  once  express- 
ed dislike,  we  remember,  of  the  undignified  tone  of  one  of  Mr. 
Woodbury’s  official  letters,  as  secretary  of  the  treasury,  to 
Nicholas  Biddle;  and  the  treasury  advertisements  were  thence- 
forward withheld.  The  secretary  of  the  navy  having  acted 
with  gross  partiality  in  regard  to  a matter  recently  tried  by  a 
naval  court  martial,  we  had  the  temerity  to  censure  his  con- 
duct; and  of  course  we  could  look  for  no  further  countenance 
from  that  quarter.  The  navy  commissioners,  being  post  cap- 
tains, may  naturally  be  supposed  to  have  taken  in  high  dudgeon 
our  inquiry  into  the  oppression  and  tyranny  practised  by  their 
order,  and  “slop  our  advertisements!”  is  the  word  of  command 
established  in  such  cases.  When  the  Evening  Post  exposed  the 
duplicity  of  Samuel  Swartwout,  the  collector  of  this  port,  it  at 
once  lost  all  further  support  from  the  custom  house.  And  now, 
having  censured  the  doctrines  of  Mr.  Kendall  and  the  practice 
of  Mr.  Gouverneur,  the  post  office  advertising  is  withdrawn,  of 
course.” 

And  the  “Post”  also,  we  believe,  has  several  times 
complained  of  the  ^'■Lynch  law’’'  applied  to  its  circular 
tion. 


The“Globe”  thus  speaks  of  the  defection  of  the  “Post,” 
and  appeals  to  the  patriotism  of  its  editor— 

“Tile  course  of  the  New  York  Evening  Post,  in  relation  to 
certain  letters  of  the  postmaster  general  and  the  abolition  ques-. 
tion  in  general,  has  been  witnessed  with  much  regret.  Respect 
for  its  editor’s  opinions  in  general,  and  a strong  confidence  in 
his  integrity,  have  induced  us  not  to  notice  his  errors  and  ec- 
centricities upon  this  subject,  with  the  hope,  that  after  having 
exhausted  his  arguments,  he  would  drop  the  discussion.  Nor 
should  we  depart  from  that  policy  now,  but  to  remind  him  of 
the  gross  injustice  he  commits,  and  prevent  his  imposing  oit 
others,  in  the  self-deluding  ardor  with  which  his  own  mind 
seems  to  be  impelled. 

* *****  * 

“We  ask  the  editor  of  the  Post,  whether  it  is  just  or  liberal, 
without  a particle  of  evidence,  to  charge  Mr.  Kendall  with  iiw 
sincerity  in  that  which  he  officially  asserts.?  Is  such  a charge 
compatible  with  the  professed  respect  for  the  object  of  his  at- 
tack, with  which  the  editor  almost  daily  gilds  the  points  of  his 
arrows?  We  can  assure  him,  that  by  casting  this  imputation 
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upon  the  sincerity  of  Mr.  Kendall,  he  only  brings  suspicion  on 
Jiis  own.  He  shows  a disposition  to  resort  to  other  means  ol 
influencing  his  readers,  than  the  power  of  argument  and  the 
operations  of  mind. 

“Bad  as  this  ungenerous  attempt  to  injure  Mr.  Kendall  is, 
it  is  followed  up  bv  another  equally  unfounded,  and  more  cal- 
culated to  do  mischief.  Because  we  did  not  express  approba- 
tion or  disapprobation  of  the  positions  assumed  by  the  postmas- 
ter general,  he  presumes  to  draw  an  inference  that  the  execu- 
tive does  not  sustain  them.  The  editor  mistakes  our  motive, 
and  deludes  himself  in  his  inference.  He  might  have  found  a 
more  probable  reason  for  our  silence,  in  our  high  regard  for 
liimself.  Be  this  as  it  may,  it  is  incumbent  upon  us  to  set  him 
light,  and,  as  far  as  we  can,  counteract  the  effect  of  his  errors. 

“In  the  justice  of  Mr.  Kendall’s  views,  and  the  propriety  of 
the  course  he  has  adopted,  as  delineated  in  his  abused  letters, 
there  is,  we  believe,  but  one  opinion  here;  and  that  is,  one  of 
unqualified  approbation.  It  is  wonderful  that  the  Post  should 
be  so  far  deluded  .as  to  suppose  that  Mr.  Kendall  would  proceed, 
on  a question  of  high  concern  to  the  administration,  to  take 
ground  and  express  officially  important  opinions,  without  con- 
sulting his  associates  in  the  government,  and  ascertaining  that 
his  course  would  be  approved  by  the  president. 

“The  only  doubt  here  is,  since  the  queitien  has  been  investi- 
gated and  discu.«sed,  whether  he  might  not  have  gone  further, 
and  said  to  the  postmasters  that  they  are  subject  to  all  the  pe- 
nalties of  the  laws  enacted  by  the  southern  states  to  prevent 
the  circulation  of  papers  inciting  the  slaves  to  insurrection,  if 
they  sliall,  Unovying  Jheir.contejljf s^ou^rdestlawyePs 
AW  De'st  statesmen  in  this  quarter.” 

But  another  paper  has  also  "•kicked  up,” to  use  a Ken- 
tucky phrase,  and  is  thus  noticed  in  the  “New  England 
Advocate.” 

Our  maxim  is,  to  give  every  one  his  due;  and  acting  on  that 
principle,  we  have  to  express  our  hearty  commendation  of  an 
article  in  the  last  Hartford  Times,  on  Amos  Kendall’s  in.«idi- 
oiis,  jesuitical  and  nullifying  letter  to  the  deputy  postmaster  at 
New  York.  The  Times  comes  out  manfully  and  decidedly 
against  the  monstrous  and  indefensible  doctrines  of  the  letter, 
and  pronounces  it  a long  leap  towards  anarchy,  and  subversion 
of  the  laws  and  the  constitution.  We  can  tell  the  Times,  how- 
ever, and  the  other  Van  Buren  prints  which  have  had  the  hones- 
ty and  independence  to  take  a stand  against  the  dangerous  and 
daring  assumptions  of  the  postmaster  general  and  Ills  subordi- 
nates, that  they  need  not  hope  to  see  them  abandon  their  ground, 
and  retrace  the  steps  already  taken.  Kendall’s  conduct  is  in 
accordance  with  the  principles  and  practice  of  the  present  ad- 
ministration, and  wc  have  no  doubt  that  he  will  be  fully  sus- 
tained by  the  execuiive.  Kendall’s  oath  to  obey  the  laws  is  of 
no  biding  obligation— he  observes  them  as  he  uriderstands  them. 

[N.  England  Advocate. 

— am.-" 

THE  NEW  JERSEY  MONOPOLY. 

A letter  from  Trenton,  published  in  the  Philadelphia  “Com- 
mercial Herald,”  under  date  of  the  8th  inst.  says — 

Trenton  and  New  Brtinsunck  turnpike  and  rail  road.  The  bill 
for  an  injunction  to  stop  the  progress  of  the  construction  of  this 
road,  which  the  Camden  and  Amboy  company  have  procured 
to  be  filed  in  the  chancery  of  New  Jersey,  was  by  an  order  of 
tbe  chancellor  to  be  brought  on  for  hearing  this  day  at  the  state 
iiouse.  On  account  of  the  absence  of  Mr.  Sergeant,  one  of 
their  counsel,  and  the  sickness  of  their  solicitor,  the  defendants 
moved  to  postpone  the  business  for  a few  days.  This  motion 
was  most  earnestly  resisted  by  the  counsel  of  the  monopoly,  on 
the  ground  that  unless  the  injunction  was  granted,  great  pro- 
gress in  the  construction  of  the  rail  road  would  be  made,  and 
that  such  progress  would  be  urged  as  a reason  why  they  ought 
to  be  permitted  to  furnish  it.  The  chancellor  decided  that  this 
was  not  a case  in  which  there  was  any  reason  affecting  public 
or  private  interest,  for  the  immediate  interference  of  this  court. 
That  no  irreparable  injury  to  the  complainants  could  ensue  in 
consequence  of  the  delay,  and  that  he  would,  therefore,  post- 
pone the  cause  to  the  12th  of  October  next,  when  the  motion 
for  an  injunction  will  be  heard.  The  counsel  for  the  Camden 
and  Amboy  company,  who  appeared  in  court,  were  Isaac  H. 
Williamson,  Southard,  Wall  and  James  S.  Green.  For  the  de- 
fendants, Theodore  Frelinghuysen.  This  case  excited  deep  in- 
terest, and  a large  number  of  persons  attended  in  court,  and 
they  seemed  to  feel,  as  Mr.  Frelinghuysen  remarked,  that  the 
real  question  here  is,  whether  the  citizens  of  this  state  may 
travel  from  the  capital  to  the  ancient  city  of  New  Brunswick, 
in  such  mode  and  vehicle  as  they  please,  or  whether  they  are 
all  for  ever  to  pay  tribute  to  the  monopoly,  or  go  through  tbe 
mud  and  dust  in  the  old  way. 

The  following  paragraph,  from  the  same  paper,  is  an  instance 
among  others  of  the  spirit  in  which  the  Camden  and  Amboy 
company  conduct  their  concerns: 

Wholesale  litigation.  It  has  long  been  known  to  a large  por- 
tion of  the  public,  that  the  Delaware  bridge  at  Trenton  is  con- 
troled  by  an  interest  allied  to  the  Camden  and  Amboy  rail  road 
company,  and,  of  course,  opposed  to  the  Philadelphia  and  Tren- 
ton rail  road.  The  consequence  has  been  that  the  bridge  com- 
pany not  only  refused  the  very  liberal  offers  made  for  the  pri- 
vilege of  extending  the  rail  road  over  the  bridge,  for  the  accom- 
modations of  the  citizens  of  Trenton,  but  the  payment  of  extra- 


ordinary and  as  it  is  alleged  illegal  tolls  has  been  insisted  upon 
by  the  bridge  company  from  the  stages  transporting  the  passen- 
gers of  the  Philadelphia  and  Trenton  rail  road.  A short  time 
since  twenty-four  suits  were  brought  against  the  bridge  com- 
pany and  decided  in  favor  of  the  rail  road  company,  in  each  of 
which  a penalty  ol  $30  and  costs  of  suit  were  recovered  against 
the  bridge  company.  They  having  since  continued  to  claim 
the  tolls  thus  judicially  decided  to  be  illegal,  the  Philadelphia 
and  Trenton  rail  road  company  on  Monday  la.st  commenced 
five  hundred  and  seventy-five  suits  against  the  bridge  company, 
for  tbe  recovery  of  as  many  penalties  of  thirty  dollars  each. — 
What  a glorious  harvest  for  the  lawyers  and  sheriffs!  These 
penaliies  and  costs  will  be  equal  to  half  the  value  of  ihe  bridge. 
'I'he  minority  of  the  stockholders,  desirous  of  consulting  their 
own  interests  by  accommodating  the  rail  road,  receiving  the 
liberal  compensation  oflered,  and  promoting  the  interests  of 
Trenton,  have  no  little  reason  to  complain  of  the  perversion  of 
their  property,  and  of  the  danger  of  a forfeiture  ol  their  charter, 
by  abuse  of  its  powers. 

dj^The  Camden  and  Amboy  rail  road,  will,  we  trust,  be  put 
down.  It  claims  an  entire  monopoly  of  all  such  transportations 
across  the  whole  state  of  New  Jer.^ey!  It  is  impossible,  we 
think,  that  such  a law  can  be  constitutional!  It  is  besides, 
much  abused.  The  passengers  are  treated  like  “live  lumber” 
— and  the  accommodations  are  wretched  in  the  extreme.  The 
mails,  too,  have  been  often  delayed.  They  say  that  they  have 
purchased  the  right  of  the  state  to  do  such  things. 

BANK  AKRANGEMENT. 
the  Washington  Globe, 

We  take  great  pleasure  i»  announcing,  that  the  period  has 
now  arrived  when  the  better  currency  than  that  furnished  by  the 
United  States  bank  and  its  branches  is  to  be  furnished  by  maity 
of  the  state  banks,  which  Mr.  Taney  predicted  they  “probably” 
could  do. 

It  is  in  the  following  arrangements,  which,  we  are  informed, 
have  been  entered  into  voluntarily  by  the  deposite  banks, as  far 
as  named,  for  ilic  redemption  of  the  notes  in  New  York  or  Phi- 
ladelphia, and  the  receipt  of  each  other’s  notes,  viz: 

Bank  of  Bori.ington,  .BurZingfon,  Vermont.  This  bank  re- 
deems its  notes  of  all  denominations  of  five  dollars  and  up- 
wards, unlimitedly,  at  the  Merchants’  bank  in  the  city  of  New 
York,  It  also  receives  on  deposite  the  notes  of  such  banks  aa 
are  at  par,  either  at  New  York,  Philadelphia  or  Boston. 

Mechanics’  and  Farmers’  bank,  Albany.  This  bank  re- 
deems all  its  notes  of  the  denomination  of  fifty  dollars,  and  up- 
wards, unlimitedly,  at  the  Mercliairts’  bank  in  the  city  of  New 
York.  It  also  receives  the  notes  of  all  banks  which  are  at  par 
in  New  Y"ork  or  Philadelphia. 

Bank  of  America,  New  York.  This  bank  will  receive  the 
notes  of  all  the  deposite  banks  situated  north  and  east  of  that 
city,  of  the  denomination  of  fifty  dollars  and  upwards,  on  de- 
posite, from  deposite  banks,  which  they  may  receive  from  the 
receivers  of  sales  of  the  public  lands. 

Mechanics’  bank.  New  York.  This  bank  will  receive  the 
notes  of  the  two  deposite  banks  in  Boston,  (the  Commonwealth 
and  Merchants’),  they  having  arranged  with  this  bank  to  re- 
deem the  same,  of  all  denominations  of  five  dollars  and  up- 
wards. 

Girard  bank,  Philadelphia.  This  bank  will  receive  from 
all  the  deposite  banks,  the  notes  of  any  and  all  the  deposite 
banks  north  and  east  of  Philadelphia,  which  they  may  receive 
from  the  public  land  receivers,  of  the  denomination  of  fifty  dol- 
lars and  upwards. 

Union  bank  of  Maryland,  Baltimore.  This  hank  redeems 
its  notes  unlimitedly,  in  New  York,  at  the  Merchants’  bank; 
and  in  Philadelphia,  at  the  Philadelphia  bank;  and  it  receives 
on  deposite,  and  in  payment  of  all  dues,  the  notes  of  all  good 
banks  which  are  redeemed  in  those  cities. 

Bank  of  the  Metropolis,  Washington.  This  bank  re- 
deems its  notes  unlimitedly,  in  Philadelphia,  at  the  Girard 
bank;  and  in  New  York,  at  the  bank  of  America,  Mechanics* 
bank,  and  the  Manhattan  company.  It  receives  on  deposite 
the  notes  of  all  such  banks  as  are  at  par  in  eilher  of  those  cities. 

Bank  of  Virginia,  Richmond.  This  bank  redeems  its  notes, 
unlimitedly,  in  Philadelphia,  at  the  Girard  bank,  and  the  Farm- 
ers’ and  Mechanics’  bank;  and  in  New  York,  at  the  Mecha- 
nics’ bank  and  Manhattan  company.  It  receives  the  notes  of 
all  banks,  above  ihe  denomination  often  dollars,  which  redeeui 
their  notes  in  either  of  the  above  cities. 

Bank  of  Acgusta,  Augusta.  This  bank  redeems,  at  the 
bank  of  America,  in  New  York,  such  of  its  notes  as  maybe 
received  by  the  receivers,  of  proceeds  of  sales  of  public  lands. 

Planters’  bank,  Natchez.  This  bank  ha.«,  in  no  instance 
since  it  became  a selected  bank,  refused  to  receive  from  a pub- 
lic receiver^  a note  of  any  one  of  the  deposite  banks.  It  will 
continue  to  receive  on  deposite,  from  the  public  receivers,  the 
notes  ol  each  and  all  the  deposite  banks,  without  regard  to  their 
location. 

Union  bank,  Nashville:  This  bank  issues  but  few  notes 
which  are  not  made  payable  upon  their  face,  either  at  Philadel- 
phia or  New  Orleans.  It  will  receive  in  payment  of  all  dues  to 
the  government,  the  notes  of  all  deposite  and  other  banks, 
which  redeem  the  same  cither  in  New  York  or  Ptiiladelphia. 

Union  bank  of  Louisiana,  New  Orleans.  7'his  bank  will 
redeem,  at  the  Merchants’  bank  in  New  York,  all  its  notes 
which  may  be  received  by  deposite  banks,  in  payments  on  ac- 
count of  the  government.  It  will  receive  on  deposite,  from  the 
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receivers  of  public  land.-*,  the  notes  of  all  siicli  deposits  banks 
as  cause  them  to  be  redeemed  in  New  York  or  Philadelphia. 

C0M.MERCIAL  BANK  OF  New  Orleans,  Neic  Orleans.  This 
bank  will  redeem,  at  the  bank  of  America,  in  New  York,  such 
of  its  note.s  as  may  be  received  by  deposite  banks  for  all  pay- 
ments made  on  account  of  the  government.  It  will  receive  on 
deposite  from  the  receivers  of  [mblic  lands,  the  notes  of  all 
such  deposite  banks  as  redeem  the  same  in  New  York  or  Phi- 
ladelphia. 

Commercial  bank,  Cincinnati,  This  bank  will  redeem  at 
the  Girard  bank,  in  Philadelphia,  all  its  notes  of  the  denomina- 
tion of  fifty  dollars  and  upwards,  vvhicli  may  be  received  by 
any  deposite  bank,  to  be  placed  to  the  credit  of  the  U.  Slates. 
It  will  receive  on  deposite,  from  public  receivers,  the  notes  of 
all  such  deposite  and  other  good  banks,  at  Cincinnati,  and  its 
agency,  at  St.  Louis,  as  redeem  the  same  in  New  York  or 
Philadelphia. 

Clinton  bank,  Columbus.  This  bank  will  redeem,  at  the 
Phenix  bank,  in  New  York,  all  its  notes  of  the  denominations 
of  fifiy  dollars  and  upwards,  as  may  be  received  by  any  depo- 
site bank  from  the  public  receivers,  the  notes  of  all  such  depo- 
site and  other  good  hanks  as  redeem  the  same  either  in  New 
York  or  Philadelphia. 

State  bank  of  Indiana,  Indianopolis.  This  bank  will  re- 
deem, at  the  City  bank  in  New  York,  any  of  its  notes  of  the  de- 
nomination of  fifty  dollars  and  upwards-,  which  may  he  receiv- 
ed by  any  deposite  bank,  from  the  public  receivers.  It  will  re- 
ceive on  deposite,  from  the  public  receivers,  the  notes  of  all 
such  deposite  and  other  good  banks  which  redeem  the  same 
either  in  New  York  or  Philadelphia. 

State  bank  of  Indiana.  i-inMianK  will 

redeem,  at  the  i>--*nR  or  North  America,  in  Philadelphia,  and 
tlie  Merchants’  bank,  in  New  York,  all  such  notes  of  the  deno- 
minations of  fifty  dollars  and  upwards,  as  may  be  received  by 
any  deposite  hank  from  the  public  receivers.  It  will  receive 
from  the  public  recruvers  the  notes  of  all  such  depo.site  banks 
as  redeem  the  same  either  in  New  York  or  Philadelphia. 

Bank  of  Michigan,  Detroit.  This  bank  will  redeem,  in 
the  city  of  New  York,  through  their  agents,  Messrs.  John 
Ward  & Co.  all  such  of  its  notes  of  the  denominations  of  fifty 
dollars  and  upwards,  as  may  be  received  by  any  deposite  bank 
from  the  public  receivers.  It  will  receive,  from  the  public  re- 
ceivers the  notes  of  all  such  deposite  and  other  good  banks  as 
redeem  the  same  either  in  New  York  or  Philadelphia. 

Farmers’  and  Mechanics’  Detroit.  This  bank  will 

redeem,  at  the  bank  of  America,  in  New  York,  all  such  of  its 
notes  of  the  denominations  of  fifty  dollars  and  upwards,  as  may 
be  received  by  any  deposite  bank  from  the  public  receivers.  It 
will  receive  from  the  public  receivers  the  notes  of  all  good 
banks  north  of  the  Potomac  and  Ohio  rivers,  and  of  such  south- 
ern banks  as  redeem  the,  same  either  in  New  York  or  Philadel- 
phia, of  the  denominations  of  twenty  dollars  and  upwards. 

Merchants’  and  Manufacturers’  bank,  Pittsburgh.  This 
bank  will  redeem,  unlimitedly,  such  of  its  notes  as  may  be  re- 
ceived by  any  deposite  bank,  from  the  public  receiver,  at  the 
Commercial  bank  In  Philadelphia.  It  will  receive  on  deposite, 
on  public  account,  the  notes  of  all  such  deposite  or  other  good 
hanks  as  redeem  the  same  in  New  York  or  Philadelphi.T,  of  the 
denominations  of  freenty  dollars  and  upwards. 

SPEECH  OF  CORNPLANTER. 

The  following  letter  is  from  an  honored  friend,  under 
date  of  July  31 — addressed  to  the  editor. 

J\fy  dear  sir:  You  took  notice  in  the  Register  (during 
this  season)  of  the  age  of  “Cornplanter”  and  two  mem- 
bers of  his  family.  Since  reading  it,  I have  found  his 
speech  to  general  Washington  on  the  1st  of  December, 
1790 — and  having  read  it  with  interest  and  admiration,  I 
have  directed  my  little  son  to  copy  it  for  your  perusal. 
“Half  Town  and  Great  Tree”  signed  the  speech  with 
“Cornplanter;”  but  I have  no  doubt  he  is  entitled  to 
whatever  merits  it  possesses.  1 have  read  other  speech- 
es of  his,  which  were  delivered,  and  taken  from  the 
translator,  which  convince  me,  he  was,  in  his  vigor  of  in- 
tellect, an  extraordinary  man.  I am  told,  he  has,  through 
life,  possessed  a high  station,  in  the  estimation  of  his  ac- 
quaintances. 

[The  amiable  author  of  the  preceding,  on  learning  our 
intention  to  republish  the  speech  of  “Cornplanter”  re- 
quested that  a note  might  be  added,  in  justice  to  the  me- 
mory of  Mr.  Phelps — which  has  been  done.] 

The  speech  of  the  Cornplanter,  Half  Town  and  the  Great  Tree 

chiefs,  and  counsellors  of  the  Seneca  nation  to  the  great  coun- 
sellor of  the  thirteen  fires: 

Father:  The  voice  of  the  Seneca  nation  speaks  to  you,  the 
great  counsellor,  in  whose  heart  the  wise  men  of  all  the  thir- 
teen fires  have  placed  their  wisdom.  It  may  be  very  small  in 
your  ears,  and  we  therefore  entreat  you  to  hearken  with  atten- 
tion, for  we  are  about  to  speak  of  things  which  to  us  are  very 
great.  When  your  army  entered  the  country  of  the  Six  Na- 
tions, we  called  you  the  town  destroyer;  and  to  this  day,  when 
that  name  is  heard,  our  women  look  behind  them  and  turn 
pale,  and  our  children  cling  close  to  the  necks  of  their  mothers. 
Our  counsellors  and  warriors  are  men,  and  cannot  be  afraid; 


but  their  hearts  are  grieved  with  the  fears  of  our  women  and 
children,  and  desire  it  may  be  buried  so  deep  as  to  be  heard  no 
more. 

When  you  gave  us  peace,  we  called  you  father,  because  you 
promised  to  secure  us  in  the  possession  of  our  lands.  Do  this, 
and,  so  long  as  the  lands  shall  remain,  llial  beloved  name  will 
live  in  the  heart  of  every  Seniica. 

Father:  Wc  mean  to  open  our  hearts  before  you,  and  we 
earnestly  desire  that  you  will  let  us  clearly  understand  what 
you  resolve  to  do.  VVheri  our  chiefs  returned  from  the  treaty 
at  Fort  Stanwix,  and  laid  before  our  council  whatyou  had  been 
done  there, our  nation  was  surprised  to  hear  how  great  a coun- 
try you  had  compelled  them  to  give  up  to  you,  without  your 
paying  to  us  any  thing  for  it.  Every  one  said  that  your  hearts 
were  yet  swelled  with  resentment  against  us  for  what  had  hap- 
pened during  the  war,  but  that  one  day  you  would  consider  it 
with  more  kindness.  We  asked  each  other,  what  have  we 
done  to  deserve  such  severe  chastisement.^ 

Father:  When  you  kindled  your  thirteen  fires  separately, the 
wise  men  that  assembled  at  them  told  us,  that  you  were  all 
brothers,  the  children  of  one  great  father,  who  regarded  also  the 
red  people  as  his  children. 

They  called  us  brothers,  and  invited  us  to  his  protection;  they 
told  us  that  he  resided  beyond  the  great  water,  where  the  sun 
first  rises;  that  he  was  a king  whose  power  no  people  could  re- 
sist, and  that  his  goodness  was  bright  as  that  sun.  What  they 
said  went  to  our  hearts;  we  accepted  the  invitation  and  pro- 
mised to  obey  him.  What  the  Seneca  nation  promise,  they 
faithfully  perform;  and  when  you  refused  obedience  to  that 
you"soVrer5^‘'^W^ucyiiJf®iJ^  making 

led  us  to  promise.  The  men  who  claimed  this  promTs'e’toltf'fil 
that  you  were  children,  and  had  no  guns:  that  when  they  had 
shaken  you,  you  would  submit.  We  hi.-arkened  to  them,  and 
were  deceived,  until  your  army  approached  our  towns.  We 
were  deceived;  but  your  people,  in  teaching  us  to  confide  in 
that  king,  had  helped  to  deceive,  and  we  now  appeal  to  your 
heart.  Is  the  blame  all  ours.^ 

Father:  When  we  saw  that  we  we.re  deceived,  and  heard 
the  invitation  which  you  gave  us  to  draw  near  to  the  fire  which 
you  had  kindled,  and  talk  with  you  concerning  peace,  we  made 
haste  towards  it.  You  then  told  us  that  we  were  in  your 
hands  and,  that,  by  closing  it,  you  could  crush  us  to  nothing, 
and  you  demanded  from  us  a great  country,  as  the  price  of  that 
peace  which  you  had  ofTered  to  us — as  if  our  want  of  strength 
had  destroyed  our  rights;  our  chiefs  had  felt  your  powers,  and 
were  unable  to  contend  against  you,  and  therefore  gave  up  that 
country.  Wliat  they  agreed  to,  has  bound  our  nation;  but  your 
anger  against  us  must,  by  this  time,  be  cooled;  and,  although 
our  strength  has  not  increased,  nor  your  power  become  less, 
we  ask  you  to  consider  calmly — Were  the  terms  dictated  to  us 
by  your  commissioners  reasonable  and  just? 

Father:  Your  commi.'sioners,  when  they  drew  the  line  W'hich 
separated  the  land  then  given  up  to  you  from  that  which  you 
agreed  should  remain  to  be  ours,  did  most  solemnly  promise, 
that  we  should  be  secured  in  the  peaceable  possession  of  the 
lands  which  we  inhabited  east  and  north  of  that  line.  Does 
this  promise  bind  yon?  Hear  now',  we  beseech  you,  what  has 
since  happened  concerning  that  land.  On  the  day  in  which 
we  finished  the  treaty  at  Fort  Stanwix,  commissioners  from 
Pennsylvania  told  our  chiefs  that  they  had  come  there  to  pur- 
chase from  us  all  the  lands  belonging  to  us,  within  thi!  lines  of 
their  state,  and  they  told  us  that  their  line  would  strike  the 
river  Susquehannah  below'  Tioga  branch.  They  then  left  us 
to  consider  of  the  bargain  till  the  next  day;  on  the  next  day  we 
let  them  know  that  we  were  unwilling  to  sell  all  the  lands 
within  their  state,  and  proposed  to  let  them  have  a part  of  it, 
which  we  pointed  out  to  them  on  their  map.  They  told  us  that 
they  must  have  the  whole;  that  it  was  already  ceded  to  them 
by  the  great  king,  at  the  time  of  making  peace  w-ilh  you,  and 
was  their  ow’n;  but  they  said  that  they  would  not  take  advan- 
tage of  that,  and  were  willing  to  pay  us  for  it,  after  the  manner 
of  their  ancestors.  Our  chiefs  were  unable  to  contend,  at  that 
time,  and  therefore  they  sold  the  lands  up  to  the  line,  which 
was  then  shewn  to  them  as  the  line  of  that  state.  What  the 
commissioners  had  said  about  the  lands  having  been  ceded  to 
them  at  the  peace,  our  chiefs  considered  as  intended  only  to 
lessen  the  price,  and  they  passed  it  by  with  very  little  notice; 
but,  since  that  time,  we  have  beard  so  much  from  others  about 
the  right  to  our  lands,  which  the  king  gave  when  you  made 
peace  with  him,  it  is  our  earnest  desire  that  you  will  tell  us 
what  it  means. 

Father:  Our  nation  empowered  John  Livingston  to  let  out 
part  of  our  lands  on  rent,  to  be  paid  to  us.  He  told  us,  that  he 
was  sent  by  congress,  to  do  this  for  us,  and  we  fear  he  has  de- 
ceived us  in  the  writing  he  obtained  from  us. 

For,  since  the  time  of  our  giving  that  power,  a man  of  the 
name  of  Phelps  has  come  among  us,  and  claimed  our  whole 
country  northward  of  the  line  of  Pennsylvania,  under  purchase 
from  that  Livingston,  to  whom,  he  said,  he  had  paid  twenty 
thousand  dollars  for  it.  He  said,  also,  that  he  had  bought,  like- 
wise from  the  council  of  the  thirteen  fires,  and  paid  twenty 
thousand  dollars  more  for  the  same. 

And  he  said,  also,  that  it  did  not  belong  to  us,  for  that  the 
great  king  had  ceded  the  whole  of  it,  when  you  made  peace 
with  him.  Thus  he  claimed  the  whole  country  north  of  Penn- 
sylvania, and  west  of  the  lands  belonging  to  the  Cayugas.  He 
demanded  it;  he  insisted  on  his  demand,  and  declared  he  would 
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have  it  all.  It  was  impossible  for  us  to  grant  him  this,  and  we 
immediately  refused  it.  After  some  days,  he  proposed  to  run  a 
line,  at  a small  distance,  eastwaid  of  our  western  boundary, 
which  we  also  refused  lo  agree  to.  He  then  threatened  us  with 
immediate  war,  if  we  did  not  comply. 

Upon  this  threat,  our  chiefs  held  a council,  and  they  agreed 
that  no  event  of  war  could  be  worse  than  to  be  driven  with 
their  wives  and  ehildren,  from  the  only  country  which  we  had 
any  right  to,  and,  therefore,  weak  as  our  nation  was,  tliey  de- 
termined to  take  the  chance  of  war,  rather  than  to  submit  lo 
such  unjust  demands,  which  seemed  to  have  no  bounds. 
Street,  the  great  trader  to  Niagara,  was  then  with  us,  liaving 
come  at  the  request  of  Phelps,  and  as  he  always  professed  to 
be  our  great  friend,  we  consulted  him  upon  this  subject.  He 
also  told  us,  that  our  lands  had  been  ceded  by  the  king,  and 
that  we  must  give  them  up. 

Astonished  at  what  we  heard  from  every  quarter,  with  hearts 
aching  with  compassion  for  our  women  and  children,  we  were 
thus  compelled  to  give  up  all  our  country  north  of  the  line  of 
Pennsylvania  and  east  of  Genesee  river,  up  to  the  fork,  and  east 
of  a south  line  drawn  from  that  fork  to  the  Pennsylvania  line. 

For  this  land,  Phelps  agreed  to  pay  us  ten  thousand  dollars 
in  hand,  and  one  thousand  a year  forever. 

He  paid  us  two  thousand  five  hnndted  dollars  in  hand,  part 
of  the  ten  thousand,  and  he  sent  for  us  to  come  last  spring  to 
receive  our  money;  but  instead  of  paying  us  the  remainder  of 
the  ten  thousand  dollars,  and  the  one  thousand  dollars  due 
for  the  first  year,  he  offered  us  no  more  than  five  hundred 
dollars,  and  insisted  that  he  agreed  with  us  for  that  sum,  to 
be  paid  yearly.  We  debated  wi'h  hm^for^six^d^ 

We'InsTsteTthal  we  should  receive  the  five  hundred 
dollars;  and  Street,  from  Niagara,  also  insisted  on  our  receiving 
the  money,  as  it  was  offered  us.  The  last  reason  he  assigned 
for  contitiuing  to  refuse  paying  us,  was,  that  the  king  had  ceded 
the  lands  to  the  thirteen  fires,  and  that  he  had  bought  them  from 
you,  and  paid  you  for  them. 

We  could  bear  this  confusion  no  longer,  and  determined  to 
press  through  every  difficulty,  ami  lift  up  our  voice  that  you 
might  hear  us,  and  to  claim  that  security  in  the  possession  of 
our  lands,  which  your  commissioners  so  solemnly  promised  us. 
And  we  now  entreat  you  to  inquire  into  our  complaints  and  re- 
dress our  wrongs. 

Father:  Our  writings  were  lodged  in  the  hands  of  Street,  of 
Niagara,  as  we  supposed  liim  to  be  our  friend;  but  when  we 
saw  Phelps  consulting  with  Street,  on  every  occasion,  we  doubt- 
ed of  his  honesty  towards  us,  and  we  have  since  heard,  that  he 
was  to  receive  for  his  endeavors  to  deceive  us,  a piece  of  land 
ten  miles  in  width,  west  of  the  Genesee  river,  and  nearly  forty 
miles  in  length,  extending  to  Lake  Ontario;  and  the  lines  of 
this  tract  have  been  run  accordingly,  although  no  part  of  it  is 
within  the  bounds  which  limit  his  purchase.  No  doubt  but 
what  he  meant  to  deceive  us. 

Father:  You  have  said  that  we  were  in  your  hand,  and  that, 
by  closing  it,  you  could  crush  us  to  nothing.  Are  you  deter- 
mined to  crush  us?  If  you  are,  tell  us  so,  that  those  of  our  na- 
tion who  have  become  your  children,  and  have  determined  to 
die  so,  may  know  what  to  do. 

In  this  case  one  chief  has  said  he  would  ask  you  to  put  him 
out  of  pain.  Another,  who  will  not  think  of  dying  by  the  hand 
of  his  father  or  of  his  brother,  has  said  he  will  retire  to  the  Cha- 
teaugay,  eat  of  the  fatal  root,  and  sleep  with  his  fathers,  in 
peace.  Before  you  determine  on  a measure  so  unjust,  look  up 
to  God,  who  made  us  as  well  as  you.  We  hope  he  will  not 
permit  you  to  destroy  the  whole  of  our  nation. 

Father:  Hear  our  case;  many  nations  inhabited  this  country; 
but  they  had  no  wisdom,  and,  therefore,  they  warred  together. 
The  Six  Nations  were  powerful,  and  compelled  them  to  peace; 
the  lands,  for  a great  extent,  were  given  up  to  them;  but  the 
nations  which  were  not  destroyed,  all  continued  on  those  lands, 
and  claimed  the  protection  of  the  earth.  The  French  came 
among  us,  and  built  Niag.iras;  they  became  our  fathers,  and 
took  care  of  us.  Sir  William  Johnston  came  and  took  that  fort 
from  the^French;  he  became  our  father,  and  promised  to  take 
care  of  us,  and  did  so,  until  you  were  too  strong  for  his  king. 
To  him  we  gave  four  miles  round  Niagara,  as  a place  of  trade. 
We  have  already  said  how  we  came  to  join  against  you;  we 
saw  that  we  were  wrong;  we  wished  for  [teace;  you  demanded 
a great  country  to  be  given  up  to  you;  it  was  surrendered  to 
you,  as  the  price  of  pmice,  and  we  ought  to  have  peace  and 
possession  of  the  little  land  which  you  then  left  us. 

Father:  When  that  great  country  was  given  up,  there  were 
but  few  chiefs  present,  and  they  were  compelled  to  give  it  up, 
and  it  is  not  the  Six  Nations  only  that  reproach  those  chiefs 
with  having  given  up  that  country.  The  Chippewas,  and  all 
the  nations  who  lived  on  those  lands  westward,  call  to  ns,  and 
ask  us,  brolirers  of  our  fathers,  where  is  the  place  you  have  re- 
served for  us  to  lie  down  upon? 

Fathei:  You  have  compelled  us  to  do  that  which  has  made 
us  ashamed.  We  have  nothing  to  answer  to  the  children  of  the 
brothers  of  our  fathers.  When  last  spring,  they  called  upon  us 
to  go  to  war,  to  secure  them  a bed  to  lie  upon,  the  Senecas  en- 
treated them  to  be  quiet,  till  we  had  spoken  to  you.  But  on 
our  way  down  we  heard  that  your  artny  had  gone  toward  the 
coutitry  which  those  inhabit,  and  if  they  meet  together,  the  best 
blood  on  both  sitles  will  stain  the  ground. 

Father:  We  will  not  conceal  from  yon,  that  the  great  God, 
and  not  men,  hus  preserved  the  Cornplantcr  from  the  hands  of 


his  own  nation.  For  they  ask  continually,  where  is  the  land 
which  our  children,  and  their  children  after  them,  are  to  lie 
down  upon?  You  told  us,  say  they,  that  the  line  drawn  from 
Pennsylvania  to  Lake  Ontario,  would  mark  it  forever  on  the 
east,  and  the  line  running  from  Beaver  creek  to  Pennsylvania, 
would  mark  it  on  the  west,  and  we  see  that  it  is  not  so.  For, 
first  one,  and  another,  come  and  take  it  away,  by  order  of  that 
people  which  you  tell  us  promised  to  secure  it  to  us.  He  is  si- 
lent for  he  has  nothing  lo  answer. 

When  the  sun  goes  down,  he  opens  his  heart  before  God,  and 
earlier  than  that  sun  appears  again  upon  the  hills,  he  gives 
thanks  for  his  protection  during  the  night:  for  he  feels  that, 
among  men,  become  desperate  by  their  danger,  it  is  God  only 
that  can  preserve  him.  He  loves  peace,  and  all  he  had  in  store, 
he  has  given  to  those  who  have  been  robbed  by  your  people, 
lest  they  should  plunder  the  innocent  to  repay  themselves. 
The  whole  season  which  others  have  employed  in  providing  for 
their  families,  he  has  spent  in  his  endeavors  lo  preserve  peace; 
and,  at  this  moment,  his  wife  and  children  are  lying  on  the 
ground,  and  in  want  of  food;  his  heart  is  in  pain  for  them;  but 
he  perceives  that  the  great  God  will  try  his  firmness,  in  doing 
what  is  right. 

Father:  The  game  which  the  Great  Spirit  sent  into  our  court- 
try  for  us  to  eat,  is  going  from  among  us.  We  thought  be  in- 
tended that  we  should  till  the  ground  with  the  plough,  as  the 
white  people  do,  and  we  talked  to  one  another  about  it.  Bui 
before  we  speak  to  you  concerning  this,  we  must  know  from 
you  whether  you  mean  to  leave  us  and  our  children  any  land 
to  till.  Speak  plainly  to  us  concerning  this  great  business. 

All  the  lands,  we  have  been  speaking  of  belonged  lo  the 
Six  hianoiis;  nu  yjan  writ  over  boionged  to  the  king  of  England, 
and  he  could  not  give  it  to  you. 

The  land  we  live  on,  our  fathers  received  from  God,  and  they 
transmitted  it  to  us,  for  our  children  and  we  cannot  part  with  it. 

Father:  We  told  you  that  we  would  open  our  hearts  to  yoo. 
Hear  us  once  more. 

At  fort  Sianwix,  we  agreed  to  deliver  up  those  of  our  people 
who  should  do  you  any  wrong,  that  you  might  try  them  and 
punish  them  according  to  your  law.  We  delivered  up  two 
men  accordingly,  but  instead  of  trying  them  according  to  your 
law,  the  lowest  of  yonr  people  look  them  from  your  magistrate 
and  put  them  irnmedately  to  death.  It  is  just  to  punish  murder 
with  death;  but  the  Senecas  will  not  deliver  up  their  people  lo 
men  who  disregard  the  treaties  of  their  own  nation. 

Father:  Innocent  men  of  our  nation  are  killed  one  after 
another,  and  of  our  best  families;  but  none  of  your  people  who 
have  committed  the  murder  have  been  punished. 

We  recollect  that  you  did  not  promise  to  punish  those  who 
killed  our  people,  anil  we  now  ask,  was  it  intended  that  your 
people  should  kill  the  Senecas,  and  not  only  remain  unpunish- 
ed by  you,  but  be  protected  by  you  against  the  revenge  of  the 
next  of  kin? 

Father:  These  are  to  us  very  great  things.  We  know  that 
you  are  very  strong,  and  we  have  heard  that  you  are  wise,  and 
we  wait  lo  hear  your  answer  to  what  we  have  said  that  we 
may  know  that  your  are  just. 

December  1st,  1790. 

General  Washington,  answered  this  speech  on  parchment, 
under  the  seal  of  the  U.  States  on  the  29th  of  December,  1790. 
He  expressed  great  friendship  for  the  Senecas — but  as  to  the 
frauds  committed  by  Livingston,  he  says,  they  happened  be- 
fore the  present  government  of  the  U.  States  was  established. 

This  called  forth  the  following  eloquent  sentence  from  Corn- 
planter  and  his  counsellors,  on  the  10th  of  January  1791. 

“Father:  Your  speech  written  on  the  great  paper,  is  to  us 
like  the  first  light  of  the  morning  to  a sick  man,  whose  pulse 
beats  too  stronely  in  his  temples,  and  prevents  him  from  sleep. 
He  sees  it,  and  rejoices,  but  is  not  cured.” 

^]Cf=At  the  1st  session  of  the  2d  congress  Mr.  Phelps 
presented  several  depositions  to  disprove  the  charge 
made  against  him  by  Cornplanter.  These  were  referred 
to  tlie  committee  on  Indian  affairs  in  the  senate,  and  Mr. 
Butler  on  the  27th  of  January,  1792,  reported  Cornplan- 
ter’s  speeches,  and  the  depositions  mentioned,  and  stated 
it  was  the  opinion  of  the  committee  that  the  said  affida- 
vits and  papers  should  lie  filed  in  the  secretary’s  office. 
He  moved  to  be  discharged  from  the  further  considera- 
tion of  the  subject. 

Timothy  Pickering  concluded  a certificate  with  the 
following  sentence; 

‘•Upon  the  whole,  though  from  the  complaints  made 
last  fall  by  the  Seneca  chiefs  at  I'ioga,  and  by  the  Corn- 
planter  last  winter  at  Philadelphia,  there  appeared  some 
room  for  believing  that  the  bargain  was  for  ten  thousand 
dollars  purchase  money,  yet  I am  now  entirely  convinc- 
ed, that  they  were  under  a mistake,  that  the  writings 
showing  that  the  purchase  money  was  five  thousand  dol- 
lars and  the  annual  rent  five  hundred  dollars,  and  ex- 
actly agreeable  to  the  bargain  made  w ith  them  in  their 
full  council.” 

[The  above  note  I think  should  be  printed,  in  justice 
to  the  memory  of  Mr.  Phelps — Cornplanter  undoubted- 
ly thought  he  was  correct.] 
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We  have  thrown  out  several  articles  for  the  purpose  of 
getting-in  a debate  in  the  British  parliament,  as  to  the 
’withholding  of  supplies,  the  “budget,”  &c.  one  of  the 
most  important  discussions,  (the  time  and  circumstances 
being  considered),  that  has  happened  in  that  country  for 
many  years.  We  copy  from  the  New  York  “Cotr£iper- 
cial  Advertiser,”  without  remark — as  things  proper-for 
record.  There  are  also  some  interesting  articles  from 
France  and  other  countries.  We  have  “reforms,”  and 
riots  and  excitements  from  almost  ever}^  where!  The 
world  seems  “upside  down.” 

An  awful  amount  of  assassinations  and  murders — of 
executions  and  punishments,  under  sentences  by  “Judge 
Lynch” — and  acts  of  violence  of  “all  sorts  and  sizes, 
clniraeter  and  condition” — with  bold  and  impudent  rob- 
beries in  large  amounts,  and  sneaking  and  cowardly  pick- 
ings of  pockets,  to  disgrace  our  country.  The  “news  of 
the  week”  probably  furnished  one  hundrea  instances. 

A fearful  spirit  too,  is  getting  up  in  the  sou  U — as  may 
be  seen  in  the  extract  that  follows— 

The  editor  of  the  Washington  Telegraph  publishes  a 
letter  which  he  received  from  Mr.  Calhoun.  We  sub- 
join an  extract: 

‘'Since  you  passed  through  the  south,  the  excitement  in  rela- 
tion to  the  northern  fanatics  has  very  greatly  increased.  The 
indications  are  that  the  south  will  be  unanimous  in  their  re- 
sistance, and  that  their  resistance  will  be  of  the  most  determin- 
ed character,  even  to  the  extent  of  disunion;  if  that  should  be 
necessary  to  arrest  the  evil.  I trust,  however,  it  may  be  arrest- 
ed far  short  of  such  extremity.” 

The  Bangor  Advertiser  tells  a story  of  a young  man 
in  that  vicinity  who  had  for  some  time  past  been  paying 
his  addresses  to  a girl  in  the  same  neighborhood;  for 
some  cause  or  other,  the  swain  determined  to  withdraw, 
and  penned  a billet  intimating  to  the  lady  that  he  was 
no  longer  to  be  considered  among  the  number  of  her  ad- 
mirers. This  epistle  he  confided  to  the  care  of  his  sis- 
ter, who,  ignorant  of  its  contents,  presented  it  in  person. 
A family  council  was  immediately  called,  and  the  luck- 
less girl  was  condemned  to  suffer  instanter,  ( according 
to  Lynch  larv! J the  penalty  of  braving  the  enraged  beau- 
ty. It  is  said  that  the  mother  and  daughter  whipped  or 
frightened  the  unoffending  girl  until  she  fainted,  and 
was  conveyed  senseless  into  the  house  of  a neighbor. 

We  learn  from  the  Boston  Daily  Advertiser,  that  the 
money  stolen  from  the  car  of  the  Boston  and  Providence 
rail  road  on  Friday  last  week,  amounting  to  $24,000, 
chiefly  in  notes  of  various  New  England  banks,  was  dis- 
covered on  Sunday,  in  a di  ain  near  the  hotel  in  Framing- 
ham, and  three  persons  of  the  four  supposed  to  be  concern- 
ed in  the  robbery,  are  taken  into  custody.  The  four  men 
took  passage  on  Friday  night  in  the  southern  mail  stage, 
which  leaves  town  at  ten  o’clock  for  Worcester.  One  of 
them  was  taken  up  by  the  stage  at  the  post  office,  one  in 
the  street,  and  the  two  others  in  Brighton. 

• —— 

It  is  said  in  several  papers  that  the  branch  mint,  at 
New  Orleans,  is  estimated  to  cost  4,000,000  dollars — 
folir  millions!  We  thought  that  this  must  be  a mistake, 
but  the  account  adds — 

“$200,000  of  which  have  heen  already  appropriated,  suf- 
ficient to  complete  one  wing,  which  may  be  expected 
ready  for  operation  by  the  15th  of  May  next.  This  edi- 
fice will  be  an  ornament  to  New  Orleans;  and  will  equal 
any  public  building  of  its  kind  in  the  country,  in  utility 
and  appearance.” 

We  have  another  instance  of  murder  and  treason,  rape 
and  arson'  In  our  last,  we  noticed  the  sale  of  all  tlie 
property,  assets,  credits  and  effects  of  the  office  of  the 
bank  of  the  United  States,  at  Baltimore,  to  the  Mer- 
chants’ bank  in  this  city,  to  take  effect  on  Thtirsday  next, 
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and  it  is  stated,  and  fully  believed,  that  a similar  sale  has 
been  made  to  the  new  bank,  at  Charleston,  of  which 
“_§-ov.  Hamilton''^  is  president — and  that  the  branches  at 
Buffalo,  Portsmouth,  Lexington,  Louisville, and,  perhaps, 
others,  have  been  in  like  manner  disposed  of.  In  general, 
the  sales  have  been  made  on  a credit  of  from  two  to  five 
years,  jive  per  cent,  interest,  (the  local  banks  receiving 
sfo:  or  setjen  per  cent.),  and  ample  time  and  full  means 
are  thus  given  to  pay  ofl'  the  debts  that  may  be  due  to  the 
bank  of  the  United  States.  The  depositors  ai;e  request- 
ed to  call  for  their  money,  and  the  notes  payable  at  the 
several  offices  will  be  paid  in  specie,  if  required.  Ne- 
gotiations are  said  to  be  on  foot  to  close  more  of  the  offi- 
ces, on  like  terms — even  the  office  in  New  York!  What 
will  “Mistress  Grundy”  say  now?*  Enough  will  yet  be 
said  about  it!  For  the  bills  of  exchange,  about  $21,500,000 
—(to  be  paid  at  maturity),  will  be  collected— new  faci- 
lities cannot  be  granted.  We  shall  have  an  opportunity 
of  testing  the  promised.  It  has  been 

repeates”v  said  in  this  paper,  that  the  bank  would  “pur- 
sue her  own  interest”  in  winding-up — and  that  she  has 
done  so,  w'e  think,  cannot  be  questioned.  The  burthen 
of  preserving  a “sound  currency”  will  rest  where  it  ought 
—in  the  present  state  of  things.  JVous  verrons! 

The  following  is  a copy  of  a public  advertisement  now 
passing  through  the  several  Baltimore  papers — 

Union  bank  of  Maryland  stock  for  sale.  On  Wednesday  the 
30th  day  of  September  iiiet.  at  1 o’clock,  P.  M.  at  the  Exchange 
in  tliis  city,  by  order  of  the  president  and  directors  of  the  Union 
bank  of  Maryland,  we  shall  sell  to  the  highest  bidder,  1,906  full 
and  4 half  shares  of  the  above  stock. 

Also,  4,000  full  shares  of  the  same. 

Also,  134  full  shares  of  the  same;  being  of  stock  hypothecated 
as  security  for  standing  loans  made,  and  which  remain  due  and 
unpaid  to  said  president  and  directors. 

Grundy  & Co.  aucUs. 

A New  York  paper,  the  “Democratic  Herald,”  says— 

“Give  us  a fair,  open,  honest  and  equal  system  of  in- 
corporations. There  is,  we  know  no  other  of  this  cha- 
racter, hutjree  banking,  and  free  banking  we  will  have, 
or  a bloody  revolution,  by  which  we  will  force  a restitu- 
tion of  our  rights.  We  will  not  submit  to  the  tyranny  of 
the  monopoly  system,  or  Xhfi  jtiggerly  of  the  Mathias  cant 
against  corporations.  Repeal  all,  or  grant  all;  or,  by 
the  gods,  we  will  imitate  our  fathers  of  the  revolution, 
and  fight  for  our  rights.  Our  battle  cry  is,  ^'■do’wn  •with 
the  J\iathiases!^' 

This  is  quite  moderate!  Let  us  have  banks  in  which 
every  one  shall  hold  stock — “money  or  no  money!” 

The  “Journal  and  Advertiser”  of  Detroit  of  the  10th, 
speaking  of  the  result  of  the  late  “Toledo  war” — which 
resulted  “in  the  holding  of  a court  in  the  dead  hour  of 
the  night,  and  then  starting  on  a race  towards  the  Black 
Swamp”! — says: 

’^The  Globe  is — mvm. 

fThe  Buffalo  Commercial  Advertiser  of  last  Saturday  even- 
ing, presents  us  with  tlii-s  paragraph: 

War,  at  last!  It  appears  by  the  Cleveland  papers  received 
this  morning,  that  the  Imt-bloods  of  Michigan  and  Ohio  have 
actually  succeeded  in  getting  up  a real  battle—mn  being  dispos- 
ed to  let  all  their  bliisteritig  and  bravado  go  for  nothing. 

We  mentioned  yesterday,  that  the  army  of  Michigan  militia, 
lately  encamped  at  Toledo,  having  been  disbanded,  had  return- 
ed to  their  homes;  and  it  was  anticipated  that  all  immediate 
cause  for  hostile  collision  had  been  removed:  but,  from  the  ac- 
counts before  us,  it  seems  that — from  some  cause  or  other, 
which  is  not  stated— hostilities  have  really  commenced  between 
the  belligerents,  on  a scale  commensurate  with  the  importance 
of  the  matter  which  they  are  wrangling  about. 

The  bulletin  account  of  the  action,  on  the  part  of  the  Ohio- 
ans— though  not  official— sets  forth  as  follows:  On  the  morn- 
ing of  the  15th  inst.  the  sheriff  of  Monroe  county,  accompanied 
by  a body  of  armed  men,  made  a descent  upon  the  village  of 
Toledo,  and  captured  the  sheriff  of  Lucas  county,  whom  they 
carried  off.  The  party  reappeared  in  the  course  of  the  day,  in 
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*‘We  rejoice  that  no  blood  has  been  shed,  and  that  the 
belligerenl  forces  have  retufiied  into  quarters.  The  nu- 
merous band  of  Indians  under  the  old  warrior  Swoosen- 
wacken,  were  earl/  sent  home:  their  services  not  being 
required.  ” 

This  brought  to  our  mind  the  speech  of  lord  Chat- 
ham,\n  1777,  who  indignantly  demanded, -when  speak- 
ing of  the  contest  with  America — 

“Wliere  is  the  man,  that  in  addition  to  the  disgraces 
and  mischiefs  of  the  war,  has  dared  to  authorise  and  as- 
sociate to  our  arms  the  tomahaivk  and  scalping-knifs  of 
the  savage?  To  call  into  civilized  alliance,  the  wild  and 
inhuman  inhabitant  of  tlie  woods ^ To  <lelegate  to  the 
merciless  Indian,  the  defence  of  disputed  rights,  and  to 
wage  the  horrors  of  his  barbarous  warfare  against  our 
brethren?  These  enormities  cry  aloud  for  redress  and 
punishment.  ” 

But  its  all  well— “in  these  our  days.” 

In  the  midst  of  filth  that  has  been  cast  at  us  by  foreign- 
ers visiting  our  country — and  especially  by  play  actors 
and  actresses,  too  many  of  whom  have  been  be-praised 
and  petted  by  us  because  it  was  the  fashion  to  do  so;  the 
following,  like  an  oasis — a green  spot  in  the  desert,  is 
pleasant  Ip  behold,  coming  as  it  does  from  a man  of 
talents  and  a real  artist. 

Our  counti7man  Forrest,  who  is  in  England,  thus 
writes  to  a friend  in  New  Yoik: 

“Janies  Sheridan  Knowles  has  come  back,  and  I was  at  ‘Old 
Drury’  when  he  re-appeared.  His  reception  was  very  waini 
and  hearty,  and  after  the  play,  (the  Wife),  he  was  called  out, 
when  he  addressed  the  audience  in  a few  words,  expressive  of 
his  thanks  for  their  cordial  greeting,  and  took  occasion  to  ad- 
vert, in  very  glowing  terms,  evidently  prompted  by  sincere 
feeling,  to  the  kindness  he  hud  experienced  in  America.  He 
termed  our  country  ‘the  bright  land  beyond  the  seas,’  and  our 
country  people  ‘his  brothers  and  sisters.’  His  acknowledge- 
ments of  gratitude  were  received  by  a full  house  with  acclama- 
tions.” 

A very  fierce  and  ivicked  competition  prevails  among 
the  steamboat  captains  on  the  Hudson,  from  New  York 
to  Albany.  Tlie  other  day,  we  had  accounts  that  the 
JVurth  America  and  Emerald  bat!  run  into  one  another, 
smashing  and  battering  each  other  at  a fearful  rate;  and 
expect  to  hear  of  an  explosion,  with  the  loss  of  several 
lives!  Some  of  them  charge  only  fifty  cents  for  a pas- 
sage— meals  extra.  The  distance  is  150  miles. 

A Boston  paper  says — We  are  assured  upon  the  best 
authority  that  the  house  of  Messrs.  Douglas,  Robinson 
& Co.  of  the  city  of  New  York,  have  sold  to  persons 
returning  to  the  “old  country”  since  the  first  of  the 
month,  up  to  the  present  period,  English  gold,  the  ag- 
gregate amount  of  which  forms  the  sum  of  $46,062  17. 

This  is  not  a great  sum — but  it  shews  how  the  cur- 
rent is  running.  The  persons  that  we  are  desirous  of 
having  are  returning  “home,”  but  the  paupers  must  re- 
main. 

The  plague,  which,  for  so  many  ages,  so  much  to  the 
injury  of  hapless,  afflicted  man,  and  to  the  detriment  of 
trade  and  commerce,  was  thought  contagious,  has  been 
discovered  not  to  be  so.  This  awful  malady  is  endemic 
and  not  contagions.  To  a young  physician.  Dr.  Abbot, 
the  woidd  is  indebted  for  this  most  important  and  use- 
ful discovery;  a discovery  the  truth  of  which  he  ascer- 
tained by  repeated  trials,  in  which  himself  and  his  as- 


search  of  such  judges  and  justices  as  were  acting  under  the 
laws  of  Ohio;  but  did  not  succeed  in  getting  hold  of  them,  as 
the  citizens  of  Toledo  had  armed  themselves  for  battle,  and 
made  such  stout  resistance,  that  after  the  exchange  of  about 
one  hundred  shots,  the  invading  party  fled.  They  were  hotly 
pursued,  but  being  on  horseback,  were  not  overtaken. 

There  is  one  feature  of  this  splendid  affair,  which  is  worthy 
of  all  admiration.  It  is  the  singularly  bloodless  result  of  the  vic- 
tory—none  being  killed,  and  only  one  person  injured  by  a con- 
tusion. 

The  bulletin  further  adds,  that  the  “Wolverines,”  smarting 
under  the  defeat,  declared  like  “ancient  Pistol,”  that  “all  To- 
ledo shall  smoke  for  this!” — in  short,  intimated  an  intention  of 
returning  on  the  night  after  the  conflict,  for  the  purpose  of 
burning  the  town!  I'he  citizens  of  the  place,  accordingly, 
were  making  vigorous  preparations  for  defence,  when  the  last 
advices  left.  The  world  will  therefore  rest  in  suspense,  until 
the  story  of  that  night’s  doings  shall  be  forthcoming. 


sistattts  incurred  great  risk.  It  was  on  boanl  two  Egyp- 
tian ships,  the  Aboiikir  and  the  Jaffa,  thaCDr.  A.  was 
enabled  to  give  those  cases  of  the  plague  be  n.et  with, 
that  treatment  which  resulted  in  the  most  complete  suc- 
cess. 

Complaitits  havin^^been  made  in  reference  to  the  shel- 
terless condition  of  the  depot  of  the  Washington  rail 
road  at  its  termination  in  that  city,  an  adequate  remerly, 
it  will  be  seen,  is  about  to  be  proniptly  applied  by  the 
conqjany. 

From  the  Washington  Mirror.  Passengers  from  this  city  to 
Baltimore,  by  the  rail  road  cars,  will  be  pleased  to  leain  that 
the  rail  way  is  about  to  be  extended  close  upon  Peiin.><ylvania 
avenue,  and  that  the  railway  nearest  the  depot  is  to  be  imine- 
diat(!ly  enclosed  within  capacious  sheds,  that  will  aflTord  pro- 
tection to  their  baggage,  and  constant  shelter  frt)m  the  incle- 
mency of  the  weather.  A bell  is  also  immediately  to  be  put  up 
at  the  depot  to  warn  passengers  of  the  departure  of  cars  from 
this  city. 

In  the  British  house  of  commons— 

Lord  Palmerston  in  answer  to  a question  put  by  a member, 
stated  that  the  150  Spanish  prisoners,  who  had  made  them- 
selves masters  of  the  vessel  in  which  they  were  embarked  for 
the  colonies,  and  taken  refuge  at  Gibraltar,  had  been  dentanded 
by  the  Spanish  consul  at  that  port,  but  that  the  British  govern- 
ment would  never  con.«ent  to  give  them  vp,  or  any  other  fo- 
reigner who  should  seek  protection  under  the  Briti.>^h  flag. 

How  was  it  with  the  “hero  of  the  age” — the  most  ex- 
traordinary man  that  ever  lived,  JViipoleo7i  Bonaparte — 
when  he  sought  the  ^‘■protectioji  of  the  British  fag?''* 
He  was  seized  and  chained  to  a rock — where  he  died. 
And  in  this  act,  by  which  Britain  accomplished  a crime 
that  never  will  be  forgotten  or  forgiven— because  of  its 
violation  of  every  principle  of  hospitality  and  of  law, 
they  paid  the  highest  compliment  that  could  be  bestow- 
ed, in  the  acknowledgment  of  his  talents,  and  of  the 
earnest  love  that  his  countrymen  entertained  for  him. 
It  is  a blot  on  the  lofty  pretension  of  lord  Falmerston, 
that  every  true-hearted  Englishman  feels,  and  is  asham- 
ed of — a blot  that  all  the  waters  of  the  ocean  cannot  wash 
away.  It  is  history. 

An  experiment  is  making  in  New  York  which  will 
fairly  test  the  value  of  Barker's  cement.  A sewer,  six 
feet  below  the  surface  of  the  ground,  is  now  in  progress 
from  the  Astor  hotel  on  Broadway,  to  the  North  river, 
constrncted  at  the  expense  of  Mr.'  Astor,  and  !«add"w  boHy 
of  Parker’s  cement.  Should  this  prove  as  bard  ^nd  tight 
as  anticipated,  it  will  be  a most  cheap  and  durable  ma- 
terial for  aqueducts,  cisterns,  &c.  &c. 

According  to  a statement  in  the  London  Quarterly  Re- 
view, the  ])aupers  of  Great  Britain  comprise  more  than 
one- sixth  of  the  whole  population!  In  the  United 

Slates  there  is  not  quite  one  pauper  to  eleven  hundred 
and  fifty  iidiabitants;  and  of  this  comparatively  diminu- 
tive number,  nearly  one-half  are  foreigners. 

The  and  of  Pennsylvania,  as  tw'o  of 

the  parties  to  the  election  of  governor  are  politely  call- 
ed, are  telling  tales  of  one  another  that  both  ])arties  ought 
to  be  ashamed  of — and  will  be,  “after  the  election.”  If 
they  are  to  be  believed — the  state  has  been,  and  -will  be, 
in  the  success  of  either,  governed  by  a set  of  the  vilest 
knaves  in  “all  creation!”  They  charge  instances  of 
fraud,  and  corruption,  and  of  perjury,  forgery  and  de- 
ception— beyond  example;  and  there  is  a coarseness  and 
malignity  in  their  remarks,  that  has  no  p:u-allel,  nor  pre- 
cedent, save  in  the  former  and  present  “officials”  -at 
Washington — tlie  “Telegraph”  and  the  “Globe.” 

We  have,  late  accounts  from  the  new  American  states. 
They  are  in  an  awful  state  of  confusion — almost  as  bad  as 
if  governed  by  “Lynch  law!”  Another  '^revolution,'* 
about  the  99l!i,  broke  out  in  Venezuela  on  the  17lh  Au- 
gust, and  Puerto  Cabello  was  in  a state  of  siege. 

A letter  from  the  city  of  Mexico,  under  date  of  18th 
ult.  states  that  information  had  been  received  from  1 exas 
of  the  occurrence  of  a battle  there  between  (he  forces  of 
Santa  Anna  and  those  of  Texas — the  latter  baving  dcclar- 
ed  against  Santa  Anna  and  centralism — and  that  llie  Mex- 
icans bad  lost  four  hundred  in  killed  and  wounded. 
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An  act  lias  been  proposed  in  the  legislature  of  Massa- 
chusetts ot  abolishing  capital  punishment  and  substitut- 
ing in  the  place  of  it  the  following  provisions: 

“Sec.  4.  Be  it  further  enacted,  Tliai  when  any  person  shall 
heriaftei  be  convicted  of  the  crime  of  murder,  all  contracts,  of 
whatever  nature,  to  which  llie  person  so  convicted  shall  be  a 
party,  sidill  be  affected,  changed,  or  annulled,  in  the  same  man- 
ner as  they  would  have  been  by  the  death  of  the  person  con- 
victed. Tlie  bonds  of  matrimony,  between  the  husband  or  the 
wife,  as  the  case  may  be,  and  the  person  so  convicted,  shall  be 
dissolved;  and  the  person  so  convicted  shall  cease  to  have  any 
title  to  or  interest  in  his  own  estate,  real  or  personal,  and  the 
same  sliall  be  treated,  be  di.“posed  of,  and  descend,  in  all  re- 
spects us  if  his  actual  death  had  taken  place  on  the  day  when 
lie  was  convicted  as  aforesaid;  and  all  power  and  authority,  of 
whatever  naiiire,  which  he  might  lawfully  have  orexercise  over 
any  other  person  or  persons,  shall,  from  and  after  his  conviction 
us  aforesaid,  cease  and  determine  as  if  lie  were  dead.” 

Tlie  J\  ew  Fork  American,  under  the  head  of  “gamb- 
ling in  Wall  street”  says — 

From  ihe  Daily  Advertiser  of  this  tnorning,  we  annex  a state- 
ment respecting  certain  doings  in  the  street,  and  at  the  stock 
board,  which — as  it  seems  to  us — somewhat  concerns  the  pub- 
lic morals. 

Coiitraeiing  to  buy  stock  delivered  at  a future  day,  w'hich  the 
party  piircha.-ing  knows  the  selling  parly  cannot  deliver,  be- 
cause he,  the  purchaser,  with  others,  has  by  a combination — 
unknown  to  the  seller — possessed  himself  of  the  control  of  the 
said  stuck:  and  playing  with  loaded  dice  against  Ihe  chances  of 
ordinary  dice— seem  to  us,  acts  of  about  equal  morality  and  le- 
gality. 

Whether  these  remarks  are  applicable  to  the  state  of  things 
referred  to  by  the  Daily  Advertiser,  our  readers  must  judge. 

From  the  Daily  Adverliser. 

Stocks.  Yesterday  was  one  of  unusual  excitement  in  the 
stock  mgirket.  It  is  well  known  that  the  sellers  of  HarlEem 
have  been  cornered  by  the  buyers,  who  have  run  up  the  stock 
to  195  per  cent.  A very  large  amount  has  already  fallen  due, 
and  has  been  settled.  Yesterday  and  to-day  about  four  thou- 
sand shares  were  deliverable,  which  was  sold  in  July  at  60 
days,  at  123  to'  129.  If  this  was  all  bonafide  sales,  and  the 
stock  had  to  be  purchased  at  the  present  rates,  the  loss  and 
gain  on  these  two  days  transactions  alone  would  be  over  a 
hundred  thousand  dollars.  The  amount  falling  due  is  so  heavy 
that,  although  a pause  was  made  a short  time  since  by  one  or 
two  houses,  who  appealed  to  the  board,  who  then  decided  that 
the  contracts  must  be  performed,  and  they  were — the  loss  has 
become  so  severe,  that  those  who  have  to  deliver,  yesterday 
brought  the  subject  again  before  the  board,  on  the  ground  that 
there  had  been  a combination  on  one  side,  who  had  bought  up 
the  whole  stock,  and  now  made  ihe*shorts  pay  enormously,  and 
asking  an  investigation.  After  some  discussion,  a resolution 
was  adopted  appointing  a committee  of  four,  viz:  Messrs.  Ne- 
vins,  Le  Roy,  Coit  and  Bleecker,  to  examine  into  the  whole 
matter  and  report  the  same  to  the  board — in  the  mean  time  that 
the  difference  shall  be  paid  to  the  committee,  subject  to  the  fur- 
ther determination  of  the  board.  It  is  well  known  that  ditfer- 
ences  cannot  be  recovered  by  law  on  lime  sales,  and  that  the 
only  consequence  of  failure  is,  expulsion  from  the  board.  The 
present  mode  of  seltlement  does  not  afford  any  relief  in  rela- 
tion to  paying  up  diflTe.rences,  but  affords  a chance  to  the  seller 
that  he  rnav  not  ultimately  be  the  loser.  The  general  feeling 
appears  to  he,  that  the  bulls  have  carried  up  the  slock  two  high, 
have  been  two  greedy,  and  that  had  they  only  pul  the  slock  to 
160  or  170,  all  the  contracts  would  have  been  complied  with 
without  any  demur.  There  appears  to  be  a prevailing  senti- 
ment that  if  the  board  sanction  time  sales,  it  does  not  become 
them  whenever  one  party  corners  another,  to  annul  contracts; 
in  other  words,  when  they  win,  contracts  must  be  complied 
with,  but  when  there  is  a loss,  they  can  annul  them. 

And  the  Herald  sa)'s — 

Yesterday  a resolution  was  introduced  in  the  board  of  brokers 
^tjheir  morning  siuing.s  for  the  appointment  of  a committee  to 
investigate- the  causes  of  the  recent  rise  of  the  Harlsem  stock, 
and  also  what  is  the  reasftA  ilihft,  j.t  dis  continued  to  be  sold  at 
such  high  prices  when  it 's  well  known  that  it  is  hardly  worth 
par  at  the  utmost. 

The  Dutch  frigate  De  Mars,  capt.  Arriem,  and  the 
brig-of-war  Sneeneid,  capt.  Ferguson,  which  arrived  at 
New  York,  from  Curacoas  on  the  24th  ult.  have  sailed  for 
Flushing. 

Upon  inquiry  at  the  navy  department,  (savs  the  Army  and 
Navy  Chronicle),  we  learn  that  no  report  has  been  made  by  the 
comm.ander  of  the  Peacock  of  any  duel  having  occurred  while 
that  ship  was  at  Rio,  and  yet  it  would  have  been  his  duly  to 
report  the  circumstance,  the  more  especially  if  it  had  resulted 
in  the  death  of  an  officer. 

The. Peacock  having  sailed  from  Rio  for  Ihe  East  Indies,  and 
no  duel  having  been  reported  to  the  department,  we  would 
ho(»e  that  the  statement  is  incorrect,  or  that  it  is  but  a repeti- 
tion of  the  account  of  a duel  that  did  take  place  between  two 
miilshipmefi  of  the  Natchez,  which  resulted  in  the  death  of  one 
tliem,  John  Banister,  of  Virginia. 


We  find  the  following  in  a New  York  paper: 

•^Naval.  An  order  for  building  a new  steam  frigate  was,  we 
understand,  received  at  the  navy  yard  on  Saturday  last.  The 
model  was  received,  and  the  timber  got  out  yesterday.  Her 
force,  it  is  said  will  be  twelve  guns.” 

AVeare  informed  that  the  order  in  question  extends 
no  far  ther  than  getting  the  timber  out  of  the  sheds  for 
examuiation.  As  to  the  number,  or  even  the  description 
of  guns,  nothing  has  yet  been  decided;  nor  have  the 
model,  or  tlie  time  for  laying  the  keel,  been  positively 
agreed  upon. 

It  is  probable  that  nothing  will  be  done  until  the  com- 
missioners of  the  navy  visit  New  York. 

The  commissioners  of  the  navy  will  leave  Washing- 
ton in  a day  or  two,  on  their  annual  tour  of  inspection  of 
the  navy  yards  at  Philadelphia,  New  York,  Boston  and 
Portsmouth.  [Army  and  JFavy  Chronicle. 

# _ 

A revolutionary  pensioner  rode  into  town  on  Wednes- 
day morning,  whose  age,  united  with  that  of  his  hoi’se, 
amounted  to  106  years.  On  the  preceding  day  he  rode 
the  same  horse  from  Pittsburgh  to  his  residence  in  the 
eastern  part  of  this  county,  a distance  of  fifty  miles,  leav- 
ing Pittsburgh  after  the  bank  opened  at  which  he  drew 
his  jiension.  [Wheeling  Gaz. 

The  St.  Louis  Republican  of  the  8th  inst.  says— * 

The  sheet  upon  which  this  paper  is  printed  is,  we  are 
not  a little  prou<l  to  say,  oi  Missouri  manufacture.  It  is 
frum  the  mills  of  Messrs.  Lamme,  Reiser  & Co.  Boone 
county.  This  paper  will  compare  advantageously  with, 
if  indeed  it  be  not  superior  to,  anj'  manufactured  west  of 
the  mountains.  These  enterprising  men  deserve,  as 
they  will  no  doubt  receive,  the  encouragement  of  the 
friends  of  home  manufactures  throughout  the  state. 

The  Liverpool  correspondent  of  the  New  York  Star,  stales 
that  the  new  novel  of  ‘^Plantagenet,”  which  contains  a vivid 
sketch  of  the  follies  and  frailties  of  high  life,  is  from  the  pen  of 
the  famous  Wellesley  Pole.  He  married  a Miss  Long,  with  a 
fortune  of  a couple  of  millions  sterling,  [ten  millions  of  dollars!] 
spent  the  money  in  a few  years — broke  his  wife’s  heart — se- 
duced a Mrs.  Bligh— married  her,  on  her  divorce — has  now  de- 
serted her — and  lives  at  Brussels  despised  and  hated.  Such  is 
a man  of  fashion.  He  sat  in  parliament,  spoke  well,  and  has 
the  honor  of  having  introduced  Bulwer  into  the  legislature — 
that  is,  Bulwer  paid  him  £2,000  for  a seat  for  St.  Ives,  a bo- 
rough which  this  Roue  owned.  He  is  nephew  to  the  duke  of 
Wellington,  marquis  Wellesley  and  lord  Cowley,  and  Ihe  hope- 
ful son  of  lord  Maryborough. 

In  the  Registek  of  May  2,  1812,  (vol.  II.)  page  148, 
will  be  found  an  account  of  the  matTiage  of  Wellesley 
Pole,  to  “Miss  Tylney  Long,”  and  of  the  parade  and 
gifts  made  on  that  “glorious”  occasion.  The  jew'els  of 
the  “happy”  bride  cost  25,000  guineas — her  dress  700 
guineas,  lier  bonnet  150,  and  her  veil  200  guineas.  On 
her  marriage  she  was  called  “Mrs.  Tylney  Long  Pole 
Wellesley ! ” et  cetera.  Sic  thaxsit  geokia  muxui  ! 

The  J)fatchez  Courier  says — 

“Five  of  the  journeymen  in  this  office,  and  two  or  three 
more,  formed  themselves  into  a Mississippi  Typographical  so- 
ciety, resolved  that  we  should  turn  away  a young  man  who  had 
been  learning  the  business  with  us,  four  times  as  long  as  any 
of  them  had  been  in  our  employment,  and  accordingly  turned 
out  on  Saturday  last.  We  resolved  onr.self  into  a society  on 
Monday  morning,  and  disrni.^sed  the  above  five  and  paid  them 
off,  disliking  to  comply  with  their  demands,  for  fear  they  would 
take  it  into  their  heads  to  dismiss  us  next.  We  have  fores 
enough  without  them.” 

The  “Globe”  publishes  the  following: 

Post  office,  Tampa,  Aug,  30,  1835. 

Hon.  Amos  Kendall,  P.  M.  general.  Sir:  The  mail  carrier 
who  left  this  office  on  the  lllb  instant,  with  the  northern  and 
wci«lern  mail,  was  most  inhumanly  murdered  about  six  miles 
from  this  place  by  a party  of  Indians,  and  the  mail  bags  carried 
oflT.  The  fact  was  not  known  until  Sunday  the  16th,  when  the 
mangled  body  of  the  carrier  was  discovered  lying  in  a pond  a 
short  distance  from  the  road. 

A detachment  of  United  States  troops  from  this  post,  was  in- 
.staritly  sent  out  in  pursuit  of  the  murderers  and  mail,  but  re- 
turned last  evening,  witlmut  discovering  either.  Respectfully, 
your  obedient  servant,  Acgustus  Steele,  P.  M. 

If  certain  men  had  their  desires  granted  to  them,  a 
return  of  the  rlays  of  the  Goths  and  Vandals^’  would 
Follow  it.  But  such  is  the  “slang”  of  many,  “in  these 
bur  days.” 
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At  a very  large  assemblage  of  the  citizens  of  Kensing- 
ton [Philadelphia],  the  following,  among  other  proceed- 
ings, were  had — 

IVhereas,  MONOPOLIES  have  been  the  rage  for  se- 
veral years  past,  to  the  detriment  and  injury  of  the  great 
mass  of  the  people,  and  in  every  neighborhood  and  dis- 
trict, marring  the  welfare  of  the  same,  by  engrossing 
every  project  calculated  to  improve  their  own  private 
greatness — encroaching  not  only  upon  our  several  occu- 
pations, trades  and  manufactures,  but  also  depriving  us 
of  privileges  for  which  w'e  have  paid  full  value.  There- 
fore 

Resolved^  That  we  view  with  disapprobation  the  ex- 
tension of  rail  roads  through  our  streets,  as  tending  to 
depress  the  value  of  property;  endangering  the  lives  of 
our  citizens,  and  will  eventually  throw  out  of  employ  a 
valuable  class  of  men — our  draymen,  carters, 

Resolved,  That  we  will  not  support  any  candidate  for  j 
commissioner,  unless  he  gives  a written  pledge  to  oppose 
all  rail  roads  coming  through  our  improved  streets. 

Resolved,  That  we  disapprove  of  the  proceedings  of 
the  minorit}’  of  the  commissionei  s of  this  district,  in 
granting  to  the  I’ail  road  company  the  privilege  of  laying 
rails  on  the  Frankford  road,  at  a loss  to  the  district  of 
$10,000,  and  a saving  to  said  company  of  $60,000. 

Henrx  Cxat.  During  Mr.  Clay’s  recent  visit  to  Cin- 
cinnati, for  the  purpose  of  attending  the  agriculun-al 
fair,  the  citizens  of  Newi)ort,  Ky.  complimented  him 
with  an  invitation  to  a public  dinner,  w hicli  he  thouglit 
proper  to  decline.  Wliilst  he  remained  in  Cincinnati, 
he  w'as  constantly  receiving  the  cordial  and  unostentatious 
hospitalities  of  the  citizens. 

Cincinnati,  4th  Septemher,  1835. 

Gentlemen:  I receive  with  pleasure  and  pride  the  expression 
of  the  sentiments  of  approbation  and  confidence,  coniained  in 
your  note  of  yesterday,  inviting  me,  in  behalf  of  the  citizens  of 
Newport,*  to  a public  dinner.  Highly  flattered  and  honored 
by  it,  I should  have  great  satisfaction  in  meeting  them, but,  pre- 
vious to  my  departure  from  home,  I resolved  to  restrict  mystlf 
lo  the  sole  object  which  brought  me  here,  of  visiting  the  exhi- 
bition, now  making  in  the  neighborhood  of  this  city,  of  products 
of  agriculture  and  manufactures;  and  1 think  it  best  to  adhere  to 
the  re.suluiioa. 

I request  you,  centlemen,  to  convey  to  my  fellow  citizens  of 
Newport  my  cordial  acknowledgments,  and  accept  assurances 
yourselves  of  the  high  esteem  and  regard  entertained  for  you  by 
your  friend  and  obedient  servant,  Henry  Clay. 

Messrs.  James  Taylor,  James  Southgate,  Samuel  H'inston,  H- 
T,  Harris  and  John  N.  Taliaferro. 

Judge  White.  On  a recent  visit  which  the  honora- 
ble Hugh  L.  White  had  occasion  to  make  to  the  city  of 
Nashville,  he  received  the  following  invitation,  signed 
by  a committee  of  sixty-four  of  the  most  respectable  gen- 
tlemen of  the  place: 

Nashville,  Sept.  8,  1835. 

The  hon.  Hugh  L.  White: 

The  undersigned,  in  behalf  of  your  numerous  personal  and 
political  friends  in  this  place,  gratified  with  the  opportunity  of 
testifying  their  undiminished  confidence  and  regard,  beg  to  ten- 
der you  the  compliment  of  a public  dinner,  at  such  early  day  as 
may  suit  your  convenience.  They  are  well  apprised  of  your 
great  disinclination  to  participate  in  festivities  intended  as  marks 
of  respect  to  yourself;  but  considering  the  cruel  and  unfounded 
imputation  that  the  reckless  spirit  of  party  has  poured  out  upon 
you  of  late,  and  the  desire  your  oldest  and  most  intimate  ac- 
quaintances feel  lo  vindicate  you,  we  hope  you  will  not  deny 
them  this  passing  and  opportune  occasion  of  manifesting  their 
unshaken  attachment  to  your  public  and  private  character. 

To  which  the  judge  returned  the  following  answer: 

Nashville,  Sept.  8,  1835. 

Gentlemen:  Your  invitation  to  a public  dinner,  to  be  given 
by  my  personal  friends  in  this  place,  was  handed  me  a few  mi- 
nutes since. 

Business  requires  that  I shall  continue  my  journey  on  to- 
morrow— it  is,  therefore,  out  of  my  power  to  accept  it. 

The  reasons  assigned  for  this  distinguished  evidence  of  your 
regard,  are  calculated  to  make  a deep  and  abiding  impression 
on  my  mind. 

Whatever  may  hereafter  be  my  situation  in  life, whether  in  a 
public  or  a private  station,  I shall  continue  in  the  honest  dis- 
charge of  what  f may  deem  my  duty,  under  a full  conviction 
that  I have  nothing  to  fear  from  “cruel  and  unfounded  imputa- 
tions,” while  my  oldest,  most  intimate  and  most  intelligent  ac- 
quaintances, feel  so  deep  an  interest  in  my  vindication. 

Be  pleased  to  accept,  for  yourselves  and  my  other  personal 
and  political  friends  in  this  place,  my  cordial  acknowledsments 
for  this  manifestation  of  unshaken  attachment  to  my  public  and 


private  character,  and  believe  that,  I am  most  respeclfnlly, 
your  obedient  servant,  Hugh  L.  White. 

Judge  White  was  invited  to  a public  dinner  by  the  ci- 
tizens of  Florence,  in  Alabama,  whither  he  had  just  been 
called  by  business,  but  he  declined  that  also. 

Mr.  C.  C.  Clay,  recently  elected  governor  of  Alaba- 
ma, wrote  the  follow'ing  letter  on  the  day  of  its  date: 
Washington  city,  January  1st,  1835. 
Dear  sir:  I have  seen  the  movement  to  which  you  refer,  in 
reference  to  the  nomination  of  judge  While  for  the  presidency. 

I have  also  received  the  copy  of  col.  Lane’s  resolutions,  which 
you  enclosed  with  a manuscript  note  of  your  own.  Whilst  I do 
not  feel  authorised  to  act  for  the  people  of  Alabama,  or  even 
for  my  immediate  constituents,  on  the  subject — the  question  of 
who  shall  be  the  next  president.' not  having  been  agitated  at  the 
lime  of  my  eleclion,  and  not  having  been  since  instructed.  I 
certainly  have  my  personal  preference,  and  have  no  objection 
to  a frank  declaration  of  it  lo  you.  You  justly  ascribe  to  me  a 
high  estimation  of  judge  While’s  character  and  qualifications. 
As  you  are  well  aware,  I have  known  him  from  my  boyhood. 

I regard  him  as  a man  of  unimpeachable  and  incoiruptible  in- 
tegrity, possessing,  in  an  eminent  degree,  a sound,  enlightened 
and  discriminating  judgment,  with  inflexible  firmnes.s  and  suffi- 
cient energy  for  the  duties  of  any  station,  lo  which  his  country 
could  call  him.  If  I now  had  the  power  to  designate  the  indi- 
vidual tcho  should  be  the  next  president,  Hugh  Lawson  White 
would  be  the  man.  So  far  as  personal  preference  is  concerned, 
he  is  decidedly  my  first  choice.  Yery  respectfully,  your  obe- 
dient servant,  C.  C.  Clay. 

Dr.  Thomas  Fcarn,  Huntsville,  Alabama, 

Withdrawal  of  judge  McLean.  By  the  following 
letter,  which  we  find  in  the  Columbus  Journal — publish- 
ed there  at  the  request  of  the  gentleman  to  whom  it  was 
addressed — it  appears  that  judge  fMcLean  has  distinctly 
withdrawn  himself  from  the  field  of  competition  for  the 
presidency: 

Richland,  (0.)  August  31,  1S35. 
Dear  sir:  Being  informed  that  my  friends  from  different  parts 
of  Ohio,  having  consulted  together,  have  come  to  a determina- 
tion to  organize,  and  endeavor  to  produce  a concert  of  action 
throughout  the  state,  on  the  subject  of  the  election  of  president, 
and  as  you  arechaiiman  of  one  of  the  principal  committees 
which  has  been  constituted  with  a view  to  this  object,  it  is  pro- 
per that  I should  make  lo  you  the  following  communication: 

On  all  occasions  since  my  name  has  been  spoken  of  in  refer- 
ence to  the  presidency,  I have  given  my  friends  to  understand 
in  conversations,  and  by  communications  that  have  been  pub- 
lished, that  I would  not  be  a party  lo  a contest  that  shall  be 
likely  to  lead  to  an  eleclion  of  chief  magistrate  by  the  house  of 
representatives.  Asa  matter  of  choice  I would  not  lake  the 
office  through  the  insirumentaliiy  of  the  house. 

I was  fully  aware  that  this  course  on  my  pan  would  discou- 
rage my  friends  and  injure  my  prospects;  but  I was  not  desir- 
ous of  the  office  except  on  such  terms  as  would  enable  me  to 
carry  out  those  principles,  which  would  elevate  and  tranquilize 
the  political  action  of  the  country. 

I was  not  unaware  that  there  were  several  gentlemen  who 
looked  lo  the  office,  as  1 believe,  with  more  solicitude  than  my- 
self, and  who  had  much  higher  claims  to  the  sufi'rages  of  their 
fellow  citizens;  and,  as  it  was  hardly  to  be  expected  that  these 
claims  would  be  postponed,  my  resolution  was  taken  in  refer- 
ence to  such  a state  of  things.  My  anticipations  have  been  re- 
alized. Tiie  ground  on  which  the  contest  seems  now  to  be 
placed  by  those  who  are  opposed  to  the  Baltimore  nominations 
—and  from  the  number  of  candidates  in  the  field,  it  is  not  pro- 
bable that  this  ground  can  be  changed — necessarily,  on  the  prin- 
ciples I have  avowed,  excludes  me  from  the  list  of  candidates. 

I adhere  to  my  principles,  and,  of  course,, acquiesce  most  cheer- 
fully in  the  decision.  As  a citizen,  I shall  ever  oppose  that 
which  I conscientiously  believe  lo  be  wrong  in  policy  or  in  prin- 
ciple. 

This  declaration  is  due  to  myself,  to  my  friends  generally,  and 
especially  lo  those  of  them  who  have  sustained  the  administra- 
tion, and  who  were  among  the  first  to  introduce  my  name  into 
the  contest.  I wish  to  remove  from  all  my  friends  any  embar- 
rassment which  they  may  feel  in  the  ensuing  eleclion  of  chief 
magistrate  on  my  account.  With  great  respect,  I am,  very 
truly  and  sincerely  yours,  John  McLean. 

Moses  H.  Kirby,  esq.  Columbus,  Ohio. 

It  is  stated  that  great  sensation  has  been  caused  at  Ber- 
lin b\'  the  Jlforganatic  marriage  of  prince  Augustus  to 
Miss  Ostrowsky,  daughter  of  a major,  a Pole  in  the  Prus-. 
sian  service.  The  prince  was  born  in  1799.  The  lady 
is  very  young  and  beautiful. 

The  emperor  Nicholas  of  Russia  would  not  receive  sir 
Stratford  Canning,  as  the  British  ambassador  at  bis 
court,  because  his  grandmotlier  was  a jilay  actress!  His 
1 imperial  majesty  had  a grandmother,  too,  in  the  empress 


*Tbe  river  of  Ohio  separates  Newport  from  Cincinnati. 


NiLES’  REGISTER— SEPT.  26,  1835— MISCELLANEOUS.  53 


Catharine — a lady  of  some  notoriety  in  her  day.  Sir 
Stratford  might  well  have  turned  the  tables  on  him. 

Extract  of  a letter  to  the  secretary  of  state,  fi  om  Mr. 
Higinbotham,  the  commercial  agent  of  the  United  States 
at  Antigua,  dated 

^‘^uoust  19, 1835. 

“I  have  to  inform  yon  that  this  island  was  visited  on  the  12ih 
inst.  with  a very  severe  hurricane,  that  has  caused  great  devas- 
tation. 

“The  governor  has  opened  the  port  for  six  months  from  the 
14th  instant,  for  the  importation  in  vessels  of  all  nations,  duty 
and  tonnage  free,  of  the  following  articles,  viz:  fioiir,  corn  and 
pulse,  of  every  description,  corn  meal,  salted,  dried  and  pickled 
hsh,  salted  pork  and  beef,  mill  timber  and  lumber,  of  all  kinds, 
stave.s,  shingles  and  wood  hoops. 

“I  understand  the  hurricane  was  felt  very  severely  at  St. 
Kitts  and  Nevis.” 

An  extract  of  a letter  in  the  Norfolk  Herald,  dated 
Montego  ba}",  (Jam.)  Aug.  29,  says: 

“I  am  going  on  a very  limited  scale;  the  times  are  ticklish 
and  very  uncertain,  from  tlie  wavering  conduct  of  the  govern- 
ment, who  seems  as  determined  on  the  ruin  of  their  colonies 
as  the  ministry  were  sixty  years  ago,  in  their  unholy  war 
against  you  for  resisting  the  imposition  of  illegal  taxes.  Wc 
have  from  time  to  time  been  forced  to  yield  to  any  demand 
they  made;  now  we  have  little  left,  and  whether  they  will  per- 
mit us  to  retain  even  that,  is  very  doubtful  with  me.” 

A large  body  of  pirates  and  murderers,  under  the 
command  of  a person  named  Inchi  Awang,  are  infesting 
the  eastern  coasts  of  China.  Tliey  butchered  27  of  their 
countrymen  on  a single  occasion,  on  another  18,  and  so 
ou. 

A fire  took  place  at  Niblo’s  (a  famous  garden  in  New 
York),  on  the  17th  instant,  in  consequence  of  the  sponta- 
o-ous  combustion  of  a bottle  filled  with  a composition 
called  “crimson  fire” — jirepared  for  some  fire  works  to 
be  exhibited.  Loss,  $15,000  dollars,  and  one  life — a 
colored  waiter  whose  retreat  from  the  attick  was  cut  off. 

In  the  part  of  tlie  premises  wliich  first  took  fire  no- 
thing was  saved,  and  amongst  other  articles  in  it  was  a j 
large  painting  of  the  Israelites’ departure  from  Egypt 
which  was  being  exliibited  arid  i^said  to  have  cost  $5,000. 

Another,  and  a very  large  fire  took  place  on  Saturday 
last,  in  Mercer  street,  and  extended  to  the  houses  on 
Broadway — Loss  about  40,000  dollars. 

The  departure  of  the  British  minister  from  Washing- 
ton, is  thus  noticed  in  the  JWttional  Intelligencer  of  Tues- 
day last — > 

Charles  R,  Vaughan.  Iiis  Britannic  majesty’s  envoy  ex- 
traordinary and  minister  plenipolenliary,  left  ibis  city  yesterday 
for  New  York,  where  he  will  embark  in  a lew  days  for  England. 
He  look  leave  of  the  president  on  Sirturday,  and  at  the  same 
time  presented  Mr.  BanUiead,  secretary  of  legation,  as  charge 
des  affaires. 

Sir  Charles  V.iuglian  has  resided  here  nearly  ten  years  as  the 
representaiive  of  his  sovereign,  and  it  is  not  easy  to  speak  in 
adequate  terms  of  the  warmth  of  the  regard  which  his  frank 
and  liberal  disposition,  during  so  long  a residence  amongst 
them,  has  w'on  from  all  classes  of  our  citizens.  No  foreign 
miiiislei  ever  carried  with  him  a larger  share  of  the  good  wishes 
of  our  people,  and  his  departure  will  leave  a void  in  the  society 
of  Washington  which  will  not  be  easily  supplied. 

As  a mark  of  the  hi^h  respect  entertained  hy  our  citizens  for 
this  distinguished  gemU  nian,  a public  dinner  was  given  to  him 
on  Saturday  last  at  the  National  hotel,  which,  for  elegance  or 
siimptuousness,  has  never  been  equaled  in  this  city.  Nearly 
all  the  heads  of  departments,  as  well  as  many  other  officers 
of  the  government,  joined  in  offering  the  compliment,  and  were 
amongst  the  company  at  the  entertainment.  Of  the  toasts 
given  on  the  occasion,  and  the  very  handsome  and  feeling  ad- 
dress of  the  distingui^hed  guest,  we  hope  to  be  able  to  give 
some  account  in  a future  paper. 

From  the  National  Intelligencer  of  Wednesday. 

After  the  cloth  was  removed,  the  president  of  the  tabic  rose 
and  said  he  begged  leave  to  propose  a sentiment,  which  he 
well  knew  every  individual  present  would  most  cordially  re- 
spond to.  It  was 

Our  distinguished  guest,  the  representative  of  Great  Britain — 
Our  social  relations  with  him  during  his  long  residence  amongst 
us  have  been  as  a2reeable  as  our  national  relations  with  his 
government  have  been  satisfactory. 

The  toast  was  received  with  tlie  greatest  enthusiasm:  and, 
after  it  had  been  drank,  sir  Charles  R.  Vaughan  rose  and  ad- 
dressed the  company  as  follows: 

Gentlemen:  The  complimentary  language  in  which  the  mayor 
has  been  pleased  to  call  upon  yon  to  drink  to  my  health,  and 
the  cordial  manner  in  which  you  have  attended  to  tiiat  call, 


makes  it  difficult  for  me  to  find  suitable  terms  in  which  to 
acknowledge  the  honor  which  has  been  conferred  upon  me.  I 
feel  myself  entitled  to  derive  from  it  the  highest  personal  gra- 
tification, while  as  H.  B.  M.  minister,  i hail  the  kind  feelings 
which  you  have  manilesied  with  delight,  as  furnishing  a fresh 
proof  that  (he  friendly  relations  between  our  kindred  countries 
are  not  easily  to  be  disturbed. 

Whatever  difference  some  travellers  may  have  amused  them- 
selves with  atiempling  to  discover  in  our  habits,  our  manners, 
or  our  (toliiics,  the  elements  of  our  social  condition  have  one 
and  ihe  same  origin.  Wherever  I go  in  the  United  States,  I 
meet  with  the  characteristics  of  the  three  distinct  people  con- 
stituting the  British  nation.  I find  every  where  happily  amal- 
gamated the  sincerity  and  independence  of  the  Anglo-Saxon, 
with  the  intelligence  and  sagacity  of  the  Scotch,  and  the  gay 
and  gallant  spirit  of  the  Irish. 

May  I not  then  safely  prophesy  that  we  shall  continue  to  ap- 
preciate the  blessings  of  peace,  that  whatever  temporary  dif- 
ferences may  at  any  time  arise  between  our  respective  govern- 
ments, our  connexion  cannot  be  dissolved.  It  is  a connexion 
founded  on  a community  of  language  and  literature,  and  on  a 
commercial  intercourse  vast  and  mutually  beneficial. 

It  is  now  more  than  ten  years  since  I first  arrived  at  Wash- 
ington as  his  majesty’s  minister,  and  nothing  can  ever  efface 
ihe  inrpression  which  has  been  made  upon  me  by  the  courtesy 
and  kindness  which  I have  experienced  from  every  member  of 
the  government  from  first  to  last,  and  from  all  persons  with 
whom  I have  tmd  the  pleasure  of  being  connected.  May  the 
city  of  Washington,  in  which  probably  the  interests  of  many 
valued  friends  are  involved,  rise  to  its  just  eminence  amongst 
the  great  cities  of  the  union.  The  spirit  of  enterprise  and  the 
industry  of  its  people  must  sooner  or  later  accomplish  that  ob- 
ject. I can  never  allow  myself  to  doubt  of  ihe  higli  destinies  of 
a city  founded  by  Washington,  and  bearing  his  honored,  his 
revered  name. 

Rely  upon  it.  gentlemen,  that,  wherever  duty  Or  inclination 
may  hereafter  lead  me,  I shall  pray  for  your  happiness  and  pros- 
perity, as  I am  convinced  iliai  it  is  closely  interwoven  with  the 
liappiiiess  and  prosperity  of  my  own  beloved  country. 

1 thank  you  for  the  generous  and  kind-liearted  manner  in 
which  yon  have  come  forward  this  day  to  bid  me  farewell.  May 
it  please  God  to  prosper  you  and  yours. 

There  were  no  set  toasts  provided,  but,  on  calls  from  the 
cliair,  vaiions  gentlemen  gave  sentiments,  which,  however, 
being  in  few  cases  reduced  to  writing,  only  the  following  were 
preserved: 

By  the  secretary  of  the  treasury.  England  and  America — the 
inoilier  and  daughter.  As  each  possesses  so  many  real  charms, 
may  each  herealier,  in  all  respects,  cease  to  be  jealous  of  the 
other. 

By  the  secretary  of  war.  The  land  of  our  forefathers,  and  the 
language  of  our  forefathers.  Wherever  the  one  is  spoken,  may 
the  other  he  kindly  remembered. 

By  the  secretary  of  the  navy.  Our  friendly  relations  with 
Groat  Britain,  so  long  and  so  ably  promoted  by  her  minister 
here,  our  distinguished  guest — may  his  mantle  fall  upon  his  suc- 
cessor. 

By  Mr.  Maxey.  Great  Britain  and  the  Upited  States:  may 
tlie  iiarmony  of  nations,  connected  by  the  bond  of  a common 
language,  which  is  spoken  only  where  the  principles  gt  liberty 
are  well  understood,  never  be  broken. 

By  Mr.  Pageot,  charge  de  affaires  of  France,  Civilization — 
may  it  continue  to  be  the  great  pacificator  of  the  world. 

A toast  was  here  given  complimentary  to  the  representative 
of  France,  and  expressive  of  the  hope  that  France  and  the  Unit- 
ed Stales,  like  two  early  lovers,  might  find  their  ancient  affec- 
tion and  friendship  brightened  and  strengthened  by  their  recent 
squabble. 

Ahkansas.  The  last  Arkansas  Gazette  furnishes  an 
abstract  of  the  census  of  the  territory  for  the  present  year, 
1S35.  The  counties  of  Scott  and  Mississippi  remain  yet 
to  be  heard  from,  as  also  one  township  (Prairie)  in  Ar- 
kansas county.  Scott  county  is  supposed  to  contain  about 
100  souls,  Mississippi  from  500  to  7<X),  and  Prairie  town- 
ship 100  to  125.  The  aggregate  population  of  the  other 
counties  is  as  follows: 


Lawrence 

3,844 

Greene 

971 

Independence 

2,6.53 

Jackson 

891 

Izard 

1,879 

Carroll 

1,357 

Washington 

6,742 

Crawford 

3,139 

Pope 

1,318 

Johnson 

1.803 

Van  Buren 

855 

Conway 

1.214 

Pulaski 

3,513 

Hot  Spring 

6,117 

Jefferson 

1,474 

Clark 

1,285 

Pike 

449 

Hempstead 

2.955 

Lafayette 

1.446 

Sevier 

1,350 

Miller 

1,373 

Union 

878 

Crittenden 

1,407 

St.  Francis 

1,896 

Phillips 

1,518 

Monroe 

556 

Arkansas 

1,973 

Chicot 

2,471 

The  whole  number  of  inhabitants  in  the  territory,  ac- 
cording to  the  above,  is  51,809.  Tf  to  these  we  add  the 
probable  number  in  the  two  counties  and  the  township 
not  vet  heard  from,  the  population  cannot  fall  much  short 
of  53,000.  In  1830  we  had  30,388  inhabitants— in  183S 
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■we  had  40,660.  The  present  census  shows  an  increase 
of  upwards  of  11,000  souls  during  the  last  two  years.. 
The  whole  number  of  white  males  in  the  territory  is 
22,585;  do.  females  19,386 — total  whites  41,971.  The 
■whole  number  of  colored  persons  is  9,838;  of  which  209 
are  free,  and  9,029  are  slaves.  Deducting  two-fifths  of 
the  number  of  slaves,  Iwaves  a population  of  47,957. 
The  ratio  of  representation  in  congress  is  47,700. 

[Jldvocaie. 

PiTTSBuitGH  iMPnovEMKNTS.  The  editors  of  the 
Pittsburgh  Times  have  taken  considerable  pains  to  count 
the  number  of  buildings  now  going  up  in  this  city,  the 
Northern  Liberties,  Allegheny  and  Birmingham.  In  the 
city  proper,  there  are  brick  dwelling  houses  64 

Brick  store  houses  48 

112 

Besides  a number  of  offices,  stables  and  several  ex- 
tensive smoke  houses. 

In  Northern  Liberties — dwelling  houses 
Glass  factory 
Rolling  mill 

In  Allegheny — dwelling  houses 

Iron  railing  factory 
Reformed  Presbyterian  cl 
In  Birmingham— dwelling  houses 

Lock  and  screw  factory 
Glass  factory 
Cutting  house 
Stores 


Bank  of  Pittsburgh,  county  prison  and  five  school 
houses. 

The  editors  of  the  Times  conclude  their  statement 
with  the  following  note. 

“Our  list  of  improvements  is  still  incomplete  as  it  does  not 
give  the  houses  in  that  large  space  east  of  the  city  hue,  between 
the  two  rivers;  including  Arthursville,  Hayti-r-a  whole  series  of 
towns,  filling  up  and  coming  fast  into  connection  with  the  city. 
That  will  be  supplied  by  another  list  for  a future  number.  A 
large  portion  of  the  buildings  of  this  season  are  in  a style  show- 
ing a marked  progress  of  architecture  among  us;  greatly  im- 
proving the  general  appearance  of  the  city.  We  would  instance 
particularly  the  magnificent  row  in  Liberty,  from  the  corner  of 
Wayne  street,  nine  houses  in  one  block,  by  Miller  & Long, 
Benney,  Galway,  Scott  and  Wallace.  The  similay  grandeur 
of  the  Mock  of  buildings  by  Messrs.  Fetterman,  McClur"  and 
the  Leeches.  Ledlie’s  warehouse  in  Front  street.  Hays’  in 
Wood,  with  McGill  & Darsie’s,  which  is  expected  to  be  of 
equal  elegance;  and  capt.  Wood’s  fine  row  of  dwellings  in  Mar- 
bury.  The  last  two  ysars  have  much  changed  the  aspect  of 
Pittsburgh,  by  the  addition  of  such  noble  structures  as  the  third 
Presbyterian  church,  the  Pittsburgh  bank,  ‘and  last,  but  not 
least.,’  Ifwio’s  and  Wmebiddle’s  superb  rows.,  of  stores  and 
warehouses.” 

FOREIGN  NEWS. 

From  Paris  papers  of  the  14th  ult. 

PartS)  Aug.  14.  Though  the  first  division  of  the  legion  of  fo- 
reigners did  not  sail  from  Algiers  till  the  first  inst.  its  ai rival  at 
Majorca  has  been  already  announced  at  Barcelona.  fThey 
seem  to  have  got  into  bad  repute,  in  Algiers.] 

The  government  had  decided  to  send  a reinforcement  of  ca- 
valry to  Algiers.  Orders  have  been  despatched  to  several  regi- 
ments for  each  of  them  to  furnish  a detachment  of20  men. 

The  following  is  the  address  presented  the  king  by  the  nu- 
merous deputation  from  Uie  Americans  in  Paris  on  Sunday 
last: — 

*‘Sire:  The  undersigned,  citizens  of  the  United  States  parti- 
cipating in  the  common  joy  which  is  felt  at  the  providential  es- 
cape of  your  majesty  from  the  murderous  attempt  lately  made 
upon  your  life,  bog  leave  to  offer  to  your  majesty,  and  the  royal 
family,  as  well  as  to  the  French  nation  their  sincere  congratu- 
lations. In  doing  this,  they  cannot  withhold  their  expression 
of  their  abhorrence  of  the  dec^  depravity  in  which  the  attempt 
originated,  nor  of  their  cordial  sympathy  with  the  friends  and 
relatives  of  those  who  unhappily  fell  victims  to  it.  They  beg 
leave,  at  the  same  time,  to  express  their  earnest  wishes  for  the 
prolongation  of  your  majesty’s  life,  and  for  the  continued  and 
lasting  prosperity  of  the  French  nation.” 

His  majesty  replied  in  these  terms: — 

“GenHernen:  I am  much  gratified  by  these  congratulations  of 
the  Americans  now  re.^ident  in  Paris.  I wish,  gentlemen,  I 
could  express  to  my  satisfaction  how  highly  I appreciate  your 
sentiments  on  the  late  horrid  attempt;  but  you  will  nnderstatjd 
the  feelings  of  my  heart  better  than  I ran  express  them  to  you. 
Gentlenif-n,  I admire  your  country;  and  I am  deeply  impressed 
with  gratitude  for  the  many  acts  of  kindness  extended  to4ne 
when  the  stormy  vicissitudes  of  my  younger  days  drove  me  to 
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seek  an  asylum  in  America,  and  I wish  you  may  individually 
convey  to  yoiir  fellow  citizens  the  feelings  with  which  I re- 
ceive yon,  and  the  a.ssnrancc.s  of  my  graiefnl  recollections  of 
the  liospitalily  I have  ciijoyr d among  yon  during  my  residence 
in  the  United  Slates,  as  well  ns  the  expres-jon  of  my  sincere 
and  hearty  good  wishes  lor  the  welfare  and  prosjierity  of  your 
nation.” 

This  reply,  not  less  gratifying  to  the  body  to  whom  it  was  ad- 
dressed, than  honorable  to  the  generous  recollections  of  the 
royal  speaker,  was  delivered  by  his  majesty  vvilb  a lone  of  cor- 
dial kindness  and  feeling,  which  was  felt  by  every  individual 
present.  The  deputation  then  took  its  leave. 

The  court  of  peers,  assembled  yesterday,  to  pronounce  sen- 
tence on  the  Lyonese  prisoners  implicated  in  the  insurrection 
of  April,  1824.  From  our  report  of  the  proceedings,  it  will  be 
seen  that  seven  of  the  prisoners  have  been  condenuied  to  trans- 
portation for  life,  2 to  20  years  imprisonment,  and  the  remain- 
der to  various  terin.s  of  impri.«oninenl,  such  as  1.  3,  5,  7,  10  and 
15  years.  Nine  of  the  prisoners  have  been  acquitted.  The 
whole  of  the  accused  partie.<  belonging  to  the  Lyons  division, 
have  thus  been  disposed  of,  with  the  exception,  however,  of 
the  conliimaces;  with  regard  to  whom  the  procnrrenr  general 
presented  a requisitory  in  which  the  peers  retired  to  duliherate, 
and  for  which  we  refer  our  readers  to  our  report.  Iniinediait  ly 
after  judgment  had  been  pronounced,  the  chief  registrar  of  the 
court  proceeded  to  the  prison  of  the  Luxembourg,  ami  signiul 
their  sentences  to  forty  prisoners  detained  there.  He  then  went 
to  the  prison  of  Ste  Pelagic,  and  executed  the  same  nffiee  with 
regard  to  nineteen  prisoners  who  were  not  in  court  during  the 
latter  part  of  the  proceedings. 

The  following  from  Silesia,  in  the  Aughshnrg  Gazette  is  dat- 
ed July  30:— “The  police  has  received  a description  <»f54  emis- 
saries of  the  Paris  propaganda.  They  ate  Frenelimen,  Poles 
and  Piedmontese,  who  design  nothing  less  than  the  assassina- 
tion of  the  emperor  Nicholas  during  the  reviews  at  Kalish!  Un- 
easiness prevails  on  every  side,  and  even  lliose  w-ho  had  a ten- 
dency to  liberal  opinions  open  their  eyes  and  contemi.late  with 
horror  the  career  of  crime  through  which  tliose  men  would  lead 
the  people  to  a new  order  of  things. 

Riots  at  Berlin.  Serious  riots  occurred  in  the  Prussian  capi- 
tal on  the  3d  of  August,  and  were  repeated  on  the  5lh.  The 
annexed  account  of  the  disturbance  on  the  3d  is  coj)ied  from 
the  Hanover  Gazelle: 

“The  troops  arrived  and  showed  a disposition  to  act  with  vio- 
lence. The  dragoons  and  lancers  made  a charge  upon  tlie  peo- 
ple, who  retired  into  the  wood  called  the  I’hiergarten,  where 
the  cavalry  imprtidently  followed  them  cutting  down  all  they 
could  reach.  The  sight  of  inoffensive  women  and  children 
thrown  down  and  wounded,  irritated  the  populace,  who  assail- 
ed the  cavalry  with  showers  of  stones  gathered  from  the  road, 
and  the  contest  became  very  obstinate.  The  crowd,  pressing 
through  the  Brandebourg  gate  in  the  town,  took  up  a station  in 
the  aventie  of  Linden  trees,  tearing  np  the  benclies  and  fences 
round  the  trees,  converting  the  fragments  into  weapons,  break- 
ing the  lamps  and  commiliing  other  excesses.  The  cavalry  and 
infantry  continued  to  charge,  and  a great  many  persons  were 
wounded,  some  say  as  many  as  400;  besides  several  killed. — 
Several  officers  are  reported  to  have  been  torn  from  their  horses 
and  massacred  by  the  people  in  ilieir  fury.  Several  gendarmes 
are  also  said  to  have  lost  their  lives.  The  crowd  having  forced 
its  way  further  into  the  town,  coniinued  breaking  the  lamps 
and  the  windows,  and  threatening  the  guards  at  their  post,  who 
not  being  in  sufficient  force,  suffered  these  depredations  lobe 
committed  without  opposition. 

“TIte  main  guard  at  length  made  its  appearance  as  the  rioters 
were  surrounding  the  palace  of  the  princess  of  Liegnitz,  (the 
king’s  wife),  and  w<-re  breaking  the  windows.  Being  cliarged 
again  by  both  cavalry  and  infantry,  they  became  so  desperately 
enraged  that  they  resolved  to  pull  down  the  monument  of  Blii- 
cher.  They  were,  however,  prcvetiled  from  doing  this,  and 
contented  themselves  wiih  venting  their  rage  on  the  house  ad- 
joining, inhabited  by  general  Tippelskircli,  the  coininandant  at 
Berlin,  and  breaking  the  windows  and  the  doors.  As  the  tu- 
mult conliniied  to  increase,  and  the  rioters  had  got  into  the 
courts  of  the  palace,  and  were  breaking  the  magnificent  cande- 
labra with  whicli  they  are  adorned,  the  drums  were  ordered  to 
beat  to  arms,  and  duke  Charles  of  Mecklenburg,  commandant 
of  the  garrison,  came  out  at  the  head  ol  a considerable  force, 
and  at  length  succeerled  in  restoring  order.  9'his  morning  it 
was  easy  to  trace  the  w^nd^)ws  and  the  pedest.'il  of  the  cantU  la- 
bium  in  the  centre  of  the  court  yard  of  the  palace  wa.s  stained 
with  blood.  .41  <5  o’clock  this  afternoon,  (the  4th),  an  im- 
mense crowd  has  reassembled  on  the  plain  where  the  troops 
are  exeieisf'd,  anti  we  ar« apprehensive  of  fresh  disorders  this 
evening.  Prorlamations  have.  l>een  prtsied  np,  anti  many  per- 
sons have  been  arrested.  Among  the  tleatl  is  the  name  of  a 
capf.tin  of  cavalry.  'I’lie  TiCipsic  Gazette  gives  very  neatly  the 
same  aeeonnf.  and  estiinates  llie  number -of  persotis  seriously 
woitndetl  at  40  or  50.” 

According  to  accounts  from  Murcia,  in  Spain,  the  people  in 
the  night  of  the  30th  nil.  rose  and  demamled  that  the  authorities 
slioiiltl  set  at  liheriy  several  men  helanging  to  the  mohlished 
company  of  the  IJtltan  guard  who,  it  is  saitl,  were  confined  ftir 
having  deserii'il  at  Lorca  wbere  the  rompany  was  on  duty. 
They  were  rtdeased.  On  the  following  day,  further  symptoms 
of  tlisoitlei  were  apparent  and  appreheii.sjons  entertained  of  an 
attack  upon  the  conveuts.  The  magistrates  a.ssemhled,  and 
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among  ottier  measures  they  called  out  the  Urban  militia,  who 
remained  under  arms  all  night  in  the  public  square  of  the  ar- 
senal, as  well  as  the  magisirates  themselves.  The  rioters  ad- 
vanced with  loud  shouts,  but  were  checked  by  the  sight  of 
the  armed  force,  and  it  was  hoped  that  there  would  be  no 
disturbance.  At  day  break,  however,  the  convents  of  St.  Do- 
minick, the  Trinity,  of  Mercy  and  of  St.  Francis  suddenly 
appeared  on  fire,  and  the  flames  raged  with  such  violence: 
that  the  convent  of  Mercy  alone  was  saved.  One  monk  pe- 
rished, the  rest  having  taken  flight  on  the  first  breaking  out 
of  the  disorders  in  the  town.  On  the  1st  instant,  an  inventory 
was  taken  of  ail  effects  found  in  the  convents  of  the  town, 
for  they  were  abandoned.  According  to  further  letters,  the 
convent  of  the  Miniersof  Alcantarilla  was  reduced  to  ashes 
on  the  1st.  It  is  also  stated,  but  not  with  any  degree  of  cer- 
tainty, that  the  convent  of  St.  Catharine  of  the  mount  has 
suflered  the  same  fate.  The  authorities  have  taken  all  ne- 
cessary measures  for  preventing  a recurrence  of  similar  dis- 
orders. 

Extract  of  a letter  from  Madrid,  dated  July  29— “On  the  24th 
there  was  a violent  disturbance  at  Alcant,  the  populace  shout- 
ing— The  constitution  forever!  Down  with  the  monument  of 
Ferdinand! 

The  horrible  outrages  in  Catalonia  still  continued  at  the  latest 
dates.  A letter  from  Barcelona  dated  the  4th  of  August,  says, 
“after  having  pillaged  the  convents,  and  slaughtered  the  monks, 
the  populace  now  threaten  to  att.ack  private  individuals  and 
their  property.  We  are  in  a frightful  crisis.  The  authorities 
have  been  driven  out  and  replaced  by  others  appointed  by  the 
rioters.  The  governor,  Bassa,  has  been  thrown  headlong  from 
the  top  of  his  palace  and  killed  upon  the  spot,  for  directing  his 
troops  to  fire  upon  the  people.  The  soldiers  refused  to  fire.” 
The  Cadiz  Gaceta  of  the  6th  contains  the  decree  of  the  queen 
of  Spain,  dated  25ih  of  July,  for  the  suppression  of  all  monas- 
teries which  are  not  occupied  by  12  inmates,  or  which  may 
have  been  destroyed  during  the  present  war.  All  the  freehold 
property  of  these  establishments  is  to  be  appropriated  to  the 
sinking  fund;  the  royal  bonds  have  in  consequence  experienc- 
ed a remarkable  improvement.  The  number  ofeonverrts  com- 
prised in  the  attove  decree,  exceed  900. 

Bordeaux,  ^usust  11.  “General  Cordova,  with  three  columns 
of  10,000  men  and  200  horse.«,  entered  Puente  la  Reyna  on  the 
evening  of  tlie  5ih.  Brigadier  Gurrea,  wiih  6,000  men  and  800 
horses,  remained  at  Lerin,  and  the  4th  Carlist  battalion,  which 
occupied  Ciraugui,  arrived  on  the  same  day  at  Lorco,  a league 
from  Estalla. 

The  “rcpublic.in”  presses  in  France  had  lost  their  support, 
and  were  dwindling  into  in.significanre — hut  the  late  proposed 
laws  concerning  the  press  had  revived  them,  and  made  them 
important!  Herein  is  a lesson  that  others  may  profit  by  ob- 
serving. 

Official  information  was  received  at  Constantinople  on  the 
10th  of  Julyi  that  the  garrison  of  Scutari  surrendered  the  for- 
tress into  the  hands  of  the  insurgents.  Hu.ssien  bey,  the  chief 
leader  of  the  rebels,  ordered  the  garrison,  it  is  said,  to  be  put  to 
the  sword,  after  having  first  put  to  death  every  Albanian  who 
had  entered  the  pacha’s  service.  Hafouz  pacha  was  thrown 
into  a dungeon,  and  his  harem  abandoned  to  the  brutality  of  an 
infuriated  soldiery.  Repealed  attempts  were  made  by  the  Kou- 
meli  Valessy  to  march  to  his  relief;  but  the  resistance  his  troops 
met  with  at  Mirdit  Bogaz  obliged  him  to  give  up  tlie  undertak- 
ing. The  Albanian  troops  niider  Huslan  pacha  refused  to  act 
against  their  countrymen.  This  intelligence  created  great  dis- 
may in  Constantinople,  where  the  most  active  measures  were 
in  progress  to  suppress  the  rebellion.  The  army  of  the  sultan, 
is,  however,  so  ill  organized,  sr>  disaffected  and  so  badly  com- 
manded, that  success  is  by  no  means  certain. 

From  Para — Brazil,  Captain  Towne,  of  the  brig  Mercator, 
arrived  at  New  York,  reports  that  the  city  of  Para  had  been  en- 
tered on  the  14lh  August,  and  taken  pos.session  of  by  the  In- 
dians, after  a protracted  conflict  of  eight  days. 

The  president  having  taken  no  precautionary  measures 
against  this  attack,  which  was  daily  expected  to  take  place, 
and  of  which  he  had  been  repeatedly  advised,  both  by  deserters 
and  by  letters  from  the  chief  of  the  rebels,  (Antonio  Vinagre), 
had  threatened  to  fall  upon  the  city,  unless  he,  the  president, 
should  immediately  release  his  brother,  (Pedro  Vinagre),  who 
was  then  a prisoner  on  board  the  frigate  fmperatriz.  The  f^o- 
reigners  and  native  residents  had  confided  so  much  in  the 
strength  and  wisdom  of  the  provincial  government,  and  in  the 
efficiency  of  the  marine  department,  that  they  postponed  em- 
barking until  absolutely  surrounded  by  their  enemies,  not  al- 
lowing them.selves  time,  to  save  their  valuable  effects,  or  even  a 
change  of  their  clothing. 

Our  countryman,  Mr.  Upton,  had  barely  time  to  flee  on  board, 
leaving  his  books  in  his  counting  room,  which  were  afterwards 
known  to  be  thrown  into  the  streets  and  destroyed.  The  In- 
dians were  seen  firing  from  the  upper  windows  of  the  consul’s 
house,  at  the  English  mariue.s  stationed  at  Mr.  Campbell’s 
house  opposite,  and  the  U.  S.  flags  torn  up. 

It  is  supposed  that  the  slaughter  mu.st  have  been  immense, as 
the  motto  of  these  people  has  long  been  “extermination  to  the 
whites,”  and  a more  complete  sack  of  any  city,  probably  never 
took  place  than  in  this  place. 

The  commander  of  the  English  and  Portuguese  sloops  of  war 
in  port  offered  to  assist  the  president  in  opposing  the  rebels,  and 


had,  upon  the  first  alarm,  actually  landed  about  eighty  men  each 
for  that  purpose,  but  upon  observing  the  pusillanimity  of  the 
government,  they  were  shortly  ftfter  embarked  again. 

The  whole  number  of  armed  Indians  were  not  supposed  to 
have  amounted  to  upwards  of  150  or  200,  without  artillery. 

The  presidents  force  ainoutiled  to  about  300  regular  troops 
and  marines,  and  upwards  of  400  volunteers,  and  in  port  7 ves- 
sels of  war.  Early  on  Sunday  morning,  23d  Augu.«l  the  whole 
city  was  given  up  to  this  handful  of  murderous  wretches,  and 
the  president,  with  his  troops,  embarked  on  board  the  shipping. 

Several  pieces  of  artillery,  which  had  been  abandoned  at  the 
palace,  iinspiked,  were  then  brought  into  requisition,  as  soon 
as  possible,  and  fired  by  the  “patriots”  at  the  shipping,  as  the 
whole,  naval  and  mercantile,  were  dropping  down  the  river. 

We  further  learn  by  the  schooner  Choctaw,  captain  Tuttle, 
who  sailed  7 days  after  the  Mercator,  that  on  the  24th  of  Au- 
gust, the  Indians  having  comfilete  possession  of  the  town,  hav- 
ing put  to  death  all  the  remaining  white  inhabitants,  com.  Tay- 
lor with  4 frigates  dropped  down  the  bay  and  had  declared  the 
town  under  a rigid  blockade.  Coin.  T.  had  engaged  the  In- 
dians for  10  days,  but  without  success,  and  had  about  3,000  per- 
sons on  board  who  had  fled  to  the  fleet  for  safety,  the  women 
and  children  he  had  landed  on  the  island  of  Merajo  under  a 
guard.  [Jour,  of  Commerce, 

LATEST  FROM  ENGLAND. 

From  London  papers  to  the  23d  August. 

great  BRITAIN  AND  IRELAND. 

The  bill  abolishing  imprisonment  for  debt,  as  passed  in  the 
commons,  was  brought  into  the  Aowse  o/Zords,  and  read  a first 
lime  on  Monday  the  17th  of  August.  It  was  warmly  eulogized 
hy  lord  Brougham. 

Lord  Lyndhiirst  moved  an  amendment  to  the  twenty-fifth 
clause  of  the  municipal  reform  hill,  providing  that  one-fourth  of 
the  councils  should  be  elected  for  life,  which,  after  a long  de- 
bate, was  adopted  by  a vote  of  one  hundred  and  twenty-six  to 
thirty-nine — majority  against  ministers  eighty-seven.  Loid 
Brougham  opposed  the  amendment  with  great  vehemence,  as 
striking  at  the  very  root  of  the  whole  bill. 

In  the  house  of  commons,  on  the  I7th,  sir  John  Hohhouse 
stated  that  the  East  India  company  had  ordered  the  building  of 
two  large  steam  vessels  to  navigate  the  Red  Sea,  for  the  pur- 
pose of  facilitating  the  communication  with  India,  via  Suez. 
Lord  John  Russell  gave  notice  that  at  the  next  session,  govern- 
ment intended  to  bring  in  a bill  appointing  a permanent  judge 
ill  chancery,  and  separating  the  judicial  from  the  senatorial 
functions  heretofore  united  in  the  lord  chancellor.  The  muni- 
cipal reform  bifl  for  Ireland  was  read  a (bird  time  and  passed. 

On  the  21st  a petition  was  presented  fi;om  Truro,  complain- 
ing of  the  wanton  mutilations  practised  in  the  house  of  lords 
upon  the  municipal  reform  bill,  and  praying  the  house  to  with- 
hold the  supplies  until  that  bill  should  have  received  the  royal 
assent. 

House  of  commons — .Jugnst  21. 

WITHHOLDING  OF  THE  SDPPLIES. 

Mr.  S,  Rice  said  he  intended  to  move  the  order  of  the  day, 
that  the  house  resolved  itself  into  a committee  on  the  consoli- 
dated fund  bill,  be  now  read  for  the  purpose  of  postponing  it  till 
Friday  next.  His  reason  for  taking  this  course  was  because  be 
was  not  in  a condition  to  add  the  appropriation  clause,  as  the 
militia  estimates  were  not  yet  voted. 

Mr.  Hume  thought,  that  while  the  fate  of  any  one  of  the  three 
great  measures  now  in  the  house  of  lords  remained  undecided, 
it  would  be  improper  in  the  house  of  commons  to  pass  any  more 
money  clauses.  (Cheers  from  the  ministerial  benches.)  He 
did  not  mean  to  deny  that  each  house  of  legislation  possessed 
independent  powers;  and  it  was  his  opinion  that  the  represen- 
tatives of  the  people  were  called  on  at  the  present  crisis,  on  be- 
half of  the  people,  not  to  agree  to  any  more  votes  of  money,  or 
to  the  appropriation  of  what  had  already  been  granted,  lest  they 
might  thereby  be  placed  in  a position  of  which  their  constitu- 
ents could  not  approve.  (Cheers.)  He  therefore  hoped  that 
the  appropriation  clause  would  not  be  agreed  toon  Friday  next, 
nor  until  they  saw  how  the  business  in  the  house  of  lords  was 
disposed  of.  (Cheers.) 

Mr.  O'Connell  said,  that  the  constitution  gave  to  the  house  of 
commons  the  control  of  the  public  purse,  and  if  the  public  busi- 
ness and  the  melioration  of  abuses  should  be  impeded,  that 
house  po.ssessed  the  power  of  obtaining  redress  of  grievances  by 
controling  the  public  expenditures;  and  by  placing  the  supplies 
in  the  hands  of  such  persons  as  possessed  the  confidence/)f  the 
people,  they  had  the  means  of  preventing  any  premeditated  plan 
to  uphold  abuses  being  carried  in  execution.  (Hear,  hear.) 
The  people  of  England  would  be  slaves  indeed,  if  they  did  not 
insist  on  obtaining  their  rights.  (Cheers.) 

Mr.  Gladstone  did  not  mean  to  deny  the  right  of  the  house  of 
commons  to  withhold  the  supplies,  but  that  the  ministers  of  the 
crown  should  come  down  and  make  such  a motion  as  that  which 
had  been  submitted  lothe  house  was,  in  his  opinion,  a proceed- 
ing than  which  he  could  not  conceive  any  thing  more  indecent. 
(Hear,  hear,  from  the  ministerial  bcHches.)  Retracting  that 
epithet,  he  must  be  allowed  to  characterize  the  conduct  of  the 
government  as  most  indelicate  in  postponing  the  appropriation 
clause,  in  compliance  with  the  wishes  of  the  honorable  mem- 
ber for  Middlesex  and  the  honorable  and  learned  member  for 
Dublin.  (Hear,  hear.) 

Mr.  S.  Rice  rose  to  repel  the  charge  made  against  him  by  the 
honorable  member  opposite.  (Cheers  from  the  ministerial 
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benches.)  He  did  not  know  whit  the  honorable  member’s  no- 
tion of  decency  iiiiglit  be— but  If  he  [Mr.  S.  Rice]  knew  any 
thing  of  decency  or  delicacy,  boiti  the  one  and  the  other  wonld 
cominanil  him  to  do  justice  to  the  conduct  of  a political  oppo- 
nent, and  not  to  presume — [the  conclusion  of  the  seoleiice  was 
drowned  in  cheers].  The  honorable  member’s  charges  were  as 
much  misapplied  as  his  consiiiuiional  doctrines.  lie  [Mr.  Rice] 
thought,  that  in  moving  the  postponement  of  the  order  of  the 
day,  he  had  sufficiently  guarded  himself  against  misconception, 
except  on  the  part  of  those  who  were  willing  to  misapprehend. 
(Hear,  hear,  hear.]  He  took  the  liberty  to  inform  the  house, 
that  it  was  impossible  for  him  to  proceed  with  the  consolidated 
fund  bill,  and  the  delay  which  the  honorable  member  ventured 
to  characterize  as  indecent  or  indelicate,  was  not  a delay  pro- 
duced by  any  person  in  that  house,  but  it  was  rendered  neces- 
eary  by  the  length  of  time  during  which  the  militia  staff  bill  had 
been  in  the  other  house.  If  the  honorable  gentleman  were  more 
conversant  with  the  forms  of  tlie  house  of  commons,  or  if  he 
had  paid  the  slighte.^t  alteniion  to  the  statement  on  which  he 
founded  his  personal  attack— (hear,  hear)— he  would  know  that 
the  passing  of  the  appropriation  clause  before  the  militia  esti- 
mates were  voted  would  have  the  effect  of  leaving  the  militia 
unpaid  for  the  next  twelve  months;  and  of  depriving  his  majes- 
ty of  the  services  of  that  portion  of  his  forc  es  during  the  same 
period.  (Hear,  hear.)  Under  these  circumstances  he  had  felt 
it  to  be  his  imperative  duty  to  postpone  the  consideration  of  the 
consolidated  fund  bill. 

Mr.  Gladstone  admitted  that  he  had  misunderstood  what  had 
previously  fallen  from  the  right  honorable  gentleman,  and  felt 
much  satisfaction  at  learning  the  reasons  which  induced  the 
right  honorable  gentleman  to  postpone  moving  the  appropriation 
clause.  (Hear,  hear.)  He  intended  to  say  nothing  personally 
offensive  to  the  right  honorable  gentleman,  and  he  now  felt  him- 
self not  the  less  pleased  than  bound  to  withdraw  any  imputa- 
tion be  might  have  thrown  out  against  him.  (Hear.)  At  the 
same  time  he  could  not  forget  what  had  fallen  from  the  honora- 
ble member  for  Middlesex  and  the  honorable  and  learned  mem- 
ber for  Dublin,  and  he  begged  to  transfer  the  language  which  he 
had  improperly  applied  to  the  right  honorable  the  chancellor  of 
the  exchequer  to  those  gentieinen.  (Hear  and  laughter.) 

Mr.  O'Connell  said  he  accepted  the  transfer,  and  returned  it 
with  contempt.  He  regarded  the  honorable  gentleman’s  doc- 
trines as  exceedingly  slavish.  It  was  discreditable  to  make  a 
traffic  of  politics,  and  speculate  ou  the  chance  of  changes. 

Mr.  Hume  was  not  willing  to  accept  the  transfer.  (Laughter.) 
He  thought  the  honorable  member  opposite  had,  shown  himself 
to  be  ignorant  of  the  powers  and  duties  of  that  house.  He  did 
not  question  the  powers  of  the  other  house,  hut  he  also  knevv 
that  they,  the  representatives  of  the  people,  were  sent  to  that 
house  to  do  the  business  of  the  country.  It  would  probably  be 
agreeable  to  the  honorable  member  opposite,  and  to  the  party 
with  which  he  acted,  if  the  house  were  to  separate  before  the 
business  was  done.  (Hear,  hear.)  They  wanted  to  get  pos- 
eeseion  of  the  public  purse,  as  they  had  done  before,  and  a pret- 
ty use  they  made  of  it.  Had  not  the  session  been  so  short— (a 
laugh)— he  would  have  undertaken  to  prove  that  all  sorts  of 
abuses  bad  been  committed  by  the  late  government.  In  the 
customs  and  excise  departments  persons  perfectly  able  to  per- 
form their  duties  had  been  placed  on  the  pension  list,  and  new 
appointments  had  been  made.  He  had,  indeed,  given  notice  of 
his  Intention  to  move  for  the  appointment  of  a committee  to  in- 
quire into  the  conduct  of  the  treasury  in  having  issued  orders 
permitting — nay,  directing  officers  in  the  customs  to  vote  at 
elections.  It  appeared  that  the  people  were  now  in  danger  of 
being  deprived  of  the  fruits  of  all  the  labors  of  the  session. 
(Hear,  hear.)  Were  millions  of  people  to  yield  to  about  one 
hundred  indiv-idtials  in  another  place?  (He.ar,  hear.)  At  the 
preseirt 'Crisis  Englishmen  ought  to  speak  out.  The  people  of 
England  would  support  that  house,  let  the  other  house  do  as  it 
pleased.  (Hear,  hear.) 

iZ..  Plunkett  sn\A  that  the  right  honorable  chancellor  of  the 
exchequer  had  given  bis  explanation  in  a lone  which  he,  dur- 
ing the  short  time  he  had  been  in  parliament,  had  never  heard 
that  right  honorable  gentleman  assume  before.  The  right  ho- 
norable gentleman  had  spoken  of  the  tory  doctrines  of  members 
on  his  (Mr.  Plunkett’s)  side  of  the  house.  Now,  it  was  one  of 
their  tory  doctrines  that  each  branch  of  the  legislature  was  in- 
dependent, to  judge  and  decide  as  it  might  think  proper  on  every 
question  brought  before  it,  unbiassed  by  the  opinion  of  others. 
There  did  appear  at  first  something  extraordinary  in  the  post- 
pohetnenlof  the  appropriation  clause,  and  because  a young  man 
labe  himself  got  up  to  notice  the  circumstance,  the  right  honora- 
ble chancellor  of  the  exchequer  was  not  justified  in  censuring 
him  in  the  mar.ner  he  had  dt>ne.  He  was  ready  to  admit,  how- 
ever, that  the  riglit  honorable  gentleman  had  given  satisfactory 
reasons  for  the  postponement  of  the  appropriation  clause. 

Mr.  C.  Btdler  entirely  sympathised  in  the  warmtli  which  his 
right  honorable  friend  had  displayed  in  defending  himself  from 
the  imtiutaftions  which  had  been  cast  upon  his  motives.  As  to 
the  transfer  of  the  charge  to  the  honorable  member  for  Middle- 
sex and  others— he  himself  must  come  in  for  a share  of  it;  for 
he  did  thitik  that  if  ever  there  was  an  occasion  on  which  the 
house  was  called  upon  to  exercise  with  due  deliberation  tlie 
;power  which  their  ancestors  h.ad  placed  in  their  hands — of  de- 
ictding  whether  they  would  place  the  public  money  in  the  pos- 
session of  improper  persons,  and  to  protect  the  rights  of  the  peo- 
ple from  those  by  whom  they  wecfi  Insolently  invaded— (Hear, 
'heat')— H was  the  present. 


Mr.  E'vart  said,  that  judging  from  the  petitions  presented  iO 
the  house,  the  people  of  England  must  also  come  in  for  a share 
of  the  “transfer”  spoken  of.  The  house  was  now  called  upon 
to  use  the  means  which  had  been  placed  at  llieir  disposal  for 
the  protection  of  the  people;  and  in  exercising  it,  they  wonld 
show  themselves  the  real  friends  and  steady  advocates  of  the 
prerogative  of  the  crown. 

Mr.  Tooke  said  that  the  important  conversation  which  had 
now  taken  place  was  the  most  satisfactory  answer  that  could  be 
given  to  a petition  which  he  had  presented  in  tlie  early  part  of 
the  evening.  It  spoke  volumes  in  a language  not  to  be  misun- 
derstood, and  showed  that  that  house,  in  the  undoubted  exer- 
cise of  Us  privileges,  would  not  bestow  the  public  funds,  over 
which  it  was  the  guardian,  until  those  objects  bad  been  obtain- 
ed which  the  interests  of  the  country  loudly  called  for.  He,  for 
one,  should  withhold  his  assent  to  the  appropriation  of  the  sup- 
plies until  the  wishes  of  the  people  on  the  subject  of  municipal 
reform  had  been  satisfied. 

Dr.  Bowring,  as  a representative  of  Scotland,  wished  it  to  be 
understood  that  the  people  of  that  country,  so  far  as  he  was  ac- 
quainted with  their  opinions,  would  not  willingly  see  the  money 
of  the  people  enttusted  to  hands  in  which,  they  had  no  confi- 
dence. (Hear,  hear.) 

Mr.  T.  .-Sflti’ood  thought  it  most  important  that  the  house  of 
lords  should  not  be  deceived  as  to  the  opinions  and  determina- 
tions of  the  people  of  England,  and  should  fully  understand  ihal 
they  could  not  trample  upon  that  people.  He  had  but  recently 
come  from  a meeting  at  Birmingham,  which  had  been  attended 
by  10,000  individuals.  It  bad  even  been  observed  at  that  meet- 
ing, that  under  the  present  march  of  education  and  diflusion  of 
knowledge,  the  lime  would  soon  approach  when  the  country 
would  need  neither  a house  of  lords  nor  a king,  and  the  shout 
with  which  that  sentiment  had  been  received  by  those  10,000 
men  had  almost  brought  the  roof  under  which  they  were  assem- 
bled about  his  ears. 

Mr.  H.  J'lem  thought  that  the  honor.ahle  gentlem.an  formed  a 
wrong  estimate  of  the  people  of  this  country,  if  he  deemed  those 
to  be  their  feelings;  the  people  were,  not  disposed  to  lend  iheiri- 
selves  to  every  revolution  which  a projector  or  interested  poli- 
tician might  suggest. 

Lord  J.  RmsscII  said,  it  is  certainly  not  my  intention  to  an- 
swer the  honorable  gentleman  who  had  just  sat  down,  because 
I consider  bis  speech  as  little  else  than  a second  attempt  to 
enter  on  that  debate  which  the  honorable  mt  inber  near  him 
(Mr.  Plunkett)  so  indiscreetly  and  unwisely  endeavored  to  pro- 
voke. The  simple  question  wliich  my  right  honorable  friend 
slated  in  terms  as  plain  and  distinct  as  tiiose  in  which  any  pro- 
position could  be  submitted,  was  that  the  house  having  only 
just  received  the  amendments  made  by  the  lords,  in  the  bill  for 
the  militia,  it  was  unnecessary  to  brinu  forward  tire  militia  esti- 
mates; and  until  these  estimates  were  agreed  to,  it  would  be 
impossible  that  the  appropriation  of  the  supplies  of  the  year 
(the  act  for  voting  which  was  placed  on  the  imlice  book  lor  this 
evening)  could  be  determined.  On  that  simirle  statement  the 
honorable  member  thought  fit  to  raise  up  an  accusation  acainst 
the  ministers  of  the  crown,  and  to  charge  them  with  conduct 
which  was  indecent  and  indelicate — to  charge  them  with  not 
doing  their  duty  to  their  sovereign,  and  with  puitine  off  a bill 
which  ought  to  be  now  immediately  considered.  (Hear  ) It 
is  quite  true  that  these  expressions  of  llieir  opinions  have  been 
withdrawn;  hut  I am  not  surprised  that  when  accusations  of 
this  kind  are  made,  and  when  they  are  followed  up  by  what  I 
think  was  not  withdrawn,  a dictation  to  this  house  with  regard 
to  the  question  of  supplies — namely,  to  tell  this  house  Uial  it 
was  not  for  them  to  decide  whether  they  ought  to  be  voted,  but 
that  the  honorable  gentleman  opposite  had  a right  to  lay  down 
the  certain  times  and  periods  at  which  the  supplies  should  be 
made  complete— I say,  when  speeches  of  this  kind  are  made, 
comprehending  in  the  first  place  an  accusation  which  was 
proved  to  be  totally  unfounded  against  the  ministers  of  the 
crown,  and  which*a  single  minute’s  attention  would  have  pre- 
vented, and  when  they  contain,  in  the  second  place,  what  was 
very  like  a rebuke  to  the  house,  by  declaring  when  and  how 
the  house  of  commons  should  vote  the  supplies— I repeat,  when 
language  of  snch  a description  is  used,  I am  not  astonished  that 
it  should  excite  not  a little  of  angry  discussion.  (Cheers.)  For 
my  own  part  I can  only  say  if  there  is  any  course  which  I have 
advised  this  house  to  take,  I have  recommended  them  to  do  eo 
consistently,  both  with  our  duty  to  the  crown,  and  with  our 
duty  to  the  people. 

I do  not  impute  it  as  a fault  to  another  branch  of  the  legisla- 
ture, that  when  measures  come  before  them,  they  have  not 
considered  what  was  their  duty  with  regard  to  these  legislative 
measures;  but  I do  say  with  respect  to  these  legislative  mea- 
sures, and  with  re.spect  to  the  voting  the  supplies  of  money  to 
the  crown,  that  this  house  is  in  full  possession  of  those  powers 
which  any  house  of  commons  ever  had.  (Loud  cheers.) 

I slate  my  opinions  on  this  suttjeet  openly;  these  opinion,® 
are  not  elianged  from  what  they  have  been.  (Hear.)  I have 
been  favorable  to  measures  of  reform;  I am  still  f.avorable  to 
measures  of  reform;  hill  I am  not  responsible  for  the  opinions 
of  lliose  with  whom  I may  be  found  in  a division.  (Hear).  In 
some  of  these  opinions  they  may  differ  from  me;  Inir  I mnsi, 
say,  that  believing  them  to  be  anxious  to  act  in  siieh  a way  a.s 
they  think  to  he  their  duly  to  their  cnn«iiliieiMs,  f am  persiiail- 
ed  iliat  the  support  which  they  have  givmi  to  his  majesty’s  mi- 
nisters is  as  independent  and  hunest  as  any  that  was  evergivcjj 
to  any  ministry.  (Hear,  hear.)  f arn  not  disposed,  I lepeat,  to 
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hold  myself  answerable  for  every  opinion  wliich  may  be  ex- 
pressed by  those  honorable  members  in  this  hoase,  or  else- 
where; but,  on  the  other  hand,  I do  not  hesitate  to  accept  their 
support  as  tendered  upon  honest  and  consciwiitious  grounds — a 
support  which  could  nut  be  bought  by  corruption — (cheers) — 
and  1 feel  convinced  that  if  they  do  not  withhold  that  support 
from  us  for  the  future,  they  will  not  withhold  it  only  because 
they  believe  that  we  are  endeavoring  to  do  our  best,  in  this 
great  crisis,  to  serve  the  mighty  interests  of  the  people.  (Loud 
and  continued  cheering.) 

Dr.  Baldwin  said,  he,  for  one,  had  no  hesitation  in  declaring 
that  he  would  not  consent  to  the  appropriation  act  being  pass- 
ed, or  the  supplies  being  voted  to  his  majesty’s  ministers,  until 
he  saw  strong  grounds  for  believing  that  the  grievances  of  the 
people  would  be  effectually  redressed.  (Cheers.)  What  is  the 
state  of  things  now  before  hirn.^  A government  was  in  power" 
in  which  the  people  have  confidence — a ministry  which  had  es- 
tablished a farther  claim  to  the  gratitude  of  the  country  by  the 
constitutional  doctrines  which  they  had  that  night  propounded. 
(Hear,  hear.)  They  were  opposed  by  a faction  by  whom  they 
might,  as  they  were  heretofore,  be  defeated;  and  he  could  not 
help  expressing  his  unwillingness  to  vote  those  supplies  which 
might  be  diverted  from  their  legitimate  objects,  and  turned  to 
the  advantage  of  that  band  by  whom  the  people  had  been  plun- 
dered and  oppressed.  (Cheers.) 

Upon  this  debate  the  Morning  Herald  has  the  following  re- 
marks, whiGh  will  serve  to  give  a better  understanding  of  the 
position  in  which  ministers  have  placed  themselves. 

The  ministers  appear  to  have  got  into  a predicament.  The 
chancellor  of  the  exchequer  last  night  postponed  the  commit- 
tee of  supply,  which  stood  for  that  night,  to  that  night  week. 
This  was  equivalent  to  the  postponement  of  the  general  appro- 
priation clause,  the  passing  of  which  formed  one  of  the  chief 
objects  of  the  committee. 

Such  a motion,  at  such  a time,  could  not  fail  to  be  applied 
by  the  r.adical  portion  of  the  house  at  least,  to  proceedings  now 
fioing  forward  in  another  quarter,  and  accordingly  a cheer  of 
triumph  haded  the  proposition  of  the  finance  minister  as  the 
commeiicemeiit  of  a trial  of  strength  between  the  two  houses  of 
parliament. 

But  as  if  this  were  not  enough,  both  Mr.  Hume  and  Mr. 
O’Connell  avowed  plainly  and  directly  the  propriety  of  holding 
the  appropriation  clause  in  suspense,  or,  in  other  words,  of 
tioldiiig  it  in /errorem  over  the  heads  of  the  lords,  no  doubt  with 
a view  to  assist  the  independence  of  their  decision.  Whether 
the  ministers  were  really  startled  at  their  own  position  on 
being  thus  plainly  saluted  by  their  radical  friends  as  the  pro- 
moters of  the  collision  which  has  been  so  long  prophecied  by 
those  who  look  forward  to  it  with  hope,  or  whether  they  felt 
that  the  appearance  of  hesitation  upon  their  part  was  a more 
effeclnal  way  of  provoking  the  zeal  of  their  friends,  and  for- 
w.irdiiig  the  object  of  their  wishes,  certain  it  is  that  even  that 
discreet  personage,  Mr.  Spring  Rice,  took  the  alarm  at  being 
supposed  to  have  intended  a liinl  to  the  “disinterested  suppor- 
ters of  the  government,”  hy  his  sianificant  postponement  of  the 
appropriation  clause.  But  whatever  the  intentions  of  his  ma- 
jesty’s government  may  have  been,  we  trust  they  have  still 
grace  enough  to  hesitate  about  forcing  a crisis;  the  effect  of 
which  must  be  to  endanger — not  the  privileges  of  this  or  that 
particular  class,  but  the  existence  of  the  Biilish  constitution 
and  the  peace  of  society. 

We  waive  at  this  moment  any  discussion  upon  the  proceed- 
ings which  are  suppo.sed  to  justify  the  alternative  recommend- 
ed by  the  leaders  of  the  radical  party.  But  there  is  another 
point  of  view  in  which  ilieir  avowed  sentiments  on  this  subject 
appear  to  be  fraught  with  danger,  even  admitting  the  ministers 
to  be  sincere  in  the  desire  to  avoid  extremities.  The  ministers 
without  the  radicals  are  weak,  and  may  submit  in  this,  as  in 
other  instances,  to  be  dragged  through  the  dirt  by  the  party  to 
whose  coiinteriaiice  they  are  indebted  for  keeping  their  places. 
This  is  no  fai-fetcimd  apprehension  when  we  look  at  the  .state 
of  parties  in  the  tioiise  of  commons.  I.et  us  hope,  however, 
that  even  the  present  parliament  will  pause  befoie  they  preci- 
pitate a state  of  tilings,  the  result  of  which  no  man  can  be  so 
euiifident  as  to  anticipate.  If  the  existence  of  an  aristocracy 
be  necessary  to  our  mixed  constitution,  if  it  be  necessary  to  the 
support  of  our  monarcliical  establishment,  surely  it  is  not  too 
much  to  require  that  a step,  the  very  first  operation  of  which 
is  to  put  a slop  to  all  the  functions  of  government,  should  be  re- 
served for  cases  of  overwhchniiig  difficulty,  and  such  as  admit 
of  no  other  than  ilie  most  desperate  and  uncertain  species  of 
cure. 

In  England  (says  the  N.  Y.  American)  the  municipal  corpo- 
ration bill  absrirbed  all  iiitere.'l.  It  had  been  so  modified  by  the 
house  of  lords,  where  it  was  still  under  discussion,  that  it  is  no 
longer  the  same  hill,  and  it  is  confidently  said  the  commons 
will  not  accept  such  a mutilated  thing.  Great  excitement  pre- 
vailed in  the  kingdom,  and  of  course,  against  llie  lords,  who 
are  supposed  to  he  thwarting  the  popular  branch. 

“ The  biid^et.” 

On  the  13th,  Mr.  Spring  Rice  rose  for  the  pnrpcse  of  stating 
to  the  house  llic  coiiilition  of  the  finances.  He  cnni'iicnccd  by 
raying  iliat  since  IHM  there  had  been  a rediietinn  of  taxation  to 
<lie  amoiiiit  of  X' -10, 191, 000  The  rediieiions  in  the  votes  of 
supply  from  1H17,  sinking  averages  in  each  four  years  of  the 


series,  were  as  follows: 

For  the  first  four  years,  was £ 1 P.872,000 

From  1822  to  1825 1 '.  721,000 


From  1826  to  1829,  there  was  an  increase,  the  sup- 
plies amounting  to 18,023,000 

From  1830  to  1833 16,115,000 

In  18.34  the  annual  supply  was 14,479.000 

In  1835  it  was  only 14,135,000 

From  the  balance  sheet  of  the  year  ending  the  5th  of  April,  it 
appeared  that  the  total  amount  of  the 

Income  of  the  year  was £46,087,000 

Expenditure 45,185,000 


Leaving  a surplus  of. 902,000 

The  total  income  of  the  year  ending  the  5lh  of  July, 

1835,  was 45,5.39,000 

The  expenditure  for  the  same  period,  was 44,334,000 


Leaving  a surplus  of 1,205,0^0 

In  place  of  a surplus  for  the  year  ending  the  5lh  of 

April,  1835,  of 902,000 

According  to  lord  Althor4)’s  estimate  made  in  July  last,  the 

anticipated  income  of  1835,  was £45,778,000 

Tlie  actual  increase,  according  to  the  balance  sheet, 
was .45,530,000 


Showing  a falling  off  of  real  from  anticipated  income 

on  the  year  ending  5th  July,  18.35,  of 229,000 

Lord  Althorp  calculated  that  the  expenditure  ol  1835 

would  amount  to 44,801,000 

Whereas  the  actual  expenditure,  on  July  5,1835,  w.as 
only 44,334,000 


So  that  here  was  a diminution  of  expenditure  amount- 
ing to £467,000 

He  calculated  that  the  income  of  the  country  would  be — 

For  the  year  1835-6 £45,550.000 

The  expenditure 44,815,000 

Surplus 855,000 

In  making  up  his  estimate  for  the  year,  he  had  set  down  the 

customs  as  producing  £20,000,000 — in  reference  to  which  he 
would  refer  to  the  consumption  of  a few  of  the  most  important 
articles  subject  to  custom’s  duties. 

[We  select  from  this  pan  of  Mr.  Rice’s  exposition  only  the 
remarks  on  those  articles  which  are  interesting  to  this  country.] 
He  would  begin  with  cotton  wool.  In  1833,  the  consump- 
tion of  that  article,  as  appeared  by  the  custom’s  returns,  amount- 
ed to  284,460,000  lb.;  in  1834,  to  297,000,000  Ib.;  and  in  1825,  to 
320,210,000  lb.  Now  he  believed  that  those  who  knew  the  pre- 
sent stale  of  the  manufacturing  interests  of  this  county,  would 
not  think  him  over  sanguine  if  he  had  calculated  the  amount  of 
the  future  consumption  of  cotton  wool  to  be  fully  as  great  as 
the  amount  consumed  last  year.  However,  in  place  of  calcu- 
lating the  consumption  of  tlie  next  year  at  320,000,000  lb.;  the 
amount  of  cotton  wool  consumed  last  year,  he  look  the  average 
of  the  three  years,  which  was  310,000,000  lb. 

The  next  article  to  w’hich  he  should  refer  was  sugar.  In  18.33 
the  amount  entered  for  home  consumption  was  3,817,0001b.;  in 

1834,  3,743,000  lb.  and  in  1835,  3,746,000  lb.  Here,  as  before, 
he  only  estimated  the  consumption  of  the  next  year  at  3,726,000 
lb.  the  average  of  the  three  preceding  years. 

He  now  came  to  the  most  important  article  in  the  whole  of 
the  customs— he  alluded  to  tea.  In  1833,  the  consumption  of 
tea  amounted  to  .30,720,000  lb.;  in  1834  to  32,480,000  lb.;  and  in 

1835,  to  35,580,000  lb.  Here,  again,  instead  of  taking  full  cre- 
dit for  the  increased  consumption  which  would  inevitably  lake 
place  i‘.i  the  course  of  the  present  year,  he  would  calculate  the 
consumption  of  next  year  at  36,000,000  Ib.  being  only  an  in- 
crease of  about  500,000  lb.  on  the  consumption  of  last  year.  He 
had  indeed  good  and  substantial  reasons  for  anticipating  a con- 
siderable increase  in  the  consumption  of  tea  beyond  that  which 
had  been  brought  into  his  balance  sheet. 

Tliere  was  only  another  article  in  the  customs  to  wliich  he 
could  call  the  attention  of  the  house — namely,  tobacco,  which, 
like  (lie  other  articles,  was  the  source  of  increasing  revenue. 
In  1833  it  amounted  to  20,362,000  ib.;  in  1834,50.990,000  1b.; 
and  in  1835,21,483.000  1b,  He  estimated  the  consumption  of 
next  year  at  21,982,000. 

A great  excitement  prevails  concerning  “orange  lodges,”  in 
England — and  will  probably  produce  a ferment.  A colonel 
Fairnian  would  probably  have  been  arrested  by  the  house  of 
commons,  and  sent  to  Newgate,  had  he  not  absconded.  It 
seems  determined  to  put  down  these  lodges  in  the  army — in 
which  they  are  said  to  be  numerous. 

FRANCE. 

The  topic  of  the  greatest  iuteresl  is  of  course  the  progress  of 
the  recently  proposed  laws  in  tlie  chamber  of  'deputies.  We 
had  previously  staled  the  adopiioii  of  that  relative  to  the  courts 
of  assize,  by  a large  majority.  It  was  read  and  referred  to  a 
commission  in  the  chamber  of  peers  on  the  17th.  The  debate 
on  Hie  jury  bill  in  the  chamber  of  deputies,  was  still  iti  pro^ 
gress  at  the  latest  date,  (August  20th);  the  discussion  was  ex- 
ceedingly warm  atid  animated.  An  amendment  was  proposed 
on  the  19th  by  M.  Teste  to  the  effect  that  where  a verdictof  guil- 
ty should  be  rendered,  and  the  majority  of  the  court  should  be 
convinced  that  it  was  eironeous,  the  judges  should  have  power 
to  order  a new  trial  before  a new  jury;  and  that  if  they  did  not 
avail  themselves  of  the  privilege,  and  the  verdu-t  was  of  such 
a nature  as  to  require  capital  punishment,  the  penalty  next  ia 
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severity  should  be  inflicted  in  its  stead.  This  amendment  was 
strenuously  opposed  by  the  minister.  iW.  Per.<il,  as  amounting  to 
the  abolition  oi'  ca()iial  |iunislinient — a nn  a.^iire  to  wImcIi  lie 
had  once  been  favoralily  ineliinaJ,  but  who  li  he  was  now  con- 
vinced, would  lead  to  llie  increase  of  the  most  horrid  crimes. 
Tlie  amendment  was  rejected  tiy  a vote  ol  192  to  161. 

A scene  of  confusion  en.'iied  upon  tlie  reading  of  the  2d  ar- 
ticle, relative  to  transportation,  wliicli  was  warmly  opposed  by 
M.  Odillon  Barroi,  and  delended  by  the  minister  of  coininerce, 
who  in  the  course  of  his  remarks  said  that  the  penalty  would 
be  effectual,  and  _he  de.iired  no  stronger  proof  of  the  fact  than 
the  opposition  made  to  it  Iroiii  certain  benches  of  that  chamber. 

M,  OtHllon  Barrot,  (rising  with  great  warnilh) — “Order,  or- 
der! the  minister  is  personal.” 

The  whole  of  the  opposition  deputies  now  rose  in  a body, 
and  loudly  insisted  on  the  pre.Mdent’s  calling  the  minister  to 
order.  The  greatest  uproar  and  confusion  prevailed,  and  for 
some  time  the  minister  in  vain  attempted  to  obtain  a hearing  in 
explanation.  When  silence  was  again . partially  restored,  he 
was  understood  to  disclaim  alT  intention  of  ofiering  personal 
offence  to  any  member  of  the  chamber. 

Gen.  Valazet — “We accept  the  ictraction  ” 

The  minister  of  commerce — “I  have  made  no  retraction — I 
have  merely  explained  my  meaning.” 

The  storm,  which  had  been  apparently  calmed,  now  burst 
forth  with  renewed  violence.  In  vain  the  president  observed, 
that  as  the  minister  had  designated  no  member  of  the  chamber 
by  name,  no  personal  attack  had  been  made.  The  opposition 
deputies  were  not  to  be  appeased  till  M.  Odillon  Barrot  declar- 
ed that,  as  far  as  himself  was  concerned,  he  fell  satisfied  with 
the  minislei’s  explanation. 

The  report  of  the  commission  to  which  was  referred  the  law 
for  the  regulation  of  the  press,  was  read  on  the  18ih.  As  this 
is  the  most  vehemently  condemned  of  all  the  four  projets,  we 
give  a brief  abstract  of  the  reporter’s  remarks  on  its  most  im- 
portant provisions: — 

The  committee,  said  M.  Sauzet,  had  not  hesitated  to  consider 
as  an  attempt  against  the  safety  of  the  stale  every  offence 
against  the  king  committed  by  the  journals,  when  the  incrimi- 
nated article  shall  contain  an  intention  to  excite  the  contempt 
and  hatred  of  the  citizens  against  the  king.  In  that  case,  the 
offender  is  to  be  tried  by  the  peers;  but  ail  other  offences  of 
the  press  shall  come  under  the  jurisdiction  of  the  regular  tri- 
bunals. The  committee  agreed  that  the  imprisonment  and  fines 
specified  in  the  bill  were  enormous,  to  be  sure,  but  neces.sary 
for  the  security  of  society.  The  reporter  then  contended  that 
the  new  law  was  quite  in  harmony  with  the  69lh  article  of 
the  charter,  which  required  the  offences  of  the  press  to  be  tried 
by  a jury,  since,  the  new  crime  defined  by  the  law  was  an  at- 
tempt against  the  slate  and  that  the  cognizance  of  such  crimes, 
by  another  article  of  the  charter,  was  vested  in  the  chamber  of 
peers.  He  then  said  that  the  coinmiltee  had  disapproved  of  the 
wording  of  the  3d  article,  which  forbade  the  name  of  the  king 
being  introduced,  directly  or  indirectly,  in  the  discussion  of  the 
acts  of  government.  This  article  was  too  vague,  and  he  pro- 
posed to  substitute  the  following — 

“Whoever  shall  attempt  to  make  the  king  personally  answera- 
rable,  or  blame  him  directly  for  acts  of  his  government,  shall 
be  liable  to  a fine  of  500  to  5,000  francs,  and  to  an  imprison- 
ment of  one  month  to  a year.”  M.  Sauzet  next  explained 
what  was  understood  by  an  attempt  against  the  institutions 
of  the  state.  No  journal,  for  instance,  will  be  allowed  to 
proclaim  itself  of  republican  principles,  nor  declare  in  favor  of 
another  dynasty.  The  journals  shall  also  abstain  from  pub- 
lishing the  names  of  the  jurors  after  the  trial,  because  it  had  the 
effect  of  influencing  their  decision,  &c. 

The  committee  did  not  approve  of  the  12th  article  respecting 
editors,  which  would  render  the  publishing  of  a paper  almost 
impossible;  but  if  the  editor  was  not  to  be  required  to  sign  the 
journal  after  its  being  printed,  he  should  nevertheless  be  held 
to  sign  it  on  the  same  day.  The  remainder  of  the  report  turned 
on  the  necessity  of  having  a real  answerable  editor  for  each 
paper,  on  the  quota  of  the  sum  required  to  be  lodged  by  each 
journal  in  the  hands  of  government  as  a security,  &c.  M.  Sau- 
zet approved  of  the  lithographies,  caricatures,  &c.  being  sub- 
mitted to  a censor.ship,  which  he  contended  was  not  contrary 
to  the  charter,  and  proposed  the  adoption  of  all  the  articles  of 
the  bill  respecting  theatres,  plays,  &.c. 

Three  more  prisoners  escaped  from  St.  Pelagic  on  Wednes- 
day evening  the  19th. 

A number  of  Italians  were  arrested  on  the  17th,  18(h  and  19th, 
and  others  sought  for,  suspected  of  being  concerned  with  Fieschi 
in  the  attempt  upon  the  life  of  the  king.  Of  that  individual  the 
l.-Uest  accounts  are  that  he  had  yet  made  no  disclosures  and  that 
his  condition  was  less  favorable  than  it  had  been. 

The  N.  Y.  American  says— In  France,  the  gas-laws — out- 
rageous any  where,  and  especially  outrageous  in  a country 
with  a written  charter,  guaranteeing  the  liberty  of  the  press — 
were  under  discussion  in  the  chamber  of  deputies.  All  mate- 
rial amendments  are  repelled,  and  there  seems  little  reason  to 
doubt,  that  the  hills  will  p.iss  as  proposed  by  ministers. 

Charles  the  X,  and  his  family,  are  said  to  have  expressed  the 
utmost  horror  at  the  attack  on  the  life  of  Louis  Philippe. 

SPAIN. 

The  intelligence  from  this  kingdom  is  frightful.  Many  pro- 
vinces appear  to  be  in  a state  of  insurrection,  and  the  most  hor- 
rible outrages  are  committed.  FiXtracts  are  given  from  letters 
dated  Madrid, 'Aug.  12th  and  13th,  one  of  which  we  copy. 


“All  is  quid  in  appearance,  but  a great  ferment  pervades  tl.« 
public  mind.  The  troops  are  consigned  (confined)  to  their  bar- 
racks and  lield  ready  to  act.  An  odd  royal  guaid,  priest  or  Je- 
suit, i.s  stabbed  eveiy  night!  in  other  re.-pecls,  1 repeal  all  is 
quiet.” 

The  accounts  of  disturbances  in  the  provinces  are  more-  and 
more  iintavoralile.  In  addition  to  Arragon,  we  may  now  men- 
tion Cat.ilonia,  Valencia  and  Mnrcia,  as  having  thrown  off  the 
queen’s  authoniy,  and  declared  for  the  consiitution,  and  under 
that  cry  have  been  guilty  of  the  greatest  excesses.  Letters 
from  Bayonne  mention  a second  insurrectionary  niovenieni  at 
Saragossa;  it  broke  out  on  the  10th  instant,  and  according  to 
these  accounts,  was  attended  with  much  greater  rnischiel  than 
the  preceding  one  had  been.  The  governor,  who  at  the  head  of 
a few  troops  attempted  to  put  down  the  rioters,  it  is  stated,  was 
killed,  the  magistrates*  were  expelled,  and  after  having  forced 
the  iroop.s  to  withdraw,  the  populace  proelainicd  the  constitu- 
tion of  Cadiz,  and  appointed  u junto  to  govern  the  city  in  the 
queen’s  name. 

It  is  positively  staled  that  Don  Carlos  has  at  length  entered 
Old  Castile,  followed  by  general  Cordova. 

The  “Ai/mn  of  Riego”  was  singing  in  Cadiz,  Six  of  the  riot- 
ers at  Barcelona  had  been  hanged,  wiihoul  producing  any  sen- 
sation. Lite  is  cheap  in  Spain — and  elsewhere;  and  of  “no  im- 
portance,” as  the  Spaniards  say. 

The  forces  of  Carlos  were  in  the  field— and  apparently,  with- 
out fear. 

@ ■ 

INTERESTING  ARTICLES. 

Trinity  church  property.  The,  property  of  this  religious 
corporation  amounts  to  halt  a million  or  mure.  It  principally 
exists  ill  the  form  of  real  estate,  situatt'd  in  the  most  valuable 
and  populous  wards  of  the  city.  At  the  western  end  of  St. 
Paul’s  church  yard  the  corporation  has  an  office  for  the  trans- 
action of  business.  Their  income  is  estimated  at  $25,000  a 
year;  but,  as  by  their  charter  they  are  not  allowed  to  receive 
more  than  $15,000,  the  balance  escheats  to  the  slate.  Hereto- 
fore the  corporation  have  contrived  to  enjoy  the  whole  amount 
of  their  revenues,  by  making  a return  to  them  within  the  limits 
assigned  them.  The  balance  of  $10,000  they  generally  give  in 
presents  to  young  preachers,  distant  congregations,  filling  out 
bishops,  building  new  churches,  and  recently  to  propagate  the 
gospel  in  the  valley  of  the  Mississippi. 

We  understand  the  state  is  preparing  to  bring  an  action 
against  the  corporation  tor  the  balance  ol  their  income,  over 
and  above  the  amount  allowed  them  by  law. 

The  Dutch  church  corporation  in  Nassau  street  is  the  next, 
in  point  of  wealth,  to  Trinity  church,  having  properly  to  the 
amount  of  nearly  $200-,000,  principally  in  the  second  ward. 

[JY.  F.  Herald. 

Rail  road  accident.  On  Monday  evening  last,  (says  the 
Paterson  Intelligencer,  of  the  I6lh  inst.),  as  the  locomotive, 
with  a train  of  three  transportation  and  the  same  number  of 
passenger  cars,  had  reached  within  about  a quarter  of  a mile  of 
the  depot,  in  this  town,  the  front  axleiree  of  the  transportation 
car  next  to  the  locomotive  broke,  which  caused  it  and  the  se- 
cond car  to  capsize,  and  threw  the  third  off  the  track.  A driver 
by  the  name  of  Henry  Speer,  who  was  sitting  on  the  front  car 
at  the  time  of  the  accident,  we  are  sorry  to  say,  was  in.stantly 
crushed  to  death  by  the  contents  of  the  car  falling  upon  him. 
Neither  the  locomotive,  nor  any  of  the  passenger  cars,  we  are 
informed,  received  the  slightest  injury.  This,  we  believe,  is 
the  first  accident  by  which  any  person  has  been  injured,  that 
has  occurred  upon  the  road  since  it  has  been  in  operation,  whicli 
is  now  more  than  three  years. 

A JOURNEYMAN  PRINTER.  The  Albany  Argus  pays  a just 
compliment  to  Mr.  John  Patterson,  a journeyman  printer  in  the 
state  office,  on  whom  the  degree  of  A.  M.  has  recently  been 
conferred  by  Union  college.  With  skill  in  the  line  of  his  pro- 
fession, Mr.  P.  unites  habits  of  great  industry,  and,  we  .«carce- 
ly  need  add,  those  of  the  strictest  temperance  and  frugality. 
For  several  years  past,  he  has  closely  applied  himself,  during 
leisure  hours,  to  the  study  of  mathematics;  and  we  doubt  not, 
the  most  prominent  object  before  the  mind  of  those  who  have 
ever  depended  on  the  “reports”  and  “journals”  of  our  worlliy 
lawgivers  for  their  daily  bread,  on  reading  this  paragraph,  will 
be — a spare  man  poring  over  some  abstruse  problem  in  an  old 
Encyclopedia  or  worm-eaten  Algebra,  while  half  a dozen  of 
his  fellow-compositors  were  perched  on  “imposing  stones,” 
cursing  the  tardy  movements  of  the  legislature. 

[Geneva  Gazette. 

Baltimore — bills  of  mortality  for  the  week  ending  September 
15.  Under  ten  years  22,  from  10  to  21— 7;  above  21 — 16.  Of 
which  number  14  were  colored  persons — 12  free  and  2 slaves. 
In  the  whole  number  4 were  drowned  persons.  Of  consumii- 
tion  and  cholera  infantum,  6 each.  The  city  is  very  healthy. 

Passage  of  the  Alleghany.  The  following  account  of  the 
Philadelphia  and  Pittsburgh  rail  road  and  canal,  is  given  by  a 
gentleman  who  passed  over  them  in  May  last,  and  is  published 
in  the  New  York  Observer.  This  is  perhaps  the  greatest  tri- 
umph over  natural  obstacles  that  has  been  achieved  in  this 
country: 

“The  whole  distance  is  395  miles.  It  crosses  the  Schuylkill 
by  a viaduct  1,045  feet  long,  41  wide,  and  30  above  the  water. 
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It  then  ascends  an  inclined  plane  of  2,809  feet,  hy  a stationary 
engine;  and  descends  another  of  1,720  feel,  to  Columbia,  on  the 
Siisqneliannah,  where  it  joins  tlie  main  division  of  the  rennsyl- 
vania  canal,  81  miles  from  Philadelphia — which  canal  passes 
thronah  Harrisburgh,  and  follows  the  Juniata  branch  of  the 
Susqiiehatinah.  The  cost  of  this  rail  mad  was  three  and  a half 
millions.  Its  greatest  altitude  above  the  waters  of  the  Dela- 
w'are  is  555  feel.  The  next  is  the  canal,  172  miles  long,  having 
18  dams,  33  aqueducts  and  111  locks,  to  near  the  Alleghany 
mountain,  which  is  ascended  by  five  inclined  planes  of  nearly 
a mile  in  length  each,  and  descended  by  five  more.  It  passes 
a tunnel  through  solid  rock  870  feel,  having  an  arch  of  heavy 
masonry  20  feet  high.  The  length  of  the  road  over  the  Allegha- 
ny is  36  mile.s,  overcoming  an  aggregate  height  of  2,570  feet, 
and  having  (bur  extensive  viaducts.  At  Johnstown,  on  the 
Kanemaugii,  it  meets  the  canal,  which  is  104  miles  long,  to 
Piltshurgh,  and  has  64  locks,  10  dams,  2 tunnels,  16  aqueducts, 
64  culverts,  152  bridges,  and  passes  through  a tunnel  perforating 
a hill  250  feet  high.  It  appears  from  the  account  that  the  cars 
are  drawn  by  horses  over  the  Alleghany  part  of  the  road, except 
at  the  inclined  planes.  1 have  no  notes  of  the  time  required  to 
pass  the  whole  distance,  nor  of  the  speed  in  any  part  of  it. 

From:  the  “far  west.”  The  Buffalo  Patriot  says,  that  a 
delegation  of  Cayuga  chiefs  has  arrived  at  that  place,  for  the 
purpose  of  inducing  the  remnant  of  that  tribe,  who  remain  in 
New  York,  to  join  that  portion  of  it  which  has  removed  beyond 
the  Mississippi.  The  chiefs  are  represented  as  possessing  a fine 
and  noble  appearance,  and  an  indication  of  much  intelligence. 
They  have  not  hesitated  to  take  a journey  of  two  thousand 
miles,  in  order  to  offer  to  their  eastern  brethren,  now  destitute 
of  lands,  a share  of  their  own  western  possessions.  This  step 
bespeaks  a magnanimous  mind,  open  to  the  best  impulses  of 
feeling,  and  may  be  put  in  comparison  with  the  most  disinter- 
ested and  praiseworthy  actions  that  are  recorded  in  the  annals 
of  civilized  nations. 

American  prudery.  Mrs.  Chili,  in  her  history  of  the  con- 
dition of  women,  has  the  following  judicious  remarks: 

“American  ladies  are  accused  of  being  more  prudish  than  fo- 
reigners. I hope  the  charge  will  always  remain  a true  one;  but 
there  may  be  an  excess  even  of  a good  thing;  and  when  a sense 
of  decorum  led  them  to  be  squeamish  about  seeing  Greenough’s 
beautiful  cherubs,  because  the  innocent  marble  had  no  drapery 
about  them,  I acknowledged  it  reminded  me  of  sir  Charles  Gran- 
dison’s  remark:  ‘VVottest  thou  not,  my  dear,  how  much  indeli- 
cacy there  is  in  thy  delicacy.’  ” 

Egypt.  The  produce  of  cotton  has  this  year  amounted  to 

250.000  quintals.  The  average' price  at  which  it  has  been  sold 
being  25  dollars,  the  pasha  has  thus  realized  the  sura  of 

6.250.000  Spanish  dollars. 

The  sea  serpent.  A new  method  of  raising  the  wind  has 
been  hit  on  in  Italy.  It  is  nothing  less  than  the  exhibition  of 
our  own  sea  serpent,  (when  and  where  did  they  catch  him.?) 
together  with  32  eggs,  which  it  appears  he  has  laid  since  his 
capture.  The  following  is  extracted  from  the  Giornale  del 
Heyno  delle  due  Sicilie  of  the  17th  of  June: 

“grand  DDCHY  of  TUSCANY. 

“Extraordinary  events  which  took  place  at  Pisa  on  the  14th  of 
May. 

“The  great  sea  serpent  of  North  America,  which  Thomas 
Gulley,  of  London,  has  been  exhibiting  in  this  city,  laid  this 
morning,  at  5 o’clock,  ova  to  the  ntimher  32. 

“'Phis  wonderful  event  happened  only  once  before  in  Europe, 
in  the  person  of  the  same  serpent,  at  the  city  of  Cronstradt,  in 
Transylvania,  on  the  eleventh  of  January,  i833,  and  Mr.  Gul- 
ley succeeded  in  rearing  7 small  serpents,  which  are  still  liv- 
ing.” ' [Phil.  Inq. 

Cape  of  Good  Hope.  Papers  to  the  31st  of  May  have  been 
received  in  London.  The  accounts  are  important,  although  not 
a word  i.s  said  of  the  astronomical  discoveries! 

Tlie  governor,  sir  Benjamin  D’Urban,  has  published  a procla- 
mation, extending  the  boundary  line  of  the  colony  eastward,  to 
the  right  bank  of  Kei  river,  tracing  a line,  commencing  at  the 
source  of  the  Kei  in  the  Stormberg  mountains,  and  from  thence 
into  the  great  Kei  river,  to  its  entrance  into  the  sea.  The  area 
of  the  new  territory  extends  to  fully  seven  thousand  square 
miles,  from  which  the  Caffre  tribes  have  received  formal  inti- 
mation, they  will  in  future  be  expelled,  in  retaliation,  and  as  an 
indemnity  for  the  alleged  unprovoked  hostilities  they  have  com- 
mitted on  the  colonists.  They  are  at  the  same  time  declared 
to  be  irreclaimable  savages.  The  noted  Caffre  chief  Hintza  at- 
tempted to  make  his  escape  from  the  detachment  sent  along 
with  him  to  receive  twenty-five  thousand  head  of  cattle  which 
he  was  to  deliver  over  as  an  indemnity  for  the  invasion  of  the 
Albany  district,  and  after  a hazardous  personal  struggle  with 
colonel  Smith,  was  killed  by  Mr.  Southey,  one  of  the  armed 
settlers.  Hintza ’s  intention  was  evidently  to  deceive  and  amuse 
col.  Smith,  while  he  had  sent  secret  instructions  for  the  cattle 
to  be  driven  in  another  direction  into  the  interior.  The  Caffres 
have,  however,  renewed  their  attacks  in  small  detached  parties 
along  the  frontier,  and  have  in  several  instances  .been  success- 
ful in  carrying  off  the  stock  of  some  of  the  farms  within  a short 
distance  of  Graham’s  Town.  There  is,  indeed,  no  probability 
of  the  colonial  frontier  being  rendered  more  secure  by  the  ex- 


tension of  territory  on  any  other  terms  than  by  compulsion,  or 
rather  extirpation  of  the  aborigines,  as  they  will  never  on  any 
other  ground,  acknowledge  the  justice  of  the  aggression.  A 
comparatively  large  military  force  will  therefore  be  necessary 
to  be  mustered  on  the  extended  frontier  line  until  that  object  is 
accomplished. 

Great  show  at  Antwerp!  The  following  account  of  cer- 
tain fooleries  lately  presented  at  Antwerp,  will  amuse  some, 
and  disgust  others — 

The  Brussels  journals  of  the  15th  July  announce  the  arrival 
of  the  king  and  queen  of  the  Belgians,  on  the  13ih,  at  Antwerp. 
The  king  reviewed  the  troops  of  the  garrison  on  the  esplanade, 
and  at  four,  there  was  a dinner  of  25  covers  at  the  palace. 
After  dinner,  their  majesties  rode  in  their  carriage  along  the 
quays  to  the  batteries,  and,  in  the  evening,  were  serenaded  by 
the  two  musical  societies  of  the  town.  On  the  Tlih,  at  three 
o’clock,  took  place  the  pageant  of  the  giant  of  Antwerp  (Druon 
Antigoon)  said  to  have  been  the  founder  of  Antwerp,  wlio  was 
killed  by  a captain  of  Julius  Caesar’s  army,  named  Brabo,  from 
whom  is  derived  the  appellation  Brabant.  The  present  figure 
of  the  giant  was  made  in  1567,  by  a sculptor  named  Van  Aelst, 
the  more  ancient  figure,  which  was  exhibited  for  the  last  time 
at  the  entrance  of  Philip  II.  into  Antwerp,  having  fallen  to  de- 
cay. The  height  of  the  giant  was  so  great  that  it  was  necessa- 
ry to  take  away  all  the  lamps  and  lamp  chains  which  cro.ssed 
his  line  of  march.  He  was  preceded  by  an  enormous  whale, 
which  completely  filled  the  middle  of  the  place  de  Mier,  flap- 
ping his  immense  fins,  and  throwing  up  from  his  mouth  and 
nostrils  fountains  of  water  which  inundated  all  who  came  with- 
in twenty  yards  of  him,  thus  effectually  clearing  the  way.  Next 
followed  two  dolphins,  mounted  by  a young  triton  upon  each. 
Then  came  several  small  boats  filled  with  children  in  sailors’ 
dresses,  a large  vessel,  with  all  her  masts  and  rigging,  manned 
by  numerous  sailors,  who  rent  the  air  with  shouts  of  “vive  le 
roi!  vive  la  reine!”  At  lengih  appeared  the  mighty  Druon  An- 
tigoon, followed  by  the  goddess  Minerva,  each  in  a triumphal 
car,  drawn  by  six  and  four  horses.  The  giant  wore  a cuirass 
and  arms  after  the  fashion  of  the  Romans,  but  his  helmet  was 
adorned  with  a tri-colored  plume  of  feathers,  and  he  wore  a 
scarf  of  the  national  colors  of  Belgium.  Minerva  was  remarka- 
ble only  for  her  size  and  antiquity.  On  ariiving  in  front  of  the 
palace,  the  doughty  champion  halted,  and,  having  bowed  re- 
spectfully to  the  king  and  queen,  who  were  placed  in  a balcony 
to  receive  his  homage,  be  returned  to  the  place  from  whence 
he  came.  A representation  of  Vulcan  was  to  have  graced  the 
ceremony,  bnt  he  had  become  too  much  worn  out  with  age  to 
make  his  appearance.  In  1810,  when  Napoleon  and  Maria 
Louisa  visited  Antwerp  after  their  marriage,  the  corporation  of 
blacksmiths  who  followed  the  fabulous  god,  forged  under  the 
windows  of  the  palace  an  iron  crown,  which  Vulcan  from  his 
stature,  was  able  to  present  to  the  emperor  at  the  balcony. 

Capture  or  the  last  native  inhabitants  of  Van  Die- 
man’s  Land.  We  have  been  favored  with  the  following  highly 
intere-sting  extract  of  a letter  from  Launceston,  Van  Dieman’s 
Land,  dated  the  31st  of  January,  1835:  “1  am  just  returned 
from  seeing  a very  interesting,  but  melancholy  sight,  the  last  of 
the  unfortunate  inhabitants  of  this  island,  the  remainder  of 
those  few  unh.xppy  savages  who  so  long  kept  us  in  terror. 
They  were  taken  a few  days  since  to  the  westward,  and  con- 
sist of  three  women,  one  man,  and  some  little  children,  called 
piccaninies.  One  of  the  party,  an  old  woman,  spoke  pretty 
good  English,  having  probably  learned  it  some  years  ago  among 
the  stock  keepers.  They  inform  us  that  they  are  the  last  of 
their  tribe,  once  500  strong,  which  was  long  dreaded  under  the 
name  of  Big  River  tribe.  They  say  that,  by  innumerable  affr.iys 
with  the  white  men,  they  were  at  last  reduced  to  three  men, 
exclusive  of  women  and  piccaninies,  and  that  a few  months 
since,  they  were  suddenly  surprised,  and  two  of  the  men  were 
killed;  that  they  wandered  all  over  the  island  for  the  purpose 
of  joining  some  other  tribe,  feeling  themselves  too  weak  to  ex- 
ist, and  under  constant  dread  that  the  remaining  man  would  be 
killed,  and  the  rest,  who,  it  appears,  could  not  get  food  for 
themselves,  starved.  They  wandered  over  the  i.sland  in  every 
direction,  but  found  no  traces  of  black  men;  they  began  to  de- 
spond, and  led  a miserable  existence,  feeline  themselves  to  be 
the  last  natives  in  the  whole  island,  and  that  the  white  men 
had  rooted  them  out.  It  makes  my  heart  bleed  to  think  it,  but 
they  acknowledged  having  killed  a great  many  white  men,  and 
said  they  were  very  glad  when  they  were  taken.  We  had  long 
believed  the  natives  were  nearly,  if  not  quite  extinct,  and  have 
not  the  slightest  doubt  of  the  truih  of  their  simple  story.  To 
look  on  that  fine,  tall,  and  somewhat  solemn  looking  savage, 
the  last  of  the  tribe,  filled  me  with  emotions  which  it  would  be 
in  vain  to  attempt  to  describe.  ‘Sic  vosnon  vohis.’  ” 

[London  paper. 

Commencement  of  the  oyster  season.  Yesterday  (Aug. 
1)  was  the  day  on  which,  according  to  the  custom  of  the  city  of 
London,  oysters  are  first  allowed  to  be  sold  at  the  fish  market. 
Billingsgate.  At  an  early  hour  a scene  of  unusual  bustle  and 
confusion  was  apparent.  Not  less  than  5,000  persons  were  in 
waiting  to  be  served  with  the  “real  natives,”  while  the  streets 
in  the  vicinity  were  blocked  up  with  every  species  of  locomo- 
tive vehicle  to  convey  the  oysters  to  the  various  quarters  of  this 
great  metropolis.  'J’here  were  no  less  than  .50  sail  of  vessels  in 
front  of  Billingsgate  laden  with  the  delicate  luxury,  chiefly  from 
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the  Kentisli  coast.  At  12  o’clock  (noon)  the  hatches  were 
opened,  and  the  rush  to  obtain  the  first  supply  was  tremendous. 
Several  persons  were  knocked  overboard  in  the  confusion,  but 
happily  without  any  other  injury  than  wet  jackets.  The  sale 
continued  with  much  briskness  ihrouehoul  the  day,  the  price 
varying  Irom  8s.  to  14s.  per  bushel.  The  supply  was  equal  to 
the  demand,  which  was  very  great,  which  in  a great  measure 
may  be  attributed  to  the  old  popular  superstition  that  the  eaters 
of  oysters  on  the  first  day  of  their  sale  will  have  luck  the  whole 
year  afterwards.  [London  paper. 

British  and  woollen  mancfactdres.  It  would  appear 
that  our  exports  of  woollen  cloth  average  between  £6  and 
£7,000,000  in  value;  that  the  number  of  manufactories  are 
1,315;  male  operatives  31,360;  female  o[ieratives  22,526.  Not- 
withstanding these  facts,  some  well  informed  are  apprehensive 
that  this  staple  branch  of  British  industry  is. both  positively  and 
relatively  on  the  decline.  To  protect  the  British  wool  grower 
a duty  is  imposed  on  the  importation  of  foreign  wool;  though  it 
is  absolutely  essential  to  the  manufacture  of  cloths,  and  British 
wool  is  mixed  with  it  in  various  proportions,  according  to  the 
fineness  of  the  cloth.  It  may  be  questioned,  therefore,  whe- 
ther the  imposition  of  the  duty  has  not  been  positively  injurious 
to  the  wool  growers,  for,  the  less  foreign  wool  that  is  imported, 
the  less  British  wool  must  necessarily  be  bought  to  mix  with  it. 
Mr.  Gott,  in  his  evidence  before  the  committee  of  the  house  of 
lords,  says,  “There  was  no  foreign  wool  used  in  Yorkshire 
when  I first  knew  the  trade;  the  foreigners  had  the  advantage 
of  supplying  the  continent  with  fine  cloth  before  the  machinery 
was  introduced;  and  the  west  of  England  manufactured  foreign 
wool  for  the  supply  of  this  country.  After  capital  became  in- 
volved in  machinery,!  took  up  the  manufacture  of  foreign  wool 
without  lessening  our  consumption  of  English  wool;  on  the  con- 
trary, I maintain  that  the  introduction  ofYoreign  wool  has  tend- 
ed to  increase  the  use  of  English  wool,  and  to  raise  the  price  of 
it.”  Several  other  eminent  manufacturers  confirmed  this  tes- 
timony, and  showed  how  a duty  on  foreign  wool  not  only  in- 
jured manufacturers,  but  rendered  British  wool  a drug  in  the 
market.  [Liverpool  paper. 

Jamaica.  By  the  ship  Orbit  at  New  York,  Kingston  papers 
to  the  24th  August  have  been  received  by  the  Commercial  Ad- 
vertiser. 

The  dissatisfaction  w’ith  the  existing  state  of  things,  under 
the  new  system,  not  only  continues  but  increases.  The  repre- 
sentations of  the  governor,  lord  Sligo,  to  the  contrary  effect,  in 
his  addresses  to  the  house  of  assembly,  as  well  as  in  his  com- 
munications to  the  government,  at  home  are  contradicted  and 
very  much  censured. 

In  answer  to  his  address  at  the  opening  of  the  assembly,  that 
body  presented  an  address  in  return,  in  which  his  excellency’s 
statements  were  very  civilly  contradicted,  his  views  respectful- 
ly questioned  on  various  points  of  interest,  and  his  measures 
rejected.  To  this  address  his  excellency  replied  only  in  these 
words — 

“Mr.  Speaker  and  gentlemen  of  the  assembly, 

“The  unusual  style  of  your  address  prevents  my  doing  more 
on  the  present  occasion  than  simply  to  acknowledge  its  deli- 

very.” 

Immediately  after  the  attendance  of  the  house  was  required 
in  the  council  chamber,  where  the  assembly  was  dissolved  in  a 
short  and  somewhat  angry  speech;  a measure  which  is  severe- 
ly censured  in  all  the  papers,  even  those  which  have  hitherto 
been  considered  favorable  to  his  excellency’s  administration. 

Great  complaint  is  made  of  the  enormous  expenses  attendant 
upon  the  maintenance  of  the  local  police — £33.000  having  been 
expended  in  the  first  six  months  of  their  establishment;  yet 
they  are  said  to  be  inefficient. 

The  compensation  act,  with  its  table  of  apportionment,  is 
published  in  the  Despatch  of  the  Q2d,  and  bitterly  commented 
on.  The  compensation  will  not  amount,  it  is  said,  to  twenty 
pounds  per  head. 

The  accounts  from  the  Windward  Islands  are  similar.  In  St. 
Vincents  the  apprentices  were  still  refractory,  and  refused  to 
work.  The  ca.se  w'as  the  same  in  Demarara. 

The  approaching  coffee  crop  is  said  to  give  promise  of  being 
most  luxuriant,  but  great  apprehensions  are  expressed  that  it 
will  not  be  picked  in,  the  apprentices  being  very  refractory. 

The  following  is  from  the  Chronicle  of  the  19th: 

We  learn  that  the  apprentices  ol  Golden  grove,  and  Plantation 
garden  river  estates,  borrowed  no  less  than  seventeen  of  their 
master’s  wains,  with  eight  oxen  each,  which  they  filled  with 
provisions  belonging  to  them  and  shipped  in  a drogger  to  King- 
ston. Can  it  be  supposed  while  they  enjoy  such  perquisites 
they  will  consent  to  labor  in  their  own  time  for  any  wages  their 
master  can  afford  to  offer.^  The  fact  is  the  negroes  are  now 
much  better  off  than  the  owners;  all  their  necessities  are  sup- 
plied, and  they  have  neither  tax  nor  penalty,  moral  or  parochial, 
to  annoy  them. 

— ~.»e  @ <><*■■— 

PENITENTIARY  IN  GHENT. 

Mr,  B uxton,  who  visited  the  Mahon  de  Force  of  Ghent,  in 
1817,  furnishes  the  following  interesting  account  of  the  system 
of  employment  by  which  criminals  are  there  reclaimed  to  in- 
du  strious  and  moral  habits: 

“A  prisoner  before  his  trial  is  merely  confined;  he  is  not 
compelled  to  work,  but  if  he  wishes  it,  he  is  provided  with  the 
materials.  He  is  furnished  with  a sufficiency  of  food  and 


clothing,  has  a well  ventilated  cell  for  the  night,  and  a large 
airy  yard  and  covered  corridors  for  his  exercise  and  recreation 
by  day;  as  he  has  no  communication  with  convicts,  or  with  de~ 
linquents  suspected  of  ciimes  of  a different  degree  of  atrocity 
from  that  with  which  he  is  charged.  He  can  see  his  friends  or 
legal  advisers  at  certain  hours,  and  under  certain  regulations; 
and  if  his  health  is  impaired,  he  receives  every  accommoda- 
tion, and  the  best  medical  attendance. 

“When  he  is  convicted,  he  is  immediately  introduced  to  the 
manufactory;  if  he  understands  any  kind’  of  work  which  is 
practised  in  it,  he  is  furnished  with  the  tools,  &c.;  if  he  is  igno- 
rant, he  is  placed  as  an  apprentice  to  some  experienced  work- 
man, who  is  interested  in  this  instruction,  as  for  a certain  ;)e- 
riod  he  receives  a portion  of  his  earnings. 

“The  same  care  of  his  diet,  health  and  cleanliness  is  conti- 
nued; he  is  allowed  two  hours  exercise,  and  the  remainder  of 
the  day  is  devoted  to  hard  labor.  By  this  excellent  system  he 
gains  habits  of  order,  self-restraint  and  subjection  of  mind. 
Diligence  becomes  habitual,  and  is  rendered  agreeable  by  the 
wages  it  produces. 

“The  major  part  of  the  criminals  of  the  same  class  work  to- 
gether, in  rooms  170  feet  long,  and  26  broad.  The  principal 
employment  is  weaving  calico,  damask  and  sacking  cloth;  but 
there  are  shops  for  sawyers,  carpenters,  blacksmiths,  JScc. 

“The  utmost  order  and  regularity  are  preserved.  No  prison- 
er is  allowed  to  speak;  and  to  such  an  extent  was  this  carried, 
that  they  did  not  answer  our  questions  when  we  addressed 
them.  I never  saw  any  manufactory,  in  which  the  workmen 
were  more  busy;  wherever  we  went,  there  was  no  noise  but 
the  motion  of  the  shuttle;  and  every  eye  and  every  hand  was 
engaged.  Whether  our  conductor  was  with  us,  or  at  a dis- 
tance, no  difference  was  observable.  In  fact,  order  was  car- 
ried to  its  highest  point. 

“This  manufactory  is  under  a contractor,  who  furnishes 
each  prisoner,  daily,  with  twenty-six  ounces  of  brown  bread 
and  two  quarts  of  soup,  for  which  he  receives  from  govenment 
threepence  halfpenny  per  head.  He  provides  raw  materials. 
These  are  weighed  w-hen  they  are  given  out,  and  when  they 
are  returned,  and  the  prisoner  must  pay  for  any  deficiency.  He 
also  finds  machinery,  but  the  person  who  uses  it  is  answerable 
for  any  accident.  Tlie  work  done  is  estimated  according  to  a 
regulated  price,  and  the  prisoner  receives  the  whole  amount  of 
his  earnings  every  week.  The  contractor  appoints  from  among 
the  prisoners  two  or  more  overseers  in  each  room,  whose  duly 
it  is  to  inspect  the  operations  of  the  others,  and  to  preserve 
silence.” 

CRAWFORD’S  REPORT  ON  THE  PENITENTIARY  SYSTEM. 

We  took  occasion  a few  days  since  to  notice  this  work,  and 
will  now  present  the  reader  with  an  extract  from  it  relative  to 
the  limited  extent  of  crime  in  England,  which  will  greatly  as- 
tonish him.  The  common  impression  in  this  country,  derived 
from  the  judicial  annals  of  the  last  century,  is,  that  capital 
punishments  in  Great  Britain,  where  they  are  not  limited  as 
with  us  to  a very  few  crimes,  are  far  more  numerous  than  in 
the  United  States,  and  yet,  if  the  most  dense  population  of  the 
kingdom  be  taken  as  the  test,  the  fact  is  widely  diffetent.  It 
seems  from  Mr.  Crawford’s  statement,  that  in  the  counties  of 
London  and  Middlesex,  embracing  a population  of  a million 
and  a half  of  persons,  there  was  not  a single  execution  for  the 
year  preceding  Autiust,  1834,  when  the  report  was  made  up, 
proving,  if  not  great  reformation  among  the  people,  at  least  an 
astonishing  progress  in  the  march  of  humanity,  by  the  law 
makers  of  England.  [Philad.  Gazette. 

From  Crawford’s  report  on  the  penitentiaries  of  the  United 
States. 

The  county  of  Middlesex  contains  a larger  amount  of  popu- 
lation than  the  whole  state  of  Pennsylvania,  and  is  settled  in 
the  comparatively  contracted  space  of  280  square  miles,  im- 
mense numbers  being  congregated  together  under  circumstan- 
ces the  most  favorable  to  the  commission  of  crime;  and  yet 
although  several  offences  are  capital  by  the  law  of  England, 
not  a single  execution  has  taken  place  in  London  or  Middlesex 
during  the  12  months  in  which  the  present  sheriffs  (now  about 
to  retire,  August,  1834)  have  filled  the  office.  During  the  same 
period  one  execution  has  occurred  in  Pennsylvania,  where 
murder  alone  is  capital,  and  the  population  chiefly  agricultural 
is  scattered  over  a surface  of  46,000  square  miles,  and  in  a 
situation  in  which  there  exists  no  pailiciilar  inducements  to 
violate  ihe  law.  By  the  census  of  1830,  the  population  of 
Pennsylvania  amounted  to  1,348,233  souls;  that  of  London  and 
Middlesex  was  by  the  census  of  ISlil,  1,358,541.  To  this  is  to 
be  added  the  number  of  inhabitants  in  those  parts  of  the  me- 
tropolis and  its  suburbs  which  are  beyond  the  jurisdiction  of 
the  sheriffs,  and  south  of  the  Thames  (from  among  whom  no 
execution  has  taken  place  during  this  period),  and  the  whole 
population  may  be  estimated  at  considerably  above  a million 
and  a half.  The  fact  of  there  not  having  occurred  a single  exe- 
cution within  twelve  months,  in  a population  so  remarkable 
for  its  character  and  extent,  is  perhaps  unparalleled  in  the  his- 
tory of  society. 

Mr,  Cranford  has  made  a long  report  to  the  British  parlia- 
ment on  the  subject.  In  alluding  to  the  different  systems  pur- 
sued at  Auburn  and  at  Philadelpliia,  he  draws  the  following 
compt.rison,  the  correctness  of  which  will  of  course  he  doubti'd 
by  so.me,  and  acknowledged  by  others:  “The  discipline  of  An- 

burti  is  of  a physical,  that  of  Philadelphia  of  a moral  character. 
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The  whip  inflicts  immediate  pain,  but  solitude  inspires  perma- 
nent terror.  The  former  degrades  while  it  humiliates;  the  lat- 
ter subdues,  but  it  does  not  debase.  At  Auburn,  the  convict  is 
uniformly  treated  with  harshness,  at  Philadelphia,  witli  civility; 
the  one  contributes  to  harden,  the  other  to  sotten,  the  affec- 
tions. Auburn  stimulates  the  vindictive  feeling.s,  Philadelphia 
induces  habitual  submission.  Tlie  Auburn  prisoner,  when 
liberated,  conscious  that  he  is  known  to  past  associates,  and 
that  the  public  eye  has  gazed  upon  him,  sees  an  accuser  in 
every  man  he  meets;  the  Philadelphia  conv  ict  quits  his  cell,  se- 
cure from  recognition  and  exempt  from  reproach.” 

BEVJAMIN  VV^l’KINS  LEIGH. 

We  have  had  occasion  before,  in  an  estimate  of  the  charac- 
ter of  Mr.  Leigh,  to  apply  to  him  the  justum  et  t enacem  propo- 
siti virntn,  4'c.  of  Horace;  nor  do  we  know  any  public  man  who 
more  richly  deserves  such  praise.  Indeed,  the  more  he  is 
known,  and  the  more  his  talents  are  displayed,  the  more  firm- 
ly are  we  impressed  with  a conviction  of  the  nobleness  and  in- 
dependence of  his  mind,  and  the  strength  and  vigor  of  bis  intel- 
lect. 

We  have  been  led  to  these  remarks  by  reading  a recent  cor- 
respondence between  a committee  of  the  citizens  of  Bruns- 
wick, Va.  and  Mr.. Leigh,  in  which  he  is  invited  to  partake  of 
their  hospitality,  but  is  forced  to  decline  the  proffered  honor. 
In  his  reply  to  the  letter  of  invitation  Mr.  Leigh  thus  speaks: 

•‘I  beg  you  to  rest  assured,  that  I am  not  to  be  deterred  from 
pur-suing  the  path  which  my  sense  of  duty  to  my  country  dic- 
tates, by  the  frown  of  power,  or  by  any  clamor  that  the  tools 
of  men  in  power  can  raise  against  me.  I respect  the  deliberate 
judgment  of  the  people  as  much  as  any  man.  There  are,  I 
make  no  doubt,  many  men,  very  many,  who,  honestly  differing 
with  me  in  opinion,  and  disapproving  my  conduct,  would  there- 
fore have  me  withdraw  from  the  public  councils:  of  the  cen- 
sures of  such  men  I have  no  right  to  complain,  and  never  have 
presumed  to  complain;  I hear  their  opinions  with  unfeigned  re- 
spect; I weiiili  their  objections  with  care;  but  I must,  at  last, 
follow  the  lights  of  my  own  understanding  and  the  dictates  of 
iny  own  conscience,  and  the  reasonable,  the  candid  and  the 
just,  of  my  political  opponents,  will,  in  the  end,  do  justice  to 
iny  motives,  however  they  may  blame  my  conduct.  But  as  to 
the  popularity  which  it  is  in  the  power  of  such  a man  as  Mr. 
llitchie  to  deprive  me  of,  notoriously  prostituted  as  he  is  to  the 
worst  purposes  of  faction,  and  now  intoxicated  with  the  fumes 
of  his  own  vanity,  and  apparently  maddened  with  the  venom 
of  personal  malignity,  such  popularity  were  not  worth  the  effort 
to  preserve  it.  He  and  his  confederates  may  empty  their  stores 
of  lampblack  upon  me — I know  that  they  may  blacken  me  for  a 
time,  as  the  like  means  have  blackened  far  belter  men,  but  I defy 
them  to  fix  any  permanent  stain  on  my  character.  Those  who, 
proclaiming  that  the  voice  of  the  people  is  the  voice  of  God,  pre- 
sumptuously lake  upon  themselves  to  be  the  prophets  to  an- 
nounce that  voice,  and  expect  me  to  be  guided  by  their  revela- 
tions, have  no  real  respect  for  the  dignity  of  the  people,  no 
knowledge  of  their  own  place,  and  no  knowledge  of  me.  The 
time  must  come,  when  the  people  will  rebuke  this  presump- 
tion. The  time  is  coming  when  professions  will  be  disregard- 
ed and  real  service  required;  when  the  people  of  Virginia  will 
call  upon  every  man,  whom  they  judge  capable,  to  stand  forth, 
to  maintain  and  defend  their  most  sacred  rights  and  dearest 
interests. 

“The  charge  of  aristocracy  has  been  raised  against  me — 
founded,  1 am  quite  sure,  on  no  other  ground  than  the  part  I 
took  in  the  convention  of  1829-’30,  and  in  the  discussions  pre- 
ceding that  assembly,  on  the  subjects  of  the  basis  of  represen- 
tation and  the  qualifications  of  the  right  of  suffrage.  I expect- 
ed that  this  charge  would  be  made,  and  my  language  in  the 
convention  proves  that  I did  so;  and  though,  by  no  means  am- 
bitious of  the  honor  of  martyrdom  of  any  kind,  I was  prepared 
to  submit  to  the  extinction  of  rny  existence  as  a public  man 
with  resignation.  But  there  were  some  who  actually  voted 
with  me  on  both  points,  and  more  who  earnestly  approved  and 
supported  me  throughout  that  trying  contest.  These,  at  least, 
I expected  would  be  prompt  to  vindicate  me  from  the  asper- 
sion, which  my  zealous  support  of  their  and  rny  honest  opinions 
would  bring  upon  me.  In  this  I have  been  disappointed.  I 
am,  however,  compensated  with  the  candid  toleration  of  many 
of  my  opponents  on  that  occasion. 

“Gentlemen,  I confidently  hope  and  believe,  that  the  hearts 
of  the  great  majority  of  Virginians  are  in  the  right  place,  (and 
though,  in  my  opinion,  they  are. not  yet  awake  to  the  dangers 
that  jeopard  our  institutions),  they  will  ‘cling  to  the  cause’ — 
tlie  cause  of  civil  liberty,  founded  on  law  and  secured  by  law — 
the  cause  of  constiliitional  republican  government.” 

There  is  in  this  letter  so  much  of  the  calmness  of  virtue,  the 
expression  of  honesty  and  the  fervor  of  patriotism,  that  we  have 
read  it  more  than  once  with  increased  satisfaction.  Would 
that  .all  our  public  men  were  as  virtuous  and  highminded  as 
Mr.  Leigh!  [Mex.  Gazette. 
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GROWTH  OF  THE  WHITE  MULBERRY. 

From  the  Yco  England  Advocate. 

A friend  of  ours  who  has  paid  much  attention  to  the  cultiva- 
tion of  the  mulberty  tree,  wuli  a view  to  the  production  of  silk, 
has  furnislu.1  u-5  with  a description  of  a white  mulberry  now 
growing  in  a ^anhn  in  this  city.  It  is  interesting,  especially  to 
farmers,  as  showing  the  rapidity  and  ease  with  which  any  quan- 
tity of  leaves  can  be  obtained.  Many  persons,  he  says,  with 


whom  he  has  conversed  on  the  subject  of  the  silk  culture,  have 
expressed  their  reluctance  to  engage'  in  the  business  from  an 
apprehension  that  many  years  would  be  required  to  elapse  be- 
fore any  thing  could  be  realized  from  the  investment.  This  ap- 
pteliension  he  affirms  to  be  unfounded,  and  in  proof  thereof,  he 
adduces  the  rapid  growth  of  the  mulberry  liee  above  alluded  to. 
The  tree  is  less  ilian  four  years  from  the  seed,  and  has  had 
three  summer’s  growth.  It  came  up  spontaneously  in  the  fall, 
and  has  never  received  any  particular  degree  of  attention — its 


dimensions  are  as  follows: 

Circumference  of  the  trunk 11^  inches. 

Height  of  the  tree. 14  feel. 


Area  of  the  ground  covered  by  the  brandies.... 42  do. 

Growth  of  siioots  the  present  year 9^  do. 

The  seventy  of  the  last  winter  destroyed  the  exlre.mities  of 
the  limbs,  otherwise  the  height  and  spread  of  the  tree  would 
have  been  much  greater.  The  ground  wliere  it  stands  is  not  es- 
pecially rich — it  is  in  a garden,  to  be  sure,  but  the  same  degree 
of  fertility  might  by  proper  attention;  be  imparted  to  the  mosS 
ordinary  soil.  Trees  three  years  from  the  seed,  with  this  rapid 
and  vigorous  growth,  might  be  advantageously  plucked.  They 
would  furnish  foliage  enough  to  produce  from  40  to  50  lbs.  oS 
silk  to  the  acre  per  year. 

— ® 

OHIO— IN  1781. 

From  the  Cincinnati  Gazette. 

Gentlemen:  My  friend,  G.  H.  Gourdie,  esq.  of  Beihfehefft^ 
Pennsylvania,  has  furnished  me  with  the  following  intelligence, 
which  must  be  regarded  as  an  important  fact  in  the  early  histo- 
ry of  Ohio.  At  his  request,  as  well  as  to  gratify  my  own  feeL 
ings,  I wish  vou  t»  publish  the  extract  from  his  own  letter  Re- 
spectfully, B.  S'rORER. 

“Observing  in  one  of  the  public  newspapers  a few  days  ago 
a notice  of  an  anniversary  celebration  in  Oliio,  being  47  years 
since  the  first  settlement  of  white  persons  in  that  state,  being 
in  the  year  1788,  I take  the  liberty  of  informing  you  that  there 
is  a lady  now  living  in  the  town  of  Bethlehem,  in  Pennsyiva- 
nia,  who,  I believe,  is  the  first  while  person  born  in  the  state  of 
Ohio.  The  following  is  from  her  own  hand  writing: 

“I  was  born  April  16th,  1781,  in  Salem,  one  of  the  Moravian 
Indian  towns,  on  the  Muskingum  river,  stale  of  Ohio. 

“My  parents  were  John  and  Sarah  Heckewelder.  I wag 
taken  prisoner  in  the  beginning  of  September  of  the  same  year, 
with  my  parents  and  the  other  missionaries,  by  a party  of  In- 
dians and  some  British  officers,  who  also  plundered  and  burnt 
the  house.  After  having  been  imprisoned  several  days,  we 
were  set  at  liberty  again,  but  were  obliged  to  march  through  a 
dreary  wilderness  to  Upper  Sandusky.  All  the  way  I was  car- 
ried by  an  Indian  woman,  wrapped  up  in  a blanket  on  her  back. 
A troop  of  savages,  commanded  by  English  officers,  escorted 
ns,  enclosing  us  at  a distance  of  several  miles  on  all  sides. 
Having,  after  many  hardships  and  disasters  arrived  at  Upper 
Sandusky,  we  remained  there  till  about  the  middle  of  April, 
1782,  suffering  all  the  while  unaccountable  trouble,  fronx 
famine,  cold  and  other  hardships. 

“We  next  went  to  Detroit.  Here  a large  room,  just  fitted  up 
for  an  officer’s  dwelling,  was  given  to  us.  We  were  treated 
kindly  by  the  govtrnor,and  more  respectable  inhabitants  of  the 
town.  After  remaining  several  moiillis  in  Detroit,  we  removed 
to  a new  Indian  settlement  on  the  Huron  river,  which  the  mis- 
sionaries formed  and  called  New  Gnadenhutten.  I remained 
there  till  the  year  1786,  when  I went  with  an  aged  missionary 
couple  to  be  educated  in  the  school  at  Bethlehem,  Pennsylva- 
nia. We  set  out  about  the  middle  of  May,  and  arrived  in 
Bellilehem,  July  8lh,  after  a very  tedious  and  perilous  journey, 
proceeded  down  the  river  Huron  into  Lake  St.  Clair,  thence  to 
Detroit;  and  so  crossing  Lake  Erie  to  Niagara  and  Oswego, 
thence  down  Oswego  river  to  Lake  Oneida,  and  thence  down 
the  Walbach  to  Fort  Slanwix.  We  then  arrived  at  a carrying 
place  at  the  Mokawk  river,  and  proceeded  to  Schenectady; 
went  by  land  to  Albany,  and  then  by  water  to  Windsor,  and 
again  by  land  to  Bethlehem.” 

The  lady,  Miss  Maria  Heckewelder,  is  still  residing  in  Beth- 
lehem, and  is  the  relative  of  one  of  the  oldest  and  most  re- 
spectable citizens  of  Cincinnati. 

SLAVERY  IN  MASSACHUSETTS. 

As  much  has  been  said  and  quoted  lately  touching  slavery, 
as  it  existed  in  Massachusetts  previous  to  the  revolution;  and 
of  the  period  and  causes  of  its  abolition,  we  extract,  says  the 
Boston  Journal,  the  following  passage  on  this  point  from  Brad- 
ford’s history  of  Massachusetts,  a valuable  work  lately  pub- 
lished: 

“In  1783  the  involuntary  slavery  of  the  people  of  color  in 
Massachusetts  was  in  effect  condemned  and  prohibited,  by  a 
decision  of  the  highest  judicial  tribunal  in  the  state.  An  action 
was  commenced  in  1781,  before  a lower  court,  in  the  county  of 
Worcester,  against  tlie  master  and  owner  of  a slave  for  an  as- 
sault and  battery  made  by  the  master.  The  defence  set  up  was 
that  the  person  on  whom  the  assault  was  alleged  to  be  made, 
being  a slave,  the  owner  might  beat  him  at  his  pleasure;  and 
was  not  therefore  amenable  to  the  law  for  an  assault.  The 
case  appears  to  have  been  decided  on  great  constitutional  prin- 
ciples, recognised  in  the  declaration  of  the  bill  of  rights,  “that 
ail  men  are  born  free  and  equal.”*  The  master  was  convicted 


•The  decision  of  the  court  was,  that  the  man  assaulted  or 
beaten  was  not  a slave;  and  was  founded  on  the  opinion  that 
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of  an  assault  and  fined.  TItose  who  continiK^d  in  service  after- 
wards, in  the  state,  reitiained  so  rather  voluntarily  than  by  com- 
pulsinn.  Public  opinion  was  altogether  against  domestic  sla- 
very. It  was  believed  to  be  incoriiputible  with  the  principles  of 
civil  liberty,  for  which  the  people  had  been  contending,  and 
contrary  to  tlie  spirit  of  Clirisiianily.  Insiances  were  to  be 
found,  however,  alter  iliat  period,  of  the  continuance  of  slave- 
ry, thouglr  it  was  probably  voluntary;  as  some  aged  persons,  of 
this  description,  chose  rather  to  remain  in  the  families  where 
they  had  long  lived,  than  to  be  cast  destitute  on  society.  Before 
the  revolution,  domestic  slavery  was  not  uncommon  in  the 
large  towns  In  Massaeliusetts;  and  as  late  as  the  year  1774,  the 
public  papers  usually  contained  notices  of  black  slaves  for  sale. 
.The  slave  trade  had  indeed  been  long  discountenanced  and  for- 
bidden, even  from  a very  early  period,  (1645)  though  both  go- 
vernor Bernard,  in  1765,  and  governor  Hutchinson,  in  1773, 
were  instructed  to  givw  a negative  to  bills  to  suppress  it,  passed 
by  the  house  of  assembly  of  Massachusetts.  The  judicial  courts 
were  opposed  to  it.  In  1770,  when  an  African  was  brought 
into  the  province  by  a British  vessel,  as  a slave,  he  was  urged 
to  sue  for  freedom;  and  the  court  ordered  him  to  be  set  at  liber- 
ty. The  case,  was  decided  by  reference,  (as  a precedent),  to 
the  princi[dcs  then  recognised  in  England,  that  whenever  a 
slave  put  foot  on  its  territory  he  becam^rce.”t 
— @ - 

FOREIGN  PAUPERS— IN  LOUISIANA. 

The  Charity  hospital,  at  New  Orleans. 

The  following  extracts  from  a joint  report  made  to  the  legis- 
lature of  Louisiana,  at  their  session  in  the  present  year,  shews 
the  great  expense  tliat  we  encounter  for  the  support  of  foreign 
paupers  that  are  vomited  on  our  shores — by  thousands. 

Is  tlicic  no  remedy.'*  These  are  among  the  first  to  join  so- 
cieties, or  be  led  by  the  nose  by  them,  in  the  war  of  the  “poor 
against  the  rich” — fools  that  would  perish  in  the  streets  and  on 
the  high-ways,  were  not  means  provided,  by  property,  for  their 
support! 

“The  joint  committee  to  whom  was  referred  the  examination  of 
the  cliarity  hospital,  beg  leave  to  report: 

“That  they  have  visited  and  minutely  examined  the  domestic 
arrangement  of  the  institution;  and  upon  a careful  examination 
of  the  invalids,  apart  from  any  of  the  attendants.  There  was 
in  no  instance  a murmur,  on  their  part,  as  to  their  treatment; 
on  the  contrary,  all  admitted  that  they  were  carefully  and  kind- 
ly treated,  both  by  their  nurses  and  their  physicians. 

“Your  committee  feel  bound  in  candor  to  bestow  on  the 
Sisters  of  Charity  the  tribute  of  approbation,  which  their  gener- 
ous, disinterested  and  untiring  exertions  in  the  cause  of  suf- 
feiing  humanity  so  eminently  deserves.  In  their  department  of 
duty,  much  was  found  worthy  of  praise,  and  nothing  to  con- 
demn. 

“Your  committee  are  of  opinion  that  the  invalids’  rooms  are 
not  so  well  protected  from  the  extreme  vicissitude  of  the  wea- 
ther, as  may  be  desirable  for  the  comfort  and  safety  of  the  sick; 
and  would  therefore  recommend  to  the  board  of  administrators 
to  bestow  some  attention  on  the  subject.  The  committee  are 
pleased  to  discover  that  the  board  have  duly  appreciated  the  re- 
commendation of  the  committee  of  last  year,  relative  to  the 
propriety  of  separating  the  convalescent  from  llie  invalids’ de- 
partment. The  alimentary  division  of  the  institution  is  con- 
ducted with  great  neatness  and  prudent  economy.  Your  com- 
initlee  would  be  much  gratified  if  they  could  make  the  same 
remark  relative  to  the  supplies  of  this  department.  It  does  ap- 
pear to  your  committee  that  a proper  regard  for  economy  would 
point  to  the  necessity  of  leiting  to  the  lowest  bidder  the  privi- 
lege of  furnishing  the  hospital  with  all  the  leading  articles  of 
consumption,  so  guarded  as  to  prevent  imposition;  and  to  se- 
cure a constant  supply  of  all  th.ose  articles  which  the  necessi- 
ties of  the  institution  may  require.  Your  committee  barely 
throw  out  their  suggestions  as  matters  of  refiection  for  th«  board 
of  managers. 

“The  great  increase  of  patients  last  year  over  the  preceding 
one,  amounting  to  nearly  fifty  per  centum,  is  of  sufficient  im- 
portance to  demand  an  investigation  of  the  causes  which  have 
produced  it.  Your  committee  have  no  data  by  which  they 
can  attribute  this  increase  to  a proportionate  increase  of  popu- 
lation, or  the  accumulation  of  the  business  of  this  growing  city. 
Nor  can  it  be  traced  to  the  iinhealthiness  of  the  last  season,  in- 
asmuch as  the  city  enjoyed  unprecedented  good  health;  while  it 
will  long  be  remembered  that  during  the  preceding  year,  the 
cholera,  yellow  fever,  measles,  small  pox  and  hoopingcough, 
had  spread  a melancholy  gloom  over  the  city  and  country. 
Your  committee  must  therefore  attribute  this  increase  of  its 
inmates,  (in  justice  to  the  establishment),  to  the  facilities  of 
admission,  the  kindness  of  their  treatment,  and  the  comforts 
which  they  must  enjoy  here,  over  the  ordinary  conveniences  of 
private  life;  which  induces  a great  many  of  this  charity,  who 
may  not  be  the  fair  objects  of  its  intention;  and  a question  here 
arises  whether  or  not  some  distinction  m.ay  not  be  rnetde  be- 


shavery was  not  authorised  by  law  or  statute,  and  though  it  had 
been  permitted  to  keep  negroes  in  such  a condition,  the  princi- 
ple could  not  be  legally  recognised  and  sanctioned,  and  that 
the  plea  of  the  master  in  defence  of  the  beating  could  not  be 
justified. 

f John  Jjowell,  a celebrated  lawyer,  took  an  active  part  in 
favor  of  the  colored  people  held  in  bondage,  and  offered  them 
his  professional  aid  without  fees. 


Maine, 

52  ] 

New  Hampshire, 

35 

Mass,achusetts, 

148 

Connecticut, 

49 

Rhode  Island, 

25 

New  York, 

291 

Pennsylvania, 

278 

New  Jersey, 

38 

Delaware, 

25 

Maryland, 

84 

Virginia, 

149 

North  Carolina, 

63 

South  Carolina, 

49 

Georgia, 

19 
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tween  such  as  are  able  to  make  a moderate  remuneration,  and 
those  who  are  not.  It  appears  evident  to  your  committee,  that 
should  the  increase  of  patients  continue  in  any  latio  approxi- 
mating to  that  of  the  last  year,  the  admissions  must  be  restricted, 
or  much  larger  funds  must  be  provided  for  the  support  of  the 
institution. 

“Your  committee  are  informed  that  an  arrangement  was 
entered  into  between  the  board  of  administrators  and  the  city 
council,  by  which  the -latter  was  to  pay  at  the  rate  of  fifty  cents 
per  day,  for  each  individual  over  two  hundred,  by  order  of  the 
council,  which  amounted  to  nine  thousand  seven  hundred  and 
fifty-one  dollars  and  fitly  cents  in  the  last  year. 

“Within  that -period  there  has  been  admitted  into  the  institu- 
tion, 5,777  males,  and  -285  females,  making,  in  the  aggregate 
6,062.  Discharged  4,531  males,  and  214  females.  Total  4,745. 
Died  997  males,  and  55  females.  Total  number  of  deaths  1,052. 
Leaving  now  in  the  hospital  249  males  and  16  females.  Total 

265.  Of  the  whole  number  admitted  in  1834  there  were  1,677 
citizens  of  the  United  Slates:  foreign  countries  4,287:  and  98 
unknown. 
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nations. 

“Ireland  2,354;  Germany  503;  England  399;  France  262;  Scot- 
land 178;  Spain  162;  Sweden  23;  Italy  53;  Norway  29;  Fru.ssia 
22;  Canada  36;  West  Indies  27;  South  America  15;  Wales  31; 
Holland  11;  Portugal  12;  isle  ol  Man  4;  Greece  1;  Africa  2;  Rus- 
sia 4;  Poland  3;  Calcutta  4;  China  3.  Aggregate  4,287. 

“Unknown  98.” 

“It  will  be  remembered  that  in  the  year  1833,  the  gambling 
licenses  afforded  a revenue  of  ^47,916  66;  and  an  increase  on 
invested  funds  ^7,317,  besides  a fund  derived  from  the  city 
council  for  per  diem  patients,  which  was  to  cover  an  expendi- 
ture of  about  ^38,000  for  the  year  1833.  In  the  last  year  the 
current  expenses  will  be  about  $69,000.  This  amount  has  been 
much  increased  by  improvements  and  the  purchase  of  negroes,* 
but  there  can  be  no  fair  calculation  that  the  yearly  expenditures 
will  be  much  under  $40,000;  and  your  committee  think  it  ought 
not  to  exceed  that  amount.  About  $50,000  have  heretofore 
been  produced  by  the  gambling  licenses;  and  now  that  the  taw 
providing  for  the  sale  of  gambling  licenses,  to  the  great  credit 
of  the  stale,  is  repealed,  after  the  present  year,  nothing  from 
that  source  can  be  relied  on.  It  therefore  becomes  necessary 
that  the  legislature  should  make  some  provision  by  law  to  sup- 
ply a revenue  equal  to  the  diminution  occasioned  by  the  repeal 
of  the  former  gambling  laws;  or  the  usefulness  of  this  institu- 
tion would  become  greatly  circumscribed  at  the  very  dawn  of 
its  utility.” 

“It  will  be  discovered  that  our  own  citizens  nursed  and  fed 
in  the  institution  is  as  49  to  6,062.” 

The  report  concludes  thus — 

“Your  committee  feel  unwilling  to  close  this  report,  without 
expressing  on  the  part  of  the  public,  its  approbation  of  the  ge- 
neral management  of  the  instituttition,  and  its  gratitude  to  the 
gentlemen  who  compose  the  board  of  administration,  for  the 
manner  in  which  they  have  discharged  the  many  arduous  and 
unpleasant  duties  incumbent  on  them,  without  any  other  re- 
ward than  what  flows  from  a conscieusuess  of  having  perform- 
ed an  act  of  duly  to  benevolence  and  humanity. 

“All  of  which  is  respectfully  submitted. 

(Signed)  WALTER  BRASHEAR, 

chairman  of  the  committee  of  the  house  of  representatives. 

(Signed)  ROBERT  CARTER  NICHOLAS, 

chairman  on  the  part  of  the  senate.’^ 

The  foregoing  report  was  received,  with  the  following  note — 
addressed,  to  the  editor  of  the  Register. 

The  attention  you  have  paid  in  your  valuable  paper  to  the 
introduction  of  paupers  among  us  from  abroad,  and  the  tax 
their  support'  lays  on  our  charitable  institutions  throughout  our 
country  induces  the  writer  to  forward  you  this  report  of  a com- 
mittee from  the  two  houses  of  our  legislature,  although  he 
does  not  agree  entirely  with  those  gentlemen  in  all  the  views 
embraced  in  their  report. 

July  mh,  1835. 


U.  STATES  CIRCUIT  COURT— DISTRICT  OF  OHIO. 

INDIAN  CASE — OPINION  OF  THE  COURT  DELIVERED  BY  THE 
HON.  JOHN  MC  LEAN. 

The  United  Stales  ) 

vs.  > July  term,  1835. 

Jonathan  Cisna.  ) 

The  defendant  having  been  indicted  at  the  present  term  for 
stealing  a horse  within  the  reservation  of  the  Wyandotl  tribe  of 


*Eight  additional  servants  of  the  hospital  weie  purchased  in 
the  preceding  year. 
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Indians  in  tlie  stale  of  Oiiio,  of  the  goods  and  chattels  of  Henry 
Jacko,  a friendly  Indian,  filed  a demurrer  to  the  indictment, 
which  brings  before  the  court  the  question,  whether  they  can 
exercise  jurisdiction  in  the  case? 

The  indictment  is  founded  on  the  4th  section  of  the  act  of 
congress  “to  regulate  trade  and  intercourse  with  the  Indian 
tribes,”  passed  30th  March,  1802,  which  provides,  “if  any  citi- 
zen or  other  person  shall  go  into  any  town,  settlement,  or  terri- 
tory belonging  or  secured,  by  treaty  of  the  United  Slates,  to  any 
nation  or  tribe  of  Indians,  and  shall  there  cominit  robbery,  tres- 
pass or  other  crime,  against  the  person  or  property  of  any 
friendly  Indian  or  Indians,  which  would  be  punishable,  if  com- 
mitted within  the  jurisdiction  of  any  state  against  a citizen  of 
the  United  Slates,  or  unauthorised  by  law,  and  with  a hostile 
intention,  shall  be  found  on  aiiy  Indian  land,  such  offender 
shall  forfeit  a sum  not  exceeding  one  hundred  dollars  and  be 
imprisoned  not  exceeding  twelve  months;  and  shall  also,  when 
properly  is  taken  or  destroyed,  forfeit  and  pay  to  such  Indian 
or  Indians,  to  whom  the  property  taken  and  destroyed  belongs, 
a sum  equal  to  twice  the  just  value  of  the  property  taken  or  de- 
stroyed,” &c. 

The  VV^yandolt  reserve  is  twelve  miles  square,  and  is  situat- 
ed within  the  county  of  Crawford,  which  for  some  years  has 
been  regularly  organized  as  a county.  And  at  the  last  win- 
ter session  of  the  legislature  of  Ohio,  a law  was  passed,  which 
declared  “that  all  white  inhabitants,  now  or  hereafter  resident 
in  said  Wyandott  reservation,  shall  be,  and  they  are  hereby 
made  subject  to  the  laws  of  the  state  of  Ohio  for  the  purpose  of 
taxation,  and  for  all  civil,  criminal  and  military  purposes,  in 
the  same  manner  and  for  the  same  purpose,  as  other  while  citi- 
zens are  now,  or  hereafter  may  be,  in  the  different  townships 
in  said  county  of  Crawford,  any  law  or  custom  to  the  contrary 
notwithstanding.” 

Before  the  passage  of  this  law,  the  legislature  had  not,  by  ex- 
press enactment,  extended  the  jurisdiction  of  the  state  over  this 
reserve;  but  in  the  general  laws  respecting  ciimes  and  punish- 
ments, it  is  not  excepted  from  their  operation. 

This  reserve  is  surrounded  by  a dense  white  population,  and 
public  roads  lead  through  it  in  various  directions.  It  is  as 
much  frequented  by  the  white  population  as  any  other  part  of 
Crawford  county;  and  it  would  be  extremely  inconvenient,  if 
not  impracticable,  for  the  citizens  of  the  county  to  avoid  enter- 
ing upon  the  reserve  in  pursuing  their  daily  and  ordinary 
avocations. 

On  the  9ih  January,  1789,  the  United  States  entered  into  a 
treaty  with  the  Wyandott  and  other  nations  of  Indians,  in 
which  it  was  agreed,  that  “if  any  citizen  of  the  United  States 
or  other  person  not  being  an  Indian,  shall  settle  on  their  land, 
such  person  shall  forfeit  the  protection  of  the  United  Slates, 
and  the  Indians  w'ere  at  liberty  to  punish  him  or  not,  as  they 
please.”  And  all  citizens  or  inhabitants  of  the  United  States 
were  prohibited  from  hunting  or  destroying  the  game,  or  even 
entering  on  the  Indian  lands,  w’ilhout  a passport.  Certain  sti- 
pulations were  made  for  the  punishment  of  offences,  such  as 
horse  stealing,  robbery,  &c.  and  the  Indians  agreed  to  surren- 
der the  offenders  among  their  tribes,  who  were  to  be  punished 
equally  with  the  citizens  of  the  United  Slates,  under  the  laws 
of  the  United  States.  . 

At  the  time  this  treaty  was  formed,  the  Wyandott  tribe  own- 
ed a very  extensive  territory  of  rich  and  fertile  country;  but 
treaties  of  cession  have  been  made  from  lime  to  time,  until 
their  territory  is  restricted  to  twelve  miles  square. 

By  the  act  of  1802,  above  referred  to,  which  regulates  trade 
with  the  Indians,  all  citizens  or  residents  of  the  United  Stales 
are  prohibited  from  entering  into  the  Indian  lands  without  a 
license,  and  penalties  are  provided  for  hunting  on  them,  or 
committing  depredations  upon  the  properly  of  Indians.  Mur- 
der, by  a white  person,  of  an  Indian,  is  punished  with  death, 
traders  without  license  forfeit  their  merchandise;  and  a penalty 
is  incurred  by  purchasing  from  an  Indian,  a gun,  any  instru- 
ment of  husbandry,  a horse,  or  other  specified  articles  of 
property.  Jurisdiction  is  given  to  the  superior  courts  in  each 
of  the  territorial  districts,  and  the  circuit  courts  of  the  United 
States,  of  similar  jurisdiction  in  criminal  cases,  in  each  district 
of  tire  United  States  in  which  any  offender  under  the  inter- 
course law  shall  be  apprehended  or  may  be  brought  for  trial 
The  peculiar  relation  which  a tribe  of  Indians  that  resides 
within  the  limits  of  a state,  bears  to  the  federal  and  state  go- 
vernments, renders  every  exercise  of  jurisdiction  over  their 
persons  and  properly,  by  the  federal  government,  a matter  of 
great  delicacy  and  importance. 

The  federal  government  is  one  of  limited  and  specific  powers. 

It  cannot  exercise  jurisdiction  by  implication,  but  is  confined 
to  the  special  grants  of  power  in  the  constitution;  and  in  carry- 
ing into  effect  these  grants  the  most  appropriate  means  should 
be  adopted,  and  no  means  beyond  what  are  necessary  to  give 
effect  to  the  power  can  be  legitimately  used. 

All  powers  not  delegated  to  the  federal  government,  are  re- 
served to  the  stales  and  the  people. 

The  power  to  regulate  commerce  with  foreign  nations,  and 
among  the  several  slates  and  with  the  Indian  tribes,  is  given  to 
congress  in  the  constitution.  And  under  this  and  the  treaty- 
making  power,  numerous  treaties  have  been  formed  and  laws 
enacted,  to  regulate  a commercial  intercourse  with  the  numer- 
ous Indian  tribes  which  live  within  the  federal  limits.  The 
validity  of  these  treaties  and  laws,  it  is  believed,  has  not  been 


queationed,  so  far  as  they  act  upon  the  Indian  tribes  and  our 
own  citizens,  beyond  the  boundaries  of  any  state.  But  serious 
questions  have  arisen,  and  are  likely  again  to  arise,  between 
the  federal  and  state  authorities,  respecting  the  jurisdiction  of 
the  former,  under  these  laws,  over  the  territory  of  Indians, 
situated  within  a state  sovereignly. 

Within  this  state  no  collisions  on  this  important  subject  have 
occurred;  but  the  principle  on  which  jurisdiction  is  exercised 
by  the  federal  government,  must  be  the  same,  under  the  same 
circumstances,  in  every  state. 

The  supreme  court  of  Ohio  have  nOt  decided  whether  offen- 
ces under  the  stale  laws,  if  committed  within  the  Wyandott  re- 
serve, by  a white  person,  may  be  punished;  but  a circuit  court 
of  common  pleas  have  decided  that  no  punishment  can  be  in- 
flicted in  such  a case. 

No  one  can  read  the  laws  for  the  regulation  of  our  intercourse 
with  the  Indian  tribes,  without  perceiving  that  they  were  de- 
signed to  operate  on,  and  protect  communities  of  Indians  re- 
motely situated  from  our  own  population. 

In  the  act  of  1802  is  a provision  that  it  shall  not  be  so  con- 
strued “as  to  prevent  any  trade  or  intercourse  with  Indians 
living  on  lands  surrounded  by  settlements  of  the  citizens  of  the 
United  Stales,  and  being  within  the  ordinary  jurisdiction  of  the 
individual  states.” 

This  provision  applied  to  the  condition  of  Indians  at  the  time 
the  law  was  passed;  and  at  that  time  the  Wyandott  tribe  was 
not  only  far  more  numerous  than  it  now  is,  but  its  territory  was 
extensive  and  remote  from  a white  population.  It  did  not  re- 
side within  the  ordinary' jurisdiction  of  any  stale. 

The  exception  was  a[)pllcable  to  remnants  of  tribes  which  re- 
sided in  Massachusetts,  Connecticut  and  other  eastern  stales. 

No  express  provision  has  been  made  in  treaties  or  by  act  of 
congress,  at  what  period  or  under  what  circumstances  the  pow- 
er of  the  federal  government  to  regulate  commerce  with  the 
Wyandott  or  any  other  tribe  of  Indians,  living  within  a state, 
shall  be  terminated. 

This  is  a question,  whether  it  shall  be  decided  by  the  federal 
or  state  authorities,  as  important  as  it  is  delicate;  and  it  is  much 
to  be  regretted  that  some  rule  on  the  subject  has  not  been 
adopted  which  would  prevent  collisions  of  jurisdiction.  A con- 
current action  by  the  federal  and  state  governments,  in  regard 
to  this  matter,  would  seem  to  be  the  most  appropriate  method 
of  withdrawing  the  regulation  of  the  general,  and  substituting 
that  of  the  local  authority.  But  the  federal  government  has  not 
acted  on  the  subject,  and  the  duty  is  now  imposed  upon  this 
court  to  determine  whether  the  power  to  act,  in  the  case,  be- 
longs to  the  judicial  branch  of  the  government. 

The  question  of  jurisdiction  which  is  raised  by  the  demurrer 
is,  whether  the  law  under  which  this  indictment  has  been 
found,  can  be  carried  into  effect  within  the  Wyandott  reserve? 

Whether  this  is  properly  a judicial  question  may  admit  of 
some  controversy.  If  the  period  at  which  the  law  shall  be  sus- 
pended could  be  fixed  at  the  time  the  slate  government  was  or- 
ganized, there  would  exist  no  difficulty  on  the  subject.  But  the 
Wyandott  tribe  of  Indians  required  as  much  the  fostering  care 
and  superintending  power  of  the  federal  government,  for  the 
protection  of  its  trade  in  1803,  when  Ohio  was  admitted  into 
the  union,  as  for  some  years  prior  to  that. period — and  the  white 
population  was  almost  as  remote  from  the  Indian  settlements, 
as  it  had  been  for  years,  and  the  state  jurisdiction  was  not  ex- 
tended over  the  Indians,  nor  was  there  any  difficulty  in  giving 
effect  to  the  intercourse  law  of  1802.  In  addition  to  these  con- 
siderations the  supreme  court  have  decided  that  this  law  is  not 
necessarily  suspended  within  the  limits  of  a state. 

If  the  provisions  of  the  act  of  1802  shall  not  apply  to  the  case 
before  the  court,  it  must  be  upon  the  ground  that  they  were  un- 
constitutional when  adopted,  or  have  become  inoperative  by 
the  progress  of  time  and  change  of  circumstances. 

The  former  branch  of  this  inquiry  is  strictly  the  exercise  ofa 
judicial  power;  but  the  latter,  in  most  cases,  at  least,  would 
seem  to  belong  to  the  legislative  department  of  the  government. 
So  far  as  it  regards  the  policy  of  the  federal  government  towards 
the  Indians,  within  its  consitutional  powers,  it  is  exclusively  a 
question  for  the  legislature;  but  as  it  respects  any  question  of 
power  between  the  federal  and  state  governments,  in  whatever 
form  it  way  arise,  the  judicial  power  is  competent  to  decide  it. 

During  the  whole  course  of  our  connection  with  the  Indian 
tribes,  we  have  recognised  in  them  a power  to  make  treaties, 
and; certain  political  relations  exist,  growing  out  of  treaties  be- 
tween the  federal  government  and  almost  every  distinct  tribe  of 
Indians  within  our  national  limits.  These  relations  may  be  ex- 
tended by  treaties  as  far  as  sound  policy,  in  the  discretion  of 
the  treaty  making  power,  shall  admit,  where  the  Indians  reside 
beyond  the  limits  of  a state,  but  within  those  limits,  neither  the 
treaty  making  power  nor  the  legislative  power  can  be  exercised 
so  as  to  abridge  the  rights  of  a state. 

Congress  can  exercise  no  power  on  this  subject,  beyond  that 
of  regulating  commerce  with  the  Indian  tribes.  The  same 
power  is  given  to  congress  to  regulate  commerce  with  foreign 
nations  and  among  the  several  states. 

Under  this  investiture  of  power  to  regulate  commerce  with 
foreign  nations,  a wide  scope  of  legislation  has  been  exercised. 
But  the  regulation  of  commerce  among  the  several  states,  has 
been  limited  to  certain  prohibitions  and  the  equalization  of 
duties. 

Congress  cannot  effectually  regulate,  commerce  with  the  In- 
dian tribes,  without  adopting  such  provisions  by  law,  as  shall 


64  NILES’  REGISTER— SEPT.  26,  18.S5— UNITED  STATES  CIRCUIT  COURT. 


preserve  those  tribes  from  an  indiscriminate  commercial  inter- 
course Willi  onr  own  citizens:  such  is  llieir  inferiority  in  the 
business  ol  commerce  while  in  an  uncivilized  state,  that  their 
interests  would  be  sacrificed,  if  left  to  an  unrestricted  inter- 
course. ■ It  was  on  this  ground  that  the  act  of  1802  prohibited 
white  persons  from  entering  upon  the  Indian  territory  without 
a license,  and  further  to  give  protection  to  the  Indians,  govern- 
ment agents  were  appointed  to  reside  among  them,  and  penal 
Jaws  were  enacted,  as  has  been  staled,  against  citizens  of  the 
United  rfiaies  for  committing  depredations  upon  the  territory, 
the  persons,  or  the  property  of  the  Indians. 

The  exercise  of  the  power  to  prohibit  any  intercourse  with 
the  Indians,  except  under  a license,  must  be  considered  within 
the  power  to  regulate  commerce  with  them,  if  such  regulation 
could  not  be  efi'eclual  short  of  an  intercourse  thus  restricted. 
Under  the  power  to  regulate  commerce  with  foreign  nations, 
congress  have  passed  non-intercourse,  embargo  and  other  laws, 
which  restricted  or  altogether  prohibited  any  commercial  inter- 
course wiili  iliose  nations;  and  as  the  power  to  regulate  com- 
merce with  the  Indian  tribes  is  given  to  congress  in  the  same 
clause  ol  the  constitution  and  in  the  same  words,  it  would  seem 
to  lollow  that  the  power  may  be  exercised  to  the  same  extent 
in  llie  one  case  as  in  the  other.  There  is  nothing  in  the  condi- 
tion of  the  Indians,  when  under  the  exclusive  jurisdiction  of 
the  federal  government,  nor  in  the  constitution,  which  can  ope- 
rate against  this  construction.  The  power  to  regulate  com- 
merce among  the  several  states  is  limited  by  other  provisions  of 
the  constitution,  by  the  nature  of  the  power  and  the  sovereign- 
ty of  the  stales. 

The  law  of  1802  is  constitutional,  and  so  the  supreme  court 
have  decided.  Ttiat  tliis  act  liad  a constitutional  operation  upon 
the  Wyandoii  nation  admits  of  no  doubt;  and  it  remains  to  be 
considered  whether  the  situation  of  this  tribe  has  become  so 
changed  as  to  render  this  law  inopeiaiive  as  to  them. 

The  territory  of  the  Wyandotls,as  before  staled,  is  limited  to 
twelve  miles  square,  and  it  is  surrounded  by  a dense  white  po- 
pulation, which  have  daily  intercourse  with  the  Indians.— 
Stores  and  taverns  are  kept  within  the  reservation  by  the  In- 
dians or  those  connected  with  them,  which  are  as  much  resort- 
ed to  for  trade  and  other  purposes,  by  the  surrounding  white  po- 
pulation, as  any  other  pan  of  the  county. 

Tiie  treaties  made  with  this  tribe  have  not  been  abrogated, 
and  they  hold  their  possessory  right  to  the  soil  on  the  same 
tenure  as  other  tribes  with  whom  treaties  have  been  made. 
And  a sub-agent  of  the  government  still  resides  among  them 
through  whom  the  government  holds  its  official  intercourse 
with  the  tribe. 

The  Wyandotls  have  made  rapid  advances  in  the  arts  of  ci- 
vilization. Many  of  them  are  very  intelligent;  their  farms  are 
well  unproved,  and  they  generally  live  in  good  houses.  They 
own  properly  of  almost  every  kind,  and  enjoy  the  comforts  of 
life  in  as  high  a degree  as  many  of  their  while  neighbors. 

On  a comniiiiiily  of  Indians  thus  situated — so  limited  in  ter- 
ritory, mixed  up  with,  and  surrounded  by  a white  population, 
carrying  on  with  the  whites  daily  almost  every  kind  of  com- 
merce incident  to  their  condition,  and  advanced  in  civilization; 
can  Indians  thus  situated,  w'iiiijn  an  organized  county,  be  sub- 
ject to  the  provisions  of  the  general  laws  regulating  trade — laws 
which  prevent  intercourse  with  any  Indian  tribe,  by  a severe 
penalty  except  under  a license. 

For  years  past  these  laws,  as  if  by  universal  consent,  have 
not  been  enforced  over  this  territory.  They  are  wholly  unsuit- 
ed to  the  condition  of  the  Wyandou  tribe,  and  it  would  be  im- 
possible to  give  then)  a practical  operation.  And  it  may  be 
said  that  the  federal  government,  by  restricting  the  territory  of 
this  tribe,  and  encouraging  their  advances  in  civilization,  has 
mainly  contributed  to  produce  this  state  of  things. 

But  it  is  insisted  that  the  larceny  charged  in  this  indictment 
may  be  punished  under  the  act  of  congress  cited,  as  it  was 
committed  within  the  reserve  and  on  the  properly  of  one  of  the 
Wyandou  Indians.  And  how  does  congress  derive  power  to 
punish  this  offence,  when  committed  within  a state?  The  an- 
swer must  be,  from  the  power  to  regulate  commerce  with  the 
Indians.  But  if  this  tribe  of  Indians  is  so  situated  as  to  render 
the  exercise  of  this  power  wholly  impracticable,  must  it  not,  of 
necessity,  cease?  And  does  not  the  incident  fall  with  the  priu- 
cipal  power? 

If  congress  had  power  to  punish  offences  committed  on  the 
persons  or  properly  of  Indians,  generally,  there  could  be  no  ob- 
jection to  the  exercise  of  it  without  reference  to  circumstances. 
But,  when  the  power  to  punish  is  derived  exclusively  from  the 
power  to  regulate  commerce,  it  is  perfectly  clear,  when  the 
power  to  regulate  commerce  ceases,  the  power  to  punish  must 
also  cease.  To  exercise  the  power  to  punish  for  a violation  of 
a regulation  necessary  to  maintain  a commercial  intercourse 
with  the  Indian  tribes,  as  the  Wyandotts  are  now  situated,  and 
within  their  territory,  would  be  a usurpation  of  power  by  the 
federal  government,  and  a direct  infringement  upon  the  rights 
of  the  state. 

This  conclusion  cannot  be  avoided.  And  it  is  immaterial 
whether  the  intercourse  law  of  1802  has  been  expressly  repeal- 
ed as  to  the  Wyandotts,  or  rendered  ino(ieraiive  by  the  force  of 
circuinsiances.  'I’hat  the  law  cannot  be  enforced  in  this  re- 
serve, is  clear;  and  this  stale  of  things  having  been  produced 
by  the  conjoint  action  of  the  federal  and  state  governments,  it 
may  be  presumed  that  the  former  intended,  as  to  this  tribe,  to 
abrogate  the  law.  No  other  presumption  can  be  raised  from  a 


slate  of  facts,  wholly  incompatible  with  the  provisions  of  the 
act. 

An  act  may  he  repealed  as  well  by  adopting  subsequent  and 
incompatible  provisions,  as  by  express  enactment.  And  in  this 
view  the  act  of  1802,  so  far  as  it  regulates  trade  with  the  Wy- 
andotte Indians,  must  be  considered  as  substantially  repealed. 

Has  not  the  stale  jurisdiction  to  punish  offences  committed 
by  its  own  citizens  within  the  Wyandolt  reserve?  Of  this  I 
can  entertain  no  doubt. 

Ever  since  the  stale  government  has  been  organized,  it  has 
liad  power  to  punish  its  own  citizens  for  offences  committed 
W’ithin  its  limits,  whellier  within  an  Indian  territory  or  not; and 
if  there  be  no  constiiniional  prohibition,  the  state  has  power  to 
punish  its  own  citizens  for  offences  coniniitted  beyond  its  own 
limits.  The  laws  of  a slate  cannot  operate,  extra  territorially; 
but,  having  jurisdiction  over  its  own  citizens,  the  legislaiur’e, 
if  not  prohibited  by  the  consiiliiiion,  could  make  certain  acts 
committed  by  them,  beyond  its  own  limits,  and  without  the 
limits  of  any  organized  government,  an  offence.  No  process 
could  be  issued  to  arrest  an  offender  beyond  the  state  bounda- 
ries; but  if  he  came  voluntarily  within  the  stale,  he  would  sub- 
ject himself  to  its  jurisdiction. 

By  the  first  section  of  an  act  of  the  British  parliament  of  the 
31st  Geo.  HI,  passed  in  1803,  it  is  provided  “that  from  and  after 
the  passing  of  this  act,  all  offences  committed  within  any  of  the 
Indian  territories,  or  parts  of  America  not  within  the  limits  of 
either  of  the  said  provinces  of  Lower  or  Upper  Canada,  or  of 
any  civil  government  of  the  United  States  of  America,  shall  be, 
and  shall  be  deemed  to  be  offences  of  the  same  nature,  aivd 
shall  be  tried  in  the  same  manner,  and  subject  to  the  same  pu- 
nishment, as  if  the  same  had  been  committed  within  the  pro- 
vinces of  Lower  or  Upper  Canada.” 

Many  years  ago  the  stale  of  Georgia  punished  its  own  citi- 
zens for  depredations  committed  upon  the  Indian  territory, 
within  the  slate,  and  no  one  has  ever  questioned  the  legality  of 
such  a procedure. 

The  state  of  New  York  has  not  only  punished  its  own  citi- 
zens for  offences  committed  within  the  Indian  reserve  in  that 
state,  blit  has  extended  its  jurisdiction  in  criminal  cases  over 
the  Indians. 

The  jurisdiction  of  the  federal  government  over  the  Indian 
territory  within  a slate,  under  the  most  favorable  circumstan- 
ces for  the  exercise  of  the  power,  is  limited  to  the  nitre  pur- 
poses of  trade,  and  cannot  prevent  a state  from  punishing  its 
own  citizens  for  offences  committed  within  such  territory. 
The  exerci-'^e  of  this  power,  by  a state,  would  not  be  incompa- 
tible with  the  exercise  of  the  power  vested  in  the  federal  go- 
vernment. There  are  many  offences,  such  as  counterfeiting 
the  gold  and  silver  coin  of  ilie  country,  the  notes  of  the  bank  of 
the  United  States,  &c.  which  are  punishable  as  well  under  the 
laws  of  the  state  as  those  of  the  union. 

But  as  it  regards  the  case  under  consideration,  all  objections 
are  obviated  by  the  fact,  that  the  regulations  of  congress  re- 
specting commerce  with  the  Indian  tribes  have  not  been  en- 
forced within  the  Wyandou  reserve  for  years,  and  cannot,  for 
the  reasons  slated,  be  now  enforced. 

It  may  be  admitted  that  property  stolen  in  an  adjoining  state, 
and  brought  into  Ohio,  would  not  subject  the  offender  to  a pro- 
secution in  this  state.  The  offence  having  been  committed  in 
a distinct  sovereignty.,  could  not  be  punished  in  Ohio,  but  such 
a case  would,  in  no  respect,  be  similar  to  the  one  under  consi- 
deration. 

The  Indian  territory  within  a stale  cannot  be  con.sidered  as  a 
foreign  jurisdiction.  Under  certain  circumstances,  it  has  been 
decided,  that  a state  cannot  extend  its  laws  over  the  Indian 
territory,  within  it,  and  especially  when  those  laws  are  incom- 
patible with  constitutional  regulations  by  the  federal  govern- 
ment. But  the  jurisdiction  is  not  foreign.  If  the  state  have 
the  fee  of  the  Indian  lands,  it  may  dispose  of  that  fee  subject  to 
the  Indian  right  of  occupancy.  And  in  every  other  respect 
may  the  state  exercise  a jurisdiction  over  the  territory  which 
shall  not  be  incompatible  with  the  constitutional  regulations  of 
the  general  government. 

In  the  course  of  the  argument,  by  the  district  attorney,  seve- 
ral adjudications  of  the  supreme  court  and  a decision  of  the 
circuit  court  for  the  eastern  district  of  Tennessee,  were  refer- 
red to,  as  sustaining  the  jurisdiction  in  the  present  case.  But 
the  facts  in  the  present  case  are  wholly  dissimilar  from  those 
in  the  cases  referred  to,  and  they  arc  not  more  so  than  the  prin- 
ciples which  apply  to  those  facts. 

It  is  gratifying  to  reflect  that  the  stale  laws  will  afford  a more 
ample  protection  to  the  Wyandotts,  as  it  regards  their  property, 
than  the  laws  of  the  federal  government.  For  the  laws  of  the 
state  punish  with  greater  severity  the  offence  charged  in  the  in- 
dictment, than  the  laws  of  congress.  And  as  it  rs.spects  the  In- 
dians, no  doubt  can  exist  that  their  complaints  will  receive  ns 
prompt  attention  and  as  adequate  redress,  as  those  which  arc 
made  by  citizens  of  the  st.ite. 

These  considerations  cannot  enter  into  the  question  of  juris- 
diction; blit  they  show  that  a decision  against  the  jurisdiction 
of  this  court  will  not  leave  the  Indians  unprotected  or  lead  to  a 
failure  of  justice. 

The  demurrer  must  be  sustained. 

It  being  suggested  to  the  court  by  tlte  district  attorney,  that 
prosecutions  in  the  state  court  would  be  instituted  again>t  the 
defendant  and  the  others  against  whom  indictments  had  been 
found  for  similar  offences,  the  court  directed  the  marshal  to  de- 
liver over  the  defendant  to  the  state  authorities,  to  answer,  &e. 
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A new  paper  to  be  called  *^The  I*erspeciive” 

is  to  be  published  in  Baltimore.  Th^lollowing  is  from 
the  prospectus:  v 

To  all  whom  it  may  concern,  b^if  I^pwn,  that — wlierea?,all 
corporate  franchises  tend  to  abuse,  “hjfving  neither  bodies  to  be 
kicked,  nor  souls  to  be  damned, ?’;^nd  whereas,  men,  acting  as 
a corporation  in  the  aggregate’,  wjl!  be  guilty  of  .acts,  which  in 
their  individual  capacities  they  have  '^ither  the  moral  courage 
to  assume,  nor  the  open  turpilude-td  avgiw — it  follows  thence, 
that  the  inquisitorial  power  should  be  exercised  by  the  people — 
as  they  are  the  only  legitimate  source  of  all  power,  corporate  or 
otherwise.  To  protect  the  rights  of  the  people,  and  of  the  stock- 
holders of  tlie  different  moneyed  institutions  in  this  city— a pen- 
ny-sheet will  be  published  and  issued  on  the  1st  of  next  Novem- 
ber, and  of  every  succeeding  month,  entitled,  “The  Newgate 
Ferspcctive.’’  This  is  a bold  “prospectus.” 

* ’’  In  accordance  with  our  practice  on  similar  occasions, 
'for  we  have  a constant  desire  to  say  all  that  needs  be 
^'iiid  on  a subject  a;  once),  we  have  anxiously,  and, 
V it  is  hoped,  lees  than  ‘'a  peck” 

j/^a|yj^vspaper  eu(!»P^^’ps,  present  a full\iew 
that  pBs.yail  concerning  the  late  proceed- 
'Wg*  w th^abolitionisis;^  which  may  be  important  for  re- 
hereafter,  and  are  not;,  uninteresting  for  present 
use-^  '^he  articles,  however;  ^avu  a larger  space 

than  we  intended; that  they  shbdld.  They  inb,  neverthe- 
less, only  offere^d^s  hnd  we\know  not  what  to 

leave  out-— in  pursha«ce  ofourdesign  to  give  a full  view 
of  the  subject.  These  new  artdy}7ie7tts  of  pans  s cames 
?7iuch  uneasiness  in  the  mind  of  eruery  patriot. 

The  .l^mo7^ri  question  is  revived^in  another  shape,  and 
in  a highly  excited  manner.  Never- before  was  there  a 
time  in  which  tiiere  was  so  much  mode7'aUen, 

and  seldom  when  less  was  displayed. 

Meetings  of  the  people  have  been  held  in  nearly  all 
the  chief  cities  and  towns  in  the.noftir^^^TKates-— at 
which  the  proceedings  of  the  abolitionists^^re  rejected 
and  disavowed,  with  great  unanimity  and  much  zeal.* 
And  in  the  south  we  almost  daily  hear  of  “judge  Lynch  ” 


higher  ground;  and  seem  to  demand  the  passage  of  laws 
of  the  severest  nature  against  the  abolitionists,  under 
threats  of  no7i4ntercoxirse  and  a withdrawal  from  the 
union!  Nay,  the  idea  of  kidnapping  a citizen  of  A*.  Yo7-h 
is  freely  entertained — and  openly  proclaimed, § though 
the  kidnapping  a slave  is  a capital  offence  in  the  south. , 
They  declare  that  it  is  the  duty  of  the  people  of  the 
northern  states  to  prohibit  disaissioiis  on  the  “slave 
question,”  though  it  enters  so  largely  into  the  construc- 
tion of  the  government  under  which  we  live.  § And,  in 
the  mean  time,  there  is  a most  fearful  surveillance  over 
the  post  office,  (because  of  its  liability  to  abuses^  and 
which  we  verily  believe  have  occurred  and  will  frequent- 
ly happen) — that  is  approved  by  the  federal  authorities  at 
Washington!  These  things  on  the  part  of  the  south, 
have  caused  a great  reaction  in  the  north — and  thousands 
on  thousands  of  those  who  fell  entirely  disposed,  and 
really  were  so,  to  co-operate  in  putting  down  the  “aboli- 


and  of  persons  who  are  flogged  and  driven  away,  or 
“exec7f^et/,”  under  sentences  rendered  by  him  If 

But  many  in  the  south,  though  apparently  well  satisfi- 
ed, at  frsi,^  with  the  doings  in  the  north,  have  taken 

*1(1  some  cases  they  have  resorted  to  violence— and  the 
British  cmrnisary  had  to  fly.  At  others,  they  have  refused  to 
attend — as  in  the  following  instance. 

An  anti-slavery  meeting  was  called  at  York,  Maine,  for  the 
27th  ult.  by  notices  posted  up  several  days  previous.  At  the 
appointed  time  the  bell  was  rung,  the  court  house  was  lighted 
up,  and  the  lecturer,  with  two  venerable  gentlemen  of  the 
place,  took  peaceable  possession — but  no  other  person  was 
there!  After  waiting  patiently  for  half  an  hour,  they 
“Each  took  oft"  their  several  way, 

Resolved  to  meet  some  other  dav.” 

fThe  “Charleston  Mercury,”  of  the  14th  September  has  its 
leading  article  as  follows: 

INCENDIARIES. 

Judge  iv«cA,  (says  the  Mken  S.  C.  Telegraph,  of  the  llth 
inst.)  Pinned  it  into  a chap  a few  days  ago,  down  on  the  Runs 
HI  tins  district.  We  have  not  heard  all  the  particulars.  The 
lellow  was  found  in  the  cotton  fleld  with  the  negroes;  and 
wdien  (letected  feigned  partial  insanity.  There  were  two  others 
of  the  like  stamp  detected  about  the  same  time  in  Orangeburg 
district.  We  learn  that  judge  iJang  presided  there  and  passed 
sentence  on  him. 

\From  the  Charleston  Courier— The  honorable  Peleg  Sprague, 
late  United  biales  senator  from  Maine,  has  done  himself  high 
honor  and  his  country  good  service,  by  his  brilliant  and  logical 
speech,  at  Faneuil  flail,  with  which  we  grace  our  colurmis 
lo-day.  It  will  be  found  to  present  the  soundest  views,  on  the 
great  constitutional  question,  which  involves  the  sanctity  of 
southern  institutions,  and  the  duration  of  the  American  union, 
and  to  breathe  that  spirit  of  affection  and  harmony  towards  his 
soiithren  brethren  which,  if  extensively  cherished  at  the  north, 
cannot  fail  to  render  that  union  perpetual.  His  views,  loo,  on 
the  general  question,  are  for  the  most  part  unexceptionable; 
.and  as  a whole  liis  speech  must  take  a high  rank  as  well  for 
Its  discrimiiiaiing  Judgment  as  its  generous  sentiment  and 
glowing  and  attractive  eloquence.  The  allusion  to  the  por- 
trait of  the  father  of  our  country,  the  slave  holder  Washington, 
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with  which  the  genius  of  Stewart  has  decorated  the  walls  of 
old  Faneuil,  is  an  admirable  and  masterly  stroke  of  rhetorical 
art;  and  the  entire  series  of  allusions  to  the  revolutionary  fel- 
lowsh^  in  war,  peril,  defeat  and  victory  of  the  southren  slave- 
holder, and  the  northern  sufferer  from  British  oppression,  is 
given  with  the  finest  effect.  The  speeches  of  which  Faneuil 
Hall  wa^  the  theadre,  on  this  deeply  exciting  and  interesting  oc- 
casion, ought J.0  form  a volume  for  the  perusal,  ad/niration  and 
instruStiim  posterity. 

We  h^^^before  given  the  testimony  of  the  “Richmond  En- 
quirer” in  flavor  of  Mr.  Otis’ speech. 

§The  N.  York  Herald  says— We  are  sorry  to  see  the  southern 
people  rum^ng  headlong  into  a fanaticism  as  hateful  as  that  of 
the  aboliiiifriisls.  We  are  among  the  supporters  of  the  constitu- 
tional and  natural  rights  of  the  south,  but  when  they  talk  of 
a commercial  non-intercourse  with  New  York — set  seriously 
about  abducting  a free  but  foolish  citizen — offer  rewards  amount- 
ing to  $100,000  for  kidnapping  a blockhead— [.5.  Tappan]— 
demand  of  the  north  to  pass  laws  infringing  the  liberty  of  the 
press — threaten  an  immediate  dissolution  of  the  union,  we 
must  tell  them  frankly  that  they  are  running  into  a similar  de- 
gree of  fanaticism  to  that  which  they  object  to  in  the  aboli- 
tionists. Let  the  good  sense  of  the  north  atone,  and  it  will 
easily  put  down  all  this  abolition  business  without  violating 
law  or  acting  like  mad  men. 

^The  Columbia  (S.  C.)  Telescope — says — “Let  us  declare 
through  the  public  journals  of  our  country,  that  the  question  of 
slavery  is  not,  and  shall  not  be  open  to  discussion — that  the 
system  is  deep  rooted  among  us,  and  most  remain  for  ever— 
that  the  very  moment  any  private  individual  attempts  to  lecture 
us  upon  its  evils  and  immorality,  and  the  necessity  of  putting 
means  in  operation  to  secure  us  from  them,  in  the  same  mo- 
ment His  TONGUE  SHALL  BE  CUT  OUT  AND  CAST  UPON  THE 
DUNGHILL.” 

The  following  are  the  concluding  stanzas  of  a piece  that  is 
published  in  the  Boston  Courier. 

Js’t  not  enough  that  this  is  borne? 

And,  asks  our  haughty  neighbor  more? 

Must  fetters  which  his  slaves  have  worn 
Clank  round  the  Yankee  farmer’s  door? 

Must  he  be  told,  beside  his  plough, 

What  he  must  speak,  and  whert  and  howl 

Must  he  be  told  his  freedom  stands 
On  slavery’s  dark  foundations  strong — 

On  breaking  hearts  and  fettered  hands, 

On  robbery  and  crime  and  wrong? 

That  all  his  fathers  taught  is  vain — 

That  freedom’s  emblem  is  the  chain? 

Its  life — its  soul,  from  slavery  drawn? 

False — foul — profane!  go — teach  as  well 
Of  holy  truth  from  falsehood  born— 

Of  heaven  refreshed  by  airs  from  hell! 

Of  virtue  nursed  by  open  vice— 

Of  demons  planting  paradise! 

Rail  on,  then,  ‘brethren  of  the  south’ — 

Ye  shall  not  hear  the  truth  the  less — 

No  seal  is  on  the  Yankee’s  mouth. 

No  fetter  on  the  Yankee’s  press! 

From  our  Green  mountains  to  the  sea 
One  voice  shall  thunder — we  are  free! 

The  first  stanza  alludes  to  proceedings  had  in  New 
England — adverse  to  the  abolitionists. 
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tionists”  through  the  force  oi public  opmion,  (at  one  litiie 
ominpoteiit  in  these  United  States),  are  halting  in  their 
action  to  prevent  that  catastrophe  which  both  parlies  have 
so  awfully  apprehended. 

In  this  case  we  now  stand — and  heaven  oidy  knows 
what  will  result  from  the  excitements  which  the  wicked 
agents  of  abolition  have  caused.  They  appear  to  gather 
strength  every  moment — and  uitraisin  on  tlie  one  side  is 
perpetually  begetting  it  on  the  other — the  whole  being 
nurtured  by  a wild  party  spirit. 

A forced  emancipation  is  out  of  the  question — it  would 
render  the  condition  of  the  slaves  much  worse  ihiin  it  is — 
infinitely  -worse.  Wliy  not  imitate  the  example  of  the 
Friends,  or  Quakers,  w ho,  bearing  by  precept  and  ex- 
ample, a strong  and  decided  testimony  against  slavery, 
believe  they  accomplish  their  duty  in  the  performance  of 
kind  offices  to  the  people  of  color — -without  violence. 

Btit  it  is  a sickening  sulyect — 'and  we  refer  our  readers 
to  the  large  collection  of  extracts  that  we  have  made 
for  their  use.  It  will  require  the  best  talents  by  the  coun- 
try to  quiet  \\\e  feelings  which  they  disclose.  The  only 
man,  perhaps,  that  may  attempt  it,  is  Henhy  Clay.  But 
will  that  abused  MAN  make  the  attempt.?  Will  the 
people  support  him,  in  it? 

It  is  a serious  nuisance,  that,  every  year,  at  the  heel  of 
an  election  in  Baltimore,  a religious  society  is  intro- 
duced as  a party  to  it.  It  seems  that  a man  may  more 
safely  deny  the  existence  of  a God,  than  that  St.  Domi- 
nick seized  the  devil’s  nose  with  a pair  of  blacksmith’s 
tongs,  and  burnt  it  off — since  which  his  “salannic  majes- 
ty” has  been  noseless! 

Mr.  jyioi'ris,  one  of  the  senators  from  Ohio — and  a 
priest,  at  New  York,  have  been  soundly  ^og^ed,  and 
for  the  same  offerice — by  the  fathers  of  twc?' whom 
they  had  maltreated.  It  is  added,  that  et^ery  law- 
yer had  volunteered  his  services  (except  Mr.  Morris’s 
son-in-law),  to  defend  the  flogger  of  Mr.  Morris,  and 
that  the  fine  would  be  paid  by  the  people,  if  %iy  should 
be  inflicted — what  course  will  be  pursued,  on  the  other 
account,  is  not  stated, 

Mr.  Brooks,  one  of  the  editors  of  the  “Portland  Ad- 
vertiser,” is  now  in  Europe — and  letters  from  him  are 
frequently  published  describing  “things  in  England.” 
He  is  a very  able  writer,  and  a liberal  gentleman;  and, 
while  he  renders  ample  justice,  and  in  the  language  of 
truth,  does  not  forget  that  he  is  an  American. 

We  have  been  subjected  to  the  remarks  of  English 
men  and  women — travellers  in  our  country,  (associates 
of  [southern]  stage  drivers,  and  servants  in  the  kitchen,) 
because  of  the  liberties  taken  in  the  United  States  in  the 
use  of  the  English  language — but  so  it  is,  that  a person 
may  pass  over  1,500  miles  from  tlie  north  to  the  south 
west,  and  as  great  a distance  from  the  east  to  the  west, 
and  not  find  any  difficulty  in  comprehending  the  [Eng- 
lish] language  spoken — if  he  will  avoid  a few  districts 
populated  by  French  and  Germans,  and  their  desceiul- 
ants.*  But  in  '•'•little  Great  Britain”  there  are  from  30  to 
40,  or  more,  dialects — three  in  the  small  county  (as  to  its 
territorial  limits)  of  Yorkshire — that  are  ])artially  or  ab- 
solutely unmtelligible — as  we  have  several  times  asserted 
and  shown  in  the  Register.  A very  clever  caricature 
has  lately  appeared  representing  a young  lady  (at  her 
piano  forte)  and  her  cockney  beau,  between  whom  the 
following  dialogue  takes  place:  Lady — pray,  Mr.  Jen- 
kins, are  you  musical?  Gentleman — vy,  no  Miss,  I ham 
not  musical  mysel,  but  I have  a wery  hexcellent  snuffbox 
vot  is. 

Mr.  Brooks,  in  his  letter  of  the  28th  June,  says — 

I write  you  from  a place  called  Paitly  Bridge— a little  English 
village  ugly  enniigli  to  the  eyes,  as  almost  all  their  villages  are 
— on  the  river  Nidd — a river  with  something  more  than  a thim- 
ble full  of  water  in  it.  It  wa.s  quite  dark,  made  so  by  a Scotch 
inist,  when  we  reached  here  on  foot— and  made  fora  little  pub- 
lic house,  in  which  there  was  a collection  of  York.shiremcn  dis- 
cussing something  or  other  over  their  mugs  of  beer,  but  in  a 
tongue  which  was  all  Greek  to  me,  for  I could  not  even  guess 
out  one  word  in  forty,  as  they  rattled  off  together  word  after 
word  in  amazing  volubility.  This  is  England  then,  thought  f— 
this  is  the  place  where  such  pure  English  is  spoken,  that  Eng- 

•fwo  Of  three  districts  also  settled  by  Irishmen, 


li>l)  travellers  come  over  to  us,  and  ridicule  the  ina.ss  of  our 
counirymen  who  do  not  speak  by  line  and  rule,  not  one  of  whom, 
however,  cannot  be  easily  misunderstood.  'J’his  is  the  boasted 
English  language  ol  an  Englishman’s  home— this  gibberish  here 
—tills  broad-mouihcd  jargon,  that  an  Englishman  himself  can- 
not understand  at  all!  I listened  with  astonishment.  1 had  no 
idea  that  there  was  a race  of  men  on  earth,  who  pretended  to 
speak  English,  tliat  stioke  such  English  as  this.  Upon  my  word 
I could  not  even  guess  what  was  the  topic  ol  their  earnest  con- 
versation, Idr  the  rattling  of  their  “clog-shune,”  as  they  call 
them,  (shoes  with  wooden  soles),  was  a.s  intelligible  to  me  as 
the  music  ol  their  throats. 

Nor  arc  sucb  bat  barisms  confiiied.  Tliey  are  pretty 
general.  Even  London  lias  its  o-wn  English!  Lord 
Brpugbam  speaks  of  Loimon,  and  sny a"my  liids” — mean- 
ing Ijondon  and  my  lords;  and  every  cock-neigh  calls  tlie 
Tliames  tbe  Tames,  as  some  aflecledly  do  with  us,  that 
they  may  follow  tbe  fashions  of“Loniron.” 

“A  well-educated  Euglisliinati  (cnniiiities  Mr.  Brooks)  is  a 
foreigner  in  one  sense,  in  about  two-thirds  of  his  own  little 
Great  Biitain — and  hence,  perhaps,  his  sensitiveness  in  the 
matter  of  words.  Whu\  mys  a Ynrkshireman,  opening  his 
month  at  the  Englishman’s  well-turned  periods,  in  perfect  sln- 
fiidity— icAa’,  he  repeals,  and  when  he  can’t  understand,  adds 
with  a shake  of  the  head — 'Jlh's  nea  scholard,’  1 am  no  scholar 
— ',dh’s  boon  t’  toon,’  I’m  bound  tit  town,  says  another — 'Scea 
,dhHl  gang  wi  r/e,’so  I’ll  go  with  yon.  And  then  if  yon  ask  how 
far,  you  may  find  it  to  he  about— ‘aJoorr  a malile  an’ a hawf, 
riohbul’  (only).  H is  always  Y,  as  yeats  for  heats,  and  yot  lor  ’ 
hot.  No  wonder  then,  that  w'hen  the  poor  Yorkshire  girl  went 
to  London,  she  had  rca-son  for  giving  the  following  account  of 
it,  when  asked  how  she  liked  it.  'Marcy,  stir,  Alt  like  nowtber  - 
egg  nor  slicll  o»’t.  Tlius/Jro  eiKe  a sei  r nivver  seed 

wi’ my  Pen.  They  laugh  and  fleer  at  a body  like  onny  itun^  . 
Ah  went  nobhul  t’other  day  I’  I’  bccaker’.s  shop,  for  a lee1|fft^» 
breed;  and  they  fell  a giggling  at  mah,  as  in  Alt’d  been  yan  (tm?^ 
o’  I’  giiltesl  gawrisons  (fools)  i’  l’  warld.’  Now  if  1 were  to 
write  after  the  manner  of  the  Flnmilions,  I should  set  this  down 
as  a specimen  of  good-society  English.  And  there  is  not  in  it 
one  word  of  exaggeration — for  nine-tenths  of  the  peasantry  of 
Yorkshire  talk  in  thi.s  or  a worse  manner,  and  it  is  indeed  sur- 
prising— well  illustrating,  however,  the  difference  between  the 
locomoiiye  propensities  of  our  countrymen  and  the  Englisii — 
that  suef'a  language  can  be  kept  up  in  the  heart  of  a country! 
How  fa/'the  educated  men  of  England  surpass  ours,  who  really 
deserve  that  word  educated,  I shall  show  some  day  or  other, 
when  I look  more  at  their  parliamentary  orators.” 

“Pardon  us  ‘brothers  and  sisters  on  the  other  side  of  the  wa- 
ters,’ (to  borrow  the  excellent  Sheridan  Knoh  les’  friendly  lan- 
guage), pardon  us  a hearty  laugh  at  your  expense  in  reiaiiaiion 
of  the  many  jests  so  often  and  so  sneeringly  uttered,  by  your 
tourists  and  others,  upon  our  language.  America  i.'^  destined  to 
make  Europe  substantial  returns  for  the  benefits  she  has  receiv- 
ed from  her;  and  among  those  returns,  we  trust,  will  be  the  * x- 
aiiiple  of  the  most  widely  separated  parts  of  our  immense  union 
speaking  Engll^l1  with  mucli  more  purity  and  less  dissimilitude 
of  accent  than  the  differing  people  of  two  neighbor  shires  in 
England.” 

The  following  announces  the  decease  of  a mitcb  loved 
friend' — Dr.  Capron,  of  Malden.  M'e  see  nothing  to 
add  to  it — except  our  jrersonal  testimony  of  the  trulb  of 
what  is  said  of  him  by  the  “New  York  Commercial 
Advertiser:” 

Diu'd  on  Friday,  the  25th  ult.  at  Walden,  Orange  county,  New 
York,  aged  74,  Dr.  Seth  Capron,  after  an  illness  of  about  30 
hours.  He  was  a native  of  Rhode  Island,  and  took  a part  in 
onr  revolutionary  war,  ranking  among  the  favorites  of  general 
Washington.  He  m.xny  years  since  removed  from  Rhode 
Inland  and  settled  in  Wliitesborough,  Oneida  county,  where  he 
formed  a company  and  erected  the  first  cotton  manufactory 
that  was  put  in  operation  in  tlii.s  state.  He  afterwards  orga- 
nized a company  and  established  the  Ori.«kany  woollen  factory. 
He  was  a man  of  great  integrity  and  moral  worth,  and  ot  iin- 
coininon  ardor,  enterprise  and  industry.  Few  men  have  led 
more  active  lives,  and  few  have  eflecled  more. 

His  name  will  be  identified  with  the  history  of  the  cotton 
maimfaciure  in  the  state  of  New  York.  To  Dr.  Capron  is 
Oneida  county  indebted  for  much  of  that  abundance  she  is  now 
reaping  from  her  splendid  factories.  Tlieir  early  introduction 
into  that  county  was  effected  by  great  perseverance  against 
prejudices  and  obstacles  that  would  have  discouraged  most 
men.  His  open,  manly,  conciliating  and  determined  conduct 
enabled  him  to  triumph.  The  project  was  branded  a.s  visiona- 
ry and  ruinous  by  a poi  tioii  of  that  community,  but  soon  tlie  be- 
nefits began  to  be  realized — industry  was  promoted,  wealth 
followed,  and  all  were  compelled  to  approve. 

A few  years  since  he  visited  Walden.  Ttie  fine  water  power 
running  to  waste,  tempted  him  to  establish  himself  in  that  vil- 
lage. Here  he  was  the  principal  agent  in  establishing  a large 
woollen  manufactory,  and  al«o,  with  his  son.  a cotton  factory. 

He  was  instrumental  in  giving  life  to  this  now  fionrishiog 
manufacturing  village,  and  above  all  he  was  indefatigable  ia 
pro|)agniing  sound  morals  among  his  newly  adopted  fellow  citi- 
zens—and  particularly  in  inculcating  lcaip«  laiice,  being  for  se- 
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veral  years  leader  of  a society  for  that  purpose.  His  mild  per- 
suasive iiiaiitiers,  and  the  honesty  and  goodness  of  hi»  purposes 
were  manifest  in  all  his  conduct,  and  the  nniforni  correctness 
of  his  example  gave  him  a wonderful  influence  over  the  villa- 
gers. Obedience  followed  his  will  as  if  he  had  been  invested 
with  ab.soliite  power.  Ilis  circle  of  friends  was  numerous  in 
other  parts  of  the  country,  among  whom  he  was  beloved  and 
respected.  His  death  will  he  deplored  by  a most  estimable  and 
atfectionale  family,  and  the  village  of  Walden  will  long  mourn 
for  liini  as  for  a father. 

The  applicants  for  the  benefit  of  the  insolvent  laws  of 
the  state  of  Maryland,  for  the  two  weeks  ending  on  Sa» 
turday  last,  amount  to  thirty-tioo  persons. 

The  last  of  the  revolutionary  pensioners  on  the  island, 
major  JWithaniel  Frosty  has  lately  died  on  Nantucket, 
aged  88  years. 

The  following,  as  a “remarkable  operation,”  is  noticed 
iu  the  “N.  Y.  Commercial  Advertiser.” 

We  have  seen,  this  morning,  a young  man  from  Virginia, 
named  Wilson,  born  deaf,  and  of  course  dumb  also,  wliose 
sense  of  hearing  has  been  restored,  or  rather  created,  by  an 
operation  performed  by  Dr.  Webster,  of  this  city.  The  evi- 
dence that  he  could  hear  distinctly  was  conclusive  and  satis- 
factory, although  he  could  utter  but  one  or  two  intelligible 
sounds,  only  three  days  having  elapsed  since  the  operation  was 
performed,  fie  has  been  educated  in  the  deaf  and  dumb  insli- 
tuiion,  hui  of  necessity,  although  able  to  read,  and  knowing  the 
letters  whioU,  being  united,  represent  objects,  he  has  yet  to 
learn  the  sounds  of  those  letters,  and  the  names  of  those  ob- 
jects as  enunciated  in  spoken  language.  The  discovery  is  a 
most  importaiil  one,  and  we  shall  make  farther  report  of  the 
very  inlerestirig  case  in  which  it  has  been  e.-Jtablished;  deeming 
it  more  advisable  to  wait  a month  or  two,  for  the  development 
of  this  newly  acquired  power  in  Wilson,  before  we  give  any 
detailed  account  of  the  case. 

The  dinner  to  gen.  Harrison,  tendered  by  the  citizens 
of  Louisville,  Ky.  according  to  all  accounts,  was  a mag- 
nificent aifair.  The  old  hero  met  with  a genuine  La- 
fayette reception.  His  speech  on  the  occasion  is  to  be 
published:  he  gave  the  following  toast  at  its  conclusion: 

“Kentucky  patriotism,  and  Kentucky  valor.  In  what  coun- 
cil of  the  late  war  was  not  the  former  conspicuous.?  In  what 
battle-field  was  not  the  latter  distinguished?” 

The  Baltimore  Patriot,  of  Saturday  last,  says — ■ 

Such  we  learn,  is  the  prevalence  of  peace  and  good  order, 
throughout  our  city,  that  the  daily  reports  of  the  night  watch  to 
the  mayor,  are  little  more  than  blank  sheets — the  interference 
of  the  police  magistrates  being  rarely  requisite  to  preserve  or 
restore  quiet,  and  to  maintain  individual  rights.  The  sense  of 
peace  and  security  must  be  pleasant  to  every  good  citizen — 
and  long  may  it  be  one  of  the  enjoyments  experienced  within 
our  city  limits.  A vast  majority  of  every  civilized  community 
must  always  be  in  favor  of  an  energetic  enforcement  of  order 
and  the  rule  of  law.  To  secure  this  resu  t,  then,  it  is  generally 
sufficient  that  they  will  it.  Such  being  declared  to  be  the  pub- 
lic will,  the  necessary  steps  for  securing  it  should  in  all  cases 
follow,  as  a matter  of  course. 

We  hope  tliat  this  quiet  state  may  not  be  disturbed  on 
Monday — the  day  of  our  election.  But,  from  what  has 
happened,  we  greatly  apprehend  it. 

The  following  account  of  two  murders  is  published  in 
many  papers,  headed  “spitut  op  the  times!”  and,  alas, 
it  is  so!!!  An  m/erna^  spirit  is  at  work,  busily.  It  was 
not  so,  a short  time  since.  Whence  cometh  this  spirit  of 
evil?  Many,  also,  are  sentenced  to  be  legally  executed 
for  murders  committed  by  them,  in  various  parts  of  our 
land.  Life  is  less  valued  than  it  was,  and  security  for 
persons  and  property  are  wretchedly  deficient. 

“The  Natchez  Courier  mentions  the  death  of  col.  Peter  Q.nin, 
of  Holmesville,  in  that  state,  in  consequence  of  a wound  re- 
ceived ill  a personal  rencontre  with  gen.  A.  P.  Cnnninaham. 
The  difficulty  leading  to  this  tragic  termination,  had  its  origin 
in  politics.  The  deceased  is  said  to  have  been  a very  valuable 
citizen. 

“From  the  same  paper  we  learn  that  Mr.  George  G.  McKen- 
ney,  formerly  of  Natchez,  was  killed  at  the  post  of  Arkansas, 
on  the  day  of  election,  by  some  person  wlio«e  name  was  not 
known.  Violence,  in  all  Us  forms  and  degrees,  is  the  order  of 
the  day.^’ 

As  a counterpart  to  the  preceding,  we  add  a paragraph 
from  a New  York  paper — 

Mr.  Fay,  it  appears  by  the  New  York  Mirror,  informs  ns  of  a 
capital  improvemeni  made,  by  sir  Robert  Peel,  in  the  police  of 
London,  and  recommended  by  Mr.  F.  to  the  adoption  of  New 
York.  As  a preventive  nr  immediate  corrective  of  breaches  of 
the  peace,  of  riots  and  of  mobs,  it  would  be  well  if  other  cities 
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beside  New  York,  would  follow  the  example  set  them  by  Lon- 
don. The  impiovement  meant  is  owing  to  the  practical  good 
sense  of  the  eminent  man  just  mentioned,  who,  amidst  his 
multiplied  important  engagements,  still  found  time  to  organize 
a thoroughly  new  and  admirably  efficient  body  of  police  offi- 
cers, who  walk  the  streets  all  day,  as  well  as  all  night.  They 
are  invariably  young,  ailileiic,  fine  looking  men,  disciplined  in 
companies,  like  regular  soldiers,  so  as  to  be  able  to  act,  at  need, 
with  military  force.  * * ♦ * Their  presence  pre- 

vents mobs,  street  fighting,  &c.  If  the  truth  must  be  told,  con- 
tinues Mr.  F.  there  are  fewer  of  these  disgraceful  disturbances 
here,  (London),  than  in  New  York,  beyond  all  comparison. 
[And  yet  the  aggregate  population  of  “London”  is  four  or  five 
limes  larger  than  that  of  New  York.] 

It  13  estimated  that  New  York  contains  260,633  per- 
sons— judging  by  the  increase  of  six  wards  ascertained; 
and,  including  Brooklyn,  280,000  persons.  Jersey  City 
should  be  added  to  make  up  the  aggregate. 

The  ^^Boston  Gazelle'^'  says— 

Yesterday,  at  half  past  12,  the  fine  ship  Owannngah,  of 
nearly  500  tons,  owned  by  Mr.  S.  White,  was  launched 
at  East  Boston,  it  being  the  first  ship  that  was  ever  built 
at  that  place.  The  name  of  this  vessel,  as  we  are  in- 
formed, was  the  Indian  name  of  Grand  Island,  which  is 
situated  in  the  river  between  Lakes  Erie  and  Ontario, 
and  a few  miles  from  the  falls  of  Niagara,  whence  was 
brought  every  stick  of  the  timber,  which  is  white  oak,  of 
which  this  vessel  is  constructed. 

Grand  Island — the  “Ararat”  of  Mr.  Noah — contains 
18,000  acres  of  heavily  limbered  land,  and  belongs  to  a 
company  in  East  Boston.  The  keel  of  another  ship  will 
be  immediately  laid  down. 

A very  large  fire  happened  at  Boston  early  in  the 
morning  of  the  24th  ult.  in  Court  street.  Among  the 
houses  destroyed  were  several  three  story  wooden  build- 
ings. 

The  population  of  the  city  of  Buffalo  has  been  ascer- 
tained to  he  15,573.  The  population  in  1830,  of  the 
then  village  of  Buffalo,  was  6,321 — showing  an  unparal- 
leled increase  in  5 years  of  9,252,  or  about  150  per  cent. 
The  population  of  Rochester,  in  1830,  was  9,269,  and  in 
1835,  14,373,  being  an  increase  of  5,104,  or  about  50  per 
cent. 

It  is  with  great  regret  that  we  are  called  upon  to  notice 
the  death  of  Phineas  Pavis,  well  known  in  this  commu- 
nity from  his  successful  efforts  in  bringing  the  locomo- 
tive engines,  used  by  the  Baltimore  and  Ohio  rail  road 
company,  to  their  present  high  state  of  perfection.  Mr. 
Davis  had  just  completed  a new  engine,  with  sex’eral  im- 
provements, rendering  it  even  more  effective  than  his 
others;  and  took  the  opportunity,  on  Sunday,  of  gratify- 
ing his  numerous  workmen  with  an  excursion  to  Wash- 
ington, drawn  by  this  last  evidence  of  his  genius  and  their 
skill.  On  tlie  return  of  the  extra  train,  which  had  been 
permitted  for  the  puiqiose  of  the  visit,  the  engine  run  off 
the  track,  at  a place  where  the  “c/tair”  connecting  the 
rails  being  broken,  the  ends  were  thrown  so  far  out  of 
the  same  line,  as  to  catch  the  flange  and  produce  the  ac- 
cideiit.  Mr.  Davis  and  three  others  were  on  the  engine, 
and  he  is  supposed  to  have  received  the  blow  which  de- 
prived him  of  life,  from  the  tender,  which  was  thrown 
with  great  violence  against  the  engine — he  perished  in- 
stantaneously— no  one  else  was  injured.  To  his  friends 
and  relatives  his  loss  is  a severe  one,  as  well  as  to  the 
company  in  whose  employment  he  was.  With  rare  ta- 
lent and  ingenuity,  he  combined  great  practical  skill  as 
a meclianic,  united  with  the  mildest  and  most  unassuming 
manners.  His  genius  procured  him  the  admiration  of 
those  who  knew  him,  while  his  character  in  all  things 
secured  to  him  their  affectionate  regard.  \Patriot. 

The  National  Intelligencer  says— On  the  return  of  the 
train,  which  was  drawn  by  a new  and  elegant  engine,  just 
finished,  and  which  was  then  going  at  very  great  speed, 
for  the  purpose  of  trying  its  full  power,  Mr.  Davis,  while 
standing  on  the  engine  tender,  that  he  might  closely  ob- 
serve the  operation  of  the  machine,  was  accidentally 
thrown  off,  and,  shocking  to  relate,  his  head  was  crush- 
ed by  the  wh^cl  of  the  tender,  and  he  instantly  killed. 
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The  Cleveland  Whig  of  the  16th  Sept,  mentions  that 
J.  S.  Horner,  esq.  the  newly  appointed  secretary  and 
acting  governor  of  Michigan,  had  arrived  in  Cleveland, 
and  had  left  that  morning  for  Detroit.  The  Whig  adds, 
that  by  information  as  to  the  state  of  0[)inions  and  feeling 
in  Michigan,  it  is  prepared  to  hear,  that  the  people  there 
utterly  contemn  the  authority  of  the  new  governor,  so 
far  as  his  policy  may  differ  essentially  from  that  pursued 
by  Mr.  Mason. 

The  Detroit  Journal  of  the  17th  ult.  says — A report 
reached  us  yesterday  that  fresh  difficulties  had  broken 
out  on  our  border,  which  has  proved  more  serious  than 
any  thing  which  has  yet  taken  jdace.  In  an  atteni[)t  on 
the  part  of  the  Michigan  authorities  to  arrest  and  com- 
mit the  judges,  who  had  attempted  to  exercise  unlawful 
jurisdiction,  a skirmish  ensued,  in  whidi  fire  arms  were 
called  into  requisition,  and  the  sheriff  of  Monroe,  Mr. 
Wood,  who  was  not  long  since  wounded  with  a knife  in. 
a similar  affray,  received  a ball  through  the  arm  from 
one  of  the  rebels.  We  learn  that  major  Wing,  of  Mon- 
roe, immediately  marched  down  a reinforcement  of  100 
men,  and  reports  are  current  here  that  our  troops  will 
again  be  called  out. 

Professor  Olmsted,  of  New  Haven,  has  invented  a 
new  stove,  by  the  use  of  which  it  is  said  one-half  the 
usual  quantity  of  fuel  may  be  saved.  The  other  An^has 
already  been  saved  by  the  imj)rovements  of  Dr.  JVott. 

Tn  no  section  of  the  United  States,  says  the  Norfolk 
Beacon,  is  the  spirit  of  emigration  moving  more  rapidly 
than  in  eastern  Virginia.  Hundreds  of  the  best  portion 
^of  the  population  of  the  Old  Dominion  are  rapidly  wend- 
ing their  way  to  the  grand  emporium  of  the  south  or  to 
the  far  west.  Upwards  of  30  or  40  of  our  most  jjromis- 
ing  young  men  will,  in  the  short  period  of  one  mouth,  bid 
adieu  to  our  good  old  borough. 

It  is  said  that  the  lord  mayor  of  London  will  issue  a 
precept  for  a new  election  for  sheriff"  of  Middlesex,  in 
the  room  of  Mr.  Solomons,  a Jew',  lately  elected,  and 
who  cannot,  from  religious  scruples,  take  the  necessary 
oaths. 

A large  meeting  held  at  Utica,  New  York,  have  ad- 
dressed the  canal  board,  recommending  that  the  Erie 
canal  shall  be  extended  to  the  width  of  eighty  feet,  with 
the  depth  of  eight;  and  says  that  any  measure  short  of 
that  will  be  impolitic,  &c. 

The  Erie  canal,  say  they,  is  now  actually  incapable  of  per- 
forming advantageously  the  business  of  which  it  is  naturally 
the  medium;  this  suggests  the  scheme  of  its  improvement;  does 
it  not  also  suggest  most  forcibly  the  extent  of  that  improve- 
ment? The  work,  if  undertaken,  must  be  for  posterity  as  well 
as  for  ourselves;  for  it  is  one  which  cannot  be  abandoned. 
Twenty  years  hence,  judging  from  the  past,  its  waters,  enlarge 
its  capacity  to  what  extent  you  will,  will  be  as  crowded  as  they 
now  are;  and  to  stop  short,  therefore,  of  the  utmost  that  can  be 
achieved,  is  only  needlessly  to  multiply  steps  and  expenses. 
Every  successive  enlargement  must  be  a work  of  great  time 
and  labor;  and  before  one  can  be  fairly  accomplished,  the  ne- 
cessity will  be  already  felt  for  undertaking  another. 

The  Canadians  have  made  some  ju-ogress  in  a plan  to 
dispense  with  the  navigation  of  lake  Erie  as  a connecting 
link  between  Lake  Ontario  and  Lake  Huron,  by  a rail 
road ! 

“By  actual  survey,  (they  say),  it  is  found  that  the  distance 
between  Wellington  Square,  at  the  head  of  Lake  Ontario,  and 
Goderich,  on  Lake  Huron,  does  not  exceed  100  miles,  while, 
between  the  same  points,  if  the  circuit  of  Lake  Erie  be  made, 
it  will  range  between  400  and  500  miles.  The  Welland  canal 
would,  in  the  event  of  such  a direct  and  short  communication 
being  opened  up  between  Lakes  Ontario  and  Huron,  by  no 
means  be  rendered  useless;  but  it  would  still  remain  the  medi- 
um of  intercourse  between  the  fruitful  regions  which  border 
the  lakes  which  it  connects.  But  it  is  absolutely  requisite,  to 
complete  the  magnificent  chain  of  internal  communication 
which,  by  means  of  our  lakes  and  rivers,  we  hope  in  a few 
years  to  see  in  full  operation,  to  have  a rail  road  or  canal  be- 
tween the  points  above  mentioned,  on  Lakes  Ontario  and  Hu- 
ron. 

“Examining  the  character  of  the  proposed  route,  in  how  far  it 
would  permit  a rail  road  being  formed,  no  section  of  the  pro- 
vince, we  are  convinced,  could  be  found  better  .adapted  for  a 
work  of  this  kind.  With  the  exception  of  some  hills  in  the  im- 
mediate neighborhood  of  Wellington  Square,  the  country 
through  which  the  road  would  pass  is  flat,  and  covered  with 
the  best  materials  which  could  be  used  in  its  formation.  We 


need  scarcely  remark,  that  the  Huron  and  Gore  districts  are 
among  the  richest  tracts  of  land  in  the  Canadas,  and  would  of 
themselves  supply  considerable  trade  to  the  rail  road,  indepen- 
dent of  its  use  in  the  transit  of  goods  and  produce  between  the 
upper  lakes  and  the  sea.” 

“A  charter  will,  we  understand,  be  sought  for  the  proposed 
railway,  in  the  next  session  of  the  Upper  Canada  parliament. 
We  have  no  doubt  of  its  being  granted,  for  we  honestly  confess, 
that  none,  of  all  the  railway  schemes  which  have  been  hatched 
this  summer,  is  so  captivating  to  our  imagination  as  this  direct 
and  expeditious  coiiiinunicaiion  between  the  sea,  St.  Law- 
rence, Lake  Ontario  and  Lakes  Huron,  Michigan  and  Superior, 
and  their  nuiiibeilcs.«i  tributaries.” 

Canada  is  manfully  contending  for  the  trade  of  the 
west,  and  will  obtain  no  small  part  of  it — do  the  best 
that  we  can.  Her  Welland  canal  unites  Ontario  to  Erie, 
and  overcomes  the  obstruction  at  the  “falls,”  and,  by  the 
proposed  rail  road,  will  reach  the  upper  lakes  with  won- 
derful facility. 

The  JVational  IiitelUgencev  says — 

The  New  Orleans  papers  slate  that  a recent  arrival  from 
Texas  brings  information  of  great  dissatisfaction  on  the  part  of 
the  American  settlers  in  that  province,  at  the  course  of  the  go- 
vernment of  Mexico,  and  the  proceedings  of  president  Santa 
^nna;  that  they  will  not  submit  to  the  plan  of  centralism,  or 
consolidation,  to  which  all  the  other  slates  of  Mexico  have  ac- 
ceded; that  they  are  arming  for  resistance,  in  case  the  govern- 
ment should  endeavor  to  enforce  submission;  and  that,  if  war 
should  take  place  between  them  and  the  government,  “they 
look  with  confidence  towards  their  fellow  citizens  of  the  Unit- 
ed States,  particularly  to  those  of  the  western  states,  lor  assist- 
ance.” On  which  a New  Orleans  paper  makes  the  following 
rather  hazardous  prediction:  “We  believe,  that,  at  the  first 
: signal,  thousands  of  the  hardy  sons  of  the  west  will  cross  the 
boundary  to  join  their  former  fellow  citizens  in  mairifaining  the 
principles  of  ’76.” 

When  we  see  the  sons  of  the  west,  or  the  sons  of  any  other 
part  of  the  union,  inarching  to  a foreign  country  to  maintain  by 
force  and  arms  the  principles  of  ’76,  we  shall  think  they  have 
very  little  to  do  at  home. 

But  this  would  be  in  exact  accordance  with  the  “spirit 
of  the  times!”  The  “niot  al  power,”  that  once  govern- 
ed the  American  people,  hath  departed — and  men  do 
what  seemeth  good  in  their  ow  n eyes.  Even  at  our  elec- 
tions votes  are  bought  at  so  much  each;  and  a long  purse  is 
more  important  to  success  than  a “long  head,”  in  some 
parts  of  the  United  States.  We  shall  hereafter  be  very 
moderate  when  speaking  of  the  old  English  practice  of 
buying  boroughs. 

It  is  said  that  the  Northern  bank  of  Kentucky  has  taken 
the  state  loan  of  500,000  dollars,  at  5 per  cent,  and  pay 
a premium  of  $3  25  on  each  100  dollars. 

Wool gr owing  in  the  western  part  of  Massachusetts  is 
one  of  the  most  lucrative  pursuits  our  farmers  follow  out. 
The  “hill  towns,”  as  they  are  called — meaning  those  be- 
tween the  valley  of  the  Connecticut  and  the  western  line 
of  the  state,  are  extensively  engaged  in  growing  wool. 
'I'hese  towns  are  situated  among  the  hills  and  on  the  sides 
of  the  Berkshire  mountains,  where  the  soil  is  hard  and 
cold,  and  not  rich  for  cultivation,  but  admirably  fitted  by 
nature  as  a fruitful  grazing  country.  Here,  among  the 
rocks  and  woodlands  and  deep  ravines  and  on  the  warm 
sunny  hill  sides,  are  immense  numbers  of  sheep  fed. 
Formerly  it  was  otherwise,  and  the  earnings  of  the  far- 
mer were  but  a hard  pittance  for  much  labor  expended 
on  an  unfruitful  soil,  and  but  little  was  produced  in  the 
towns  beyond  supplying  the  immediate  necessities  of  man 
and  beast.  Since  the  introduction  of  wool  growing  among 
them,  it  is  quite  otherwise,  and  we  heard  it  stated  the 
other  day  on  creditable  authority,  that  the  small  town  of 
Hinsdale  with  only  about  eight  hundred  inhabitants,  had 
a’reaily  sold  forty  thousand  dollars  worth  of  wool,  of  this 
year’s  growth!  This  town  is  situated  near  the  very  “tip 
top”  of  the  Green  Mountains,  and  before  the  introduction 
of  sheep,  exported  scarcely  $500  worth  of  any  domestic 
production.  Now  let  the  American  System  “go-ahead.’* 
[JVorthampton  Courier. 

The  following  is  the  result  of  another  Yatikee  notion: 

We  were  invited  a few  days  since  to  ex.'iniiiie  a machine 
for  making  pins  by  steam  power,  which  was  then  in  operation  at 
the  factory  of  R.  Hoe  & Co.  The  machine  is  one  of  the  most 
ingenious  pieces  of  mechanism  we  have  ever  seen;  it  completes 
sixty  pins  per  minute,  and  they  look  better  and  more  perfect 
than  those  manufactured  in  the  usual  way.  We  are  informed 
that  one  person  can  Euperiiiteiid  three  or  four  machines  when 
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driven  by  steam  power,  and  that  the  pins  made  by  this  con- 
trivance can  be  afforded  at  lower  prices  than  those  wrought  by 
hand  in  the  usual  way;  which  it  is  easy  to  believe  when  we 
remember  that  no  less  than  eight  persons  are  employed  in  the 
construction  of  every  pin,  insignificant  as  it  seems  when  finish- 
ed. [iV.  F.  Com.  Adv. 

The  London  correspondent  of  the  [Montreal]  Vindi- 
cator, when  noticing  the  recent-attack  on  the  life  ot  Louis 
Philippe,  says,  “the  king  was  struck  by  five  balls,  but 
saved  by  a coat  of  steel  which  his  tyrannical  conduct  has 
made  him  feel  necessary,  to  preserve  his  life  against  the 
attacks  of  men  rendered  mad  by  his  persecution.  1 am 
sorry  when  such  attempts  are  made;  hut  I should  have 
been  -well  pleased,  had  his  life  been  taken,  and  all  others 
remained  unharmed.  He  is  at  the  head  of  a system  that 
will  die  with  him.”  The  bitterest  of  the  king’s  political 
foes  regretted  and  condemned  the  diabolical  attempt  up- 
on his  life — indeed  none  but  those  who  are  utterly  desti- 
tute of  every  honest  sentiment,  or  devoid  of  every  gener- 
ous feeling,  could  have  penned  such  a heartless,  blood- 
thirsty paragraph.  It  sounds  more  like  the  ravings  of  a 
demoniacal  spirit,  than  the  calm  and  deliberate  opinion 
of  a human  being,  claiming  to  possess  a superiority  over 
the  tiger  or  the  wolf.  \yindicator. 

The  London  Morning  Chronicle  contains  able  edito- 
rial articles  directed  against  the  very  existence  as  well 
as  character  of  the  house  of  peers.  In  one  of  the  22d 
August,  the  following  notice  is  taken  of  our  United 
States.  Let  us  have  a care  that  the  compliment  respect- 
ing the  preservation  of  “order  and  tranquillity”  be  not 
belied. 

“Looking  to  the  other  side  of  the  Atlantic,  we  see  within 
three  weeks  sail  of  our  own  shores,  a people  descended  from  a 
British  slock,  similar  in  sentiment  and  character,  speaking  our 
own  language,  and  in  close  and  constant  communication  with 
our  country;  and  this  people,  so  like  our  own,  are  flourishing  in 
the  broad  sunshine  of  freedom  and  security  under  the  protec- 
tion of  a popular  and  economical  government.  Having  con- 
quered their  own  independence,  and  overcome  all  obstacles 
thrown  in  the  way  of  their  ad  vancement,  they  are  proceeding 
with  gigantic  steps  in  a career  of  wealth  and  prosperity  and 
power.  There  we  see  religion  flourishing,  without  the  aid  of 
costly  establishments;  tranquillity  and  order  preserved,  though 
unassisted  by  the  authority  of  an  expensive  court,  and  legisla- 
tion conducted  without  the  interference  of  a privileged  and 
tilled  aristocracy.  Yes:  whilst  the  envious  traveller  sneers  at 
the  rough  manners  of  a new  and  rising  population,  and  the  re- 
viewer pours  forth  his.  gall  upon  republican  institutions,  the 
people  of  the  great  American  republic  proceed  in  one  straight 
forward  course  of  prosperity  and  greatness.  Having  paid  off 
their  whole  national  debt,  they  now  have  a superabundant  re- 
venue, and  are  prepared  in  every  way  to  maintain  their  ad- 
vanced position,  and  to  contend,  if  necessary,  for  conquest  and 
for  empire.  And  is  this  the  time  when  other  n.rtions  are  making 
this  great  progress,  and  enjoying  the  benefits  of  self-government 
— is  this  the  time  for  the  energies  of  England  to  be  stifled  and 
her  prosperity  marred  by  quarrels  for  the  strict  maintenance  of 
aristocratic  privileges,  and  tlie  recovery  of  oligarchic  dominion.^ 


The  Baltimore  American  say — > 

A principal  subject  of  self-congratulation  to  Americans,  in 
comparing  their  country  with  those  of  Europe,  is  the  exemption 
we  enjoy  from  the  burden  of  a large  pauper  population — a bur- 
den oppressive  from  the  moral  evils  attending  it,  as  from  the 
tax  it  inflicts  on  a community.  By  the  unexampled  facility 
which  all  foreigners,  without  distinction  in  character,  enjoy  in 
settling  among  us,  we  are  in  a fair  way  of  being  deprived  of  this 
cause  of  congratulation,  fn  the  alms  houses  of  the  four  princi- 
pal American  cities,  the  foreign  paupers  exceed  in  number  the 
native,  and  the  same  proportion  exist.s  in  many  oilier  places. 

The  city  government  of  Bo.ston  lately  ap()ointed  an  agent,  Mr. 
Simonds,  to  vi^^it  the  hon,<es  of  industry,  correclion  and  refor- 
mation in  various  parts  of  the  northern  and  middle  states.  One 
of  the  results  of  his  inquiries  is,  that  in  the  four  aims  houses  of 
New  York,  Philadelphia,  Baltimore  and  Boston,  there  are  4,786 
Americans  and  5. .303  foreigners.  Would  there  not  he  a saving  of 
expense  if  these  five  thousand  and  odd  should  he  shipped  back  to 
their  respective  homes!  This  calculation  is  worth  making.  In 
the  same  report  of  Mr.  Simonds  it  is  stated  that  of  187  persons 
admitted  in  18.33  into  the  poor  house  in  Clinton  county  (on  Lake 
Champlain)  15^  were  foreigners.  This  startling  abuse  of  hospi- 
tality, as  it  may  be  called,  is  moreover  increasing.  In  Niagara 
county.  New  York,  the  foreign  poor  were,  in  1830,  33;  hi  1831, 
61;  and  in  1833,  111.  An  overseer  of  the  poor  in  Rochester  says 
that  seven-eighths  of  those  who  apply  for  relief  are  foreigners. 
Poor  house  officers  concur  in  the  opinion  that  the  poor  tax  is 
paid  for  the  support  of  persons,  at  least  three-fourths  of  whom 
have  fallen  into  poverty  through  intemperance. 


[The  paupers  oup-ht  to  be  sent  “home” — as  they  are  in 
Great  Britain.  The  amount  of  paupers  in  Clinton,  Nia- 
gara, &c.  are  on  account  of  invasions  by  wretched  beings 
via  Canada.  These  fly  direct  to  the  poor  houses  of  the 
“states,” as  a sure  place  of  refuge.  W'e  have  seen  herds 
of  them  on  the  way.  Ed.  Reg.~[ 


On  Friday  night,  the  tiger  in  the  menagerie  in  Sixth 
street,  contrived  to  escape  from  his  cage,  and  having  a 
good  appetite,  he  beset  the  little  Shetland  poney  that  be- 
longed to  the  same  concern.  Having  despatched  the 
horse,  he  turned  to  one  of  the  men  belonging  to  the  es- 
tablishment, and  would  have  torn  him  to  pieces  but  for 
the  timely  interposition  of  some  of  the  attendants.  The 
beast  was  killed  and  the  man  saved.  [U.  S.  Gaz. 


The  timber  trade.  The  late  accounts  from  England  ren- 
der it  probable,  that  the  timber  -trade  from  Lower  Canada  to 
England  will  he  destroyed,  or  seriously  injured,  by  raising  the 
duty  on  colonial  limber,  and  reducing  it  on  the  Baltic  timber, 
which  will  have  tlie  effect  to  exclude  the  timber  from  the  colo- 
nies from  the  Liverpool  and  London  markets.  The  serious  in- 
jury wliich  such  a measure  would  produce  to  Lower  Canada, 
may  be  estimated,  when  it  is  considered  that  nearly  two-thirds 
of  the  whole  amount  of  exports  from  Canada  to  Great  Britain 
consists  of  lumber,  amounting  in  1834  to  £784,457.  If  this 
source  of  exportation  is  destroyed,  how  are  the  people  of  Cana- 
da to  pay  for  the  vast  quaiililies  of  goods  imported  yearly  from 
Great  Britain.^’  We  apprehend  that  the  people  of  these  town- 
ships are  little  aware  of  the  injury  to  this  province  generally  as 
well  as  to  the  townships,  which  the  destruction  of  this  trade 
will  occasion.  It  will  not  only  diminish  our  exports  more  than 
one-half,  de.stroy  trade,  and  bring  ruin  upon  many  who  have 
eitiharked  in  the  business,  but  will  throw  out  of  employment 
ihonsarids  who  now  consume  the  beef  and  other  products  taken 
to  market  from  tlie  townships.  It  will  also  have  a powerful 
tendency  to  stn|i  emigration,  and  thus  cut  off  another  source  to 
which  our  farmers  look  for  a market  for  their  produce.  The 
number  of  vessels  engaged  in  the  Canada  trade,  is  about  four- 
teen hundred.  These  vessels  being  principally  engaged  in  the 
limber  trade,  brim;  out.emigraiits  for  half  the  price  which  they 
would  do,  had  they  no  return  cargo;  and  were  the  timber  trade 
destroyed,  one-foiiiTli  of  the  number  of  vessels  now  employed, 
would  do  all  the  freighting  which  the  other  trade  of  the  coun- 
try affords.  'Bile  disbursements  of  the  lumber  vessels  in  the 
province,  not  inclnding  the  amount  paid  for  the  cargoes,  is  es- 
timated at  between  £80,000  and  £90,000  per  annum.  This  or* 
course,  must  all  be  withdrawn,  and  with  it  the  principal  pros- 
pects of  prosperity  wliich  tlie  country  now  enjoys.  It  will  be 
seen  by  an  extract  from  a London  letter,  copied  from  the  due- 
bee  Gazette,  that  Mr.  Roebuck,  acting,  as  he  says,  as  agent  of 
the  assembly,  is  using  his  influence  to  destroy  the  timber  trade 
of  Canaria;  and  it  is  to  put  a stop  to  emigration,  and  prevent 
the  settlement  o(  the  townships,  that  the  radical  leaders  are  en- 
deavoring to  accomplish  this  suicidal  measure  against  the  trade 
of  both  provinces,  totally  regardless  of  the  ruin  which  it  may 
bring  on  those  engaged  in  the  trade,  and  of  the  blighting  influ- 
ence which  it  will  exert  upon  the  townships,  if  they  can  but 
prevent  an  influx  of  British  population,  which  they  are  aware 
will  be  a death-blow  to  tlieir  ambitious  projects.  We  trust  the 
people  of  these  townships,  will  ponder  on  these  things. 

[ Sherbrooke  Advocate, 

[7?ot/J’s  British  tariff  of  1828,  has  a statement  of  the 
duties  that  are  payable — of  which  the  following  specimeng 
may  suffice: 

Anchor  stocks — the  piece £0  8 4 

If  the  growth  and  product  of  any  possession  in 

America 0 0 10 

Battens,  various  lengths  and  thicknesses — from 

jeiO  to  20  0 0 

If  from  British  possessions  in  America  from  JEI  to  2 0 0 

Boards from  £A  9 6 to  8 19  0 

If  from  British  possessions  in  America  from  5s.  to  0 8 4 

The  whole  list  runs  in  about  the  same  proportion. 
In  no  case,  we  think,  (from  slightly  looking  over  it),  is 
the  discriminatory  less  than  ten  for  one,  on  articles  of 
wood,  in  favor  of  the  British  possessions  in  America!^' 
Such  is  the  way  in  which  '■free  trade’’'  is  fostered  by 
England!  There  is  miiclf  room  for  “reducing”  the  duty 
on  Baltic  timber.  But — as  we  have  oftentimes  said,  Bri- 
tish 'free  trade,"  (like  their  calicoes),  is  manufactured 
'for — exportation'."  If  the  lumber  trade  be  destroyed — 
it  will  be  a “death  blow”  to  the  exportation  of  paupers 
from  England  and  Ireland,  who  “naturally”  make  their 
way  into  the  “states,”  as  soon  as  transported  to  Canada, 
to  live  an  independent  and  easy  life — by  our  folly. 


‘ro 
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SUMMAHT  NOTICF.S. 

A handsome  military  company,  from  New  Brunswick, 

N.  J.  called  the  “Governor’s  Guards”  and  commanded 
by  capt.  Zabriske,  after  havini;  visited  Washington,  and 
spending  Thursday  and  Friday  with  us,  will  have  de- 
parted, this  day,  on  their  return  home. 

The  Spanish  brig  Aurora,  from  Havana,  with  about  50 
convicts  for  the  Spanish  galleys^  has  been  compelled  to 
put  in  Charleston,  (it  being  necessary  to  repair  the  ves- 
sel), and  the  convicts  were  lodged  in  jail. 

Lord  Aylmar,  late  governor-general  of  “British  Ame- 
rica,” with  his  lady  and  suite,  has  sailed  from  Quebec 
for  England.  The  attentions  paid  to  them  at  parting 
were  very  kind,  on  the  part  of  the  people.  A grand  ball 
was  given  to  them  at  which  600  persons  were  present. 

The  cholera  is  making  great  ravages  among  the  Paw- 
nee and  Otto  tribes  of  Indians. 

The  sale  of  upwards  of  6,000  shares  of  hypothecated 
stock  of  the  Union  bank  of  Maryland  took  place  at  the  E.x- 
change  on  Thursday,  agreeably  to  public  notice — Messrs. 
Grundy  & Co.  auctioneers.  The  first  parcel  of  1,906 
full  shares  and  4 half  shares  went  off  at  $77.27^  per 
share;  the  second  parcel  of  4,000  shares  at  $76.60;  and 
the  third  parcel  of  134  shares  at  $76.72^.  The  bank,  it 
]S  understood,  was  the  purchaser  of  llie  whole.  The 
par  value  is  $75  per  share.  \American. 

A gentleman  in  Shrewsbury,  New  Jersey,  will,  it  is 
'Said,  realize  by  his  peach  croj)  this  year,  from  $10,000 
to  $12,000.  [We  should  have  thought  that  every  peach- 
tree  had  been  destroyed — if  we  could  have  believed  the 
croakers,  some  time  ago.] 

The  following  paragraph  is  from  an  Albany  paper. 

It  is  a novel  enter^)rise  for  merchants  so  far  west  to  im- 
port their  goods. 

Importation.  Ship  St.  Cloud,  from  Liverpool,  brought 
^7  crates  and  11  hhds.  earthenware,  to  Webb,  Chester 
& Co.  of  Detroit^  Michigan  territory. 

A fatal  wound  was  inflicted  lately  upon  the  body  of  a 
negro  man,  with  a dirk,  by  a young  woman  in  Cincin- 
nati, with  whom  he  was  attempting  to  take  liberties,  tiot 
in  aeecM'dance  with  her  notions  of  propriety.  He  died 
:almost  instantly,  the  instrument  having  penetrated  his 
heart.  The  girl,  who  is  apparently  not  more  than  15 
years  of  age,  was  examined,  and  committed  for  trial. 

Captain  Rose,  of  the  schooner  Gem,  arrived  at  Salem, 
from  Africa,  reports  that  there  were  twenty-fuiir  sail  of 
ships  and  brigs  at  one  place — Angola — waiting  for  car- 
goes of  slaves^ 

As  we  mentioned  yesterday,  the  spacious  Musical 
Fund  hall  was  crowded  to  excess.  The  eulogy  which 
Mr.  Binney  pronounced  on  the  late  chief  justice  Mar- 
shall is  universally  allowed  to  be  worthy  of  the  incom- 
parable subject  and  the  orator’s  high  reputation.  It  oc- 
cupied in  the  delivery  about  one  Imur  and  a half.  With 
the  interesting  biographical  details  and  able  develop- 
ment of  personal  and  official  merits,  were  mingled  com- 
prehensive general  remarks  and  lessons,  which  render 
the  production  doubly  impresive  and  instructive.  'I'he 
city  councils  v»'ill,  no  doubt,  soon  publish  tliis  valuable 
tribute  in  the  handsomest  form.  We  take  the  annexed 
details  from  the  United  States  Gazette.  [JV*g/.  Gaz. 

“The  room  was  about  two-ihirds  filled  with  ladies,  who  had 
been  permitted  to  enter,  unattended,  since  eleven  o’clock. 
The  councils,  mayor  and  aldermen,  and  many  of  the  invited 
gue>ts,  occupied  the  staging  of  the  hall,  used  as  Uie  or;  he.«tra. 
In  front  was  the  orator,  the  hon.  Horace  Binney,  attended  by 
the  president  of  each  branch  of  the  city  councils;  at  the  right  of 
the  orator  was  the  venerable  hisliop  White,  in  his  clerical 
robes;  at  the  right  of  the  bishop  most  of  the  prelates  of  the 
Episcopal  church  of  the  United  Slates.  Among  them  we 
noticed  the  venerable  bishop  Moore,  of  Virginia,  bishop  Doane, 
of  New  Jersey,  Onderdonk,  of  New  York,  Smith,  of  Kentucky, 
Gnderdonk,  of  Pennsylvania,  and  some  others.  Bishop  White 
commenced  the  s*‘rvioes  by  an  eloquent  and  appropriate  prayer, 
at  the  close  of  which  Mr.  Binney  commenced  hi.s  address.” 

Some  cases  of  yellow  fever  have  appeared  at  New  Or- 
leans. Interments  for  the  week  ending  Septembea*  13 — 

iu6. 


The  following,  from  tbe  “Pennsylvania  Atlvertiser,” 
contains  the  most  convincing  and  satisfactory  arguments 
in  favor  of  a candidate  we  ever  heard: 

“What  a triumphant  event  the  election  of  Ritnrr  will  he — the 
Wolfile.s  will  glory  because  of  the  defeat  of  Miihlenhern— itnj 
Muhicnbergers  because  he  will  have  defeated  Wolf,  and  the 
friends  of  Pennsylvania  because  of  the  defeat  of  them  both.” 

Tbe  following,  from  the  Lynchburg  Virginian,  is  quite 
as  good: 

“(}j:;^Majnr  Noah  styles  the  Washington  Clobe  ‘the  infernal 
machine.’  The  simile  would  be  a good  one,  were  if  not  for  the 
harmlessness  of  the  Globe’s  shots.  They  never  kill  or  wound 
an  adversary.” 

Tlie  New  Orleans  Bee  gives  the  following  account  of 
the  capture  of  a Mexican  vessel: 

The  notorious  q’hompson  has  been  taken  at  last.  The 
schooner  San  Felipe  had  sailed  from  the  port  on  the  95th  of  last 
month  for  Brassoria,  with  col.  Stephen  and  other  3’exians;  and 
on  the  evening  of  'I’uesday  following,  she  heard  firing  iihead. 

On  nearing  the  place  captain  Hurd  perceived  the  Mexican 
schooner  Correo,  commanded  by  Thompson,  and  an  armed 
sloop  engaged  in  attacking  the  American  brig  'I’remont,  which 
was  assisted  by  a steamboat.  When  captain  Hurd  advanced 
the  Mexican  ships  ceased  and  retreated;  and  then  the  steam- 
boat took  much  of  the  cargo  and  most  of  the  passengers  on 
board,  and  brought  them  into  Brassoria.  During  the  night  the 
Mexican  vessels  used  their  sweeps  and  approached  the  San 
Felipe,  when  captain  Hurd  raised  anchor  and  hoisted  sail. 
When  within  half  a mile  the  Mexican  fired  large  guns,  and  the 
small  as  they  advanced.  Hurd  waited  till  they  were  within 
musket  shot  of  him;  and  then  gave  them  a volley  from  the 
small  arms,  and  afterwards  a dose  from  his  two  cannons — the 
only  ones  he  had  on  board.  The  San  Felipe  continued  the  en- 
counter against  both  parties  for  ahont  an  hour,  when  the  Mexi- 
can retired.  Next  morning  the  Pan  Felipe  decried  a sail  ahead; 
and  believing  it  to  be  the  Correo,  he  prevailed  on  the  steamboat 
to  low  him  along.  Not  being  able  to  jireserve  bis  distance, 
Thompson  sent  an  officer  and  two  men  to  remonstrate  against 
captain  Hurd’s  chasing  a Mexican  armed  schooner;  hut  the  am- 
bassadors were  cavalierly  treated,  and  Htird  fired  a gun  to  make 
the  other  surrender.  Thompson  lowered  his  flag;  and  Hutd 
sent  a boat  to  take  the  corsair  on  board,  and  a prize  crew  to 
take  possession  of  the  Correo.  The  steamboat  towed  both  into 
Brassos;  and  Hurd  having  left  there  the  San  Felipe  returned 
yesterday  with  his  prize  into  port. 

None  of  the  crew  of  the  San  Felipe  were  injured;  hut  it  is 
said  Thompson  received  two  wounds  on  the  thighs,  and  that 
his  gunner  is  severely  if  not  mortally  wounded. 

' ■ 

FOREIGN  SCRAPS. 

Extract  from  a letter  dated  Bayonne.  In  consequence  of  the 
flight  of  the  inhabitants  from  the  villages  adjoining  the  field  of 
battle  of  the  16th,  the  dead  bodies  of  those  who  fell  on  both 
sides  have  not  yet  been  interred,  both  armies  having  almost  im- 
mediately left  that  point.  Pestilential  vapors  emanate  there- 
from, which  spiead  infection  to  the  distance  of  three  leagues 
round,  and  a Christino  column  that  lately  passed  in  the  neigh- 
borhood lost  ten  men  on  the  road  who  caught  the  infection. 
Imagine  what  must  be  the  stench  emanating  frotn  fifteen  hun- 
dred dead  bodies  now  in  a state  of  complete  putrefaction.  The 
moral  cffi-ct  produced  on  the  Christinos  by  so  horrible  a specta- 
cle i.s  indescribable.  The  general-iti-chief  has  cmisequenlly  is- 
sued ordtrrs  that  the  inhabitants  tiearest  the  place  shall,  under 
the  penalty  of  death,  iuunediately  proceed  to  bnry  the  slain. 

The  TFest  Lidia  loan.  Mr.  Rothschild’s  ofier  for  the  loan 
has  been  accepted.  The  terms  are  as  follows:— For  eyt  ry  £ 100 
contributed  the  contributers  are  to  receive  stock — 75  in  3 per 
cetits.  25  in  2 percent,  reduced;  13s.  7d.  long  annuities.  The 
discount  on  prompt  payment  is  at  the  rate  of  2 percent  ; on  90 
after  payment  of  deposite.  The  loan  has  beeti  contracted  for 
at  the  rate  of  £3  7s.  fid.  per  cent. 

Switzerland.  The  affairs  of  Switzerland  appear  to  be  in  a 
very  troublesome  condition.  The  di«;t  of  deputies  from  all  the 
cantons,  was  engaged  at  the.  latest  accounts  with  tbe  “thorney 
affairs”  of  the  canton  of  Neitfchatel,  whose  two-fold  positioti, 
as  a principality  and  a tnember  of  the  Helvetic  league,  makes  it 
the  plague  of  tlie  confederacy.  The  king  of  Prussia  requires 
the  diet  to  giiarantce  to  him,  in  perpetuity,  his  right  of  sovereign- 
ty over  that  canton;  but  the  diet  replies  that  by  the  terms  of  the 
reunion  betwtu  n Neiifchatel  and  Switzerland,  it  is  only  known 
as  a canton,  not  as  a principality,  and  that  Netifchatel  is  pro- 
hibited from  using  this  latter  term  in  its  public  acts.  The  ques- 
tion is  rendered  still  more  complicated  by  difficiillie.s  grow'ing 
out  of  the  use  of  the  Prussian  cockade  by  the  troops  of  the  can- 
ton, and  out  of  a decree,  awarding,  at  the  close  of  the  civil 
war,  a mralal  to  all  the  people  of  Neufch.ttel  who  had  piofcsscd 
an  absolute  devotion  to  Prussia. 

Jl  mad  wolf.  The  following  strange  n.irrative  is  given  in  one 
of  the  Vreni-ti  papers  on  the  authority  of  a letter  from  Miramie, 
in  the  department  of  jGers.  On  the  .30ih  of  .Inly,  as  a number  of 
iKinlers  were  returning  from  their  sport  in  the  forest  of  Berdones, 
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lliey  hf*artl  luud  cries  as  of  one  in  distress,  and  liasleniiig  in  the 
direction  of  the  sound,  were  shocked  to  behold  a wolf  in  the 
act  of  devouring  a young  woman,  while  a lad  was  crying  aloud 
from  the  branches  of  a tree  which  he  had  climbed  for  safely.— 
One  of  the  hunters,  named  Dufour,  rushed  upon  the  savage 
beast,  having  first  wounded  it  with  a bullet;  the  wolf  turned 
unoii  him  and  bit  him  dreadfully  in  the  arm,  but  Dufour  possess- 
ing great  strength,  gra.-iped  it  by  the  throat,  and  succeeded  in 
strangling  it  before  his  companions  had  time  to  render  assist- 
ance. The  young  woinaii^  whose  name  was  Rieiilort,  w'as  al- 
ready dead,  and  cruelly  mangled,  her  face  and  breast  being  al- 
most wholly  devoured. 

They  conveyed  the  body  to  her  father’s  house,  where  it  was 
' no  sooner  beheld  by  a young  man  named  De  Cours,  to  whom 
Mademoiselle  Rieutort  was  betrothed,  than  he  put  an  end  to  his 
exi^tence  by  shooting  himsell  through  the  head.  In  the  mean- 
time, Dufour,  suffering  dreadfully  from  his  lacerated  arm,  was 
taken  home,  where  a raging  fever  quickly  supervened. 

The  next  day,  two  of  his  friends,  with  a physician,  called  to 
see  him;  upon  their  entrance,  he  darted  from  his  bed,  and, 
with  a tremendous  blow  of  his  fi.st,  extended  one  of  them  dead 
upon  the  floor — flung  himself  upon  the  body,  and  began  to  tear 
it  with  his  teeth,  uttering  a horrible  growling  noise.  The  other 
friend  and  the  physician  fled,  horror-stricken,  and  the  maniac, 
seizin"  a bar  of  iron,  rushed  after  them  into  the  street,  howling 
like  a^Hiad-inan,  and  presenting  a frightful  spectacle.  It  was 
with  great  difficulty  that  he  was  at  leng'.li  seized  and  hound, 
having  first  dangerou.sly  wounded  several  individuals.  He  w as 
taken  to  a mad-house. 

[Wolves  in  an  old  country — like  France!  Millions  of  them 
once  roamed  over  the  United  States.  But  our  people  had 
arms-in  their  hands, and  the  deadly  rifle  has  exterminated  them, 
unless  in  solitary  cases — when  they  are  soon  hunted  down. 
They  are  crrwatdly  with  us— by  experience.] 

From  Canton.  The  following  is  copied  from  the  Canton  Re- 
gister of  the  7ih  of  April: 

The  rumor  of  tiic  insurrection  in  the  large  mountainous,  and 
well-watered  province  of  Sceckuen  (the  four  streams)  is  still  in- 
creasing. It  is  said  that  the  adherents  of  Chnug-kik-\irh,  iUa 
Mahoniinedan  prince,  who  caused  so  much  anxiety  to  the  em- 
peror when  he  was  out  in  ’*28,  are  rising,  to  revenge  his  death. 

They  plead  that  as  he  sum  ndered  liimself,  his  life  ou<>hl  to 
have  been  spared.  The  iiidepemleiil  Meuoutsze  are,  it  is  said, 
espousii:"  the  cause  of  this  murdered  chiellain,  who  was  hewn 
in  pieces  in  the  presence  of  the  merciful  emperor  of  China,  and 
many  of  his  relations  beheaded. 

Necrology— \n  i\w  11th  moon  of  last  year,  Tsaouchin-yung, 
one  of  the  cabinet  ministers,  inspector  of  imperial  edicts,  presi- 
dent of  the  Han-lin  college,  &e.  went  to  ramble  with  the  im- 
mortals, being  87  years  old,  and  having  served  three  successive 
emperors.  The  emperor  himself,  with  strict  ceremonies  and 
abundant  kindness,  performed  his  funeral  solemnities. 

Jin  honorable  pledge.  During  the  consular  sway  of  Napoleon 
in  France,  and  when  the  conscriptions  were  in  full  force,  there 


lived  in  one  of  the  provinces  of  the  south  a very  aged  man,  who  ' 
exercised  the  profession  of  a tailor,  and  had  twelve  sons,  all  of 
whom  served  in  the  armies  of  Napoleon.  They  having  one  day 
obtained  leave  of  absence  from  their  regiments,  made  use  of  the 
opportunity  to  go  and  visit  their  aged  paieni;  but  on  their  arri- 
val were  shocked  to  find  that  he  was  so  rt^duced  in  circum.-^tan- 
ces  as  to  be  in  want  of  btead.  “No  bread!”  cried  one  of  them 
— “the  man  who  has  given  twelve  consciipt.s  to  his  country! 
We  must  procure  him  sustenance — yet  how.^  We  are  ourselves 
destitute.” — “Is  there  no  pawnbroker  in  the  neighborhood?” 
exclaimed  the  youngest,  who  placed  great  confidence  in  the 
compassion  of  human  beings,  as  well  as  reliance  on  his  Creator. 
“A  pawnbroker!  What  good  would  that  do?  we  have  indeed 
nothing  to  pledge!”  “You  shall  see,  brother.  Our  father  is 
known  to  be  an  honest  citizen,  who  has  exercised  his  trade 
long  enough,  and  being  destitute  of  bread,  that  is  a sufficient 
proof  of  his  integrity.  We  also  have  all  served  during  several 
years,  and  no  one  can  cast  the  slightest  imputation  on  our  ho- 
nor. Let  us  pawn  this  ‘honor’ — certainly  there  w'ill  be  some 
who  will  willingly  lend  us  fifty  louis  on  .such  a pledge!”  This 
idea  was  immediately  appioved  of,  and  the  twelve  brothers 
wrote  out  and  signed  on  the.  spot  the  following  billet:  “Twelve 
Frenchmen  (.sons  of  a tailor,  who  at  the  age  of  near  90  years,  is 
fallen  into  the  deepest  poverty),  all  zealous  in  the  service  of 
their  country,  request  from  the  directors  of  the  pawnbroking  es- 
tablishment the  loan  of  fifty  louis-d’ors,  to  assist  an  unfortunate 
father.  As  a security  for  the  payment  we  pledge  our  ‘honor,’ 
and  promise  to  repay  the  said  sum  within  the  space  of  one 
year.”  The  billet  was  brought  to  the  money  olfice,  where  the 
benevolent  directors  immediately  counted  out  the  fifty  louis 
asked  for,  and  lore  the  obligation  in  pieces,  pledging  iheni- 
Belves,  at  the  same  time,  to  provide  for  the  old  man  as  long  as 
he  lived. 

Wool  sales,  at  London.  On  Thursday  and  Friday  about 
1,600  bales  of  Australian  and  Tasmanian,  and  3,000  hales,  com- 
prising Portugal,  Spanish,  German,  Odessa,  Peruvian  and  va- 
rion.s  other  descriptions,  were  brought  tt»  the  hammer.  The  at- 
tendance of  buyers  was  greater  than  at  any  ruber  former  period, 
and  the  biddings,  particularly  for  the  Australian  and  Ta.sma- 
nian,  were  spirited  throughout;  of  these  sorts  every  lot  was  sold. 
The  colonists  have  been  favored  with  a good  season,  and  they 
richly  deserve  the  praise  of  having  bestowed  great  pains  in  get- 
ting up  their  wool;  with  a few  exceptions,  the  different  parcels 


were  in  a fine  condition,  and  the  price  obtained  will,  we  trust, 
amply  remuner.ite  them.  The  first  sale  of  Australian  offered 
consisted  of  1,006  bales,  of  which  804  bales  brought  2s  2d  to  2a 
10(1,  making  an  average  2s  4d  per  lb;  186  bales  sold  from  Is  6^d, 

2s  li,  and  16  '.ales  in  the  grease,  at  Is  fi^d  to  Is  7^0,  producing 
for  the  entire  lot  2;  3d  per  lb.  The  second  sale  of  Australian 
comprised  300  bales,  which  sold  at  from  Is  6^  to  2s  5d,  and  1 
bale  at  3s  averaging  2s  l^-d  per  lb.  The  third  sale  comprised 
158  bales  Australian  and  157  bales  Tasmanian;  the  former  sold 
at  Is  9d  to  2s  5^(1,  averaging  2s  2td  per  lb;  and  the  latter  at  Is 
7d  to  2s  3(1,  averaging  Is  lO^d  per  lb.  Three  bales  in  the  grease, 
sold  at  Is  Hd  to  Is  2d  per  lb. 

Ecclesiastical  property  in  Portugal.  The  London  Morning 
Herald  of  July  20,  contains  an  advertisment  for  the  sale  of 
w’hat  is  called  “national  property”  in  Portugal,  which  was  to 
commence  on  the  10th  of  Jt>ly,  at  Lisbon,  and  to  be  continued 
regularly.  The  terms  of  sale  are  dt^clared  to  be,  20  per  cent,  in 
bonds  of  five  per  cent,  slock,  and  80  per  cent,  in  instalments  of 
five  per  cent,  per  annum  during  sixteen  years,  with  interest  at 
the  rate  of  two  percent,  per  annum.  The  government  must 
have  great  confidence  in  the  stability  of  the  value  of  properly 
at  Lisbon,  to  induce  it  to  sell  upon  such  favorable  terms  of 
credit.  The  property  advertised  consists  chiefly  of  houses  and 
shops,  belonging  of  late  in  part  to  the  following  religious  estab- 
li.ihment?: 

The  convent  of  our  lady  of  grace  of  shod  hermits  of  St.  Agos- 
tinlio. 

The  monastery  of  St.  Mary,  of  the  order  of  St.  Bernardo. 

The  convent  of  our  lady  of  Carmo,  of  the  shod  Carmelites. 

The  colleg(i  of  our  lady  of  Estrella,  of  the  Benedictine  monks. 

The  same  advertisment  contains  also  an  account  of  some 
sales  which  had  previou.sly  taken  place,  of  property  belonging 
to- 

The  province  of  the  barefooted  Augu.stines. 

The  convent  of  our  lady  of  remedies  of  barefooted  Carmelites. 

Steam.  It  is  stated  in  a London  paper,  that  a steam  car- 
riage, on  Mr.  Gurney’s  principle,  lately  went  from  London  to 
Reading,  40  miles,  in  three  hours  and  fifteen  minutes.  It  re- 
turned to  London,  with  twenty  passengers,  in  three  hours  and 
twenty-two  minutes.  It  will  be  rocollectetl  that  this  was  upon 
a common  Macadamized  road. 

LEGAL  DECISIONS. 

Supreme  court — The  Sprinttfield  (Mass.)  Gazette  notices 
some  iinporlani  cases  decided  in  the  supreme  court,  which  held 
a term  in  that  town  last  week,  judge  Wilde  presiding.  Among 
them  are  the  following: 

Fraudulent  conveyances.  Dadger  vs.  Sessions  and  another. 

This  action  was  tried  last  April  term,  and,  after  an  investiga- 
tion of  three  or  four  days,  the  jury  could  not  agree,  and  it  was 
continued  to  this  term.  It  was  an  action  of  trespass  for  enter- 
ing the  land  ol  the  plainiifF.  as  alleged,  and  taking  hay,  &c, 
thereon,  belonging  to  plaintiff— and  involved  in  question  the 
title  to  the  land.  The  defendants  claimed  a title  by  virtue  of  a 
deed  from  plaintiff’s  brother.  The  plaintiff,  on  the  other  hand, 


contended,  that  said  deed  was  fraudulent  and  void,  and  claim- 
ed to  hold  the  land  by  virtue  of  the  levy  of  an  execution  made 
some  time  after  the  deed  was  executed.  The  case  turned  en- 
tirely upon  the  que.>^tion  as  to  the  validity  of  said  deed.  The 
plaintiff  alteiiipied  to  prove,  by  a variety  of  circumstances,  that 
the  deed  was  fraudulent  and  void:  such  as,  that  it  was  made 
secretly — that  no  consideration  was  ever  actually  paid  by  the 
defendants,  that  though  it  appeared  that  a large  sum  passed 
from  the  grantee  to  the  grantor,  yet  there  was  a secret  confidence 
between  the  parlies,  that  it  should  be  returned  wholly  or  partly. 
But  the  principal  point  relied  on,  was,  that  the  deed  was  made 
ju.«t  at  the  time  when  the  grantor  absconded,  being  greatly  in 
debt — and  that  the  defendants,  with  a full  knowledge  of  the 
fact,  took  the  deed,  with  a view,  on  both  sides,  of  defrauding 
creditors. 

The  judge  instructed  the  jury  that  it  was  for  them  to  decide, 
from  all  the  circum.«tances,  whether  the  conveyance  was  frau- 
dulent or  not,  and  on  the  main  point  ruled,  that  if  a debtor , in  ri 
state  of  insolvency,  when  about  to  abscond,  makes  a conveyance  of 
land,  u-ith  a view  of  defrauding  his  creditors,  to  another  person 
who  knows  all  this,  the  conveyance  is  void  as  against  creditors, 
thotigh  the  grantee  may  have  paid  a full  price  for  the  land.  Thia 
principle  is  now  well  settled  by  recent  cases,  though  it  may  not 
be  generally  known.  After  a trial  of  two  or  three  days,  the  jury 
returned  a verdict  for  the  defendants. 

Breach  of  promise.  Lydia  J.  Moore  vs.  Jonathan  M.  Boies. 
This  was  an  action  of  assumpsit  on  a promise  of  marriage,  and 
the  damages  were  laid  at  3,000  dollars.  The  parlies  were  of  re- 
speelalile  character  and  standing  in  society,  the  plaintiff  being 
a school  teacher,  and  the  defendant  a merchant.  The  promise 
was  acknowledged  by  the  defendant,  it  being  abundantly  prov- 
ed by  the  assiduous  attentions  he  had  rendered  to  the  plaintiff 
for  the  period  of  about  eigliteen  months,  and  the  letters  he  had 
addressed  to  her  during  that  time.  And  he  had  disabled  him- 
self from  fulfilling  this  promise,  by  marrying  another  lady.  The 
main  ground  of  defence  taken  by  the  defendant’s  connsel  was, 
that  the  damages  should  he  merely  nominal:  that  such  had  been 
the  conduct  of  the  plaintiff  in  receiving  the  addresses  of  other 
gentlemen,  and  such  the  iihproprieties  of  her  conduct  in  other 
respects,  during  her  intimacy  W’ith  tlie  defendant,  as  either  fully 
10  justify, or  at  least  greatly  palliate,  his  conduct  in  dissolving  the 
engagement.  On  the  other  side,  much  evidence  was  introduced 
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to  rebut  the  testimony  of  the  defendant  in  relation  to  the  above 
points.  The  court,  in  briefly  summing  up  the  evidence  to  the 
jury,  stated,  among  other  things,  that,  when  individuals  were 
under  a marriage  contract  to  each  other,  if  one  of  the  parlies 
were  guilty  o(  misconduct,  of  a palpable  and' aggravated  nature, 
it  would,  in  the  eye  of  the  law,  release  the  other  from  his  obli- 
gation to  fulfil  the  contract.  But  mere  indiscretions  of  beha- 
viour would  affect  the  amount  of  damages,  not  the  right  of  ac- 
tion. They  might,  however,  be  of  such  a character  and  extent 
as  to  make- it  proper  for  the  jury  to  give  merely  nominal  dama- 
ges. They  returned  a verdict  for  plaintiff.  Damages  $500. 

THE  COLORED  PEOPLE  OF  BALTIMORE. 

The  following  aflecting  reply  of  the  very  respectable  colored 
clergymen,  whose  names  are  aitaclied,  on  behalf  of  the  people 
of  their  respective  congregations  and  others — we  sincerely  be- 
lieve is  “just  and  true”  in  all  its  parts. 

To  the  rev,  William  Levinglon,  John  Fortie  and  Nathaniel 
Peck. 

Gentlemen:  Having  for  many  years  past  viewed  with  great 
satisfaction  the  efforts  that  have  been  made  to  meliorate  the 
condition  of  the  colored  population  of  this  city,  and  likewise 
the  great  mental  improvement  that  has  resulted  from  it — and  I 
am  likewise  glad  to  say  that,  notwithstanding  the  commotions 
that  have  taken  place  in  different  parts  of  the  country,  the  co- 
lored people  here  have  always  conducted  themselves  in  the 
most  peaceable  and  orderly  manner.  Now,  gentlemen,  under 
all  these  favorable  circumstances,  I hope  you  are  able  lo  say 
that  the  different  congregations  over  which  you  preside  are 
still  determined  to  pursue  the  same  blameless  course  of  con- 
duct, A WHITE  CITIZEN. 

mih^  1835. 

A reply  to  a note  from  a “ White  CitizenJ’ 

Dear  sir:  It  is  with  high  respect  that  we  reply  to  your 
friendly  note  of  the  25th  inst.  Permit  us  to  say,  with  all  grati- 
tude and  humility,  that  we  sincerely  acquiesce  with  you  in 
your  views,  as  it  relates  lo  the  efforts  that  have  been  made  to 
facilitate  the  condition  of  the  colored  population  of  this  city, 
and  also  the  great  mental  improvement  that  has  resulted  from 
them.  Sir,  as  to  the  commotions  that  have  taken  place  in  dif- 
ferent parts  of  the  country,  we,  and  our  brethren,  have  always 
been  a docile  people,  and  have  endeavored  to  conduct  ourselves 
in  a peaceable  and  orderly  manner:  confiding  in  the  justice  of 
Almighty  God  and  philanthropy  of  the  humane  and  influenlial 
white  citizens,  we  have  and  do  most  cheerfully  still  submit  our 
destinies  to  the  guidance  of  Him  who  suflTers  not  a sparrow  to 
fall  without  his  especial  Providence.  Therefore,  whatever 
may  be  the  excitement  in  the  community  in  which  we  live,  or 
el:|ewhere,  we  deem  it  our  paramount  but  humble  duly,  lo 
pledge  our  fidelity  and  that  of  our  brethren  to  the  Christian 
public,  in  the  sincere  hope  thereby  to  remove,  if  possible,  any 
unfounded  impressions  as  to  there  being  any  disposition  among 
us.  Of  our  brethren  generally  of  the  city  and  vicinity  of  Balti- 
more, lo  countenance  any  views  or  movements  which  lend  to 
disturb  the  peace,  to  alienate  the  feelings,  to  provoke  the  jea- 
lousies, or  to  jeopardize  the  safety  of  the  citizens  of  the  said 
community. 

We,  therefore,  sincerely  hope  that  it  will  not  be  considered 
superfluous  or  indecorous  if  we  detail  a few  particulars  why 
we  and  our  brethren  are  bound  by  the  most  sacred  duty  to  act 
as  good  and  conscientious  citizens,  by  carefully  and  scrupulous- 
ly avoiding  all  interference,  and  attempts  to  interfere,  and  all 
manifestations  of  any  intention  and  a wish  to  interfere  with  the 
peculiar  interests,  concerns  and  laws  of  the  community  in 
which  we  live. 

First.  We  have  within  the  said  city  ten  places  dedicated  to 
the  social  worship  of  Almighty  God,  wherein  we  are  permitted 
to  worship  the  Lord  according  to  the  dictates  of  our  own  con- 
science, and  are  protected  by  the  laws  of  the  community. 

Secondly.  We  have  among  us  from  thirty-five  lo  forty  bene- 
volent institutions,  both  male  and  female,  for  mutual  relief; 
each  of  which  numbers  from  thirty-five  to  a hundred  and  fifty 
members,  and  much  of  the  money  thereof  is  in  some  of  the 
savings  institutions  of  this  city — and,  also,  among  us  there  are 
various  mechanics  and  others,  who  have  by  industry  and  fru- 
gality purchased  houses  and  lots  of  grounds,  horses,  drays, 
carts  and  carriages;  all  of  which  are  sustained  and  protected 
by  the  laws  of  the  comrnuniity. 

Thirdly.  The  endearing  and  social  relations  among  us,  of 
husband  a«d  wife,  father  and  mother,  of  brother  and  sister — 
our  many  week  day  and  Sabbath  schools,  in  which  we  are  try- 
ing to  train  up  our  children  in  the  way  they  should  go:  by  act- 
ing thus  we  hope,  with  the  blessing  of  the  Lord;  to  form  in 
them  the  basis  of  moral  virtue,  a correct  and  well  regulated 
mind,  whereby  they  will  be  led  to  abhor  vice  and  immor<ality, 
nnd  keep  the  good  order  and  appreciate  the  peace  of  the  com- 
munity in  which  they  live  as  good  citizens. 

FourtWy.  The  various  employments  afforded  the  free  colored 
population  by  the  humane  and  influential  white  citizens — the 
respect  that  is  showed  to  the  orderly  and  discreet  part  of  the 
said  population  by  the  captains  of  steamboats  and  the  owners 
of  other  public  conveyances,  wlicn  passing  to  and  from  this 
•city. 

Surelv,  while  possessing  the  benefits  which  industry  and  in- 
tegrity in  Ibis  prosperous  community  assure  to  all  its  inhabit- 
ants, enjoying  the  rich  blessings  of  the  religion  of  Christ,  by  op- 
pofUiuilies  of  worsliiping  the  only  true  God  under  the  light  of 


Christianity,  each  of  us  according  to  our  own  understanding 
and  having  afforded  to  us  and  our  brethren  the  means  of  facili- 
tating our  condition,  whereby  we  are  enabled  lo  make  great 
menial  impruvemeni — all  of  which  are  enough  to  convince  ua 
and  our  brethren  that  whatsoever  tends  to  disturb  the  com- 
merce, to  molest  or  destroy  the  peace  and  harmony  ol  the  com- 
munity, that  the  colored  population  always  feel  the  greatest 
pressure.  Can  the  thinking,  wise  and  liumane  part  of  the 
white  citizens  of  this  great  community  be  led  to  believe  that 
we  or  our  brethren,  in  view  of  the  privileges  herein  detailed 
and  the  awful  caiaiiiiiy  that  must  come  upon  us  and  our  breth- 
ren, should  we,  or  they,  or  any  member  thereof,  be  so  perfi- 
dious as  to  become  the  abettors  or  destroyers  of  the  public 
order  and  tranquillity  in  any  way  whatsoever.?'  Now,  dear  sir, 
in  view  of  these  particulars,  we  can  emphatically  say,  that  we 
believe  that  not  only  the  congregations  over  which  we  preside, 
but  the  other  colored  congregations  also  of  this  city  and  vicini- 
ty, and  the  colored  population  generally,  are  on  the  side  of 
peace  and  good  order,  and  are  determined  with  the  blessing  of 
God,  to  pursue  the  same  blameless  course  of  conduct  as  hereto- 
fore. Therefore  we  will,  by  Divine  permission,  faithfully  and 
conscientiously  support  with  fidelity  our  pledge,  herein  given; 
and  may  the  day  be  darkened,  whensoever  we,  knowingly  and 
willingly  deviate  from  our  pledge. 

Signed  in  behalf  of  the  said  colored  population. 

JOHN  FORTIE, 

minister  of  the  Methodist  Episcopal  church.  Sharp  street. 

NATHANIEL  PECK, 

minister  of  the  Bethel  Methodist  Episcopal  church. 

WILLIAM  LEVINGTON. 
rector  of  St.  James  P.  E.  church,  Baltimore. 

September  26, 1835. 


SLAVERY  AND  THE  ABOLITIONISTS. 

A great  anti-abolition  meeting  has  been  held  at  Troy,  New 
York,  the  mayor  presiding.  The  resolutions  were  all  pointed 
and  severe.  An)ongst  them  we  perceive  the  following,  in  rela- 
tion to  a favorite  and  often  aitenipled  project  of  the  agitators: 

‘^Resolved,  TIku  we  consider  all  aitempts  to  induce  congress 
to  abolish  slavery  in  the  District  of  Columbia,  in  reference  to 
the  question  of  slavery,  as  unwise,  inexpedient  and  incendiary.” 

At  a public  meeting  of  the  people  of  St.  James’  and  St. 
George’s  parish,  Soulli  Carolina — 

Extract  from  the  preamble — “That  any  political  union,  form- 
ed  for  the  mutual  benefit  of  the  contracting  parties,  becomes  a 
curse  not  to  be  borne,  when  one  part  of  tlie  confederacy  do  ex- 
ercise powers  destructive  to  tlie  liberty  or  interest  of  ihe  other 
part,  and  in  violation  of  our  wiitten  compact.  Ami  .«iich  a 
curse  will  be  our  union  of  the  stales,  should  the  non-slandiold- 
ing  states  refuse  or  omit,  by  legislative  emu  imenfs,' to  pula 
speedy  and  effectual  slop  to  the  movements  and  interference  of 
their  abolitionists,  with  southern  slavery.  For,  by  ihe  consii- 
nitioii  of  these  United  Stales,  every  stale  is  severally  bound  not 
to  interfere  with  rights  tliat  belong  exclusively  lo  a state,  and 
when  a state  permits  her  citizens,  by  combinations,  or  associa- 
tions, lo  violate  the  constitution,  it  is  virtually  and  construc- 
tively the  violation  of  the  state,  in  as  much  as  she  is  bound  to 
keep  the  constitution  inviolate.  We  do  not  mean  or  wish  to  be 
understood  as  holding  out  a threat  to  our  northern  brethren. 
Neither  are  we  unmindful  of  their  views  and  feelings,  as  re- 
cently expressed  in  public  meetings,  and  we  are  pleased  at  see- 
ing them  thus  come  out  against  the  fanatics.  But  we  would 
have  our  northern  brethren  know  our  feelings  and  delcrniiHa- 
tion  in  relation  lo  the  efforts  of  their  abolitionists — to  see  the 
truly  perilous  situation  in  whicli  liieir  abolitionists  have  placed 
the  union,  and  tliat  they  may  know  and  feel  that  its  preserva- 
tion rests  on  themselves  and  not  on  ns,  and  to  save  it  reguires 
legislative  enactment  as  well  as  public  sentiment.  Neitlier  let  us 
be  understood  as  undervaluing  the  union;  we  well  know  how 
lo  appreciate  its  benefits,  and  would  greatly  deplore  its  riissolti- 
lion;  but  when  the  southern  stales  are  reduced  to  the  alterna- 
tive of  choosing  either  union  without  liberty  and  properly,  or 
disunion  with  liberty  and  property,  be  assured  iliey  will  not 
hesitate  which  to  take,  and  will  make  the  choice  promptly, 
unitedly  and  fearlessly.” 

From  the  resolutions.  That  we  do  discriminate  between  the 
northern  incendiaries,  that  are  casting  firebrands  among  the 
good  people  of  the  south,  and  the  virtuous  part  of  onr  northern 
brethren;  and  do  duly  appreciate  their  efforts  to  put  down  by 
public  sentiment,  the  proceedings  of  their  abolition  societies. 
Yet  should  their  efforts  lo  put  a final  slop  to  the  intermeddling 
of  their  citizens  with  our  institutions,  and  in  public  expressions 
of  sentiment,  in  the  opinion  of  this  meeting,  the  rion-slnvchold- 
ing  states  will  have  failed  lo  discharge  their  constitutional  duty 
towards  the  slaveholding  states,  and  will  give  us  ju.'^i  cause  to 
believe,  that  they  do  secretly  favor  the  abolitionists,  and  ap- 
prove of  their  proceedings.  Therefore, 

Resolved,  (Hnnnimously),  That  should  the  non-slaveholding 
states  omit  or  refuse,  at  the  ensuing  meeting  of  their  re.-'pective 
legislatures,  lo  pin  a final  stop  lo  the  proeeediiigs  of  their  aboli- 
tion societies  against  ihe  domestic  peace  of  the  sfiuili:  and  etfec- 
lualJy  prevent  any  fariher  interference  by  them,  with  nnr  slave 
population,  by  efficient  penal  laws;  it  trill  then  become  the  solemn 
duty  of  the  whole  south,  in  order  to  protect  themselves  and  secure 
their  richts  and  property,  against  the  nnconstitvtional  combina- 
tion of  the  non-slaveholding  states,  and  the  murderous  designs  of 
their  abolitionists,  to  withdraw  from  the  union. 
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Mayor’s  office,  New  York,  September  9,  1835. 

“Sir:  I have  this  niornmg  received  your  communication, 
under  date  of  tite  3d  inst.  advising  me  lhai  tlie  brig  Jones  left 
your  port  on  the  day  before,  with , and  lour  or  five  ne- 

groes, and  that  information  had  reached  your  city  that  the  ne- 
groes had  been  kidnapped  from  the  town  of  Hamburg. 

“Vou  suggest  that  it  would  be  well  to  arrest  and  examine 

, on  his  arrival  here,  and  that  in  a few  days  you  hoped  to 

have  sufiicient  evidence  to  demand  him  of  our  state,  &c.  And 
1. have  made  a deposition  before  the  police  magistrates,  that  I 
received  your  letter  this  morning  in  due  course  of  mail,  and  be- 
lieve the  facts,  as  stated  therein,  to  be  true;  a warrant  therefore 
will  be  issued  to  arrest on  his  arrival. 

“The  authorities  of  this  city  and  state  are  disposed  to  take 
all  legal  measures  to  arrest  such  persons,  and  they  are  disposed 
to  take  the  strongest  measures  authorised  by  law,  to  stop  the 
disturbing  acts  of  the  anti-slavery  societies.  I believe  there  is 
«o  one  person  belonging  lo-our  city  or  slate  government,  that 
is  not  entirely  opposed  to  them  as  unjust,  inexpedient  and  ille- 
gal. And  I have  no  doubt  but  nine-tenths  of  our  citizens  are 
disposed  to  take  all  lawful  and  constitutional  measures  to  arrest 
their  incendiary  proceedings.  Respectfully,  your  obedient  ser- 
vant, . -e.  W.  LAWRENCE.  _ 

‘'■To  the  chairman  of  the  S.  C.  association.” 

From  the  Southern  Patriot.  Let  thU  declaration,  that  “dis- 
cnssions,  which,  from  their  nature,  tend  to  inflame  the  public  mind, 
and  POT  IN  JEOPARDY  THE  LIVES  AND  PROPERTY  OF  OOR  FELLOW 
CITIZENS,  ARE  AT  WAR  WITH  EVERY  ROLE  OP  MORAL  DOTY  AND 
EVERY  SUGGESTION  OF  HUMANITY,”  be  Only  embodied  in  some 
legislative  act  with  appropriate  penalties,  and  the  south  seeks 
no  higher  and  better  security.  Why  did  not  the  Albany  meet- 
ing recommend  putting  down,  by  the  strong  arm  of  the  law,  dis- 
oassions  which  are  at  war  with  every  moral  duty  and  every  sug- 
gestion of  humanUyl  Surely,  that  which  is  declared  to  be  so 
pernicious,  as  to  be  at  war  with  every  moral  duty  and  every 
iiumane  suggestion,  can  and  ought  to  be  made  legally  punisha- 
ble, It  is  works  and  not  words  we  want. 

At  a meeting  of  the  citizens  of  New  Haven,  Con.  Henry  W. 
Edwards,  governor  of  the  slate,  in  the  chair,  it  was  among  other 
tilings — 

Resolved,  That  the  constitution  of  the  United  Slates,  in  which 
the  dilft-rent  and  delicate  interests  of  the  sovereign,  states  com- 
posing this  confederacy,  were  compromised  and  settled,  has  re- 
sulted in  unparalleled  political  prosperity  and  hap^mess;  that 
this  constitution,  as  the  basis  of  our  national  compact,  was 
formed  in  a patriotic  spirit  of  inntiial  concession,  and  that  any 
citizen  who  attempts  to  undermine  its  foundations  is  ah  enemy 
to  the  best  interests  of  his  country. 

Resolved,  That  we  have  witnessed  with  mingled  feelings  of 
alarm  and  rejirobation,  the  reckless  course  of  some  professed 
friends  of  the  cause  of  freedom,  whose  efforts  under  the  mask 
of  philanthropy,  have  infused  gall  and  bitterness  into  our  social 
system. 

Resolved,  In  the  language  of  a report  of  a committee  of  the 
whole  house  of  representatives,  made  in  the  second  session  of 
the  first  congress  which  assembled  under  this  constitution,  and 
by  that  body  ordered  to  be  recorded  in  its  journal:  ‘'that  con- 
gress have  no  authority  to  interfere  in  the  emancipation  of  slaves, 
or  the  treatment  of  them  in  any  of  the  stales;  it  remaining  with 
the  several  stales  alone,  to  provide  any  regulations,  therein, 
which  humanity  and  true  policy  may  require.” 

Resolved,  That  no  man  or  combination  of  men  in  our  slate, 
have  the  right  to  interfere  with  the  constitutional  rights,  or  to 
violate  the  criminal  laws  of  any  other  stale  in  the  union,  either 
by  sending  publications  leading  to  insurrection  in  such  states, 
or  in  any  other  manner;  and  that  we  hold  it  to  be  the  duty  of 
good  citizens,  by  all  lawful  measuies  in  their  power, promptly  to 
arrest  such  proceedings. 

Resolved,  Tint  as  the  mail  of  the  United  States  was  intended 
for  the  common  good,  and  is  supported  from  the  common  treasu- 
ry ot  the  union,  and  citizens  who  make  use  of  it  as  the  means  of 
disiriliiitiiig  publications  hostile  to  the  public  tranquillity,  and 
under  the  presumption  of  secrecy  and  security,  transmit  thereby 
privately,  incendiary  documents,  that  they  would  not  dare  to  fol- 
low to  their  destination,  are  deserving  of  the  reprobation  of  all 
good  and  patriotic  men. 

Resolved,  That  we  consider  the  plan  of  colonization  in  Afr  ica, 
as  the  best  scheme  y.-t  devi.ved  for  meliorating  the  condition  of 
our  free  colored  population,  whose  elevation  in  political  and  in- 
tellectual power, cannot  rationally  be  expected  in  a mixed  com- 
munity. 

[Some  discussion  followed  on  the  adoption  of  these  resolu- 
tions. R.  S.  Baldwin  o|)posed  them,  and  offered  a subsiiinie 
for  them;  but  the  “venerable  Noah  Webster”  supported  them, 
as  did  Mr.  Ingersoll.  They  were  carried  by  an  “overwhelming 
vote.”] 

From  the  Charleston  “Patriot.”  “In  all  the  discussions  of 
the  northern  papers  In  relation  to  slavery,  the  non-slaveholding 
slates  are  designated  the  free  states,  thU'i  plainly  implyin;;  a 
taunt  on  the  slaveliolding  states.  Is  this  Hie  latisinMur!  of  the 
constitution.^  fs  if  language  which  our  forefathers  indulged 
when,  admitting  slavery  to  be  an  evil,  which  we  du  not,  it  was 
much  less  an  evil  than  at  present.?  The  northern  press  Irequent- 
ly  speaks  of  the  taunting  language  of  the  south.?  Can  there  he 
a more  unjustifiable  taunt  than  tliis  epithet  of /rcc  applied  ex- 
clusively to  the  northern  stales,  to  distinenish  them  from  the 
southern?  Are  we  to  remain  passive  under  these  insults  and 


not  notice  them  in  the  way  of  rebuke  and  of  retort  if  necessary? 
This  would  be  to  expect  too  much  forbearance  under  deliberate 
wrong  and  ample  provocation.” 

[The  phrase  free  stales  is  an  old  convential  one  of  mere  dis- 
tinction. It  has  been  used  equally  by  men  of  the  south  and 
north,  for  convenience,  as  designating  those  stales  in  which  all 
are  free,  in  contradistinction  to  those  in  which  iiegio  bondage 
is  established. 

(Jf^See  the  proceedings  of  St.  James’  and  St.  George’s  pa- 
rishes above,  for  a recent  example.] 

From  the  Martinsburg,  Va.  Gazette.  Several  schools  which 
have  heretofore  existed  in  Charleston,  S.  C.  for  the  instruction 
of  black  children,  under  the  direction  ofseveral  clergymen,  have 
recently  been  suppressed  by  the  municipal  authorities  of  the 
city.  This  step  has  been  taken  in  consequence  of  the  excite- 
ment which  has  been  created  by  the  recent  acts  of  the  northern 
abolitionists.  Thus  it  will  be  seen  that  the  movements  of  these 
fanatical  philanthropists  will  only  have  the  effect  of  depriving 
the  slave  population  of  many  of  the  privileges  and  comforts 
which  they  now  enjoy. 

From  the  Richmond  Compiler.  Three  years  ago,  the  proposi- 
tion to  compel  the  free  negroes  of  the  state  to  accept  the  bounty 
of  the  legislature,  by  emigrating  to  Liberia,  W'as  rejected  by  a 
very  decided  vole.  The  course  of  the  northern  agitators  has 
almost  entirely  extinguished  the  opposition  upon  that  subject, 
and  we  think  it  now  very  probable  that  the  free  colored  people 
will  be  under  the  necessity  of  accepting  the  favor,  or  of  being 
unceremonidusly  expelled  the  commonwealth.  Deep  and.  bit- 
ter will  be  their  curses  upon  the  pretended  friends  of  their  race, 
whose  false:'.phiIanthropy  has  already  not  only  much  abridged 
their  privileges,  but  endangered  their  very  existence.  Hereaf- 
ter, the  blacks  will  think  of  them  as  “a  legion  of  foul  fiends,” 
whose  untimely  interference  ha.s  marred  their  peace  and  blast- 
ed their  fairest  prospects. 

From  the  Middletown,  Cann.  Jldvocnte.  We  received  a few 
days  since  the  following  letter  from  the  rev.  Dr.  Fisk,  for  pub- 
lication: 

New  York,  September  5th,  1835. 
Mr.  Editor:  Just  before  I left  Middletown,  I had  a memo- 
rial offered  to  me  for  my  signature,  to  be  presented  to  the  next 
congress,  praying  tor  the  abolition  of  slavery  in  the  District  of 
Columbia.  As  this  circumstance  may  be  known, and  erroneous 
impressions  be  drawn  from  the  fact  of  my  refusing  to  sign  such 
a memorial,  I beg  the  privilege  of  saying  a word  on  that  sub- 
ject, to  the  public,  through  your  paper. 

My  reason  for  not  signing  such  a paper  is  chiefly  this.  The 
ultra  abolitionists,  by  their  imprudent  movements,  and  ill-timed 
and  ill-managed  system  of  agitation,  have,  as  I think,  removed 
all  hope  of  success  in  any  measure  of  this  kind  at  the  present 
time.  I utterly  despair  of  any  direct  measure  of  even  prospec'^ 
live  emancipation  in  the  present  feverish  state  of  public  feeling. 
Much  less  is  there  any  hope  of  success  in  a measure  got  up  un- 
der the  auspices  of  modern  abolitionists.  As  I wish  Ireedom  to 
the  slave — and  if  1 am  permitted  to  judge  of  my  own  feelings  in 
this  matter,  I do  desire  it  most  sincerely  and  ardently;  as  I wish 
freedom  to  the  slave  when  it  can  be  prudently  and  safely  secur- 
ed; and  as  1 wish  present  comparative  enjoyment  and  future 
salvation  to  those  who  are  not  permitted  to  enjoy  freedom  here, 

I feel  bound  to  withhold  my  hand  and  my  influence  from  every 
thing  like  co-operation  with  the  present  abolition  party  in  the 
north.  And  I would  here  respectfully  suggest  to  all  who  are 
opposed  to  the  movements  ofihis  party,  whether  it  is  not  a duty 
which  we  owe  to  humanity  and  patriotism,  to  refuse  to  take 
any  step  of  the  kind  proposed  in  the  memorial,  until  this  party 
will  cease  from  their  present  course  of  excitement  and  agita- 
tion. 

If  the  cause  of  the  slave  is  more  gloomy  now  than  ever  be- 
fore, if  the  work  of  melioration  must  be  retarded  and  even  sus- 
pended, let  it  be  known  to  the  world  that  this  undesirable  re- 
sult has  been  the  fruit  of  the  fatal  empiricism,  with  which  the 
indiscreet,  though  we  trust  honest,  friends  of  the  slave  have 
been  experimenling  upon  the  body  politic.  Let  this  course  of 
treatment  cease,  and  let  tlie  public  mind  become  settled,  and 
there  may  be  some  hope  of  restoring  to  the  social  system  a 
healthy  tone  of  action,  and  a progressive  improvement  in  the 
defective  parts  of  the  social  constitution.  W.  FISK. 

From  the  Richmond  Whig.  Let  the  people  of  the  north,  if 
they  love  the  union  and  value  its  perpetuity,  know,  that  had  a 
prophet  spoken  it.  the  last  sentiment  expressed  by  the  Star 
could  not  be  more  true:  “The  abolitionists  must  be  put  down 
or  they  destroy  the  union.”  Choose  they!  It  is  in  their  power 
to  suppress  them  by  legitimate  and  constitutional  means.  Some 
of  their  presses  consider  this,  menace,  threat,  hectoring,  brava- 
do! 'J'hey  little  know  the  stale  of  southern  feeling!  They  little 
know  that  the  press  in  the  south  is  far  below  the  tone  of  gene- 
ral excitement.  They  cannot  know,  it  is  impossible  they  should 
know  withooi  residence,  the  cause  there  is  for  this  excitement. 

The  New  York  American  considers  it  monstrous  that  Arthur 
Tappaii  should  be  menaced  with  kidnapping.  Very  unreason- 
able indeed!  The  scoundrel  who  has  set  a whole  eoiintry  in  a 
flame,  ligliiened  the  discipline  upon  two  millions  of  people,  and 
siitijecied  innocent  men  to  the  lash,  ought  by  all  means  to  en^ 
joy  unmolested  security! 

From  the  Charleston  Courier.  A recreant  southerner  has 
made  his  appearance  under  the  signature  of  “Hieronymus,”  in 
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the  New  York  Journal  of  Commerce,  whose  object  seems  to  be 
to  break  ground  in  lavor  oruliiinale  abolition.  Tliis  writer  ques- 
tions ttie  tact  ot  tbe  recent  burning  in  elligy  ot  Gairison,  Cox 
and  Tappan,  III  tins  city.  We  ourselvts  witnessed  the  occur- 
rence ot  ilie  mimic  fact,  and  doubt  not  tlie  rcai  iragei/y  would 
be  coiisuininaled  on  the  persons  of  tluise  iiiiscreanls,  could 
they  only  be  brought  wilhin  catching  distance.  As  respects  the 
itistituiion  of  slavery,  we  firmly  believe  that  it  will  be  perpetual 
in  the  south;  and,  to  say  the  least,  are  certain  that  ages  must 
roll  into  the  eternity  of  the  past,  before  any  scheme  of  general 
emancipation  can  be  attempted,  with  the  remotest  probability 
of  success.  Let  not  “Hieronymus”  deceive  himself  as  to  the 
nature  and  intensity  of  southern  excitement.  We  doubt  whe- 
ther even  he  would  be  safe  among  us  in  the  personal  avowal  of 
iiis  present  senlimenls. 

From  the  Washington  Telegraph.  “We  hold  that  our  sole 
reliance  is  on  ourselves;  that  we  have  most  to  fear  froin  the 
gradual  operation  of  public  opinion  among  ourselves,  and  that 
those  are  the  most  insidious  ami  dangerous  invaders  of  our 
rights  and  interests,  who,  coming  to  us  in  the  guise  of  friend- 
ship, endeavor  to  persuade  us  that  slavery  is  a sin,  a curse,  an 
evil.  It  is  not  true  that  the  south  sleeps  on  a volcano — that 
we  are  afraid  to  go  to  bed  at  night— that  we  are  fearful  of 
murder  and  pillage.  Our  greatest  cause  of  apprehension  is 
from  the  operation  of  the  morbid  sensibility  which  appeals  to 
the  CONSCIENCES  of  our  people,  and  would  make  them  the 
voluntary  instruments  of  their  own  destruction.” 

From  the  Arkansas  Advocate.  Some  of  Garrison’s  disciples 
declare  themselves  ready  to  suffer  martyrdom  even,  in  the 
good  cause.  If  they  will  travel  this  way  they  can  be  accommo- 
dated. 

Garrison  and  Thompson.  The  Boston  Daily  Advertiser  of 
Saturday  says — We  understand  that  a slight  ebullition  of  the 
popular  feeling  towards  these  reformers  was  exhibited  in  this 
city  on  Thursday  night.  Mr.  Thompson  arrived  in  town  in  the 
evening  and  lodged  at  the  house  of  Mr.  Garrison,  in  Brighton 
street.  On  the  following  morning  it  was  found  that  a gallows 
had  been  erected  during  the  night,  opposite  to  the  door  of  the 
house,  with  two  ropes  suspended  therefrom.  On  the  cross  bar 
was  an  inscription,  judge  Lynches  law.  When  the  fact  came  to 
the  knowledge  of  the  municipal  authorities,  it  was  ordered  to 
be  taken  down. 

Mobile,  September  2.  Yesterday,  the  free  blacks,  whose  ar- 
rival here  in  the  Warsaiv,  a week  or  two  ago,  produced  much 
excitemeni  in  this  community,  and  who  were  arrested  for  hav- 
ing in  possession  a number  of  incendiary  papers,  were  taken 
from  prison  and  reshipped  to  New  York  in  the  same  vessel. 
It  is  a subject  of  congratulation,  that  with  the  exception  of  the 
Lynch  discipline  infiicled  in  the  first  instance  on  that  one  of 
them  upon  whom  circumstances  seemed  to  fix,  plausibly,  the 
suspicion  of  being  an  agent  of  mischief— the  whole  affair  was 
left  where  it  rightfully  belonged,  in  the  hands  of  the  constituted 
authorities.  They  have  acted  on  their  legal  responsibility,  and 
in  following  the  dictates  of  their  own  judgment,  upon  the  evi- 
dence before  them,  they  have  properly,  been  undeteired  by 
officious  dictation  from  abroad.” 

From  the  Lowell  Times,  of  August  25.  We  congratulate  the 
citizens  of  Lowell  on  the  triumph  of  free  and  liberal  principles 
over  gag  law  and  oppression;  we  congratulate  them  on  the 
complete  and  total  failure  of  those,  who  have  so  grossly  in- 
sulted the  enlighted  citizens  of  Lowell,  by  calling  a meeting  for 
the  purpose  of  passing  resolutions  so  utterly  subversive  of  the 
principles  of  the  constitution,  and  of  common  sense;  we  congra- 
tulate them  on  their  independence  in  treating  with  the  con- 
tempt they  deserved  the  authors  and  supporters  of  resolutions 
advocating  the  destruction  of  our  dearest  rights,  the  freedom  of 
speech  and  the  liberty  of  the  press. 

A call  for  a public  meeting,  to  be  held  in  the  town  hall  of 
Lowell,  on  Saturday  evening,  Aiiuust  22d,  to  '^consult  together 
and  “declare  their  convictions”  as  to  the  conduct  of  those  fire- 
brand ffiiigers,  the  abolitionists,  was  drawn  up  by  one  Charles 
II.  Locke,  to  which  he  obtained  the  name  of  Kirk  Boot,  and 
about  filly  others. 

Capt.  Austin  was  called  to  the  chair,  and  the  object  of  the 
Hieeliiig  stated. 

It  It  -k  -k 

Charles  H.  Locke  then  read  a set  of  resolutions  the  most  ab- 
surd and  ridiculous  that  were  ever  offered  to  the  consideration 
of  any  people  whatever. 

They  required  the  citizens  of  Lowell  to  muzzle  the  press,  to 
shut  up  their  halls  and  churches  against  the  discussion  of  this 
subject,  and  to  prevent  all  over  whom  they  have  any  control, 
from  attending  meetings  of  such  discussions!  Hear  that,  ye  who 
are  called  to  bow  to  such  tyrannical  dictation,  ye  who  are  in- 
sulted by  being  called  on  to  sustain  gag  law  resolutions! 

The  manufacturing  citizens  of  Lowell,  to  their  honor  be  it 
spoken,  resisted  with  an  energy  worthy  of  American  citizens, 
such  a base  attempt  to  control  them  in  the  exercise  of  their 
constitutional  rights.  May  they  ever  be  ready  to  crush  in  the 
bud  every  attempt  at  such  dictation. 

Hisses,  scrapings,  coushings,  and  yells,  were  mixed  with  the 
succeeding  exercises.  An  attempt  was  made  by  II.  C.  Meriam, 
esq.  to  justify  slavery  from  the  scripture.'*,  but  the  strongest  dis- 
approbation was  manifested  by  the  audience,  who,  after  re- 
peated but  ineffectual  calls  to  order,  hissed  him  down! 


In  the  course  of  the  scene  of  confusion  which  ensued,  a gen- 
tleman, a stranger  in  the  place,  made  a few  rernark.s,  and  was 
called  to  order,  on  account  of  his  not  being  a citizen  of  Lowell. 

A southern  slave  holder  rose  and  made  a motion  which  was  se- 
conded. Amidst  the  disorder  and  confusion  which  characteris- 
ed the  nuetmg,  thu  resolutions  were  reteired  to  a committee  of 
nine  lor  revision,  and  the  few  who  remained  in  the  hall,  ad- 
journed to  next  Satuiday  evening. 

Citizens  of  Lowell,  are  you  prepared  to  accede  to  the  impe- 
rious demands  of  southern  tyranny.?  Are  you  prepared  to  “/e<- 
Icr  the  hands,  and  chain  the  to7igues  and  pens’’  of  your  fellow  cilir- 
zensl  llemember  that  nothing  short  of  this  will  satisfy  the 
south. 

The  New  York  American,  speaking  of  the  proceedings  at 
Lowell,  says — It  is  not  to  be  wondered  at,  that  an  article  so 
inllummatory  as  the  above  should  have  produced  a very  consi- 
derable excitement,  and  given  great  offence,  to  the  people  of 
the  south.  But  if  the  incendiary  character  of  the  Lowell  Times 
were  better  known  at  the  south— if  editors  in  the  .«lave  states 
and  their  correspondents  knew  that  it  was  a rank  abolition 
paper,  as  bad  almost  as  the  Liberator  itself,  we.  think  they  would 
not  waste  so  much  ammunition  in  denouncing  it.  The  Rich- 
mond Enquirer,  the  Richmond  Compiler,  and  other  papers,  refer 
to  the  Lowell  proceedings  with  much  warmth.  We  make  an 
extractor  two  from  an  article  in  the  Compiler,  to  show  the 
feeling  which  exists  on  the  subject — 

“Lowell  is  not  an  obscure  and  insisnificant  village,  but  an 
extensive  manufacturing  town,  25  miles  from  Bo.ston,  with 
which  it  is  connected  by  a rail  road;  and  contains  as  many  in- 
habitants as  the  white  population  of  Richmond.  Thus  the 
startling  fact  appears,  that  the  abolitionists  have  made  such 
progress,  that  in  such  a town  as  Lowell,  they  have  not  only  a 
society  and  a press  to  aid  them  in  their  seditious  and  traitorous 
agitating  measures,  but  that  they  have  acquired  such  inffuence, 
made  so  many  converts,  and  infused  into  them  such  a fanatical 
and  intolerant  spirit,  that  an  anti-abolition  meeting  is  not  per- 
mitted to  be  held  there!  not  simply  voted  down,  but  put  down 
in  the  violent,  outrageous  and  disgraceful  manner  described! 
Nothing  can  be  plead  in  justification  or  extenuation  of  such 
conduct. 

“It  is  in  the  south  that  the  manufacturers  of  Lowmll  find  the 
chief  and  best  markets  for  their  goods.  The  southerners  have 
only  to  cease  purchasing  them,  and  Lowell  will  wither  or  be 
forced  to  expel  the  abolitionists.  There  the  abolitionists  seem 
to  have  obtained  the  ascendancy,  and  their  outrageous  conduct 
at  the  anti-abolition  meeting  referred  to,  fully  justifies  the  reta- 
liatory action  of  the  south  to  be  first  directed  against  her.  This 
course  of  action  asainst  those  who  take  the  most  active  and 
high-handed  measures  against  our  peace,  interest  and  safety,  is 
warranted,  if  not  positively  required,  by  every  consideration,  as 
well  of  safety  and  self-respect,  as  that  it  is  ilie  most  direct  and 
efficient  act  we  can  at  present  do,  to  check  tite  aboliiioni.sts,  or 
make  them  suffer  some  of  the  evil  consequences  of  their  own 
conduct.” 

From  the  Charleston  Patriot — We  call  the  attention  of  south- 
ern merchants  to  the  justice  and  propriety  of  extending  their 
intercourse  with  Philadelphia.  It  is  the  only  northern  city  that 
has  responded  in  a proper  spirit  to  the  call  of  the  south  on  the 
the  north  for  energetic  action.  Let  non-importation  agree- 
ments be  entered  into  by  a proper  combination  among  those 
engaged  in  trade  at  the  south,  to  cease  all  intercourse  with 
places  that  show  hostility,  or  a criminal  indifference  to  onr 
rights  and  interests.  Let  us  encourage  our  friends  and  cease 
all  communication  with  our  enemies.  Let  Lowell  be  among 
the  first  to  be  placed  under  the  ban  of  non-intercourse.  Let  us 
consume  none  of  her  manufactures. 

From  the  Richmond  Enquirer.  New  York  ought  to  speak 
out  again  upon  this  subject.  She  ought  not  to  leave  a single 
doubt  to  rest  upon  her  opinions.  She  is  the  head  quarters  of 
the  abolitionists.  Tappan  is  there — the  steam  presses,  which 
are  concocting  poison  for  the  soiiih  are  there.  She  has  already 
been  ranked  and  denounced  with  Lowell.  We  are  sure  that 
this  is  doing  her  very  great  injustice.  But,  she  owes  it  to  her- 
self to  set  herself  right. 

From  the  Richmond  Whig.  There  is  every  prospect  and  pro- 
bability, that  the  south  will  refuse  intercourse  with  those  north- 
ern cities  which  suffer  incendiray  publications  to  be  printed 
within  their  limits.  The  determined  spirit  exists — concert  is 
alone  w'anting,  to  give  it  direction  and  efficacy,  and  that  con- 
cert will  be  had.  Already  the  merchants  of  Mecklenbiirgh  are 
in  motion.  The  great  county  of  Albemarle  ha.s  sanctioned  the 
experiment.  Who  will  he  the  children,  and  whose  the  folly  of 
quarrelling  with  their  bread  and  butter.?  Not,  we  opine,  the 
south. 

At  a meeting  of  the  citizens  of  Lowell,  held  on  the  22d  August, 
the  following  proceedings  were  had — 

Whereas,  the  regulation  and  control  of  slavery  are  of  para- 
mount and  vital  importance  to  the  states  in  which  that  condi- 
tion exists;  And  tvhcreas,no  power  has  been  granted  to  the 
federal  government  over  that  subject,  but  by  expre.«s  under- 
standing, well  known  at  the  period  of  the  adoption  of  the  con- 
stitution, and  forming  the  basis  of  the  policy  of  that  time,  it 
was  left  with  the  respective  slates. 

And  whereas,  certain  individuals  and  societies  of  the  nortli 
insist  upon  immediate  abolition,  regardless  of  conscquenceg 
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and  Hi  all  hazards,  and  labor  to  that  end,  by  means  tending  to 
endanger  the  harmony  of  the  union,  to  excite  seciional  jea- 
lousy and  ill  will,  to  disturb  the  domesiic  relations  of  society, 
and  leading  to  insurrection  and  civil  war.  ^nd,  whereas,  by 
reason  thereof,  the  opinion  h.is  obtained,  that  a gieai  majority 
of  the  people  here,  courilen.moe  and  participate  in  such  princi- 
p!i;s  and  doings.  Therefore,  we,  the  inhabiiaiits  of  Lowell, 
wiihoui  distinction  of  party,  in  public  meeung  assembled,  do 
luaKe  known  our  opinions  and  deterinitiations  to  our  fellow 
citizens  by  the  tollowing  resolutions: 

Resolved,  That  we  sympathize  with  our  southern  brethren 
in  the  present  period  of  alarm  and  danger,  that  we  are  firmly 
and  re.^olulely  determined  to  cherish  iiie  union  and  mainlain 
inviolate  the  compact  under  which  it  was  formed,  and  that  we 
regard  with  deep  sorrow  and  disapprobation  the  course  pursu- 
ed" by  the  anti-slavery  societies  of  the  north,  and  with  especial 
abhorrence  and  disgust  the  introduction  of  foreigners,  sent  by 
foreign  policy  and  paid  by  foreign  tunds,  to  agitate  and  distract 
our  people  on  a point  vitally  afifectiiig  our  national  existence. 

Resolved,  That  we  deplore  the  existence  of  slavery  in  any 
pan  of  our  common  country;  our  feelings,  habits,  principles  and 
laws,  equally  forbid  "it  among  ourselves;  yet  we  deem  it  our 
hounden  duty,  on  principles  of  moral  right,  national  law,  and 
sacred  compact,  to  leave  the  evil  with  its  remedies,  where  the 
constitution  leaves  it,  in  the  hands  of  the  several  stales. 

[The  preceding  is  the  “true  voice”  of  Lowell. 


monstrances  to  those  madmen  to  desist,  and  warm  professions 
towards  the  south  avail  not  a whit.  Up  to  this  mark  the  north 
must  come,  if  it  would  restore  tranquillity,  and  preserve  the 
union. 

The  failure  of  ihe  Albany  meeting  to  enforce  the  expediency 
of  legislative  enactments,  is  ominous.  There  is  reason  to  be- 
lieve that  strong  appeals  were  made  to  the  leaders  from  various 
points,  per /ia/)s/?om  Richmond  itself,  to  go  as  far  as  possible, 
and  to  adopt  a resolution,  according  to  the  south,  its  demand 
for  legislative  enactment.  Political  importance  was  attached 
to  it  from  the  circumstance,  that  llie  immediate  friends  of 
Mr.  Van  Bureti  and  his  party  leaders,  were  to  president  the 
meeting,  and  thus  that  an  intelligent  sign  might  be  given  the 
south,  that  Ac  sustained  her  claim.  We  infer  nothing  against 
Mr.  Van  Buren  himself  from  the  failure;  but  we  do  infer  this, 
either  that  his  Albany  partisans  reject  the  claim,  or  fear  to  en- 
counter public  opinion  by  adopting  it.  Either  way  it  may  be 
regarded  as  decisive  of  the  late  of  the  demand  itself,  and  as 
conclusive  that  nothing  will  be  done  by  the  stale  of  New  York 
to  suppress  the  fanatics  by  law.  New  York  is  the  hot  bed  of 
the  sect,  and  nothing  beitig  dpne  there,  what  may  be  done  else- 
where, would  avail  nothing. 

Let  the  south,  however,  persist  in  urging  the  demand,  as  the 
only  mode  of  attaining  future  security,  and  in  the  hope  that 
perseverance  and  unanimity  will  finally  prevail  upon  their 
northern  brethren  to  do  what  is  both  right  and  Just. 


The  Mhany  anti-abolition  meeting. 

From  the  two  leading  papers  of  Uichinond,  we  extract  notices 
of  the  resolutions  passed  at  Albany. 

From  the  Richmond  Enquirer.  Amid  these  proceedings,  we 
hail  with  delight  the  meeting  and  resolutions  of  Albany.  They 
are  up  to  the  hub.  They  ate  in  perfect  unison  with  the  rights 
and  sentiments  of  the  south.  Tliey  are  divested  of  all  the  meta- 
physics and  abstractions  of  the  resolutions  of  New  York.  They 
are  free  from  all  qualifications  and  equivocation — no  idle  de- 
nunciaitons  of  the  evils  of  slavery— no  pompous  assertions  of 
the  right  of  discussion.'  But  they  announce  in  the  moot  un- 
qualified terms,  that  it  is  a southern  question,  which  belongs 
under  the  federal  compact  exclusively  to  the  south.  They  de- 
nounce all  discussions  upon  it  in  the  other  slates,  which,  from 
their  very  nature,  are  calculated  to  “inflame  the  public  mind,” 
and  pul  in  jeopardy  the  lives  and  properly  of  their  fellow  citi- 
zens, as  at  war  with  every  rule  of  moral  duly,  and  every  sugges- 
tion of  humanity;  and  they  reprobate  the  incendiaries  who  will 
persist  in  carrying  them  on,  “as  disloyal  to  the  union.”  They 
leave  us  in  full  possession  of  the  right  of  doing  with  it,  as  suits 
our  own  pleasure  and  principles.  They  declare  that,  “it  is  sub- 
ject only  to  the  respective  anangements  of  the  several  slates 
within  which  it  exists;  and  that  any  attempt,  by  the  government 
or  people  of  any  other  slate,  or  by  the  general  government,  to  in- 
terfere with  or  disturb  it,  would  violate  the  spirit  of  that  com- 
promise which  lies  at  the  basis  of  the  federal  compact.”  They 
pronounce  these  vile  incendiaries  to  be  “disturbers  of  the  pub- 
lic peace” — and  declare  they  will  “by  all  constitutional  and 
lawful  means,  exert  (their)  influence  to  arrest  the  progress  of 
measures  tending  to  loosen  the  bunds  of  union,  and  to  create 
between  (them)  and  (their)  southern  brethren  feelings  of  alie- 
nation and  distrust,  from  which  the  most  fatal  consequences 
are  to  be  apprehended.”  They  aver  in  the  most  solemn  man- 
ner, that  “the  few  among  (them)  who  are  interfering  with  the 
question  of  slavery,  are  not  acting  in  accoidance  with  the  sen- 
timents of  the  north  on  this  subject;  and  we  do  not  hesitate  to 
assure  them  that  the  great  body  of  the  northern  people  enter- 
tain opinions  similar  to  those  expressed  in  these  resolutions.” 
Finally,  they  resolve  in  the  presence  of  all  mankind,  “That  we 
make  these  declarations  to  our  southern  brethren  in  the  same 
spirit  of  amity,  which  bound  together  their  fathers  and  ours, 
during  a long  and  eventful  struggle  for  independence,  and  that 
we  do,  in  full  remembrance  of  that  common  association,  plight 
to  them  our  faith  to  maintain,  in  practice,  so  far  as  lies  in  our 
p ower,  what  we  have  thus  solemly  declared.'^ 

VVe  hail  this  plighted  faith  to  arrest  by  “all  constitutional  and 
legal  means,”  the  movements  of  the  incendiaries,  and  “to  main- 
tain in  practice,  so  far  as  lies  in  their  power,  what  they  have 
thus  solemnly  declared.” 

We  hail  these  pledges  with  pleasure — and  should  it  become 
necessary,  we  shall  call  upon  them  in  the  name  of  our  sacred 
consiituiioii,  and  their  own  plighted  honor,  to  redeem  them  in 
good  faith,  and  to  act,  and  to  put  down  the  disturbers  of  our 
pi  ace. 

From  the  Richmond  Whig.  The  Albany  resolutions  are  far 
more  acceptable  than  those  of  New  York.  They  are  unexcep- 
tionable in  their  general  expressions  towards  the  south,  and  in 
their  views  of  the  spirit  and  consequences  of  abolition.  They 
omit  the  intrusive  repudiation  of  slavery,  impertinent  at  all 
times  in  those  who  have  no  concern  with  it,  particularly  of- 
fensive on  an  occasion  when  they  who  express  it,  have  as- 
sembled professedly  to  counteract  those  who  propose  its  im- 
mediate abolition;  and  they  also  omit  any  specific  recognition 
of  the  right  of  agitation.  Nothing  is  wanting  indeed,  but  that 
which,  6eing  wanting,  n\\  the  rest  we  fear  is  little  more  than 
“a  sounding  brass  and  tinkling  cymbal:”  We  mean  the  re- 
cognition of  the  power  of  the  legislature  to  suppress  the  fana- 
tics, and  the  recommendation  to  do  so.  This  is  the  substance 
asked  of  the  north  by  their  brethren  of  Ihe  south,  and  the  re- 
cent manifesto  of  Tappan  & Co.  makes  it  plain,  that  without 
it,  nothing  effective  can  be  done:  that  without  it,  urgent  re- 


^rthur  Tappan.  An  exchange  paper,  in  speaking  of  this 
gentleman’s  departure,  thus  eloquently  alludes  to  the  course 
he  has  thonglil  proper  to  pursue  in  his  efforts  at  immediate  abo- 
lition. No  individual  concerned  in  sending  abroad  incendiary 
tracts,  unless  he  is  supremely  stupid  indeed,  could  have  been 
ignorant  of  the  mischievous  effects  they  would  produce;  and 
with  this  knowledge  where  is  the  claim  of  these  gentlemen  to 
the  character  of  philanthropists.  The  colored  population  in 
New  York  are  said  to  be  more  influenced  against  Tappan  than 
the  whites,  they  consider  him  their  worst  enemy— could  these 
deluded  men  see  at  a glance  the  evils  they  have  heaped  on 
their  victims,  if  they  had  any  tender  sensibility,  they  would 
start  back  with  horror  from  the  spectacle.  [Phil.  Star. 

“He  must  now  experience  some  of  these  awful  sensations,' 
and  terrific  images,  that  he  has  been  the  cause  of  exciting  in 
thousands  of  innocent  breasts  in  the  southern  states.  If  he 
starts  from  his  guilty  slumbers  with  the  visioned  hand  of  the 
murderer  pointing  the  bloody  dagger  at  his  breast,  let  him, 
while  every  limb  quakes,  and  while  the  cold  terror  sweat 
stands  in  bubbles  on  his  brow,  reflect,  that  it  was  him  who 
drove  sweet  sleep  and  happiness  from  the  tearful  eye  of  many 
a southern  matron  and  maid!  That  it  was  him  who  made  the 
name  of  Tappan  synonimous  with  incendiary — midnight  mur- 
derer— assassin!  Let  him  ‘sleep  no  more^ — he  ‘has  murdered 
sleep.’  ” 

From  the  Philadelphia  Inquirer.  “The  south  has  called  upon 
the  north  for  action  in  relation  to  Garrison  and  his  co-workers: 
Philadelphia,  at  least,  has  responded  to  this  call  in  a spirit  of 
the  utmost  liberality.  The  resolutions  adopted  at  the  town 
meeting  of  Monday  last,  not  only  denounce  the  recent  move- 
ments of  the  aboliiionists,  as  ‘deserving  the  emphatic  reprehen- 
sion and  zealous  opposition  of  every  friend  of  peace  and  of  the 
country,’ but  they  expressly  disclaim  any ‘right  to  interfere  di- 
rectly or  indirectly  with  the  subject  of  slavery  in  the  southern 
slates,’  and  aver  that  any  action  upon  it  by  the  people  of  the 
north,  would  be  not  only  a violation  of  the  constitution,  but  a 
presumptuous  infraction  of  the  riuhts  of  the  south — and  further, 
one  of  them  recommends  to  the  legislature  of  this  commonwealth, 
to  enact,  at  the  next  session,  certain  provisions  to  protect  our 
fellow  citizens  of  the  south,  from  any  incendiary  movements 
ivithin  our  borders,  should  any  such  hereafter  be  made.  Are  not 
these  declarations  to  the  point?  Do  they  not  cover  the  whole 
cround?  Do  they  not  go  even  farther  than  many  of  the  reso- 
lutions passed  at  public  meetings  in  the  south?  Are  they  not  a 
full,  unequivocal  and  explicit  response  to  the  proceedings  of 
Richmond,  Charleston  and  other  .ooiithern  cities?  WhatrigAt 
has  the  Telegraph  to  ask  for  more?  Is  there  reason — is  there 
prudence — is  there  policy  in  demanding  more?  Is  it  generous, 
wise  or  just,  immediately  after  such  a meeting,  and  at  which 
such  declaraiions  were  adopted,  to  give  vent  to  dissatisfaction, 
and  to  exclaim  ‘w'e  are  not  yet  satisfied!’  It  is  not  oiir  purpose 
to  echo  this  spirit  of  dissatisfaction,  or  to  widen  the  breach 
which,  we  fear,  some  of  oursoiithren  brethren  are  disposed  to 
create  between  the  north  and  the  south.  We  are  disposed  to 
stand  by,  and  sustain  the  south  in  its  present  difficulties — to  do 
all  that  we  can  and  ought  in  the  existing  dilemma — hut  as  we  re- 
marked a day  or  two  since,  ‘let  the  people  of  the  south  show 
that  they  place  the  utmost  confidence  in  our  friendship  and 
symp  ithy,  believe  we  will  act  as  becomes  ns,  and  not  excite 
unkind  feelings,  by  doubts  and  suspicions  as  to  our  fidelity  and 
disinterestedness.’  ” 

From  the  Charleston  Courier.  “Jurisdiction  of  our  state 
courts  over  the  violators  of  our  slave  laws.”  The  pamphlet,  to 
which  we  referred  on  Wednesday,  as  being  in  the  press,  made 
its  appearance  yesterday,  with  the  foregoing  title.  It  is  ad- 
dressed to  the  acting  attorney  general  of  the  state,  (the  actnal 
incumbent  of  that  office  being,  we  believe,  in  Europe),  and  calls 
upon  him  to  prefer  an  indictment,  before  the  grand  jury  of  this 
district,  at  the  en.suing  session  of  the  court  of  sessions  in  this 
city,  against  Tappan,  Garrison,  and  their  wicked  confederates, 
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as  preliminary  to  the  demand  of  them,  by  the  executive  of  this 
state,  of  the  executives  of  the  northern  states  in  which  they  re- 
side, for  trial  under  our  laws.  The  author  has  undcriaken  the 
establishment  of  the  positions, 

“1st.  That  Tappaii,  Garrison  and  others,  by  inciting  our  slaves 
to  insurrection,  have  violated  our  laws,  and  made  themselves 
amenable  to  our  jurisdiction. 

“2d.  That  it  is  the  duty  of  our  attorney  general  to  have  these 
offenders  indicted;  and  to  cause  a copy  of  the  indictment  to  be 
forwarded  to  our  executive,  requesting  him  to  transmit  the  same 
to  the  executive  of  the  respective  states  wherein  these  offend- 
ers reside,  demanding  their  persons  for  trial  in  this  state. 

“3d.  That  it  is  the  duty  of  the  civil  magistrates,  or  other  of- 
ficers of  those  states,  upon  proper  affidavits  or  indictments  being 
submitted  to  them,  to  have  these  offenders  arrested,  and  hold 
them  committed  until  our  executive  shall  so  demand  them.’” 

The  first  proposition  is  easily  demonstrated,  by  the  citation 
of  our  acts  of  assembly  of  1820  and  1822,  the  former  making  it  a 
high  misdemeanor,  punishable  with  fine  not  exceeding  $1,000, 
and  imprisonment  not  exceeding  one  year,  “directly  or  tmlirect- 
ly  to  circulate,  or  bring  within  this  state,  any  written  or  printed 
paper,  with  intent  to  disturb  the  peace  or  security  of  the  same, 
in  relation  to  the  slaves  of  the  people  of  this  slate;”  the  latter 
making  it  a felony,  without  benefit  of  clergy,  “to  coxinsel,  aid, 
or  hire  any  slave  or  free  negroes  or  persons  of  color,  to  raise  re- 
bellion or  insurrection,  without  this  state,  whether  such  rebel- 
lion or  insurrection  do  actually  take  place  or  notf’  and  by  the 
application  to,  or  conjunction  with  these  laws  of  the  well  set- 
tled principles  of  the  law  oflibel,  (which,  indeed,  atcommon  law 
would  have  covered  this  ease  without  any  new  legislation  by 
our  state),  that  the  offence  is  consummated,  and  consequently 
the  jurisdiction  complete,  in  the  place  where  the  publication  or 
circulation  takes  place. 

The  2d  and  3d  positions  are  supported  by  an  ingenious  expo- 
sition of  the  article  of  the  United  Slates  constitution,  which 
provides  that  “every  state  shall  give  full  faith  and  credit  to  the 
PUBLIC  ACTS,  &c.  of  the  other  states,”  and  also  of  the  still  more 
important  article  of  the  same  instrument,  which  provides,  that 
“a  person  charged  with  treason,  felony,  or  other  crime,  who 
shall  flee  from  justice,  and  be  found  in  another  state,  shall,  on 
demand  of  the  executive  authority  of  the  state  from  which  he 
Bed,  be  delivered  up,  to  be  removed  to  the  state  having  jurisdic- 
tion of  the  crime.”  The  application  of  the  first  of  these  articles 
lo  the  case,  strikes  us  as  both  novel  and  equivocal,  and  we  are 
of  opinion  that  this  part  of  the  constitution  extends  only  to  the 
mutual  reception  as  evidence  of  the  public  acts  and  judicial  pro- 
ceedings of  the  several  states,  in  and  by  one  another.  So  also 
we  remain  unconvinced  by  the  very  ingenious  argument,  which 
would  make  an  offender  against  our  laws,  stationary  both  at  the 
time  of  and  since  the  commission  of  his  offence,  at  New  York 
for  instance,  a fugitive  from  justice,  in  this  state.  We  have  no 
doubt  that  the  spirit  of  this  clause  of  the  constitution  fully  reaches 
the  case,  but  that  the  letter  is  defective,  we  hold  to  be  palpable; 
and  we  therefore  still  prefer  resorting  to  the  general  law  and 
comity  of  nations,  still  applicable  a.mong  the  states  of  this  union, 
within  the  sphere,  and  in  respect  of  their  reserved  rights,  to 
supply  the  casus  omissus,  in  the  letter  of  our  constitutional  ox 
conventional  law — which  does  not  repeal  or  abrogate,  but  which, 
being  in  the  nature  of  a treaty,  binding  on  the  good  faith  of  our 
United  Slates,  only  comes  in  aid  and  confirmation  of  interna- 
tional law  on  the  same  subject.  The  reasoning  of  the  pam- 
phlet, however,  will  be  found  of  great  use,  and  well  worthy  of 
attention,  by  reason  of  its  analogical,  if  not  positive  and  direct 
application  lo  the  ease  it  discusses.  In  the  propriety  of  the  call 
on  the  acting  attorney  general,  whether  under  the  constitution 
or  the  law  of  nations,  we  fully  concur,  and  we  hope  that  the 
experiment  will  be  made. 

From  the  editor  of  the  “ Sunday  Morning  News”— a.  New  York 
paper.  Copied  from  a southern  journal. 

“New  York,  September  10. 

“You  say  you  do  not  consider  slavery  a monstrous  evil — I do! 
but  the  monstrous  evil  is  to  the  owners;  they  are  the  real  suf- 
ferers. The  slave  himself  never  was,  and  never  can  be  so  hap- 
py, as  when  he  has  a master,  whose  interest  and  inclination  it 
is  to  feed  and  clothe,  and  in  sickness  lo  nurse  him.  No  free 
African,  on  his  own  native  soil,  or  among  another  people,  can 
be,  in  my  opinion,  so  happy,  as  the  careless,  indolent  and  in- 
dulged slave  of  our  southern  states,  (n  attempting  to  clmnge 
their  condition,  our  fanatics  are  de.siroying  the  peace  of  the  ob- 
jects of  their  pretended  sympathy.  If  those  fanatics  should 
succeed,  the  happiness  of  the  negro  will  be  gone  forever. 

“But  I care  nothing  about  any  reason  or  sophist/y  on  the  sub- 
ject. We  have  no  right  to  interfere  pro  or  con  in  the  matter,  it 
is  a business  belonging  entirely  lo  the  southerner  himself;  and 
by  all  the  obligations  of  our  constitution,  we  are  bound  to  re- 
frain from  all  intermeddling  in  the  premises. 

“The  infamous  Leicis  Tappan  has  written,  it  seems,  a letter 
of  insult  and  bravado  to  your  committee  of  vigilance  for  Prince 
William’s  parish.  The  indignation  of  the  people  of  New  York 
is  much  excited  by  this  daring  and  insulting  act.  Mr.  Tappan 
may  have  forgotten  the  lesson  he  received  when  his  house  was 
dismantled,  but  the  spirit  which  produced  that  work  still  exists, 
and  he  may  yet  again  have  to  rue  it. 

“You  must  be  aware,  that  to  produce- the  proper  effect  upon 
some  minds,  the  conductors  of  our  prints  are  under  the  neces- 
sity of  uttering  their  sentiments  in  milder  terms  than  their  feel- 
ings would  dictate.  We  would  not  injure  such  a cause  by  pre- 


cipitancy of  expression,  or  by  appearing  to  stir  np  riot  to  pro- 
duce an  end  which  the  quiet  operation  of  the  law  may  effect. 
But  you  will  find,  when  we  are  satisfied  that  the  incendiaries 
are  only  to  be  put  down  by  the  hand  of  violence,  that  we  have 
not  forgotten  the  spirit  of  our  fathers,  which  led  them  to  destroy 
the  Gaspee,  and  throw  the  lea  of  Englishmen  into  the  ocean, 
even  though  the  act  was  not  sanctioned  by  the  law  of  the  land. 

“But  I am  encroaching  much  upon  your  lime,  when  I tax  you 
to  read  a long  letter.  Be  assured,  that  on  this  vexed  question, 
my  feelings  are  entirely  southern,  tempered  possibly  a little  by 
our  colder  climate — but  disposed,  when  the  necessity  occurs, 
and  it  is  inevitable,  to  war  against  the  hypocritical  sappers  of 
our  holiest  institutions.  Ho  the  knife,  the  knife  to  the  hilt.’ 

“Most  respectfully,  I am,  sir,  your  obedient  seivant, 

“SAMUEL  JENKS  SMITH. 

“Office  Sunday  Morning  News.” 

From  the  New  York  American.  A common  subject  of  remark, 
in  many  of  the  southern  prints,  is  the  necessity  of  adopting  mea- 
sures to  expel  the  free  blacks  from  all  the  slaveholding  states; 
and  we  have  no  doubt  that,  in  six  months  there  will  hardly 
be  found  in  all  the  southern  region  of  our  country  such  a being 
as  a free  man  of  color.  What  is  to  become  of  them?  They  will 
migrate  to  the  north;  and  how  are  they  to  be  supported?  Some 
of  them  may  find,  by  industry  afid  sobriety,  a decent  livelihood; 
but  by  far  the  greater  portion  will  be  vagabonds  and  paupers. 
Those,  whose  benevolence  finds  gratification  in  the  payment  of 
taxes  for  the  support  of  foreign  poor,  will  doubtless  have  ample 
opportunity  to  exercise  their  favorite  propensity. 

As  to  the  slaves,  who  remain  in  states  whence  the  free  co- 
lored population  will  be  expelled,  they  will  find  that  the  lender 
mercies  of  the  abolitionists  will  be  to  them  the  direst  cruelly. 
We  shall  be  much  deceived,  if  their  burdens  be  not  heavier, 
their  chains  faster  riveted,  and  almost  every  indulgence,  which 
the  spirit  of  enlightened  patriotism  had  granted,  forever  here- 
after withheld. 

From  the  Cincinnati  Gazette.  Some  forty  miles  from  Cin- 
cinnati, to  the  east,  there  are  two  settlements  of  free  negroes — 
probably  a thousand  men,  women  and  children,  of  the  true 
ebony  color  with  a little  mixture  of  the  mahogany  or  lighter 
shades.  The  negroes  own  the  property  occupied  by  them;  but 
without  power  lo  sell.  Each  family  has  a small  farm.  They 
are  emancipated  slaves,  and  these  lands  were  purchased  ex- 
pressly for  them,  and  parcelled  out  among  them  about  fifteen 
years  ago. 

Their  lands  are  not  of  the  best  quality  of  Ohio  lands;  but  by 
good  management,  could  be  made  very  good — they  are  particu- 
larly well  adapted  to  grass,  either  meadow  or  pasture. 

Having  formerly  been  slaves  compelled  to  work,  one  would 
suppose  they  ought  to  have  industrious  habits.  They  have  had 
every  inducement  to  industry  held  out  lo  them.  The  experi- 
ment was  to  lest  the  merits  of  the  negro  race  under  the  most 
favorable  circumstances  for  success. 

Has  this  experiment  succeeded?  It  has  not.  In  all  Ohio 
can  any  white  settlement  be  found  equally  wretched,  and 
equally  unproductive? 

Farms,  given  to  them  fifteen  years  ago,  instead  of  being  well 
improved,  and  preserved  for  farming,  have  been  sadly  managed 
— small  awkwardly  clearings,  and  those  not  in  grass  but  ex- 
hausted and  worn  out  in  corn  crops,  the  limber  greatly  destroy-- 
ed — wretched  log  houses,  with  mud  floors,  with  chimnies  of 
mud  and  wood,  and  little  timber  for  framing. 

They  are  so  extremely  lazy  and  stupid,  that  the  people  of 
Georgetown  (near  their  “camps”),  and  the  neighboring  farmers 
will  not  employ  them,  as  work  hands,  to  any  extent.  'I’hey  do 
not  raise  produce  enough  on  their  lands  to  keep  their  families, 
much  less  do  they  have  a surplus  for  sale  abroad.  They  pass 
most  of  their  time  in  little  smoking  cabins,  too  listless  even  to 

fiddle  and  dance.  One  may  pass  through  the  “negro  camps, 

as  they  are  called,  passing  a dozen  straggling  cabins,  with 
smoke  issuing  out  of  the  ends,  in  the  middle  of  little  clearings, 
without  seeing  a soul  either  at  work  or  at  play.  The  fear  of 
starvation  makes  them  work  the  least  possible  quantity,  while 
they  are  a great  deal  too  lazy  to  play.  Why  do  not  some  zeal- 
ous abolitionists  go  there  and  see  the  experiment  in  all  its 
beauty?  The  slave  changed  into  a free  but  wretched  savage. 
Why  not  make  something  of  these  thonsaml  negroes?  There 
are  not  more  than  two  or  three  families  out  of  the  whole  that 
are  improved  by  the  change  from  slavery  to  freedom. 

The  two  negro  settlements  are  a dead  weight  upon  Browri 
county,  as  lo  any  productive  benefits  from  the  negro  labor,  and 
that  space  of  the  county  might  as  well  to  this  day  have  remain- 
ed in  possession  of  the  Indians. 

If  southern  wealth  can  be  applied  to  btiy  and  colonize  among 
us  such  a worthless  population,  what  fanner  in  Ohio  is  safe? 
Has  he  any  guaranty  that  a black  colony  will  not  be  established 
in  his  neighborhood? 

Let  any  one  who  can  wish  to  learn  the  operations  of  emanci- 
pated negroes,  visit  the  Brown  county  camps;  as  they  sink  into 
laziness  and  poverty  and  filth,  they  increase  in  their  numbers 
— their  only  produce  is  children.  They  want  nothing  but  cow- 
ries to  tnake  them  equal  to  the  negroes  of  the  Niger. 

The  Lynchburg  (Fa.)  Democrat  of  September  14,  contains 
the  following  letter: 

“Kanawha  Salines  Sept.  6,  1835. 

“Our  village  was  thrown  into  a considerable  commotion  on 
Friday  morning  last  in  consequence  of  the  arrival  of  judge 
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Lynch  among  us.  His  business  was  soon  ascertained,  and  by 
bis  authority  4 white  men  from  Ohio,  bearing  the  names  of  Joe 

Gill,  Drake,  Drake  and  -- — - Ross,  were  soon 

arrested  and  tried  before  12  intelligent  persons  of  our  county, 
for  endeavoring  to  persuade  several  slaves  to  leave  their 
ters,  for  some  free  slate;  with  an  assurance  on  their  part  that 
they  would  render  them  all  the  necessary  aid  for  the  acr^m- 
plishment  for  such  an  attempt.  These  congenial  spirits  of  Gar- 
rison, Tappan  & Co.  were  arrested  in  the  neighborhood  of  our 
village,  tried,  condemned,  and  received  the  sentence  PfO" 
nounced  on  them  by  the  jury.  That  is  to  say,  Joe  Gill  and  the 
elder  Drake,  to  receive  nine  and  thirty  lashes  each,  and  leave 
the  county  in  24  hours;  the  younger  Drake,  with  Ross,  to  be 
discharged  for  want  of  evidence,  but  with  a promise  from  them 
that  they  would  also  quit  the  county  in  24  hours.  The  evi- 
dence against  these  men  (I  heard  it)  was  of  such  a character  as 
left  no  doubt  of  their  guilt,  which  produced  an  unanimous  ver- 
dict on  the  part  of  the  jury,  that  two  should  be  Lynched  and 
the  other  two  excused,  provided  they  would  leave  this  part  of 
the  country. 

“Among  the  party  concerned  in  this  transaction,  were  gentle- 
men of  the  first  respectability  who  are  not  only  willing  but 
anxious  to  be  governed  by  the  law,  when  it  is  adequate  to  the 
protection  of  their  fire  sides  and  property;  but  when  they  wit- 
ness sucli  higli-handed  and  dangerous  acts — acts  which  our 
laws  have  not  even  provided  for,  they  are  forced  to  appeal  to 
the  only  tribunal  left,  viz:  judge  Lynch,  wBo  is  ever  ready  to 
deal  out  to  such  villians  a summary  and  exemplary  punish- 
ment. Here  we  have  strikingly  illustrated  the  beneficial 

effects  of  the  publications  issued  at  the  north  by  those 

philanthropists.  Garrison,  Tappan  & Co.  we  see  men,  who 
read  these  papers,  influenced  to  interfere  with  our  rights  of 
property,  believing  that  they  are  acting  morally  and  legally 
right.  These  opinions  are  advanced  and  taught  by  Tappan  & 
Co.  and  they  too  should  be  held  responsible;  we  beg  of  them 
again  to  let  us  alone,  we  ask  of  them  to  permit  us  to  govern 
and  regulate  that  species  of  our  property  which  the  constitu- 
tion declares  we  alone  have  the  right  to  govern,  and  not  to  in- 
terfere in  a matter  which  they  know  nothing  of,  and  are  there- 
fore totally  unfit  to  give  advice  about.  Several  more  persons 
are  suspected  of  being  guilty  of  the  offence  proved  on  the  above 
named  individuals,  and  in  a day  or  two,  the  full  extent  of  the 
judge’s  law  will  be  dealt  out  to  them,  if  they  are  found  guilty. 
The  parties  that  were  Lynched  have  left  the  county,  and  pro- 
vided they  shall  ever  be  seen  their  again,  they  will  have  to  sub- 
mit to  a similar  chastisement.” 

The  Richmond  Whig  is  in  favor  of  a suspension  of  com- 
mercial intercourse  with  the  northern  states.  The  following 
article  on  that  subject,  from  the  Whig  of  the  lOlh  instant,  in- 
dicates the  grounds  assumed  by  those  who  advocate  the  mea- 
sure: 

“The  suggestion  of  acting  upon  fanaticism  by  withholding 
Ihe'profits  of  southern  commerce,  from  those  engaged  either 
actively,  or  by  countenance  in  propagating  its  designs  is  obtain- 
ing extensive  popularity.  A general  persuasion  prevails  of  its 
efficacy.  It  is  an  argument  which  will  carry  more  weight  than 
appeals  to  justice,  hamanity  and  fraternal  affection.  It  is 
never  lost  to  mankind.  Through  the  purse  is  the  surest  road 
to  the  understandings  of  men,  especially  so  we  have  been 
taught  to  believe,  to  the  understandings  of  those  with  whom 
the  south  is  now  contending.  Southern  commerce  is  essential 
to  the  north.  Without  it  their  cities  had  been  fishing  villages 
and  whaling  stations;  without  it,  they  would  soon  feel  the 
touch  of  decay.  Enriched  by  southern  labor,  a portion  of  the 
northern  people  are  converting  their  wealth  into  the  means  of 
annoying  and  desolating  their  benefactors.  Can  the  south  be 
blamed  for  cutting  off  the  resources  employed  to  disturb  its 
tranquillity  and  overthrow  its  institutions.^  Where  is  the  il- 
liberality.^  Where  is  the  injustice.?  That  all  should  suffer 
where  a part  only  are  guilty,  is  to  be  deplored  but  not  avoided. 
When  the  innocent  feel  the  consequences,  they  will  be  stimu- 
lated to  more  active  steps  for  the  suppression  of  the  wretches 
who  have  wrought  so  much  mischief,  and  engendered  so  much 
bad  feeling. 

“This'  means  has  its  chief,  hut  not  its  sole  recommendation 
in  its  obvious  efficacy.  Others  are  that  it  is  pacific;  and  infers 
“no  danger  of  a rupture  of  the  union,  and  perhaps  what  we 
should  have  enumerated  as  the  chief  and  first,  that  it  will  ren- 
der  us  less  dependent  on  the  north,  buihl  up  southern  cities,  in- 
vigorate southern  trade,  open  a direct  southern  intercourse 
with  the  markets  of  Europe,  and  secure  to  southern  citizens 
those  immense  profit*  on  southern  business  which  are  now 
principally  monopolized  in  New  York.  All  classes  of  men  are 
deeply,  directly  and  vitally  interested  in  this  result.  The  mer- 
chant in  the  enlargement  of  his  business  and  profits — the  me- 
chanic in  the  increased  demand  for  his  labor  and  skill — the 
farmer  and  planter  in  the  advanced  prices  of  his  products, 
which  could  not  fail  to  ensue  from  multiplied  purchasers  and 
increased  capital — the  community  at  large,  from  the  advantages 
which  would  accrue  to  each  separate  class  of  citizens.  That 
the  south  should  transact  her  own  buyin<r  and  selling,  without 
the  intervention  of  northern  agents,  who  run  away  with  the 
profit.s,  ii#  .1  proposition  so  undeniably  true,  and  an  end  so  pa-, 
triotic,  that  every  hand  and  every  heart  should  be  united  to 
effect  it.  The  south  would  then  find  some  equivalent  for  sus- 
taining the  almost  entire  burden  of  the  government  of  the 
union. 


“The  merchants  are  well  disposed  to  the  experiment}  but 
they  say  its  success  depends  upon  the  country,  not  the  citiesr 
Without  the  co-operation  of  the  country  citizens— without 
they  put  their  shoulders  to  the  wheel,  and  discourage  the  cus- 
tom of  buying  goods  in  the  north,  they  can  do  nothing.  They 
are  ready  to  promise,  and  fulfil  the  promise,  that  if  the  country 
will  buy  their  goods,  they  shall  have  them  as  cheap  and  as  good 
as  the  northern  markets  now  supply.  And  why  should  it  not 
be  so.?  Why  may  not  Richmond  import  as  cheaply  as  New 
York.?  Nay,  does  she  not  do  so  already?  but  is  not  the  preju- 
dice that  goods  are  obtained  more  cheaply  in  the  northern  mar- 
ket, prejudice  mereij/,  a constant  discouragement  to  her  enter- 
prise.? , , 

“If  the  country  would  put  a hook  in  the  nose  of  fanaticism— 
if  it  would  desire  Virginia  to  be  independent  and  prosperous-— 
if  it  would  increase  the  demand  and  the  price  for  its  staples— if 
it  would  overthrow  a commercial  dependence  as  politically  un- 
wise, as  it  is  commercially  disastrous,  let  it  look  carefully  at 
these  things,  and  prepare  to  back  with  all  its  force,  the  great 
effort  about  being  made,  to  render  the  south  sufficient  unto  her- 
self. Let  none  be  alarmed  by  the  silly  and  traitorous  clamor 
pot  up  about  tlie  union.  The  fanatics  alone  meditate  measures 
which  must  subvert  it.  They  are  the  worst  enemies  of  the 
south  who  would  repress  its  energies,  and  prostitute  it  to 
northern  designs,  under  the  mask  of  affection  to  the  union. 
The  articles  of  union,  we  presume,  do  not  inhibit  the  south 
from  caring  for  its  own  safety  or  promoting  its  own  prosperity.” 

The  United  States  Telegraph  says— “A  convention  of  south- 
ern merchants  would  bring  together  those  whose  influence 
could  accomplish  a system  of  internal  improvements,  which, 
if  completed,  would  give  birth  to  manufactures,  and  new 
life  to  the  commerce  of  the  south.  They  could  digest  and  re- 
commend a system.  They  could  by  their  united  influence  en- 
list all  the  southern  states  in  that  system.  They  could  give  us 
continuous  rail  roads  from  Richmond  to  New  Orleans,  by  way 
of  Knoxville  and  Florence,  as  well  as  by  Raleigh,  Columbia, 
Milledgeville,  Montgomery  and  Mobile.  They  could  continue 
the  Baltimore  rail  road  to  W’lieeling,  Pittsburgh,  and  the  mouth 
of  the  Kanawha.  They  could  connect  the  road  with  other  roads 
leading  ta  Fredericksburg  and  to  Richmond,  so  as  to  give  the 
great  west,  the  Ohio,  as  well  as  East  Tennessee,  and  middle 
Virginia,  the  choice  of  two  markets — by  Richmond  to  Norfolk, 
or  Baltimore.  They  could  unite  Memphis  with  Charleston,  and 
Nashville  with  New  Orleans  and  Mobile.  They  could  continue 
these  lines  through  Kentucky,  so  as  to  cement  this  uinon  by  the 
indissoluble  bonds  of  interests,  by  diminishing  the  space  which 
separates  the  parts  from  each  other.  The  necessary  conse- 
quence of  these  improvements  will  be  to  perpetuate  the  union. 
The  surest  means  of  protecting  our  slave  properly  is  to  render 
the  proceeds  of  slave  labor  valuable.” 

A letter  published  in  the  Augusta  Chronicle,  under  date  of  Met!/ 
York,  12</t  September,  says — “Dear  sir;  My  last  was  from  Bos- 
ton, and  relative  to  the  great  meeting  there.  The  feeling  ma- 
nifested at  it  completely  deceived  me,  as  I have  no  doubt  it  did 
all  the  southern  men  present— and  there  was  a great  number, 
particularly  from  Charleston.  I will  add,  too,  that  I strongly 
suspect  it  was  intended  so  to  deceive  us  and  the  whole  south! 

“These  northern  and  eastern  gentlemen  are  very  shrewd  and 
artful.  Their  interest  is  their  grand  passion — whatever  endan- 
gers it,  alarms  them— and  they  provide  at  once  for  the  emergen- 
cy, according  to  its  importance.  All  acknowledge  that  this 
slavery  question  is  an  all-important  one,  upon  which  rests  the 
whole  fabric  of  the  government,  and  the  existence  of  the  union. 
I mentioned  to  you  how  extremely  sensitive  they  are  on  this 
latter  point,  and  every  thing  relating  to  it.  It  was  manifest  in 
every  thought  and  idea  of  the  meeting,  and  every  voice  that 
sustained  the  resolutions. 

“I  told  you,  in  a previous  letter,  too,  that  the  south  had  no- 
thing to  expect,  on  that  subject,  from  the  people  of  any  of  the 
npn-slaveholding  slates.  Need  I prove  that  assertion  to  any 
body.?  Is  it  not  abundantly  proved  by  all  the  resolutions  and 
reservations  at  Boston,  New  York  and  other  places,?  (I  have 
not  seen  those  of  Philadelphia.)  ‘ Words,  words,  words,’  are  all 
we  are  to  have,  and  they  will  not  at  all  restrain  Tappan  and  his 
associates.  We  are  told  the  abolitionists  are  few  in  num- 
bers. It  is  not  so.  They  constitute  a very  large  majority  of  all 
the  people.  Let  me  be  understood,  and  I shall  be  believed,  by 
all  who  are  not  deaf  and  blind.  There  are  different  kinds  of 
abolitionists — divided  into,  first,  aboHHotnsts  and  colonizationists 
— and  then,  into  immediate  and  ultimate  abolitionists.  The  for- 
mer may  be,  and  probably  are,  in  a minority,  separately  consi- 
dered; but  not  a contemptible  minority,  either.  Recollect,  they 
have  upwards  of200  societies,  and  are  very  active,  and  energe- 
tic, and  their  abstractions  are  thundered  forth  to  the  people  at 
the  rate  of  200,000  papers  per  month.  Such  are  not  harmless 
weapons.  They  are  all-sufficient  to  do  destruction  up- 
on THE  sooth,  if  not  immediately  counteracted.  A single  in- 
cendiary may  fire  a city,  but  many  thousands  may  not  be  able 
to  check  its  progress  when  fanned  by  the  winds,  and  fairly  un- 
der way.  But,  if  immediate  abolitionists  are  few,  the  other 
class  is  large.  Those  who  expect,  who  declare,  who  will  soon- 
er or  later  demand,  abolition,  if  permitted  to  do  so  by  the  south, 
are  numerous,  and  powerful,  and  influential.  They  all  express 
as  much  by  their  saving  clauses,  in  their  resolutions.  But  they 
manifest  it  most  by  a refusal  to  legislate  for  the  control  of  the 
immediates  within  a sanatary  respect  for  the  rights  of  the  south 
—though  in  words,  they  acknowledge  those  very  rights. 
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“They  admit  that  the  subject  belongs  exclusively  to  the  south 
— and,  at  Boston,  (but  not  at  New  York),  that  the  law  of  na- 
tions— those  that  are  not  connected  by  the  bonds  of  a common 
union — would  restrain  tlie  citizens  of  one  state,  from  similar 
conduct  toward  the  insiituiions  of  the  other;  yet  they  refused 
to  pass  laws  li*  keep  their  own  citizens  from  an  interlercnce 
with  the  insiilutions  ol  slates  for  whicli  they  profess  a brotherly 
feeling  and  affection.  Actions  speak  louder  than  words.  Let 
the  south  rely  upon  action  only.  fVords  have  deceived  them 
too  often  already. ” 

Molilion  presentation.  The  Oneida  county,  (New  York), 
grand  jurors  have  presented  anti-slavery  publications  as  incen- 
diary, and  call  upon  the  people  to  “destroy  all  such  publications 
where  and  whenever  they  can  be  found.” 

The  Charleston  Mercury,  near  the  end  of  two  long  articles  on 
slavery,  holds  this  language. 

“We  have  now  completed  our  chain  of  scriptural  proofs, 
perfect,  we  apprehend,  in  every  link,  and  without  a flaw  in 
Its  connexion.  Both  the  Old  and  New' Testament  concur  in 
permitting,  sanctioning  and  upholding  slavery — God  and  the 
patriarchs  in  the  one,  Christ  and  his  apostles  in  the  other,  lend 
to  its  relations  the  added  sanctions  of  religion — of  the  old  and 
the  new  covenants.  It  is  not  short  then  of  impious  to  denounce 
the  institution  of  slavery  as  irieligious  or  anti-Christian — vvhal 
neither  God  nor  Christ  has  any  where  condemned  in  the  Jewi.sh 
or  the  Christian  scriptures,  cannot  be  a crime  against  religion, 
nature  or  huniauiiy — what  God  and  patriarch,  Christ  and  apo.-^tle 
permitted  in  church  members,  cannot  be  denounced  as  morally 
wrong,  and  stigmatised  as  criminal,  by  any  mere  man,  without 
insulting  the  majesty  of  heaven,” 

The  New  Orleans  Bee  of  the  11th  states  that  a person  was 
apprehended  in  the  Upper  Faubourg  for  disseihinatiiig  the  aboli- 
tion tenets;  and  on  being  subjected  to  a preliminary  investiga- 
tion, was  coinniitted  for  legal  trial.  If  convicted,  the  punish- 
ment by  the  laws  of  Louisiana  is  death. 

From  the  same.  Words  will  never  convince  the  north  of  these 
truths — actions  must.  Let  the  south  then  be  true  to  herself 
and  diminish  the  dangers  of  such  an  intercourse,  by  diminish- 
ing as  far  as  practicable,  and  even  at  the  temporary  sacrifice  of 
her  own  iiitererts,  the  commercial  intercourse  with  the  north. 
Let  the  first  step,  already  taken,  by  the  establishment  of  a di- 
rect line  of  packets  from  Charleston  to  Liverpool  be  promptly 
followed  up.  Let  our  planters  and  cotton  buyers  in  the  in- 
terior compel  the  American  cotton  and  rice  trade  to  concentrate 
on  the  searboard  of  the  cotton  and  rice  growing  states.  There 
is  no  need  of  sending  their  produce  to  be  stored  in  New  York, 
to  insure  a speedy  realization  of  the  proceeds.  Why  not  store 
it  here?  Our  banks  are  able  and  willing  to  advance  to  every 
reasonable  extent.  Let  us  then  take  our  own  trade  with  Eu- 
rope into  our  own  hands— and  assert,  at  least,  our  commercial 
independence  of  the  north.  Let  the  whole  people  of  ihe  south, 
urge  and  encourage  their  merchants  to  effect  this  patriotic  and 
union  preserving  object.  Let  it  J>e  one  of  the  chief  subjects  of 
deliberation  in  the  convention  of  the  southern  states,  if  that 
convention  is  called,  as  we  trust  it  will  be  in  accordance  with 
the'Chaileston  resolutions,  in  the  end  the  step  must  result,  not 
only  in  the  greater  stability  of  southern  iiisiitiitions,  but  in 
southern  wealth  derived  from  retaining  at  home  all  those  be- 
nefits of  southern  industry,  on  which  northern  enterprise  now 
fattens.  It  may  starve  some  of  the  restless  spirits  of  fan-uicisiii 
out  of  their  present  purse-fed  insolence;  and,  at  any  rale,  will 
compel  the  trading  community  in  that  section,  to  attempt,  by 
striking  down  this  hell  born  monster  of  hypocricy  at  home, 
to  will  back  the  confidence  which  once  gave  them  a rich  portion 
of  the  products  of  southern  labor.  And  if  it  fail  of  tliis,  it  will 
at  least  tend  to  secure  the  permanency  of  the  friendly  con- 
nexion between  the  sister  or  sovereignties  of  the  union,  by 
putting  a stop  to  those  opportunities  of  intermeddling  with  our 
business,  and  intruding  into  our  privacy,  which  the  evil  dis- 
posed among  our  northern  brethren,  have  been  too  long  per- 
mitted to  enjoy,  and  have  made  themselves  out  northern  ene- 
mies, by  abusing. 

Commercial  non-intercourse.  One  step  towards  division  in 
general  leads  to  another,  until  final  separation  is  the  conse- 
quence. Why  should  our  friends  at  the  south  contemplate  a 
southern  convention  of  merchants?  Why  should  they  act  un- 
justly towards  their  northern  friends,  because  we  have  amongst 
us  some  men  who  are  harrassing  the  south  with  their  incendia- 
ry publications?  In  other  words,  why  punish  the  innocent  for 
the  guilty? 

Where  there  is  one  abolilioni«t  among  the  merchants  north 
of  the  Potomac,  there  are  one  hundred  against  the  fanatics.  A 
general  commercial  non-intercourse  would  irtvolve  friends  as 
well  as  foes.  Be.sides,  this  is  a political  not  a commercial  ques- 
tion— it  is  a question  of  state  riohts,  and  should  be  so  con.'^ider- 
ed.  Organize  the  southern  states  politically,  and  stand  by  your 
friends.  This  is  the  sheet  anchor  of  the  south. 

[ ,Y.  Y.  Herald. 

The  Richmond  Enquirer  asks  most  pathetically, — “Will  not 
the  north  vindicate  the  rights  of  the  south?”  To  which  we 
foply — “With  what  face  can  the  south  call  upon  the  north  for 
vindication,  while  they  continue  to  insult  and  abuse  us  in  every 
way  that  ingenuity  in  the  use  of  language  can  devise?” 

We  have  a word  for  the  Enquirer,  and  other  southern  prints. 
If  they  expect  aid  from  the  north  in  vindication  of  southern 
rights,'  they  must  lower  their  arrogant  and  dictatorial  tone,  and 


leave  our  legislators  to  enact  such  laws  as  the  constitotion 
allows,  and  prudence  and  patriotism  dictate.  Those  prints 
have  made  more  abolitioni'ts  within  three  months  than  all  the 
abolitionists  themselves  had  been  able  to  make  for  three  years. 

[Boston  Courier. 

Jit  a numerous  meeting  in  New  Kent  county,  in  Virginia,  (at 
the  last  September  court)  of  all  parties,  it  was  unanimously 
Resolved,  That  the  conduct  of  certain  white  men  of  the 
county,  who  are  in  the  habit  of  associating  with  black  women 
with  whom  they  reside,  and  by  whom  they  have/amilies  of  rrni- 
lattoes,  openly  recognised  as  their  children,  is  disgraceful  in  the 
highest  degree  to  such  individuals,  and  renders  them  infamous  in 
the  estimation  of  the  public — that  it  is  injurious  to  the  morals 
of  Ihe  people,  and  above  all  other  things  tends  to  de.itroy  all 
distinction  between  the  white  and  black  population,  degrades  us 
the  level  of  our  s/aves,  and  ultimately  involves  Ihe  country 
in  a servile  war,  with  all  its  attendant  horrors. 

Resolved,  'J'hai  such  conduct  can  no  longer  be  tolerated  in 
this  community,  and  as  our  virtuous  ancestors  have  never  pre- 
scribed a rule  of  action  for  us  under  such  circumstances,  the 
existence  of  which  they  never  contemidated,  and  delay  until 
the  passage  of  wholesome  law.s  on  this  subject  might  be  attend- 
ed with  imminent  danger,  therefore  the  safety  of  the  people  re- 
quires that  they  exercise  the  power  of  expelling  all  such  persons 
from  the  county. 

Resolved,  therefore.  That  all  wliite  persons  living  in  open  and 
notorious  habits  of  •sexual  intercourse  with  black  or  mulatto  per- 
sons, be  required  to  quit  this  county  forthwith,  and  the  commit- 
tee of  vigilance  be  requested  to  see  this  resolution  carried  into 
effect,  by  inflicting  corporeal  punishment  if  necessary  on  the.«e 
offenders  against  law,  decency,  morality  and  religion,  or  by  such 
other  means  as  the  committee  in  their  discretion  may  deem 
most  proper. 

On  motion  of  Thos.  H.  Terrell,  e.sq.  it  was  Resolved,  That 
the  editors  of  the  Bichmond  Enquirer  ^nd  Whig,  be  respect- 
fully requested  to  publish  these  proceedings  in  their  respective 
papers.  And  then  the  meeting  adjourned. 

EDWARD  G.  GRUMP,  chairman. 
John  S.  Lacy,  sercetary. 

From  the  Washington  ‘•Globe.’’  The  N.  Y.  Evening  Post 
has,  on  various  occasions,  shown  a disposiiion  to  fly  off  from 
the  demoeraiic  party,  by  running  into  extremes.  Upon  the 
tariff  it  knew  no  medium.  It  was  free  trade,  without  reference 
to  the  policy  of  other  nations.  In  reference  to  banks,  no  ac- 
count was  to  be  taken  of  the  actual  condition  of  things  in  the 
country,  but  a universal  and  immediate  annihilation  was  the 
tendency  of  all  the  Post’s  arguments.  The  spirit  of  agrarian- 
isiM  was  perceivable  in  all  the  political  views  of  the  editor,  and 
it  seemed  as  if  he  was  inclined  to  legislate  altogether  upon  ab- 
stractions, and  allow  Ihe  business  of  the  world  and  the  stale  of 
society  to  have  nothing  to  do  with  it.  This  Euiopian  temper 
in  the  Post,  was  perpetually  running  the  editor’s  head  against  a 
post — some  established  land-mark  set  up  by  the  experience  and 
good  sense  of  the  people,  to  designate  the  different  interests 
among  us, and  the  principles  by  which  they  were  to  be  protect- 
ed. In  its  warfare  upon  the  settled  principles  of  democracy, 
the  Post  has,  ever  and  anon,  found  itself  at  loggerheads  with 
the  organs  which  have  long  been  accustomed  to  reflect  the  pub- 
lic sentiment.  The  Richmond  Enquirer,  the  Albany  Argus  and 
other  standard  republican  prints,  have  been  successively  the 
object  of  its  attack.  Finally,  the  Post,  as  if  eager  to  break  with 
the  party  to  which  it  has  assumed  to  be  devoted,  has  assailed 
the  secretary  of  the  treasury,  the  secretary  of  the  navy  and  the 
postmaster  general.  All  this  might  possibly  be  set  down  to  in- 
dividual caprice — a sort  of  innocent  ostentation,  by  way  of  dis- 
playing the  independence  of  the  editor.  But  he  has  at  last  (and 
we  are  glad  of  it)  taken  a .stand  which  must  forever  separate 
him  from  the  democratic  party.  His  journal  novv  openly  and 
systematically  encourages  the  abolitionists.  In  this  he  attacks 
the  compromise  which  was  the  foundation  of  the  union,  and 
commits  outrage  upon  the  most  devoutly  cherished  feelings  of 
the  whole  democracy  of  the  union.  I'he  abolition  conspiracy 
is  worse  than  nullification.  The  latter  only  contemplates  a 
dissolution  of  the  union — Ihe  scheme  of  the  abolitionists  in- 
volves the  destruction  of  the  confederacy,  and  brings  with  it 
also,  as  a foretaste,  the  horrors  of  a servile  and  civil  war.  As 
this  i.s  the  tendency  of  the  Post’s  present  course,  it  must  he 
content,  hereafter,  to  be  numbered  among  those  journals  with 
which  its  extravagance  has  associated  it.  The  abolition  faction 
is  the  natural  ally  of  the  nullification  and  Hartford  convention 
factions;  and  while  the  Post,  as  a journal,  acts  with  the  former, 
the  democracy  will  class  it  with  the  Telegraphs,  the  Teles- 
copes, the  royal  Americans,  the  Stone  and  Dwight  Advertisers 
of  the  day. 

ft;p-ThiE  is  considered  by  the  “Post”  as  a “regular”  read- 
ing out” — that  it  is  no  longer  a member  of  the  “political 
church,”  of  which  the  editor  of  the  only  “high  priest”  [Mr, 
ni  lir,]  and  “infallible:”  and,  in  reference  to  that /act,  has  the 
following— 

“When  Martin  Luther  was  excommunicated  by  the  pope,  he 
took  the  hull  and  burnt  it  in  the  presence  of  assembled  thou- 
sands at  Wurtemburgh.  After  burning  the  bull,  he  solemnly 
excommunicated  the  pope.” 

.And  brings  forward  the  sayings  of  Jefferson,  as  follows: 

“The  whole  commerce  between  master  and  slave  is  a perpe- 
tual exercise  of  the  most  boisterous  passions,  Ihe  most  unre- 
1 mitting  despotism'  on  the  one  part,  and  degrading  submission 
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on  the  other.  Onr  children  see  this,  and  learn  to  imitate  it;  for 
man  is  an  imitative  animal.  This  quality  is  the  germ  ol  all 
education  in  him.  From  his  cradle  to  his  grave  he  is  learning 
to  do  what  he  sees  others  do.  If  a parent  could  find  no  motive 
either  in  his  philanthropy  or  his  sell-love,  for  restraining  the  in- 
temperance ol  passion  towards  his  slave,  it  should  always  be  a 
sulficieril  one  that  his  cliild  is  present.  But  generally  it  is  not 
.'^urticient.  The  parent  storms,  the  cliild  looks  on,  catches  the 
lineaments  of  wrath,  puls  on  the  same  airs  in  the  circle  of 
smaller  slaves,  gives  a loose  to  the  worst  ol  passions,  and  thus 
nursed,  educated  and  daily  exercised  in  tyranny,  cannot  hut  be 
stamped  by  it  with  odious  peculiarities.  The  man  must  be  a 
prodigy  w'ho  can  retain  his  manners  and  morals  undepraved  by 
such  circumstances.  And  with  what  execration  should  the 
statesman  be  loaded,  who  permitting  one- half  of  the  citizens  thus 
to  trample  on  the  rights  of  the  other,  transforms  those  into  des- 
pots, and  these  into  enemies,  destroys  the  morals  of  the  one  part, 
and  the  amor  pair i<B  of  the  other.  For  if  a’  slave  can  have  a 
countrv  in  this  world,  it  must  be  any  other  in  preference  to  that 
in  which  he  is  born  to  live  and  labor  for  another;  in  which  he 
must  lock  up  the  faculties  of  his  nature,  contribute  as  far  as  de- 
pends on  his  individual  endeavors  to  the  evanishment  of  the 
luiman  race,  or  entail  his  own  miserable  condition  on  the  end- 
less generations  proceeding  from  him.  With  the  morals  of  the 
people,  their  imlustry  also  is  destroyed.  For  in  a warm  cli- 
mate no  mail  will  labor  for  himself  who  can  make  another 
labor  for  him.  This  is  so  tiue,  that  of  the  proprietors  of  slaves 
a very  small  portion  indeed  are  ever  seen  to  labor.  And  can  the 
liberties  of  a nation  be  thought  secure  when  we  have  removed 
their  only  firm  basis,  a conviction  in  the  minds  of  the  people 
that  these  liberties  aie  of  the  gift  of  God.?  That  they  are  not  to 
be  violated  but  with  his  wrath?  Indeed  I tremble  for  my  coun- 
try when  I reflect  that  God  is  just:  that  his  justice  cannot  sleep 
forever:  that  considering  numbers,  nature  and  natural  means 
only,  a revolution  of  the  wheel  of  fortune,  an  exchange  of  situa- 
tion is  among  possible  events;  that  it  may  become  probable  by 
supernatural  interference!  The  Almighty  has  no  attribute  which 
can  take  side  with  us  in  such  a contest.” 

The  “Post”  says  a great  deal  also  about  the  “democracy  of 
New  York,”  and  speaks  severely  of  lUat^‘catspaw-journal”  the 
“New  York  Times”— accusing  it,  of  every  thing  but  honesty 
and  truth! 

From  the  Boston  Advocate — an  anti-masonic  paper.  This  peo- 
ple must  study  their  constitution,  or  they  will  have  no  consti- 
tution to  study.  We  hear  a great  deal  about  one  particular 
compact  in  the  constitution.  Let  us  not  forget  other  compacts. 
Are  not  the  southern  states  as  much  bound  by  all  the  compacts 
in  the  constitution,  as  the  northern  states  are  by  one  of  those 
compacts?  Have  the  south  any  more  right  to  call  on  the  north 
to  surrender  freedom  of  speech,  and  to  pass  gag  laws,  than  the 
north  have  to  call  on  the  south  to  surrender  their  slaves  and 
pass  manumission  laws? 

Must  not  the  whole  constitution  stand  together?  Have  the 
south  any  right  themselves  to  violate  fundamental  compacts  in 
the  constitution  on  pretence  of  retaliation,  when  the  north  have 
violated,  and  will  violate  no  compact'  in  which  the  south  are 
concerned. 

The  present  unhappy  excitement  at  the  south,  is  founded  on 
a supposed  disposition  in  the  north  to  violate  the  constitutional 
compact  touching  slavery,  but  there  is  no  evidence  that  any 
such  disposition  exists  in  a single  slate.  The  compact  of  the 
north  with  the  south  is  first,  that  their  fuiritive  slaves  shall  be 
delivered  to  their  masters,  and  this  has  never  been  infringed. 
Second,  that  the  south  shall  have  a representation  in  congress, 
based  on  slave  population,  so  that  3 out  of  5 of  their  slaves 
count  as  much  as  one  of  our  freemen,  and  this  has  never  been 
infringed.  Third,  that  the  United  Slates  shall  protect  each  of 
the  states  against  invasion,  “and  on  application  of  the  legisla- 
ture, against  domestic  violence.”  No  such  application  has 
ever  been  refused  by  congress,  and  never  will  be  refused. 

Wherein,  then,  is  the  north  guilty  of  any  violation  in  the 
compacts  of  the  constitution,  devised  for  the  protection  of  the 
south?  If  our  southern  brethren  will  show  any  such  violation, 
the  whole  north  will  unite  to  restore  the  compact  to  its  true 
force  and  effect,  as  it  stands  in  the  constitution. 

On  the  other  hand,  there  are  certain  compacts  in  the  consti- 
tution, held  extremely  dear  at  the  north,  which  the  south  are 
daily  violating  and  calling  on  us  to  violate.  Let  us  recall  the 
mutual  obligations  we  are  under  to  preserve  those  compacts 
that  are  the  very  basis  of  the  constitution. 

1.  “The  citizens  of  each  state  shall  be  entitled  to  all  privi- 
leges and  immunities  of  citizens  in  the  several  states.”  Of 
course  the  exercise  of  “Lynch  law”  in  one  state,  upon  the  citi- 
zens of  another  state,  is  a direct  violation  of  this  compact,  and 
any  law  to  subject  to  search,  or  to  exclude  or  expel  a citizen  of 
one  slate  charged  with  no  crime,  from  another  state,  is  also  a 
violation  of  this  compact. 

2.  The  constitution  gives  to  congress  the  sole  power  to  pu- 
nish treason,  and  declares  that  “treason  shall  consist  only  in 
levying  war  against  the  United  States,  or  in  adhering  to  their 
enemies,  giving  them  aid  and  comfort.”  The  southern  presses 
and  even  a Boston  press  (the  incendiary  Commercial  Gazette) 
call  upon  the  legislatures  of  free  states  to  make  it  treason  for 
their  citizens  to  discuss  any  subject  that  may  be  displeasing  to 
the  south. 

3.  The  constitution  of  the  United  States  says,  “congress  shall 
make  no  law  abridging  the  freedom  of  speech  or  of  the  press.” 


The  constitution  of  Massachusetts  also  says — “The  liberty  of 
the  press  is  essential  to  the  security  of  freedom  in  a state — it 
ought  not  therefore  to  be  restrained  in  this  commonwealth.” 
Even  the  bill  of  rights  in  Virginia,  asserts  that  “the  freedom  of 
the  press  is  one  of  the  great  bulwarks  of  liberty,  and  can  never 
be  restrained  but  by  despetic  governments,”  and  the  constitu- 
tion of  Virginia  declares  that  her  legislature  “sAai/  not  pass  any 
law  abridgiug  the  freedom  of  speech  and  of  the  press.”  In  the 
face  of  ail  these  “compacts,”  the  slave  states  call  upon  the 
free  stales  to  pass  laws  punishing  those  who  shall  assemble  to 
discuss  slavery,  or  who  shall  print  or  circulate  newspapers,  in 
which  the  subject  is  alludfd  to.  In  this  call  the  incendiary 
Boston  Gazette  joins,  and  actually  demands  of  the  legislature 
of  Massachusetts  that  they  shall  pass  a gag  law!  What  wotild 
be  the  political  fate  of  a man  who  should  dare  to  rise  in  the  le- 
gislature with  such  a profane  proposition  in  his  mouth? 

Further  than  this,  in  the  face  of  these  “compacts,”  that  the 
liberty  of  the  press  shall  not  be  even  ^^abridged,”  the  southern 
states  who  agreed  to  that  ^‘compact,”  now  demand  of  congress 
a law  to  exclude  from  the  mail  all  papers  which  they  call  in- 
cendiary. Of  course,  we  have  an  equal  right  to  demand  of 
congress  to  exclude  those  worst  of  all  incendiary  and  infiam- 
rnatory  publications,  the  nullification  and  anti-tariff  papers  of 
the  south.  Can  congress  pass  a law  to  prohibit  a particular 
kind  of  opinions  from  being  circulated  in  the  mail,  and  yet  not 
^^abridge”  the  freedom  of  the  press. 

4.  Another  compact  is  that  “the  trial  of  all  crimes,  except  in 
cases  of  impeachment,  shall  be  by  jury.”  [Not  by  Lynch  law 
nor  by  committees  of  vigilance.]  “And  such  trials  shall  be 
held  in  the  stale  where  the  said  crimes  have  been  committed.” 
“No  person  shall  be  held  to  answer  for  a capital  or  otherwise 
infamous  crime,  unless  on  a presentment  or  indictment  by  a 
grand  jury” — “the  accused  shall  be  tried  by  an  impartial  jury 
of  the  slate  and  district  wherein  the  crime  shall  have  been  com- 
mitted.” [Of  course  one  state  cannot  make  the  acts  of  citizens 
of  another  slate,  while  in  the  other  state,  an  offence  to  be  pu- 
nished in  the  former  state,  and  has  no  right  to  offer  rewards  for 
the  maiming,  assassination  or  abduction  of  the  citizens  of  ano- 
ther state.] 

5.  A fugitive  from  justice  in  one  stale  found  in  another  state, 
“shall  on  demand  of  the  executive  authority  of  the  slate  from 
which  he  fled,  be  delivered  up,  to  be  removed  to  the  state  hav- 
ing jurisdiction  of  the  crime.”  [But  he  must  first  flee  from  the 
Slate  where  the  crime  was  couimilted,  before  he  can  be  sent 
there  to  be  tried.] 

6.  “The  right  of  the  people  to  be  secured  in  their  persons, 
houses,  papers  and  effects,  against  unreasonable  searches  and 
seizures,  shall  not  be  violated,  and  no  warrants  shall  issue,  but 
upon  piobable  cau.se,  supported  by  oath  or  affirmation,  and  par- 
ticularly describing  the  place  to  be  searched,  and  the  persons 
or  things  to  be  seized.” 

These  are  the  solemn  “compacts”  formed  by.  all  the  states, 
and  which  no  slate  can  pass  any  law  to  violate,  without  vio- 
lating the  compact.  Is  the  union  worth  pre.serving  without 
them,  and  if  the  discussion  of  slavery  at  the  north,  (which  how- 
ever unwise  it  may  be,  we  cannot  prevent  without  violating 
the  consiiiution)  has  a tendency  to  dissolve  the  union,  is  not 
the  south  equally  guilty  in  stiffering  nullification  to  be  discussed 
there,  the  direct  object  of  which  is  to  destroy  the  union?  Let 
neither  section  ask  impossibilities  of  the  other,  and  let  both 
study  mutual  forbearance,  and  we  w'ill  continue  a united  and 
happy  people, 

[We  know  not  by  whom  the  parts  inserted  in  brackets  were 
presented — but  suppose  they  were  by  the  N.  Y.  Evening  Fost; 
believing  that  we  copied  it  from  that  paper.] 

The  New  York  American  has  a communication  that  says — 

In  some  of  the  city  papers  of  this  week,  it  has  been  staled, 
that  the  Macon,  Ga.  Journal  asserts,  that  |(12,000  have  been 
raised  in  that  neighborhood,  and  ^20,000  at  New  Orleans,  for 
the  delivery  of  the  person  of  Mr.  Tappan,  at  those  places. 

Now,  the  laws  of  the  stale  of  New  York,  make  the  offence 
of  forcible  abduction,  or  kidnapping,  punishable  with  confinement- 
in  the  stale  prison;  and  a conspiracy  to  commit  a felony  upon 
the  person  of  another,  is  an  offence,  which,  by  statute,  does 
not  require  an  overt  act  to  make  the  crime  of  conspiracy  pu- 
nishable. It  may  be  well,  therefore,  for  those  gentlemen  who 
have  confederated  for  the  purpose  of  procuring  to  be  commit- 
ted this  gross  outrage  against  our  state  and  its  sovereignty,  to 
reflect  upon  .the  consequences,  which  may  ultimately  reach 
themselves,  as  well  as  their  agents.  Their  crime  of  conspiracy, 
it  would  seem,  is  already  complete — and,  if  tempted  by  the  re- 
ward offered  by  them,  tlie  further  crime  of  abduction  should  be 
committed  by  them,  through  their  agents,  they,  and  each  of 
them,  may,  according  to  the  opinions  avowed  by  these  “emi- 
nent jurists,”  be  entitled  to  a residence  in  one  of  our  state  pri- 
sons. 

From  the  Massillon  Gazette  of  Sept.  5.  It  seems  to  us,  that 
our  friends  of  the  south  have  never  been  spoken  to  by  the  edi- 
tors in  the  middle  and  northern  states,  in  a proper  tone.  The 
south  has  been  so  much  in  the  habit  of  governing  the  nation, 
have  so  constantly  had  their  own  way,  that  its  citizens  can 
bear  nothing  that  makes  against  their  supremacy.  When  it 
was  attempted  to  forbid  Missouri  from  indulging  in  the  republi- 
can privilege  of  holding  slaves,  the  cry  from  thence  was  “we 
must  have  slave.s  or  dissolve  the  union.”  When  the  southern 
doctrine  of  a tariff  was  about  becoming  the  policy  of  the  nation, 


i NILES’  REGISTER— OCr.  3,  i935— SLAVERY  AND  THE  ABOLITIONISTS. 


Ihe  south  charged  front,  denounced  the  whole  system,  and 
threatened  the  dissolution  of  the  union  unless  they  could  pro- 
cure its  abandonment.  Novo^  the  south  are  unwilling  we  ^hall 
tell  them  that  slavery  Is  a bad  and  dangerous  business,  and 
ought  to  be  done  away.  In  this  case,  too,  they  indulge  in  their 
threat — dissolve  the  union.  We  are  opposed  to  disseminating 
♦‘incendiary  publications”  in  tiie  south,  or  any  where  else — but 
at  the  same  time,  we  must  say,  that  this  continuous  threat  of 
dissolving  the  union,  indulged  in  by  our  southern  friends,  is,  to 
say  the  least  of  it,  in  dad  taste.  It  is  a threat,  and  a very  silly 
one;  it  is  silly,  for  the  simple  reason  that  the  question  of  dis- 
solving the  union  does  not  depend  upon  the  decision  of  the 
south — we  of  the  west  have  a word  to  say  upon  that  subject. 
The  threat  has  been  so  often  made,  that  it  has  lost  all  its  ter- 
rors, and  we  would  advise  our  southern  friends  to  resort  to 
some  other  scarecrow.  The  south  never  yet  has  had  the  mag- 
nanimity to  vote  for  a northern  president;  even  now  they  have 
a candidate  of  their  own.  They  feel  that  they  cannot  elect 
him.  They  know  that  political  power  is  departing  from  them. 
This  is  the  true  reason  of  their  outcries  about  “incendiary  pub- 
lications.” Every  body  knows  that  such  publications  can  do 
no  harm  among  their  slaves,  for  the  reason  that  those  slaves 
are  not  permitted  to  learn  to  read;  it  is  the  masters  that  they 
are  intended  to  operate  upon,  not  the  slaves.  Nor  are  such 
publications  now  made,  for  the  first  time — the  subject  has  been 
discussed,  in  and  out  of  congress,  from  the  time  of  the  famous 
Missouri  question  to  the  present.  Even  the  debates  in  the  Vir- 
ginia convention  that  framed  the  present  constitution  of  that 
§tate,  furnish  as  sound  and  able  arguments  against  slavery,  as 
ever  emanated  from  the  north  or  the  west.  And  Jefferson,  in 
his  notes  on  Virginia,  denounces  the  whole  system  in  the 
strongest  language.  It  is  not  the  slave  question,  as  we  before 
observed,  that  troubles  our  southern  friends.  It  is  the  loss  of 
political  power,  which  stares  them  in  the  face,  that  troubles 
them.  If  to  denounce  slavery  be  fanaticism,  as  they  say  it  is, 
they  have  had  fanaticism  enough  among  themselves — even  Jef- 
ferson was  a fanatic.  The  south  knows  that,  in  the  matter  of 
slavery,  they  are  protected  behind  the  strong  wall  of  the  con- 
stitution of  the  United  States — they,  themselves,  have  often 
spoken  of  slavery  as  an  evil;  nay,  as  a curse — but  we  must  not 
say  the  same  thing — O no— if  we  do,  they  will  divide  the  union. 
If  they  cannot  rule,  they  appear  determined  to  ruin.  It  is  time 
for  us  of  the  free  stales,  to  take  the  reins  of  government  into 
our  own  hands;  and  not  only  so,  but  to  let  ttie  south  under- 
stand that  we  will  discuss  every  subject  that  may  present  itself, 
as  fully  and  freely  as  we  have  always  done;  when  we  cease  to 
do  so,  we  shall  cease  to  be  a free  people. 

From  the  Boston  Courier.  The  Boston  meetino,  as  we  ex- 
pected, does  not  please  our  fellow  ciiizens  of  South  Carolina. 
The  Charleston  Patriot  expresses  its  disappointment  in  the  cha- 
racter of  the  proceedings.  It  expected  something  more  definite 
and  practical  than  reproof  of  the  abolitionists  and  their  schemes. 
“We  looked  (says  the  Patriot)  for  limits  or  suggestions  for  le- 
gislative action.  We  had  hoped  that  Boston  would  have  taken 
the  lead  and  the  credit  of  having  yirsf  suggested  to  the  legisla- 
ture of  Massachusetts  that  series  of  measures  that  would  have 
put  an  end  to  discussions  on  the  subject  of  slavery,  within  her 
limits,  by  the  strong  arm  of  the  law.’’  How  little  do  the  people 
of  the  south  know  of  the  principles  and  the  views  of  our  citi- 
zens! The  nhere  suggestion  by  a Boston  meeting  that  the  le- 
gislature should  put  an  end  to  discussions  on  slavery,  by  the 
strong  arm  of  the  law,  would  be  the  signal  for  revolution.  A 
motion  to  that  efiTect  by  a member  of  the  legislature  would  be 
followed  by  such  an  agitation  as  the  present  generation  has  not 
witnessed. 

From  the  Alexandria  Phenix.  We  have  recently  had  an  op- 
portunity of  satisfying  ourselves,  personally,  of  the  real  state  of 
public  feeling  at  the  north  with  regard  to  the  great  questions  of 
slavery  and  abolition,  and  of  making  inquiries  and  observations 
in  relation  thereto,  which  at  home  we  could  not  have  enjoyed. 

There  is  no  doubt  with  us  that  the  entire  north,  from  Maine 
"lOTVIaryland,  is  sound  on  the  great  questions  to  which  we  have 
referred.  We  believe  that  a servile  disturbance  or  insurrec- 
tion so  far  from  being  encouraged,  would  instantly  call  to  the 
field  tens  of  thousands  of  the  northern  population  to  aid  in  as- 
sisting us,  if  necessary,  in  maintaining  our  rights  and  our  pro- 
perty; and  that  in  no  cause  would  the  northern  people,  gene- 
rally, sooner  buckle  on  their  knapsacks  and  shoulder  their 
muskets.  The  vast  majority  of  the  northern  people  conscien- 
tiously believe  slavery  to  be  a great  evil;  but  they  also  believe 
it  to  be  an  evil  which’ does  not  affect  them— with  which  they 
can  and  ought  to  have  nothing  to  do — and  with  which  their  in- 
terest alone  would  prevent  them  from  meddling.  That  this 
feeling  is  strongest  in  the  towns  and  villages,  we  knovy;  but  ne- 
vertheless it  extends  itself  in  a greater  or  less  degree  all  over 
the  country.  The  intelligent  and  educated  are  with  us  from 
principle,  and  a knowledge  of  the  true  stale  and  condition  of 
things;  the  trading  classes  are  with  us  from  motives  of  policy 
and  interest;  and  the  laboring  classes  are  on  the  same  side  from 
a natural  hatred  engendered  toward#  the  other  color,  in  conse- 
quence of  interference  with  their  business  and  occupations.  It 
is  also  certain  that  the  great  body  of  the  northern  people  look 
with  ilisapprobation,  and  even  abhorrence,  upon  the  schemes 
and  plans  of  Tappan  and  his  associates,  and  are  indignant  at 
the  course  which  they  have  pursued  and  seem  determined  to 
follow.  You  will  find  Tappan  and  Garrison,  and  their  co-la- 
borers, denounced  wherever  you  go;  and  that  with  a bitterness 


and  warmth  which  must  satisfy  the  most  prejudiced  that  the 
north  is  sincere  in  its  recent  exhibition  of  sympathy  and  afl'ec- 
lion  for  the  south. 

Having  said  thus  much,  justice  requires  that  we  should  also 
say  that  recent  events  have  caused  somewhat  of  a reaction  at 
the  north,  and  that  public  feeling  is  not  now  so  decided  in  favor 
of  the  south  as  it  was  three  weeks  ago.  The  advances  of  the 
north  have  not  been  received  with  a corresponding  spirit  at  the 
south.  The  professions  and  resolutions  of  the  citizens  of  those 
places  at  which  anti-abolition  meetings  were  held,  have  been 
met  in  some  instances  with  coldness,  in  others  with  sneers,  in 
others  with  reproaches.  Philadelphia  itself,  exhibiting  as  it  did 
a most  noble  instance  of  affectionate  solicitude  and  brotherly 
affection,  received  no  favor  from  a particular  quarter.  And 
New  York,  aiming  to  prevent  violence  by  too  strong  action, 
w’as  itself  violently  rebuked  and  denounced.  It  is  nolin  human 
nature  to  bear  tamely  and  quietly  such  conduct,  and  hence  it  is 
that  the  public  ardor  on  our  behalf  has  been  cooled  at  the  north 
— still  the  geneial  state  of  feeling  is  as  we  have  represented 
above. 

We  have  all  along  seen  that  designing  men  would  seize  the 
opportunity  of  the  excitement  caused  by  the  proceedings  of  the 
abolitionists,  to  accomplish  ends  of  their  own.  The  south  has 
been  excited,  and  properly  excited,  at  the  base  and  nefarious 
practices  of  the  agitators — it  has  seen  cause  for  action  in  the 
increase  of  abolition  societies  and  the  extent  of  their  me.m.s  and 
purposes,  and  it  judiciously  called  upon  the  north  to  j/wf  down 
the  incendiaries.  This  might  have  been  done  quietly.  The 
demolition  of  abolitionism  might  have  been  accompli.shed  at 
the  north,  and  by  the  north  alone,  had  the  people  been  properly 
encouraged  to  go  on  with  the  work.  But  party  came  in  with 
its  intrigues  and  jealousies,  and  the  good  work  has  not  been 
thoroughly  accomplished. 

It  remains  for  the  south  then,  now,  to  repress  agitations  and 
frown  down  agitators  at  home  as  well  as  abroad.  We  sing  no 
syren  notes  of  peace  when  there  is  no  peace;  but  vve  beg  for 
calmness,  coolness,  prudence  and  wisdom.  We  must  be  ac- 
tive, vigilant,  easily  roused;  but  we  need  not  be  intemperate, 
captious  and  ungrateful.  Let  us  not  quarrel  with  friends  who 
are  disposed  to  go  with  us  because  they  cannot  realize  our 
situation, and  therefore  do  not  go  the  lengths  that  we  would  go. 
Nor  ought  we  to  visit  the  sins  of  a few  deluded  fanatics  upon 
the  whole  people  of  that  section  of  country  which  they  happen 
to  inhabit.  To  do  so,  is  to  do  great  injuslice. 

Just  as  we  advise  intelligent  men  of  the  north  to  come  among 
us,  view  our  situation,  and  then  form  their  judgments  on  a par- 
ticular matter,  so  should  they  recommend  our  people  to  go 
amongst  theirs,  hear  their  sentiments,  and  listen  to  their  deter- 
minations. A mutual  interchange  like  this  would  be  produc- 
tive of  great  good.  We  would  then  know  and  understand  each 
other  better,  and  should  have  less  of  fanaticism  on  the  one 
hand,  and  more  kindly  feelings  on  the  other. 

From  the  Richmond  Whig — as  quoted  by  a writer  in  the  New 
York  Evening  Post— 

In  Ihe  Richmond  Whig,  in  the  year  1828, 1 find  the  follow- 
ing remarks:  “Though  we  profess,  and  really  feel,  the  most  ar- 
dent solicitude  that  the  day  may  come  when  the  soil  of  Virgi- 
nia shall  be  no  longer  dug  by  slaves,  and  her  character  be  no 
longer  obnoxious  to  the  reproach  of  holding  human  beings  in 
bondage,  yet  that  solicitude  is  created  by  our  love  and  respect 
for  our  native  state,  and  not  by  the  expectation  of  meliorating 
the  condition  of  her  slaves.  Some  little  observation,  and  inucli 
inquiry,  have  long  ago  satisfied  us  that  the  slaves  of  Virginia 
enjoy  more  solid  comfort,  and  are  exposed  to  fewer  hardships, 
than  the  laboring  class  of  any  portion  of  the  Christian  world. 
To  exchange  their  condition  for  freedom,  to  be  enjoyed  either 
in  the  United  States,  in  Africa  or  the  West  Indies,  would  be 
subtracting  materially  from  the  sum  total  of  human  happiness. 
It  is  the  condition  of  their  masters,  weighed  doum  and  impover- 
ished by  the  nature  of  negro  slavery— and  of  Virginia,  blighted 
and  held  back  in  the  glorious  race  of  improvement  and  power,  by 
the  same  cause,  that  impels  us  to  pray  for  its  final  extinction, 
and  enlists  our  sympathies  in  behalf  of  colonization  schemes.” 

[It  is  notorious  that  the  counties  of  lower  Firginta  furnish 
vast  multitudes  of  emigrants  to  other  states,  even  now;  and 
some  parts  may  be  said  to  be  depopulating.  This  has  been, 
within  a few  days,  freely  epoken  of  in  tho  Virginia  newspapers, 
and  was  proclaimed  by  the  speakers  in  the  late  convention  of 
that  state.  See  page  68. J 

The  Richmond  Compiler  says— We  learn  from  a Virginian  re- 
siding in  the  western  part  of  the  slate  of  New  York,  that  niue- 
tenths  of  the  people  of  that  region  are  abolitionists;  and  we  have 
not  the  shadow  of  a doubt,  that  in  less  than  two  years  they  will 
carry  the  elections  in  the  whole  north. 

We  do  not  wish  the  southern  people  to  make  threats- they 
have  yet  made  none,  though  their  earnest  remonstrances  have 
been  construed  as  menaces.  They  must  stand  upon  their  con- 
stitutional rights— prepare  for  vigorous  defence— and  rely  only 
upon  themselves.  The  struggle  must  and  will  come.  They  will 
be  traitors  to  themselves  and  their  children,  if  they  disregarded 
the  portents  of  the  times. 

0,  that  every  tree  would  hear  such  fruit.  The  Norfolk  Beacon 
says  that  an  Enalishman  by  the  name  of  Robinson,  was  detect- 
ed sowing  sedition  among  the  slaves,  and  taken  about  15  miles 
from  Lynchburg,  Va.  and  hanged  instanter. 

[The  preceding  is  from  the  “Times” — we  believe  an  Arkan- 
sas paper.] 
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We  intended  to  have  published  a supplement  this  week 
■ — but  could  not  obtain  the assistance  required;  eight 
additional  pages  will  be  added  to  the  next  number. 

On  Saturday  last,  (after  the  paper  of  the  day  was  work- 
ed oft),  we  were  first  shewn  a handbill  having  a seem- 
ing reference  to  the  tiventy-seventh  volume  ot  the  Re- 
gister, for  certain  matters  in  relation  to  Mr.  Van  JBu- 

ren. 

If  the  reference  made  was  intended  to  convey  the  idea 
that  Mr.  V.  B’s  vote  in  the  convention  of  New  York,  to 
allow  '■^persons  of  color'^  to  vote,  (if  taxed  to  a certain 
amount),  had  been  inserted,  it  was  altogether  incorrect — 
no  such  article  having  been,  (as  yet),  in  the  Register 
— but  it  shall  no-zv  be,  for  reference.  We  have  since  seen 
the  official of  the  proceedings  of  that  convention, 
and  find  it  truly  represented  in  the  handbill  alluded  to — 
Mr,  Van  Buren  did  vote  as  stated.  Whether  rightfully 
or  wrongfully  is — “another  aftair. ” 

In  the.  forty-seventh  volume  of  the  Register,  page  18, 
(Sept.  13,  1834),  there  is  inserted  some  observations 
made  by  Mr.  Van  Buren,  against  ‘•’■universal  suffrage 
(with  our  objections  to  the  lengths  to  WHICH  HE 
WOULD  HAVE  PROCEEDED),  in  1821;  and  the  report  of  his 
speech  is  true — as  stated  in  the  official  account  of  the  pro- 
ceedings of  the  convention  to  amend  the  constitution  of 
N.  Y.  above  alluded  to. 

The  ^weR^^-seventh  for  theybr^^-seventh  volume,  was 
evidently  a mistake  on  the  part  of  the  writer,  or  printer, 
of  the  handbill — of  neither  ol  whom  have  we  any  know- 
ledge. 

Having  taken  no  part  in  the  late  election  in  Baltimore, 
except  in  the  casting  of  our  own  vote,  and  on  account  of 
certain  base  or  foolish  attempts  to  injure  the  verity  of  the 
record  of  the  Register — we  have  felt  it  due  to  ourselves 
to  make  this  simple  statement  of  facts. 

A pretty  specimen  nf  honorable'"  an^  noble  do- 

ings, will  be  found  among  the  police  reports  of  the  city 
of  New  York.  See  page  95. 

They  are  a precious  sample  of  the  British  nobility,  a 
pack  of  “rowdies”  that  would  be  kicked  out  of  any  de- 
cent conqiany,  unless  becaxise  of  their  titles,  and  their 
money!  We  hope  that  they  will  not  “make  a book” 
about  us — shewing  “domestic  manners”  at  New  York! 

This  matter  ought  not  to  have  been  compromised,  un- 
less with  the  condition  that  they  should  immediately  leave 
the  United  States — for  their  examjile  is  pernicious,  and 
ought  to  have  been  severely  punished  for  the  degrading 
and  disgusting  character  in  which  they  had  jdaced  them- 
selves, We  want  no  more  “cattle”  such  as  tliey  are. 

About  the  20th  ult.  the  New  York  papers  teemed  with 
articles  concerning  the  rival  steamboats.  No  “blow  up” 
has  yet  taken  place;  but  several  of  them  were  beauti- 
fully deposited  on  ‘ ‘ Mar cy‘‘s  farm‘d  [the  Overslaugli], 
and  whence  the  wailings  of  numerous  passengers  for 
want  of  an  “accommodating  spirit,”  and  a full  supply  of 
the  “pabulum  ventri,"  there  being  “no  joke”  when  the 
belly  is  concerned.  Some  of  the  boats  remained  “safely 
deposited”  from  early  in  the  morning  until  10  or  11 
o’clock  at  night;  and  the  passengers  complain  of  griev- 
ances that  are — “aiiful"  to  mention!  If  ever  it  shall 
again  be  our  lot  to  travel  on  the  Hudson — we  shall  take 
the  sloTvest  boat— one  that  does  not  scald  persons  to 
death,  nor  half  starve  them — “by  v'ay  of  experiment!” 
And,  after  all,  the  time  saved  does  not  amount  to  more 
than  an  hour  or  two,  in  150  miles.  The  captain  of  one 
of  the  boats,  because  of  his  incivility,  narrowly  escaped 
the  decree  of  “judge  Lynch,”  who  had  called  his  court 
— when  a sound  discretion  induced  him  to  allow  certain 
persons  to  go  ashoi-e,  “knee  deep”  and  in  “the  dark" — 
to  wend  their  w'ay  back  lo  Albanv;  which  was  a great 
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favor,  and  is  duly  acknowledged  by  the  party,  who  ar- 
rived, after  ten,"  at  night. 

A n&^\»|.naper,  called  the  “New  Orleans  Union,”  thus 
speaks  of  tn^improvements  going  on  in  that  citv. 

’fc,  In  tlie  ioiiyer  part  pf  the  city  we  liave  the  commencement  of 
fAi^nited  States  mint-.-in  the  centre,  the  fonntlaiions  are  laid 
for'% magnificent  hotel-rrand  in  the  raubonrg  St  Mary — we 
have  the  hotel  building  in  St.  Charles  street.  Besides  these 
^reat  improvements,  a marble  exchange  in  Royal  street  is  go- 
^^np,  Caldwell’s  mammoth  theatre,  and  other  buildings  of  a 
naluj^.  The  expense  of  erecting  these  buildings,  not 
incfudiftg  thS  cost  of  the  land,  amounts  to  near  three  millions  of 
dollars — ^Upf  which  will  be  completed  within  two  years  from 
this — and  possibly  in  eighteen  months  from  this  dale.  We 
say  all  haiW^rta  works  of  a public  nature,  whether  up  or  down 
town,  or  in'  the  squate  of  the  city. 

A New  York  correspondent  of  the  Baltimore  Patriot, 
under  date  of  October  5,  says — 

A very  remarkable  incident  took  place  at  the  custom  house 
yesterday.  Last  spring  a Dr.  Cox,  of  London,  was  sent  over 
here  w'ilh  the  notorious  Thompson,  to  aid  the  abolition  cause 
in  this  country.  When  he  reached  our  shores  there  were 
several  large  packages  entered  by  him  at  the  custom  house. 
They  remained  there  unopened  till  yesterday.  Cox  having 
sailed  yesterday,  his  friends  proceeded  to  the  custom  house 
and  wanted  to  take  the  packages  away.  On  a requisition  of 
the  collector,  they  were  opened  and  examined,  and  lo!  and 
behold!  they  were  all  abolition  tracts,  sent  over  for  distribution 
in  this  country  by  the  anti-slavery  societies  of  England.  I do  not 
know  whether  our  collector  will  follow  the  example  of  the 
postmaster — hut  the  circumstance  has  created  a great  excite- 
ment in  certain  quarters. 

New  banks.  We  have  had  creations  of  new  banks  to 
the  amount  of  from  80  to  an  hundred  millions  of  dollars, 
since  the  decree  was  sent  forth  against  the  bank  of  the 
United  States;  and  many  more  are  as  loudly  called  for. 
There  are  many  from  New  York.  The  following  resolu- 
tion was  lately  passed  at  Norfolk: 

Resolved,  That  the  establishment  of  a new  bank  in 
the  borough  of  Norfolk,  with  a capital  of  at  least  a mil- 
lion of  dollars,  is  loudly  called  lor  and  absolutely  re- 
quired, to  supply  the  wants  of  its  trade  and  commerce, 
now  languishing  by  the  withdrawal  of  the  capital  of  the 
bank  of  the  United  States. 

U.  S.  bank.  We  think  the  editor  of  the  Washington 
Globe  must  look  forward  with  a great  deal  of  anxiety  to 
the  time,  now  not  very  far  distant,  when  the  bank  of  the 
United  States  must  expire  by  the  forms  of  its  own  char- 
ter, as  he  will  then  inevitably  loose  the  most  important 
topic  which  he  has  descanted  upon  for  several  }"ears  past, 
and  on  which  he  seems  to  place  almost  his  sole  reliance 
for  maintaining  the  predominance  of  his  party,  and  the 
security  of  his  own  personal  interest.  We  do  not  see 
his  paper  regularly;  but  we  scarcely  ever  look  into  it, 
and  as  rarely  hear  from  it  by  those  who  have  the  oppor- 
tunity to  examine  it  more  frequently,  without  finding  it 
to  contain  at  least  one  article,  often  of  several  columns 
in  length,  upon  that  prolific  subject.  Some  time  ago,  the 
bank  was  represented  as  insolvent,  and  therefore  not  a 
safe  depository  of  the  public  money.  The  consequence 
was,  tliat  the  deposites  were  placed  in  other  banks  for 
safer  keeping!  when  this  object  was  accomplished  it  was 
found  that  a large  proportion  of  all  the  specie  in  the 
country  was  in  the  vaults  of  the  national  bank,  and  it  be- 
came necessaqv  to  describe  it  as  an  all  devouring  mon- 
ster, w'hich  would  swallow  up  all  the  moneyed  institutions, 
and  in  that  way  tlestroy  the  prosperity  of  the  country. — ■ 
After  awhile,  it  was  alleged  that  the  bank  was  extending 
its  loans  tliroughout  the  union,  obviously  for  the  purpose 
of  getting  eveiy  body  indebted  to  it,  and  tlien  that  it  in- 
tended to  press  for  the  collection  of  its  dues,  in  order  to 
distress  the  country,  and  force  the  people  to  call  for  the 
renewal  of  its  charter.  Within  a short  time,  however, 
it  has  been  ascertained,  that  the  bank  was  engaged  in  dis« 


82 


NILES’  REGISTER— OCT.  10,  1835— MISCELLANEOUS, 


posing  of  the  business  of  its  branches  throughout  the 
country  to  local  institutions,  on  terms  calculated  to  re- 
lieve itself  from  all  liability  to  tbe  charge  of  endeavoring 
or  wisliing  to  crowd  or  distress  the  community,  but  on 
the  contrary,  with  a manilest  intention  of  rendering  it  as 
easy  as  possible  for  the  debtors  to  the  bank  to  pay  their 
dues.  The  Globe  has  now  turned  a short  corner,  and 
shews,  with  all  the  clearness  and  certainty  of  the  kitchen 
cabinet  sy'siem  of  book-keeping,  tliat  the  stockholders  of 
tlie  bank,  ujion  the  final  adjustment  of  its  concerns,  will 
be  losers  to  the  amount  of  at  least  seventeen  per  cent,  of 
their  property.  [JV*.  Y.  Daily  Jidvertiser. 

We  have  the  following  specimens  of  \\\&  spirit  of  the 
/I'mes,”  collected  in  present  week! 

A lieutenant  in  the  navy,  while  ascendini'  the  river  in  a 
steamboat,  became  involved  in  a quarrel  with  three  persons 
fronr  Arkansas,  two  of  them  brothers.  He  was  clialienged  by 
one  of  the  brothers,  and  endeavored  to  “back  out,”  but  tite 
otlier  party  insisted  upon  a tight,  and  a gentleman  volunteering 
to  lie  second  lor  the  otiicer,  they  went  ashore  to  settle  their 
ference.  At  the  first  fire  the  lieutenant  received  his  advi?^- 
ry’s  ball  in  his  hip,  and  asked  if  he  was  satisfied,  to  which  his 
antagonist  replied,  “no,  not  until  one  of  us  is  killed.”  They 
took  another  shot,  and  the  lieutenant’s  adversary  fell  dead.  His 
brother  then  insisted  on  a fight,  which  the  second  of  the  lieu- 
tenant endeavored  in  vain  to  prevent.  They  fired,  and  the  other 
brother  was  shot  dead.  The  second  of  the  deceased,  becoming 
enraged  with  the  lieutenant’s  second,  shot  and  killed  him,  and 
was  in  turn  shot  dead  by  the  lieutenant,  who  was  conveyed 
from  the  rield  atuch  exhausted  by  loss  of  blood,  and  is  now  at 
Louisville,  recovering,  under  the  care  of  his  physicians.  Thus 
/our  men  were  left  dead  upon  the  field.  We  give  the  above  as 
we  heard  it  (roin  a respectable  source,  but  forbear  to  mention 
the  names  of  the  parties,  as  no  good  could  result  from  it,  and 
we  presume  their  relatives  have  been  already  advised  of  their 
fate. 

The  preceding  is  also  mentioned  in  tbe  “Whig,”  (it  is 
not  said  where  published — but  we  believe  at  Cincinnati), 
and  the  name  of  the  lieutenant  is  giveit  as  Mr.  Marshall 
which  name  we  find  on  the  navy  list  of  Feb.  1833) — but 
urther  of  the  truth  of  the  matter,  we  know  nothing. 

From  the  Flemingsburg,  Ky.  Whig,  Sept.  26.  It  falls  to  our 
lot  to  record  the  most  horrible  event  that  has  ever  occurred  in 
our  town  to  disturb  the  peace  and  shock  the  hearts  of  its  citi- 
zens. On  Sunday  evening  last,  between  7 and  8 o’clock,  Alfred 
Hurt  was  shot  by  Nathan  Hodge,  and  instantly  expired.  Hodge 
was  arrested  on  Monday,  by  constable  Lee,  and  taken  before 
an  examining  court,  held  at  the  court  house  in  Flemingsburg  for 
the  purpose,  by  Thomas  Porter  and  James  Stewart,  esqs.  The 
evidence  detailed  to  the  court  was,  that  while  Hurt  and  several 
other  persons  were  sitting  and  engaged  in  conversation  in  the 
coffee  house,  Hodge  entered  and  approached  behind  and  within 
a few  feet  of  Hurt  as  he  was  silting  in  his  chair,  and  shot  him 
with  a pistol.  The  ball  entered  in  the  back  part  of  the  left 
shoulder,  and  it  is  supposed  todk  a direction  to  the  heart.  Hurt 
expired  in  a minute  or  two  alter  the  event. 

Hodge  is  now  lodged  in  jail  to  await  his  trial  at  our  next  cir- 
cuit court. 

Sandusky,  September  26.  A scene  of  violence  occurred  on  the 
race  ground,  in  the  vicinity  of  this  place,  on  Tuesday  last,  be- 
tween a stranger  from  Kentucky,  we  believe,  by  the  name  of 
Hutchinson,  and  L.  Cone,  citizen  of  Ridgefield,  in  this  county, 
which  resulted  in  the  death  of  the  latter.  They  were  both 
gamblers,  and  the  immediate  cause  of  the  quarrel  which  termi- 
nated so  fatally,  was  a dispute  about  the  terms  o(  a trifling  horse 
race  which  they  proposed  to  run,  unconnected  with  the  regular 
races,  in  the  course  of  which  Hutchinson  called  Cone  a liar; 
upon  which  Cone  said,  “You  dirty  puppy,  you  must  not  call  me 
u liar,”  and  seized  him  by  the  collar,  and  rubbed  or  brushed  his 
face  with  his  hand,  when  Hutchinson  drew  a pistol  from  his 
pocket  and  shot  him  through  the  body.  He  immediately  placed 
one  hand  on  his  stomach  and  the  other  on  his  back,  and  ex- 
claimed, “I  am  a dead  man;  the  villain  has  shot  me;”  walked 
a few  paces,  and  laid  himself  down  on  the  ground,  and  expired 
in  a few  minute.s.  Hutchinson  stepped  out  of  the  crowd,  put 
the  pistol  he  had  di.scharged  into  his  pocket,  took  out  another 
and  put  it  into  his  bosom;  then  mounted  his  horse  and  fled  into 
the  woods.  Some  of  our  citizens  soon  after  started  in  pursuit; 
but  they  did  not  find  him.  He  has  not  yet  been  arrested,  and 
we  know  not  that  any  other  exertions  have  been  made  to  ap- 
prehend him. 

Curious  punishment.  It  is  stated  that  a number  of  Mississip- 
pi Lynchers  recently  caught  a fellow,  named  William  Earl,  and 
after  stripping  him  stark  naked  and  laying  him  upon  the  ground, 
took  a large  tom-cat  by  the  tail  and  dragged  the  animal  to  and 
fro  upon  his  back,  until  it  was  so  well  scratched  that  he  will 
hardly  need  to  have  it  scratched  again  for  a twelve-month! 

Poisoning  a well.  This  crime,  atrocious  as  it  is  rare,  has  re- 
cently been  perpetrated  in  Vermont — happily  without  evil  re- 
sults to  the  family  at  which  it  was  aitiied.  Dr.  Cole,  the  owner 
of  the  well,  has  ottered  a reward  for  the  detection  of  the  crimi- 


nal. The  following  account  is  given  in  a Vermont  paper  of  the 
proceeding: 

The  quantity  thrown  into  the  well  could  not,  probably,  have 
been  less  ihan  a quarter  of  a pound,  as  large  masses  of  it  were 
seen  on  the  bottom  of  the  well,  and  so  much  was  scattered  on 
the  side.s  as  to  render  the  inside  of  the  well  quite  white;  and 
Dr.  Cole  skimmed  Irom  the  surface  ol  the  water  1^  oz.  The 
large  quantity  on  the  sui  lace  ol  the  water,  at  the  lime  of  its  dis- 
covery, induces  the  belief  that  it  niu.'t  have  been  thrown  into 
the  well  the  latter  part  of  the  night,  as  .‘•o  heavy  a substance 
would  probably  have  sunk  in  a few  hours.  The  well  is  about 
fifteen  feet  deep,  and  the  water  about  two  feet.  'I’he  ajtpear- 
ance  was  that  the  arsenic  had  been  shaken  from  a paper  into  the 
well.  'I’he  substance  taken  from  the  well  has  been  submitted  to 
scieiriific  medical  gentlemen  and  fully  tested,  and  the  result  of 
their  examination  is,  that  no  doubt  remains  of  its  being  arsenic. 
The  discovery  was  made  by  a female  of  the  family,  who  went 
eatly  in  the  morning  to  draw  a pail  of  water  for  breakfast-  Had 
any  water  been  drawn  betore  the  discovery,  the  most  di.sastrous 
consequences  must  have  been  the  result,  as  three  families  ob- 
tainetTall  their  water  from  that  well. 

From  the  Philadelphia  Democratic  Herald. 

Renegade  .Americans  in  Paris.  We  {lerceive,  with  a suffusion 
of  shame  that  crimsons  us  from  the  face  to  the  heart,  that  cer- 
tain miscalled  “.^mencons,”  have  been  so  base  and  recreant  to 
liberty,  as  to  congratulate  the  tyrant  Louis  Philippe,  on  his 
escape  from  the  machine  of  liberty,  invented  by  tbe  patriot 
Girard — the  only  man  of  modern  times  who  warms  our  minds 
with  the  glorious  recollections  of  the  Roman  “Brutus;”  and  re- 
calls to  our  faded  recollection  that  sublime  maxim  of  human 
happiness,  “that  it  is  the  highest  virtue  to  slay  a tyrant!” 

Murder  at  Dubuque.  The  last  Salt  River  Journal  slates,  on 
the  authority  of  a gentleman  who  had  ju.si  arrived  there  from 
Dubuque,  that  Mr.  Woodbury  Massey,  a worthy  merchant  of 
that  place,  was  shot  dead  on  the  7ih  uli.  bycapt.  W:n.  B.  Smith 
and  his  son.  Smith  shot  first  and  his  son  immediately  after- 
wards. Massey’s  hand  being  raised  the  ball  passed  through  it, 
entered  his  left  breast  and  lodged  in  his  right  side.  I’he  parlies 
had  been  engaged  in  a lawsuit,  in  which  Massey  had  the  better, 
after  which  Smith  was  frequently  heard  to  threaten  his  life. 
When  he  had  shot  Massey,  he  immediately  gave  himself  up  to 
the  civil  authorities,  but  his  son  tried  to  escape,  and  was  shortly 
after  taken.  They  were  held  to  hail  in  the  sum  of  five  hundred 
dollars  each,  to  appear  at  the  next  circuit  court.  The  grand 
jury  being  in  session,  found  a bill,  and  they  are  safely  lodged  in 
Jail  to  await  their  trial.  Mr.  Massey  was  buried  on  the  next 
day,  and  was  accompanied  by  about  four  hundred  of  the  most 
worthy  citizens  of  Dubuque.  He  was  a man  of  high  reputation, 
and  left  a wife,  four  children  and  a great  many  friends  to  mourn 
their  loss. 

Dr.  Geonard,  the  French  gentleman  at  Mobile,  whose  child 
was  lately  kidnapped  by  his  two  brothers,  for  the  purpose  of  ex- 
torting money  from  the  parent,  has  recently  lost  two  more  chil- 
dren, by  poison,  administered  by  a negro;  who  is  supposed  to 
have  been  employed  to  do  the  vile  deed  by  the  same  wretches 
who  were  guilty  of  the  first  mentioned  offence.  If  this  be  true, 
we  can  hardly  imagine  a punishment  severe  enough  for  the  cul- 
prits. 

Burvvell  Ashwell,  of  Bedford,  we  are  informed,  was  murder- 
ed on  the  22d  ult.  by  John  Swain.  They  had  been  engaged  in 
liitching  dollars,  and  a quarrel  ensued  which  resulted  in  a fight, 
in  w'hich  Ashwell  was  mortally  stabbed,  and  died  instantly. 
Swain  absconded,  and  has  been  seen  on  the  road  to  Floyd  court 
house.  An  officer  had  started  in  pursuit  of  him. 

[Lynchburg  Virginian. 

At  Woodbury,  N.  J.  two  black  men  (supposed  “spies,”  em- 
ployed by  the  “negro  catchers”)  were  Lynched"  and  received 
hundreds  of  lashes — by  negroes!  They  were  whipped  nearly  to 
death.  The  white  inhabitants  found  that  the  “Lj/ncAers”  had 
abandoned  their  victims,  and  left  them  lied  to  trees. 

A hiuhway  robbery  was  lately  committed  in  Mahoning  town- 
ship, Penn.  The  robber  fired  upon  his  victim,  and  wounded 
his  liorse.  Beintf  closely  pursued,  with  the  cry  of  “stop  the 
murderer,”  he  believed  that  he  hat!  committed  that  crime,  and 
(after  keeping  his  pursuers  a short  time  at  bay),  he  discharged 
a pistol  into  his  own  temple,  and  soon  after  expired.  His  name 
is  supposed  to  have  been  Caldwell.  The  money  that  he  hud 
plundered  was  recovered. 

The  officers  of  three  of  the  banks  at  New  Orleans  have  united 
in  offiTing  a reward  of  f$2,000  for  the  apprehension  of  James  M. 
Crosby,  late  a dealer  in  China  and  glassware  in  that  city,  who 
has  absconded  after  committing  extensive  forgeries. 

A monster  named  Crine  has  lilterally  flogged  his  wife 
to  death,  iti  Orange  county,  N.  Y.  The  narrative  of  the 
case  is  truly  horrible. 

[Such  is  a sample  of  what  wc  see  “itt  the  papers!”] 

Mail  hobhehy.  Wm.  Dutcher  of  Milford,  Pike 
county,  the  proprietor  of  the  stage  house  there,  was  ar- 
rested last  week  on  a charge  of  having  purloined  letters 
from  the  ntail  containing  money.  Some  of  the  money 
. w'as  found  in  his  possession,  and  he  acknowledged  he 
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was  guilty.  D.  was  considered  a very  respectable,  ho- 
nest nmn,  and  before  this  uidortunate  transaction,  had 
sustained  an  unblemished  and  unsuspected  character. 

Tlie  circumstances  which  led  to  his  detection  were  as 
follows: — For  some  time  past  there  had  been  consi- 
derable money  lost  on  the  mail  route,  leading  from  Owe- 
gn  to  Jersey  City,  and  the  postmaster  general  sent  on  an 
agent  to  endeavor  to  ascertain  and  ferret  out  the  per\>e- 
trator.  I'liis  agent,  Mr.  Pritt,  deposited  a letter  in  the 
post  office  at  Carbondale,  containing  a quantity  of  coun- 
terfeit bills,  and  also  seven  dollars  in  good  money. 

At  the  first  post  office  in  New  Jersey,  after  leaving 
Milford,  he  examined  the  mail,  and  found  that  the  pack- 
age containing  the  money  was  missing.  He  returned  to 
Milford,  in  company  w'ith  the  postmaster,  and  requested 
him  to  go  to  Butcher’s,  call  for  something  to  drink,  and 
give  in  payment  a $20  bill  to  be  exchanged.  This  he 
did,  and  obtained  two  of  the  counterfeit  bills  Mr.  Pritt 
had  put  in  the  letter  mailed  at  Carbondale.  Butcher 
was  then  arrested,  and,  as  we  before  stated,  confessed 
his  guilt.  Before  he  was  arrested  he  had  passed  one  of 
the  counterfeit  bills  to  the  clerk  of  the  postmaster  at 
Mil  lord  [Wayne  Coimty  Herald. 

!Maxufactures  of  Covingtois^  and  Newport,  Ky. 
Covington  rolling  mill,  value  of  iron  and  nails  $200,000 
Consumed  3,000  tons  pig  metal,  4-5  the  product 
of  Kentucky. 


Bo.  200,000  bushels  stone  coal 
Bo.  200,000  do.  charcoal, 

Employed  100  hands. 

Weekly  expenses  for  hands. 600 

24,000  hhls.  flour 96,000 

5,000  bbls.  whiskey- .30,000 

Cotton  yarns  and  wick 75,000 

Cotton  gins  manufactured 15,000 

Covington  hemp-cordage  manufactory 25,000 

4,500  kegs  and  boxes  tobacco  $15 67,500 

Employed  90  hands 


Total ,.$508,500 

JV'e-ioport  maniifactuHng  company. 

Value  of  articles,  to  wit: 

Cotton  bagging $102,960 

Woollen  goods 148,200 

Bale-rope  and  cotton  yarns .30,000 

Number  of  hands,  200,  weekly  expenses  of  same 
$700,  consumed  137,000  lbs.  of  wool,  400 
tons  hemp,  600  bales  cotton, 

Total $281,160 


[Tliese  are,  or  rather  lately  were,  small  villages  in 
Kentucky  oiJposile  Cincinnati.] 

A state  of  great  excitement  prevails  in  Texas.  Meet- 
ings had  been  held  in  all  the  villages  to  resist  an  inva- 
sion of  the  “federal  troops,”  under  Santa  Anna — which 
it  was  expected  would  happen. 

Potomac  bridge.  Yesterday,  the  president  of  the  U. 
States,  accompanied  by  the  heads  of  departments  and 
several  other  gentlemen,  passed  over  the  new  Potomac- 
bridge  on  foot,  and  returned  in.  carriages.  This  useful 
work  has  been  rendered  passable  in  the  very  short  pe- 
riod of  one  year  from  its  commencement.  It  is  one 
mile  in  length,  including  the  abutments;  of  which  space, 
2,000  leet  are  solid  embankment  of  stone,  earth  and  gravel. 
The  other  portions  are  founded  on  oak  piles,  driven  with 
great  force  into  the  bed  of  the  stream.  The  draws  are 
sixty-six  feet  wide  and  were  opened  in  presence  of  the 
company  in  one  minute  and  a half.  They  are  very  faith- 
fully executed,  and  will  support  any  weight  which  can 
be  brought  to  bear  upon  them. 

The  appropriation  by  congress  was  $130,000;  of  which 
sum,  over  30,000  dollars  will  be  saved  by  the  economy 
of  the  treasury  department,  and  much  better  work  con- 
structed for  the  public  than  congress  contemplated. 

George  W.  Hughes  is  the  principal  engineer,  and  A. 
B.  McLean  the  assistant  engineer.  I’he  contractors  are 
Alanson  Sumner  and  Stephen  Claik,  of  New  York;  who 
deserved  much  praise  for  their  speedy  and  literal  com- 
pliance with  the  condition  of  the  contract. 

[Washington  Globe  oj  the  2</  October. 


Unfortunate  occurrence.  We  understand  that  * 
clergyman,  not  a resident  of  Boston,  who  undertook  to 
officiate  in  one  of  the  churches  of  tliis  city,  yesterday 
forenoon,  actually  fell  asleep  in  the  pulpit  before  the 
commencement  of  the  services,  and  took  a long  and  ap- 
parently a comfortable  nap!  But  the  congregation,  after 
waiting  composedly  half  ati  hour,  became  impatient  at 
being  left  so  long  to  their  own  cogitations,  one  of 
the  number  assumed  the  responsibility  of  rousing  the  re- 
verend gentleman  from  his  slumbers. 

We  consider  this  a dangerous  precedent — and  hope  it 
will  not  be  followed.  We  are  aware  that  it  is  fashiona- 
ble in  many  churches  for  a portion  of  the  congregation 
to  sleep  during  the  service — but  we  do  beg  that  the  pas- 
tors will  keep  awake.  [Host.  Jour, 

PcBEIC  SALE  OF  PARLIAMENTARY  SEATS:  NEED  OF  FUR- 
THER REFORMS.  If  seats  in  the  house  of  commons  can 
be  purchased  now  in  the  same  manner  as  under  the  old 
system,  w e presume  that  no  person,  professing  to  be  a 
reformer,  w ill  maintain  that  the  act  of  1832  ought  to  be 
« final  measure.  Well,  what  is  the  fact?  A seat  in  par- 
liament has  been  publicly  ©ffered  for  sale  wilhin  the  pre- 
sent week,  by  a solicitor  of  Gray’s  Inn.  The  Courier 
contains  the  following  advertisement: 

Seat  in  parliament.  To  be  disposed  of,  a property 
w’hich  commands  influence  sufficient  to  return  a member. 
Apply  personally  to  Mr.  Witham,  solicitor.  No.  8, 
Gray’s  Inn  Square,  London;  if  by  letter,  to  be  post 
paid. 

Bangerous  bog.  There  is  a singular  bog  near  New 
London,  New  Hampshire,  called  the  “Molasses  Bog”— 
being  what  is  sometimes  called  a dancing  meadow — com- 
posed of  grass  and  roots  interwoven,  and  supposed  to 
have  been  once  an  old  pond.  Beneath  this  tremulous 
stratum  is  muddy  water  of  the  color  of  molasses.  It  is 
passable  nearly  all  over  it,  but  if  once  entangled  beneath 
it,  it  is  almost  impossible  to  become  extricated.  Re- 
cently a poor  Irish  emigrant  was  found  missing  in  the 
town  in  question,  and  is  supposed  to  have  perished  in 
this  dangerous  place.  [JV*.  Y.  Star. 

Ship  canal.  The  United  States  engineers  who  have 
recently  been  examining  the  route  for  a ship  canal  around 
the  Falls  of  Niagara,  find  it,  says  the  Niagara  Courier, 
quite  practicable,  and  that  it  will  cost  much  less  than 
was  imagined.  The  same  paper  advocates  the  idea  of  an 
appropriation  by  congress  for  effecting  this  object! 

As  IT  SHOULD  BE.  A case  was  last  week  tried  at 
Montreal,  before  the  chief  justice  and  a special  jury, 
which  excited  considerable  interest.  It  was  an  action  for 
two  thousand  dollars  damages  against  a person  named 
Trudeau,  for  driving  his  cart  against  the  gig  of  the  wi- 
dow Starke,  by  which  she  was  thrown  out  and  severely 
injured.  The  jury  gave  a verdict  of  four  hundred  dol- 
lars damages.  This  is  as  it  should  be,  and  we  hope  it 
may  have  a salutary  effect. 

Brought  in  Rhode  Island.  The  Providence  Jour- 
nal says:— 

“Many  of  the  manufacturing  establishments  have 
stopped  for  w’ant  of  water,  and  should  there  be  no  rain 
w'ithin  a week,  nearly  one-half  of  the  factories  will  be 
compelled  to  suspend  their  business.  The  equinox, 
heretofore,  has  generally  brought  abundance  of  rain,  but 
this  year  we  have  had  but  little,  in  fact,  although  we  had 
a succession  of  rains  during  the  summer,  which  have 
sustained  and  perfected  the  grow  th  of  a great  crop  of 
vegetables,  yet  we  have  had  no  old-fashioned  soaking 
rains  to  fill  the  rivers  and  raise  the  springs.  People 
have  already  begun  to  give  provender  to  their  cattle  on 
account  of  the  dried  state  of  the  pastures. 

Philadelphia  lancer  guard.  \Ye  were  lately  much 
gratified  by  the  inspection  of  the  uniform  of  a new  corps 
of  cavalry  tiow  raising  under  the  above  name,  and  re- 
commend it  to  the  notice  of  all  who  feel  an  interest  in 
military  costume.  The  dress  consists  of  a coat  of  a rich 
maroon  cloth  faced  with  buff,  pantaloons  of  crimson  with 
a stripe  of  buff  on  the  outside  seams,  and  a helmet  of 
the  lancer  shape,  the  skull  of  beaten  brass,  and  the  crest 
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of  crimson  with  a radiance  of  silver  in  front  surrounding 
a golden  eagle,  the  plume  is  of  snowy  white  drooping 
gracefully  from  the  front  peak  of  the  cap,  forming  to- 
gether the  most  elegant  and  fanciful  costume  we  have 
seen. 

The  lance  to  be  carried  by  the  corps,  will  be  polished 
steel  with  a light  ash  shaft,  decorated  with  a crimson 
streamer.  This  species  of  troops  is  a novelty  in  the  city, 
and,  if  gotten  up  with  spirit,  will  add  greatly  to  the  splen- 
dor of  our  parades.  We  are  informed  that  a Polisli 
officer  of  lancers  is  engaged  to  give  the  necessary  in- 
struction in  the  management  of  the  lance  and  the  use  of 
the  sabre.  \_U.  S.  Gaz. 

Tiger  fight.  Some  time  last  week,  while  an  Indian 
was  hunting  in  the  night,  in  the  rear  of  Mr.  Val  Allajn’s 
plantation,  in  West  Baton  Rouge,  he  perceived  an  enor- 
mous tiger  rapidly  advancing  towards  him.  He  attempt- 
ed to  fire  at  him  repeatedly,  but  his  gun  as  often  snap- 
ped. The  tiger  having  approached  sufficiently  near, 
made  a spring  at  the  Indian,  wlio  with  great  presence  of 
mind  seized  his  tomahawk,  and  made  a blow  at  his  as- 
sailant, which  struck  him  on  the  shoulder,  while  with 
his  left  hand  he  seized  him  b}"  the  throat.  He  repeated 
his  blows  so  rapidly  and  effectually  that  the  tiger  in  a 
few  seconds  lay  dead  at  his  feet.  The  shoulders  and 
sides  of  the  Indian  are  much  lacerated  by  the  claws  of 
the  tiger,  which  was  about  seven  feet  Jong. 

[Lonisiima  Register,  Sept.  1.3. 

ITEMS. 

The  present  schah  of  Persia,  in  consequence  of  the 
cruelties  committed  by  the  Caraaican  or  prime  minister 
of  his  predecessor,  has  condemned  him  to  be  starved  to 
death,  and  the  property  of  all  his  adherents  and  relatives 
to  be  confiscated. 

Moushir  Ahmet  pacha,  commander  of  the  imperial 
guard  of  the  sultan,  has  been  sent  with  20,000  men  to 
quell  the  troubles  in  Albania. 

On  the  borders  of  the  Seine,  in  some  places,  such  has 
been  the  recent  drought,  that  the  rivers  are  nearly  dry 
and  the  mills  obliged  to  cease  work,  by  which  from  2 to 
3,000  men  are  thrown  out  of  employ.  In  some  parts  of 
Brittany,  from  the  same  cause,  tlie  cider  has  been  given 
to  cattle  for  drink,  and  water  sold  at  enormous  prices. 

Among  recent  discoveries  at  Pompeii,  has  been  found 
a copper  bath,  constructed  of  the  same  shape  as  those 
now  in  use;  also,  a bed  with  ivory  posts. 

Professor  Zahan  announces  a rich  discovery  made  in 
the  excavations  of  Pompeii.  In  the  house  of  the  Strada 
di  Mercurio,  that  of  Meleager,  a building  of'small  im- 
portance, although  decorated  with  subjects  of  Narcissus 
and  Endymion  painted  on  the  wall,  he  found  fourteen 
silver  vessels  and  a quantity  of  coin,  among  which  were 
29  gold  pieces  of  the  first  empire,  also  two  silver  vases 
five  inches  in  diameter,  ornamented  with  cupidsand  cen- 
taurs, with  rustic  and  bacchanalian  emblems. 

The  beautiful  steamer  Detroit  lately  left  that  place  with 
300  cabin  passengers — the  lai’gest  number  ever  carried 
by  any  of  the  lake  boats.  We  can  hardly  realize  the 
progress  which  civilization  has  made  within  a few  years 
in  the  west — already  covering  those  inland  seas  and 
wide  prairies  with  a refined  and  enterprising  population. 

{JVoah. 

Young  Marcy,  the  convicted  convent  rioter,  has  been 
pardoned  by  the  acting  governor  and  council  of  Massa- 
chusetts. 

The  Boston  Transcript  says — “Celeste  has  received 
from  Mr.  manager  Barry,  ti)e  enormous  sum  of  thirteen 
thousaiid  dollars  for  ttventy-five  nights’  performance  at 
the  Tremont.  ” 

In  mentioning  the  fact  a few  days  since,  that  some  of 
the  fruit  of  the  original  Seckel  pear  ti'ee  formed  a part 
of  the  collection  at  the  horticultural  exhibition  held  in 
this  city  last  week,  we  stated  that  tlie  tree  was  known 
as  far  back  as  46  years.  We  are  now  enabled  to  slate 
that  there  are  amongst  us  gentlemen  who  can  trace  its 
existence  to  a more  remote  period.  The  venerable 
bishop  White,  whose  memory  is  remarkablo  for  its 


strength  and  correctness,  says,  that  when  he  was  a boy, 
about  seventy  years  ago,  there  was  a bleeder  in  this  city 
known  by  the  name  of  Dutch  Jacob,  who  was  a great 
sportsman.  At  a certain  season  of  the  year  he  was  known, 
by  his  neighbors  and  others,  to  bring  home  from  his  ex- 
cursions very  delicious  pears,  but  he  would  never  tell 
any  body  w here  he  procured  them.  About  that  period, 
the  London  land  company,  which  owned  some  land  be- 
low the  city,  made  a sale,  and  Dutch  Jacob  purchased 
the  lot  upon  which  his  pear  tree  stood.  It  afterwards 
•became  tlie  property  of  Mr.  Seckel,  and  now  belongs  to 
the  estate  of  the  late  Mr.  Girard.  The  Seckel  pear  is 
now  known  all  over  the  United  States,  and  we  presume  in 
many  parts  of  Europe  as  one  of  the  most  delicious  of 
fruits.  ' [Phila.  Gaz. 

The  famous  Albigensis,  a body  of  musicians,  one  hun- 
dred and  twenty  in  number,  are  about  to  embark  for  this 
country  from  Leghorn.  {JVe-w  Orleans  Jldv. 

Mr.  Gilley,  of  Thomastown,  Alaine,  late  speaker  of 
the  house  of  representatives  of  that  state,  has  recovered 
$1,1.50  damages  from  the  editor  of  the  Portland  Argus, 
for  a libel  published  by  that  libellous  print,  on  the  cha- 
racter of  jMr.  C. 

The  first  water  spinning  cotton  factory  in  the  U.  States, 
was  put  in  operation  in  Pawtucket,  (a  place  situated  about 

5 miles  from  Providence,  R.  I.)  in  the  year  1792,  with 
t'wenty-tivo  spindles  only!  In  1805  the  number  of  spindles 
was  increased  to  nine  hundred,  and  from  that  year, 
probably,  may  be  dated  the  rapid  rise  of  cotton  and 
woollen  manufactories  in  all  New  England.  In  1808, 
when  the  Pawtucket  mill  carried  but  nine  hundred 
spindles,  it  was  the  largest  mill  in  America,  by  nearly 
pne-half.  In  1808  there  were  34  cotton  factories  erected 
in  Rhode  Island,  carrying  in  all  about  20,000  spindles. 

{JVIethuen  Gazette, 

There  was  manufactured  in  Kenawha  county,  Virginia, 
during  the  quarter  ending  the  4th  ultimo,  514,344  bushs. 
of  salt. 

The  tolls  collected  on.  the  New  York  canals  for  the 
week  ending  on  the  21st  September,  amount  to  the  sum 
of  53,323  60.  This  exceeds  the  collections  for  the  cor- 
responding week  in  1834,  in  the  sum  of  $8,116  51.  The 
increase  on  the  Erie  canal  is  $7,480  80 — on  the  Cham- 
plain $77  40 — on  the  Oswego,  $393  18 — Cayuga  and  Se- 
neca $63  17 — Chemung,  decrease,  $8  58 — Crooked  lake, 
increase  $10  55. 

Whole  sum  collected  from  the  opening  of  navigation 
to  the  21st  of  September,  one  million  and  seventeen 
thousand  dollars.  Increase,  compared  with  1834,  186,000. 

{^Albany  Argus. 

At  12  o’clock  this  day  that  extensive  establishment, 
known  as  Holt’s  hotel,  was  sold  at  auction,  by  Franklin 

6 Jenkins,  for  one  hundred  and  seventy-five  thousand 
dollars,  this  included  all  the  furniture,  which  was  valued 
at  $59,308.  Th-e  purchaser  was  Mr.  Levi  Disbrow.  We 
understand  that  the  property  thus  sold,  cost  Mr.  Holt 
upwards  of  three  hundred  thousand  dollars. 

r.  Com. 

On  Monday  there  was  a large  turn  out  of  the  weavers 
in  Philadelphia,  for  higher  wages.  Several  hundred  of 
them  paraded  through  some  of  the  principal  streets  with 
flags  and  music. 

The  German  population  of  Ohio  is  estimated  at  100,000 
souls. 

A cotton  factory  is  about  to  be  erected  at  St.  Francis- 
ville,  Louisiana.  A part  of  the  requisite  capital  has  been 
already  subscribed  by  a few  enterprising  individuals  of 
the  place. 

Elisha  R.  Potter,  famous  in  the  political  history  of 
Rhode  Island,  died  on  the  26th  ult.  of  anguma pectoris. 
— — 

ELECTIONS. 

The  full  returns  of  the  l.ite  election  in  Missouri,  for  members 
of  constress  shew  the  following  results. 

Against  Van  Buren.  For  Van  Buren. 

For  Ashley  12,836  For  Ilanison  10,856 

Birch  8,823  Strother  10,667 

For  a convention  5,445 — against  it  10,756.  The  call  for  a con- 
vention, as  we  believe,  had  reference  to  the  abolition  of  slave- 
ry, in  the  state. 
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The ‘‘Republican”  says— The  following  is  from  the  “Mis- 
souri Argus”  of  tlie  17th  of  July. 

“The  Argus,  after  having  examined  the  posture  of  affairs 
with  its  hundred  eyes,  read  more  tlian  a hundred  letters,  co,ti- 
ing  from  nearly  every  county  in  the  slate,  and  conversed  with 
gentlemen  residing  in  more  than  40  out  of  the  50  counties,  has 
arrived  at  the  conclusion  that  the  Jackson  ticket — Strother  and 
Harrison,  will  be  elected  by  a majority  of  not  less  than  4,000 
votes,  and  probably  by  near  7,000.  Ashley  is  as  certain  of  being 
permitted  to  visit  the  Rocky  Mountains  again,  without  inter- 
fering with  congressional  duties,  as  he  is  to  live.  Yes,  Ashley 
is  beaten.  Remember  what  we  now  say,  that  you  may  hereaf- 
ter know  what  value  to  place  upon  our  judgment  in  such 
matters.” 

W.  Thompson,  senr.  has  been  elected  to  congress  from  the 
district  formerly  represented  by  W.  R.  Davis,  decea-  ed,  of  South 
Carolina.  His  Van  Buren  opponent,  Mr.  Perry,  was  beaten  by 
by  a majority  of  710  votes. 

Ddnlap,  the  Jackson  candidate  for  governor  of  Maine,  is 
doubtless  rc-elected  by  a large  majority.  The  Belfast  Journal 
says: 

“The  returns  of  votes  so  far  as  received  indicate  a political 
state  of  feeling  of  supineness  and  inaction,  in  both  parties,  such 
as  has  not  been  manifest  for  many  years.  A number  of  the 
towns  in  this  county  have  not  thrown  a single  opposition  vote 
for  governor.  The  democratic  candidates  for  county  offices 
have  met  with  but  little,  if  any,  organized  opposition.” 

Vermont,  One  hundred  and  fifty-seven  towns  give  Palmer 
12,774  votes;  Bradley  10,151;  Paine  4,232.  The  Middlebury 
Free  Press  (anti-masonic)  says, “we  have  heard  from  two  hun- 
dred towns,  which  return  to  the  legislature  about  100  anti-ma- 
sons, 70  Jacksonmen  and  30  whigs.  There  are  about  20  towns 
more  to  be  heard  from.  Judging  from  the  information  we  have, 
we  should  estimate  the  strengUi  of  parties  as  follows: 


Anti-masons 

110 

Van  Buren  men 

. 75 

Whigs., 
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Names  of  the  wards. 

Ritner. 

Wolf. 

Muhlenberg, 

Totals. 

Upper  Delaware... . 

226 

106 

101 

433 

Lower  Delaware. . . 

321 

52 

94 

467 

High  street.... 

225 

52 

36 

313 

Chestnut 

177 

0 

68 

245 

Walnut 

177 

15 

19 

211 

Dock 

0 

0 

250 

Pine 

248 

0 

78 

326 

New  Market  

288 

256 

0 

544 

North  Mulberry. . . . 

287 

280 

0 

567 

South  Mulberry 

305 

155 

0 

460 

North 

91 

0 

4.52 

Middle 

81 

0 

323 

South 

0 

0 

256 

Locust 

267 

0 

2'J8 

475 

Cedar 

0 

50 

358 

Totals 

.;.  3,938 

1,088 

654 

5,680 

The  votes  of  the  whigs  amount  to 

,3,938 

Wolf  and  Muhlenberg  votes... 

1,742 

Majority  of  the  whigs 2,196 

Every  ward  for“Ritner” — the  voles  for  Wolf  and  Muhlen- 
berg being  added  together.  Six  out  of  the  seven  wards  in  the 
Northern  Liberties,  are  also  for  “Ritner”  and  Watmough  (for 
sheriff) — and  three  out  of  four  in  Spring  Garden.  Southwark, 
Moyamensing,  Kensington,  &c.  shew  general  majorities  for 
Wolf  or  Muhlenberg,  or  for  the  two  combined.  Ritner  inspec- 
tors have  been  elected  by  a majority  of  92  votes,  and  at  Harris- 
bufgh,  Easton,  Doyieslown,  &c. 


BALTIMORE  ELECTION. 

The  election  in  this  city  was  held  on  Monday  last,  with  the 
following  result. 

Congress.  Assembly, 


4 

2 

u 

a 

4 

V 

s 

03 

o 

'5 

tq 

a 

-O 

g 

cq 

a 

ci 

cq 

O 

o 

Qi 
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1st 

303 

307 

337 

.344 

17 

304 

307 

349 

319 

2d 

306 

305 

325 

318 

9 

302 

307 

325 

328 

3d 

509 

516 

369 

367 

9 

513 

506 

.379 

372 

4th 

542 

538 

348 

353 

17 

540 

548 

358 

356 

5th 

397 

401 

507 

514 

15 

398 

395 

.515 

517 

6 th 

581 

580 

390 

390 

16 

.574 

576 

407 

407 

7th 

303 

305 

579 

584 

00 

298 

297 

588 

59.3 

8th 

571 

566 

313 

318 

9 

576 

565 

324 

313 

9th 

365 

364 

555 

563 

13 

363 

363 

566 

566 

10th 

565 

.558 

296 

299 

24 

561 

565 

307 

309 

11th 

57.3 

566 

505 

507 

20 

574 

569 

514 

514 

12th 

607 

595 

390 

402 

40 

601 

596 

414 

414 

5,622  1 

5,599  4,910 

4,960 

189 

5,604 

5,594 

5,046 

5,040 

Messrs.  Howard  gnd  McKim  for  congress,  and  Richardson 
and  McLean  for  asseml)ly,  “Van  Buren;”  and  J.  P.  Heath  and 
Charles  R.  Stewart,  fur  congress,  and  Purviance  and  Neilson 
for  assembly,  whigs.  George  H.  Steuart,  “independent.” 

The  average  majority  for  the  whole  “Van  Buren”  ticket  is 
555.  That  of  the  “whig”  ticket,  for  assembly,  in  1834,  was  314. 
Tiiat  for  the  “Jackson”  in  1832—504. 


Whole  number  of  votes 

in  1832.. 

Ditto 

1834... 

Ditto 

1835... 

..(about) 10,640 

Average  Jackson  vote  in  1832.... 

Whig 

Jackson 

1834.... 

Whig 

“ .... 

Jackson 

1835.... 

. ./the  delegates) . . .5,539 

Whig 

We  expect  to  give  the  full  returns  of  the  Maryland  elections 
in  our  next — for  reference. 

The  “Chronicle”  is  “induced  to  believe  that  the  next  house 
of  delegates  will  consist  of  about  fifty-five  anti-Van  Buren,  and 
twenty-five  Van  Buren  members.  The  senate  (15)  is  anti-Van 
Buren— so  that  our  majority  upon  joint  ballot  will  be  about  45.” 

This  is  very  nearly  a correct  result. 

It  is  ascertained  that  Messrs.  Washington,  Jenifer,  Steele, 
Turner  and  Pearce,  (all  anti),  are  elected  to  congress — and 
that  Messrs.  Thomas,  Howard  and  McKim  (Van  Buren),  are 
also  chosen.  We  have  only  eight  members  of  congress. 

The  “Van  Buren”  party  celebrated  their  victory  in  Baltimore, 
on  Wednesday,  by  a “cannonade”— said  to  have  been  of  400 
guns— at  which  two  persons  were  severely  injured. 

— ® ■ 

FOREIGN  NEWS. 

A packet  ship  has  arrived  at  New  York,  from  Havre,  whence 
she  sailed  on  the  2d  September. 

The  bills  to  regulate  the  press — relating  to  pictures,  &c.  had 
passed  the  French  chamber  of  deputies  by  large  majorities. 
Among  other  regulations,  the  proprietors  of  the  journals  are  re- 
quired to  deposite  from  15,000  to  100,000  francs,  as  a security 
for  their  good  behaviour!  All  papers  published  more  than  twice 
a week  are  to  deposite  the  100,000  francs.  The  editors  are  re- 
quired to  sign  each  number  of  a journal,  under  penalties  of 
from  500  to  3,000  francs.  The  press  is  “regulated”  to  death'. 
The  bills  have  yet  to  pass  the  chamber  of  peers. 

More  of  the  prisoners  recently  tried  l»y  the  chamber  of  peers 
have  made  their  escape — the  whole  number,  at  the  latest  date, 
who  had  got  off,  was  thirty-two. 

The  cholera  still  prevailed  in  the  south  of  France,  and  had 
also  appealed  in  Italy,  Marseilles,  Toulon,  Genoa,  Nice,  Tou- 
louse, and  many  other  places  are  mentioned  in  which  cases 
have  occmred. 

Very  little  is  said  of  Fieschi;  his  examinations  were  conti- 
nued, but  do  not  appear  to  have  elicited  any  thing  of  much  im- 
portance. 

Late  accounts  from  Algiers  state  that  the  cholera  was  raging 
with  fury  in  the  city.  A part  of  the  population  had  gone  into 
the  country,  and  the  packet  was  thronged  with  passengers  fly- 
ing from  the  scourge.  On  the  20th  inst.  the  total  number  of 
cases  was  1,237,  and  deaths  800.  The  hospitals  are  all  crowd- 
ed; in  that  of  Caraiino  alone,  258  have  died. 

The  foreign  legions  from  Algiers  had  at  length  arrived  at 
Tarragona. 

From  Spain  we  have  the  following — 

The  Carlists  were  retracing  their  steps  from  Catalonia,  and  it 
seemed  probable  that  they  would  be  compelled  to  abandon  their 
plan  of  concentrating  on  the  line  of  Ebro. 

Bordeaux,  Aug.  28.  “A  courier  passing  through  this  town 
from  Madrid,  states  that  on  traversing  Arragon,  he  learned  that 
gen.  Gurrea,  had  an  affair  with  the  Carlists  in  that  province,  in 
which  he  took  500  of  them  prisoners,  with  27  wagon  loads  of 
money.  A convent  which  had  unfortunately  sheltered  the 
Carlists,  and  supplied  them  100  muskets,  has  been  burned  to 
the  ground,  and  all  the  monks  massacred.  If  by  this  time  the 
rebels  have  not  succeeded  in  making  their  way  into  France, 
they  must  have  infallibly  fallen  into  the  hands  of  the  queen’s 
troops,  for  they  were  completely  surrounded.” 

Bayonne,  Aug.  22.  We  learn  by  private  advices,  that  the 
auxiliary  Portuguese  army  entered  Spain  on  the  10th  inst.  The 
governor  of  Zamora  left  on  the  9th  to  receive  them.  They  con- 
sist of  12  battalions  of  infantry,  1,000  horsemen  and  3 brigades 
ofartillery.  We  learn  also  that  the  foreign  legion  landed  at 
Tarragona  on  the  17th.  It  comprises  an  effective  force  of  4,500 
men. 

Seville  had  been  visited  with  disturbances,  similar  to  those 
of  Madrid  and  Barcelona;  convents  were  destroyed,  and  the  au- 
thorities replaced  iTy  others  of  popular  appointment. 

Saint  Sebastian,  Bilboa,  Santona  and  Santander  were  occu- 
pied by  the  English  auxiliaries. 

Tranquillity  was  restored  at  Madrid,  but  it  was  maintained 
only  by  the  presence  of  a strong  military  force.  Two  journals 
had  been  suppressed  by  the  government,  and  the  editors  arrest- 
ed. 

Don  Carlos  was  at  Estelle  on  the  20th  of  August. 

J’he  recognition  of  South  American  independence  only 
awaited  the  arrival  of  the  Mexican  minister,  (who  left  London 
on  the  29th  of  August),  to  be  solemnly  ratified  at  Madrid. 
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The  sudden  appearance  of  jewels — diamonds,  rubies,  &c.  &c. 
of  great  value,  and  in  extraordinary  numbers,  in  various  parts- 
of  Italy,  has  created  iiiucli  wonder.  They  are  supposed  to 
have  come  from  Spain,  being  sold  by  the  inunks  to  raise  money 
for  Don  Carlos. 

The  London  Times  announces  that  despatches  have  been  re- 
ceived from  Madrid,  slating  that  the  liberals  insist  on  the  sup- 
pression of  all  convents,  a reduction  of  the  number  of  bishops 
and  church  dignitaries,  the  abolition  of  tithes,  and  the  applica- 
tion of  convent  lands  to  the  wants  of  the  government. 

It  is  stated  in  the  Constilulionnel  of  the  30lh,  on  the  authority 
of  the  London  Globe,  that  negotiations  have  been  commenced 
between  the  queen’s  government  and  the  authorities  of  the 
three  Basque  provinces,  which,  if  successful,  will  put  an  end 
to  the  civil  war. 

The  auxiliary  junta  of  Barcelona  have  presented  an  address 
to  the  queen;  charging  the  recent  disorders  upon  Llauder, 
whom  they  accuse  of  secretly  favoring  the  Carlists,  and  entreat- 
ing her  to  make  a convocation  of  the  cortes,  for  the  adoption 
of  a new  constitution  which  shall  meet  the  wants  and  wishes 
of  the  nation.  The  government  in  reply  had  expressed  a wil- 
lingness to  adopt  this  measure. 

No  great  action  appears  to  have  taken  place,  but  several  skir- 
mishes are  recorded,  in  which  the  Carlists  are  said  to  have 
come  off  the  worst. 

From  Great  Britain.  The  new  bill  proposed  by  lord  Mel- 
bourne, for  the  preservation  of  peace  in  Ireland,  was  rejected 
by  the  lords  on  the  26th  of  August,  by  a vote  of  51  to  39. 

By  this  rejection,  the  power  of  the  police  is  left  in  the  hands 
of  the  magistrates,  instead  of  being  taken  under  the  immediate 
direction  of  the  government.  It  will  no  doubt  cause  great  di.s- 
satisfaciioii.  The  object  of  the  peers  is  to  force  a resignation 
of  the  Melbourne  ministry  and  a dissolution  of  parliament,  in 
the  hope  that  a new  election  will  increase  the  conservative 
strength  in  the  lower  house. 

The  house  of  commons  had  passed  a resolution  inviting  the 
duke  of  Cumberland  to  appear  before  them,  and  give  explana- 
tions touching  his  conduct  in  the  affair  of  the  Orange  lodges. 

The  duke  de  Nemours  (second  son  of  the  king  of  France)  is 
travelling  in  England. 

The  municipal  reform  bill,  as  amended  by  the  peers,  was 
read  in  the  house  of  commons  on  the  28th. 

fThe  amendments  have  made  it  a new  bill.] 

Kalish,  Jlug.  14.  Prince  Pascewitsch  arrived  here  on  the 
10th.  On  the  next  day  he  visited  the  camp,  and  in  the  evening 
was  honored  with  a military  concerl, composed  of  1,000  drums, 
trumpets  and  clarionets,  and  600  other  instruments,  under  the 
direction  of  the  master  of  the  guard,  colonel  Hase.  On  the 
12th,  the  prince  reviewed  51  baitalions  of  infantry,  35  squadrons 
of  cavalry,  500  Mussulmans  and  a train  of  116  pieces  of  artille- 
ry. Our  frontiers  are  watched  with  the  greatest  vigilance;  and 
in  order  that  all  personages  of  rank  may  be  identified,  Russia 
has  appointed  general  count  Nesselrode,  and  Prussia,  lieut.  col. 
de  Rauch.” 


CAPT.  ELIHU  S.  BUNKEP. 

From  the  JVew  York  J)aih/  Jldvertiser. 

We  learn  that  Elihu  S.  Bunker  has  resigned  his  post 
as  captain  of  the  steamboat  President.  No  man  can  pro- 
bably be  named  in  the  private  walks  of  life,  who  is  so  ge- 
nerally known  as  captain  B.  and  we  believe  none  enjoys 
greater  confidence  and  respect.  We  shall  never  forget 
that  capt.  Bunker  was  the  pioneer  captain  tvho  merged 
from  river  navigation  to  that  of  the  ocean.  When 
steamboats  were  even  yet  an  experiment,  and  it  was 
barely  admitted  that  they  would  succeed  on  rivers,  capt. 
Bunker  formed  the  design,  and  was  sanguine  in  the  be- 
lief, that  he  could  with  safety  and  success  navigate  the 
ocean.  With  this  belief  he  induced  a number  of  friends 
to  embark  with  him  in  the  enterprise  of  building  a boat 
to  navigate  the  sound.  Agreeably  to  this  plan,  the  old 


steamboat  “Fulton,”  the  first  that  ever  navigated  the 
ocean,  was  laid  down,  under  his  superintendance,  by 
Adam  and  Noah  Blown.  Slie  was  intended  to  navigate 
Long  Island  sound.  The  exiieriment  was  considered 
one  extremely  problematical.  We  well  recollect  visit- 
ing the  frame  as  it  lay  in  the  ship  yard  in  1813,  and  hear- 
ing the  opinion  of  some  of  our  first  merchants  and  nauti- 
cal men,  among  them  were  Oliver  Wollcot  and  capt. 
Wm.  Lovett.  These  gentlemen  agreed  in  opinion  that 
the  boat  would  be  as  strong  as  wood  and  iron  could  make 
her;  and  also  that  in  ordinary  weather  she  “might”  na- 
vigate, with  safety,- between  the  city  and  New  Haven; 
but  in  rough  weather  she  would  not  be  able  to  keep  the 
sound.  So  perfectly  idle  and  ridiculous  was  the  project 
considered,  that  the  owners  and  captains  of  the  numerous 
and  elegant  packets  that  ran  to  Connecticut  and  Rhode 
Island,  for  a long  period,  ridiculed  it  with  the  appella- 
tion of  “Bunker’s  folly.”  In  due  time,  however,  the 
boat  was  finished,  and  commenced  her  regular  trips  to 
New  Haven.  For  a long  period  the  packet  interest  was 
so  great,  that  they  kept  up  the  idea  that  she  was  not  safe 
in  storms,  and  that  she  would  eventually  blow  up.  J’eed- 
ing  these  prejudices,  they  were  enabled  to  run  until  time 
and  experience  proved  their  fallacy,  and  the  New  Haven 
daily  line  of  packets  could  no  longer  be  sustained.  The 
interest  of  the  packet  and  stage  owners,  was  so  great  that 
they  were  enabled,  however,  by  legislative  enactments, 
to  drive  captain  Bunker  from  their  waters  to  Rhode  Is- 
land, where  it  was  believed  the  terrors  of  Point  Judith 
would  effectually  put  a stop  to  his  successful  enterprise. 
Time,  however,  soon  tested  the  wisdom  of  captain  Bun- 
ker’s predictions,  and  all  the  lines  of  packets  between 
Connecticut  and  Rhode  Island,  so  far  as  they  depended 
on  passengers,  were  effectually  broken  up;  thus  a new 
era  in  the  transportation  of  passengers  on  the  American 
coast  was  successfully  established.  Captain  Bunker  then 
went  on,  and  built  the  steamboats  Connecticut,  Benjamin 
Franklin  and  President,  all  of  which  are  running  at  the 
present  time,  and  have  established  a character  for 
strength  and  speed. 

Great,  however,  as  has  been  capt.  Bunker’s  judgment 
as  to  the  success  of  his  enterprise,  we  think  there  are 
other  qualifications  and  traits  of  character  that  deserve 
particular  notice.  We  allude  to  his  skill  as  a naviga- 
tor. For  more  than  twenty  years  he  has  run  those  large 
and  valuable  boats  on  the  sound,  principally  at  night  and 
in  storms  of  rain  and  snow  of  great  violence,  and  during 
summer  and  winter.  Millions  of  human  beings  during 
tliat  period,  have  confided  themselves  to  his  care,  and  it  is 
a fact  worthy  of  all  praise,  that  he  has  never  met  with 
a serious  accident.  His  boats  have  never  been  ship- 
wrecked, nor  has  there  ever  been  any  exj)losion  of  boilers 
or  accident  to  machinery  whereby  a single  individual 
has  ever  been  in  the  slightest  degree  injured.  Besides 
nautical  skill  and  sound  judgment  captain  Bunker  has 
one  of  the  most  amiable  dispositions.  StH’rounded  as  he 
has  been  by  all  descriptions  of  characters,  he  has  ever 
conducted  himself  in  a manner  to  gain  their  confidence 
and  esteem.  Captain  Bunker  retires  with  a sound  con- 
stitution and  in  excellent  health.  We  sincerely  trust  that 
the  remainder  of  his  days  may  be  blessed  with  conTort 
and  happiness.  [To  which  (he  editor  of  the  Registkb 
begs  leave  to  say,  amen — for  “auld  lang  syne.”] 
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BANK  OF  THE  UNITED  STATES. 

We  publish  the  state  of  the  bank  of  the  United  Slates  on  the  1st  of  September.  We  are  now  enabled  to  give  that  of  tlie  1st 
of  the  present  month,  with  its  progressive  changes;  and,  by  way  of  illustration,  add  a similar  staiemeni  for  last  year. 

[iVaf.  Gazette. 

Stale  of  the  batik  from  June  1835,  to  October  1st,  1835. 

Due  to  state 
banks. 


1835. 


Loan.  Bills  of  exchange.  Totals. 


Circulation. 


Specie.  Funds  in  Europe. 


June  1, 
July  1, 
Aug.  1, 
Sept.  1, 
Oct.  1, 


38,787,793  67 
40.221.638  99 
40.116,613  27 
40,265,325  76 
40,339,643  96 


24,854,852  47 
24,976,053  92 
24,197,904  95 
21,521,694  70 
19,823,605  43 


63,642.646  04 
65,197,692  91 
64,314,518  22 
61,787,020  46 
60,163,249  39 


22,009,474  40 
25,3.32.820  16 
24,329,222  95 
23,645,122  66 
24,403,074  16 


13.912.. 577  47 

13.429.. 328  74 
12,883,968  43 
12,440,781  31 
12,545,652  82 


2.007.146  45 
2, .378. 669  .57 
2 2.58  ,886  94 
1.885.136  89 
1,810,898  09 


691.699  .50 
2 065.655  71 
1.793.921  04 
946.445  63 
651,995  42 


1834. 

June  I,  34.739.871  21 

July  1,  34,423,921  72 


State  of  the  bank  from  June  1st,  1834,  to  October  1st,  1834. 


17,462.041  67 
16,601,051  00 


52,201,912  88 
51,024,972  72 


16,612,527  06 
16,641,997  90 


12, 298. .3.3.3  20 
12,823,997  93 


Aug.  1,  34,744,116  99  13,932,049  90  48,676,166  89  16,469.342  90  1.3  626.019  63 

Sept.  1,  31,863.326  55  12,196,172  10  47,059,498  65  15,298.577  90  1.3,863,897  99 

Oct.  1,  3.5,122,840  54  10,883,951  21  46,006,791  '^5  15,637,676  47  15,561,374  08 

{U  is  remarkable  that  the  circulation  is,  this  year,  nine  millions  more  than  in  the  last!  Do  w 


1.995,291  80 
3,827,413  03 

4,338,372  07 
3,8.59,820  92 
3,127,982  88 
need  a ^‘belter 


Due  fm.  St  hks. 
1,622,076  91 
408,726  34 
Due  to  st  banks. 
5.30,972  26 
400.837  73 
818.710  20 
currency?”  ] 
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A MAN  OF  THE  OLDEN  TIME. 

On  Wednesday,  23d  ult.  MOSES  BROWN,  the  venerable 
Friend,  entered  upott  liis  niiiety-eighlli  year.  He  is,  I believe, 
the  oldest  individual  in  this  city,  where  he  was  born,  and  where 
he  has  passed  his  long  and  uselul  and  happy  life.  The  regular 
monthly  meeting  of  the  society  of  Fiiends  occurred  on  the  fore- 
noon of  the  same  day.  In  compliance  with  his  almost  invaria- 
ble practice,  he  was  found  in  his  place  on  that  occasion,  mani- 
festing his  habitual  interest,  and  taking  an  intelligent  part,  in 
the  deliberations  and  acts  of  the  meeting.  At  dinner,  he  was 
surrounded  by  several  of  his  family  connections  and  familiar 
friends,  in  that  group,  however,  tliere  was  neither  wife,  nor 
brother,  nor  son.  nor  daughter,  to  extend  to  the  patriarch  the 
hand  of  congratulation,  or  to  revive,  with  any  thing  like  a co- 
temporary interest,  the  memories  of  the  distant  past.  All  these 
he  has  outlived!  Of  his  lineal  descendants,  only  one  grand 
daughter  and  three  great  grand  children  are  now  living.  He 
was  the  youngest  of  four  brothers,  and,  in  early  life,  his  consti- 
tution was  thought  to  be  so  delicate,  as  to  give  little  hope  of  a 
Jong  life.  Indeed,  to  quote  liis  own  language,  addressed  to  the 
writer  of  this  notice,  on  the  recent  anniversary  of  his  birth  day, 
he  would  gladly  have  compromised,  had  it  been  in  his  power, 
for  a life  extruded  to  the  term  of  sixty  years!  The  last  of  his 
brothers  he.  has  survived  more  than  thirty  years. 

In  the  afternoon  of  his  recent  birth  day,  several  of  his  colla- 
teral kindred  and  personal  friends  paid  him  a visit,  to  congra- 
tulate him  upon  his  reaching  another  mile  stone  in  his  long 
journey,  with  powers  of  body  and  mind,  which  leave  him  still 
capable  of  usefulness,  and  alive  to  enjoyment.  He  received 
them  with  much  kindness,  rising  from  his  seat  on  the  sofa,  as 
each  one  advanced  to  greet  him;  he  conversed  familiarly  upon 
various  topics  connected  both  with  the  past  and  the  present; 
and,  in  no  instance,  did  he  lapse  for  a moment  either  into  the 
garrulity  or  the  torpor  of  age.  He  betrays,  in  fact,  no  symp- 
toms of  senile  dotage,  and  in  proof  of  this,  it  may  be  mentioned 
that  he  not  only  is  an  efficient  supervisor  of  the  Friends’  yearly 
meeting  boarding  school,  in  this  city,  hut  that  for  years  he  has 
been  and  still  is  the  treasurer  of  that  important  and  richly  en- 
dowed institution.  The  duties  of  this  responsible  office  he  dis- 
charges with  great  exactitude,  without  the  aid  even  of  a clerk, 
to  perform  the  ordinary  labors  of  an  accountant.  To  what 
causes  may  this  extraordinary  exemption  /rom  the  almost  ine- 
vitable infirmities  of  life,  thus  prolonged,  be  ascribed.^  I pre- 
tend to  offer  no  philosophicalsolHiion  of  the  phenomenon.  As 
a plain  man,  however,  I answer,  that  Moses  Brown  owes  his 
remarkable  longevity  and  the  healty  action  of  his  mental  pow- 
ers, mainly  to  three  causes — first,  to  temperance  and  regularity 
in  his  habits  of  living — secondly,  to  the  influence  of  his  pecu- 
liar religious  faith  and  practice  in  preserving  its  votaries  from 
the  agitation  of  the  passions,  from  an  exhausting  solicitude  to 
will  the  high  prizes  of  life,  and  from  a voluntary  servitude  to 
fashion  and  to  pleasure— thirdly,  to  the  fact  that  he  has  never 
suffered  his  faculties  to  rest  from  want  of  use,  that  he  has  ex- 
erted them  eonstanlly  upon  subjects  fiited  not  only  to  maintain 
their  true  balance,  but  to  recruit  their  decaying  strength,  and  to 
insure  to  them,  after  the  lapse  of  nearly  one  hundred  years,  no 
little  of  the  practical  efficiency  which  is  hut  too  generally  the 
exclusive  possession  of  those  over  whose  natural  force  time 
ha.-»  achieved  no  triumph.  X. 

Providence,  Rhode  Island,  Oct.  1,  1835, 

EXPENSES  OF  WARS. 

From  Tail’s  Edinburgh  Magazine. 

BY  ONE  OF  THE  SOCIETY  OF  FRIENDS. 

Since  the  year  1,000,  there  have  been  twenty-four  difli'erent 
wars  between  England  and  France;  twelve  between  England 
and  Scotland;  eight  between  England  and  Spain;  and  seven 
with  other  countries;  in  all,  fifty-one  wars! 

There  have  been  six  wars  within  one  hundred  vears,  viz: 

) 100,000  slain, 
cost  £21,500,000  V 80,000  died  of 
S famine. 


1.  War  ending  1697 


^ not  ascertained. 

250.000. 

200.000. 
2,000,000 


2.  began  1702  43,000,000 

3.  began  1739  46.400,000 

4.  begun  1758  111,000,000 

5.  Am.  war  1775  139,000,000 

The  last  war  1793  750,000,000 

among  the  several  belligerents. 

At  the  conclusion  of  the  war,  which  ended  1697,  the  national 
debt  was  twenty-one  millions  and  a half.  At  the  concliHion 
of  the  last  war,  in  1815,  the  national  debt  amounted  to  no  less 
than  one  thousand  and  fifty  millioris. 

On  the  25ih  May,  1660, Charles  II.  was  restored  to  the  throne 
of  England.  In  1664,  he  declared  war  against  Holland,  upon 
very  frivolous  pretences.  Two  English  ships  had  been  taken 
by  the  Dutch;  and,  though  they  otfered  to  make  a proper  com- 
pensation, Charles  would  not  accept  it,  but  immediately  pro- 
ceeded to  hostilities. 

After  three  years’  war,  both  sides  were  equally  tired,  and  a 
peace  was  concluded  at  Breda,  lOih  July  1667. 

William  III,  ascended  the  throne  in  1689.  In  respect  to  fo- 
reign wars,  William’s  grand  object  was  to  humble  the  pride  of 
the  French  king;  and  with  this  view,  he  entered  into  a confe- 
der.acy  with  liie  emperor,  the  king  of  Spain,  the  United  Provin- 
ces, the  duke  of  Savoy  and  the  elector  of  Bradenburgh;  which 
potentates  severally  declared  war  against  Louis  in  1689;  and  in 
1697,  after  a war  of  ei« Id  years,  bloody  and  expensive,  a peace 
was  concluded  at  Ryswick  in  Holland;  the  principle  article  of 


which,  relating  to  king  William,  was  that  he  should  be  acknow- 
ledged king  of  Great  Britain, 

The  war,  in  which  William  was  engaged  from  motives  of 
ambition,  shews  the  melancholy  effects  of  entering  into  conti- 
nental alliances,  whicli  have  always  been  the  misfortune  of 
England.  Between  twenty  and  thirty  millions  sterling  expended 
and  one  hundred  thousand  men  slain  upon  the  continent,  were 
not  the  only  evils  attending  the  contest.  While  blood  and  de- 
vastation mariied  the  military  operations  abroad;  poverty,  fa- 
mine and  distress  raged  at  home.  William  being  the  principal 
of  the  confederacy,  had  the  expense  of  the  confederacy  to  sup- 
port. It  was  then  that  corn  was  expoited  in  the  greatest  abun- 
dance to  feed  the  allies;  in  consequence  of  which,  in  England 
it  was  double,  and  in  Scotland  lour  times  its  ordinary  price;  and 
in  one  of  those  years,  in  Scotland  alone,  eighty  thousand  poor 
people  (says  Dalrymple)  died  of  want! 

Queen  Anne  ascended  the  throne  in  1702,  and  immediately 
proceeded  to  prosecute  the  design  which  her  predecessor  had 
formed,  of  humbling  the  pride  of  the  Bourbon  family,  by  de- 
priving Philip  of  the  crown  of  Spain,  and  compelling  the  French 
king  to  adhere  to  the  second  treaty  of  partition.  Accordingly 
war  was  declared  against  France,  in  May,  1702,  by  England, 
Holland  and  the  empire;  and  after  it  had  been  prosecuted  ele- 
ven years  with  various  success,  a peace  was  concluded,  and 
signed  at  Ulretcht,  on  the  11th  April,  1713. 

But  the  grand  object  for  which  the  war  had  been  undertaken 
was  finally  abandoned. 

King  Philip  was  left  in  quiet  possession  of  the  Spanish  crown. 
During  this  war,  was  achieved  the  victory  over  the  French 
at  Blenheim.  Ten  thousand  men,  French  and  Bavarians  were 
slain  on  the  field  of  battle;  the  greater  part  of  thirty  squadrons 
ofdragoons  were  drowned  in  the  Danube;  much  plunder  and 
many  trophies  were  obtained. 

But,  notwithstanding  these  signal  acquisitions,  the  nation 
was  a considerable  loser;  for  the  expenses  of  the  war,  as  stated 
by  sir  John  Sinclair,  amounted  to  £43,360,000;  which  made  a 
serious  addition  to  tlie  national  debt,  and  to  the  taxes  that  were 
laid  on  the  people  to  pay  the  interest  of  it. 

During  the  reign  of  George  II,  a war  was  begun  in  the  latter 
end  of  1739,  between  England  on  the  one  side,  and  France  and 
Spain  on  the  other,  which  terminated  in  a peace  at  Aix-la-Cha- 
pelle,  in  1748,  after  a contest  of  nine  years. 

The  expenses  of  this  war  are  stated  at  £46,418,689. 
Notwithstanding  the  treaty  of  Aix-la-Chapelle,  (which  con- 
cluded a war  in  which  nothing  was  gained  by  any  party  but  the 
experience  of  each  other’s  strength  and  resources),  peace  was 
not  oflong  continuance.  The  cessation  of  hostilities  was  only 
an  interval  of  repose,  in  which  the  nation  might  recruit  its 
strength  to  fight  again.  In  1754-5  a dispute  arising  between 
Eiiiiland  and  France,  concerning  a tract  of  land  in  the  back 
parts  of  America,  each  party  charging  the  other  as  the  aggres- 
sor, involved  the  two  nations  in  an  eight  years’  contest;  when, 
as  an  eloquent  w’riter  observes,  had  the  parties  interested  alone 
been  consulted,  a jury  of  twelve  men  might  have  settled  the 
difference. 

At  length,  the  resources  of  England  were  nearly  exhausted; 
men  could  not  be  procured  without  great  difficulty,  and  the 
enormous  sums  required  to  continue  the  war  became  oppres- 
sive upon  the  people.  In  plain  terms,  both  sides  were  so 
weakened  with  the  loss  of  blood  and  treasure  that  they  could 
fight  no  longer,  and  a peace  was  concluded  in  February,  1763. 

This  war  is  said  to  have  been  the  most  foitunate  in  which 
Eiialand  ever  cneaged:  one  hundred  ships  of  war  were  destroy- 
ed or  taken  from  the  enemy;  and  twelve  millions  sterling  ac- 
quired in  plunder,  besides  immense  acquisitions  on  the  conti- 
nent of  North  America.  But  these  victories  and  successes  cost 
the  nation  £ 1 11,271,996  sterling,  and  two  hundred  and  fifty  thou- 
sand lives!  Such  was  the  indemnity  which  England  obtained 
for  the  past. 

England  was  not  long  to  enjoy  the  blessings  of  peace  and 
prosperity.  In  the  course  of  her  recovery  to  strength  and  afflu- 
ence, she  was  again  interrupted  by  the  unhappy  and  calamitous 
contest  with  the  American  colonies,  which  broke  out  in  1775. 

These  colonies  were  in  a slate  of  rapid  advancement,  and 
they  imported  from  the  mother  country  goods  to  the  annual 
amount  of  £4,509,000  sterling.  This  trade  was,  however,  an- 
nihilated by  the  war,  and  numbers  of  respectable  merchants 
and  others  were  entirely  ruined.  After  a struggle  of  seven  or 
eight  years,  in  which  England  lost  two  hundred  thousand  lives, 
and  expended  £136,181,876  sterling,  peace  was  signed  between 
the  contending  powers,  at  Paris,  on  the  3d  September,  1783,  by 
which  Great  Britain  acknowledged,  the  thirteen  provinces  of 
North  America,  as  free,  sovereign  and  independent  states. 

The  misery  and  expense  occasioned  by  the  American  war, 
were  severely  felt  by  the  public,  and  were  the  cause  of  great 
dissatisfaction  boih  in  and  out  of  parliament. 

In  1787  was  negotiated  a commercial  treaty  with  France,  on 
terms  muiually  advantageous  to  both  countries.  This  treaty 
was  hailed  by  the  reflecting  part  of  the  community,  and  espe- 
cially by  merchants  and  manufacturers,  as  the  harbinger  of  a 
lasting  peace;  and,  under  a sincerely  pacific  administration, 
might  have  been  rendered  invaluable  in  promoting  the  good  un- 
derstanding once  more  sub.sisting  between  the  two  govern- 
ments; hut,  unhappily,  this  trekty  was  not  oflong  duration;  for, 
in  1793,  England  and  France  were  again  involved  in  an  awful 
contest,  which  continued  with  little  intermission  till  1815; 
when,  after  a waste  of  blood  and  treasure  unparalleled  in  the 
history  of  the  world,  peace  waa  restored. 
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The  expenses  of  the  French  war  have  been  staled  as  under; 
and  these  sums  are  probably  much  within  the  actual  amount, 
viz: 

-Sterling. 

Great  Britain  spent  in  the  war  1793  to  1815,  £750.000,000 

France,  690,000,000 

Austria,  230,000,000 

'J’lie  Ollier  states  of  Europe,  1,012,000,000 

3'lie  three  years’  war  cost  llie  United  States  of 
Ameiica,  27,000,000 


£2,699,000,000 

As  regardskGreat  Britain,  the  seven  hundred  ami  fifty  millions 
ex|ieii(led  iti  the  late  war,  remain,  (now,  in  1835)  for  the  most 
part  unliquidated.  And  to  this  vast  sum  should  be  added  the 
follovvitig  sources  of  loss  and  expense,  some  of  which  are  likely 
to  he  entailed  on  the  public  fur  ages,  viz: 

First.  The  value  of  British  merchant  vessels  and  their  car- 
goes, captured  and  destroyed  bv  hostile  force  during  the  war 
1793  to  1815. 

Second.  The  value  of  Britisli  merchant  vessels  wrecked,  by 
being  deprived,  by  the  war,  of  access  to  friendly  ports. 

Third.  The  value  of  British  property  seized  and  destroyed 
daring  the  war,  at  various  places  in  Europe,  particularly  at  the 
following,  viz: 

At  Hamburgh,  Leipzic,  Dantzic,  Naples, 

Amsterdam,  Bremen,  Riga,  Genoa, 

Eotterdam,  Moscow,  Venice,  Trieste, 

Francfort,  Copenhagen,  Leghorn, 

and  in  France,  Spain  and  Portugal. 

N.  B.  Claims  against  Denmark  have  lately  (1835)  been  lodg- 
ed with  the  British  commissioner,  to  the  amount  of  about 
£5.50,000,000  sterling! 

Fourth.  The  amount  of  military,  naval  and  other  pensions — 
1815  to  1835. 


F'iflh.  The  amount  of  taxes  continued  upon  the  public,  1815 
to  1835,  to  pay  the  interest  of  the  war  debt. 

Sixth.  The  increase  of  the  establishment  beyond  that  of  1792. 

Several  of  the  above  sources  of  loss  and  expense  will  apply, 
to  other  wars.  Thus,  to  the  unliquidated  cost  of  the  wars  of 
William  III,  should  be  added  the  taxes  laid  on  the  public  from 
1697  to  1835,  a period  of  135  years,  to  pay  the  interest  of  the  war 
debt  of  that  reign. 

Such  was  the  terrible  destruction  of  human  life  occasioned 
by  the  late  war,  that  it  is  stated  upwards  of  two  millions  of  our 
fellow  creatures  fell  a sacrifice  thereto,  among  the  several  bel- 
ligerents.. 


THE  LATE  MAJOR  ARMSTRONG. 

From  the  Globe. 

At  a meeting  of  the  officers  at  Fort  Coffee  on  the  7lh  August, 
5835,  capt.  J.  Sfewarf  was  called  to  the  chair,  and  lieutenant 
H,  McKavett,  appointed  secretary,  when  the  following  proceed- 
ings were  adopted: 

Inasmuch  as  it  has  pleased  Almighty  God,  in  his  wise  Provi- 
dence, to  remove  from  amongst  us,  our  much  valued  and  es- 
teemed friend  major  Francis  W.  Armstrong,  late  superinten- 
dant  of  Indian  affairs,  and  formerly  a distinguished  officer  in 
the  army;  in  whose  death  society  at  large  has  lost  a most  valua- 
ble member,  and  the  officers  at  Fort  Coffee  a warm  and  hospi- 
table friend;  therefore 

Resolved,  That  we  do  sincerely  sympathize  and  condole  with 
his  amiable  family  in  their  afflicting  bereavement,  and  deeply 
deplore  their  irreparable  loss;  and  that  in  bowing  to  the  dispen- 
flalions  of  an  all-knowing  and  all-ruling  God,  in' this  our  chas- 
tening sorrow,  cannot  but  mourn  his  loss  as  an  upright  man,  an 
amiable  and  polished  gentleman,  a zealous  and  sincere  friend. 

Resolved,  That  in  commemoration  of  his  worth,  and  the  ex- 
alted esteem  in  which  he  was  held  by  the  officers  of  this  post, 
they  will  wear  crape  on  their  left  arms  for  the  space  of  thirty 
days. 

Resolved,  That  as  a small  testimonial  of  their  regard  for  the 
memory  of  the  deceased,  they  respectfully  requested  the  grati- 
flcatiori  of  erecting  to  his  memory  a stone,  to  mark  the  place 
of  his  interment. 

Resolved,  That  a copy  of  these  proceedings  be  handed  to  his 
bereaved  widow,  and  that  they  be  furnished  the  different  pa- 
pers at  Little  Rock,  the  editor  of  the  Military  and  Naval  Maga- 
ziii«,  and  the  editor  of the  Nashville  Banner,  for  publication. 

JOHN  STEWART,  cap«.  1th  infantrij. 

J.  P.  Davis,  lieut.  1th  infantry. 

Henry  McICavett,  lieut.  1th  infantry. 

We,  the  undersigned,  officers  of  the  army,  being  at  the  post, 
do  most  heartily  concur  in  the  feelings  expressed  by  the  above 
resolutions,  and  sympathize  most  fully  with  the  officers  of  Fort 
Uoffee,  in  the  loss  of  our  mutual  friend,  major  F.  W.  Arm- 
strong. J.  BROWN,  cajtt.  fithreg.  U.  S.  infantry. 

ALEX.  MONTGOMERY,  It.  1th  inf’try. 


MEMORY  OF  WASHINGTON. 

People  of  .America!  Thirty-six  years  have  rolled  away  since 
the  body  of  your  beloved  Washington  was  consigned  to  the 
humble  sepulchre  in  which  it  now  reposes.  The  melancholy 
event tiKew  the  whole  nation  into  tears,  and  thp  delerminaiion 
of  your  representatives  to  erect  a monument  to  his  memory, 
worthy  of  his  sublime  virtue.^,  was,  then,  every  where,  h.ailed 
with  delight.  But  no  memorial  of  your  gratitude  and  venera- 
tion is  yet  visible.  The  stranger  and  sojourner  in  your  country 


has  still  to  ask,  where  is  the  national  monument,  sacred  to  the 
memory  of  your  illustrious  Washington,  and  dedicated  to  pub- 
lic and  private  viriuei*  Where  shall  1 look  Idr  the  evidence  of 
the  gratitude  oi'  the  American  people  to  the  man  who,  under 
Providence,  made  them  what  lliey  are?  Alas!  as  a national 
memorial,  it  i.s  no  where  to  be  found. 

.Americans!  Let  not  this  generation  pass  away  before  you 
prove  to  the  world  that  the  memory  of  your  beloved  chief  i.s  still 
held  in  veneration,  and  his  great  virtues  and  services  still  che- 
rished in  your  hearts;  that  the  cold  neglect,  so  long  evinced, 
shall  no  longer  disgrace  the  character  o(  your  country,  and  tliat 
you  yet  have  the  patriolism  and  leeling  which  become  the  coun- 
trymen of  Washington. 

Jimericans!  You  are  now  called  upon,  perhaps  for  the  last 
time,  to  respect  your  own  character  and  that  of  your  country, 
by  doing  honor  to  the  memory  of  him  to  wliom  you  owe  so  large 
a debt  of  gratitude.  A monumeiil  is  about  to  be  erected  under 
the  direction  of  a society  established  for  that  purpose,  in  the 
city  which  he  selected  as  the  metropolis  of  the  nation,  and 
whicli  bears  his  honored  name,  by  the  voluntary  contributions 
of  the  American  people.  The  sum  required  from  each  is  but 
small,  that  each  may  have  the  honor  of  contributing  to  so  noble 
an  object.  That  no  one  may  complain  of  not  having  an  oppor- 
tunity to  share  in  the  glory  of  such  an  undertaking,  and  to  show 
the  respect  and  gratitude  he  feels,  all  will  be  called  on  for  their 
aid,  and  from  all,  old  and  young,  male  and  female,  that  aid  is 
expected.  Witli  the  aggregate  thus  obtained,  a moiiument  will 
be  erected  which,  like  liim  in  whose  honor  it  is  to  be  construct- 
ed, will  be  without  a parallel  in  the  world.  Every  where  the 
memory  of  the  father  of  his  country  is  held  in  veneration;  anti 
let  your  contributions  be  in  pioporiiou  to  that  veneration.  The 
lime  has  come  when  the  stigma  of  ingratitude  shall  be  blotted 
from  the  escutcheon  of  the  republic,  and  the  American  people 
will  no  longer  be  taunted  with  indifference  and  apathy  to  the 
memory  of  their  illustrious  patriot. 

Fellow  citizens!  The  monument  to  the  erection  of  which  you 
are  now  called  upon  to  contribute,  must  be  worthy  of  yourselves, 
of  your  country,  and  of  the  man  to  whom  it  is  to  be  dedicated. 
It  will  be  a monument,  not  of  Wasliiiigum  alone,  but  of  the  gra- 
titude, patriolism,  munificence  and  taste  of  the  people  of  the 
present  age  of  the  republic.  It  is  intended,  therefore,  to  make 
it  at  once  stupendous  and  elegant,  that  it  may  be  an  object  in 
which  the  present  generation  will  glory,  and  at  which  future 
generations  will  admire  and  wonder.  To  do  this  a general  con- 
tribution of  even  Hie  small  sums  required,  (and  which  every 
one  can  afford),  will  be  sufficient.  For  these  the  agents  of  the 
society  are  authorised  to  call  upon  each  of  ynn;  and  it  is  ex- 
pected ttiat  no  American  will  be  found  so  imiiftrrent  to  bis  own 
reputation  and  the  character  of  liis  country  as  to  refuse  or  with- 
hold his  mile  from  an  object  so  noble,  so  patriotic,  and  so  ho- 
norable to  the  American  people. 

By  order  of  the  board  of  managers  of  the  Wasliington  Nation- 
al Monument  society.  GEO.  WAT’L'ERSTON,  secretary. 

— 

MR.  WEBSTER  AT  BANGOR,  MAINE. 

Bangor,  September  28,  1835.  This  has  been  a gloriotts  day  to 
Bangor.  I have  just  returned  from  among  the  gay  and  brilliant 
throng  which  has  been  animated  by  the  presence  of  Webster. 

We  learned  on  Thursday  evening,  that  Mr.  Welisier  was  to 
visit  our  city  in  preparation  for  the  great  case  of  which  you  have 
heard,  in  which  he  is  engaged,  as  counsel,  to  be  tried  this  week 
at  Wiscasset.  The  people  came  together  on  Friday  morning, 
as  by  a common  impulse,  and  appointed  a committee  to  wait 
upon  Mr.  Webster  and  tender  him  sucli  civilities,  as  his  slay  in 
our  city,  would  afford.  So  strong  was  the  senlimenl  here  that 
he  finally  yielded  to  the  wishes  of  liis  friends  and  accepted  an 
invitation  to  a dinner  to-day,  being  compelled  to  leave  in  tlie 
moining  for  Wiscasset. 

No  hall  in  the  city  would  accommodate  those  who  wislied  to 
participate,  but  time  did  not  allow  of  the  erection  of  a booth  or 
marquee,  and  the  largest  hall  in  the  city,  that  of  the  Bangor 
house,  was  provdied  for  the  occasion.  The  ticket.s  were  ne- 
cessarily limited  to  150,  and  these  were  taken  up  as  soon  as 
ready.  Those  of  us  who  could  not  get  within  the  linll.  were 
determined  however  to  liave  our  part  of  the  entertainment,  and 
by  the  time  the  dinner  was  half  over,  the  crowd  about  the  house 
was  more  than  1,000  people.  Tire  windows  of  the  Bangor  house 
and  the  neighboring  houses  were  filled  with  ladies,  and  the  long 
line  of  people  in  carriages  and  on  horseback  filled  the  streets  far 
and  ner.r. 

Edward  Kent,  esq.  presided  at  Hie  table,  assisted  by  several 
vice  presidents,  and  the  table  was  honored  by  several  venerable 
and  hoary-headed  soldiers  of  the  revolution — among  others  capt. 
Wilder,  of  Kirkland,  a friend  of  Webster  from  his  infancy.  The 
cloth  was  removed,  as  our  bulletin  informed  us,  at  half  past  4 — 
and  after  several  regular  toasts  of  much  spirit.  Hie  president 
called  on  Jacob  McGaw,  esq.  an  old  friend  of  Webster’s,  for  a 
sentiment.  In  a btirf spei'cli  he  complimented  lii.<  nnlainished 
and  exalted  reputation,  and  his  glorious  c.nreer  in  behalf  of  the 
consHmiion,  and  gave  for  a toast — “Oiir  disi ingiiislied  couniry- 
iiian  and  illiisirioiis  guest,  Daniel  Webster.”  We  fmm  wilhoiil, 
knew  Irom  the  cheering  wiiliin,  that  it  was  niir  time  for  a por- 
tion of  the  “feast. 'J'he  air  rung  illi  slinnis  o(  welcmne  and 
cries  of‘Hong  live  D ’.niel  Webster!”  He  yielded  In  the  clamor 
and  came  forth,  aeeonipanii'd  with  the  oliicers  of  Hie  day,  to  the 
piazza;  a shoot  from- a thousand  voices,  nine  times,  bid  him 
welcome.  The  wliilc  Hags  waved  from  many  a fair  hand  from 
the  windows. 
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In  a speech  vvliich  occupied  three-quarters  of  an  hour  Mr. 
W.  alluded  to  his  visit  to  this  place  32  years  ago,  when  twelve 
houses  was  all  it  could  enumerate.  He  crossed  the  Kendus- 
keag,  now  covered  by  four  bridges,  upon  a jam  ol  logs,  which 
was  the  only  moans  of  passing;  congratulated  himself  in  again 
meeting,  for  the  first  time  since,  his  old  friend  captain  Wilder, 
now  80  years  of  age,  whom  he  came  to  see  when  a boy;  instead 
of  what  he  then  saw,  now  a wondrous  city  stands  upon  the 
spot.  He  then  alluded  to  our  great  resources,  our  noble  river, 
and  our  future  importance  as  the  great  northern  city  of  the 
tinion;  alluded  briefly  to  the  part  he  had  taken  in  public  affairs 
— spoke  of  the  dangers  that  threaten,  and  the  hopes  that  cheer 
— and  closed  with  a l ich  encomium  upon  our  glorious  constitu- 
tion. Some  of  his  figures  inimitably  beautiful,  and  the  whole 
characterized  his  soul  enkindling  eloquence. 

I dare  not  attempt  to  give  you  an  idea  of  the  speech.  I hope 
it  ntay  be  preserved  in  some  better  mode.  It  was  worthy  the 
great  defender  of  the  constitution— his  exalted  character — and 
his  lasting  fame. 

The  crowd  had  become  immense,  every  man  in  the  city  seem- 
ed to  be  there.  The  air  was  rent  with  still  louder  peals  of  gra- 
tulalion,  and  at  this  rnoment,-as  if  by  startling  impulse,  the  roar 
of  artillery  united  with  “the  tumult  of  the  people.” 

The  hall  again  filled,  the  civilities  passed  through  with,  and 
the  company  disposed  to  join  again  in  a grand  “levee”  this 
evening.  At  eight  o’clock,  as  if  by  magic,  the  scene  was  chang- 
ed. Ail  came  out  to  see  Mr.  Webster.  The  young  and  old, 
the  grave  and  gay,  the  sober  matron,  and  tlie  beautiful  girl,  ali 
ranks  and  classes,  of  all  parties  and  sects  came  out  and  mingled 
in  one  bright  and  glorious  throng.  The  effect  was  grand,  the 
season  joyous — all  iiearts  were  united  in  one  common  feeling  of 
pleasure  in  enjoying  the  kind  greetings  from  him  who  is  the 
2>ride  of  his  country  and  the  glory  of  human  nature,  P. 

— @ 

COMMENCEMENT  AT  PTJNCETON. 

The  anniversary  exercises  occurred  on  the  2911)  and  30ih  ult. 
The  interest  of  the  occasion  and  the  fame  of  Ihe  annual  orators, 
brought  together  a larger  company  than  any  which  has  been  con- 
vened in  many  years;  and  it  is  not  too  much  to  say  that  the  best 
anticipations  were  com;Jetely  realized.  The  address  before  the 
societies  on  Tuesday  aliernoon,  by  the  hon.  IVm.  Gaston,  of  N. 
C.  occupied  upwards  of  two  hours  in  the  delivery,  and  it  was 
listened  Lu  by  an  iinmense  audience,  in  the  large  marquee,  erect- 
ed for  the  purpose  in  the  campus  of  the  college,  with  unwea- 
ried atienlion.  It  is  thirty-nine  years  since  Mr.  Gaston  was 
graduated,  and  the  reflections  of  the  speaker  in  thus  returning 
to  the  scenes  of  his  early  associations  and  studies,  constituted 
an  exordium  of  thrilling  and  delightful  interest.  That  the  long 
inter  val  has  been  nobly  and  profitably  occufiied,  was  made  abun- 
dantly inanifest,  during  the  course  of  the  oration,  by  the  lessons 
of  instruction  and  wisdom  which  it  enibodieil.  We  are  hap[)y 
to  say  that  the  address  is  to  be  (mblislied.  The  lernaiks  con- 
cerning the  times  in  which  we  live — the  growing  spirit  of  insu- 
bordination— and  the  fearfully  diminishing  reverence  for  the 
constitution  and  laws  of  the  country,  deserve  to  be  stereotyped, 
and  sent  into  every  American  household. 

Of  Mr,  Biddle's  oration  before  the  Alumni  of  tire  college,  on 
Wednesday,  it  would  be  difficult  to  speak  in  just  terms,  with- 
out incurring  the  suspicion  of  extravagance  from  those  who  did 
not  enjoy  the  privilege  of  hearing  it.  As  a copy  was  solicited 
for  {iiiblication  at  a subseiiuent  meeting  of  the  association,  it 
will  suffice  tor  the  present  to  say,  that  it  more  than  fulfilled  the 
expectations  of  those  who  were  most  familiar  with  the  rich,  po- 
lished and  powerful  eloquence,  the  high  classical  attainments, 
and  sound  practical  wisdom  of  the  man.  In  the  strong  lan- 
guage of  perhaiis  the  most  eminent  living  jurist  of  our  country, 
present  on  the  occasion,  it  was  “transcendantly  excellent.” 

Mr.  Biddle  also  comimuiced  with  a beautiful  and  touching  re- 
ference to  his  early  connection  with  the  college,  34  years  ago: 
and  his  retrospect  upon  the  interval  will  be  found  to  be,  when 
published,  one  of  the  most  eloquent  commentaries  upon  the  re- 
volutions and  mutations  of  time,  and  the  instability  and  uncer- 
tainty of  all  human  affaiis,  which  have  been  written  for  human 
instruction.  'J'he  chief  part  of  the  address,  however,  (which 
occupied  less  than  an  hour),  was  addressed  to  the  young  men 
about  to  enter  upon  the  active  duties  of  society;  with  special 
reference  to  their  duties  as  American  citizens.  “Personal  inde- 
pendence of  charac  ter,”  the  stern  and  enlightened  persoiial  in- 
tegrity which  is  above  ami  beyond  all  sinister  influences;  which 
is  neither  to  be  seduced  by  popular  favor,  subdued  by  power,  or 
overawed  by  the  mendnx  infamia  of  the  press,  was  powerfully 
exhibited  as  the  nll-es.«;ential  aitribiile  of  a worthy  American  ci- 
tizen. It  is  this  noble  characteristic  which  distinguishes  the 
statesman  from  the  demaiiogue;  the  genuine  patriot  from  the 
time-serving,  people-worshipping  [ilaccman.  Never  before,  w'c 
venture  to  say,  were  the  two  characters  more  ably  or  effica- 
ciously contrasted  and  exhibited.  [A''e«’ar/c  Daily  Adv. 

The  honorary  decree  of  L.L.  D.  was  conferred  upon  ilie  fol- 
lowing gentlemen,  viz:  the  hon.  H'm.  Gaston.  Nicholas  Biddle, 
Smith  Thompson  no{\  Rcuhen  H,  Wahoorth, — thatofD.  D.  up- 
on Rolnrt  Halley,  of  Highbury  college,  England,  and  John  N. 
CamphcH,  of  Albany. 

Besides  the  (li'tmcuished  cenlletnen  who  reside  in  the  place, 
there  wi  re  |iresent  (diancellor  Kent,  governor  Vroom,  senator 
Sou  I hard,  col.  Chesriiit,  of  S.  C.  com.  Biddle,  Dr.  Beasly,  &c. 

The  II u.'tees  have  determined  upon  the  erection  of  a third 
collec'-  edifice,  corresponding  in  external  appearance  and  oppo- 
site to  the  one  finished  last  year. 


They  have  appointed  a law  faculty,  consisting  of  the  hon.  Sa- 
muel L.  Southard,  the  hon.  Theodore  Frelinghuysen,  and  James 
S.  Green,  esq.  of  Princeton.  To  these  a fourth  professor  is  to 
be  added  hereafter. 

—•«►»©  @ ©««■—■ 

INTERNAL  IMPROVEMENT. 

At  a meeting  of  the  American  Institute  of  the  city  of  New 
York,  held  at  Clinton  Hall,  on  Thursday,  the  24th  day  of  Sep- 
tember, 1835,  the  following  preamble  and  resolutions  were  una- 
nimously adopted: 

Whereas,  this  institute  W'as  incorporated  by  the  legislature  of 
this  state  for  the  purpose  of  promoting  ^'■agriculture,  commerce, 
manufactures  and  the  arts.’’  And  whereas,  the  prosperity  of 
each  and  every  of  these  departments  of  industry  is  greatly  de- 
pendent on  safe,  cheap  and  easy  travelling  and  transportation, 
especially  in  respect  to  our  manufacturers  and  aitizans,  the 
materials  of  whose  fabrics  are  to  a great  extent  procured  and 
transported  from  distant  markets  and  places,  and  returned 
again  in  the  manufactured  goods;  and,  whereas,  the  merchant 
also  is  deeply  interested  in  internal  improvements,  as  by  means 
of  roads  and  canals  production  is  greatly  increased,  and  the  ma- 
terials embraced  by  mercantile  operations  are  thereby  made 
more  abundant,  and  the  facilities  for  the  purchase  and  sale  of 
those  materials  proportionally  multiplied. 

It  was  therefore  resolved,  that  the  interests  of  the  farmer, 
merchant,  manufacturer  and  artizan,  require  that  internal  im- 
provements should  advance,  and  that  no  considerations  of  false 
economy  should  be  permitted  to  arrest  their  progress,  but  that 
adequate  expenditures  ought  to  be  made  at  once,  in  order  to 
obtain  the  benefits  arising  from  internal  improvements  by 
means  of  rail  roads  and  canals,  wherever  the  couniry  will  ad- 
mit, and  the  wants  of  the  people  require  such  facilities. 

Resolved,  That  these  expenditures  will  be  doubly  repaid  to 
the  state  and  people;  first,  in  the  income  received  from  tolls, 
and  secondly,  from  increased  agricultural  production  in  those 
fertile  sections  of  this  stale  whose  distances  from  market  ren- 
der the  fruits  of  farms  of  little  value,  and  in  the  establishment 
of  extensive  manufactories  on  never  failing  streams  whose  wa- 
ters are  now  running  to  waste,  and  in  extended  commercial 
operations  and  dealings,  and  in  new  and  vigorous  efforts  of  in- 
dustry, which  the  expenditures  in  improvements  will  inevita- 
bly produce. 

Resolved,  That,  in  order  to  enable  the  friends  of  internal  im- 
provements to  act  with  concert  and  efficiency,  a convention  be 
recommended  to  be  held  at  the  city  of  Utica,  on  Wednesday, 
the  lllh  day  of  November  next,  at  12  o’clock,  M.  and  that  it 
be  continued  in  existence  by  adjournment  and  farther  election 
of  delegates,  until  its  objects  shall  be  fulfilled. 

Resolved,  That  the  several  cities,  towns,  counties  and  manu- 
facturing and  mechanic  incorporations,  for  the  advancement  of 
agriculture,  commerce,  manufactures  and  the  mechanic  arts, 
in  this  state,  be  respectively  and  respectfully  invited  to  send 
delegates  to  meet  in  the  aforesaid  convention,  to  be  selected 
from  the  most  able-and  best  informed  of  our  fellow  citizens. 

Resolved,  That  the  foregoing  preamble  and  resolutions  be 
published,  and  that  the  publication  thereof  be,  and  the  same  is 
hereby  declared  to  be  an  invitation  to  our  fellow  citizens,  in- 
cluded in  the  above  descriptions  of  persons,  to  appoint  and  send 
delegates  accordingly.  EDWIN  WILLIAMS, 

recording  secretary, 

SLAVERY  AND  THE  ABOLITIONISTS. 

We  present  a few  more  articles  in  relation  to  these  subjects. 
We  think  that  we  can  discern  a greater  degree  of  that  modera- 
tion, (and  on  both  sides),  which  in  our  last  we  so  much  regret- 
ted the  want  of. 

Mr.  Noah,  editor  of  the  “New  York  Evening  Star,”  to  use 
his  own  words,  has  “ventured  to  frame  a bill,”  which,  he 
thinks,  w'ill  meet  the  “emergency  of  the  case,”  as  to  the  writ- 
ings, &c.  of  the  abolitionists. 

[Mr.  Noah’s  “motion”  has  not  been  seconded— as  we  have 
seen.] 

An  act  to  secure  to  the  several  states  a more  effectual  control  over 
their  slaves. 

Whereas,  the  government  of  the  United  States  was  formed 
in  the  spirit  of  harmony  and  good  will,  for  mutual  protection 
and  benefit,  and  by  the  sacrifice  of  various  sectional  interests: 
and,  whereas,  the  relation  of  master  and  slave  exists  in  many 
of  the  states,  the  regulation  of  which  constitutes  an  important 
part  of  their  domestic  policy,  and  that  relation  is  liable  to  be 
disturbed,  and  the  peace  and  security  of  their  citizens  to  be  put 
in  jeopardy  by  the  agency  of  individuals  beyond  their  respective 
jurisdictions:  Now,  therefore,  he  it  enacted  by  the  people  of  the 
state  of  New  York,  represented  in  senate  and  assembly,  and  they 
do  enact  ns  follows: 

Section  1.  All  writings  or  pictures,  made,  printed  or  publish- 
ed, within  this  state,  with  a design  or  intent,  or  the  manifest 
tendency  whereof,  shall  be,  to  excite  to,  or  cause  insurrection, 
rebellion,  riot,  civil  commotion,  or  breach  of  the  peace,  among 
the  slaves,  in  any  part  of  the  United  States  of  America,  or  vifllh 
a desiim,  or  intent,  or  the  manifest  tendency  wheieof,  shall  be, 
to  create  on  the  part  of  the  slaves  an  abandonment  of  the  ser- 
vice. or  a violation  of  the  duty  which  the  master  has  a legal  right 
to  claim,  shall  be  deemed  a misdemeanor;  and  all  persons  who 
shall  make,  print,  publish,  or  circulate,  or  shall  subscribe,  or 
contribute  money,  or  other  means,  to  enable  any  other  person 
to  make,  piint,  publish,  or  circulate,  any  such  writing  or  pie_ 
ture,  shall  be  deemed  guilty  of  the  offence,  and  shall  be  punish 
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ed  by  fine  or  impiisoninent,  or  both,  in  llie  discretion  of  the 
court. 

tseclion  2.  It  shall  be  the  duty  of  the  executive  of  this  state 
whenever  a coniniunicaiion  shall  he  made  to  him  by  the  execu- 
tive ot  an\  other  of  the  United  Slates,  settiii;>  forth,  that  a citi- 
zen ol  tliis  state  has  been  engaged  in  publishing  or  circulating 
ill  any  such  state,  any  writing  or  picture,  the  manifest  tendency 
whereof,  shall  be  to  cause  or  to  excite  to  insurrection,  rebel- 
lion, riot,  or  civil  commotion  among  the  slaves  ol  such  stale,  to 
transmit  such  communication  with  all  proofs  accompanying  the 
same,  to  the  district  altorney  of  the  county  where  such  citizens 
shall  reside;  and  it  shuil  be  the  duty  of  said  distiiet  attorney  to 
lay  such  communicaiioii  hefiire  the  grand  jury,  which  shall  next 
lie  summoned  in  said  county,  and  it  shall  be  the  duty  of  such 
grand  jury  to  examine  such  commiinictation  and  [iroofs,  and  if 
they  shall  find  thereu|ron,  or  upon  additional  evidence,  (hat 
such  citizen  has  been  engaged  since  the  (lassing  of  this  act,  in 
publishing  or  circulating,  eiiher  personally  or  by  an  agent,  with- 
in such  other  state  any  such  writing  or  picture,  they  shall  so 
return  to  the  court  before  which  such  grand  Jury  was  summon- 
ed, and  thereupon  such  court  shall  take  older  for  the  arrest, 
safe  custody,  or  forthcoming  of  said  citizen,  and  the  executive 
of  this  Slate  is  authorised  upon  the  demand  of  the  executive 
making  such  communication,  to  cause  such  citizen  to  be  sur- 
rendered and  delivered  up  in  like  manner,  as  is  provided  in  case 
of  fugitives  from  justice  Irom  any  other  slate. 

On  the  other  hand,  we  have  the  following  address: 

To  the  friends  of  immediate  emancipation  in  the  state  of  New 
York, 

If  the  cordial  co-operation  and  energetic  action  of  the  friends 
of  human  rights  were  ever  demanded,  hy  the  condition  of  our 
country  and  the  wrongs  of  our  fellow  men,  they  are  so  at  the 
present  moment.  Ttie  friends  of  immediate  emancipation, 
standing  as  they  do  on  the  firm  ground  ol  those  immutable  prin- 
ciples, which  are  the  basis  of  all  true  freedom,  owe  it  to  the 
cause  of  truth  and  justice  to  adopt  such  measures,  as  shall  vin- 
dicate the  doctrines  of  American  liberty,  and  prevent  our  valu- 
ed republican  institutions  from  becoming  a cloak  to  the  mpst 
odious  and  irresponsible  despotism.  It  is  filain  that  the  privileges 
of  the  free  are  now  doomed  as  a sacrifice  on  the  altar  of  perpe- 
tual slavery.  The  whole  American  people  are  bound  together 
by  common  interests  and  obligations,  and  it  would  seem  as  if  a 
righteous  Providence  has  doomed  that  we  shall  be  speedily  all 
free  or  all  slaves  together. 

Believing  that  we  have  a high  duty  to  perform  in  this  crisis, 
and  that  upon  the  issue  of  the  present  contest  depend  both  the 
destinies  of  human  liberty  and  the  blessings  of  our  holy  religion, 
we  desire  to  meet  the  occasion  as  becomes  men,  Christians  and 
Americans.  For  the  purpose  of  promoting  a more  extended 
co-operation  and  a more  vigorous  action  in  this  holy  cause,  we 
therefore  invite  a state  convention  of  the  friends  of  immediate 
emancipation,  to  be  held  in  the  city  of  Utica,  on  Wednesday, 
the  2lsl  of  October  next,  at  10  o’clock,  A.  M.  for  the  purpose  of 
forming  a state  anti-slavery  society  for  the  state  of  N.  York.  All 
anti-slavery  societies  recognising  the  duty  of  immediate  emanci- 
pation, are  invited  to  send  delegates.  In  places  where  no  society 
is  organized,  those  friendly  |,o  the  cause  are  invited  to  meet  and 
choose  delegates.  Individuals  throughout  the  state  and  from 
other  slates  holding  the  principles  of  the  American  anti-slavery 
society,  and  willing  to  co-operate  in  their  support  and  extension, 
are  invited  to  seats  in  the  convention. 

This  notice  is  signed  by  three  hundred  and  sixty-two  persons, 
of  the  highest  consideration,  in  many  of  the  middle  and  western 
counties  of  New  York,  fifty-eight  of  them  being  clergymen. 
New  York  will,  probably,  be  the  great  scene  of  action  as  to  this 
matter — but  will  not  pass  the  “second  section”  of  Mr.  Noah’s 
bill,nor  countenance  the  meeting  proposed  to  be  held  at  Utica. 

Marion,  (,dla.),  September  19.  We  have  been  shown  a let- 
ter from  a highly  respectable  gentleman  of  Tennessee,  which 
states  that  a daring  attempt  had  been  made  to  liberate  Marrel 
from  the  slate  penitentiary.  The  letter  says  that  four  or  five 
hundred  strangers  gradually,  and  seemingly  without  concert, 
appeared  in  Nashville,  but  that  the  influx  was  so  great  as  to 
excite  suspicion,  and  eventually,  public  opinion  settled  down 
into  the  belief  that  they  were  confederates  of  that  arch  fiend 
Murrel,  which  suspicion  was  soon  confirmed  by  an  unsuccess- 
ful attempt  at  his  liberation.  The  letter  stales  that  about  four 
hundred  were  under  arrest  and  undergoing  trial  for  their  parti- 
cipation ill  the  matter,  and  tliat  a number  had  already  been 
sentenced  for  various  periods  to  the  penitentiary. 

We  are  informed  by  the  Greensborough  papers  that  a scoun- 
drel by  the  name  of  VVhoolly  was  caught  in  Ihe  act  of  endea- 
voring to  decoy  some  negroes  from  their  masters’  plantations  in 
the  neighborhood  of  Erie,  and  that  the  vvrelch  was  informally 
tried  and  shorne  of  a portion  of  his  wool,  and  ordered  to  leave 
the  state,  under  the  penalty  of  150  lashes  on  his  bare  back  should 
be  be  found  in  its  borders  within  the  three  days  immediately 
succeeding  his  punishment. 

At  Rochester,  N.  Y.  “the  head  quarters  of  abolitionism  in  the 
west,”  a great  meeting  took  place  on  the  Qdtii  ult.  of  persons 
“opposed  to  the  conduct  of  certain  individuals  in  the  northern 
states  relative  to  the  immediate  abolition  of  the  slaves,  and  who 
consider  it  a question  belonging  exc'htsu-efy  to  the  slaveholding 
states.”  The  Rochester  Daily  Advertiser  speaks  of  it  a.s  one 
of  the  largest  meetings  ever  held  in  that  city.  Dr‘.  Matthew 
Brown  presided.  The  following  resolutions,  reported  by  a cotu- 
mittee  consisting  of  Fletcher  M.  Haight,  Thomas  H.  Rochester, 


William  Brewster  and  Jared  Newell,  were  unanimously  adopt- 
ed. 

Resolved,  That  the  subject  of  domestic  slavery  is  one  exclu- 
sively within  the  control  of  the  re.-;pcciive  state  goveriimenis 
where  it  exi.'ts,  and  that  we  regaid  any  inflanimatory  appeals 
to  the  citizens  or  slaves  of  any  state  a.'  a violation  of  the  spirit 
of  the  compact  under  which  the  stales  are  united,  and  as  lend- 
ing to  evils  of  incalculable  magnitude. 

Resolved,  M'bat,  however  desirable  the  abolition  of  slavery 
may  be— and  we  say  it  is— yet,  to  seek  it  regardless  of  the  means 
used  in  the  attainment,  or  lilt' consequences  w hich  will  lesnlt 
from  the  use  of  the  proposed  means,  is  alike  opposed  to  the 
soundest  rules  of  political  conduct  and  the  clearest  dictates  of 
Christian  morality. 

Resolved,  That  we  regard  the  union  of  these  stales  as  a con- 
tract binding  upon  the  consciences  of  their  citizens;  and  we 
cannot  regard  as  good  citizens  those  who  would  peril  its  exist- 
ence in  the  pursuit  of  any  ab.stracl  schemes  of  pliilaniliropy. 

Resolved,  'I'hat  we  deem  the  constitution  and  the  laws  the 
safeguards  of  the  citizens;  and  while  we  condemn  violence  and 
outrage,  we  are  also  bound  to  condemn  those  w'ho  aid  Ihe  dis- 
tribution of  incendiary  papers  and  other  printed  or  written  do- 
cuments, or  pictures  of  similar  character,  among  the  people  of 
the  southern  states,  as  disturbers  of  the  public  peace. 

Resolved,  That  we  deem  it  grossly  unjust  to  include  “the 
northern  people”  generally  in  the  censures  properly  attaching 
to  a few  only  among  their  number— the  immediate  abolitionists, 
constituting  among  us  a minority  far  smaller  than  the  nullifiers 
did  in  some  southern  states;  and  that  so  fiir  from  encouraging 
the  slaves  to  revolt,  the  freemen  of  the  north  would  be  as  prompt 
to  arm  with  their  fellow  citizens  in  quelling  servile  insurrection 
as  they  were  in  defending  their  common  country  against  the 
British  and  savage  foe. 

Resolved,  That,  while  this  portion  of  the  republic  is  at  least 
as  capable  as  any  other  of  sustaining  itself  whether  the  union 
stand  or  fall,  its  inhabitants  are  unsurpassed  in  zealous  deter- 
mination to  make  all  sacrifices  which  patriotism  requires  and 
honor  Justifies,  for  perpetuating  that  glorious  confederacy  which 
has  hitherto  so  effectually  secured  domestic  happiness  and  na- 
tional greatness- which  has  made  the  American  name  as  fa- 
mous for  patriotism,  as  it  is  for  enlightened  eulerptisc  and  un- 
conquered valor. 

The  Richmond  Whig  is  full  of  extracts  of  a most  inflammato- 
ry tendency,  from  writings  of  northern  abolitionists.  If  those 
writings  were  so  mischievous  as  the  soulbern  agitators  afliim, 
would  they  be  copied  in  a way  which  renders  ilitMii  more  acces- 
sible to  the  slave  population.'’  The  very  end  which  is  ascribed 
to  the  abolitionists  is  thus  promoted.  [National  Guz. 

During  the  excitement  in  the  south  against  the  people  of  Low 
ell,  Mass,  (for  which  there  wa.s  no  Just  cause),  it  was  said  that 
the  manufacturers  preferred  foreign  coal,  because  that  of  Vir- 
ginia was  raised  by  slave  labor.”  It  appears  from  a source  wor- 
thy ot  entire  confidence — that, 

“The  consumption  of  coal  the  past  year,  by  the  manufactur- 
ing companies,  in  this  place,  was  upwards  of  12,000  tons,  all  of 
which  (except  about  100  tons  of  fine)  was  derived  from  Penn' 
sylvania  and  Virginia.” 

[This  is  mentioned  chiefly  to  shew  the  ramifications  of  the 
“American  System.”  We  see  that  at  Lowell  twelve  thousand 
tons  of  Pennsylvania  and  Virginia  coal  were  used — and  what 
was  the  amount  of  men  and  tonnage  employed  to  transport  iii*] 

Sentiment  of  New  England.  We  give  below  a letter  from  one 
of  the  most  pure-minded,  patriotic  and  venerable  men  of  New 
England — a man  of  unblemished  character,  sound  Judgment  and 
long  experience — which,  we  have  no  doubt,  speaks  the  senti- 
ineiits  of  a vast  majority  in  that  portion  of  the  union,  including 
the  wisest,  most  prudent  and  most  benevolent  of  the  citizens. 

[iV.  Y.  Com.  Jidv. 

“I  accord  with  you  precisely  in  sentiment  respecting  the 
alarming  state  of  our  political  affairs.  I tremble  for  our  coun- 
try. God  forbid  that  I should  ever  see  the  time  when  our  union, 
our  dear-bought  liberties,  should  be  prostrated  in  the  dust,  our 
republican  compact  severed  as  a rope  of  sand;  the  blessed  in- 
heritance of  our  puritan  fiilhers,  and  the  glorious  acbievemenis 
of  our  sages  and  p.itriots  wrested  from  our  posterity  by  the  con- 
summate folly  and  madness  of  the  present  time.  But  I shall 
not  despair:  we  have  in  numerous  instances  experienced  the 
interposition  of  a kind  and  overruling  Providence.  I can  re- 
trospect to  the  day  when  in  the  choice  of  officers  of  government, 
Ihe  inquiry  was,  is  ha  patriotic,  is  he  talented  and  virtuous.’ 
Now,  the  inquiry  is — is  he  of  our  party,  will  he  abandon  all 
principle  except  that  which  makes  for  our  cause.’  will  he  vote 
for  our  man,  right  or  wrong.’  But  the  project  of  our  abolition- 
ists strikes  me  as  one  of  Ihe  mo.«t  preposterous  that  ever  enter- 
ed into  the  minds  of  rational  men;  anil,  if  not  arrested,  one  of 
the  greatest  curses  that  have  ever  menaced  the  safety  of  our 
country.  But  thanks  be  to  God,  a reaction  has  been  excited 
among  our  virtuous  citizens,  and  their  progress  will  assuredly 
be  arrested.  I care  not  how  rigid  the  puin.'linieiit  inflicted  on 
offenders,  if  it  has  the  authority  of  law  and  Justice.  But,  in  onr 
republican  land,  every  man  has  a right  to  wear  his  head  and  his 
ears,  till  ordered  to  be  taken  from  him  by  the  forms  of  Judge  and 
jury.  I am  no  advocate  for  slavery,  but  1 abominate  the  absur- 
dity and  the  folly  of  the  attempts  to  abolish  it.” 

Resolutions  passed  in  Louisa  county,  Virginia — 

Resolved,  That  we  will  sustain  all  postmasters  in  detaining 
and  publicly  destroying  all  abolition  papers  which  may  arrive  at 
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Iheir  respective  offices;  and  that  all  those  who  refuse  to  do  it,  i 
be  consulered  accomplices  of  the  crime,  and  subject  to  popular  I 
indignation  and  to  absolute  personal  peril. 

Resolved,  That  .should  coiitfress  vole  to  consider  or  discuss 
the  abolition  of  slavery,  at  its  next  session,  our  representative, 
James  Garland,  esq.  be  instructed,  so  far  as  this  meeting  can 
instruct  him,  and  all  the  representatives  of  slaveholding  slates 
be  requested,  to  vacate  tlieir  seats,  pending  such  discussion. 


REV.  DR.  ELY  A SLAVEHOLDER. 

From  the  following  article,  which  we  copy  from  the  Philadel- 
phian of  last  week,  it  w'ill  be  seen  that  the  rev.  Dr.  Ely,  who 
has  recently  removed  to  Missouri  has  become  a slaveholder! 
Will  some  of  the  abolitionists,  who  maintain  that  all  slavehold- 
ing is  sin,  give  us  their  comments  on  this  case? 

Not  long  since  a lady  rode  up  to  the  door  of  my  present  resi- 
dence in  Marion  county  and  brought  behind  her,  on  her  horse, 
a female  slave,  who  bore  in  her  arms  her  youngest  child.  She 
had  carried  the  large  babe  in  her  arms  for  many  miles,  seeking 
her  husband,  and  then  seeking  me.  “I’ve  brought  a poor  crea- 
ture here  to  you,”  said  the  lady  “as  her  last  resort,”  that  she 
may  appeal  to  your  compassion.  Her  husband  is  a slave,  and 
has  been  sold  that  he  may  be  taken  down  the  river  and  sold 
again;  and  if  you  wont  help  him  there  is  no  help  for  him. 

The  story  was  told.  Ambrose,  a stout  fellow,  had  been 
transferred  to  a slave  dealer  without  his  knowledge,  and  then, 
lest  he  should  make  any  resistence,  was  suddenly  caught  at  his 
plow  and  put  in  irons.  In  handcuffs  he  had  been  held  for  a 
fortnight,  while  a drove  for  the  south  was  preparing,  but  in  a 
happy  moment  for  him,  in  the  absence  of  his  driver,  he  fled  into 
the  bushes  and  could  not  be  found.  While  he  was  running  at 
large  in  his  iron  wristbands,  and  when  he  had  been  pursued 
and  advertised,  with  the  promise  of  ^50  reward,  his  purchaser 
was  willing  to  take  the  same  which  he  had  given  for  him.  In 
this  Juncture  his  trembling,  half-dead  wife,  besought  me  to  buy 
him;  for  if  he  should  once  be  found,  no  price  wpuld  redeem 
him,  and  allow  him  still  to  live  with  his  wife  and  children. 

I was  just  mounting  my  horse,  when  thus  besought,  to  fulfil 
a previous  engagement.  “Poor  Ambrose!”  we  all  said,  “we 
hope  he  will  not  be  found:  but  nothing  can  be  done  for  him  to- 
day.” The  heart  of  the  wife  seemed  to  die  within  her,  as  we 
reluctantly  rode  off  to  transact  urgent  business.  On  our  return 
we  were  told  that  the  negro  man  had  been  caught.  “Then  it’s 
all  over  with  him  now!”  Under  this  reflection  ray  sleep  during 
the  night  was  disquiet  and  unsound. 

Passing  next  morning  by  ihe  rendezvous  of  the  slave  dealer, 

I was  as  complaisant  as  my  feelings  would  suffer  me  to  be;  and 
hailing  the  door,  asked,  “have  you  found  Ambrose?”  “Not 
yet,”  was  responded;  and  so  I alighted  and  entered  the  house. 
“It’s  a pity  to  separate  the  man,”  said  I,  “from  his  wife  and 
children;  for  I am  told  they  live  very  happily.”  “That’s  true,” 
said  the  slave  merchant,  “and  ever  since  I bought  him  he’s 
been  so  continually  moaning  about  his  wife  and  children,  that 
I’m  willing  to  sell  him  for  what  I gave  for  him.” 

Under  these  circumstances  I agreed  to  give,  and  before  night 
paid  the  sum  of  $700,  for  my  first,  and  perhaps  my  only  slave. 

I felt  that  in  so  doing,  I was  doing  as  I would  be  done  by.  I 
should  not  have  obeyed  the  Saviour’s  golden  rule,  had  I not 
redeemed  him.  After  that  I slept  soundly  for  several  nights; 
and  resolved  that  whether  the  slave  ever  came  to  me  or  not,  it 
would  not  grieve  me  in  the  last  day  that  I had  lost  his  price. 
Another,  and  another  day  passed,  and  no  news  canre  concern- 
ing the  fugijive.  At  letigth,  however,  some  brother  slave  found 
him,  and  told  him  the  good  news,  that  he  might  return  in  safety 
to  his  farnily. 

On  Fri’day  evening,  I first  saw  my  slave,  and  he  his  new  mas- 
ter. “Well,  Ambrose,”  said  I,  shaking  hands  with  him,  “are 
you  willing  to  be  my  servant  while  you  live?”  “O  yes,  sir,” 
he  exclaimed,  “not  only  willing,  but  glad  to  be  your  servant  for 
life,  but  I am  ten  thousand  times  obliged  to  you  for  buying 
Hie.” 

He  is  said  to  be  the-sfoutest  man  in  Marion  county,  and  can 
easily  cut  and  cleave  30'»  rails  in  a day,  when,  to  fell  the  trees, 
and  make  150  of  them  is  regarded  as  a good  day’s  work  for  a 
man.  Once,  in  picked  timber,  he  made  600  rails  in  a day. 
“And  30  you  are  a slaveholder.” 

Let  the  terms  be  well  considered.  According  to  the  laws  of 
the  land  Ambrose  is  my  slave,  but  in  truth,  he  is  my  hired  man. 
I have  opened  an  account  with  him;  have  charged  iiim  with  the 
purchase  money;  will  charge  him  with  all  the  expense  he 
causes  me,  and  will  credit  him,  as  were  he  any  other  hired 
man,  with  the  work  he  performs  for  me.  When  he  has  clear- 
ed himself  by  his  labor  I have  told  him  that  I will  sell  him  to 
himself,  or  take  hini  into  Illinois,  and  give  him  a certificate  of 
manumis.sion. 

In  this  way  I think  myself  free  from  all  unrighteousness  in 
enslaving  a fellow  man.  In  this  way  thousands,  who  hate 
slavery,  could  free,  men  from  slavery.  And  in  this  way,  a no- 
minal slaveholder  may  be  no  oppressor  of  a brother  in  the  hu- 
man family.  Most  heartily  do  I wish  that  our  laml  had  never 
known  slavery;  but  since  it  exi-sts  here,  let  us  mitigate  its  evils 
until  it  can  be  wholly  abolished. 

LIFE  AND  TRUST  COMPANY. 

We  copy  the  following  from  a “democratic”  paper  called 
the  “Ohio  Patriot,”  to  shew  the  “democratic”  doings  of  the 
state,  when  its  government  was  “democratic”  in  the  “demo- 


cratic” establishment  of  the  “democratic”  Life  and  Trust  com" 
pany.  The  “democracy”  of  the  state  should  have  opened 
their  eyes  a little  sooner.  Mr.  Lytle’s  denunciations  are — “the 
day  alter  tlie  fair.” 

Suhstituiion  oj  a greater  to  avoid  a lesser  evil.’’ 

The  democratic  party  ol  the  state  ol  Ohio  has  been  struggling 
for  the  la.'t  six  years,  to  rid  the  country  of  that  monster  of 
iniquity  the  bank  of  the  United  States.  They  have  seen  it 
trying  to  control  the  free  will  of  the  people,  by  poisoning  the 
sources  of  public  intelligence — Ihe  press— and  corrupting  the 
public  servants.  'J'hey  have  seen  an  organized  corps  of  pre- 
sidents, cashiers,  directors,  &c.  waging  war  against  a demo- 
cratic administration — making  government  a secondary  object 
to  their  private  gain — raising  a panic  that  unhinged  the  busi- 
ness transactions  of  the  country,  and  laid  in  ruins  the  pecuniary 
affairs  of  many  of  its  opponents,  as  well  as  its  votaiies.  All 
this  had  passed  before  them,  some  limes  in  the  spirit  of  a whirl- 
wind, at  other  times  as  “calm  as  a summer’s  morning;”  and 
yet  they  withstood  its  force,  and  met  it  in  the  same  spirit  that 
it  was  met  by  the  democrats  of  other  sections  of  the  union. 
They  fought  hard — they  conquered  in  every  contest — and  have 
now  stopped  to  contemplaie  the  trying  limes  through  which 
they  have  passed.  But  what  do  they  witness  as  a guarantee 
against  similar  occurrences?  Why,  they  witness  the  United 
Stales  bank,  dissatisfied  with  the  thrice  repeated  decisions  of 
the  people,  making  preparations  for  another  campaign — and  a 
chartered  monopoly,  under  the  title  of  the  “Ohio  Life  insurance 
and  Trust  company,”  quartered  upon  them  during  the  panic  of 
1834,  having  powers  and  privileges  which  will  endanger  the 
liberties  of  the  people,  and  W'hich  will  enable  it  to  have,  sub- 
ject to  its  mortgages,  twenty-four  million  dollars  worth  of  real 
estate! — being,  according  to  the  last  valuation,  more  than  one- 
third  of  the  real  estate  within  the  limits  of  the  state  of  Ohio! 
Where  is  the  gain?  Why,  the  people  of  Ohio  have  two  great 
moneyed  monopolies  instead  of  one.  And  what  reason  have 
we  to  suppose  that  the  trust  company  will  not  thirst  after  po- 
litical power?  We  have  none.  Mr.  Benton  has  told  us,  with 
truth,  that  “there  are  things  which  never  change.  The  Ethio- 
pian cannot  change  the  color  of  his  skin,  nor  the  leopard  put 
off  his  spots;  nor  can  a moneyed  monopoly  free  itself  from  its 
inherent  thirst  for  political  power.” 

Such  is  the  past — suchjhe  present — arid  the  future  can  only 
be  told  by  the  spirit  manifested  by  the  people  in  resisting  the 
inroads  of  a moneyed  aristocracy,  and  waging,  in  the  language 
of  Mr.  Lytle,  “an  interminable  warfare  and  uncompromising 
resistance  to  the  existence  and  power  of  the  institution.” 

To  exhibit  clearly  to  an  impartial  community,  the  dangerous 
powers  that  have  been  placed  in  the  hands  of  a few  individuals, 
to  “make  the  rich  richer,  and  the  poor  poorer,”  we  make  the 
following  extract  from  an  article  which  appeared  in  the  Tusca- 
rawas Advocate: 

“We  have  above  stated  its  means,  let  us  now  exhibit  its 
manner  of  doing  business.  The  rale  of  interest  at  which  they 
let  out  money,  is  nominally  7 per  cent,  but  in  fact,  (in  most 
cases),  the  rates  averages  from  10  to  15.  If  this  be  denied  we 
appeal  to  facts  to  prove  it.  This  may  appear  as  strange,  as  it 
is  true,  when  the  corporation  is  by  its  charter  limited  to  7 per 
cent,  interest,  that  it  should  cost  the  borrower  15.  For  instance, 
the  borrower,  before  he  can  procure  one  cent  of  money,  is  oblig- 
ed to  pay  the  agent  of  this  bank  for  examing  all  the  title  papers 
of  his  laud  that  is  to  be  mortgaged;  to  pay  for  the  execution  and 
recording  of  a mortgage  deed;  to  lose  time  in  effecting  the  loan, 
so  that  it  will  cost  him  from  ten  to  fifteen  per  cent,  the  first 
year  besides  the  inreresi;  and  immediately  upon  receiving  the 
loan,  the  borrower  has  to  advance,  for  the  first  6 months  in- 
terest, at  the  rate  of  7 per  cent,  per  annum — and  at  the  end  of 
every  six  months  prompt  payment  is  demanded,  and  if  it  should 
not  be  made  at  the  day,  yes,  at  the  hour  it  becomes  due,  the 
company  can  foreclose  the  mortgage,  force  a sale,  and  thus  at 
one  stroke  sweep  from  a man  his  farm  for  the  paltry  sum  of 
$100  or  $200.  Is  this  fair  play?  is  this  a safe  place  for  the  farmer 
to  borrow  money?  We  think  not.  The  farmers  of  our  land 
are  generally  unacquainted  with  the  dangerous  power  and  strict 
rules  of  such  monopolies,  and  by  a single  freak  of  this  “mon- 
ster,” not  only  the  benefit  of  the  loan  which  he  has  made,  but 
the  earnings  of  his  whole  life  may  he  taken  from  him  in  a day. 
This  company  will  not  make  its  loans  to  men  of  desperate 
fortunes,  who  have  nothing  to  lose:  or  even  to  enterprising  men, 
who  have  not  capital  of  their  own  with  which  to  commence 
business.  No.  It  is  a new  scheme  in  the  lottery  of  bankers.  It 
is  calculated,  cunningly  calculated,  we  repeal,  to  ensnare  the 
unsuspecting  and  honest  part  of  our  community.  It  reaps  all  Ihe 
profit  it.self,  and  imposes  all  the  burthen  and  expense  upon  the 
borrower.  These  are  some  of  the  features  of  the  establishment 
which  Mr.  Lylle  has  so  justly  denounced— erected,  too,  when 
his  own  political  party  had  tlie  ascendency  in  the  legislature, 
and  were  at  the  same  time  denouncing  the  institulion  which 
Mr.  L.  considers  so  odious,  in  the  shape  of  the  U.  States  bank.” 
— '•'♦♦©©flx*"-— 

BANK  ARROGANCE  AND  DISHONESTY. 

We  see  it  stated  in  the  Albany  Evening  Journal  on  the  au- 
thority of  the  New  York  Evening  Post,  that  all  but  five  of  the 
New  York  city  banks  have  resolved  to  disregard  the  law  of  the 
last  session  of  the  legislature,  requiring  them  to  publi.«h  their 
uncl.iimed  dividends  and  deposites.  If  this  be  so,  we  cannot 
but  consider  it  very  disreputable  in  the  banks.  If  a person  find 
a sum  of  money,  or  a piece  of  property  of  any  kind,  which  has 
been  lost,  belonging  to  another,  it  is  the  settled  decision  of 
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morality  that  common  honesty  requires  he  should  return  it  to 
the  right  owner,  or  at  least  to  notify  him  where  it  can  t)e  had. 
The  case  of  dividends  and  deposites  unclaimed,  is  (juite  as 
strong,  to  say  the  least;  and  the  board  of  directors,  or  any  of- 
ficers of  a bank,  who  would  refuse  to  let  the  right  owner  know 
tliat  they  had  in  tlieir  possession  property  of  liis,  wliicli  lie  was 
not  aware  of,  and  thus  seek  to  derive  a pecuniary  profit  trom  a 
concealment  of  tlie  fact,  would,  in  our  opinion,  be  guilty  of  a 
very  vile  piece  of  knavery — so  vile  that  we  cannot  but  tliink 
there  must  be,  if  all  the  facts  were  disclosed,  some  circum- 
stances to  qualify  the  case  as  above  stated. 

We  trust,  for  the  reputation  of  tire  banks  concerned,  that 
there  are  such  circumstances;  but  wliether  there  are,  or  not, 
to  illustrate  the  refusal,  or  omission,  of  a bank  to  publish  the 
unclaimed  deposites  or  dividends  in  its  posssesion,  we  will 
mention  a case,  as  we  understood  it  at  the  time,  and  which 
came  to  light  during  the  last  session  of  the  legislature,  in  con- 
sequence of  the  very  law  in  question.  The  case  was  this: 
The  brave  and  (latriotic  general  Pike,  a little  before  he  met  his 
death,  at  York  in  Upper  Canada,  made  a deposite  in  one  of  the 
Albany  banks  to  his  own  credit.  He  was  killed  in  battle,  and 
left  his  widow  in  very  straitened  circumsiances,  and,  indeed, 
chiefly  dependent  on  her  friends.  The  deposite  was  conside- 
rable enough  to  have  been  of  important  service  to  her,  but 
she  knew  nothing  of  it,  for  her  husband  had  been  too  much 
engrossed  by  the  service  of  his  country,  and  had  fallen  too 
suddenly  to  inform  her  of  it;  but  the  hank  knew  the  facts — its 
officers  knew  that  the  money  was  not  their  oivn — that  it  belong- 
ed to  Pike  of  his  representatives — that  he  was  killed  in  battle, 
and  left  a widow,  who  needed  all  that  belonged  to  her,  and  yet 
they  not  only  kept  the  fact  of  that  deposite  concealed  more  than 
twenty  years,  but  were  actually  using  it  as  a part  of  the  capital 
on  which  they,  abounding  in  wealth,  were  themselves  drawing 
a profit.  A case  of  this  sort  needs  no  comment.  Words  are 
too  tame  to  give  due  expresssion  to  its  inherent  roguery  aiid 
meanness — provided  the  facts  are  as  we  have  supposed  them. 

We  will  only  remark,  in  addition,  that  the  law  of  our  legis- 
lature is  substantially  a copy  of  a law  of  congress,  passed  some 
years  ago,  in  relation  to  United  States  stocks  and  bank  divi- 
dends and  deposites.  [Ont.  Repository. 

From  the  Albany  Evening  Journal. 

A soldier’s  unclaimed  deposite.  We  observe  among  the  ad- 
vertised, “unclaimed  deposites”  of  the  money  in  the  state 
bank  of  this  city,  one  hundred  dollars  by  the  late  gen.  Zebulon 
Montgomery  Pike,  the  gallant  soldier  who  “fell  in  the  arms  of 
victory”  at  the  battle  of  Liitle  York.  This  amount  was  de- 
posited by  general  Pike  in  1812,  when  on  his  way  to  the  fron- 
tier. But  he  did  not  live  to  claim  his  money.  His  widow  has 
since  died;  and  the  only  surviving  member  of  his  family  is  that 
daughter  whom  he  so  affectionately  and  touchingly  mentioned 
in  the  letter  written  to  his  wife  just  before  he  went  into  the 
battle,  and  committed  to  his. aid-de-camp,  major  Frazier,  to  be 
sentiHie  fell.  That  orphan  daughter  is  now  both  a widow  and 
an  orphan.  She  married  a son  of  general  William  Henry  Har- 
rison, who  was  the  friend  and  brother-soldier  • of  her  gallant 
father.  Young  Harrison,  whose  virtues  and  talents  promised 
to  reflect  honor  upon  the  two  illustrious  names  which  had  been 
thus  appropriately  associated,  found  an  early  grave  at  Vincen- 
nes, Indiana,  where  the  most  honorable  public  testimonies 
were  paid  to  his  memory.  His  widow,  in  her  last  and  saddest 
bereavement,  found  a home  under  the  paternal  roof  of  general 
Harrison,  who,  like  her  own  lamented  father,  after  devoiing 
his  life  to  his  country,  finds  no  other  reward  than  the  con- 
sciousness of  having  done  his  duly.  Should  the  paragraph 
meet  the  eye  of  any  of  the  friends  of  Mrs.  Harrison,  they  will 
take  pleasure  in  coinmuriicating  the  fact  that  she  can  obtain 
this  small  legacy  for  “a  soldier’s  daughter”  by  applying  to  the 
State  Bank  at  Albany. 

— “V>©  ® 

BATTLE  ON  LAKE  ERIE. 

The  anniversary  of  Perry’s  victory,  the  10th  Sept,  was  cele- 
brated by  the  citizen  soldiers  of  Michigan,  returning  from  To- 
ledo in  the  steamboat  Gen.  Brady,  on  the  sjiot  where  it  was 
gained  in  the  yei\r\8l3— John  McDonell  in  the  chair,  and  Frank- 
lin Sawyer,  ir.  secretary.  I’he  festival,  says  the  account,  went 
off  with  great  eclat.  The  following  to.ists  were  among  those 
drunk  with  a unanimity  and  spirit,  “worthy  of  the  occasion.” 

Ry  citizen  McDonell,  president;  The  Michigan  volunteers — 
the  pride  of  our  young  state,  and  the  terror  of  “one  Robert  Lu- 
cas,” and  his  valiant  crew.  (Song — “The  million  are  coming” 
or  “The  glory  of  Lucas.”) 

By  capt.  Bull,  of  the  city  guards:  The  hon.  Stevens  T.  Ma- 
son— may  he  be  our  first  governor.  (Tune — “O  brightly  breaks 
the  morning.”) 

By  private  Rosseler,  of  the  rifle  corps;  Michigan  will  never 
surrender  her  soil,  whoever  may  be  her  governor.  (Song— 
“Here’s  to  our  merry  sidves,  boys,”  &c.) 

By  private  Tnllman,  of  the  rifle  corps:  TiCt  every  American 
in  Michican  considi>r  ibe  appointment  of  Shaler  [Horner]  to  be 
inconsistent;  the  boy  Mason  is  the  choice  of  MicUigau.  (Tune 
— “The  three  good  fellows.”) 

By  the  chaplain:  Gov.  liUcas;  we  view  with  contempt  his 
cowardly  conduct  in  retreating  with  his  “million  of  freemen” 
before  the  Spartan  band  who  stood  ready  to  meet  tiim.  Five 
rounds  from  col.  Davis’  10  pounder. 

By  private  White,  of  the  rifle  corps:  “The  million  of  free- 
men” may  boast,  but  I'Michigan  ardor  can  mwer  be  damped  by 
empty  threats.  (March  in  the  battle  of  Prague.) 


By  col.  Bacon:  The  10th  of  September  1813,  and  the  10th  of 
September  1835 — to  the  former  a bloody  victory,  to  the  latter  a 
bloodless  victory.  (Song — “Come,  sound  the  loud  anthem.”) 
By  a citizen  guest:  Michigan  and  the  disputed  territory — 

“don’t  give  up  the  ship!’-’  (Air — “The  battle  ol  the  Nile.”) 

By  private  Alexander,  of  the  city  guards;  Our  Indian  allies 
— the  prudence,  discretion  and  humanity  of  the  chivalrous 
chieftain  of  the  “million  of  freemen”  has  destroyed  their  anti- 
cipations ol'the  “Buckeye”  chase. 

By  Isf  lieut.  Bates,  of  the  city  guards;  Commodore  Elliot — 
who,  having  turned  his  top-sail  aback  on  the  glorious  10th, 
dared  to  rob  Perry  of  his  laurels;  may  his  treachery  and  cow- 
ardice meet  with  a just  reward.  (Song — “Give  glory  to  the 
brave  alone.”) 

POLITICAL  INCIDENTS. 

We  have  no  pleasure  in  inserting  articles  like  some  of  the 
following — but  many  persons  will  expect  to  find  them  in  this 
book  of  general  reference,  and  they  are  given  accordingly. 

From  the  Cincinnati  Gazette. 

In  his  Gwinn  letter,  No.  2,  dated  Rip  Raps,  August  8,  1835, 
president  Jackson  says: 

“1  never  have  franked  any  letters  or  packages  for  major  Do- 
nelson,  without  being  informed  of  their  contents.” 

Now  the  reader  may  remember  something  of  a letter  from 
major  Donelson  to  general  Krepps,  that  was  franked  by  presi- 
dent Jackson,  which  letter  run  in  this  wise: 

Mr.  Donelson  to  Mr.  Krepps. 

January  29,  1831. 

Dear  sir:  Your  letter  of  the  25th  instant,  reached  me  yes- 
terday. In  a statement  of  the  Globe,  published  about  a week 
since,  you  will  perceive  that  the  president  stands  on  his  own 
ground  in  relation  to  the  question  of  his  being  again  a candidate 
for  the  suffrages  of  the  people.  I cannot,  therefore,  see  any 
impropriety  in  the  steps  which  you  intimate  are  about  to  be 
taken  by  a committee  of  the  Pennsylvania  legislature,  for  the 
purpose  of  obtaining  a declaration  of  his  sentiments.  The  pre- 
sident, would,  no  doubt,  feel  it  a most  grateful  compliment  to 
be  thus  assured  that  the  course  of  his  administration  has  not 
disappointed  the  wishes  of  Pennsylvania,  to  whose  partiality 
and  early  support  he  is  so  much  indebted.  Believe  me,  with 
great  respect,  your  obedient  servant, 

ANDREW  J.  DONELSON. 

It  was  charged  at  the  lime,  that  the  president  was  acquainted- 
with  the  contents  of  this  letter.  Thereupon,  major  Donelson 
put  forth  under  his  own  signature,  the  following: 

“I  will  only  add,  that  my  answer  to  general  Krepps  was 
written  without  consultation  with  the  president,  or  any  one 
else;  and  if  it  ivas  franked  by  the  president,  that  he  did  not  know 
any  thing  of  its  contents.” 

The  letter  was  franked  by  the  president,  and  that  fact  places 
master  and  man  in  the  predicament  of  one  or  the  other  having 
asserted  that  which  is  not  the  fact.  It  is  no  vimnder  that  the 
regular  order  of  society  is  disturbed,  when  men  in  high  places 
thus  degrade  themselves  to  effect  party  and  personal  objects. 

From  the  Baltimore  Patriot. 

^‘■Rip  Raps,  July  29,  1835.”  *' 

“Mr.  Plummer’s  declaration  ns  stated  in  your  letter,  in  regard 
to  my  opinion  of  Mr.  Walker,  is  quite  as  surprising  to  me,  as 
his  report  of  my  conversation  about  the  treaty.  In  your  call 
upon  me,  you  say  you  conceive  Mr.  Plummer  '•has  no  right  in 
justice,  to  drag  in  your  (my)  name  as  an  instrumerit  to  injure 
Mr.  Walker  with  the  Jackson  party  in  this  state.  This  Mr. 
Plummer  has  done,  and  is  still  doing  by  asserting  that  yo:i  (I) 
have  said,  that  you  (I)  had  little  or  no  confidence  in  Mr.  Wal- 
ker.’ Now  this,  so  far  from  being  true,  is  directly  the  reverse 
of  the  truth.  I have  never  spoken  of  Mr.  Walker’s  character 
without  e.\pressing  the  high  opinion  I entertained  of  his  talents 
and  worth.  To  Mr.  Ellis  and  gen.  Hinds  of  Mississippi,  and 
others  of  that  state,  as  well  as  to  Mr.  Plummer  himself,  and  to 
many  others  in  Washington,  I have  repeatedly  e.xpressed  the 
regard  and  confidence  I had  for  him,  both  personally  and  politi- 
cally. And  there  is  not  an  individual  in  Washington  or  else- 
where, with  whom  1 have  conversed  on  the  subject  of  the  pro- 
minent men  of  Mississippi,  and  1 have  conversed  with  many, 
who  catinot  bear  witness  that  I have  uniformly  ri'aardcd  Mr. 
Walker  as  amongst  the  first  in  point  of  talents,  attainments 
and  political  integrity. 

“I  have  felt  myself  in  some  degree  called  npon,  after  the  at- 
tempt made  by  Poindexter  in  the  senate,  to  destroy  his  charac- 
ter at  Washington,  where  he  was  not  known,  to  speak  of  him 
as  my  information  entitled  me  to  do,  for  the  purpose  of  coun- 
teracting the  calumny  to  which  1 ktiew  he  was  subjected  in 
consequence  of  the  zeal  and  ability  with  which  he  supported 
my  administration,  a.s-well  as  the  personal  friendshi[)  which  he 
avowed  for  me  at  an  early  period.  This  con^rderation  made 
me  speak  of  IMr.  Walker  oftem'r,  probably,  than  I otherwise 
would,  and  always  advantageously  to  mark  the  confidence  I 
reposed  in  him,  and  the  interest  1 felt  in  his  vindication  from 
the  aspersions  of  his  calumniators.  I am.  very  respectfully, 
yours,  ANDREW  JACKSON. 

A.  Campbell,  esq.  Natchez,  Miss. 

7’he  president  is  sure  he  never  spoke  disrespectfully  of  Mr. 
Walker— that  he  always  thought  remarkably  well  ol  him,  &c. 

&c.  But  the  old  gentleman  chooses  not  to  recollect  how,  but 
a short  lime  since,  he  denounced  every  body,  friend  or  foe,  who 
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dared  condemn  the  removal  of  the  deposites,  and  even  declare 
that  they  ought  to  be  restored!  It  may  be  that  the  president  in 
those  days  denounced  Mr.  Walker  to  Mr.  Plummer,  as  the 
following  letter  will  show  what  were  then  Mr.  Walker’s  views 
on  the  deposite  question: 

Copy  of  a letter  from  R.  J.  U^'nlker  to  John  Black,  senator  in 
congress,  dated  Natchez,  March  Isi,  1834. 

Dear  sir:  As  I promised  at  our  parting,  to  give  you  my 
views  on  a sulqect  which  might  lie  interesting  to  your  common 
constituents,  I hasten  to  say,  that  Mississippi  will,  with  great 
unanimity,  sustain  you  on  the  deposite  question.  In  fact  the 
public  voice  demands  restoration  of  the  deposites,  and  the  creating 
a bank  to  supply  the  general  currency.  A slate  bank  can  no 
more  supply  and  govern  the  general  currency,  than  a stale  go- 
vernment can  direct  and  control  the  affairs  of  the  nation.  ^ Go 
on,  your  constituents  are  with  you:  the  country  must  he  relieved 
from  the  frightful  scenes  of  distress  which  have  ruined  us!!!  In 

haste,  the  boat  is  starting,  your  obedient,  R.  J.  WALKER. 

Letter  from  gen.  Flournoy,  of  Georgia. 

Gentlemen:  I have  received  your  communication  of  the  9th 
instant,  exjiressing  your  desire  to  bring  me  before  the  people, 
as  a candidate  for  the  state  senate. 

I confess  that  I feel  flattered,  yea, /ronored,  by  this  mark  of  j 
your  confiilence.  But,  as  I prefer  to  remain  one  of  the  people, 
with  the  privilege  I have  always  exercised,  of  expressing  opi- 
nions, regardless  of  party  influence,  I respectfully  decline  your 
offer. 

That  I am  opposed  to  the  Baltimore  proceedings,  adverted  to 
by  you,  is  most  true.  I know  very  little  of  Mr.  Van  Buren,  and 
therefore  will  not  take  it  upon  myself  to  decide,  whether  or 
not,  he  is  a ifil  person  for  the  presidency.  But  I declare  it  to 
be  my  opinion,  that  the  farce  played  off,  on  that  occasion,  is  an 
insult  upon  the  good  sense  of  the  American  people.  I have  the 
honor  to  be,  very  respectfully,  your  obedient  servant, 

THOS.  FLOURNOY. 

Jlugusta,  12<A  Sept,  1835. 

MR.  VAN  EUREN’S  letter. 

From  the  Augusta  ( Ga.)  Courier. 

Owasco,  Sept.  10,  1835. 

My  dear  sir:  Your  letter  of  the  22d  ult.  met  me  at  this  place, 
on  my  return  from  the  Falls,  and  I lose  no  time  in  replying  to 
that  part  of  it  which  relates  to  the  continued  attempts  to  preju- 
dice my  friends,  as  .well  as  myself,  in  the  estimation  of  the 
south  in  respect  to  the  slave  question. 

It  is  deeply  to  be  regretted  that  there  should  be  found,  on  the 
part  of  any,  inducements  sufficiently  strong  to  increase  an  ex- 
citement, already  so  alarming,  by  a resort  to  imputations,  in 
the  truth  of  which  no  ingenuous  mind  can  place  the  lightest 
confidence.  The  allegations  which  attribute  to  me  views  and 
opinions  that  are  so  justly  obnoxious  to  the  slaveholding 
states,  are  made  in  the  face  of  the  most  explicit  declarations  on 
ray  part,  denying  all  authority  on  the  part  of  the  federal  govern- 
ment to  interfere  in  the  matter — against  the  propriety  of  agitat- 
ing the  question  in  the  District  of  Columbia,  and  in  the  absence 
of  a single  fact,  giving  the  least  countenance  to  the  unfounded 
imputations.  I should  poorly  requite  the  candor  with  which  I 
have  hitherto  been  treated  by  the  great  mass  of  my  fellow 
citizens  at  the  south,  were  I to  allow  myself  to  apprehend  that 
those  who  would  otherwise  be  disposed  to  give  me  their  confi- 
dence, could,  under  such  circumstances,  suffer  me  to  be  preju- 
diced in  their  opinion,  by  the  unsupported  assertions  of  my 
enemies,  however  reckless  or  vehemently  persisted  in. 

Were  these  fabrications,  therefore  designed  to  affect  me 
only,  I should  not  hesitate  to  leave  the  mailer  as  it  stands,  to 
the  spontaneous  action  of  my  countrymen.  But  when  it  is  in- 
tended to  reach,  in  this  way,  those  who  honor  me  with  their 
friendship,  I do  not  feel  myself  at  liberty  to  withhold  any  cor- 
rection that  may,  by  (tossihility,  be  useful  to  them.  With  this 
view  I send  you  the  enclosed  proceedings  of  the  citizens  of 
Albany  upon  the  subject,  and  authorise  you  to  say,  that  I con- 
cur fully  in  the  sentiments  they  advance.  I was  absent  from 
the  city  at  the  time  the  meeting  was  held,  but  took  an  early  oc- 
casion to  advise  its  call,  and  to  encourage  the  attempt  to  make 
it,  what  it  has  been,  a meeting  of  the  people,  without  reference 
to  their  sentiments  on  any  other  subject  than  that  which  was 
discussed  liefore  it.  Connected  with  its  proceedings  are  to  be 
found  the  names  of  our  principal  state  officers,  executive  and 
judicial,  including  the  governor  of  our  stale,  with  an  array  of 
private  citizens,  which,  for  personal  worth  and  weight  of  cha- 
racter, has  never  to  my  knowledge,  been  excelled  at  any  pre- 
vious meeting. 

ft  would  be  presumption  in  me  to  add  any  assurances  of  my  ' 
own,  as  to  the  sincerity  with  which  the  seniiments  they  express 
are  entertained,  or  of  their  disposition  to  make  them  effectual 
upon  the  important  subject  to  which  they  relate. 

May  we  not,  then,  ho[ie  Unit  the  proofs  of  an  affectionate  and  ^ 
just  spirit  towards  the  rights  and  interests  of  the  south,  which 
have  been  brouL'hl  out  by  tliis  hitherto  threatening  excitement,  j 
will  have  the  effect,  in  future,  to  remove  all  unfounded  im-  j 
pressions,  and  to  put  an  end  to  every  feeling  and  prejudice  in- 
consistent with  the  principles  upon  which  the  union  was  found- 
ed. Earnestly  cherishint!  this  pleasing  anticipation,  I am,  dear 
sir,  very  truly,  your  friend  and  ob’t  serv’t, 

M.  VAN  BUREN. 

[The  Albany  resolutions  are  like  several  other  sets  that  have 
been  passed  by  llie  people  of  the  north.  They  are  strongly  op-  i 


posed  to  the  abolitionists;  but  suggest  no  legal  enactment  for 
the  regulation  of  the  press.] 

The  Columbus  (Geo.)  Enquirer,  speaking  of  the  Missouri 
question,  says — 

Missouri  knocks  at  the  door  of  congress  for  admission  and  ia 
met  by  this  same  band  of  philanthropists,  and  told  to  stand 
back.  Why.^ — “You  must  prohibit  slavery  by  your  state  con- 
stitution, or  your  representatives  cannot  enter  this  hall.”  Was 
it  not  so?  And  did  not  her  representatives  stand  year  after 
year  and  demand  ilieir  seats,  and  w'ere  they  not  repulsed  until 
the  south  and  west,  alarmed  at  the  daring  outrage,  rose  in  their 
strength  and  granted  that  justice  which  the  fanatics  refused.^ — ■ 
These  are  matters  of  history.  In  all  this  insidious  and  danger- 
ous collision  between  the  rights  of  Missouri,  the  interests  of  the 
southern  states,  and  the  madness  and  meanness  of  their  assail- 
ants, Van  Buren  took  a deep  and  active  part  against  us.  Here 
is  the  proof.  Rufus  King,  then  a senator  from  New  York,  was 
the  soul  and  life-blood  of  the  conspiracy.  Marlin  Van  Buren 
was  then  in  the  senate  from  that  state,  and  urged  the  move- 
ment, and  vindicated  the  conduct  of  King.  Bead  the  following: 
Extract  from  a letter,  written  by  Mr.  Van  Buren,  in  the  autumn 
of  1819,  to  one  of  Ida  friends. 

“I  should  regret  to  feel  any  flagging  on  the  subject  of  Mr. 
King.  We  are  submitted  to  his  support.  It  is  both  wise  and 
honest,  and  we  must  have  no  fluttering  in  our  course.  Mr.  King's 
views  towards  us  are  both  honest  and  correct.  The  Missouri 
question  conceals,  so  far  as  he  is  concerned,  no  plot,  and  we 
shall  give  it  a true  direction.  You  know  what  the  feelings  and 
views  of  our  friends  were  when  I saw  yon;  and  you  know  what 
we  then  concluded  to  do.  My  considerations,  Sfc.  and  the  aspect 
of  the  Argus,  will  show  you  that  we  iiave  entered  on  the  work 
in  earnest.  We  cannot,  therefore,  look  back.  Let  us  not, 
therefore,  have  any  halting.  I will  put  my  head  on  its  pro- 
priety.” 

Here  is  something  more  than  surmise.  Here  is  a distinct 
avowal  of  sentiments,  at.  war  vvilh  all  the  principles  and  feel- 
ings of  every  true-hearted  Georgian,  for  in  this  very  question, 
Georgia  was  then  and  still  is,  deeply  interested.  Rufus  King 
was  to  go  a-head,  and  Van  Buren  was  to  stand  firm  at  his  back. 
There  was  to  be  no  fluttering  in  the  course  of  the  fanatics,  the 
Missouri-  question  it  was  said  concealed  nothing.  They  had 
entered  in  the  vile  work  in  earnest.  They  could  not  look  back. 
There  was  to  be  no  halting.  And  to  cap  the  climax,  Van  Bu- 
ren offers  to  stake  his  head  on  the  propriety  of  the  measure. 

Tlie  boldness  of  this  language  is  alarming  to  the  slavehold- 
ing slates.  If  they  had  the  right  to  rob  the  citizens  of  Missouri 
of  their  property  or  debar  her  from  the  union  for  not  giving  it 
up,  they  have  an  equal  right  to  rob  the  citizens  of  Georgia  or 
drive  her  from  the  confederacy. 


MR.  ADAMS  TO  MR.  PEARCE. 

The  following  letter  from  ex-president  Adams  to  Mr.  Pearce, 
of  Rhode  Island,  has  been  published  in  the  “Newport  Republi- 
can,” and  is  considered  a very  extraordinary  paper. 

(Quincy,  September  1th,  1835. 
Dutee  J.  Pearce,  esq.  Newport,  R.  I. 

Dear  sir:  I enclose  a copy  of  the  proceedings  of  the  town 
of  Quincy  upon  the  evil  report  of  the  rev.  William  M.  Cornell, 
to  the  Massachusetts  missionary  society,  and  as  further  evi- 
dence that  the  inhabitants  of  Quincy  are  not  so  graceless  a set 
as  Mr.  Cornell  represented  them  to  be,  I ask  your  acceptance 
also  of  a pamphlet  containing  the  proceedings  of  the  first  con- 
gregational church  and  society  in  the  town,  upon  the  recent  set 
tlement  of  a colleague  to  their  pastor,  after  thirty-five  years  of 
faithful  service  by  him  in  this  land  of  desolations. 

I heartily  congratulate  you  ttpon  your  re-election  to  congress-^ 
although  upon  many  important  public  measures,  I differed 
vyidely  in  opinion  fiom  you  in  the  last  congress;  and  although 
I do  not  flatter  myself  that  we  shall  agree  much  better  in  the 
next,  I am  yet  convinced  that  the  parly  which  has  been  these 
two  years  struggling  to  break  you  down,  the  base  compound  of 
Ilartfoid  convention  federalism  and  royal  arch  masonry,  is  so 
rotten  with  the  corruption  of  both  its  elements,  that  I hail  with 
joy  the  victoiji  which  you  have  achieved  over  it;  I rejoice  also 
that  the  same  people  have  repaired  the  injustice  done  by  the 
same  party  to  Mr.  Sprague,  and  have  returned  him  to  congress 
as  your  colleague.  Of  that  party  treachery  is  so  favorite  an 
instrument,  that  I have  heard  Mr.  Burges  complain  that  they 
have  used  it  even  with  him.  It  is  their  nature  and  their  voca- 
tion. I welcome  the  result  of  your  election  as  a pledge  that 
their  chalice  is  returning  to  their  own  lips — they  betrayed  Mr. 
Burges,  by  not  electing  him  to  the  senate  of  the  United  States. 
1’heir  own  organ  in  Providence  charges  the  loss  of  his  election 
to  the  house  upon  their  treachery.  So  will  it,  and  so  mote  it 
always  be — they  have  no  honest  principle  to  keep  them  to- 
gether— their  only  cement  is  a sympathy  of  hatred  to  every  man 
of  purer  principle  than  themselves. 

Towards  Mr.  Burges  himself  I cherish  a friendly  feeling;  for, 
governed  as  he  is  by  impulses,  and  bitter  as  he  is  in  the  indul- 
gence of  his  sarcastic  humor,  he  has  brilliant  parts,  a classical 
taste,  occasional  flights  of  eloquence,  and  too  much  honesty 
for  his  party.  I deeply  regretted  the  division  between  him  and 
you,  and  lamented  still  more  his  open  electioneering  speeches 
against  you.  In  my  humble  opinion  public  men  debase  them- 
selves by  personal  electioneering  against  each  other.  The  de- 
positories of  public  trusts  should  be  ashamed  to  make  them- 
selves the  scavengers  of  a party— Mr.  Burges  suffered  himself 
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to  be  so  used  by  ihe  parly  to  which  lie  belonged.  Verily,  he 
has  his  reward— ihey  li.Hve  paid  him  in  kind. 

1 have  taken  as  much  inieresl  in  Ihe  Rhode  Island  elections, 
as  in  those  of  my  own  state,  since  the  excilement  on  Ihe^  ma- 
sonic controversy  has  had  so  much  influence  upon  them.  What 
the  politics  of  the  state  may  be  hereafter,  or  what  yours  in 
congress  will  be,  1 do  not  conjecture,  but  1 hope  they  may  be 
such  as  to  promote  the  cause  of  sound  principles,  good  morals 
and  the  union.  I am,  with  great  regard,  your  friend  and  ser- 
vant, J.  Q,.  ADAMS. 

From  the  Sangamon  Journal. 

Extract  of  a letter  from  gov.  Duncan  to  Dr.  Henry,  of  this  place. 

“The  result  of  the  Sangamon  elections,  was  received  with  a 
feeling  of  more  than  ordinary  pleasure,  because  it  strengthens 
iny  confidence  that  the  principles  of  ’98,  ’24  and  ’28,  which 
elected  Jefierson  and  Jackson,  will  yet  prevail;  and  that  the 
people  of  this  country  are  not  ready  to  acknowledge  themselves 
either  incapable  of  selt-government,  or  of  selecting  their  own 
represeniatives.  1 trust  the  result  of  this  election  may  teach 
those  who  are  engaged  in  the  “magician’s  service,”  that  the 
people  of  Sangamon,  at  least,  (and  I hope  of  our  state),  do  not 
submit  to  the  dictation  of  a convention.  Although  countenanc- 
ed (if  we  may  credit  the  public  prints)  by  some  good  men,  it  is 
but  a covet  blow,  aimed  at  the  freedom  of  elections,  and  the 
representative  principles  of  our  government.  It  should  satisfy 
them  too,  that  the  freemen  of  this  country  do  not  subscribe  to 
the  new  political  doctrine  of  the  Van  Burer*  school,  that  “the 
spoils  belong  to  the  victors” — which  means  that  the  public 
money  and  the  public  offices  belong  to  those  in  power,  and  to 
be  used  at  their  discretion,  to. corrupt,  degrade  and  manage  the 
people,  or  to  build  up  a party  of  dependants  and  officeholders 
to  govern  the  country  and  seduce  the  people’s  represeniatives — 
and  bring  senators  and  congressmen  to  the  feet  of  executive 
power,  degraded  supplicants  for  a portion  of  those  magic,  but 
most  banefuf“spoils.”  With  great  respect,  your  ob’t  serv’t, 

JOSEPH  DUNCAN. 


THINGS  OF  DAILY  OCCURRENCE. 

The  following  are  specimens  of  things  of  occurrence,  at 
Neiv  York.  The  “police-reports”  of  that  city,  are  truly  dis- 
gusting. It  is  the  resort  of  rogues  from  all  parts  of  the  world. 

of  the  offences  stated  at  N.  York  were  committed  byfoieign- 

ers. 

A girl  named  Eineline  Frisby  was  yesterday  arrested  by  Hun- 
tington and  Boyer,  charged  with  stealing  $164  in  bills,  and  was 
committed  to  Bridewell.  When  the  officers  arre.sted  her,  they 
searched  her  person  very  minutely  for  the  money,  but  without 
finding  any  part  of  it  whatever.  The  evidence  that  she  had 
stolen  it  was  however  so  conclusive  that  the  officers  searched 
the  lady  and  found  the  whole  of  the  money,  which  was  in  large 
bills,  concealed  under  the  binding  of  her  gown,  which  she  had 
ripped  open,  and  having  placed  the  bills  underneath  it,  sewed 
it  up  again  so  neatly  that  the  sliarpest  eye  could  not  detect  it. 
The  officers  however,  who  are  up  to  all  the  schemes  and  tricks 
ofsuch  folks  as  the  lady  in  question,  soon  detected  it. 

IN.  Y.  Com. 

On  Friday  night,  as  William  M.  Sittman,  a German,  and 
clerk  to  Mr.  Charles  Ahrenfeldt,  of  46  Maiden  lane,  was  about 
leaving  the  store  to  go  to  his  lodgings,  Mr.  Ahrenfeldt  thought 
he  perceived  some  bunches  of  beads  hanging  out  of  his  pocket. 
He  called  him  back,  and  on  examining,  found  about  two  pounds 
of  Loads,  worth  about  $5,  in  his  pocket,  which  he  Itad  stolen 
from  Mr.  A.  who  thereupon  changed  the  destination  of  his 
clerk  to  the  watch  house.  In  the  morning  he  made  an  affidavit 
of  the  theft,  and  Sittman  was  sent  to  prison. 

Mr.  Ahrenfeldt,  however,  having  missed  from  day  to  day  for 
about  two  months  past,  sundry  articles  from  his  shop,  su.spect- 
ed  that  the  prisoner  had  also  been  instrumental  in  the  abstrac- 
tion of  them,  and  he  was  accordingly  brought  out  of  prison  and 
taken  by  Mr.  Stevenson,  officer,  to  his  lodgings  in  Gold  street, 
opposite  to  Spruce,  where,  on  searching,  were  found  fancy  pin 
cushions,  tooth  brushes,  gilt  belt  buckles,  beads  of  various 
kinds,  black  lead  pencils,  cambric  shirt  buttons,  toilet  combs, 
painted  bead  bag  patterns,  nearly  twelve  dozen  dressed  and  un- 
dressed dolls,  ten  musical  accordions,  prints,  &c.  to  the  value 
of  $125.  These,  which  he  had  been  from  time  to  time  collect- 
ing, as  he  stole  them  from  the  store,  were  conveyed  to  the  po- 
lice office,  and  claimed  by  Mr.  Ahrenfeldt  to  be  his.  The 
young  thief  lived  with  another  young  man  and  two  females  in 
their  apartments  in  Gold  street,  and  there  stored  his  plunder. 
He  was  sent  to  prison  to  be  tried  for  his  crime. 

[Veic  York  Daily  .Adv. 

Our  readers  may  perhaps  recollect  that  at  the  general  ses- 
sions held  in  July  last,  a young  German  girl  named  Marianne 
Seigler,  was  tried  for  stealing  a pocket  bonk  belonging  to  Ihe 
persons  with  whom  she  boarded  in  Washington  street.  The 
evidence  in  the  case  was  strongly  against  her,  in  consequence 
of  her  former  good  character,  and  some  other  mitigating  cir- 
cumstances, the  jury  inclined  to  give  her  tile  benefit  of  ihem, 
and  she  was  acquitted.  Alter  her  discharge  she  went  to  ihe 
house  of  a Mrs.  Miller,  No.  81  llesK'r  sl>^eet,  and  there  took 
lodgings.  She  brought  with  her  two  large  and  two  small 
trunks.  Here  she  remained  for  five  or  six  weeks,  during 
which  time  her  hostess  lost  a variety  of  wearing  apparel,  linen 
and  other  valuable  articles.  Never  entertaining  tfie  slightest 


suspicion  of  her  guest,  the  servants  were  accused  and  discharg- 
ed. Towards  the  latter  end  of  August  she  informed  Mrs.  Mil- 
ler, that  she  had  obtained  a sitiiaiion  as  a nurse  in  the  family  of 
doctor  Green  at  Flushing,  L.  I.  she  removed  three  of  iter 
trunks,  and  left  the  largest  in  the  care  of  Mis.  Miller. 

During  a week’s  residence  with  the  doctor  she  contrived  to 
purloin  a quantiiy  of  very  valuable  properly,  which  she  brought 
to  New  York  and  deposited  in  the  large  trunk  at  Mrs.  Miller’s; 
this  excited  some  suspicion  in  the  mind  of  that  lady,  who  re- 
solved upon  examining  the  depository,  and  called  in  Tompkins 
the  officer  to  assist  her  in  the  search,  which  resulted  in  the 
di.scovery  of  the  whole  of  the  missing  property.  Toni|)kiris  ob- 
tained a warrant  for  the  arrest  of  the  girl  and  went  to  Flushing 
to  execute  it.  Having  apprehended  her,  he  next  apprised  Dr. 
Green  of  the  character  of  his  nurse,  and  on  searching  her  trunks 
a number  of  valuable  articles  the  properly  of  Mrs.  Green, 
were  discovered  and  restored  to  the  owner.  On  her  examina- 
tion at  the  police  office  the  prisoner  admitted  her  guilt,  and 
was  fully  committed.  [W^.  Y.  Courier. 

About  two  years  back,  Mrs.  Janeway,  a rich  widow  lady  re- 
siding in  Chatham  street,  was  robbed  of  a large  sum  of  money. 
Bcim:  then  in  a state  of  incipient  metital  imbecility,  (now  a 
confiimed  lunatic)  she  was  rather  imprudent  in  the  manage- 
ment of  her  affairs,  and  incautious  as  to  where  she  placed  her 
cash.  Under  these  circumstances,  a trunk  which  contained  a 
large  sum  of  money  was  stolen  out  of  her  house.  From  that 
period  till  the  last  two  or  three  days,  no  trace  whatever  could 
be  found  of  the  missing  properly,  and  all  idea  of  ever  recover- 
ing it  was  long  since  abandoned.  At  the  time  of  the  robbery, 
Mrs.  Janeway  had  three  domestics,  named  Patrick  Finley, 
Mary  O’Meary  and  Lydia  Baker;  the  first  two  of  whom  mar- 
ried shortly  after,  and  went  home  to  Ireland,  whence  they 
came  back  to  this  country,  and  Finley  again  entered  the  ser- 
vice of  Mrs.  Janevvay’s  family  as  groom  to  her  son,  and  has  re- 
mained in  his  employment  to  the  present  period.  Patrick  Fin- 
ley has  a brother,  James  Finley,  who  lately  quarrelled  with  his 
wife,  and  after  being  liberated  from  Bridewell,  where  he  was 
sent  for  not  supporting  her,  he  finally  abandoned  her  and  went 
to  New  Orleans;  leaving  his  wife  in  a complete  state  of  destitu- 
tion. Finding  herself  abandoned  and  without  any  means  of 
support,  she  applied  to  her  brother  in  law’s  family  for  relief, 
who  refused  to  render  her  any  assistance.  Shortly  after  she 
happened  to  meet  a man  named  William  Newson,  who  had 
lived  with  Mrs.  Janeway  at  the  time  of  the  robbery,  and  is  also 
at  present  in  the  employment  of  her  family,  and  while  com- 
plaining to  him  of  the  unkindness  of  her  relatives,  she  in  a mo--: 
ment  of  irritation  divulged  the  secret  that  they  were  the  per- 
sons who  committed  the  robbery.  Newson  immediately  com- 
municated the  intelligence  to  Mr.  Lawrence  who  is  receiver  to 
the  estate  of  Mr.  Janeway  and  he  communicated  the  matter  to 
the  police.  The  information  was  however  of  so  vague  a na- 
ture that  the  police  could  only  act  on  it  so  far  as  to  examine 
the  parties  accused,  and  Lydia  Baker  who  was  said  to  be  the 
prime  mover  in  the  robbery,  was  brought  to  the  police  office, 
but  she  so  firmly  denied  all  knowledge  of  the  transaction  that 
there  appeared  but  little  chance  of  making  any  farther  discovery 
of  the  matter.  Messrs.  Merritt,  Sparks  and  Homan,  however, 
took  the  affair  in  hands  and  their  first  effort  was  to  get  hold  of 
Patrick  Finley,  who,  it  appears,  is  a desperate  fellow,  and  lives 
in  Laurens  street. 

The  officers  then  went  to  his  house,  which  they  found  shut 
up,  and  having  raised  the  window,  one  of  them  was  about  to 
enter,  when  a tremendously  large  mastiff,  which  was  inside, 
attacked  him  with  so  much  ferocity  as  to  render  his  ingress  a 
matter  of  too  much  hazard  without  first  destroying  the  enr.aged 
animal  that  was  within.  This  the  officers  con.sidcred  would  be 
unwarrantable,  as  they  were  yet  acting  only  from  surmise  and 
their  own  responsibility,  and  after  vainly  endeavoring  to  pacify 
the  dog,  one  of  the  officers  procured  a large  piece  of  beef, 
which  he  held  at  the  window,  and  encouraged  the  dog  to  leap 
at,  which  it  at  last  did  with  so  desperate  an  effort  that  it  fair- 
ly leaped  out  of  the  window,  and  the  officers  leaving  him  to  de- 
vour his  prey  entered  the  house,  and  on  searching  it  they  found 
between  three  and  four  hundred  sovereigns,  being  about  $1,700. 

Their  next  proceeding  was  to  go  to  the  house  of  Lydi.i  Ba- 
ker’s mother,  with  whom  Lydia  resided,  and  here  they  used 
their  influence  to  such  good  purpose  with  Mrs.  Baker  that  she 
acknowledged  having  part  of  the  money,  and  gave  them  up 
$2,000,  and,  in  order  to  save  her  the  trouble  of  looking  for  the 
remainder,  they  then  searched  her  house  and  found  a pareel  of 
sovereigns,  which  was  also  some  of  the  plunder,  and  which, 
adided  to  the  other  two  sums  of  money  they  obtained,  made 
more  than  $4,000,  being  as  is  supposed,  somewhat  less  than 
half  of  the  amount  of  the  robbery. 

Finley  and  wife,  when  examined  at  the  police  office,  very 
plausibly  accounted  for  the  money  found  with  them,  by  saying 
that  an  uncle  of  Mrs.  Finley  died  in  Ireland  and  left  her  a 
legacy,  and  that  it  was  to  obtain  this  money  that  she  and  her 
husband  went  there  shortly  after  the  robbery  was  committed. 
In  this  story,  Ihey  corroborated  each  other’s  account  in  every 
particular,  which  gave  it  so  much  the  semblance  of  truth,  that 
it  was  difficult  to  doubt  if,  until  at  last,  on  Mr.  Hopson  asking 
Mr.s.  Finley  the  name  of  her  uncle  who  left  her  the  legacy,  she 
he.siiated,  stammered  and  stopped  so  long  before  she  made  any 
reply,  that  it  was  evident  that  her  whole  story  wiis  a fabrica- 
tion. When  Lydia  Baker  found  how  the  affair  was  likely  to 
terminate,  she  confessed  the  whole;  and  it  appears  that  Lydia 
herself  look  the  trunk  which  contained  the  property,  out  o 
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Mrs.  Janeway’s  room,  hroii«lit  it  down  stairs  and  gave  it  to 
Mary  O’Meary,  now  Mrs.  Finley,  who  look  it  away,  and  they 
atlerwards  divided  the  spoil.  Finley  soon  after  married  Mary 
O’Meary,  and  they  then  went  to  Ireland  as  mentioned  above; 
and  such  was  the  knavery  and  duplicity  of  Finley,  that  on  his 
return  to  America,  he  again  entered  the  service  of  Mr.  Jane- 
way,  and  remained  with  him  until  he  was  arrested.  Finley, 
his  wife  and  Lydia  Baker,  were  fully  coininiited. 

[Journal  of  Commerce. 

New  York,  Monday  October  5. 

^n  ignoble  termination  of  a noble  sjiree.  The  public  were 
some  weeks  since  advised  through  the  press,  of  the  arrival  at 
Boston  of  a .splendid  yalchl,  belonging  to  the  marquis  of  Wa- 
terford, in  w’hich  its  noble  owner  and  others  of  the  British 
nobility  w’ere  passengers.  The  arrival  of  those  distinguished 
visiters  in  this  city,  was  also  duly  announced,  and  the  hospita- 
liiies  of  our  citizens  were  not  slow  in  being  tendered  them. 
Yesterday,  Ihe  marquis  of  Waterford,  hon.  John  Beresford, 
lord  Roselyn  and  colonel  Dunda.«,  dined  with  one  of  our  most 
estimable  citizens,  and  bore  evidence  on  leaving,  we  are  in- 
formed, of  his  usual  unbounded  cheer. 

The  exhileration  of  spirit  imbibed  by  the  guests  incited  in 
them  predilictinns  (or  a *‘spree;”  and  sundry  unfortunate  way- 
fayers  who  haplessly  came  in  the  way  of  iheir  midnight  migra- 
tion homeward,  received  probably  for  the  first  time  in  their 
lives,  striking  testimonials  of  Ihe  force  of  a nobleman’s  passion. 
Passing  down  Washington  street,  near  Morris,  they  attacked, 
unmercifully  beat,  and  nearly  denuded,  an  offensive  passer  by. 
Two  street  lamps  that  had  the  presumption  to  stand  by  ord«;r 
of  the  mayor  and  corporation,  were  next  assailed  and  demolish- 
ed, as  w'as  also  a neigtiboriiig  window  which,  lacking  a shutter, 
exposed  its  nakedness  to  their  heroic  canes,  stones  and  other 
iiiissih  s.  About  this  time  a plain  republican  watchman,  nam- 
ed William  Carter,  found  himself  suddenly  in  contact  with 
those  noble  revellers,  and  undertook  to  arrest  the  progress  of 
their  deinniilions,  and  the  chivalrous  enactors. 

This  plebian  interference  did  not  appear  to  sit  well  on  the 
noble  stomachs  of  the  geiulemen,  and  they  gave  token  of  their 
dissatisfaction  by  a copious  discharge  of  hard  names,  angry 
oaths,  and  peltings  with  their  fists — at  the  same  time  putting 
the  offending  Charley  in  the  knowledge  of  who  it  was  he  was 
interfering  with.  The  unsophisticated  watchman,  however, 
had  never  received  any  instructions  to  spare  lords  or  marquises 
of  any  kind,  whom  he  found  trespassing,  and  giving  an  alarm 
rap,  two  others  of  the  same  school  came  to  his  assistance; 
hut  before  they  arrived  he  had  not  only  .«uffered  much  in  body, 
blit  also  in  mind,  by  reason  of  the  comparative  nakedness  to 
which  the  affray  had  reduced  him. 

When  his  comrades  came,  they  made  a simultaneous  charge 
on  the  marquis,  the  lord,  the  colonel  and  the  honorable,  and 
compelled  them  to  fly.  The  latter  springing  into  a boat,  con- 
verted the  oars  into  bludgeons,  and  resumed  the  contest;  but 
the  watchmen  proved  too  many  for  them,  and  they  were  con- 
ducted, prisoners  of  war  fairly  captured,  to  the  watch  house. 
When  the  police  office  opened  this  morning,  four  silly  looking 
young  fellows,  somewhat  the  worse  for  the  iright’s  debauch 
and  encounter,  were  placed  before  the  bar,  andtlie  marquis  of 
Waterford,  lord  John  Beresford,  lord  Roselyn  and  colonel  Dun- 
das  of  the  royal  guards,  answered  to  their  names. 

The  magistrate,  justice  Hopson,  straightway  informed  them 
of  the  offences  of  which  the  stood  charged  which  ihey  in  no 
very  mild  terms  denied,  and  made  some  high  toned  remarks 
which  rather  served  to  put  the  magistrate  on  his  “reserved 
rights.”  He  soon  made  out  a commitment  for  them,  and  they 
were  escorted  to  bridewell  by  some  fifteen  or  twenty  watch- 
men. Here  their  illy  brooked  degradation  led  them  into  a 
squabble  with  the  keeper,  in  which  the  noble  marquis  was 
floored,  as  was  also  one  of  his  companions.  Here  they  re- 
mained several  hours;  but  were  finally  liberated  through  the 
interference  of  his  honor  the  mayor  and  the  British  consul, 
after 'paying  Carter,  the  watchman,  $20  for  injuries  received, 
and  listening  to  a most  cutting  rebuke  from  the  magistrate. 

[Times, 

The  following  happened  at  Philadelphia — 

At  about  nine  o’clock  on  the  evening  of  Sunday,  the  27th 
ult.,  as  a gentleman  and  three  ladies,  were  returning  from 
church,  and  when  on  Walnut  between  Sixth  and  Seventh 
streets,  an  insult  was  offered  by  a scoundrel  who  had  a segar 
in  his  mouth,  to  one  of  the  ladies,  by  putting  his  hand  on  her 
shoulder,  and  by  insulting  language.  The  gentleman,  having 
the  arm  of  one  of  the  ladies,  being  followed  within  si.x  feet  by 
the  other  two,  looked  over  his  shoulder,  saw  the  act  of  the 
scoundrel,  turned,  and  with  a blow  of  his  fist  knocked  him 
down.  His  accomplice  immediately  came  up,  and  received 
also  a blow  from  the  gentleman,  when  three  other  scoundrels 
rushed  in.  Being  overpowered,  the  gentleman  was  struck 
several  blows,  and  was  considerably  bruised.  Meanwhile,  two 
of  the  ladies  ran  across  the  street  and  took  refuge  in  a passage, 
whilst  two  of  the  ruffians  held  on  to  the  other,  whose  weak- 
ness and  fright  left  her  no. power  over  her  voice.  The  object 
seemed  to  be  to  retain  the-  lady — the  only  one  that  had  not  es- 
caped; some  ten  or  fifteen  yards  from  the  .scene  of  attack,  whilst 
the  ulterior  object  of  these  banditti  was  accomplished — which 
was,  doubtless,  robbery,  as  the  gentleman,  when  near  home, 
discovered  that  his  watchguard,  of  gold,  was  broken,  and  his 
watch  gone.  As  one,  at  Iea-;|,  of  the  scoundrels  who  commit- 
ted this  outrage  and  robbery,  has  the  impress  of  a gallant  fist 


on  hi.s  face,  it  is  the  duty  of  the  police  to  keep  a look  out  for  the 
villian.and  take  up  for  examination,  any  suspected  fellow,  with 
a face  thus  bruised.  [Phil.  Inq. 

0i5=ltis  in  “bad  taste,”  as  we  think,  to  publish  such  things. 

It  leads  to  similar  ofiences.  Let  the  criminal  pass  away  “into 
retiracy,”  as  others  now  pass  to  eternity — public  executions 
being  foi  bidden  in  several  oi  t;  e states.  Public  exposures,  such 
as  tliese,  ought  not  to  be  made. 

ISLAND  OF  JAMAICA. 

THE  legislature  AND  THE  GOVERNOR. 

pyom  the  Political  Gazette. 

The  recent  transactions  between  the  governor  and  the  as- 
sembly of  Jamaica,  must  remind  all  who  are  familiar  with  our 
colonial  annals,  of  the  altercations  between  the  legislatures 
and  royal  governors  of  New  Jersey.  In  their  reply  to  the  mar- 
quis of  Sligo’s  speech,  the  assembly  of  Jamaica  use  tart  lan- 
guage and  contradict  his  excellency  in  almost  every  particu- 
lar. VVe  annex  some  paragraphs  of  the  reply  of  the  10th  ult. 
as  specimens. 

“ We  are  exceedingly  happy  to  hear  from  your  excellency, 
that  the  colony  remains  in  a most  undisturbed  state  of  tran- 
cjuillity,  more  especially  so  as  within  a fevv  days  alarming  ru- 
mors have  been  afloat  of  meditated  mischief  in  several  districts 
of  the  island. 

“ When  more  perfect  returns  shall  have  been  obtained,  the 
deficiency  of  the  present  crop,  as  compared  with  that  of  former 
years,  will  be  correctly  ascertained,  and  we  apprehend  will  be 
found  greater  than  that  anticipat«<l  by  your  excellency. 

“ Your  excellency  ascribes  this  deficiency  to  the  Weather, 
but  in  reality  never  was  there  a finer  season  or  a more  promis- 
ing apfiearance  of  canes,  which  your  excellency  ha.s  acknow- 
ledged in  stating  to  the  colonial  secretary,  in  ytmr  despatch  of 
the  13ih  of  December  last,  “ that  the  crop  was  never  better  in 
appearance  than  this  year,  and  therefore,  if  there  is  any  little 
deficiency  in  the  negroes’  work,  this  crop,  it  will,  I hope,  be 
made  up  by  the  extra  quantity  which  the  ground  produces  this 
year.”  We  are  sorry  to  say  it  has  not  been  made  up;  the  crop 
is  greatly  deficient,  and  many  British  ship-‘  have  in  consequence 
returned  to  England  with  half  cargoes,  and  some^tth  none  at 
all.  * 

“ We  are  gratified  to  be  informed  by  your  excellency,  that 
the  appearance  of  the  ensuing  cofi'ee  crop  is  most  luxuriant, 
and  that  from  inquiries  your  excellency  has  madd,  although 
many  of  the  sugar  estates  are  rather  backward,  the  average  con- 
dition is  far  better  than  your  excellency  anticipated,  your  ex- 
cellency having  always  considered  the  success  of  the  next 
crop  to  be  much  less  certain  than  that  of  succeeding  years.  It 
would  be  great  comfort  to  us,  were  we  able  to  discover  any  pos- 
sible ground  of  hope  that  succeeding  crops  wmuld  improve,  our 
decided  conviction  being  that  each  succeeding  crop  will  be  pro- 
gressively worse.  That  in  some  few  cases,  the  apprentices  do 
work  for  w’ages  is  true;  but  we  deeply  regret  to  say  from  our 
personal  experience  of  the  past  year,  the  opposite  disposition 
so  immeasurably  preponderates,  that  no  confidence  whatever 
can  be  placed  in  voluntary  labor. 

“ That  the  success  in  the  management  of  adjoining  estates 
has  differed,  is  admitted.  All  managers  cannot  be  supposed  to 
possess  the  same  tact  in  their  inode  of  management;  nor  have 
the  negroes,  even  on  contiguous  estates,  exhibited  the  same  ob- 
stinacy, and  the  same  indisposition  to  labor.  That  these  cir- 
cumstances have  had  a partial  effect  in  the  success  or  failure  of 
the  cultivation  of  estates,  is  therefore  readily  conceded.  Di- 
verted, however,  as  the  acting  managers  now  are  of  all  power 
to  compel  the  apprentices  to  labor,  except  inrongh  the  instru- 
mentality of  the  special  magistrates,  it  must  be  at  once  appa- 
rent, that  the  success  or  failure  of  the  new  system  must  mainly 
depend  on  the  discretion  and  firmness  with  which  these  gentle- 
men carry  into  effect  the  provisions  of  the  abolition  act.  We 
regret  to  be  compelled  to  state,  that  some  of  the  stipendiary  ma- 
gistrates have  not  exhibited  that  strict  adherence  to  the  enact- 
ments of  the  law,  and  that  uniformity  in  their  pioceedings, 
which  are  so  desirable  to  secure  at  once  the  confidence  of  the 
apprentice  and  the  master. 

“ We  deeply  regret  our  inability  to  join  in  the  favorable  anti- 
cipations entertained  by  your  excellency  of  the  success  of  the 
new  system.  . Knowing,  as  we  do,  the  prevailing  reluctance 
evinced  by  the  people  to  labor,  the  thefts,  negligences,  and  out- 
rages of  every  description,  that  are  becoming  of  such  frequent 
occurrence,  seeing  large  portions  of  our  neglected  cane  fields 
overrun  with  weeds,  and  a still  larger  extent  of  our  pasture 
lands  returning  to  a state  of  nature;  seeing,  in  fact,  desolation 
already  overspreading  the  very  face  of  the  land,  it  is  impossible 
for  us,  without  abandoning  Ihe  evidences  of  our  own  senses,  to 
entertain  favorable  anticipations,  or  to  divest  ourselves  of  the 
painful  conviction,  that  the  progressive  and  rapid  deterioration 
of  properly  will  continue  to  keep  pace  with  the  apprenticeship, 
and  that  the  termination  thereof  must  (unless  strong  preven- 
tive measures  are  applied)  complete  the  ruin  of  the  colony.” 
To  which  his  excellency  was  pleased  to  make  the  following 
reply:— 

“ Mr.  Speaker,  and  gentlemen  of  the  assembly — The  unusual 
style  of  your  address  prevents  my  doing  more,  on  the  present 
occasion,  than  simply  to  acknowledge  its  delivery.” 

The  governor’s  rejoinder  is  in  this  strain: 

“Gentlemen  of  the  council,  Mr.  Speaker,  and  gentlemen  of 
the  house  of  assembly. 
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“ The  address  which  has  this  day  been  presented  to  me  by 
the  house  of  assembly,  being  of  such  a nature  as  to  render  it 
impossible  for  me  to  give  it  any  reply,  I have  considered  it  ne- 
cessary to  call  you  together  to  inform  you  of  the  determination 
at  which,  in  consequence,  I have  most  reluctantly  been  forced 
to  arrive. 

“ The  very  offensive  and  uncalled-for  tone  which  pervades 
the  whole  of  the  address,  one  so  totally  deficient  in  tlte  respect 
due  to  the  representative  of  the  sovereign,  renders  it  impera- 
tive on  me  to  withhold  all  fyrther  communications  with  this  as- 
sembly. The  positive  refusal  by  the  memhers  of  that  branch  of 
the  legislature  to  entertain  at  this  period  measures  for  the  con- 
sideration of  which  they  had  been  specially  summoned  without 
even  having  waited  to  receive  the  information  and  documents 
which  I had  promised  to  lay  before  them,  and  without  which  it 
is  impossible  that  they  could  arrive  at  a correct  conclusion,  com- 
pels me  to  withdraw  from  tliem  the  confidence  I otherwise  must 
have  felt  in  their  decisions.  This  hasty  rejection,  on  grounds 
80  insufficient,  of  measures  of  such  vital  importance  to  the  well 
being  and  tranquillity  of  the  island,  has  conipelled  me  to  come 
to  the  resolution  of  sending  the  members  back  to  their  consti- 
tuents, in  order  that  another  body  may  be  selected  for  carrying 
on  the  public  business. 

“ it  is  my  opinion  that  the  interests  they  were  sent  to  protect 
would  have  best  been  consulted  by  a calm  and  anxious  delibe- 
ration of  the  measures  t proposed  to  them;  and  if,  after  a tem- 
perate consideration,  it  had  been  found  expedietitto  amend  or 
reject  them,  such  decision  would  have  been  entitled  to  the 
weight  and  respect  due  to  a legislative  body. 

“ Such  a course,  however,  not  having  been  pursued,  it  is  my 
duty  to  let  it  be  clearly  understood,  that  on  the  house  of  assem- 
bly rests  the  whole  responsibility  of  the  consequences  which 
may  ensue,  and  that  to  their  conduct  must  be  attributed  any  re- 
solution which  the  British  government  may  be  compelled  to 
adopt. 

“ I do  now,  in  his  majesty’s  name,  dissolve  this  general  as- 
sembly, and  it  is  hereby  dissolved  accordingly.” 

— @ 8<«w* 

KOSCIUSZKO  IN  AMERICA. 

Kosciuszko  reached  the  new  world  utterly  unprovided  with 
letters  of  recommendation  or  introduction,  and  nearly  penny- 
less; he  however  asked  an  audience  with  Washington,  to  whom 
he  had  boldly  presented  himself. 

“What  do  you  seek  here?”  inquired  the  general  with  his  ac- 
customed brevity.  “I  come  to  fight  as  a volunteer  for  Ameri- 
can independence,”  was  the  equally  brief  and  fearless  reply. 
“What  can  you  do?”  was  Washington’s  next  question;  to 
which  Kosciuszko,  with  his  characteristic  simplicity,  only  en- 
joined, “Try  me.”  This  was  done,  occasion  soon  offered,  in 
which  his  talents,  science  and  valor  were  evinced,  and  above 
all  his  great  character  was  duly  appreciated,  ’fie  was  speedily 
made  an  officer  and  further  distinguislied  himself. 

* , * , * 

He  had  not  been  long  in  America,  when  li6  had  occasion  to 
display  his  undaunted  courage,  as  captain  of  a company  of  vo- 
lunteers. Generals  Wayne  and  Lafayette,  notwithstanding  the 
heat  of  the  battle  in  which  they  themselves  were  fully  engaged, 
observed  with  satisfaction  the  exertions  of  that  company,  which 
advanced  beyond  all  the  rest,  and  made  its  attack  in  the  best 
order. 

“Who  led  the  first  company?”  asked  Lafayette  of  his  com- 
rades on  the  evening  of  that  memorable  day  (the  30th  of  Sep- 
tember). 

The  ansvyer  was  “it  is  a young  Pole,  of  noble  birth,  but  very 
poor;  fits  name,  if  i am  not  mistaken,  is  Kosciuszko.”  The 
sound  of  this  unusual  name,  which  he  could  hardly  pronounce, 
filled  the  French  hero  with  so  eager  a desire  for  the  brave  stran- 
ger’s acquaintance,  that  he  ordered  his  horse  to  be  immediately 
saddled,  and  rode  to  the  village  about  a couple  of  miles  oft’, 
where  the  volunteers  were  quartered  for  the  night. 

Who  shall  describe  the  pleasure  of  the  one,  or  the  surprise  of 
the  other,  when  the  general,  entering  the  tent,  (would  it  not 
rather  be  a room  or  a hut  in  a village?)  saw  the  captain  cover- 
ed from  head  to  foot  with  blood,  dust  and  sweat,  seated  at  a 
table,  his  head  resting  upon  his  hand,  a map  of  the  country 
spread  out  before  him,  and  pen  and  ink  by  his  side.  A cordial 
grasp  of  the  hand  imported  to  the  modest  hero  his  commander’s 
eatisfaction,  and  the  object  of  a visit  paid  at  so  unusual  an  hour. 

[Foreign  Cluarterly  Review.  . 


DEATH  AND  MONUMENT  OF  KOSCIUSZKO. 

Kosciuszko’s  end  was  now  at  hand,  but  its  approach  was 
cheered  by  the  sight  of  the  object  of  his  early  and  constant  at- 
tatchrnent,  now  princess  Lubomirska. 

“The  princess,  who  was  travelling  to  Geneva  and  Italy,  stop- 
ped at  Solothurn  to  spend  some  weeks  with  Kosciuszko,  cheer- 
ing the  already  declining  old  man  by  her  agreeable  pleasantry, 
and  her  rare  gift  of  social  wit.  Kosciuszko  had  a presentment 
that  he  should  not  see  her  again,  and,  when  she  bade  him  fare- 
well with  a promise  to  return  the  following  spring,  tears  swell- 
ed into  his  eyes,  and  the  agitated  hero  airked  for  a token  of  her 
remembrance.  The  princess  accordingly  sent  him,  from  Lau- 
sanne, a ring,  with  the  motto,  ‘friendship  to  virtue.’  But  when 
the  ring  reached  Solothurn,  Kosciuszko  was  no  more! 

“On  the  1st  of  October,  1817,  he  was  seized  with  a nervous 
fever,  then  prevalent  at  Solothurn,  which  in  spite  of  his  strug- 
gles, confined  iiim  to  his  bed.  Foreseeing  the  event, -he  made 


his  will,  bequeathing  ample  legacies  to  his  friends,  the  Zeltnera 
especially  to  Emilie,  and  others  to  the  town  hospital,  the  orphan 

house,  and  the  poor  of  Solothurn He  left  1,000 

francs  for  the  expenses  of  his  funeral,  upon  condition  that  his 
body  should  be  caried  to  the  grave  by  six  poor  men.  . . . . 

He  ordered  all  his  Polish  papers  to  be  burnt. 

“After  signing  this  will,  he  laid  down  the  pen,  raised  his  eyes 
towards  heaven  and  said, ‘Now  I am  easy!’  He  spoke  often 
and  long  of  his  approaching  end.  His  mind  grew  calmer  and 
calmer,  and  voice  and  look  bespoke  the  peace  of  his  soul.  . 

. . . . His  parting  from  his  be.loved  liieiids,  the  blessing 

he  bestowed  upon  Zelluer,  his  wife  and  children,  had  all  the 
august  solemnity  of  a religious  ceremony.  According  to  the 
custom  of  the  heroic  times,  he  asked  for  his  sword,  that  which 
hud  been  shattered  in  his  hand  at  Macziewice.  To  this  broken 
sword  he  committed  the  guard  of  his  ashes.  The  sabre  of  John 
K.  Sobieski,  which  he  had  received  in  the  year  1799,  from  his 
brothers  in  arms,  he  directed  to  be  sent  to  Poland,  and  there 
preserved  for  other  times  and  other  deeds.* 

“He  retained  the  full  possession  of  his  faculties  to  his  last 
breath;  but  his  [lulse  grew  fainter.  On  the  morning  of  the  15th 
he  awoke  from  a heavy  sleep,  and  his  eye  fell  upon  the  whole 
Zeltner family, assembled  around  his  bed.  Hesi’cmed  stronger, 
cheerfully  stretched  out  his  hand,  and  hade  them  good  morning, 
v.^ith  his  wonted  cordiality.  But  whilst  he  spoke  his  voice  near- 
ly failed,  and  he  himself  asked  for  his  physician. 

“Towards  ten  o’clock  he  raised  himself,  as  though  wishing 
to  say  something  that  required  all  his  energies.  He  gave  Zell- 
ner  his  right  hand,  Madame  Zeltner  his  left,  smiled  at  his  little 
friend  Emilie,  who  stood  at  the  bed’s  foot,  and  thus  taking  leave 
of  three  beloved  beings  at  once,  he  sank  slowly  down,  sighed 
and  his  pure  soul  was  in  the  presence  of  iiis  Maker.” 

The  body  was  embalmed,  and,  as  he  had  directed,  borne  to 
the  grave  by  poor  old  men,  relieving  each  other.  The  funeral 
was  attended  by  all  Solothurn,  for  he  was  mourned  by  the 
whole  canton,  especially  by  the  class  so  indebted  to  his  libe- 
rality. His  death  was  lamented,  and  his  praises  were  celebrat- 
ed by  poets  and  orators  in  all  languages.  In  Poland,  the  grief 
and  mourning  were  universal:  and  at  Warsaw,  the  funeral  ora- 
tion was  pronounced  by  the  national  poet,  the  friend  of  his 
youth,  Wiemcewicz. 

But  Poland  grudged  the  remajns  of  her  noblest  son  to  a fo- 
reign land,  and  Alexander  readily  sanctio'ned  the  national  de- 
sire to  bring  them  home.  The  body  was  asked  of  Switzerland 
by  a formal  Polish  embassy,  which  having  obtained,  escorted 
it  to  Poland.  At  Cracow  it  was  received  by  the  senate,  and 
with  all  military  and  civil  honors  interred  in  the  cathedral.  But 
the  Polish  senate  and  the  Polish  nation  wished  to  raise  to  their 
heroic  champion  a more  peculiar  and  more  durable  monument 
than  other  rnen  can  boast,  at  least  in  modern  times. 

“A  monument  that  might  be  an  object  of  general  enthusiasm, 
of  heart-felt  veneration  to  all  Poles.  The  senate  decreed  the 
raising  of  a mound,  (in  fact  a barrow),  upon  the  eminence  call- 
ed Bronislawa,  (meaning  the  guardian  of  fame),  which  com- 
mands the  Vistula.  At  this  mound,  young  and  old,  senators 
and  citizens,  nobles  and  peasants,  even  the  magnates  of  the 
realmj  and  the  most  delicate  ladies,  labored  with  their  own 
hands.  A countryman  who  came  from  Volhynia  to  assist,  ac- 
cidentally received  a severe  wound;  and  in  the  fear  that  he 
might  bleed  lo  death,  several  persons  were  carrying  him  in  quest 
of  surgical  assistance,  when  he  resolutely  exclaimed,  ‘Oh,  let 
me  bleed  here!  it  is  the  only  tribute  I can  pay  to  the  great  A'acz- 
fenik.’ 

“From  the  16lli  of  October,  1820,  to  the  16lh  of  October,  1823, 
the  tabor  continned.  The  Mogila  Kosciuszki  (Kosciuszko’s 
mount)  measures  276  feet  in  diameter  at  the  base,  and  300  feet 
in  height.  It  is  the  largest  ever  formed  by  human  hands. 

* * * * * * 

“The  sepulchral  mound  of  queen  Vanda,  and  of  St.  Craciis, 
respectively  on  the  left  and  right  banks  of  the  Vistula,  meet  the 
traveller’s  view  at  some  distance  from  Cracow,  reminding  him 
of  the  origin  of  the  actual  inhabitants  of  the  country.  Kosciusz- 
ko’s monument  completes  the  triangle,  and  connects  the  pre- 
sent with  the  past A convenient  road,  paved  and  plant- 

ed with  trees,  for  pedestrians,  leads  thither;  for,  since  the  be- 
ginning of  the  work,  this  has  hecn  the  favorite  promenade  of  the 

Cracovians From  the  ample  contiihntions  of  the  whole 

country,  an  adjoining  piece  of  ground  was  purchased,  upon 
which,  close  to  the  old  chapel  of  St.  Bronislawa,  houses  were 
built  for  four  peasants,  who  had  served  under  Kosciuszko.  It  is 
their  duty,  and  that  of  their  families  forever,  to  plant  the  mound 
as  pleasure  grounds,  and  to  take  the  greatest  care  of  the  ponnick 
(monument). 

“The  rhanagement  of  the  purchase,  of  the  construction,  and 
of  the  whole  aftair,  was  intrusted  by  the  Cracow  senate  to  a 
committee  of  twenty  persons,  with  general  Franciszek  Paszko- 
wiski  as  president ..The  e.xpense  was  defrayed  by  contri- 

butions, not  only  of  the  most  considerable  families  of  Poland, 
but  likewise  of  peasants,  artizans  and  private  soldiers.  Count 
Arthur  Posocki,  nlone,  gave  10,000  gulden,  with  which  (we  pre- 
sume the  expense  of  the  monument  being  paid)  three  orphan 
kinswomen  of  Kosciuszko,  whose  existence  had  been  but  re- 
cently discovered,  were  portioned.”  [For.  Q,uar.  Rev. 

*It  was  preserved  by  princess  Czartoryska,  in  her  noble  col- 
lection of  arms  and  other  Polish  antiquities,  at  her  castle  of 
Pulaway,  until  the  ycar  1830,  since  then  who  can  tell  its  fate? 
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The  present  number  contains  twenty-four  pages — a 
supplement  being  added. 

A great  outcry  is  made  in  New  York  about  the  cashier 
of  the  “Commercial  bank  of  Albany,”  (a  Mr.  Bartow), 
who  has  absconded,  of  which  we  have  the  tollowing  ot- 
ficial  account — 

The  Commercial  bank.  The  disappearance  of  Henry 
Bartow,  late  cashier  of  the  Commercial  bank  of  Albany, 
has  naturally  created  much  excitement,  as  it  did  the 
astonishment  of  the  directors  and  persons  connected  witl> 
lliat  institution,  and  given  rise  to  various  rumors  con- 
cerning its  solvency.  In  consequence  of  tl»e  publication 
of  an  article  in  the  Journal  of  Commerce,  ol  New  York, 
stating-ilte  capital  of  the  bank  at  ^240,000,  and  an  em- 
bezzlement of  $210,000  by  the  late  cashier,  the  directors 
deem  it  proper  to  apprise  the  public,  that  the  capital  of 
tlie  bank  actually  paid  in  is  $300,000,  together  with  a 
net  surplus  of  $79,263,  making  the  total  amount  of 
capital  $379,263.  The  directors  are  not  apprised  of  de- 
falcations to  the  amount  of  more  than  $130,000;  which, 
if  it  should  be  that  sum,  will  leave  an  unimpaired  capital 
of  $249,263.  Although  a partial  loss  is  thus  sustained 
by  the  stockholders,  the  directors  are  enabled,  from  the 
examinations  made,  to  give  the  assurance  that  in  no  event 
can  injury  or  loss  accrue  to  others. 

Besides,  by  the  terms  of  the  charter  of  this  bank,  the 
stockholders  are  individually  responsible  to  double  the 
amount  of  the  original  capital,  being  $600,000.  The 
business  of  the  bank  will  not  be  suspended,  and  all  notes, 
drafts  and  deposites  will  be  paid  on  demand. 

[Signed  by  John  Townsend,  president,  and  by  all  the 
other  directors  then  in  Albany.] 

Bartow  is  said  to  have  been  a “great  operator, ” in  the 
gamblings  of  Wall  street. 

A young  Englishman  named  Wilding  who  has  figured 
as  an  “operator”  in  Wall  street,  having  obtained  stocks, 
on  checks,  to  the  amount  of  more  than  $45,000,  abscond- 
ed, the  cheeks  not  being  paid.  He  was  advertised,  and  a 
reward  of  1,000  dollars  offered  for  him.  The  New  York 
police  officers  “nabbed”  him,  and  recovered,  at  once, 
$36,000  ef  the  money  that  he  had  purloined. 

The  New  York  Journal  of  Commerce  says — 

“The  Jackson  butchers,  grocers,  &c.  made  something  of  a 
stand  against  the  circulation  of  one  dollar  notes  for  about  a 
week,  but  they  found  it  so  unprobtable  to  be  patriots  in  that 
way,  and  their  mouths  watered  so  for  the  ‘rags,’  that  they 
could  not  resist  the  good  looks  of  the  little  rascals,  and  they 
have  been  taken  again  into  full  favor,  and  run  about  very  much 
as  formerly.  So  much  for  legislation  to  carry  out  humbug  poli- 
tical economy.” 

Here  the  show  of  compliance  as  agreed  upon,  was  made  and 
kept  up  for  a few  days,  and  then  all  went  quietly  on,  in  the  old 
way. 

Spanish  dollars  are  four  per  cent,  premium,  at  New 
York — probably  for  the  Chinese  market — see  the  news 
.from  Canton.  In  the  “palmy  days”  of  the  bank  of  the 
Uttited  States,  payments  at  Canton  were  made  by  its 
drafts,  and  without  risk  to  any  one. 

General  Harmson  is  “going  a-head”  for  the  presiden- 
cy. At  very  many  places  in  the  west,  he  has  been  ho- 
nored by  public  dinners,  and  other  testimonials  of  re- 
spect. 

On  the  5th  inst.  there  were  two  celebrations,  at  New 
York,  of  the  anniversary  of  ibe  battle  of  the  Thames — 
one  in  honor  of  gen.  Harrison,  and  the  other  of  col.  John- 
son. Some  account  of  both  shall  l>e  given  in  our  next. 

A military  spirit  has  much  increased  in  Baltimore. 
Some  ot  the  old  [war]  companies  have  been  revived,  and 
certain  new  ones  raised,  (including  a troop  of  horse), 
which  promise  much  efficiency  and  great  strength. 

Vol.  XLIX— Sig.  7. 


The  Alexandria  Gazette  has  information  that  it  is  a 
fact,  that  a wealtliy  foreigner  has  left  a legacy  of  £200,000 
sterling  to  the  city  of  Washington,  for  the  purpose  of  es- 
tablishing a national  university — that  the  executors  of  the 
deceased  have  written  to  the  president  on  the  subject — ■ 
and  that  probably  the  matter  will  be  referred  to  by  the 
president,  in  his  message  to  congress  at  the  openiiig  of 
the  next  session. 

Several  curious  “law  cases”  will  be  found  in  subse- 
quent pages.  Among  tliem  a suit,  at  New  York,  against 
Mr.  Barnabas  Bates,  “assistant  postmaster”  who  lias 
been  in  the  practice  of  insuring  the  safe  delivery  of 
money,  at  distant  offices.  Tlie  bills  in  this  case,  intend- 
ed by  the  owner  of  the  money,  [20,000  dollars]  to  be 
sent,  were  delivered  to  him  in  United  States  bank  paper 
— which  he  [Mr.  Bates]  “abducted,”  substituting  the 
bills  of  the  famous  bank — which  reached  their 

destination,  but  were  at  one  per  cent,  discount  in  the 
“money  market”  at  Columbus,  in  Georgia;  and  a de- 
mand for  this  loss  being  made,  Mr.  Bates  refused  to  pay 
it.  A suit  was  accordingly  brought,  and  the  full  amount 
of  the  claim  was  recovered  with  costs.  See  the  report — 
page  115 

The  trial  of  the  “Barnegat  Pirates”  is  going  on  before 
the  circuit  court  of  the  United*  States,  judge  Baldwin 
presiding,  at  Trenton,  N.  J.  and  some  of  them  had  been 
found  guilty — of  plundering  wrecked  vessels. 

It  is  calculated^  that  the  comet  is  receding  from  the 
earth,  its  nearest  approaches  having  been  on  the  12tb, 
13th  and  14th  instant,  when  its  distance  was  only 
millions  of  miles.  On  the  31st,  it  is  conqiuted  that  it 
will  be  seventy  millions  of  miles  off.  These  distances 
are  incomprehensible,  and  yet,  no  doubt,  correct.  What 
a brief  spot  is  the  earth,  and  how  foolish  those  insignifi- 
cant animals,  called  men,  who  flutter  upon  it!  The  the- 
ory of  comets,  (proved  correct  by  their  “entrances”  and 
“exits”),  is  wonderful,  and  should  teach  us-  -bumility. 

Alexander  McIntosh  Macpherson,  of  Philadelphia,  a 
custom  house  officer,  has  been  mulcted  in  damages  to  the 
amount  of  $2,000,  for  a libel  written  to  the  president  of 
the  United  States  some  time  since,  against  the  character 
of  John  H.  Halberstadt,  esq.  of  the  same  city. 

[JV*.  Y.  American. 

No  one  knows,  except  in  the  heading  of  their  bank- 
books, or  the  direction  of  their  checks,  (if  so  they  had 
determined  J,  whether  the  office  of  the  bank  of  the  llnited 
States  has,  or  has  not,  ceased  its  operations,  in  Baltimore! 
The  increased  amount  of  the  circulation  of  the  bank, 
[nine  millions],  as  compared  with  the  circulation  at  this 
time  last  year,  is — alarming!  But  the  truth  is — that, 
after  the  3d  of  March,  1836 — brokers'*  shops  will  be  open- 
ed for  llie  sale  of  United  States  bank  notes,  at  rates  above 
par,  though  paid  for  even  in  gold! — for  they  are  the  only 
currency  that  has  an  equal  value  every  where;  or,  as  we 
think,  that  can  have  it — until  another  national  bank  is 
established:  as  we  sujqiose  will  soon  ha])pen! — that  the 
enemies  of  the  old  may  have  profit — in  the  building  up 
of  a new  one. 

The  United  States  branch  bank  at  Louisville,  Ky.  com- 
pleted the  transfer  of  its  concerns,  to  the  bank  of  Ken- 
tucky, and  the  office  erected  by  the  branch  is  now  occu- 
pied by  the  bank  of  Kentucky. 

The  Northern  bank  commenced  operations  at  Lexing- 
ton, Kentucky,  on  the  23d  ult.  in  the  building  heretofore 
occupied  by  the  United  States  branch  bank;  the  latter 
institution  discontinued  its  business  on  the  same  day, 
having  disposed  of  its  banking  house  and  debts  to  the 
Northern  bank. 
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The  route  for  the  Baltimore  and  Susquehannah  rail 
road  has  been  determined  on  as  follows: 

The  resulls  of  the  surveys  have  demonstrated  the  existence 
of  a route  infinitely  better  than,  from  the  great  elevation  of  the 
dividing  ridge,  it  was  supposed  could  be  found.  The  grade  of 
the  road  bed  towards  the  summit  presents  an  easy  plane,  and 
the  greatest  elevation  in  passing  the  summit  does  not  exceed 
sixty  feet  to  the  mile,  and  that  for  about  two  miles  only,  and  in 
the  direction  towards  Baltimore;  and  being  free  from  inclined 
planes,  the  whole  line  of  road  can  be  travelled  with  locomotive 
engines.  Instructions  have  been  issued  by  the  board  to  the  en- 
gineers, to  put  the  first  division  of  the  road  under  contract,  and 
to  prepare  the  whole  line  for  immediate  graduation;  and  it  is 
estimated  that  the  graduation  of  the  entire  route  will  be  under 
contract  before  the  first  of  December.  The  route  of  the  road, 
as  finally  adopted,  commences  at  Timonium,  and  proceeds 
from  thence  to  the  Gunpowder  river  near  Jessop’s  mill,  thence 
along  the  valley  of  the  Gunpowder  river  to  the  summit  ridge, 
and  thence  down  the  Codorus  to  York.  The  whole  distance 
from  Baltimore  to  York  is  about  fifty-nine  and  a half  miles. 

A very  destructive  fire  happened  at  Boston  on  the 
morning  of  the  1st  instant.  It  broke  out  in  a fruit  cel- 
lar, in  the  large  five  story  building  at  the  corner  of  De- 
vonshire and  Water  streets,  and  consumed  many  houses. 
About  40,000  dollars  were  insured,  but  this  will  not 
cover  half  the  loss. 

A considerable  part  of  the  beautiful  village  of  Skenea- 
tales,  N.  Y.  has  been  destroyed  by  fire — loss  $50,000. 
Also  many  of  the  mills  and  stores  at  Oswego,^.  Y.— - 
loss  of  real  estate  $63,000;  of  property  in  the  buildings 
destroyed  $32,000 — total  95,000  dollars. 

Many  fires  have  also  taken  place  in  the  city  of  New 
York. 

A great  sale  of  the  “Green  & Phillips’  estate”  took 
lace  a few  days  since  at  Boston.  It  is  stated  “that  the 
ighest  price  given  per  [square]  foot,  was  $7  25,  being 
for  the  large  lot  No.  16,  on  the  north  corner  of  Tremont 
street  and  the  avenue  leading  to  Phillips  place.  The 
lowest  price  given  per  foot  was  $2  45,  being  two  lots  on 
the  north  west  corner  of  the  estate  fronting  on  Somerset 
street.  The  average  pi'ice  of  the  lots  was  about  $3  28 
per  foot.  If  our  calculations  are  correct,  the  total  amount 
of  tlie  sales  is  $443,883  81,  which  we  are  happy  to  learn, 
will  give  the  enterprising  projectors  of  this  great  im- 
provement in  the  heart  of  our  city,  a profit  probably  not 
falling  much  short  of  $100,000.” 

P.  T.  Jackson,  Abbot  Lawrence,  J.  P.  Thorndike, 
W.  Appleton  and  E.  H.  Robbins,  were  among  the  prin- 
cipal purchasers.  These  lots  are  to  be  splendidly  im- 
proved. 

The  banks  of  Boston  have  an  aggregate  capital  of 
$18,150,000— of  the  highest  1,800,000  the  lowest  500,000. 
Their  aggregate  semi-annual  dividends  last  declared 
amounted  to  535,250,  one  bank  making  none;  highest 
4 per  cent,  generally  3,  and  one  bank  at  2^. 

Our  readers  are  already  aware  that  the  friends  of 
Daniel  Webster  intend  to  present  him  with  a costly  piece 
of  plate,  in  testimony  of  their  appreciation  of  his  exalted 
worth.  The  committee,  charged  with  the  execution  of 
their  purpose,  invested  the  funds  intrusted  to  them  in  a 
splendid  silver  vase,  of  domestic  manufacture,  costing 
$1,500.  We  are  hapi>y  to  state  that  it  is  finished,  and 
will  be  presented  on  Monday  evening,  at  the  Odeon. 

\_Boston  Transcript. 

The  ninth  annual  report  “of  the  president  and  direc- 
tors of  the  Baltimore  and  Ohio  rail  road  company”  was 
received  at  the  general  meeting  of  the  stockholders  held 
on  Monday  last.  We  cannot,  conveniently,  give  it  this 
week,  however  interesting  the  matter  that  it  contains. 

We  UJiderstand,  says  the  N.  Y.  .Tournal  of  Commerce, 
that  letters  have  been  received  by  the  packet  from  Eng- 
land, which  arrived  on  Friday,  containing  intelligence  of 
the  death  of  the  hon.  Wm.  T.  Barry,  our  minister  to 
Spain,  and  late  postmaster  general.  His  death  occurred 
in  England.  It  is  said  that  Mr.  Dallas,  of  Pa.  will  be 
his  successor. 

Gen.  Duff  Green  has  resigned  the  editorial  depart- 
ment of  the  Telegraph,  into  the  hands  of  Dr.  Gibson,  a 


gentleman  who  has  chiefly  conducted  the  paper  for  some 
time. 

The  tomb  of  Dr.  Priestley,  at  Northumberland,  Pa. 
has  the  following  inscription — 

“To  the  memory  of  the  rev.  Dr.  Priestlet,  who  de- 
parted this  life  on  \he  6th  of  February,  1804,  Anno  .ffita- 
tis  71.  Return  unto  thy  rest,  O!  m3''soul,  for  the  Lord 
hath  dealt  bountifully  wilh  thee.  I will  lay  me  down  in 
peace,  and  sleep  till  I wake  in  the  morning  of  the  resur- 
rection.” 

In  this  spirit,  and  with  these  words  on  his  lips,  he 
departed  this  life. 

We  have  published,  says  the  Louisville  Journal,  an  ar- 
ticle from  the  Cincinnati  Whig,  purporting  to  give  an 
account  of  several  duels,  in  which  lieut.  Marshall  was 
represented  as  the  chief  actor.  We  are  requested  by  a 
friend  of  lieut.  Marshall  to  say,  that  the  rumor  upon 
which  the  article  in  the  Whig  was  grounded,  is  wholly 
without  foundation. 

A small  lot  of  grouud,  fronting  17  feet  on  Wall  street, 
by  47  on  William,  in  New  York,  sold,  a few  days  ago, 
for  $30,000,  or  $29  50  a superficial  foot. 

A certain  Jas.  C.  Johnson,  who  murdered  and  robbed 
Mr.  George  Robmson,  in  Arkansas,  being  caught — con- 
fessed his  crimes;  and,  preferring  a speedy  execution, 
was  immediately  hung — and  his  remains  cast  behind  the 
same  log  where  the  body  of  his  victim  had  been  deposit- 
ed by  him. 

On  the  last  day  of  December,  1813,  every  house,  save 
one,  in  Buffalo,  was  “burned  with  fire,”  by  the  British 
and  Indians,  under  the  command  of  gen.  Riall.  A “tea 
party”  was  lately  given  in  the  city  of  Buffalo,  to  those 
citizens  who  had  lived  therein,  previous  to  its  destruc- 
tion, by  Samuel  Wilkeson  and  his  lady. 

“In  one  corner  of  the  apartment,  (says  the  Buffalo  pa- 
per), we  saw  a venerable  widowed  matron,  who  being 
left  with  a large  family  of  children,  at  that  memorable 
time  when  her  neighbors  were  fleeing  for  their  lives, 
was  gallantly  ])rotected  by  the  British  general,  in  the 
only  house  that  escaped  destruction!  She  had  lived  to 
see  that  family  grow  up  to  man’s  estate,  a solace  and 
comfort  to  her  declining  years.  A young  man  was  con- 
versing with  her,  whose  mother  she  saw  butchered  by 
the  Indians  in  the  street.  How  vividly  must  liie  recol- 
lection of  that  event  have  been  recalled  to  her  mind  from 
this  interview.” 

It  is  stated  in  the  Wheeling  Gazette,  as  information 
likely  to  interest  “travellers  from  the  east,”  that  the  co- 
vering of  stone  lately  put  on  the  Cumberland  road,  is  un- 
derstood to  be  sufficiently  packed  to  admit  of  travelling 
upon  it  at  the  ordinary  speed — and  that  the  road  will 
every  day  become  better.  That  paper  hazards  the  opi- 
nion that  in  a month  more,  the  road  from  Cumberland  to 
Wheeling  will  probably  be  the  best  in  the  world. 

We  have  the  same  accoant  and  opinion  from  a gentle- 
man who  passed  over  this  road  in  the  present  week. 

We  walked  down  this  morning  to  look  at  the  river, 
which  we  found  in  excellent  condition,  and  saw  that  our 
business  men  were  improving  the  opportunity  afforded 
them.  We  counted  twenty-three  steamboats  lying  along 
the  shore.  Nine  of  these  were  entirely  new— some  not 
quite  finished,  and  some  just  being  finished.  Eleven 
others  were  engaged  either  in  receiving  or  discharging 
cargoes.  Among  others,  there  were  boats  for  Louisville, 
Nashville,  Florence,  St.  Louis  and  other  places. 

[Pittsburgh  Gaz.  Oct.  9. 

In  the  recent  debate  in  the  British  house  of  lords  on 
the  municipal  corporations  bill,  the  following  dialogue 
occurred  between  the  two  ex-lord  chancellors.  Brough- 
am and  Lyndhurst. 

Lord  Brougham:  “Into  whose  hands,  then,  would 
these  house-lists  generally  fall?  Into  the  hands  of  some 
electioneering  clerk  or  club — into  the  hands  of  what 
they  call  a cacus  in  America.” 


99 


NILES’  REGISTER— OCT.  i 


Lord  Lyiulhurst:  caucus.’’  (A  laugh.) 

**'Lord  ^rou^ham  stood  corrected.  He  supposed  that 
It  was  caucus — tor  he  admitted  his  noble  and  learned 
friend  to  be  more  skilled  than  he  was,  in  the  language  oj 
America.  (A  laugh.) 

And  3'et  lord  Brougham  himself,  says  “my  luds” — and 
Louhoh.  — 

I'lie  public  library  at  Rio  Janeiro  is  an  edifice  con- 
nected «ilh  the  •mperor’s  palace,  and  contains  about 
70, OUU  volumes,  roost  of  which  are  very  ancient.  It  con- 
tains a copy  of  the  Jirst  printed  edition  of  the  Bible,  on 
jtarchment,  impressed  in  1471,  by  the  wonderful  mecha- 
iiisiu  of  John  Fausty  the  inventor  of  printing. 

The  last  niiraber  of  the  Edinburgh  Review,  republish- 
ed in  this  country  by  T.  Foster,  New  York,  contains  an 
excellent  article  on  “the  philosophy  of  manufactures.” 
The  following  information  which  it  furnishes  relating  to 
the  increase  of  population  in  Lancashire,  England,  a part 
of  the  country  which  includes  Manchester  and  other 
large  manufacturing  towns,  will  be  new  to  many  of  our 
readers: 

“In  1700,  the  population  of  Lancashire  amounted  to  166,000. 
In  1750,  it  had  increased  to  297,000.  During  the  next  half 
century,  the  steam  engine  and  the  cotton  spinning  frame  were 
invented,  and  in  consequence,  the  population  rose  in  1800  to 
672,565  persons.  It  might  have  been  supposed  that  the  impulse 
would  HOW  have  been  pretty  well  exhausted;  biitso  far  from  this 
it  seems  to  have  acquired  additional  vigor,  the  population  of 
the  county  having  amounted,  in  1831,  to  1,336,854  persons. 
This  shows  that  the  population  of  Lancashire  is,  at  present, 
about  eig/rf  times  as  great  as  at  the  commencement  of  the  last 
century;  and  that,  notwithstanding  its  previous  increase,  it  had 
doubled  itself  during  the  30  years  ending  with  1830!  No  such 
astonishing  increase  has  occurred  any  where  else  in  Europe. 
If  it  be  equalled  in  any  part  of  the  world  it  is  only  in  out  west- 
ern country.” 

The  American  people  are  responsible  for  the  cause  of 
republicanism.  Whatever  irregularities  and  excesses  they 
commit  must  injure  not  oidy  their  own  character,  but 
the  interest  of  freedom  universally.  We  have  hereto- 
fore made  quotations  from  the  Canada  papers,  to  show 
how  far  advantage  is  taken  of  the  public  disorders  in 
our  country.  The  following  is  an  additional  specimen, 
from  the  Montreal  Herald.  Gaz. 

“Convinced  as  we  are  that  the  most  prejudiced  democrat  of 
the  British  isles  must  agree  with  us  in  ascribing  these  awful 
displays  of  popular  violence  to  the  inevitable  action  of  demo- 
cratic principles  on  human  nature,  we  have,  with  the  frequent 
help  of  a friend’s  eye,  compiled  from  day  to  day,  (for  the  de- 
mon of  maddening  riot  never  sleeps!)  tolerably  complete  cata- 
logues of  popular  ‘excitements,’  and  sufficiently  full  summaries 
of  seditious  opinions.  To  these  catalogues  and  summaries 
we  have  been  enabled  to  give  the  widest  possible  circula- 
tion, both  in  British  America  and  in  the  United  Kingdom;  for 
the  Herald,  to  say  nothing  of  its  colonial  circulation,  finds  its 
way  to  more  numerous  and  more  widely  scattered  journals  at 
home,  than  does  any  jother  newspaper  of  this  continent.  To 
the  Americans  we  g:ve  fair  warning,  that  we  mean  to  pursue 
the  same  course,  not  because  we  love  America  less,  but  be- 
cause we  love  Britain  more. 

“VVe  suspect,  that,  if ‘freedom  of  speech’  were  tolerated  in 
the  ‘land  of  good  laws,’  myriads  of  American  citizens  would 
declaim,  as  loudly  and  as  boldly  as  ourselves,  against  the  es- 
sential evils  of  pure  democracj',  or,  in  other  words,  of  the 
absolute  domination  of  a numerical  majority.  Editors  are  de- 
terred by  two  motives  from  assailing,  in  their  own  proper  per- 
sons, the  fundamental  principles  of  that  form  of  government, 
or  rather  of  that  form  of  anarchy — the  special  fear  of  displeas- 
ing patrons,  and  the  general  dread  of  the  unresisted  and  resist- 
less mob.” 

A public  dinner  was  given  by  the  citizens  of  Wheel- 
ing,  last  week,  to  the  honorable  C.  F.  JMercer.  The 
third  among  the  regular  toasts  being  acomplimentary  one 
to  .Mr.  M.  he  noticed  it  with  a few  appropriate  remarks 
and  concluded  by  offering  the  following: 

The  north  western  emporium  of  Virginia — May  speedy  con- 
riection,  by  canals  and  rail  roads,  of  the  capilol  of  the  United 
States  with  that  of  Mi.ssouri,  render  it  an  essential  link  in  the 
indestructible  chain  of  our  happy  union. 

The  two  great  works  of  internal  improvement  which  are 
stretching  from  the  Che.sapeake  to  the  west  were  also  noticed 
in  the  regular  toasts  as  follows: 

“TAe  Chesapeake  and  Ohio  canal — A splendid  monument  of 
the  enlarged  views  and  liberal  enterprise  of  its  projectors  and 
conductors . 

“T/tc  speedy  extension  of  the  Baltimore  and  Ohio  rail  road  to 
the  Ohio  river— A measure  Vitally  essential  to  the  intcrcst.- 
of  the  east  and  west.” 


7,  1835— MISCELLANEOUS. 


Th«  Croton  river,  which  is  to  supply  the  city  of  New 
York  with  water,  being  lately  very  low,  in  consequence 
of  the  long  continued  drought — an  alarm  was  spread  that 
it  would  prove  insufficient  for  the  purposes  intended. 
Whereupon  major  Douglass,  chief  engineer,  immediate- 
ly proceeded  to  guage  the  water  passing  down  the  Cro- 
ton, [the  ivaler  being  shut  back  from  the  ponds y on  the 
day  preceding),  and  obtained  the  following  results: 

Section  of  water  equal  to  40^  square  feet. 

Mean  velocity  per  second  97-lOOlhs  of  a foot. 

Giving  for  the  discharge  per  second  30  28-lOOlhs  cubic  feet. 

And  i»er  day  3,393,792  cubic  feet. 

Which  is  equal  to  21,133,324  standard  gallons. 

This  guaging  was  performed  near  Pine’s  bridge,  and  of  course 
did  iiwl  include  Flewwelling’s  mill  streams,  and  several  other 
runs  wliich  were  found  unfailing,  and  which  discharge  their 
waters  above  die  dam.  The  first  mentioned,  being  the  most 
considerable,  were  guaged  (two  of  them)  and  found  to  yield 
jointly  744,326  gallons,  which  being  added  to  tlie  preceding  re- 
sult, gives  an  aggregate  of  21,877,650  gallons — the  smaller  runs 
referred  to  not  being  included. 

This  major  Douglass  considers  the  minimum  flow  under  the 
most  unfavorable  circumstances.  And  upon  it  he  remarks  in 
addition — 

“Having  thus  declared  what  may  be  considered  as  the  mini- 
mum rate  of  flow  at  any  one  lime,  and  the  minimum  daily  sup- 
ply, I will  just  add  in  connexion,  a remark  upon  the  general 
average  of  supply,  during  the  drought,  for  this  is  the  real  ques- 
tion of  interest  in  relation  to  the  supply  of  the  city. 

“On  the  seventeenth  of  August  I guaged  as  heretofore  report- 
ed, and  found  between  43  and  44  millions  of  (wine)  gallons 
flowing.  I have  since  repeated  the  calculation  of  my  notes 
with  greatercare,and  find  thequanlity  in  standard  gallons  equal 
to  39,601,266— from  that  time  to  the  date  of  the  recent  guag- 
ing, the  river  had  been  falling  regularly — but  as  it  fell  toward 
the  last  more  slowly  than  at  first,  and  that  we  may  run  no  risk 
of  over  estimating,  I give  twice  the  value  in  averaging,  to  the 
low  lesult,  that  I do  to  the  high  one,  and  upon  this  principle  I 
find  the  daily  discharge  for  the  lime  mentioned  (49  days)  equal 
to  31,836,948  standard  gallons. 

“One  other  remark — our  Croton  reservoir  will  be  400  acres 
in  extent,  and  will  contain,  therefore,  about  100,000,000  of  gal- 
lons to  each  foot  of  depth  at  the  surface.  The  disposition  of 
the  works  at  the  head  gate,  will  be  such  as  to  admit  of  drawing 
this  down,  if  necessary,  say  3^  feet  (350,000,000)  with  a residue 
of  head  still  sufficient  for  the  supply  of  the  conduit— we  shall 
llius  have  a disposable  surplus,  for  occasions  of  drought,  suffi- 
cient, after  deducting  an  ample  allowance  for  evaporation,  to 
afford  5,600,000  pllons  per  diem  for  50  days, and  this  being  add- 
ed to  the  preceding  average  for  that  time,  gives  an  available  ag- 
gregate of  37,436,948  gallons  per  diem.” 

These  calculations,  it  must  be  remembered,  are  founded  up- 
on ascertained  results,  during  a season  of  unparalleled  drought, 
such  as  little  likely  to  occur,  except  at  very  long  intervals. 
Another  guage,  taken  on  Thursday,  two  days  after  the  late  rain, 
gave  for  the  quantity  running  every  twenty-four  hours,  more 
than  one  hundred  and  twenty-seven  millions  of  gallons. 

[ Com.  .Md. 

had  been  alleged  that  the  whole  quantity  of  wa- 
ter descending  the  Croton,  was  only  2,647,049  gallons  in 
24  hours. 

It  is  believed  that  there  will  be  a general  suppression 
of  religious  orders  in  Spain  and  Portugal,  and  a seques- 
tration of  their  property — for  the  good  of  the  kingdoms. 
It  is,  (in  oui‘  opinion),  tlie  only  way  in  which  the  public 
peace  can  be  preserved.  The  priests  cannot  be  otlier- 
vvise  quieted.  They  are  at  the  bottom  of  all  Santa  An- 
na’s projects  to  obtain  sujjrerae  power  in  Mexico,  and 
ever-restless  where  they  do  not  command.  \Ve  abomi- 
nate all  relations  between  “clmrcii  and  state” — all  alli- 
ances between  tlie  “cross  and  the  sword” — and  want  not 
“holy  men”  to  quote  scripture,  for  deeds  of  cruelty  and 
crime. 

A decree  of  the  queen  regent  of  Spain,  dated  at  St.  Ildefonso, 
orders  the  closing  of  all  convents  and  lofniasteries  that  do  not 
contain  as  many  as  12  monks.  Tliis  order  will  apply  to  about 
900,  being  nearly  om;-!ialf  of  all  now  existing  in  Spain.  The 
property  of  those  closed  is  confiscated  towards  the  payment  of 
the  national  debt. 

From  an  official  stalemenl  just  published  it  appears  that  lliere 
are  now  existing  in  Spain  28  difl'erent  religions  orders,  1,940 
convents  and  monasteries  (of  whieb  901  have  not  the  required 
number  of  12  friar-;)  and  30,906  monks.  'I’lie  number  of  tlie 
latter  in  1808  was  48,.a68,  and  in  1820  was  .33,546. 

Later  account. s from  Spain  inform  us — ■ 

'I’li  it  a revolution  had  broken  out  at  Andalusia,  Seville,  Ma- 
laga and  Grenad.i,  on  the  23d  and  24th  Aui'iist.  'J’iie  constitu- 
tion of  1812  was  proclaimed,  and  all  the  friars  at  Malaga  were 
imprisoned  on  the  23d.  A mmibirr  were  killed  and  wounded. 

'i’lie  goveniinent  troops  were  ovetpovved,  ami  all  who  vvimhj 
not  declaie  in  favor  of  tlie  new  eoristitniu.m  were  either  shot  or 
impirsoned.  'i'here  was  great  joy  on  the  occasion,  and  the  en- 
tire place  [Malaga]  illuiniualeti. 
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VVe  have  awful  accounts  from  Para^  Brazil.  The 
“Salem  Register,”  by  an  arx’ival  at  that  port,  learns — 

Thai — another  bloody  revolution  and  massacie  ai  tliatdevoted 
place,  (Para.)  The  first  attack  on  the  city  was  made  on- the 
14th  of  August  by  a miscellaneous  multitude  of  the  most  savage 
and  ferocious  people  of  color,  mulalloes  and  Indians,  amount- 
ing to  about  4,000  men,  armed  with  muskets,  ases,  knives, 
bows  and  arrows,  &c.  The  force  assembled  to  resist  this  for- 
midable array,  was  unfortunately  very  inadequate  for  the  de- 
fence of  the  city.  The  conflict  continued  with  varying  success 
on  either  the  part  of  the  besieged  or  that  of  the  invaders,  until 
the  former,  weakened  and  disheartened  by  severe  losses, 
amounting  to  about  half  their  original  number,  including  many 
excellent  officers  and  brave  soldiers,  were  compelled  to  retreat 
on  board  the  ships  of  the  squadron  before  the  city.  This  san- 
guinary contest  terminated,  after  nine  days  hard  figliting,  by 
the  total  defeat  of  the  llrazilian  forces,  and  flight  of  the  go- 
vernor, who  lost  his  son  and  aid-de-camp  killed  in  the  early  part 
of  the  action,  as  he  was  engaged  courageously  animating  hi."! 
men  to  repulse  the  savage  horde  that  beleagued  this  unforiunaie 
and  ill-fated  city. 

The  governor  made  his  escape  on  board  the  Campista,  lying 
in  the  harbor:  and  on  the  23d,  the  whole  city  was  abandoned 
by  the  remaining  royalists,  and  such  of  the  white  population 
ns  survived  the  horrible  and  fiend  like  attack.  The  city  was 
then  most  thoroughly  sacked — the  whites  were  still  [uirsued 
and  killed  wherever  found-lhe  streets  were  encutnbered  with 
the  murdered  bodies,  and  the  must  horrid  assassination  con- 
tinued in  all  quarters. 

An  atlditional  account  says — ■ 

On  Sunday,  23d  August,  the  whole  city  was  abandoned  by 
the  remaining  loyalists,  and  siicli  of  the  white  population  as 
were  wretched  survivors  of  a most  horrible  and  fiendli)ce  mas- 
sacre. Thousands  fled  to  the  ships  and  boats  upon  the  river. 
The  ships  and  vessels  of  war  were  crowded  with  the  wounded 
and  hapless  refugees,  most  of  whom  escaped  without  a chantie 
of  linen  or  property  of  any  kind,  whilst  the  revolutionary  ban- 
ner, crimsoned  with  human  blood,  was  displayed  upon  the 
lowers  and  palaces  of  Para. 

A notable  ruffian  and  convicted  murderer  named  Edoardo 
Noquiera  Angeline,  was  installed  as  president  of  this  republic 
of  traitors,  whom  the  Almighty,  in  His  inscrutable  dispensa- 
tions, has  permitted  for  a time  to  triumph  over  order,  humanity 
and  religion. 

Thus  this  fine  province,  watered  by  the  magnificent  stream 
of  the  Amazon,  and  rich  in  all  the  valuable  productions  of  the 
earth,  blessed  with  a salubrious  and  delightful  climate,  and 
a soil  incomparably  fertile,  when  converted  to  useful  pur- 
poses from  its  natural  condition — this  noble  appendage  of  the 
crown  of  Brazil,  must  fall,  it  is  feared,  into  the  hands  of  a' 
ferocious  body  of  thieves  and  murderers,  whose  .<!ole  occupa- 
tion and  delight  is  vengeance  in  ihouglu,  word  and  act,  against 
the  whites,  until  they  completely  extirpate  them,  and  convert 
this  beautiful  country  into  a second  Hayti,  under  the  dominion 
of  a race  of  men  deformed  by  every  species  of  moral  depravity. 

The  British  merchants  escaped'with  their  lives  on  board  the 
corvette  Racehorse,  sir  Everard  Home,  the  commander,  made 
every  exertion  to  save  what  they  could  of  their  property,  and 
succeeded  in  lading  several  merchant  vessels  with  the  residue 
of  it.  All  the  respectable  merchants  w'isely  determined  to 
leave  the  place  with  the  wreck  of  their  shattered  fortunes,  and 
seek  security  for  their  wares  and  merchandise  at  Maranham  or 
elsewhere  in  Brazil;  better  adapted  for  their  commercial  pur- 
suits, than  the  hitherto  distracted  and  defenceless  city  of  Para. 

From  Chilt.  We  learn  from  the  New  Bedford  Ga- 
zette, that  advices  from  Cotiception  have  been  received 
at  tliat  port,  by  the  arrival  of  the  ship  Courier,  captain 
Cash,  representing  tlie  country  as  still  afflicted  with 
earthquakes,  the  disastrous  consequences  of  which  are 
severely  felt  by  the  inhabitants,  who  are  exposed  with- 
out shelter  to  the  cold  rains  of  the  season.  Sliocks  of 
earthquakes  resembling  the  report  of  cannon,  are  heard 
and  felt  there  regularly  about  twice  in  twenty-four  hours. 
Notwithstanding  they  are  so  frequent,  the  inhabitants  are 
very  much  frightened  at  them;  and  on  the  first  intima- 
tion of  a shock  when  in  their  liouses,  witli  tlieir  children 
in  their  arms,  run  for  the  doors,  affrighted  at  the  threat- 
ening earth. 

It  is  tlie  prevailing  ojiinion  that  the  city  of  Conception, 
if  rebuilt,  will  he  erected  on  a new  site.  It  is  estimated 
that  it  will  cost  more  to  clear  up  llie  streets  and  remove 
the  ruins  from  the  .spot  in  order  to  relniild,  than  to  erect 
new  edifices  on  oilier  ground.  Many  of  tlie  landholders 
where  the  ruins  rest  are  warmly  in  favor  of  the  old 
ground,  but  it  is  believed  that  the  public  offices  will  be 
moved — and,  if  so,  tlie  population  will  certainly  follow. 

Captain  C.  states  that  when  going  into  Talcahuana, 
with  a fair  wind,  his  vessel  snddeidy'^  stopped  and  shook 
wonderfully.  Believing  the  shiii  to  he  asboie,  he  cried 
■ — '“heave  the  lead!”  Ilis  order  was  immediately  obey- 
ed, and  twelve  fathoms  of  water  -was  found,  lie  was 


now  conscious  of  the  fact  that  he  had  experienced  an 
cartliquake. 

At  a recent  fire  in  the  town  of  Auch,  France,  a woman 
and  a child  were  seen  at  a window  in  the  second  story  of 
a burning  house,  imploring  aid  from  the  multitude  as- 
sembled without.  The  lower  part  of  (he  house  was  all 
in  flames,  and  not  even  the  thrilling  shrieks  of  these 
wretched  viclims  could  induce  any  one  to  ventui'e  to  their 
succour.  At  this  moment  arrived  on  the  spot  the  vene- 
)-able  archbishop  of  the  diocess;  who,  after  offering  im- 
mense rewards  to  tempt  some  fitter  person  to  the  enter- 
prise, undertook  it  himself.  Enveloping  himself  in  a 
wet  sheet,  he  rushed  through  the  fire,  and  succeeded  in 
rescuing  both,  at  the  expense  of  but  slight  injury. 

[ Georgetoxvn  Metropolitan. 

A Paris  correspondent  of  a London  whig  paper  de- 
srribes,  as  follows,  the  present  royal  family  of  France, 
the  best  altogether,  the  king  included,  that  Fiance  ever 
possessed : 

“Ir  i were  a courtier,  or  had  any  Ihing  to  gain  by  eulogising 
llie  royal  family,  Iheir  conilucl  all  llirougb  life  would  supply  lo 
me  materials  for  lhai  wliich  the  w'orld  in  general  would  con- 
sider fulsome,  flauery,  yel  wliich  would  be  noiliing  more  than  a 
plain  slateirient  of  (acts.  The  best  wife,  the  best  mother,  the 
most  pious  Christian,  the  most  benevolent  and  charitable  wo- 
man on  tlie  continent  of  Europe,  is  the  consort  of  Louis  Phi- 
lip(ie,  who  is  himself  one  of  the  most  exemplary  husbands  and 
failiers  in  existence.  Of  their  eight  children,  long  as  I have 
been  in  France,  and  mixing  much  more  with  the  political  op- 
ponents of  his  majesty  than  with  his  partisans  or  admirers,  I 
solemnly  declare  that  of  any  individual  of  them  1 have  never 
heard  a single  word  of  complaint,  while  I have  heard  much  to 
produce  adiniralimi  and  respect.  They  are  proverbially  du- 
tiful, amiable,  mild,  modest,  bumble — such,  in  fact,  as  good 
and  excellent  parents  in  private  life  are  sometimes  blessed 
with.  Yet  such  is  the  family  menaced,  it  is  feared,  with  mis- 
fortunes, or  destined  lo  suffer  from  anxiety  and  constant  ap- 
prehension.” 

A lettfc-r  from  Texas,  says — 

“Enclosed  I send  you  the  proceedings  of  a meeting  at  Co- 
lumbia. On  the  15tli  of  October  a general  convention  of  de- 
legates from  all  Texas  will  meet,  when  they  will  declare  us 
“independent  of  Mexico.”  Red  River  is  all  alive  to  our  in- 
terest, and  offering  us  their  assistance  as  individuals,  as  well  as 
Mississippi  and  New  Orleans,  whence  we  look  for  considerable 
aid.” 

We  have  accounts  of  many  proceedings  in  Texas,  all 
leading  to  independence. 

This  day  the  sentence  of  the  law  was  carried  into  execu- 
tion upon  the  two  women,  Frances  Billing  and  Catherine 
Frarey,  who  were  found  guilty  of  having  poisoned  Mary 
Taylor  and  Robert  Frarey.  Billing  ascended  the  scaf- 
fold with  the  greatest  firmness,  but  Frarey  was  obliged 
lo  be  supported  from  the  jail  to  the  platform,  and  the  two 
miserable  wretches,  the  one  48,  and'  the  otlier  46  years 
of  age,  were  launched  into  eternity  amidst  an  immense 
concourse  of  spectators,  (20,000  or  30,000),  above  one~ 
half  of-tvhom  loere  ivomen.  [^Morwich  ( Png.J  pape>\ 

We  learn  from  Marion,  Alabama,  that — 

'I’lie  crops  of  this  county  are  exceedingly  promising,  notwith- 
standing the  loud  and  usual  complaints  of  many  of  the  (ilanlers. 
True,  those  living  on  the  prairies  and  cane  brakes  have  suf- 
fered much  from  the  rot,  and  those  on  the  sandy  lands,  a little 
by  the  insects,  but  we  presume  that  no  one  will  deny  that  tliia 
is  not  a ninch  better  average  crop  than  iliat  of  last  year:  and 
that  man  must  be  a miser  atid  an  ingrnle,  who  would  not  be 
satisfied  with  such  a reward  of  his  labor  as  was  yielded  last 
year;  grown  hands  generally  making  more  than  200,  and  in 
many  instances,  averaging  4 and  $'500! 

Oiro  STEAMBOATS.  The  number  of  new  steamboats  built  on 
the  Ohio  this  year,  between  Pittsburgh  and  Lniitsville,  we 
learn  from  the  VVheeling  Gazelle,  is  comi»nted  at  no  less  than 
Jifly.  Of  these  35  arc  for  the  southern  .nnd  western  slates — 
leaving  15  for  the  trade  of  Ohio,  and  making  tlie  whole  number 
eni[)loyed  on  this  river  60 — which,  it  is  estimated,  transport  up 
and  down  anmially  an  amount  of  merchandise,  of  wliich  the 
down  freight  alone  is  estimaleil  at  14.800,000  dollars,  indepen- 
dently of  the  immense  quantity  of  freight  in  keel  and  flat  boats, 
and  also  of  vast  quantities  of  lumber.  The  value  of  merchandise 
transported  up  ihe  river  is  estimated  at  $1 ,500,000— making  the 
total  value  annually  16  millions  of  dollars! 

ITEMS. 

Mr.  Campbell  P.  White,  member  of  congress  from  New  York, 
has  resigned  his  post,  and  withdrawn  from  public  life. 
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We  understand  that  the  sale  on  Saturday  last,  of  the  flowers, 
fruits  and  vegetables  left  from  the  exhibition,  amounted  to  <$1U7, 
that  the  whole  receipts  in  tliree  days  exceeded  ^1,500,  and  that 
the  missing  lemon  advertised  in  this  paper,  was  found.  The 
number  of  visiters,  including  members  who  do  not  pay,  and 
visiters  on  gratuitous  tickets,  could  not  have  been  less  than 
7,000.  [Philad.  Gaz. 

The  mail  is  now  transported  between  Philadelphia  and  Bos- 
ton in  36  hours.  Eighty  years  ago,  it  is  said  it  required  31  days. 
So  much  for  internal  improvement, 

Mr.  Caldwell  has  engaged  mademoiselle  Celeste  for  four  suc- 
cessive weeks,  for  5,000  dollars  cash,  and  two  half  clear  bene- 
fits. So  much  for  a danseuse! 

The  London  “Age”  says — “We  have  nothing  more  to  offer 
than  the  fact,  for  comment  is  superfloiis — the  people  are  Mali- 
brand  mad.  Her  performances  commenced  on  the  18ih  May, 
and  ended  18th  July,  during  which  two  months  she  has  receiv- 
ed £3,500,  besides  all  the  concert  money  which  has  rolled  into 
her  coffers.  With  her  it  literally ‘rains  rubles.’  She  has  ex- 
cited an  enthusiasm  which  lias  no  parallel  in  our  recollection, 
being  called  on  the  stage  twice,  and  sometimes  thrice  a night, 
and  her  chariot  wheels  followed  by  thousands  of  the  nobility 
and  mobility  as  well.  Nor  is  there  any  thing  in  this  too  great 
for  her  deserts;  for  she  is  one  of  earth’s  most  surpassing  daugh- 
ters. She  is  the  best  actress  now  alive;  and  her  performances 
may  vie  with  the  most  eminent  of  those  who  have  gone  before 
her,  and  when  to  this  attainment  is  added  her  musical  power, 
it  is  but  fair,  or  rather  correct,  to  style  her  the  highest  order  of 
performers  that  has  ever  appeared.  The  numberless  devotees 
at  the  shrine  of  this  lady  will  be  deiiglited  to  hear  that  Bunn  has 
re-engaged  her  for  next  season,  and  that  by  taking  time  thus 
wisely  by  the  forelock,  we  shall  be  presented,  in  addition  to  the 
beauties  of  La  Sonnambula  and  Fidelio,  wiih  some  other  operas 
she  may  elsewhere  have  appeared  in,  during  her  residence  with 
us.” 

When  the  late  robbery  on  the  Boston  and  Providence  rail 
road  was  discovered,  a locomotive  was  despatched  immediate- 
ly from  Boston,  to  convey  the  information  to  Providence,  which 
passed  over  the  whole  length  of  the  road,  fort y-t wo  miles,  in  six- 
ty-seven minutes. 

A person  named  Throop  has  been  selling,  at  New  York,  a 
large  number  of  lots  on  the  97ih  and  98ih  avenues,  to  which  he 
had  not  the  slightest  claim  or  title! 

A farm  of200  acres  (the  dwelling  house  and  ground  adjacent 
being  reserved),  has  been  sold  at  Wheeling  for  37, QUO  dollars. — 
It  is  to  be  laid  off  into  lots,  and  thought  to  be  a great  specula- 
tion. 

A great  sale  of  French  furniture  lately  took  place  at  New 
York — without  being  damaged,  as  happened  before. 

We  are  informed  that  col.  Thomas  S.  Meacham,  of  Ricliland, 
Oswego  county,  who  keeps  154  cows  and  has  made  this  season 
300  cheese  weighing  125  lbs.  each,  has  made  one  wcigiiing/owr- 
teen  hundred  pounds,  which  he  intends  to  present  to  the  presi- 
dent of  the  United  States.  He  has  also  made  several,  weighing 
eight  hundred  pounds  each,  one  of  whicli  he  intends  for  the  vice 
president,  one  for  gov.  Marcy,  .and  one  for  each  of  the  cities  of 
New  York,  Albany,  Troy  and  Rochester.  [Roc/i.  Daily  Mv. 

Telescopes.  A writer  in  the  Rochester  Democrat,  in  com- 
menting upon  the  difficulties  of  producing  large  object  glasses 
for  telescopes,  says:  “The  largest  that  I have  seen  an  account 
of  was  that  executed  by  Fr.aunhofer,  which  I think  was  18 
inches  in  diameter.  It  was  brought  to  a higli  degree  of  perfec- 
tion, and  was  considered  a prodigious  and  triumphant  achieve- 
ment of  human  skill.” 

This  is  a mistake.  Mr.  Fraunhofer,  during  his  life  time,  did 
execute  two  large  glasses,  one  9 9-10  inches,  and  the  other  12 
inches  in  diameter.  The  first  was  to  the  order  of  the  emperor 
of  Russia,  for  the  observatory  of  Dorpat,  was  highly  finished, 
and  has  proved  an  excellent  lens:  the  other,  12  inches  in  dia- 
meter, was  for  the  king  of  Bavaria.  Its  price  was  $12,000,  but 
it  was  never  fully  completed.  This  was  his  largest  effort — 
though  he  once  said  he  would  undertake  to  make  one  18  inches 
— but  he  never  did.  Such  a glass  then,  or  even  in  the  present 
advanced  state  of  the  sciences  would,  indeed,  be  a treasure  to 
science  as  well  as  to  the  owner.  None  such  ha.s  yet  been  pro- 
duced— the  largest  acromalic  glass  ever  made,  we  believe,  be- 
ing only  about  13  inciies.  But  the  difficulty  does  not  consist  in 
the  grinding  and  polishing — though  these  are  highly  difficult— 
60  much  as  in  the  m.inufficture  of  flint  glass  of  sufficient  size, 
and  clearness.  This  has  been  thus  far  found  impossible,  of  a 
size  larger  than  the  glasses  we  have  mentioned. 

Much  business  is  doing  on  the  rail  road  from  Baltimore  to 
Washington,  even  at  this  season  of  the  year.  It  will  yield  a 
mighty  profit  in  the  sessions  of  congress,  and  not  less  than  from 
10  to  20  persons  will  proceed,  itnimuliately,  to  Washington, 
who,  without  this  accommod.ition,  would  never  h.ave  visitttd 
the  last  named  place.  We  shall  soon  feel  the  want  of  a rail 
road  from  Philadelphia  to  Baltimore — which,  however,  is  going 
on  handsomely. 

It  is  shewn,  in  a New  York  paper,  that,  by  the  contemplated 
improvements  the  journey  from  that  city  to  Cleaveland,  Ohio, 
may  be  made  in  fifty-six  hours! 


Immense  damages  have  been  sustained  in  the  West  Indies  by 
late  hurricanes.  For  instance,  a Barbadoes  paper  says — 

In  Bridgetown  the  streets  were  rendered  almost  impassable 
by  the  falling  of  small  houses,  out-buildings,  trees  and  fences. 
In  some  instances  the  houses  were  left  entire,  and  thrown  into 
the  middle  of  the  streets. 

Great  damage  was  done  to  the  barracks  and  public  buildings 
at  the  garrison  of  St.  Ann’s.  The  front  gallery  of  the  royal  ar- 
tillery barracks  was  blown  down,  and  the  roof  of  the  guard- 
house carried  away.  The  massive  gallery  of  the  stone  barracks 
occupied  by  the  twenty-fifth  regiment,  was  torn  off  and  dashed 
to  pieces.  3’he  roof  of  the  officers’  barracks,  weighing  from 
four  to  five  and  twenty  tons,  was  taken  off  bodily,  and  capsized 
on  the  top  of  the  adjoinidg  building,  tearing  up  some  of  the 
solid  brick  pillars  on  which  it  rested.  Every  mill  in  the  gar- 
rison was  blown  down  and  ruined.  The  colonial  barracks  at 
Gun-hill  are  totally  destroyed. 

The  Russian  admiral,  Schytschayo_ff,  nearly  80  years  old,  and 
who  has  resided  for  the  last  20  years  in  Paris,  having  been  re- 
quired to  conform  to  the  ukase,  which  forbids  Russians  to  be 
domiciliated  abroad,  begged,  in  consideration  of  his  great  age, 
and  of  important  family  interests,  permission  to  remain;  it  was 
refused — his  pension  for  40  years’  service  was  withdrawn,  and 
subsequently  his  property  in  Russia  was  confiscated. 

Variety  of  carriages.  The  number  of  Omnibus  Carriages  for 
the  interior  of  Paris  amounts  to  256,  namely:  54  Omnibuses, 
26  Dames  Blanches,  20  Trycicles,  48  Favorites,  22  Orleanaisus^ 
14  Diligentes,  24  Bearnaises,  18  Citadines,  18  Parisiennes,  6 
Ecossaises  and  6 Batignollaises.  Their  gross  receipts  during 
1834  amounted  to  11  millions  of  francs. 

Signor  Rosellini  show'ed,  the  other  day,  to  a friend  of  ours 
at  Florence,  a sort  of  smelling-bottle,  evidently  of  Chinese  por- 
celain, and  with  characters,  to  all  appearance,  Chinese!  This 
was  found  by  Rosellini  himself  in  a tomb,  which,  as  far  as 
could  be  ascertained,  had  not  been  opened  since  the  days  of 
the  Pharoahs.  [Q,uarterly  Review. 

The  Boston  Patriot  gives  an  account  of  the  route  of  a rail 
road  projected  between  Worcester  and  Norwich  in  Connecti- 
cut. This  distance  is  sixty-one  miles,  making  the  whole  dis- 
tance from  Boston  one  hundred  and  five.  The  greatest  inclina- 
tion is  at  the  rate  of  thirty-two  feet  to  the  mile.  Like  almost 
any  route  that  could  be  selected  in  that  section  of  country,  it 
passes  through  populous  villages,  and  among  flourishing  facto- 
ries, which  amply  reciprocate  the  benefit  they  receive  from  the 
proximity  of  rail  roads.  As  steamboats  run  up  to  Norwich,  this 
route  will  be  a rival  of  the  present  and  old  one  by  Providence. 
There  is  room  for  it,  and  two  or  three  more  between  New  York 
and  Boston. 

3'he  banking  capital  of  New  Jersey  is  six  millions,  three  hun- 
dred and  seventy-six  thousand  five  hundred  dollars. 

Lamentable  prospects  for  French  editors.  A case  might  occur 
under  the  new  law  of  the  press,  by  which  an  editor  might  be 
fined  to  the  amount  of  one  million  of  francs  and  imprisoned  for 
80  years. 

The  remarkable  state  of  health  enjoyed  by  the  citizens  of 
Baltimore,  may  be  inferred  by  the  list  of  interments  of  last 
week:  deaths  only  twenty-eight,  out  of  a population  of  between 
eighty  and  ninety  thousand. 

It  is  stated  that  two  hundred  thousand  turkeys  have  been 
raised  in  Rhode  Island  this  season.  Good  news  this  tor  gour- 
mands, 

THE  ABOLITI03VISTS. 

The  following  is  a copy  of  a letter  from  a venerable 
gentleman  in  Virginia,  who  wishes  that  it  may  he  pub- 
lished in  the  Register; 

To  JVlr.  Hezekiah  JYiles — 

In  a late  number  you  inserted  a report  to  the  public  of 
the  Abolition  society:  I wish  you  to  publish  the  following 
brief  reply: 

Mr.  Tappan:  you  and  your  associates,  no  doubt,  mean 
well;  but  through  ignorance  or  some  other  cause,  you  as- 
sert things  you  ought  not;  as  will  appear  by  what  follows: 

In  your  report,  and  in  the  publications  you  maintain, 
as  containing  your  avowed  opinions;  you  positively  say, 
it  is  a sin  to  have  and  to  hold  slaves — to  buy  or  to  sell 
them.  Tliis  I positively  deny  to  be  a sin  in  all  cases;  for 
the  following  reasons: 

1st.  Because  God  has  established  the  relations  of  mas- 
ter and  of  servant  as  certainly  as  of  husband  and  of  wife, 
of  parent  and  child — of  ruler  and  of  citizen  or  subject^ — of 
neighlior.s,  &c.  &c.  and  prescribed  their  several  and  spe- 
cial duties;  therefore  I say  to  be  a master  of  a slave  can- 
not be  a sm  of  itself:  but  the  abuse  of  this  or  any  other 
relation  among  men,  is  sin.  Do  the  abolitionists  not  know 
that  Abraham,  the  friend  of  God  and  the  father  of  the 
faithful,  bought  servants  with  his  money,  and  had  them 
born  in  his  house:  [Genesis,  17  chap.  27  ver. ] — as  slave- 
holders now  do  and  have  in  their  houses?  Do  they  not 
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ktiowthat  God  allowed  his  ancient  people,  Israel,  to  have 
slaves  of  the  neighboring  nations,  [Exodus,  12  chap.  44, 
45  ver.  and  Leviticus,  25  chap.  45,  46  ver.]  Surely,  tlie 
abolitionists  do  believe  the  fourth  comixiandinent,  which 
recognises  the  relation  of  master  and  servant,  and  has 
been  in  force  from  the  beginning  and  is  still  in  force;  and 
that  masters  who  held  slaves,  in  our  Saviour’s  and  the 
apostles’  days,  were  never  charged  by  Clirist,  or  by  his 
apostles,  with  sin  for  it,  or  for  holding  them  as  property, 
as  they  did  by  the  then  existing  laws.  Moreover  the  ser- 
vants were  commanded  to  obey  their  masters’  orders  as 
if  they  were  serving  God.  [See  Paul’s  epistle  to  Colo- 
sians,  iii.  chap,  and  to  Ephesians,  vi.  chap.] 

2d.  Can  we  think  the  abolitionists  would  have  sanction- 
ed Moses’  law,  or  that  they  would  have  acted  and  said  as 
our  Saviour  and  apostles  did?  No,  by  no  means-^but 
the  very  contrary,  if  they  had  lived  then. 

Having  given  the  above  reply,  wliich  I am  confident  is 
both  according  to  holy  scriptures  and  sound  reason — I 
voluntarily  offer  my  opinion  on  the  subject  of  slavery. 

I believe  when  slaveholders  do  their  duty  to  slaves — 
and  I know  many  of  them  do  it— that  their  slaves  are  in 
a much  better  condition  than  most  of  the  poor  free  black 
or  white  people  in  our  country.  For  their  masters  feed 
and  clothe  and  lodge  them  well — when  tliey  are  sick, 
nurse  them  tenderly,  find  them  a physician  and  pay  Ids 
bill;  also  annually  their  taxes;  and  protect  them  from 
enemies,  foreign  or  domestic.  When  they  are  infants  or 
in  old  age,  the  whole  burden  rests  on  their  masters,  of 
expense  and  of  taking  care  of  them,  until  they  finally 
rest. 

loimediate  emancipations  would  do  injustice  to  many 
■widows  and  orphans,  whose  funds,  in  whole  or  in  part, 
consist  in  slave  property,  unless  an  equivalent  was  pro- 
vided for  them.  But  farther — horrible  evils  to  both  co- 
lors would  be  the  consequence,  I think,  on  any  other  plan 
except  the  plan  of  the  Colonization  society,  or  some  such 
mode  of  gradually  removing  them  to  Africa. 

As  the  principles  of  morality  and  religion  are  evident- 
ly gaining  ground  in  our  country,  and  elsewhere,  we  may 
easily  foresee  the  time  draws  nigh  when  the  several  stales, 
and  the  United  States,  will  adopt  some  just  and  eligible 
course  for  freeing  our  country  from  this  grievous  affair. 
Providence  seems  to  have  put  it  into  our  hands  soon  to 
command  necessary  funds.,  A.  B. 

Commerce  and  revenue  of  Boston.  The  number  of  fo- 
reign arrivals  up  to  September  30th,  1835,  was  965.  The  num- 
ber of  foreign  arrivals  the  corresponding  time  last  year,  was 
897;  increase  68. 

The  number  of  foreign  clearances  up  to  September  30ih, 
1835,  was  907.  The  number  of  foreign  clearances  duiing  the 
corresponding  time  last  year,  was  762;  increase  145. 

The  amount  of  revenue  that  accrued  during  the  financial 
year  ending  September  30ih,  1835,  is  $3,383,426  97. 

Increase  of  revenue  during  the  financial  year  ending  Septem- 
ber 30th,  1835,  $365,166  57.  [Post. 

The  Russians  have  11  sail  of  the  line  in  the  Black  sea, 
besides  small  vessels. 

The  hat  MAiorFACTtniE.  The  march  of  our  manu- 
facturers towards  perfection  is  altogether  astonishing. 
They  say  but  little  about  it  themselves,  and  their  silence 
is  probably  good  policy,  for  they  reap  a rich  reward  for 
their  own  ingenuity  before  it  becomes  common.  Messrs. 
R.  W^.  Peck  & Co.  of  Brooklyn,  have  now  in  operation 
a naachine  for  manufacturing  hats  that  is  perfectly  won- 
derful, and  will  enable  them  to  under-sell  every  body  in 
creation,  we  should  think.  The  material  is  taken 
through  a box  some  60  or  70  feet  long,  and  in  its  pas- 
sage, the  fur  is  separated  from  the  hair  by  me-ans  of  cer- 
tain complicated  machinery,  and  fall  like  flakes  of  snow 
into  a reservoir,  and  is  then  converted  into  webs  that 
look  more  like  gossamer  than  any  thing  else.  It  is  then 
wound  off  like  silk  from  the  cocoon,  and  made  into  hat 
bodies  of  any  acquired  dimensions.  The  whole  process 
is  not  only  marvelous,  but  it  is  unique.  Nothing  like  it 
is  to  be  found  in  the  world,  and  it  makes  the  old  mode 
of  manufacturing  hats  look  clumsy  enough  in  all  con- 
science. One  of  the  wheels  employed  in  “making  the 
fur  fly”  in  this  strange  contrivance,  revolves  only  seven 
thousand  times  a minute.  That  is  allf  The  ingenious 
inventors  of  this  most  important  improvement  deserve 
well  of  their  country,  and  will,  we  dare  say,  be  well  re- 
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warded  for  their  perseverance,  by  an  extensive  (we 
should  think,  a universal)  sale  of  the  patent  riglits,  which 
they  are  about  to  secure.  [A*  T.  C’o7/r. 


NEAPOLITAN  INDEMNITY. 

Treasury  department,  \'3lh  October, 1835. 

The  claimants  under  llie  convemion  vvnli  the  king  of  the 
Two  Sicilies,  are  hereby  notified,  that  the  balance  of  the  second 
insialinenl  was  received  by  the  last  packet  from  Fiance,  and 
that  the  net  proceeds  of  the  whole  of  that  instalment,  amount- 
ing to  two  hundred  fifty-six  thousand  nine  hundred  and  nine 
dollars  fourteen  cents.  (256,909  14-100.) 

As  all  the  awards  amounted  to  one  million  nine  hundred 
twenty-five  thousand  thirty-four  dollars  sixty-eight  cents, 
(1,925,034  68-100,)  each  claimant  will  be  entitled  to  receive  of 
said  sum  of  $256,909  14-100,  the  proportion  wbicb  hi.s  claim  or 
award,  as  specified  in  liis  certificate,  bears  to  $1,925,034  68-100, 
the  amount  of  all  the  awards. 

The  sum  due  can  be  had  on  application  to  the  treasury  de- 
partment; the  Commonwealth  Bank,  Boston;  the  bank  of  Ame- 
rica, New  York;  tlie  Girard  bank,  Philadelphia;  the  Union  bank 
of  Maryland,  Baltimore;  or  the  bank  of  tlie  Metropolis,  Wasli- 
inglon  city.  Levi  Woodbury,  secretary  of  the  treasury. 

• — 
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MARYLAND  ELECTION  RETURNS. 

Anti  Van  Buren.  Van  Buren, 


Alleghany  

0 

4 

Washington 

4 

Frederick .. . 

1 

Montgomery 

0 

Prince  George’s 

0 

Calvert 

3 

1 

Charles  

4 

0 

St.  Mary’s 

0 

Anne  Arundel 

0 

Annapolis 

2 

0 

Baltimore  city 

0 

2 

Baltimore  county 

1 

Harford  

2 

2 

Cecil 

4 

Queen  Anne 

3 

1 

Kent 

1 

Talbot 

4 

0 

Caroline  

{> 

Dorchester 

4 

0 

Worcester 

1 

Somerset  

Senate,  anli-Van  Buren 

1 

55 

.....15 

3 

25 

Total, 

70 

25 

MEMBERS  OF 

Anti- Van  Buren. 
John  N.  Steele, 

Jas.  A.  Pearce, 

CONGRESS  ELECTED. 

Van  Buren. 
B.  C.  Howard, 
Isaac  McKim, 

Jas.  Turner, 

Francis  Thomas 

Daniel  of  St.  Thomas  Jenifer, 
Geo.  C.  Washington. 


A communication  published  in  tlie  official  at  Baltimore,  had 
the  following  paragraph: 

“Upon  the  major’s  (Slodderl)  concluding,  up  jumps  a little 
narrow-shouldered,  humpbacked,  sleek-headed,  half-Yankee  look- 
ing personage,  Daniel  of  Saint  Thomas  Jennifer.” 

Now,  this  “Daniel  of  Saint  Thomas  Jennifer”  is  elected  a 
member  of  congress,  by  a ma  jority  that  is  pretty  nearly  equal  to 
the  wliole  number  of  votes  given  to  major  Sloddert!  Mr.  Jen- 
nifer, as  we  believe,  is  descended  from  the  original  settlers  of 
Maryland. 


The  elections  in  Mississippi  take  place  in  November.  The 
editor  of  the  “Banner,”  published  at  Jackson,  expresses  it  as 
his  decided  opinion,  that  judge  Ckas.  Lynch  will  beat  gov.  Bun- 
nells by  a very  large  majority;  and,  in  fact,  that  the  caucus  can- 
didates are  all  destined  to  a fatal  defeat.  We  also  learn,  from 
a private  letter,  that  the  impression  is  prevalent  at  this  time, 
that  F.  P.  Plummer  will  be  elected  to  the  United  Slates  senate. 

GEORGIA  ELECTIONS. 

The  returns  are  coming  in  for  governor  and  for  members  of 
congress,  to  supply  resignations.  At  present,  they  stand  as  fol- 
lows: 


For  governor, 

Bichmond  County, 

Colum  bia, 

Baldwin, 

Hancock, 

The  same  counties  give  the 
gressional  election: 

Anti- Van  Buren. 


Schley.  Dougherty. 

565  473 

28.5  405 

313  291 

375  449 

following  aggregates  in  the  con- 

Van  Buren. 


Wilde, 

1,669 

-Glascock, 

1,615 

Gamble, 

1,602 

Halsey, 

1,517 

Foster, 

1,604 

Cleveland, 

1,598 

Beall, 

1,556 

Jackson, 

1,533 

■ PENNSYLVANIA 

ELECTIONS, 

These  elections  wete  held  tm  Tuesday  last— 

-with  the  follow- 

ing  results: 
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In  tke  city  of  Philadelphia, 
GOVERNOR. 


Names  of  the  wards. 

Ritner, 

Wolf, 

Muhlenberg. 

Totals. 

Upper  D via  ware 

....300 

154 

137 

591 

Lower  Delaware.... 

....387 

139 

111 

637 

High  street 

102 

62 

474 

Chestnut 

....259 

97 

54 

410 

Walnut 

....232 

60 

38 

330 

Dock 

84 

64 

461 

Pine 

....352 

67 

73 

492 

New  Market  

....327 

157 

126 

610 

North  Mulberry 

....350 

168 

133 

651 

South  Mulberry 

....378 

130 

93 

651 

North 

.. ..482 

167 

103 

752 

Middle 

....294 

129 

51 

474 

South 

....343 

91 

54 

488 

115 

173 

672 

Cedar 

....331 

141 

79 

551 

Totals 5,042 

Majority  for  Ritner,  1,890. 

1,801 

1,351 

8,194 

The  above  returns  show  in  this  city  a majority  for  Mr.  Ritner 
over  governor  Wolf,  of  3,242,  and  over  Muhlenberg,  3,692,  and 
over  both,  1,890.  The  senate,  assembly  and  council  tickets  of 
the  Whigs  had  a majority  about  equal  to  that  for  governor. 

We  have  reason  to  believe  that  the  Wolf  assembly  ticket  has 
prevailed  in  the  county. 

The  Whigs  have  probably  elected  their  sheriff,  county  com- 
missioner, coroner  and  auditor. 


In  1832,  Mr.  Rimer’s  city  votes  were 

4,957 

Mr.  Wolf’s  were 

3,558 

Mr.  Ritner’fi  majority  was  then 

1,399 

Mr.  Rimer’s  votes  in  1835  were 

5,042 

Mr.  Wolf’s  were 

1.801 

Mr.  Muhlenberg’s 

1.351 

3,152 

Mr.  Rimer’s  majority  over  both 

1,890 

Mr.  Ritner’s  over  Wolf, 

3,242 

over  Mr.  Muhlenberg, 

3,692 

In  the  Northern  Liberties,  Ritner  had  a majority  in  the  seven 
wards,  except  the  6lh.  Aagregate  majorities  for  him  627,  against 


52.  In  Spring  Garden, 

Ritner  had  a majority 

in  every  ward — 

for  Rimer  1,165,  Wolf  536,  Muhlenberg  432. 

In  Southwark, 

for  Wolf  1,635,  Ritner  536,  Muhlenberg  330. 

Ritner, 

Wolf, 

Muhlenberg. 

Delaware  county, 

1,145 

650 

385 

Norristown, 

113 

115 

43 

York, 

848 

481 

292 

another  district, 

, 339 

69 

23 

Harrisburgh, 

1.001 

409 

542 

Lancaster  county, 

2,763  majority. 

Bucks,  (in  part) 

3,354 

2.132 

707 

Berks,  2 districts, 

. 745 

'300 

1,661* 

Chester, 

4,120 

1,701 

1,567 

Northampton,  1 dist. 

639 

695 

96f 

It  is  not  worth  while  to  continue  the  list,  until  it  can  be  offer- 
ed complete — for  Rifner,  and  probably  a majority  of“whigs”  in 
the  state  legislature,  are  elected.  Judging  by  what  we  see,  he 
will  have  a large  majority  over  the  otlier  two  candidates;  and 
he  would  have  beaten  Wolf  in  1832,  but  for  lying  letters  and 
forgeries,  (as  now  freely  acknowledged!)  that  were  circulated 
against  him,  in  the  north  western  counties  of  the  state. 

Col.  Watmough  is  elected  sheriff  of  the  city  and  county  of 
Philadelphia,  by  a majority  of  more  than  4,000. 

Mr.  Ritner  will  make,  (we  verily  believe,  from  a long  ac- 
quaintance with  him),  the  best  governor  that  Pennsylvania  has 
ever  had — since  the  days  of  Simon  Snyder. 

The  vole  for  governor,  of  Vermont,  has  been  officially  count- 
ed, and  is  as  follows: 

Whole  number  34,953— necessary  to  a choice  17,477. 


William  A.  Palmer  (anti-mason)  16,210 

William  C.  Bradley  (V.  B.)  13,2.54 

Charles  Paine  (whig)  5,435 

Scattering  54 

No  choice. 

Palmer’s  plurality  over  Bradley  2,956 

Palmer  and  Paine  over  Bradley  8,391 

The  vote  for  lieutenant  governor  shows  the  anti-Van  Buren 
lajority  in  the  state. 

S.  H.  Jeiinison  (anti-Van  Buren)  21,316 

Truman  Chittenden  13,076 


Anti-Van  Buren  majority  8,240 


The  entire  anti-masonic  ticket  for  councillors,  which  was 
supported  by  the  whigs,  is  elected. 

On  the  following  day,  Mr.  Briggs  was  confirmed  In  his  seat 
as  speaker,  by  the  following  vote: 

E.  N.  Briggs  130 — D.  A.  A.  Buck  (Van  Buren)  75 — Mr.  Briggs 
received  both  the  anti-masonic  and  whig  vote.  The  strength  of 
each  party  in  the  legislature  is — anti-masons  110 — whigs  42 — 
Van  Bureniles  72. 


*The  residence  of  Mr.  Muhlenberg. 
fThe  residence  of  Mr.  Wolf. 


There  being  no  choice  of  governor,  the  council  and  house  of 
representatives  proceeded  in  joint  committee,  on  Friday  after- 
noon, to  ballot  for  that  officer.  There  were  five  ballots: 


\st. 

2d. 

3d. 

Ath. 

5th. 

Palmer, 

110 

112 

110 

Ill 

108 

Bradley, 

73 

72 

73 

71 

72 

Paine, 

42 

41 

42 

42 

43 

225 

225 

225 

224 

223 

It  will  be  seen  that  on  the  first  ballot,  gov.  Palmer  wanted  6 
votes  to  elect  him;  on  the  second  2 votes;  on  the  third  6;  on  the 
fourth  3,  and  on  the  fifth  8.  The  legislature  adjourned  until  10 
o’clock  on  Saturday,  when  the  balloting  will  be  resumed, 

FOREIGN  NEWS, 

From  London  papers  to  the  30th  ,3ugust. 

GREAT  BRITAIN. 

A free  conference  is  spoken  of,  between  the  two  houses  of 
parliament,  but  there  is  no  positive  statement  that  it  will  be 
held.  Ninety-five  years  have  elapsed  since  the  last  free  con- 
ference, which  was  held  on  the  23d  April,  1740.  The  appoint- 
ment of  the  time  and  place  of  holding  the  conference  is  the  pri- 
vilege of  the  lords,  and  the  lords  who  conduct  the  conference 
sit  with  their  hats  on,  while  the  members  of  the  house  of  com- 
mons appointed  to  manage  the  conference  stand  uncovered. — 
The  number  of  members  on  each  side  is  not  prescribed,  but  the 
general  regulation  is  that  the  commons  send  twice  as  many 
members  to  manage  the  conference  as  the  lords. 

The  duke  of  Cumberland  as  grand  master  of  the  orange 
lodges,  and  lord  Kenyon,  deputy  grand  master,  have  issued  llie 
following  proclamation;  “do  doubt,”  one  of  the  London  papers 
observes,  “in  the  hope  of  blinding  the  public  as  to  their  sedi- 
tious and  illegal  conduct.” 

To  the  members  of  the  royal  orange  institution,  <^e.  4'c. 

Having  learned  through  the  especial  information  of  the  depu- 
ty grand  master  of  England  and  Wales  that,  owing  to  acknow- 
ledged indiscretion  and  negligence  on  his  own  part,  and  a liko 
indiscretion  or  negligence,  as  he  reports,  on  the  part  of  other 
officers  of  the  orange  institution,  many  grants  of  warrants,  or 
renewals  of  former  grants,  have,  without  my  knowledge,  and 
contrary  to  my  declared  deteimination,  been  issued  from  time 
to  time,  in  contravention  of  the  order  of  the  late  illustrious  com- 
mander-in-chief, his  royal  highness  the  duke  of  York — this  in- 
strument is  signed  by  me,  and  countersigned  by  the  deputy 
grand  master  of  the  orange  institution  of  England  and  Wales, 
for  the  purpose  of  declaring  that  all  warrants  held  by  any  per- 
sons in  any  regiment  belonging  to  his  majesty’s  service,  must, 
henceforth,  be  held  as  null  and  void.  It  having  been  farther 
notified  to  me  by  the  deputy  grand  master  of  England  and  Wales, 
that  an  irregularity  inconsistent  with  the  due  construction  of 
law,  has,  by  his  oversight,  been  allowed  to  creep  into  the  last 
published  rules  and  regulations  of  the  society,  by  which  district 
lodges  are  acknowledged  to  exist,  instead  of  distinct  warrants 
issued  to  individuals — this  is  also  to  require  a special  meeting 
of  the  grand  lodge,  at  No.  9,  Portman  square,  on  Tuesday,  Sep- 
tember 1,  at  IJ  in  the  forenoon,  to  correct  such  mistake. 

EARNEST,  grand  master. 

Witness,  KENYON,  depwfy  grand  rnasfer. 

7'he  receipts  on  the  Liverpool  and  Manchester  rail  road  for 
the  last  half  year  amounted  to  £99,484— and  the  expenditores 
to  61,814 — net  profit  £37,660,  or  an  annual  dividend  at  the  rate 
of  9 per  cent.  The  cost  of  locomotive  power,  including  new 
engines,  was  £16,462.  The  repairs  were  £7,594. 

Constantinople,  Aug.  5.  On  the  30th  ult.  another  Turkish 
frigate  sailed,  and  the  day  before  yesterday  several  more  trans- 
ports went  off  with  troops  to  be  landed  at  Salonica.  A ship  of 
96  guns  and  a frigate  are  cruising  about  in  the  sea  of  Marmora, 
and  it  appears  almost  decided  that  ere  long  the  Capudan  pacha 
will  go  out  with  several  heavy  ships,  to  take  command  of  the 
whole  navy,  which  will,  probably,  then  consist  of  2 three-deck- 
ers, 3 ships  of  96  guns,  1 or  2 of  74,  13  frigates,  with  corvettes, 
brigs  and  some  smaller  craft.  Certain  it  is  that  every  prepara- 
tion has  already  been  made  for  the  absence  of  that  high  officer, 
and  Namik  pacha,  late  ambassador  in  England,  is  to  be  his  lo- 
cum tenens;  indeed,  Namik  is  already  installed  in  his  new  office, 
which  is  one  of  great  honor  and  trust.  It  is  possible  it  may  be 
in  contemplation  that  Tahir  pacha,  rallying  round  him  all  his 
heavy  ships,  and  carrying  with  him  the  needful  land  troops, 
shall  make  a bold  attack  upon  Egypt.  Such  a plan  has  been 
more  than  once  discussed  in  council,  and  I should  not  be  sur- 
prised had  it  really  been  determined  upon. 

Later — London  papers  of  the  llh  September, 

GREAT  BRITAIN. 

The  house  of  commons  displayed  a very  unexpected  degree 
of  complaisance,  having  agreed  to  many  of  the  amendments  to 
the  corporation  reform  bill,  adopted  by  the  lords.  A committee 
of  conference  was  then  appointed  to  lay  before  the  lords  the 
reasons  of  the  commons  for  opposing  some  of  the  amendments 
— and  immediately  after,  the  consolidated  fund  bill,  with  the 
appropriation  clause,  was  passed— at  the  solicitation  of  the 
chancellor  of  the  exchequer.  Mr.  Hume  wishing  a farther 
postponement  until  the  course  of  the  lords  In  the  matter  of  the 
amendments  should  be  known. 

The  approach  to  agreement  between  the  two  houses  is  no 
doubt  to  be  ascribed,  in  part  at  least,  to  the  very  conciliatory 
speech  of  sir  Robert  Peel.  The  general  impression  was  that 
the  bill  would  finally  pass  both  houses  with  nearly  all  the 
amendments  of  the  lords. 
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The  I’egistration  of  votes  bill  for  Ireland,  was  thrown  out  of  i 
the  house  of  lords  on  the  2d,  by  a majority  of  fifty-four. 

On  the  same  day  in  the  commons, 

Mr.  Hume  observed  that  he  viewed  the  lords  as  an  irrcspon- 
Bible  body,  and  ihereloie  as  being  now  in  the  way  of  good  legis- 
lation; and  that  therefore,  next  session,  he  should  move  the  ap- 
pointment ofa  select  comuiittee  to  inquire  into  tlie  number  of 
the  house  of  lords — the  qualifications  and  privileges  of  that 
house— the  constitution  of  the  house,  and  how  far  it  had  fulfil- 
led the  duties  of  legislation;  also  into  the  conferences,  the  pre- 
sent mode  he  considered  as  degrading  to  the  commons,  for 
while  they  were  obliged  to  stand  with  hats  off,  the  lords  were 
Seated,  and  with  hats  on. 

iMr.  Cuthbert  Rippan  gave  notice  that  next  session  he  should 
move  for  leave  to  bring  in  a bill  to  relieve  the  archbishops  and 
bishops  from  their  attendance  in  the  house  of  lords;  also  for  a 
measure  providing  that  where  deans  and  chapters  had  not  the 
cute  of  souls  the  profits  thereof  should  be  placed  in  the  hands 
of  commissioners  of  the  crown,  regard  being  had  to  existing 
interests. 

Joseph  Bonaparte  has  left  England  for  Philadelphia  to  visit 
his  estates,  as  well  as  his  friends,  in  the  United  States. 

FRANCE. 

There  are  rumors  of  other  infernal  machines.  The  king  was 
still  at  the  Tuilleres,  contrary  to  his  custom  at  this  season. 

The  chamber  of  deputies  adjourned  sine  die  on  the  29th  of 
August,  having  passed  all  the  new  laws  proposed  in  conse- 
quence of  the  crime  of  Fieschi. 

SPAIN. 

The  civil  war  in  the  Basque  provinces  is  altogether  surpassed 
in  interest,  and  thrown  into  the  shade,  by  the  rapid  progress  of 
liberal  opinions,  or  in  other  words,  revolution.  Juntas  have  been 
formed  in  Aragon,  Valencia,  Catalonia,  Andalusia  and  Granada, 
by  which  the  queen’s  authority  is  rejected,  and  the  constitution 
of  1812  openly  proclaimed.  Cadiz  and  Carthagena  have  made 
movements  against  the  monks  similar  to  those  at  Barcelona. 
Estramadura  has  likewise  risen.  The  funds  of  the  government 
are  exhausted,  and  the  insurgent  provinces  withhold  the  sup- 
plies. Deputies  of  the  cortes  are  every  where  at  the  head  of 
these  movements. 

Don  Carlos  was  at  Aroniz  on  the  29lh  of  August — general 
Cordova  on  the  same  day  at  Lodosas.  A letter  states  that  a 
skirmish  had  taken  place  near  Hernani  between  the  Carlists 
under  general  Gomez,  and  the  English  auxiliaries  commanded 
by  general  Jaureguy,  Evans  and  Chicester,  in  which  the  latter 
had  the  worst  of  it. 

The  provinces  of  Valencia,  Catalonia  and  Aragon,  had  en- 
tered into  a species  of  alliance,  and  were  determined  to  stand 
by  each  other  to  the  last  They  insist  on  having  a charter  like 
that  of  Belgium,  and  on  that  condition  only  will  uphold  the 
rights  of  queen  Isabella, 


formation,  that  it  will  not  be  discussed  whence  they  came,  err 
whether  he  i.s  of  the  feathered  tribe}  (Taoa  sect),  or  dark  silkg 
(Bitd/mlsj,  should  he  be  able  by  the  |iowerfut  use  of  his  magical 
arts  to  cause  the  sweet  and  fructifying  .'showers  of  heaven  to  de- 
scend; and  I,  the  Kwang-choafoo,  with  all  due  ceremonies, 
will  request  him  to  ascend  the  altar,  and  will  offer  to  him  sin- 
cere worship  and  prayers;  alter  rain  has  been  otiiained  votive 
tablets  will  be  abundantly  offered,  to  publish  and  illustrate  his 
praise.  Hasten  then  to  the  summons;  lose  nut  the  accepted 
time.  A S4iecial  edict.” 

Several  prohibitions  had  been  issued  on  several  matters,  in 
consequence  of  the  drought.  One  forbidding  flower  lanterns  to 
be  used  in  the  temples  and  private  houses — another  prohibiting 
the  use  of  handle  lanterns,  &c.  Another  forbidding  fireworks 
in  the  streets,  &c.  The  killing  of  animals  for  food  was  also  in- 
terdicted on  the  8th  of  Apiil. 

The  following  appears  under  dale  of  April  13lh: — 

“For  the  last  two  or  three  days,  a long  line  of  black  vapor 
has  been  observed  on  the  stones  in  the  middle  of  several  streets 
in  the  city,  which  has  surprised  and  alarmed  the  multitude;  and 
many  have  gone  with  lanterns  to  observe  it  narrowly.  This  is 
quite  true,  says  our  Chinese  informant.  Knives  and  water 
have  both  been  used  to  scrape  or  wash  It  off,  without  effect. 
On  the  14lh  of  the  moon  (the  1 Ith  instant)  this  liite  of  vapor 
was  seen  all  the  way  from  tlie  western  gate  of  the  city  to  Te- 
wQO-too  street.  It  is  not  discernible  in  the  day  time,  which  is 
most  extraordinary.  There  are  different  opinions  concerning 
it.  It  is  generally  said  that  it  is  an  indication  of  calamity  by 
water,  because  water  harmonizes  with  the  color  of  black — 
therelore  a black  vapor  is  a water  prognostic.  It  is  said  that 
the  same  appearance  has  been  observed  at  Fuh-shan,  a large 
town,  distant  about  forty  Chinese  le  from  Canton.” 

Two  linguists,  Kw'anho  and  Yuen-foo  have  been  banished  as 
traitors  for  allowing  lord  Napier  to  arrive  at  Canton,  in  the 
Lord  Amherst  The  registers  call  upon  all  foreign  residents  to 
exert  themselves  in  procuring  a remission  of  the  sentence. 

The  Register  calls  attention  to  the  following  fact  stated  in  a 
letter  from  a correspondent  that  Lintin  had  been  pointed  out 
by  Chinese  naval  officers  as  the  proper  anchorage  for  outside 
foreign  vessels — that  is,  vessels  not  intending  to  proceed  to 
Canton.  'I’he  same  letter  gives  the  following  instance  of  Chi- 
nese cowardice: — 

“In  a bay,  situated  between  this  arid  the  Yellow  sea  where  an 
English  vessel  was  lying  at  anchor,  2 mandarin  W'ar  boats  drop- 
ped their  anchors  nearer  to  her  than  was  thought  convenient, 

“A  jolly-boat,  with  an  officer  and  four  Lascars,  armed,  was 
instantly  despatched  to  insist  on  their  moving  farther  off;  as 
they  aiqreared  disinclined  to  acquiesce  in  this  demand,  the  offi- 
cer boarded  the  first  boat  and  seized  the  whole  of  her  arms, 
both  great  and  small — then  boarded  the  second  boat,  tumbled 
all  the  great  guns  overboard,  seized  the  small  arms  and  made 


PORTUGAL. 

The  latest  intelligence  from  Lisbon  is  dated  the  23d  of  Aug. 
At  that  time  the  talk  was  still  of  a marriage  with  the  prince  of 
Saxe  Coburg  Gotha,  a youth  of  seventeen,  and  a Catholic.  The 
duke  of  Terceira  was  spoken  of  as  commander  of  the  Portu- 
guese auxiliaries,  destined  to  act  in  Spain.  There  was  another 
sale  of  national  properly  about  the  12th  of  August,  some  of 
which  brought  two  hundred  per  cent,  more  than  was  expected. 

ITALY. 

IGreat  alarm  prevailed  throughout  Italy  on  the  subject  of  the 
tholera.  At  Genoa  the  ravages  of  the  malady  had  been  severe. 
^‘Eight  physicians  of  that  city  and  the  celebrated  Paganini” 
had  been  among  its  victims.  The  usual  autumnal  reviews  of  the 
Austrian  troops  in  Lombardy  are  not  to  take  place  this  year,  in 
■consequence  of  the  presence  of  the  scourge. 

^American  stocks,  London,  September  3.  New  York  5 per  cts. 
102,  6 per  cents.  110-11;  Pennsylvania  5’s,  101|  2^;  Ohio  6 per 
cents.  110-11;  Louisiana  Barings,  102;  do.  Wilsoir’s,  98|  Mis- 
sissippi, new,  6 per  cents.  i()4;  Alabama  5 per  cents.  96^;  In- 
diana 5 per  cents.  96|^;  United  Slates  bank,  £22  5s;  Louisiana 
slate  bank,  £25  15s;  bank  of  Louisiana,  £26  15s.  New  York 
Life  and  Trust,  96^  97;  exchange,  fli  to  | . 

FROM  CANTON, 

By  the  barque  Tartar,  captain  Sturges,  from  Canton,  whence 
she  sailed  on  the  4th  of  May,  we  have  a file  of  the  Canton  Re- 
gister to  the  29th  of  April.  They  do  not  furnish  much  political 
or  commercial  intelligence  of  moment,  but  we  subjoin  a few 
extracts  whicli  may  serve,  at  least,  to  amuse  our  readers. 

[JY.  F.  Com. 

Great  complaint  is  made  of  the  drought,  no  rain  having  fal- 
len in  Canton  since  September;  the  prices  of  grain  were  ex- 
pected to  be  very  high  in  consequence  of  a calamity  which  is 
much  and  justly  dreaded,  not  only  because  of  the  distress  in 
which  the  great  mass  of  the  population  will  be  involved,  but 
also  for  its  reaction  on  the  general  commerce  of  the  port.  Not- 
withstanding the  anxiety  felt  on  this  subject,  much  laughter  and 
ridicule  had  been  excited  by  a ludicrous  document  issued  by 
the  Kwang-chow-feos-Pwan,  on  the  25th  of  April.  It  was  in 
these  words: 

“Now  the  heavens  for  a long  time  have  not  sent  down  r.ain; 
drouijlil  is  complete;  prayer  and  supplication  are  without  efl'eot; 
and  all  hearts  are  dried  np  with  a burning  grief.  Within  the 
boundaries  of  Kwang-tnng  is  there.notone  extraordinary  man, 
one  wonderful  scholar,  able  to  drive  away  the  dragon  and  bring 
rain  down  from  heaven.^  Tlierefore  I proclaim  to.  all  within 
the  province,  military,  people  and  all  others,  for  their  full  in- 


bolh  quit  the  bay.” 

An  edict  has  been  issued  establishing  the  value  of  >he  several 
coinages  of  silver  dollars,  as  follows: 

It  has  been  already  proved  by  assay,  that  the  quality  of  the 
/otel-money,  (Mexican  dollar)  compared  with  Ihe  foreign-f ace- 
money,  (S\>iuush  dollar)  is  inferior  in  value  one  candarm,  4 3-10 
and  decimals  ofa  cash;  that  of  the  tree-money  (Bolivian  repub- 
lic dollar)  is  supeiior  6-10  and  decimals  of  a cash;  that  of  the 
•strtj^dollar  (Peruvian  republic  dollar)  is  superior  4-4  decimals 
ofa  cash. 

The  edict  ordains  that  the  decimals  be  cut  off,  and  concludes 
in  these  words. 

This  coming  to  us,  the  Heene,  we  obediently  issue  an  expli- 
cit proclamation,  for  the  purpose  tliat  the  Hong  merchants,  ar- 
tificers, shop-keepers,  military  and  people,  should  (ully  inloriu 
lliemselves  thereof.  Henceforth,  all  of  ye,  (the  above  named), 
in  the  currency,  of  the  new-fashioned /oii’/.,  tree  and  staff-mo- 
ney, are  to  observe  the  above  proportions  (which  are  again  re- 
pealed). There  are  in  the  Kwang-chow-foo^s  office  slandarda 
of  the  assayed  dollars.  It  is  absolutely  necessaiy  that  all  re- 
spectfully follow  tire  different  currencies.  It  is  not  allowed  to 
deceive  by  inferior  and  false  money,  purposely  to  cause  difficul- 
ties. After  this  proclamation,  if  any  dare  oppose,  or  are  de- 
nounced, or  delected,  they  will  he  immediately  seized  and  pu- 
nished. Decidedly,  indulgence  will  not  be  allowed.  All  should 
obey  with  trembling  awe.  Do  not  oppose.  A special  edict. 

3’he  Register  thus  remarks  upon  the  edict: 

We  recommend  the  foreign  mercantile  community  of  Canton 
to  memorialize  the  emperor,  to  order,  by  his  imperial  edict,  that 
the  dollars  of  all  the  South  American  states  he  received  as  cur- 
rency throughout  lire  empire.  Without  this  exertion  on  their 
part,  we  fear  the  circulation  of  all  coins,  excepting  the  old  Spa- 
nish dollat,  will  be  confined  to  the  province  of  Canton. 

— ® ©♦«.— 

LIBERIA. 

We  believe  the  abolitionists  have  done  libelling  the  colony  of 
Liberia;  hut  as  they  have  made  no  amends  for  the  injuries  they 
have  inflicted,  we  here  hold  up  aiioilier  mirror  before  them,  in- 
to which,  if  they  look,  they  will  he  compelled  to  see  their  de- 
formity. Caplaiii  Oiiierbridge,  of  the  brig  Rover,  carried  out  a 
cargo  of  colored  emigrants  from  New  Orleans  la.-l  spring,  and, 
having  spent  two  or  iliree  weeks  in  tlie  cobuiy,  returned  to  this 
city,  and,  under  date  of  5lli  of  Augu.<t,  addressed  a letter  to  a 
merchant  in  Ni“w  Orleans,  which  is  published  in  the  N.  O.  Ob- 
server. The  following  is  an  extract: 

“The  inliabita'ius  of  Monrovia,  nearly  all  of  them,  had  joined 
the  temperance  society,  and  it  was  hard  work  for  a person  to 
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gelanylliing  to  drink,  that  is  in  regard  to  liquor;  and  I can 
safely  say  Itiat  I saw  but  one  man  ttie  worse  for  liquor  while  I 
was  at  Monrovia,  that  is,  among  the  Americans.  But  before  1 
nrrivi'd,  1 ex|»ected  to  see  them  lying  almul  tlie  streets  drunk, 
as  we  do  in  the  states;  but  in  this  I was  very  much  disappoint- 
ed, for  the  people  appeared  to  be  quite  a riifierent  set  from  what 
we  have  in  America.  I saw  while  I was  in  Monrovia,  two  of 
my  pas.sengers  out  a shooting,  and  they  had  two  of  the  natives 
after  them,  with  their  guns  on  their  shoulders,  while  they  were 
going  ahead.  The  inhabitants  appear  to  enjoy  veiy  good  health, 
and  are  friendly  toward  one  another.  The  people  at  Monrovia 
are  all  for  trade,  and  they  are  all  very  pious;  and  I can  say  that, 
to  iny  knowledge,  I heard  not  a word  of  ill-fame  while  I was  at 
Monrovia  among  the  Americans — for  it  appeared  to  rne  that 
they  had  left  off  that  practice  as  well  as  drinking.  And  you 
will  see  them  all  going  to  church  on  Sunday  three  times  a day, 
and  they  appear  to  be  very  strict  in  their  devotions;  as  you  can- 
not get  a man  to  work  on  Sunday  for  love  or  money,  not  even 
the  natives.  I saw  several  schooners  that  were  built  at  Mon- 
rovia, and  they  were  all  coppered;  and  they  keep  them  going 
all  the  time  up  or  down  the  coast.  They  have  one  fine  schoon- 
er that  cost  iliem  three  thousand  dollars,  that  trades  on  the 
coast.  You  will  see  the  people  about  repairing  the  vessels,  and 
if  you  were  not  near  them,  you  would  think  you  were  among 
white  people.  They  have  some  very  fine  stone  and  frame 
houses— but  the  houses  that  they  build  are  of  stone.  They  have 
some  very  fine  gardens.  As  for  the  vegetables,  they  have  a great 
variety,  which  grow  with  little  or  no  trouble.  But  of  poultry 
they  have  but  few  and  very  dear.  They  have  some  very  fine 
cows,  and  they  are  in  good  order — and  they  have  but  one  horse 
in  the  place.  They  work  flie  garden  altogether  with  the  hoe. 
I must  conclude  with  Monrovia  by  saying  that  the  inhabitants 
appear  to  be  very  happy,  and  enjoy  themselves  belter  than  free 
Blacks  in  the  slates.” 

Interesting  from  Liberia.  The  brigantine  Louisiana,  captain 
Williams,  which  went  out  from  New  Orleans  a few  months 
.ago,  with  recapinred  Africans  for  the  colony  at  Liberia,  has 
just  arrived  at  Norfolk,  bringing  despatches  from  the  colonial 
agent,  Dr.  Skinner,  who  had  arrived  .it  the  colony  in  good 
health,  alter  a [lassage  of  32  days  from  New  York.  We  are 
much  concerned  to  learn  from  these  despatches  that  the  new 
settlement  at  Bassa  Cove,  about  fifty  miles  south  of  Monrovia, 
was  suiidenly  attacked  on  the  10th  of  June,  by  a neighboring 
African  kina  named  Joe  Harris,  and  that  eighteen  or  twenty  of 
the  unarmed  si  itlers  were  killed.  This  setilemetil  was  com- 
menced recently  under  the  directioti  of  the  Young  Men’s  socie- 
ty of  Pennsylvania,  in  the  forming  of  which  the  introduction  of 
arms  was  deemed  unnecessary.  Two  whole  families  of  the 
sutlers  escaped  being  attacked  in  consequence  of  accidental- 
ly possessing  one  musket  between  Ihem;  tlie  natives  having 
seen  both  families  occasionally  use  the  gun,  and  not  knowing 
ai  the  time  which  possessed  it,  were  afraid  to  attack  eitiier. 
The  rmnainiiu;  inliahiiants  of  the  Bassa  Cove  settlement  have 
fled  to  Monrovia.  The  neighboring  settlement  of  Edina,  hav- 
ini*  arni.s  amongst  Diem,  and  being  assisted  by  a native  king 
named  Boh  Gray,  escaped  injurj'. 

The  vice  a-jent  of  the  colony,  on  hearing  of  this  distressins 
affair,  immediately  sent  an  armed  force  to  Bassa  Cove,  to  call 
king  n.irris  to  account,  and,  after  having  had  a skirmish  with 
the  enemy  and  burnt  the  king’s  town,  they  returned  to  Monro- 
via. 

It  is  hoped,  after  tltis  disaster,  the  notion  of  the  Young  Men’s 
poci*  ly  of  Pennsylvania  and  New'  York  of  settling  unarmed 
men  in  the  neighborhood  of  savages,  will  he  given  up.  It  is  be- 
lieved that  eeriaiii  slave-dealers  iit  the  vicinity  had  been  the  in- 
etigalors  of  this  tragical  affair. 

The  colonists  at  Monrovia  and  the  contiguous  settlements 
were  contented  and  doing  well.  [Nat.  Inf. 

CAPE  OF  GOOD  HOPE. 

“Camp  Impolchana,  May  18. 

“Ye.slerday,  in  the  forenoon,  col.  Smith  returned.  He  left 
Us  on  the  lOih,  marched  first  to  Biitterworth,  then  to  Guaringe, 
u’ltli  Hiniza,  IJmln  ne,  the  councillor,  &e.  pretending  to  show 
the  c«d.  whei(!  the  twenty-five  thousand  cattle  and  500  horses 
were  collected,  ilie  compensation  for  the  invasion  of  Albany. 
On  the  I2ih  lliniza  sent  on  Umliene  on  pretence  of  collecting 
the  cattle.  In  tin;  iDrenoon  the  delacbmenl  crossed  the  Gua- 
baeba,  and  began  asei  nding  a bill  on  the  opposite  bank  at  A. 
Jliiilza,  who  had  been  walking,  leading  bis  horse,  a powerful 
bright  lung  tailed  hay,  jiiinprrd  on  the  sheepskin,  and  pushed  on 
to  the  head  of  the  pai  ly.  Almost  all  except  col.  Smith  had  di.s- 
moiinied,  and  were  leading  ilieir  horsi-s  up  the  steep  ascent 
IVoin  A to  B.  At  B.  col.  Sniilli  found  Hniiza  close  hehind  him, 
and  pushing  past  him  on  his  leftside,  told  him  to  stop.  Hintza 
pushed  on;  the  colonel  drew  a pistol  and  snapped  it  at  him. 
ilintza  galinped  off,  and  the  colnnel  thr(‘w  the  pi^toI  after  him, 
hitiing  liim  on  the  back  of  the  head.  'I’lie  king  turned  round 
and  smiled  in  derision.  The.  colonel  follnwt d i.apidly  before 
:ill  his  party,  snapped  willioiit  effect  liis  second  pistol,  and 
threw  it  also  alfc-r  hi.m,  then  with  a desperate  i Ifurl  seized 
Ilintza  by  the,  eullar  ol  his  dress,  and  dragged  him  nff  his  horse; 
llmiza  fell  heavily,  but  galberiiig  liimself  quickly  up  he,  lliiew 
an  a-^sagai  alter  ibe  colonel.  It  fell  short.  Hintza  then  ran 
down  on  foot  to  the  right,  the  head  of  the  column;  the  guides  iu 
Uie  midst  ol  great  shouting  followed  to  cut  off  his  retreat  to  the 
bed  of  the  river.  Souihy,  the  younger,  jumped  oflf  liis  horse, 


fired  and  hit  the  chief  through  the  lower  part  of  the  leg,  but  he 
continued  to  run.  Soulhy  discharged  his  second  barrel  with 
efiect  also  under  the  ribs.  Still  the  chief  hurried  down  the 
slope  and  disappeared.  The  colonel,  half  frantic,  thought  the 
chief  had  escaped,  when  a great  shout  of  triumph  was  raised 
from  Soulhy,  who  saw  the  chief  concealed  under  a rock.  He 
looked  over  it,  and  Hintza  thrust  an  assagai  at  him,  on  which 
Soulhy  fired,  and  shot  liim  through  the  crown  of  the  head.  He 
look  from  him  his  assagais,  brass  girdle,  bracelets  and  red  and 
white  bead  necklace.  Sir  Benjamin  D’Urban  announces  that 
7,000  square  miles  of  territory  have  been  added  to  the  colony. 
From  this  territory  the  Kaffre  chiefs,  with  tlieir  tribes,  are  ex- 
pelled forever  as  irreclaimable  savages.” 

THE  TURKEY  TRACKS. 

Professor  Hitchcock,  in  his  lecture  last  Thursday  evening, 
gave  extended  details  of  the  bird-tracks  he  has  discovered  iu 
different  parts  of  this  valley,  impressed  upon  stone.  The  first 
specimen  found  was  in  the  vicinity  of  Greenfield,  by  Dr.  Dean, 
who  communicated  tlie  fact,  with  the  specimen  itself,  to  pro- 
fessor Hitchcock.  This  was  last  summer,  and  since  that  time 
the  diligent  researches  of  the  professor  have  enabled  him  to 
discover  numerous  other  tracks  iu  the  slate-stone  near  the 
banks  of  the  Connecticut  river.  Iu  the  large  quarry,  contiguous 
to  the  road  loading  to  Springfield,  about  five  miles  from  town, 
near  Rock  Ferry,  many  new  tracks  have  been  found.  A slab 
of  some  rods  in  length  contains  six  or  seven  successive  steps  by 
the  same  bird,  and  these  tracks  are  found  to  make  a stride  of 
more  than  five  feet  in  extent,  and  fifteen  inches  in  the  length  of 
the  longest  toe!  The  ostrich’s  stride  does  not  compare  with 
this  bird,  and  its  longest  toe  rarely  exceeds  seven  inches. 
What  a stupendous  bird,  then,  must  this  antediluvian  one  have 
been,  with  a stride  of  five  or  six  feet,  and  like  all  aquatic  birds 
with  long  necks,  of  which  this  is  presumed  to  have  been  a spe- 
cies, with  a head  of  not  less  than  twenty  feet  elevation! 

Tliere  is  no  ground  Ibr  scepticism  about  these  being  bird- 
tracks.  Professor  Hitclicock  exhibited  to  the  audience,  eight 
dilfereni  specimens,  from  the  mammoth  down  to  small  birds, 
some  of  them  as  distinct  on  the  slate-stone  as  if  impressed 
there  but  yesterday,  and  all  of  them  what  he  conceives  to  be, 
different  species  of  birds.  Tliese  specimens  are  all  divested  of 
the  hind  toe,  but  some  of  the  larger  ones  have  substituted, 
what  appeared  to  be  from  the  track,  stiff,  shaggy  hair.  The  in- 
clination of  the  toes  of  the  right  and  left  foot  inward,  is  most 
clearly  defined,  the  spread  of  the  toes  in  each  exactly  alike, 
and  in  some  cases,  the  claws  are  distinctly  indented.  In  addi- 
tion to  tlie  specimens  in  the  possession  of  professor  Hitchcock, 
and  those  on  the  river  banks,  those  discovered  on  the  flag- 
stones in  front  of  the  old  church  and  court  house  in  this  town 
give  additional  slrenili  to  the  previous  testimony.  These  slabs 
of  slate-stone  were  taken  from  the  quarry  near  Rock  Ferry  and 
confirm  the  belief  that  the  tracks  were  made  by  aquatic  birds. 
The  ilicory  is,  that  the  slate  and  red  sand-stone,  where  these 
tracks  have  been  discovered,  were  once  soft  mud.  That  these 
birds  in  wading  about  for  food,  left  the  impress  of  their  feet, 
which  mud  finally  was  transformed  into  stone.  This  belief  i$i 
strenatheiied  by  the  fact,  that  on  the  sand-banks  by  the  rivey 
side,  the  footsteps  of  aquatic  birds  of  the  present  day  are  dis« 
linclly  visible.  [Northampton  CourhXi 

— -Mfve  @ 

“ THE  PAST!” 

From  the  Pittsburgh  Statesman,  of  Jlugust  19,  1835. 

The  following  note,  accompanying  the  interesting  document, 
giving  a view  of  the  early  history  and  condition  of  Pittsburgh, 
is  from  a valued  correspondent,  whose  efforts,  public  and  pri- 
vate, to  benefit  our  city  and  to  advance  her  prosperity,  have 
been  conslanl  and  unreniitted. 

Canfield,  Jlugust  16,  1835. 

Dear  sir:  The  enclosed  is  a copy  of  a petitfon  to  gov.  Mif- 
flin. 1 send  it  to  you  tlie  better  to  enable  you  to  contrast  your 
present  situation  with  what  it  was  in  1791.  If  the  whole  west- 
ern Indians  could  view  tlie  ascending  smoke,  from  your  city  in 
the  morning,  lliey  would  be  deterred  from  crossing  the  Allegha- 
ny, however  hostile  their  previous  intentions  might  have  been. 
Representation  from  the  inhabitants  of  Pittsburgh,  dated  Pitts- 
burgh, December  1 1 , 1791. 

Ills  EXCELLENCY  Thos.  Mifflin.  Sir:  In  consequence  of 
the  late  intelligence  of  the  fate  of  the  campaign  to  the  west- 
ward, the  inhabitants  of  the  town  of  Pitl.<hurgh  have  convened 
and  appointed  us  a committee,  for  the  purpose  of  addresssing 
your  excellency.  'I’he  laie  disasler  of  the  army  must  greatly 
afteci  the  safely  of  this  place.  There  can  he  no  doubt  but  the 
enemy  will  now  come  forvvaid,  and  with  more  spirit,  and  great- 
er numbers,  than  they  ever  did  before — for  success  will  give 
coiifiilence  and  secure  allies. 

We  seriously  apprehend  that  the  six  nations,  heretofore  wa- 
vering, will  now  avow  themselves — at  least  their  young  men 
will  come  to  war.  Be  that  as  it  may,  the  Indians  are  at  present 
hostile,  and  are  well  acquainted  with  the  defenceless  situation 
of  this  town.  During  the  late  war  there  was  a garrison  at  this 
place,  though  even  then,  there  was  not  such  a combination  of 
the  savage  nations,  nor  so  much  to  be  dreaded  from  them.  At 
present  we  have  iieiiher  garrison,  arms,  nor  ammunition  to  de- 
fend the  place.  If  the  enemy  should  be  disposed  to  pursue  the 
blow  they  have  given,  which,  it  is  morally  certain  they  will, 
they  would  in  our  own  .situation,  find  it  easy  to  destroy  us;  and 
should  lliis  place  be  lost  the  whole  country  is  open  to  them,  and 
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must  be  abandoned.  The  safety  of  this  place  being  an  object 
ot  the  greatest  consequence,  not  only  to  the  neighboring  coun- 
try, but  to  the  United  States,  as  it  is  the  point  of  the  coininuni- 
cation  to  the  westward  and  the  proper  depository  of  their  ma- 
gazines, it  must  be  of  the  greatest  consequence  to  preserve  it. 

We  state  these  things  to  your  excellency  as  the  executive  au- 
thority of  the  government,  that  if  any  thing  can  be  done  by  your 
excellency  toward  immediate  defence,  it  may  be  done;  if  not, 
your  excellency  will  communicate  our  situation  to  our  state  le- 
gislature, or  to  the  general  government,  as  it  may  seem  expe- 
dient and  proper.  Having  the  highest  confidence  in  your  excel- 
lency’s good  disposition  toward  the  citizens  of  this  state  in  ge- 
neral, and  those  of  this  place  in  particular. 

We  are  your  excellency’s  obedient  humble  servants, 

A.  TANNEHIf.L, 

JAMES  O’HARA, 

JOHN  McMASTERS, 

JOHN  IRWIN, 

WM.  TURNBULL, 

JOHN  WILKINS,  Jr. 

Committees  appointed  for  that  purpose  from  the  counties  of 
Washington,  Westmoreland,  Fayette  and  Allegheny,  memorial- 
iaed  gov.  Mifflin  on  the  same  subject,  on  the  21st  of  Dec.  1791. 
These  memorials  were  sent  to  gen.  Washington,  and  orders 
were  given  to  defend  the  frontiers  of  Pennsylvania.  A part  of 
the  militia,  were  called  into  the  service,  and  the  garrison  at 
Pittsburgh  was  reinforced. 

These  militia  companies  were  stationed  as  follows: 

1st  company — The  first  company  shall  be  stationed  at  the 
south  west  corner  of  Washington,  between  the  heads  of  Wheel- 
ing and  Duncand  creeks,  ranging  thence  to  tlie  Ohio. 

2d  company— The  second  company  shall  be  stationed  at  the 
mouth  of  Great  Beaver,  and  verging  thence  to  point  Crawford, 
by  the  heads  of  Pine  creek. 

3d  company— The  third  company  shall  be  situated  at  the  Kit- 
taning,  ranging  thence  up  and  down  the  river. 

The  officers  were  as  follows: 

Major,  George  McAuley. 

1st  company— Captain,  James  Paul,  of  Fayette, 

Lieutenant,  Henry  Enochs,  Washington. 

Ensign,  Jeremiah  Long,  do. 

2d  company— Captain,  Samuel  Smith,  do. 

Lieutenant,  Samuel  Hamilton,  do, 

Ensign,  William  Jones,  Allegheny. 

3d  company — Captain,  John  Guthrie,  of  Westmoreland. 
Lieutenant,  Wm.  Cooper,  do. 

Ensign,  Samuel  Murphy,  do. 

Quarter  master,  general  Clement  Biddle, 

Contractor  for  rations,  John  Wilkins,  Jr. 

— ■ 

FROM  THE  DRAGOONS. 

The  detachment,  under  command  of  col.  Dodge,  has  return- 
ed to  the  regimental  head  quarters.  Fort  Leavenworth,  in  good 
health. 

The  companies  under  command  of  major  Mason,  reached 
their  quarters  near  Fort  Gibson,  on  the  5th  iilt.  after  an  absence 
of  four  months.  The  ofiicers  and  men  in  good  health;  the  hor- 
ses were  thin,  but  not  more  so  than  might  be  expected  after 
their  exposure  in  the  prairies  to  the  sun  and  flies. 

[.Mrmy  and  Navy  Chronicle. 

Extract  of  a letter  from  major  R.  B.  Mason,  of  the  dragoons,  to 
a gentleman  in  Washington,  dated  6th  Sept.  1835. 

“We  lived  on  buffalo  meat  principally.  1 killed  somc/cte,  as 
I did  also  bear,  deer  and  turkeys;  but  caught  no  wild  horses. 

“The  sports  of  the  chase  I enjoyed  you  may  know;  and  as- 
sure you  often  wished  for  you  to  witness  the  immense  number 
of  buffalo  that  were  often  in  full  view  of  the  camp,  from  within 
a few  hundred  yards  to  almost  as  far  as  the  eye  could  reach. 

“I  saw  one  of  our  Osage  hunters  ride  up  at  full  speed  along- 
side of  a large  buffalo  cow,  and  killed  her  with  a single  arrow. 
It  was  shot  entirely  through  her;  it  went  in  on  the  right  and 
passed  out  on  the  left  side,  and  was  lost  in  the  prairie,  breaking 
a rib  in  its  passage. 

“I  saw  another  of  the  Osages  kill  a large  cow  with  a single 
arrow.  He  shot  it  into  her,  up  to  within  a few  inches  (say  two 
or  three)  of  the  fealhered  end;  he  caught  hold  of  it,  pulled  it 
out,  and  shot  it  into  her  again,  when  she  immediately  fell.  This 
of  course  was  at  full  speed.  Tiiese  feats  I witnessed  with  my 
own  eyes.” 

An  extract  from  another  letter,  dated  Fort  Leavenworth, 
September  17,  says — 

“It  affords  me  great  pleasure  to  announce  to  you  my  safe  re- 
turn to  this  place  yesterday,  after  a march  of  more  than  1,500 
miles,  and  an  absence  of  112  days.  The  command  is  in  perfect 
health,  and  of  our  whole  number  only  one  man  has  died,  of  the 
company  which  I commanded,  not  even  a horse  has  been  lost. 
We  extended  our  route  to  the  Rocky  Mountains,  and  travelled 
in  sight  of  them  for  about  400  miles.  The  summer  has  been  re- 
markably wet,  and  our  progress  consequently  retarded.  In  all 
other  respects  the  excursion  has  been  delightful  and  highly  in- 
teresting. We  have  visited  and  held  councils  with  ihe  follow- 
ing tribes  of  Indians — the  Oloes,  the  four  bands  of  Pawnees,  the 
Omahaws,  the  Ricarees,  the  Arapahoes  Gros  Ventres  of  the 
prairie,  (a  hand  of  the  Black  feet),  and  the  Chyans.  Our  ne- 
gotiations with  these  Indians  will,  I doubt  not,  result  in  the  es- 
tablishment of  peace  and  mutual  friendship  towards  each  other, 
as  well  as  towards  the  whiles.” 


MR.  WEBSTER,  IN  MAINE. 

A great  public  dinner  was  given  by  citizens  of  Maine  to  Mr. 
Webster,  at  Hallowc.i,  on  the  3d  inst.  Though  only  a very 
short  time  was  allowed  for  the  notice,  the  large  hall  of  the 
“Hallowell  house”  was  completely  filled.  George  Evans,  esq. 
after  some  remarks,  which  were  frequently  interrupted  by  bursts 
of  applause,  offered  the  following  toast: 

Our  distinguished  guest — Daniel  Webster— The  profound 
civilian— the  eloquent  advocate— the  enlightened  statesman- 
None  so  worthy  the  highest  honors  under  the  constitution,  as 
its  most  untiring  and  ablest  supporter. 

The  toast  was  received  with  applause  loud  and  long  conti- 
nued. After  it  subsided,  (says  the  Kennebec  Journal),  Mr. 
Webster  rose  and  spoke,  we  cannot  tell  how  long,  for  we  “took 
no  note  of  lime;”  and  though  we  began  to  take  notes  of  his  re- 
marks, we  soon  found  our  pencil  idle  and  our  eyes  fixed  on  the 
orator.  We  could  not  do  any  justice  to  his  speech  should  we 
attempt  to  report  it.  Besides  we  have  not  time  to  do  it  this 
week. 

No  man  who  listened  to  him  with  any  knowledge  of  his  cha- 
racter, but  would  be  confirmed  not  only  in  his  opinion  of  Mr. 
Webster’s  great  intellectual  power,  but  in  his  perfect  sincerity, 
patriotism  and  honesty.  On  this  occasion  he  made  but  little 
reference  to  the  party  conflicts  of  the  day,  but  dwelt  with  much 
earnestness  and  eloquence  on  the  importance  of  preserving  the 
union  and  the  constitution  as  it  is,  and  admonished  us  that  if 
our  present  national  compact  were  abandoned  or  destroyed, 
the  states  of  the  union  would  never  be  able  to  agree  upon 
another.  He  set  forth  with  masterly  clearness  the  profound 
wisdom  of  the  founders  of  our  civil  institutions,  and  described 
the  superior  and  rare  qualifications  necessary  in  securing  free 
institutions  to  any  people,  over  the  common  qualities  of  cou- 
rage and  skill  in  arms.  He  said  our  fathers  had  left  us  nothing 
to  achieve:  we  had  only  to  preserve  unimpaired  what  they  had 
achieved  for  us:  he  found  danger  from  our  very  prosperity.  In 
the  eager  and  universal  development  of  the  energies  of  an  en- 
terprising people  over  the  wide  face  of  a vast  and  fertile  coun- 
try in  the  pursuit  Of  wealth  and  power,  the  silent  inroads  of 
corruption  would  be  overlooked,  the  encroachments  of  power 
be  disregarded.  He  enforced  the  necessity  of  perpetual  vigi- 
lance: repeated  that  our  republic  was  only  an  experiment:  that 
its  enemies  had  predicted  its  speedy  destruction:  that  upon  us 
devolved  the  immensely  important  trust  of  sustaining  it  and 
transmitting  it  unimpaired  to  our  posterity:  that  we  were  held 
responsible  not  only  to  preserve  it  for  the  benefit  of  the  twelve 
millions  of  people  now  scattered  over  our  vast  territory,  and 
for  their  rapidly  increasing  posterity  which  might  be  expected 
to  spread  and  thicken  to  one  hundred  millions;  but  the  frietids 
of  liberty  in  every  part  of  the  world  were  anxiously  looking  at 
us  to  see  the  result  of  our  experiment,  and  preparing  to  follow 
our  example  if  we  succeed. 

Should  we  then  prove  recreant  to  our  sacred  trust,  disap- 
point the  friends  of  freedom  throughout  the  wide  earth,  suffer 
our  constitution  to  go  to  ruins,  and  the  essence  and  spirit  of 
liberty  to  depart  from  us,  through  our  weakness,  our  apathy, 
our  devotion  to  party  rather  than  our  countr)— verifying  the 
worst  predictions  of  our  enemies — we  must  incur  the  unmea- 
sured scorn  and  derision  of  the  friends  of  freedom  in  all  coining 
time,  and  our  names  go  down  to  posterity  loaded  with  the 
blackest  infamy.  He  said  he  perceived  already  a disposition 
not  to  distrust  the  encroachments  of  power,  if  the  men  holding 
the  power  have  been  elected  by  us.  Our  fathers  had  taught  us 
a different  doctrine;  and  he  referred  to  and  quoted  a remark  of 
Mr.  Jefferson,  that  elective  despotism  was  as  bad  as  any  other. 
Mr.  Webster  described  the  virtues  necessary  to  preserve  politi- 
cal liberty  to  be,  not  the  amiable  virtues  of  trust  and  confidence, 
but  the  virtues  of  cnutiori,  of  distrust,  and  almost  of  jealousy. 
As  to  himself,  he  said  his  services  in  defence  of  the  constitu- 
tion had  been  overrated  hy  partial  frietids;  he  claimed  nothing 
from  the  people  but  a belief  in  the  perfect  sincerity  and  honesty 
of  his  motives,  and  his  greatest  desire,  so  far  as  he  was  person- 
ally concerned,  was  to  obtain  the  approbation  of  good  men. 
His  continuance  in  the  councils  of  the  country  was  of  no  im- 
portance. His  place  could  easily  bn  filled  by  others;  but  whe- 
ther in  those  councils  or  not,  he  could  not  sepnrate  himself  if 
he  would,  and  he  would  not  if  he  could,  from  those  associates 
with  whom  he  had  stood  in  defence  of  principles  which  he 
deemed  vitally  important  to  public  liberty. 

Sir,  said  Mr.  Webster,  since  I have  been  in  this  house,  a sol- 
dier of  the  revolution  who  sits  near  me,  on  being  introduced  to 
me,  grasped  my  hand  and  conjured  me  to  stand  fast  by  my 
country;. he  had  fought  for  our  liberties,  and  he  wished  them 
preserved.  Sir,  (said  Mr.  Webster,  with  thrilling  emphasis, 
turning  to  the  old  soldier)  I WILL  stand  by  my  country,  and 
by  that  constitution,  which  I hold  to  be  indispensable  for  the 
preservation  of  its  unity  and  its  freedom;  and  if  this  proud 
monument  of  the  wisdom  of  our  fathers  must  be  prostrated  in 
the  dust,  I have  no  wish  to  survive  it. 

Mr.  Webster  offered  the  following  sentiment: 

The  constitution  of  the  United  States — The  proudest  inheri- 
tance of  the  American  people. 

Mr.  Evans,  after  some  general  remarks  introductory,  called 
upon  judge  Bailey,  representative  elect  from  Lincoln,  for  a 
sentiment;  upon  which  judge  Bailey,  after  briefly  referring  to 
some  of  the  topics  of  Mr.  Webster’s  speech,  and  to  the  county 
of  Kennebec,  offered  the  following: 
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2*A«  independent  whigs  of  the  county  of  Kennebec — Firm  and 
steady  in  ilitir  purpose;  tlieir  ranks  not  broKen  by  desertion  not 
palsied  by  apatliy. 

The  other  seniimenls  were,  generally  of  the  same  order. — 
These  are  some  of  them — 

Our  distinguished  guest— The  granite  state  has  the  honor  of 
his  birth,  the  bay  state  of  his  residence,  but  to  the  federal  union 
belong  his  services  and  talents. 

The  granite  state— She  has  well  deserved  the  name,  since  she 
has  produced  a mighty  rock,  our  only  defence  against  general 
corruption. 

The  county  of  Kennebec— The  political  garden  of  Maine.  Hi- 
therto it  has  produced  fruits  and  flowers— may  it  never  be  over- 
run with  weeds. 

Our  late  senator  in  congress  Feleg  Sprague — His  eminence  in 
the  national  councils  is  only  eqttalled  by  the  purity  of  his  princi- 
ples. Maine  will  long  cherish  his  reputation  as  an  inheritance 
worthy  of  her  name. 

The  constitution  of  the  United  States — While  it  is  defended  by 
our  distinguished  guest  we  may  rest  assured  that  those  who  may 
attempt  to  nullify,  destroy  or  impair  it,  will  find,  as  on  former 
occasions,  that  there  are  ‘^blows  to  receive  as  well  as  blows  to 
gtrre.” 

Portland^  October  7, 1835. 

Hon.  Daniel  Webster: 

Sir:  In  the  name  of  the  whigs  of  this  city,  we  take  pleasure 
in  requesting  you  to  meet  them  at  the  city  hall,  to-morrow  at 
12  M.  and  part.ike  of  a collation  there  to  be  provided. 

In  discharging  this  duty,  as  the  organ  of  this  portion  of  a poli- 
tical party  whose  principles  you  have  so  ably  defended  and  so 
eloquently  sustained,  throughout  a long  series  of  usurpations 
upon  the  part  of  the  present  administration,  we  beg  leave  to  as- 
sure you  of  our  personal  regard,  as  well  as  political  sympathy, 
and  are,  sir,  your  most  obedient  servants, 

Levi  Cutter,  Samuel  Fessenden,  Noah  Hinkley,  Marshall 
French,  Nathan  Cummings,  Hosea  Ilsley,  Thomas  »dmory 
Deblois,  John  Edwards,  committee. 

Portland,  Oct,  7,  1835. 

Gentlemen:  It  would  give  me  true  pleasure  to  partake  of  a 
collation,  with  the  whigs  ofPortland,  to-morrow,  in  compliance 
with  their  kind  invitation,  communicated  through  you.  But 
niy  engagements  at  home  do  not  allow  me,  on  this  occasion,  to 
stay  in  the  city  long  enough  to  enjoy  such  an  interview.  I take 
leave  to  say  that  I value,  highly,  their  approbation  of  my  politi- 
cal conduct;  that  I adopt  their  offered  sympathy,  with  satisfac- 
tion and  cordiality;  and  I pray  you  to  assure  them,  that,  under 
no  circumstances,  shall  I abandon  those  principles  of  civil  liber- 
ty, and  that  devotion  to  the  constitution  of  the  country,  to  which 
I owe  the  cheering  commendation  of  the  whigs  of  Portland. 

With  sentiments  of  warm  personal  attachment,  I am,  gentle- 
men, your  friend  and  obliged  fellow  citizen, 

DANIEL  WEBSTER. 

To  Messrs.  Cutter,  Fessenden,  Hinkley,  French,  Cummings,  Ils- 
ley, Deblois  and  Edwards . 

JUDGE  WHITE. 

In  answer  to  a letter  asking  information  with  regard  to  his 
course  on  the  Indian  question — the  expunging  resolution — the 
three  million  vote,  and  the  executive  patronage  bill,  judge  White 
has  written  a reply,  in  which  he  examines  each  of  these  sub- 
jects, and  concludes  as  follows: 

“I  would  have  held  myself  dishonored  as  a man,  and  felt  as 
if  bringing  disgrace  upon  the  republican  party,  and  more  espe- 
cially upon  the  chief  magistrate,  if  I had  maintained  one  set  of 
principles  to  acquire  place  and  power,  and  then  for  the  purpose 
of  retaining  them  attempted  to  practise  upon  another. 

“No  matter  who  is  the  president  of  the  United  States,  I firm- 
ly believe  the  executive  power  ought  to  be  limited  within  the 
narrowest  limits  compatible  with  an  administration  of  the  go- 
vernment; otherwise  all  efficient  agency  of  the  people,  in  their 
own  affairs,  will  soon  be  lost. 

“If  the  executive  power  and  patronage  be  left  as  they  now 
are,  and  we  should  ever  have  a popular  chief  magistrate  willing 
from  any  motive,  to  lend  his  influence,  and  to  use  his  patronage 
for  the  purpose  of  designating  and  electing  his  successor,  then 
will  this  tremendous  power  be  felt;  and  if  it  does  not  end  in  the 
destruction  of  those  rights  secured  to  the  people  and  substitut- 
ing in  their  place  the  will  of  one  man,  then  shall  I think  the 
people  of  the  United  States  a peculiar  race,  and  more  highly 
favored  of  heaven  than  any  who  have  preceded  them. 

“I  was  born  under  a king,  but  raised  and  educated  in  a re- 
public. To  secure  to  my  posterity  the  same  freedom  for  which 
eur  fathers  toiled,  it  is  essential  executive  power  and  patronage 
should  be  limited  by  law,  otherwise  the  day  may  not  be  remote, 
when  we  will  have  in  fact  a monarchy,  and  the  more  odious, 
because  the  deceptive  form  of  a republic  may  be  continued. 
Lest  you  may  not  have  seen  it,  I send  you  a copy  of  what  I said 
on  this  subject  last  winter.  The  opinions  then  expressed  re- 
main unchanged,  and,  until  convinced  of  my  error,  I shall  ad- 
here to  them  in  every  situation  in  which  I may  hereafter  be 
placed. 

“In  consequence  of  my  course  upon  those  different  subjects 
it  has  been  alleged  that  I have  abandoned,  or  am  to  abandon, 
the  administration  and  in  future  to  act  with  the  opposition. 

“Why  should  I alone  be  singled  out,  and  made  the  subject  of 
Buch  a charge.?  Ujton  each  of  these  subjects,  except  the  appro- 


priation of  the  three  millions,  other  friends  of  the  administra- 
tion have  thought  with  me  and  voted  with  me;  yet  no  such 
charge  is  made  against  them,  and  as  to  the  vote  upon  the  three 
millions,  I think  it  one  of  the  most  correct  I have  ever  given. 

“As  to  my  quilling  tlie  administration  and  joining  the  oppo- 
sition, the  idea  is  fanciful.  This  can  never  happen,  unless  the 
administration  abandon  the  principles  upon  which  the  president 
came  into  power.  I practise  upon  the  maxim  ‘every  thing  for 
measures,  nothing  for  men.’  Alter  having  been  so  long  in  the 
senate  and  so  often  recording  my  opinions  upon  the  leading 
measures  of  the  administration,  I must  be  destitute  of  common 
sense  as  well  as  common  honesty,  were  I now  to  practise  upon 
political  principles  difi’erent  from  those  heretofore  avowed  and 
practised  upon. 

“You  will  perceive  that  in  this  letter  I have  touched  upon 
one  topic  not  embraced  in  yours:  my  reason  for  having  done  so 
is,  that  another  letter  from  a friend  received  after  yours,  re- 
quests information  upon  the  subject;  and  as  I intend  answering 
both  letters  in  one,  have  made  this  an  answer  to  the  inquiries 
in  both. 

“Instead  of  complaining  of  the  coarse  censures,  which  have 
been  heaped  upon  me  since  the  adjournment  of  congress,  I 
ought  to  be  thankful  that  my  enemies  have  not  been  able  to 
point  out  any  act  for  which  I do  not  feel  I can  assign  a satisfac- 
tory reason  to  my  constituents.  Their  good  opinion  is  every 
thing  to  me;  many  of  them  have  known  me  through  every  grade 
of  life,  from  a plough-boy  to  a member  of  the  senate  of  the  Unit- 
ed States.  'Iheir  continued  and  unshaken  confidence  has  sti- 
mulated and  sustained  me.  when,  otherwise,  I must  have  sunk 
under  severe  affliction;  and  now  I feel  a proud  conscientious- 
ness, if  any  one  of  them  asks,  why  I have  done  any  particular 
act  while  in  public  employ,  I can  assign  to  him  such  reasons  as 
will  show  that  if  I am  not  a wise  man,  I am  at  least  not  disho- 
nest. Most  respectfully,  your  obedient  servant, 

“HU.  L.  WHITE. 

“J.  A,  Whiteside,  esq.^^ 

On  which  the  “Globe”  remarks — 

“But  the  judge  says,  that  the  result  proves  that  he  was  right. 
How.?  Is  the  controversy  with  France  settled?  We  believe  not. 
The  Frenchjehambers,  in  appropriating  the  indemntny,  required 
explanations.  Does  judge  White  know  how  far  tire  sugges- 
tions of  Mr.  Clay,  that  further  negotiations  and  explanations 
would  be  necessary  to  smooth  over  the  difficulty  which  he 
ascribed  to  the  message  and  the  support  he  received  in  the  last 
act  of  the  senate,  may  have  operated  in  producing  the  proviso  in 
the  indemnity  bill?  Does  judge  White  believe  that  the  president 
will  make  further  explanations?  He  cannot.  What  then  is  the 
result  on  which  he  congratulates  himself  as  proving  his  fore- 
sight and  correctness?  Why  this— the  encouragement  which 
the  French  received  in  the  refusal  of  the  senate,  to  sustain  the 
patriotic  sjand  of  the  president,  is  followed  by  a proviso  re- 
quiring him  to  make  an  apology  for  doing  his  duty,  which  he 
will  never  make — and  the  country  placed  in  the  critical  con- 
dition of  being  disgraced  or  driven  into  a war,  with  her  fortifi- 
cations unprovided — ships  unequipped — and  the  whole  sea- 
board laid  open  to  our  enemies,  in  virtue  of  a vole,  by  which 
not  only  the  three  million  appropriation  was  lost,  but  also  the 
regular  annual  appropriations  to  fortifications.  And  it  is  on 
this  vote,  that  judge  White  congratulates  himself,  as  producing 
a happy  result.” 

Here  we  have  a positive  declaration  from  the  official  journal 
that  the  president  cannot  make  further  explanations;  that  he 
will  never  make  one,  and  that  the  country  is  placed  in  the 
critical  position  of  being  driven  into  a war,  or  digraced. 

Extract  of  a letter  from  Havre,  dated  September  1,  to  the  editor 
of  the  New  York  American. 

“We  can  get  no  satisfactory  account  of  what  has  been  done 
to  put  this  [the  twenty-five  million]  affair  at  rest.  It  is  not 
probable  your  government  will  explain,  further  than  it  has  done, 
by  approving  and  publishing  the  approval  of  Mr.  Livingston’s 
conduct.  But  it  would  appear  that  Mr.  Livingston  has  dis- 
pleased more  than  gen.  Jackson  in  his  message;  the  pique  is 
against  him.  We  are  vexed  to  see  the  marked  reception  he 
has  had  upon  his  return  home.  No  wonder  he  has  been  taken 
engrippe,  for  he  has  had  the  talent  to  place  in  strong  relief  con- 
duct which  cannot  be  reviewed  with  satisfaction  by  the  par- 
lies  concerned.  It  is  lamentable,  however,  to  think  that  the 
prosperity  of  two  nations  may  be  compromised,  perhaps  the 
peace  interrupted,  by  a fit  of  bouderie.  It  is  to  be  hoped  better 
heads  will  govern  America;  that  your  statesmen  will  find 
means  of  humoring  our  pouting  homme  etat,  without  commit- 
tirig  the  true  dignity  or  interest  of  the  nation,  and  thus  merit 
the  gratitude  of  both  countries.” 

From  the  Globe  of  Thursday. 

The  Courier  & Enquirer  of  the  12lh  insl.  has  the  following 
paragraph: 

“We  have  also  been  informed  on  what  we  believe  to  be  good 
authority,  that  Mr.  Pageot,  the  French  charge  d’affaires  at  Wash- 
ington, had  caused  an  intimation  to  be  made  to  the  president— 
probably  by  direction  of  his  government— that  a simple  offi- 
cial communication  of  the  president’s  approval  of  the  last  letter 
of  Mr.  Livingston  to  the  French  government,  would  be  receiv- 
ed by  them  as  a sufficient  compliance  with  the  conditions  on 
which  the  money  is  to  be  paid,  but  that  the  president,  with  his 
usual  emphasis  of  language,  had  positively  refused  to  allow  this 
to  be  done.” 
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There  is  not  the  slightest  foundation  for  any  portion  of  this 
statement.  Mr.  Pageot  ^‘■caused  no  intimation  to  he  made  to  the 
president^  that  a simple  official  communication  of  the  president’s 
approval  of  the  last  letter  of  Mr.  Livingston  to  the  French  go- 
vernment, would  he  received  by  them  as  a sufficient  compliance 
with  the  conditions  on  which  the  money  is  to  he  paid;”  and  so  far 
from  the  president’s  giving  a direct  refusal,  ’‘with  his  usual  em- 
phasis,” or  even  closing  the  door  to  a call  Idr  the  “oflicial  com- 
iiiiinicalioii  to  the  French  government”  of  his  approval  of  Mr. 
Livingston’s  last  letter,  hy  an  intimation  of  unwillingness  to 
furnish  it  in  the  most  authentic  form  to  that  government,  we 
feel  authorised  in  saying,  that  if  it  had  been  desired,  either  by 
the  representative  of  the  French  government  here,  or  by  the 
French  government  from  our  representative  in  Paris,  it  would 
have  been  promptly  and  cheerfully  communicated. 

WILLIAM  H.  CRAWFORD. 

The  fact  of  Mr.  Crawford's  lofty  and  honorable  refu- 
sal, in  the  name  of  the  American  people,  to  avail  himself 
of  the  proposal  of  the  emperor  of  Russia,  made  through 
Lafatette,  to  have  the  American  claims  on  France  in» 
eluded  in  the  demands  of  the  allies,  when  in  possession 
of  Paris,  in  1814,  was  established  by  the  letter  of  Mr. 
Vail,  published  in  this  paper  of  the  25th  ult.  We  are, 
however,  glad  to  have  the  additional  evidence  furnished 
by  the  annexed  letter.  [J\T.  Y.  Jlmericati. 

Farm  near  Mhens,  Ga.  Saturday,  Sept.  I9th,  1835. 

To  the  editor  of  the  New  York  Jimerican: 

Sir:  With  sincere  pleasure  did  I perceive  in  the  Georgian  of 
the  10th  instant,  the  letter  of  Mr.  Vail,  dated  from  Paris,  29th 
July  last,  and  directed  to  yourself.  So  far  as  a perfect  accord- 
ance with  him,  relative  to  the  fact,  that  Mr.  Crawford  refused 
in  1814  to  bring  forward  claims  against  France,  may  be  consi- 
dered as  a confirmation  of  his  statement,  I most  cordially  give 
it.  The  only  difference  between  us,  arises  from  my  having 
been  always  under  the  impression,  that  the  proposal  to  do  so 
was  made  to  Mr.  Crawford  by  a member  of  the  diplomatic 
corps,  and  not  by  gen.  Lafayette.  1 was  not  at  the  hotel  of  the 
legation  at  the  time,  but  met  Mr.  Crawford  at  dinner,  when  he 
immediately  communicated  the  circumstance,  and  the  manner 
in  which  he  had  repelled  it.  “My  reply  to  it,”  said  he,  “was 
the  declaration  that  no  American  minister  could  dare  to  present 
a single  claim,  however  just,  against  France,  at  a moment  when 
all  Europe,  in  a mass,  was  so  hostilely  armed  against  her.” 
Those,  sir,  who  retain  a recollection  of  Mr.  Crawford,  need  not 
be  told  of  the  striking  effect  produced  on  his  manly  visage,  by 
the  utterance  of  any  sentiment  that  he  strongly  felt— nor  be 
.surprised  at  my  saying,  even  at  this  late  day,  that.the  impres- 
sion made  on  me,  at  that  lime,  was  indelible.  The  apparent 
variance  between  Mr.  Vail’s  account  and  my  own  is  easily  ac- 
counted for.  I was  occasionally  absent  from  the  hotel  of  the 
legation;  he  as  the  minister’s  private  secrelaiy,  w-as  seldom  or 
ever  abroad.  He,  therefore,  witnessed  the  arrival  and  entry  of 
gen.  Lafayette,  and  heard  the  conversation  between  him  and 
IVJr.  Crawford.  I have,  therefore,  not  the  smallest  doubt  of  the 
truth  of  his  statement,  and  the  incorrectness  of  my  own  inipres- 
eions  relative  to  the  individual,  through  whom  the  proposal  was 
made  to  Mr.  Crawford,  and  which  he  so  instantaneously  and 
positively  repelled.  Very  respectfully,  sir,  your  most  obedient 
servant,  HENRY  JACKSON. 

GRADUAL  fNCREASE  OF  THE  NAVY. 

The  navy  commissioners  have  advertised  to  receive  proposals 
for  the  frames  of  five  line  of  battle  ships — six  frigates — five  sloops 
of  war — five  schooners — and  three  steam  vessels.  'I’his  is  as  it 
should  be.  We  presume  the  timber  is  to  be  docked  and  left  to 
season  until  an  evil  day,  which  we  trust  is  yet  afar  off.  But  in 
a government  like  ours,  or  in  fact  any  independent  nation — no- 
thing is  more  fatal,  as  we  have  experienced,  thai^  that  “suffi- 
cient is  the  day  for  the  evil  thereof.”  While  we  are  at  peace 
with  all  the  world,  and  possessing  an  overflowing  treasury,  let 
us  be  gradually,  but  surely  preparing  for  less  happy  times;  and 
not  invite  oppression  by  our  we.'ikness,  or  defenceless  situation. 
We  take  it  that  none  in  our  country,  will  complain  that  the 
public  money  is  misspentj  if  applied  to  purposes  of  national  ho- 
nor, or  national  security. 

The  army,  the  navy,  our  fortifications,  light  houses  and  coast 
surveys,  and  the  security  of  life  and  property  on  our  frontiers, 
are  the  true  objects  upon  which  to  be.siow  (always  with  politic 
economy  and  discriminiUing  judgment)  the  excess  of  the  na- 
tional purse.  Ap(iropos.  The  board  of  navy  commissioners, 
commodores  Rodgers,  Chauncey  and  Morris,  and  Mr.  Gnldsbo- 
rough,  their  secretary,  visited  the  Boston  navy  yard,  this  week, 
on  their  annual  circuit  of  inspection.  We  understand  lliat  they 
have  decided  to  convert  the  Indei’endence,  (ship  of  the  line), 
now  in  dock,  into  a round  slerned  64— with  long  32’s.  The 
lower  ports,  now  too  low,  are  to  be  raised.  She  is  to  have  two 
gun  decks,  and  a light  spar  deck.  We  also  understand  her 
frame  of  live  oak  to  be  iierfectly  sound,  and  that  her  model, 
which  is  a fine  one,  will  be  preserved  as  before. 

[Boston  Keening  Gazette. 
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CAPITOL  OF  VERMONT. 

From  the  correspondent  of  the  Boston  Coxirier. 

The  new  state  house,  at  Montpelier,  is  qtiite  an  object  of 
interest.  It  was  commenced  about  two  years  ago,  and  will 


probably  be  completed  by  the  next  autumn.  The  exterior^ 
which  is  of  very  handsome  granite,  wails  only  for  the  portico 
to  give  the  finishing  touch  to  its  fair  proportions.  The  length 
of  the  edifice  is  150  leet,  the  wings  are  50  feet  in  width,  and  the 
centre,  including  the  portico  is  100  feet  deep.  The  height  to 
the  top  of  the  dome,  is  100  feel,  (there  is  no  cupola),  the  build- 
ing is  located  on  an  eminence,  .32  feet  above  the  street.  The 
roof  is  covered  with  copper.  The  senate  chamber  and  the 
house  of  representatives  have  eliplical  domes;  and  from  the 
plan,  will  be  finished  so  as  to  combine  neatness,  convenience 
and  elegance.  The  former  is  45  by  32  feet,  and  23  feet  in 
height — the  latter  is  67  by  57,  and  31  feel  in  height.  The  ground 
floor  is  appropriated  to  public  offices.  The  area  or  entrance 
hall  is  small,  which  gives  more  space  for  committee  rooms, 
&c.  The  halls  for  the  governor  and  council,  and  for  the  library, 
are  on  the  second  floor,  and  are  of  a very  neat  and  tasteful 
construction. 

The  portico,  which  is  modelled  after  the  temple  at  Theseus, 
with  some  slight  variations,  will  present  a very  imposing  ap- 
pearance. The  columns  are  probably  the  largest  in  the  coun- 
try— they  are  six  in  number,  fluted,  are  36  feet  in  height, 6 feet 
in  diameter  at  the  base,  and  4 feet  8 inches  at  the  lop,  and  will 
weigh  about  60  tons  each.  In  consequence  of  the  difficulty  of 
transportation,  each  column  is  composed  of  six  pieces.  They 
might  easily  have  been  gotten  out  whole.  The  state  house 
stands  350  feet  from  state  street,  upon  which  it  is  built,  and  the 
grounds  in  front  are  to  be  laid  out  in  gravelled  walks,  ornament- 
ed with  trees,  and  the  whole  enclosed  by  an  iron  railing.  The 
architect  is  Mr.  A.  B.  Young,  one  of  your  self  taught  men, 
who  has  risen  from  the  station  of  a journeyman  house  car- 
penter, to  his  present  situation,  by  the  force  of  his  genius,  in- 
dustry and  enterprise.  The  state  house  at  Montpelier,  will  be 
the  means  of  extending  his  .‘’ame,  and  increasing  the  number  of 
those,  who,  in  patronizing  merit  will  also  benefit  themselves. 

Montpelier  is  pleasantly  situated  on  the  banks  of  the  Onion 
river — the  village  is  built  upon  a level  plain,  surrounded  by 
hills.  The  place  wears  a lively,  business  aspect,  and  from  the 
number  of  new  buildings  going  up,  I should  think  it  was  in  a 
flourishing  condition.  C. 

- @ ^<Ui  p 

COAL  TRADE  OF  PENNSYLVANIA. 

The  vast  increase  of  this  trade,  within  a few  years,  renders  all 
authentic  details  relating  to  it  a subject  of  general  interest;  and 
in  proof  of  this  increase,  it  is  only  necessary  to  stale,  that  in 
the  year  1820,  no  more  than  365  tons  of  anthracite  coal  found 
their  way  to  market  from  the  Lehigh  mines,  while  in  18.34  the 
quantity  sold  amounted  to  374,222  tons,  of  which  106,500  were 
from  the  Lehigh,  224,242  from  the  Schuylkill,  and  42,700  from 
the  Lackawanna  mines,  the  Schuylkill  mines  having  opened  for 
the  market  for  the  first  time  in  1825,  and  Lackawanna  in  1829. 

The  Lehigh  company  emplo’yed  on  the  Lehigh  canal  and  the 
Delaware  275  boats  and  others  are  employed  by  individuals.  On 
the  Morris  canal,  there  are  250  boats  employed  in  this  trade. 
The  number  of  vessels  laden  witli  coal  at  Philadelphia  and  Bris- 
tol in  1834,  was  469.  The  amount  of  Lehigh  coal  shipped  coast- 
wise during  the  same  year  was  32,154  tons,  of  which  14,006 
tons  were  shipped  from  Newark. 

3’he  number  and  description  of  vessels  cleared  from  the  river 
Schuylkill,  laden  with  coal,  during  the  year  1834,  were  as  fol- 
lows: 72  brigs,  1 ,122  schooners,  and  420  sloops.  The  amount  of 
the  tonnage  of  the  boats  employed  in  the  transportation  of  coal 
from  the  Lehigh  mines  is  22,150  tons  on  the  Schuylkill  24,733. 

The  \>alue  of  improvements  and  property  connected  with  and 
arising  from  the  aiiihracite  coal  trade  of  Pennsylvania  in  the 
three  great  coal  fields,  is  estimated  by  a committee  of  the  legis- 
lature of  that  slate  as  follows,  viz:  rail  roads  and  canals  made 
by  companies  and  individuals  including  part  of  the  state  canals, 
486  miles,  9,720,937  42;  collieries  boats,  cars,  &c.  1,270,280;  ca- 
pital invested  in  coal  hands,  4,900,000;  mining  capital,  580,000; 
value  of  towns  in  the  coal  fields,  3,375,000;  making  an  aggre- 
gate of  |:19,166,217  42:  to  which  may  be  adrlcd  the  value  of 
storehouses,  wharves,  landings,  &c.  in  Philadelphia,  New  York 
and  other  places,  together  with  the  value  of  vessels  and  capital 
employed  in  shipping  coal. 

The  bituminous  coal  lands  in  Pennsylvania  are  supposed  by 
the  same  committee  to  comprehend  an  extent  of  21 ,000  square 
miles,  and  the  anthriicite  of  975  square  miles.  Since  the  open- 
ing of  the  anthracite  coal  trade  in  1820,  its  average  annual  in- 
crease has  been  .33  per  cent.  The  committee  believe  that  it 
will  continue  during  the  next  ten  years  to  increase  in  the  same 
ratio,  in  which  case  the  consumption  in  1843  will  be  10. .510, 980 
tons,  the  value  of  which,  at  ^5  per  ton,  will  be  $52,543,550.  Sup- 
po..^ing  the  increase  not  to  exceed  one-half  of  the  above  esti- 
mate, the  trade  of  that  year,  in  the  article  of  coal  alone,  will 
amount  in  value  to  twenty  six  millions  of  dollars.  [Dai.  Mv. 

— — 

THE  PORTLAND  AND  QUEBEC  RAIL  ROAD. 

In  the  New  Hanqrshire  Patriot  we  find  a leiier  from  colonel 
Long,  who  has  been  employed  in  making  an  examination  of 
the  route  for  a rail  road  from  Portland  to  Quebec,  address- 
ed to  Mr.  Isaac  Hill,  in  which  he  states  some  interesting 
facts  relative  to  this  route.  From  these  facts  it  appears  that 
the  route,  although  by  no  means  impracticable,  presents  ol>- 
staeles  of  a serious  character,  and  more  formidable  probably 
than  were  anticipated  by  the  friends  of  the  enterprise.  Colonel 
Long  left  Portland  on'the  6th  July,  accomf.anied  by  Charles 
F(rx,  esq.  agent  for  the  city  ol  Portland,  and  proceeded  north- 
wardly about  77  miles,  to  Andover,  the  most  remote  set- 


NILES’  REGISTER— OCT.  it,  1835— -THE  SPIRIT  OF  IMPROVEMENT.  109 


tiement  on  the  route.  The  ground  thus  far  is  mostly  favorable. 
Here  they  entered  the  wilderness,  and  proceeded  in  the  same 
direction,  found  an  ascent  to  be  encountered,  of  about  500  feet 
in  a distance  of  six  miles.  They  there  entered  the  lake  coun- 
try, which  they  approached  without  malting  any  descent.  The 
lesidue  of  the  route  is  thus  described: 

“We  first  struck  upon  Lake  Mlegundebagog,  then  upon 
Lake  Molechunkemaunk,  both  ofwhich  are  on  the  same  level  or 
very  nearly  so.  Having  crossed  these  lakes,  we  passed  a very 
flat  ridge  dividing  between  the  lake  last  mentioned,  and  Moose- 
lamaguntic  lake,  the  latter  being  elavated  about  30  feet  above 
the  former.  We  proceeded  thence  into  Lake  Cupmetuc,  on 
the  same  level,  and  ascended  thence  in  the  valley  and  vicinity 
of  Cupmetuc  stream,  to  tlie  summit  dividing  between  the 
waters  of  the  Atlantic  and  those  that  fall  into  the  St.  Law- 
rence. In  the  ascent  of  this  stream,  an  elevation  of  at  least 
500  feet  is  to  be  overcome,  which  may  be  effected,  at  a grada- 
tion no  where  exceeding  one  degree.  Having  reached  the 
summit,  on  which  we  crossed  the  boundary  line  dividing  be- 
tween the  United  States  and  Lower  Canada,  we  soon  struck 
the  Arnold  river,  which  rises  in  the  same  swampy  tract  that 
gives  birth  to  the  Cupmetuc  stream,  the  distance  from  water  to 
water  not  exceeding  half  a mile,  and  commenced  our  descent 
in  the  valley  of  the  river  just  mentioned,  viz:  Arnold’s  river, 
and  travelled  downward  about  16  miles  to  Lake  Megantic,  the 
descent  for  a distance  of  ten  miles  being  such  as  to  require  a 
gradation  of  one  degree.  We  then  proceeded  downward  along 
the  lake  and  in  the  valley  of  Chaudiere  river,  60  miles,  to  the 
upper  settlements  on  the  river  last  mentioned,  the  declivity 
after  leaving  the  lake,  being  on  an  average  of  about  10  feet 
per  mile.  Through  the  entire 'distance  irom  Lake  Allagunde- 
bagog,  to  the  upper  settlements  on  the  Chaudiere,  we  had  to 
grope  our  way  through  a trackless  wilderness,  encountering 
thickets,  swamps,  windfalls,  &c.  the  distance  being  about  120 
miles.  We  then  proceeded  down  the  Chaudiere  66  miles, 
in  view  of  one  of  the  most  beautiful  countries  1 ever  beheld, 
to  this  city,  the  entire  distance  from  Portland  to  'Luebec,  by 
the  route  pursued,  being  about  275  miles,  which  is  some  8 or 
10  miles  shorter  than  the  nearest  travelled  road.  The  elevation 
of  the  main  summit  above  tide,  agreeably  to  the  best  observa- 
tions I have  been  able  to  make  without  the  aid  of  instruments, 
is  15  to  1,700  feet.” 

The  project  appears  to  have  been  very  favorably  entertained 
at  Q,uebec,  as  we  infer  from  the  notices  of  it  in  the  Quebec 
papers,  and  captain  Yule,  of  the  royal  engineers,  was  appoint- 
ed by  the  governor-in-chief  to  accompany  col.  Long. 

WESTERN  RAIL  ROAD  AND  THE  MANUFACTURING 
INTERESTS. 

To  the  editor  of  the  Boston  Courier: 

The  importance  of  the  western  rail  road  to  the  manufactur- 
ers of  New  England,  cannot  have  been  overlooked  by  the  large 
class  of  citizens  engaged  in  so  vital  an  interest  as  that  of  manu- 
facturing. 

It  has  been  very  much  the  pr.ictice  of  the  manufacturers  to 
send  their  goods  to  the  city  of  New  York;  and  there  they  have 
for  the  most  part  been  sold,  under  all  the  disadvantages  arising 
from  charges  for  freight,  commissions  and  the  other  usual  and 
necessary  expenditures. 

New  England  being  the  seat  of  manufacturing,  every  advan- 
tage attached  to  that  interest  ought  rightfully  to  be  retained 
amongst  ourselves.  The  great  southern  and  western  dealers 
ought  to  be  induced  to  come  to  Boston,  or  to  the  manufactur- 
ing establishments  themselves,  for  the  purchase  of  these  pro- 
ducts. As  the  amount  of  protection  afforded  by  the  general  go- 
vernment to  this  important  interest  is  diminishing  from  year  to 
year.  New  England  should  be  husbanding  her  resources,  and 
be  making  every  practicable  arrangement  to  counteract  the 
tendency  of  this  policy. 

The  people  of  the  western  slates  are  extensive  customers  to 
the  eastern  manufaclurers.  This  description  of  trade  is  every 
day  increasing  in  value  and  extent.  A rail  road  penetrating 
the  west,  and  reaching  as  far  as  Buffalo,  would  hold  out  un- 
questionable and  decided  inducements  to  the  western  traders 
to  come  here.  With  such  a line  of  communication,  indeed, 
they  could  come  here  much  more  expeditiously  and  comforta- 
bly than  by  the  route  which  they  have  been  accustomed  to 
take  to  the  city  of  New  York. 

In  return,  the  eastern  manufaclurers  depend,  in  some  most 
important  particulars,  upon  the  western  country  for  their  agri- 
cultural products.  'I’he  article  of  flour  alone  is  of  almost  incal- 
culable consequence.  How  inestimable  must  the  western  rail 
road  be  in  this  view  of  the  subject!  Our  manufactured  goods 
arc  of  a most  multifarious  description.  The  vaiieiies  of  them 
are  daily  and  even  hourly  extending  This  interest,  compre- 
hending almo.sl  every  article  t)f  use  or  luxury,  has  advanced  so 
far  as  already  to  be  looked  Ufton  as  the  permanent  inlere.st  of 
New  England.  It  is  our  duty  therefore  to  make  the  most  of 
the  facilities  and  advantages  lying  within  our  fiower.  It  is  not 
too  much  to  say,  that  the  manufacturers  alone  would  find  it  for 
their  interest  to  make  the  w'estern  rail  road  themselves,  with  a 
view  simply  to  the  facilities  of  business.  When  to  this  view  is 
added  the  productiveness  of  such  a road,  as  a money  invest- 
ment, they  must  cert.ainly  see  their  way  very  clear  to  lend  a 
strong  helpiiu'  hand  to  the  completion  of  this  great  scheme. 
No  one  can  doubt,  that  the.  i ftVet  of  the  western  rail  road  upon 
the  business  of  selling  Nrwv  England  manufactures  in  the  city 
of  New  York  entered  largely  into  the  calculations  of  our  friends 


there,  when  they  declined  taking  stock  upon  the  gfoirnd  of  iW 
being  “a  project  for  the  exclusive  benefit  of  Boston.” 

A glance  at  this  topic  is  sufficient;  for  it  cannot  have  escaped 
the  scrutiny  of  the  gentlemen  to  whom  I refer.  They  are 
sharp-sighted  in  relation  to  their  own  interest,  as  well  as  liberal 
and  far-seeing  in  relation  to  that  of  the  public. 

MASSACHUSETTS. 

THE  SPIRIT  OF  IMPROVEMENT. 

From  the  Lockport,  (N.  Y.)  Balance. 

Just  compliment  to  Yankee  enterprise.  The  editor  of  the  To- 
ronto (U.  C.)  Correspondent,  in  his  paper  of  the  3d  inst.  after 
urging  upon  liis  fellow  citizens  the  importance  of  immediate 
and  energetic  exertions  in  forwarding  the  project  ef  a fail  road 
from  Toronto  to  Lake  Simcoe,  indulges  in  the  following  libera# 
and  complimentary  views  in  relation  to  the  institutions  and  en- 
terprise of  the  Americans. 

The  following  are  extracts  from  the  article  alluded  to: 

“Let  the  reader  turn  his  eyes  to  the  flourishing  condition  of 
the  United  Slates,  and  compare  it  with  Canada;  and  while  he 
must  make  the  humiliating  confession  that  we,  with  all  our 
boastings  of  our  ‘glorious  constitution’  and  national  parentage, 
are  a century  at  least  behind  the  nation  of ‘convicts  and  rebels^ 
— as  our  loyal  conservatives  delight  to  style  an  enlightened  and 
independent  people — in  public  improvements,  not  to  mention 
the  science  of  cheap  and  economical  government,  he  will  find 
the  cause  of  the  deplorable  contrast  in  the  public  spirit  and  en- 
terprise that  opened  the  resources  of  the  country  by  means  of 
rail  roads  and  canals,  and  other  facilities  of  communication, 
such  as  steamers  on  their  navigable  waters,  and  thereby  fur- 
nished their  treasury  with  an  inexhaustible  source  of  wealth, 
arising  not  only  from  the  sales  of  their  lands,  at  the  low  price 
of  a few  shillings  an  acre;  lands  that  but  for  this  patriotic  en- 
terprise would,  perhaps  for  centuries  to  come,  be  locked  up 
from  civilization,  and  of  course  unproductive;  but  also  from  the 
industry  and  consumption  of  the  vast  emigration,  which  those 
facilities  induce  even  into  the  remote  and  untrodden  regions  of 
Ohio  and  Michigan.  The  public  spirit  that  every  where  distin- 
guishes that  great  nation,  we  are  strangers  to;  and  hence  our 
vast  inferiority  in  all  the  chief  ingiedienls  of  national  happiness. 
How  much  to  be  deplored,  that  we  are  daily  witnessing  their 
advancement  and  prosperity,  while  we,  with  a soil  and  climate 
and  mind  not  inferior  to  theirs,  are  retarded  in  our  progress  by 
the  galling  drag-chain  of  rnisgovernment.  Alas!  military  go- 
vernors, an  irresponsible  executive  and  legislative  council,  and 
a hungry  host  of  stupid,  insolent  parasites,  pensioners,  place-' 
holders,  sinecurisls  and  expectants,  are  the  bane  of  Upper  Ca- 
nada’s happiness.  They  have  left  her  since  the  conquest,  what 
she  is  to-day — a prey  to  plunder. 

“We  are  emphatically  in  a state  of  stagnation.  The  exam- 
ple of  the  United  Slates  is  completely  thrown  away  upon  the 
public  men  of  this  country.  Their  active,  enterprising  spirit 
lias  created  fifty  incorporated  rail  road  companies  in  the  stale 
of  New  York  alone,  independent  of  numerous  canals;  but  this 
does  not  rouse  the  torpor  of  our  inert  and  sluggish  administra- 
tion, nor  impart  to  them  one  particle  of  energy.  How  long  is 
such  a state  of  things  to  be  endured?  Has  lord  Gosford,  who, 
we  understand,  is  shortly  to  visit  Upper  Canada  in  his  official 
character,  the  power  or  inclination  to  apply  any  remedy  to  our 
misfortunes?  Must  we  be  forever  thrown  upon  our  own  hum- 
ble resources,  for  facilitating  internal  communications,  whilst 
the  public  treasury  is  being  exhausted  in  upholding  in  lordly 
luxury,  men  (certainly  not  above  mediocrity,  in  any  sense  of 
the  word),  who  only  emerged  a few  days  ago  from  the  humble, 
though  not  on  that  account  disreputable  walks  of  life,  into  the 
colonial  peerage,  and  who,  forgetful  of  their  origin,  outrage  the 
good  sense  of  the  community  by  their  overbearing  insolence? 
In  vain  do  we  look  to  the  legislative  council  for  relief  in  our 
difficulties.  They  almost  uniformly  neglect  every  beneficial 
bill  originating  in  the  peoples  branch  Of  the  legislature.  They 
rejected  the  roads’  appropriation  bill,  in  the  late  session  of  par- 
liament; but  v^fkt  else  can  be  expected  of  men  who  are  never 
off  the  stills  of  aristocracy,  and  omit  no  opportunity  of  showing 
their  attachment  to  the  old  aristocratic  maxim — ^odi  profanum 
vulgus  et  arceo.’ 

“If  any  further  inducement,  beyond  the  obvious  benefits  that 
would  result  from  a rail  road  between  here  and  Lake  Simcoe 
were  necessary,  attention  may  he  called  to  the  Michigan  terri- 
tory, raised  up  in  the  course  of  a few  years,  as  if  by  magic,  to 
the  rank  and  dignity  of  an  independent  slate.  The  thriving, 
nay,  tlie  flourishing  slate  of  Detroit,  its  capital,  compared  with 
that  wretched,  poorly  peopled  village  Sandwich,  on  our  side, 
the  river  only  passing  between  them,  shows  the  contrast,  and 
the  contrast  enables  a man  to  form  the  correct  judgment,  that 
there  must  he  something  radically  bad  in  our  institutions. 
From  Detroit  to  Buffalo  on  the  southern  coast  of  Lake  Erie, 
nitmerous  towns  are  every  where  to  be  seen,  emulating  each 
other  in  wealth,  industry  and  commerce,  whilst  on  the  Canada 
shore,  scaretdy  a vestige  of  civilization,  with  a few  unimportant 
exceptions,  can  any  where  be  distinguished.  Buffalo  alone, 
which  was  a forest  some  twenty  or  thirty  years  ago,  has  grown 
into  a population  of  over  12,000  inhabitants,  and  employs  over 
20  large  steaitiers  and  about  200  schooners;  whilst  Fort  Erie,  on 
the  opi)osiie  side,  though  admirably  fitted  for  a commercial 
town,  has  not  a dozen  housms,  and  has'but  one  badly  appointed 
steamer,  and  a few  old  schooners  employed  on  its  vast  w.aters, 

“What  can  be  the  cause  of  this  great  and  lamentable  differ- 
ence? Are  we  to  ascribe  it  to  the  impracticability  of  the  coun- 
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Uy?  No.  To  the  inferiority  of  our  soil?  No.  To  climate.^  No. 
To  the  moral  inferiority  of  our  people?  Certainly  not.  What 
then  can  be  the  cause  of  the  degrading  contrast?  To  no  other 
can  it  be  ascribed  than  a corrupt,  selfish  and  imbecile  adtninis- 
tration,  bent,  not  on  the  public  good,  but  on  devising  the  means 
of  extracting  from  an  impoverished  colony,  the  last  shilling  that 
can  be  spared  from  its  actual  necessities.  Interest,sell-inter- 
cst, ‘per /as  auf  jie/as,’ is  the  ruling  passion  of  our  obligarcby, 
it  is  the  principle  to  which  they  are  as  true  as  the  needle  to  the 
pole,  and  hence  it  is  they  care  little  about  public  improvements. 
So  long  as  they  continue  undisturbed  in  the  enjoyment  of  their 
sinecures  and  ill-earned  salaries,  it  is  matter  of  no  concern  to 
them  whether  the  country  progresses  or  retrogrades.  ‘I  have 
no  interest,  sir,  in  your  rail  road,’  one  of  these  bloated  bufiToons 
was  heard  to  say  on  Saturday,  the  22d,  to  our  respected  fellow 
citizen,  Mr.  Ewart,  when  requested  to  attend  the  meeting  on 
that  day,  though  if  he  had  had  the  brains  of  a sparrow,  he  might 
have  seen  that  his  individual  interest  is  materially  connected 
with  the  general  welfare  of  the  province.  Do  these  men  dread 
that  an  emigration  of  wealth  and  intelligence  would  endanger 
their  unjust  and  unmerited  pre-eminence,  or  do  they  imagine 
that  they  can  preserve  it  in  their  families  as  an  heirdom,  and 
hand  it  down  from  generation  to  generation?” 

DAMMING  THE  DELAWARE. 

The  states  of  New  Jersey  and  Pennsylvania  have  had  many 
ditferences  and  disputes  about  the  waters  of  the  Delaware  river 
— running  between  and  dividing  the  two  states.  The  following 
extracts  from  a speech  of  W.  B.  Reed,  esq.  a member  of  the 
bouse  of  representatives  of  Pennsylvania,  refers  to  a new  point, 
and  one  of  considerable  interest,  on  similar  occasions. 

Mr.  Reed  said — ****** 

Embarrassing,  however,  as  the  question  of  the  Delaware 
river  rights  has  been,  it  has  been  reserved  for  the  present  day, 
and  for  the  astuteness  of  the  New  Jersey  commissioners,  to  dis- 
cover that  we  have  no  right  to  the  uncontroled  use  of  the  tribu- 
tary streams  within  our  own  borders.  Such  a pretension  could 
never  have  been  suggested,  much  less  urged,  among  the  joint 
commissioners;  yet,  now  it  is  gravely  and  emphatically  put 
forth  as  a matter  wholly  beyond  dispute.  I read,  Mr.  Speaker, 
from  the  second  page  of  the  New  Jersey  report.  “It  could  not 
escape  the  attention  of  the  undersigned,  that  the  state  of  Penn- 
sylvania had  constructed  a canal,  in  her  own  territory,  from 
Easton  to  Bristol,  called  ‘The  Delaware  division  of  the  Penn- 
sylvania canal,’  which  is  supplied  by  the  Lehigh,  one  of  the 
principal  tributaries  of  the  Delaware.  To  supply  that  canal, 
Pennsylvania  had,  without  the  consent  oj  New  Jersey,  and  before 
she  had  exercised  a similar  right,  constructed  a dam  at  the 
mouth  of  the  Lehigh,  which  almost  diverts  the  waters  of  that 
stream,  (the  greatest  which  rises  in  the  slate  of  Pennsylvania 
and  run^  into  the  Delaware),  from  its  natural  course,  before  it 
reaches  its  destination  in  its  natural  flow  and  channel.  The 
undersigned  considered  that  the  law  of  nations  had  settled  the 
principle,  that  when  two  independent  states  have  an  equal  pro- 
perty in  a river  which  lies  between  them;  neither  has  any  more 
right  to  divert  the  waters  of  a tributary  stream  of  that  river 
from  its  natural  course,  before  it  reaches  its  destination,  than 
to  divert  the  waters  of  the  river  itself.”  This  theme  is  dwelt 
on  earnestly  throughout  the  report.  The  right  in  Pennsylvania 
to  dam  the  Lehigh  is  subsequently  admitted;  because,  such  is 
the  argument,  each  stale  has  a right  to  use  the  waters  of  rivers 
whether  conterminous  or  not,  for  the  benefit  and  supply  of  its 
canals,  upon  no  other  principle,  say  they,  can  it  be  justified. 
Without  pausing  to  dispute  the  right  of  states  to  use  even  con- 
terminous streams  for  the  supply  of  their  respective  improve- 
ments, it  may  be  distinctly  asserted  that  the  analogy  of  the 
main  river  and  the  tributary,  is  wholly  unsound  and  inadmissi- 
ble. It  deserves  and  should  receive  prompt  and  indignant  re- 
futation. The  state  of  New  Jersey  has  no  right — nor  have  its 
citizens,  except  in  a given  state  of  things,  arising  from  their  re- 
lations under  the  union — any  right  whatever  in  the  navigation 
of  the  Lehigh  or  any  other  stream  wholly  within  our  borders, 
that  is  not  subordinate  to  the  legislative  control  of  Pennsylva- 
nia. The  idea  so  earnestly  enforced,  that  Pennsylvania  was 
the  first  to  infringe  the  rights  of  New  Jersey,  by  the  erection  of 
a dam  at  the  mouth  of  the  Lehigh,  is  as  unfounded  too  in  point 
of  fact,  as  it  is  untenable  in  point  of  law,  international  or  un- 
constitutional. In  point  of  fact,  it  is  well  known  to  many  that 
hear  me,  and  should  have  been  known  to  the  commissioners, 
that  anterior  to  the  erection  of  the  dam  in  the  Lehigh,  the  Mor- 
ris canal  company  had  used,  without  complaint,  the  waters  of 
the  Muskonetung  river,  a tributary  second  only  to  the  Lehigh, 
and  that  to  this  hour  a large  portion  of  that,  stream  and  of  its 
source  is  diverted  from  its  “natural  course  and  channel” — and 
lyijli  what  show  of  reason,  could  Pennsylvania  object  to  the 
use'of  this  tributary!  Yet  if  the  dam  in  the  Lehigh  be  an  in- 
fringement of  the  rights  of  New  Jersey— the  obstructions  in  the 
Muskonetung  are  an  infringement  of  our  rights,  and  New  Jer- 
sey, not  we,  is  the  aggressor.  But  this  kind  of  recrimination  is 
idle,  and  censurable  in  every  aspect,  and  precedence  in  error 
never  can,  or  ought  to  be  an  apology.  Pennsylvania  and  New 
Jersey,  have  respectively  unlimited  control  over  all  streams 
running  within  their  borders;  and  may  divert  and  obstruct  them 
for  purposes  of  public  benefit,  as  they  please.  It  can  make  no 
difference  whether  or  not  the  stream  used  is  the  tributary  of  a 
river  in  which  another  state  may  have  an  interest.  Such  is  the 
law  of  nations— such  the  law  under  our  constitution.  It  is  un- 


necessary to  trouble  the  house  with  authorities  to  repel  the  prr>-- 
position  thus  gratuitously  advanced,  and  wholly  unsuslained, 
(Vattel.  119,  120).  As  a matter  of  constitutional  right,  it  does 
not  seem  to  be  pressed.  In  that  point  of  view,  it  has  been  re- 
peatedly and  definitively  pul  at  rest,  and  the  commissioners 
Ihemselve.s,  must  have  been  aware  of  the  repeated  adjudica- 
tions that  are  conclusive  on  this  point.*  Mr.  Reed  said,  he  had 
said  more,  and  dwelt  longer  on  this  absurd  pretension  than  he 
intended— not  longer  than  the  importance  of  the  principle  it  in- 
volved required.  In  its  very  extravagance,  it  was  unworthy 
the  source  whence  it  emanated. 

When  this  compact  was  referred,  it  occurred  to  the  commit- 
tee, as  a matter  of  practical  difficulty  that  for  the  very  purposea 
which  the  commissioners  seemed  to  contemplate,  its  provisions 
were  palpably  inadequate.  One  of  the  engineers,  Mr.  Gay, 
thought  a two  feet  dam  sufficient  to  feed  the  canal.  The  other, 
Mr.  Douglas,  was  of  opinion  that  a height  of  not  less  than  three 
feel  nine  inches  (3.75)  would  be  required.  The  commissioners 
agreed  upon  a medium,  and  by  the  compact  a height  of  three 
feet  was  fixed.  It  seemed  not  unreasonable  to  apprehend  that 
possibly  the  height  agreed  on  by  the  commissioners  might  be 
insufficient,  in  which  event  new  negotiations  and  new  conces- 
sions, would  be  required,  and  Pennsylvania,  after  consenting 
for  an  illusory  object  to  barter  away  the  rights  of  her  citizens 
in  the  free  navigation  of  the  river,  would  be  compelled  to  go 
cap  in  hand  to  New  Jersey,  to  ask  her  permission  to  raise  this 
dam  an  inch  or  two  inches  higher.  “Whatever  is  settled  by 
compact,”  say  the  committee,  “can  only  be  altered  by  com- 
pact, and  sepaiate  legislation  must  necessarily  be  ineflTectual. 
If  as  we  have  said,  it  is  supposed,  and  in  the  conflict  of  scien- 
tific opinion,  this  is  not  unreasonable,  that  Mr.  Douglas  should 
prove  to  be  right,  and  Mr.  Gay  and  the  commissioners  wrong, 
in  what  a situation  would  our  irrevocable  compaet  place  us? 
The  dam  would  avail  only  as  a pernicious  memorial  of  incon- 
siderate negotiation,  and  Pennsylvania  would  at  last  be  reduced 
to  the  attitude  of  a suppliant  to  her  sister  slate  for  the  privilege 
of  completing  her  own  public  works.”  This  practical  difficulty 
was  conceived  by  the  committee,  to  be  an  insuperable  objec- 
tion to  the  confirmation  of  this  compact,  and  as  such  was 
frankly  stated  in  their  report.  They  could  not  consent,  nor  do 
I suppose  this  or  any  other  legislature  will  ever  consent  to  bind 
our  own  state,  in  the  possible  contingency  which  is  thus  sha- 
dowed out  while  the  other  party  to  the  contract  is  left  in  more 
important  respects  wholly  free  and  unfettered.  And  what  is 
the  suggestion  of  the  New  Jersey  commissioners  in  reply  to 
this.  Nothing  more  than  a casual  and  incidental  remark  “that 
if  calculations  of  engineers  should  prove  erroneous,  they  cannot 
doubt  (I  quote  the  very  words)  the  disposition  of  either  state 
so  to  modify  the  agreement  as  to  answer  the  end  designed.”  Isr 
this  confidence  in  the  disinterested  liberality  of  future  legisla- 
tion a safe  basis  for  a negotiation  and  compact  such  as  this? 
The  difficulty  therefore  still  remains  in  its  fullest  force. 

But  a more  serious  objection  to  the  confirmation  of  this  com- 
pact in  its  present  form,  arises  from  the  latitude  allowed  to  the 
other  contracting  party.  The  Pennsylvania  commissioners 
meant,  as  is  to  be  inferred  from  their  report,  to  legalise  no  other 
use  of  the  waters  of  the  river  by  the  Delaware  and  Raritan  ca- 
nal company  than  such  as  was  strictly  required  for  the  purpos- 
es of  navigation — an  unlimited  use  of  the  water  thus  to  be  ab- 
stracted for  all  and  every  purpose  was  never  contemplated. 
However  distinctly  this  is  stated  in  the  report,  the  committee 
were  under  the  impression  it  was  not  as  precisely  ascertained 
by  the  terms  of  the  treaty  Itself,  and  yet  they  feit  an  embarrass- 
ment in  even  suggesting  the  doubt  with  the  express  asservation 
of  our  own  negotiators  before  them.  It  was  difficult  to  believe 
that  any  one,  least  of  all  the  very  individuals  who  executed  the 
compact,  would  be  at  liberty  to  maintain  that  while  Pennsyl- 
vania was  to  be  in  every  particular  bound  strictly  by  her  bond, 
and  could  never,  let  it  be  as  useless  as  it  might,  raise  the  dam 
at  Well’s  Falls  an  inch  without  permission.  New  Jersey  is  to 
have  the  unfettered  use  of  the  water  after  it  was  diverted  into 
her  navigable  feeder,  at  whatever  injury  to  the  natural  naviga- 
tion. As  in  singular  contrast  with  the  strict  construction  of 
our  commissioners,  Mr.  Reed  said,  he  would  read  without  com- 
ment one  more  passage  from  the  New  Jersey  report.  “The 
agreement  stipulates  that  either  state  may  take  as  much  water 
from  the  Delaware  as  may  be  necessary  to  supply  their  canals, 
for  the  purposes  of  navigation.  The  undersigned  did  not  con- 
ceive that  they  were  at  liberty  to  make  any  other  stipulation  on 
that  subject,  leaving  the  legislatures  of  the  two  slates  unfetter- 
ed as  to  what  strictly  pertains  to  their  territorial  jurisdiction 
and  appropriate  legist, ition.  The  agreement  does  not  restrict 
further  legislation  in  that  respect!!” 

Mr.  Reed  said,  that  without  dwelling  longer  on  these  points, 
which  had  been  fully  stated  by  the  select  committee,  he  would 
ask  the  attention  of  the  house  to  the  constitutional  questions, 
both  of  form  and  of  substance,  which  were  hinted  at  rather 
than  illustrated  in  their  report.  In  relation  to  one  of  a formal 

*In  IVilson  vs.  Blade  Bird  Creek  Marsh  company.  2 Peters 
245.  The  supreme  court  of  the  U.  S.  decided,  that  a law  of  the 
slate  of  Delaware,  authorising  the  erection  of  a dam  across  the 
mouth  of  a navigable  stream,  in  which  the  tide  ebbed  and  flow- 
ed, was  no  infringement  of  the  rights  of  citizens  of  the  United 
States,  so  long  as  congress  had  exercised  no  part  of  its  power 
of  regulating  commerce  in  relation  to  it. 

(See  also  case  of  Atkinson  vs.  Philadelphia  and  Tj»nton  rail 
road  company.  . White,  vol.  — , p.  — ). 
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chafaciet’,  he  meant  the  omission  in  the  compact  of  any  recog- 
nition of  the  sapervising  power  of  congress,  it  was  his  delibe- 
rate conviction  that  it  occurred  from  inadvertence,  and  hence 
he  regarded  it  as  evidence,  if  any  were  wanting,  of  the  haste 
and  little  consideration  with  which  tlys  negotiation  had  been 
conducted.  Familiar  as  was  the  constitutional  requisition  to 
which  he  alluded,  it  had  been  doubted  whether  or  not  it  applied 
to  a case  like  the  present,  and  whether  the  provision  of  the 
constitution,  requiring  the  consent  of  the  federal  legislature  to 
compacts  between  the  states,  did  not  rather  relate  to  compacts 
of  a political  character  or  those  vvliich  have  some  extra  territo- 
rial operation,  and  he  would  therefore  take  this  opportunity  of 
stating  more  fully,  the  views  of  the  committee  on  this  subject, 
and  of  confirming  them  as  far  as  authority  enabled  him  to  do. 
It  was,  in  his  opinion,  more  than  a mere  formal  omission,  and 
it  was  due  to  the  legislature,  that  here  it  should  not  be  lost 
eight  of,  as  it  had  been  elsewhere.  The  provision  of  the  con- 
Btitulion,  was:  That  no  state  should,  without  the  consent  of 
congress,  enter  into  any  agreement  or  compact  with  any  other 
state,  or  with  a foreign  power.  [Art.  1,  sec.  10. J Treaties, 
alliances  and  confederations,  as  distinqnished  from  compacts 
or  agreements,  are  wholly  forbidden.  With  the  consent  of  con- 
gress, supposing  such  a ease  possible,  a treaty  or  confederation 
between  two  slates  or  between  one  state  and  a foreign  slate, 
would  be  unconstitutional.  But  a compact  or  agreement  with 
such  consent  would  be  valid.  What  then  is  the  distinction 
here  taken  belw’een  a compact  or  agreement,  and  a treaty,  alli- 
ance or  confederation.^*  The  fundamental  principle  of  the  con- 
stitution of  the  union,  is  that  in  the  relations  of  its  citizens  to 
foreign  sovereignties,  the  states  as  such  are  unknown.  That 
principle  would  be  entirely  violated  by  the  existence  of  even  a 
qualified  power  in  the  states  to  treat,  ally  or  confederate  with 
foreign  governments.  As  a kindred  principle,  the  political 
power  of  the  state  sovereignties  in  their  relations  to  each  other, 
was  yielded,  under  the  constitution,  to  the  union,  and  if  resum- 
ed, is  in  its  exercise,  a rupture  of  the  federal  compact.  Hence 
the  prohibition  of  treaties,  alliances  and  confederations,  whe- 
ther with  foreign  states  or  with  each  other.  If  two  states  come 
into  collision,  the  federal  judiciary  can  alone  decide  the  differ- 
ence. That,  and  not  the  arbitrament  or  conference  of  indepen- 
dent sovereignties,  is  the  tribunal.  But  there  are  occasions 
when  two  or  more  of  the  United  States  may  have  occasion  to 
contract  or  agree  in  a manner  and  respecting  matters,  not  in- 
consistent with  their  relations  to  the  union.  If  two  states  differ 
as  to  boundaries— as  to  internal  regulations — as  to  the  use  of 
conterminous  streams  (the  case  before  the  house),  the  consti- 
tution permits  a compact  for  such  purposes,  subject  to  the  ap- 
proval of  congress;  and  until  that  approval  is  given,  a compact, 
when  sanctioned  by  the  slate  legislatures,  is  not,  as  the  com- 
missioners supposed,  valid  and  irrevocable,  but  void  and  worth- 
less. 

Is  there  indeed  a stronger  conceivable  case  for  the  action  of 
the  national  legislature,  than  a compact  for  the  use  or  abuse  of 
a great  river  like  the  Delaware,  a national  highway,  in  which 
every  citizen  of  the  union,  far  or  near,  has  a vested  right  gua- 
ranteed by  the  constitution,  and  the  security  of  which  is  con- 
fined to  congress.  Were  it  necessary  to  dwell  longer  on  this 
point,  there  was  a principle  of  well  settled  municipal  law  fami- 
liar to  every  professional  man,  which  afforded  an  illustration  of 
these  various  rights  and  their  security.  In  the  case  of  a turn- 
pike road  within  our  borders,  if  the  company  that  made  it  were 
to  agree  with  an  individual  or  with  another  company,  for  a sur- 
render of  a portion  of  a road,  or  that  an  obstruction  might  be 
put  in  it,  the  agreement,  as  injurious  of  the  rights  of  the  citi- 
zens at  large  in  the  highway,  was  illegal,  and  the  obstruction 
a nuisance.  Such,  though  even  in  a higher  degree  and  more 
securely  protected,  are  the  rights  of  the  citizens  of  the  union, 
in  the  natural  highways  of  streams  running  beyond  the  limits 
of  a stale. 

But  how  have  the  New  Jersey  commissioners  met  the  sug- 
gestion of  this  oversight.^  Mr.  Reed  said  he  would  read  the 
p.assage  in  their  report,  in  which  it  is  referred  to;  “The  under-, 
signed  did  not  deem  it  consistent  with  their  respect  for  the  dis- 
tinguished body  from  whom  they  derived  their  authority,  to  in- 
sert any  clause  in  respect  to  the  consent  of  congress  to  the 
agreement.  Nothing  was  said  in  respect  to  such  consent,  in 
the  resolutions  delegating  their  authority,  and  it  would  have 
been  presumptuous  in  the  commissioners  to  undertake  to  in- 
struct the  legislatures  of  independent  states,  acting  under  the 
federal  compact.  Any  provision  in  respect  to  the  consent  of 
congress  to  this  agreement,  must  emanate  from  the  state  sove- 
reignties, and  them  alone.”  (p.  11.)  Contrasting  this  with 
the  explicit  language  of  the  compact*— it  could  not  but  be  re- 
garded as  an  after  thought,  not  altogether  worthy  of  its  eminent 
authors.  It  would  have  been  far  more  ingenious  to  have  can- 
didly admitted  that  the  commissioners  never  thought  of  the  re- 
quisition of  the  constitution  till  it  was  suggested  in  the  report 
of  the  committee  of  this  house,  than  to  have  resorted  to  the 
poor  apology  that  the  recognition  in  terms  of  the  supervising 
power  of  congress  was  presumptuous,  and  inconsistent  with  the 
respect  due  to  the  stale  legislatures!  There  was,  however,  pre- 

*“Arl.  5.  This  agreement  shall  be  considered  as  a joint  com- 
pact between  the  said  stales  and  the  citizens  thereof,  respec- 
tively, whenever  the  legislatures  of  the  said  states  shall,  several- 
ly, have  passed  laws  approving  of  and  ratifying  the  same,  and 
shall,  thereafter,  forever  be  irrevocable  by  either  of  the  con- 
tracting parties,  without  the  concurrence  of  the  other.” 


cedent  on  this  very  point,  to  which  Mr.  Reed  said  he  was  glad 
to  be  able  to  refer.  In  the  compact  of  the  16th  September, 
1833,  between  New  York  and  New  Jersey,  a copy  of  which  was 
before  him,  the  8th  article  was  as  follows:  '•‘•Article  8.  This 
agreement  shall  become  binding  on  the  two  states,  when  con- 
firmed by  the  legislatures  thereof,  respectively,  and  when  ap- 
proved by  the  congress  of  the  United  Stistes.”  This  compact 
was  executed  by  B.  F.  Butler,  Peter  A.  Jay  and  Henry  Sey- 
mour, on  the  part  of  New  York,  and  Theodoie  Frelinghuysen, 
James  Parker  and  Lucius  Q,.  C.  Elmer,  on  the  part  of  New  Jer- 
sey— gentlemen  whose  deference  for  the  distinguished  bodies 
whence  they  derived  their  power,  is  as  unquestioned  as  that  of 
their  successors  in  the  negotiation,  and  whose  acquaintance 
with  the  laws  and  constitution  of  their  country  was  not  infe- 
rior. 

There  Is  another  consideration,  however,  connected  with  this 
compact  and  its  merits,  which  involves  matter  of  substance  as 
distinguished  from  what  some  gentlemen  may  consider  mere  de- 
fects of  form.  The  committee  did  little  more  than  refer  to  It,  not 
deeming  it  necessary  to  dwell  at  any  great  length  on  it  in  their 
report.  The  more  reflection  he  (Mr.  R.)  gave  it,  the  more  com- 
pletely was  he  satisfied  of  its  importance,  and  its  direct  bearing 
on  this  and  all  future  negotiations.  The  states  of  Pennsylvania 
and  New  Jersey  had  been  in  the  habit  of  legislating  and  nego- 
tiating with  respect  to  the  river  Delaware,  precisely  as  if  it 
were  exclusively  their  common  properly,  in  which  the  citizens 
of  no  other  portion  of  our  common  country  had  an  interest. 
Now  is  this  in  any  sense  a just  estimate  of  interests  or  rights? 
From  Carpenter’s  point  to  the  northern  boundary  of  Pennsyl- 
vania, a distance  of  more  than  seventy  miles,  the  Delaware 
formed  the  boundary  bidween  New  York  and  Pennsylvania, 
and  for  at  least  thirty  or  forty  miles  beyond,  flowed  wholly 
within  the  limits  of  New  York.  Yet  with  the  substantive  in- 
terest thus  existing,  and  with  the  rights  that  sprang  from  it, 
New  York  was,  in  these  arrangements  for  the  obstruction  or 
improvement  of  the  river,  allowed  no  voice,  and  made  no  party 
to  these  stipulations  and  compacts.  In  many  aspects  this  is,  I 
am  aware,  a delicate  question;  but  it  is  one  which,  in  its  fruits, 
involves  vast  and  momentous  considerations.  On  the  borders 
of  the  Delaware,  near  and  for  many  miles  from  Its  sources,  lie 
vast  forests  on  which  the  hand  of  man  has  scarcely  made  a per- 
ceptible impression.  The  value  of  the  timber  raised,  depends 
w'holly  on  the  perfect  preservation  of  the  natural  navigation  of 
the  river;  because,  as  is  well  known,  the  large  rafts  of  lumber 
that  annually  descend  its  channel,  cannot  be  transported  on  the 
canals,  and-go  to  market  at  the  season  of  the  early  freshets, 
when  the  canals  are  usually  obstructed  by  ice.  Independent 
of  the  interests  of  our  own  citizens — those  he  meant  who  own 
timber  lands  in  our  north  eastern  counties,  and  on  the  upper 
waters  of  the  Susquehannah,  whence  a large  amountof  lumber 
is  every  year  transported  by  land  to  the  Delaware,  to  be  floated 
to  the  Philadelphia  market— there  was  thus  a great  interest  in 
the  citizens  of  our  sister  state  which  never  seems  to  have  been 
thought  of.  If  there  is  an  interest  there  is  a right,  and  if  a right 
a remedy.  To  Pennsylvania,  this  consideration  was  all  import- 
ant, when  viewed  in  connexion  with  such  a compact  as  this. 
All  that  New  Jersey  is  to  gain  by  the  compact,  is  the  legalising 
of  her  works  at  Bull’s  island,  and  the  ulterior  benefit  from  the 
connexion  at  New  Hope,  in  an  increase  of  the  trade  on  her  ca- 
nals. But  Pennsylvania  is  to  have  the  right  of  supplying  her 
canal  by  a three  feet  dam  across  the  river,  ft  is  mapifest,  there- 
fore, that  it  is  of  our  part  only  of  this  arrangement,  that  New 
York  and  her  citizens  can  complain,  and  that  between  os  and 
them  only  can  conflict  arise — while  New  Jersey,  tranquil  in 
the  enjoyment  of  the  privilege  thus  secured  to  her,  may  look 
with  indifference  on  a contest  for  the  use  of  the  river— the  re- 
sult of  which  can  in  no  event  affect  her. 

Mr.  Reed  said — he  had  his  own  opinion  of  these  river  naviga- 
tions generally,  and  from  their  past  history,  he  was  satisfied 
they  never  would  answer  a good  purpose  or  lead  to  a satisfac- 
tory result.  In  case  of  obstruction  there  was  constitutional  re- 
dress provided  in  an  appeal  to  the  federal  judiciary,  and  it  was 
his  settled  belief  that  nothing  but  a judicial  decision  would 
ever  put  these  harrassing  controversies  at  rest.  Still,  while 
others  thought  differently,  and  while  new  negotiation  might  be 
attempted,  it  was  highly  important  they  should  be  properly 
conducted,  and  always  understood  to  comprehend  all  parties 
in  interest.  It  was  not  his  intention  to  argue  the  question, 
which  might  be  supposed  to  be  a kindred  one,  as  to  the  right  of 
a slate  to  erect  dams  in  streams  flowing  within  its  limits, 
though  having  their  source  beyond  them.  There  might  or 
might  not  be  such  a right.  For  a confessed  and  unquestion- 
ed improvement  in  navigation,  no  one  could  deny  its  ex- 
ixlence,  and  it  might  be  an  attribute  of  the  sovereignty  own 
ing  both  the  banks,  to  determine  whether  it  was  or  was  not 
an  improvement.  This  was  a question  by  itself.  It  is  un- 
necessary to  point  out  how  much  more  reasonably  the  right 
might  be  doubted  when  attempted  to  be  exercised  by  two  se- 
parate sovereignties,  combining  and  confederating  for  what,  so 
far  as  the  interests  of  third  parties  were  involved,  was  an  un- 
lawful and  unauthorised  purpose.  As  well  might  New  Jersey 
and  Delaware  confederate  for  the  purpose  of  damming  up,  for 
local  objects,  (if  it  where  physically  possible),  the  ship  channel 
of  the  same  river,  where  it  is  conterminous  to  them. 

Nor  is  there  any  thing  novel  in  this  view  of  the  snbject.  It 
is  the  well  settled  rule  in  the  intercourse  of  independent  so- 
vereignties, and,  as  may  be  easily  shown  more  directly  applica- 
ble to  confederated  states.  The  rule  of  international  law  is 
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Well  settled  and  now  beyond  dispute.  Not  only  does  it  involve 
a principle  which  is  perfectly  sound  and  reasonatile  in  itself 
but  one  Which  is  emphatically  American  in  its  l)i.siory  ami 
association.  There  are  two  instances  in  our  diplomatic  history 
Of  its  application  which  should  he  distinctly  borne  in  mind  and 
to  which  I feel  pleasure  in  referring.  In  the  infancy  of  our 
goverment  it  is  well  known  to  all  who  hear  me,  the  light  of 
the  United  States  to  navigate  the  Mississippi  to  its  mouth,  by 
virtue  of  their  territory  up  to  the  river  was  disputed  by  the 
Spanish  government,  then  owning  both  brfnks,  at  and  for  a 
considerable  distance  from  its  mouth.  It  was  on  the  oilier 
hand  earnestly  and  successfully  asserted  by  the  American  go- 
vernment, and  in  the  diplomatic  archives  of  our  country  there 
ts  an  eloquent  exposition  of  the  rule  from  which  Mr.  R.  saiil  he 
Would  read  a few  sentences  and  which  he  could  not  doubt 
Would  be  received  as  sufficient  authority  by  all  who  heard  him. 
In  the  report  made  in  1792  by  Mr.  Jefferson,  when  secretary  of 
state  to  president  Washington,  on  the  subject  of  the  Spanish 
negotiation,  after  asserting  our  claim  to  the  free  navigation  of 
the  Mississippi,  on  the  ground  of  treaty  stipulation,  he  uses 
this  remarkable  language.  “But  our  right  is  built  on  ground 
still  stronger  and  more  unquestionable,  to  wit:  on  the  law  of 
nature  and  nations.  If  we  appeal  to  this,  as  we  feel  it  written 
on  the  heart  of  man,  what  sentiment  is  written  in  deeper  cha- 
racters, than  that  the  ocean  is  free  to  all  men,  and  their  rivers 
to  all  their  inhabitants?  Is  there  a man — savage,  or  civilized, 
unbiassed  by  habit,  who  does  not  feel  and  attest  this  truth? 
Accordingly  all  tracts  of  country  united  under  the  same  political 
society,  we  find  this  natural  right  universally  acknowledged 
and  protected  by  laying  the  navigable  rivers  open  to  all  their 
inhabitants.  When  their  rivers  enter  the  limits  of  another 
society,  if  the  right  of  the  upper  inhabitants  to  descend  the 
stream  is  in  any  case  obstructed,  it  is  an  act  of  force  by  a 
stronger  society  against  a weaker  condemned  by  the  judgment 
of  mankind.”  The  recognition  of  this  right  in  its  most  com- 
prehensive interpretation  was  made  a sine  qua  non  to  all  nego- 
tiation, and  was  to  be  received  not  as  a matter  of  oonces- 
sion,  but  of  indisputable  right.  Again,  and  at  a later  day,  our 
diplomatic  history  affords  another  equally  emphatic  and  elo- 
quent assertion  of  the  same  right  as  a matter  of  international 
law.  I quote  it,  Mr.  Speaker,  with  the  more  pleasure  as  one 
of  the  many  memorials  of  the  ability  and  sturdy  Americanism 
of  one,  whom,  now  at  least,  it  is  not  treason  to  describe,  as 
pure  and  patriotic  a statesman  as  ever  adorned  the  executive 
or  legislative  councils  of  the  nation.  I refer  to  the  in.'tarice 
without  quoting  the  language.  In  the  diplomatic  correspon- 
dence of  Mr.  Clay,  when  secretary  of  state,  with  Mr.  Gallatin, 
will  be  found  a revival  of  the  ancient  and  still  unsettled  claim 
of  our  government  to  the  free  navigation  of  the  St.  Lawrence 
to  the  ocean.  It  is  asserted  and  maintained  not  only  with  the 
close  logic  and  abundant  resources  of  a veteran  diplomatist 
anxious  and  able  to  scatter  the  sophistical  reasoning  on  which 
the  adverse  claim  is  founded,  but  with  the  dignified  and  re- 
solute patriotism  of  one  who-consulted  too  well  the  dignity  of 
his  country  to  be  led  into  an  admission  that  the  right  ever  could 
be  received  as  a favor.  In  the  case  of  the  Mississippi,  the 
United  States  owned  both  the  upper  banks,  (the  case  of  New 
York  here).  In  that  of  the  St.  Lawrence,  we  owned  but  one. 
Such  and  so  clear,  however,  was  the  doctrine  considered  by 
our  government  in  the  latter  case  that  when  the  British  nego- 
tiators suggested  as  a dilemma  the  question  whether  in  case 
on  further  geographical  inquiry  the  sources  of  the  Columbia  or 
Mississippi,  should  be  found  to  be  within  their  territory,  our 
government  would  concede  the  right  of  free  navigation  to  them, 
our  minister  was  instructed  to  give  a prompt  and  decisive  an- 
swer in  the  affirmative,  and  to  repel  the  idea  that  we  wished  to 
exact  from  others  what  under  similar  circumstances  we  should 
be  unwilling  ourselves  to  admit.  Such  then  is  the  right  of  our 
fibster  state,  by  the  law  of  nature  and  of  nations. 

If  such  rights  exist  between  independent  sovereignties,  are 
they  not  strengthened  and  enforced  by  confederation  and  union? 
unquestionably  they  are,  and  for  the  simple  reason  that  by  the 
union,  no  state  right,  however  transferred,  was  obliterated, 
but  all  were  left  willi  some  modification  as  to  redress  and  re- 
medy, in  as  full  vigor  as  before.  Accident  has  placed  ii\  my 
hands,  witiiin  a day  or  two,  the  views  of  a lamented  states- 
man on  this  very  subject,  embodied  in  language  which  it  would 
be  in  vain  to  attempt  to  improve.  I will  rend  it  in  conclusion 
on  this  point.  It  is  worthy  grave  consideration,  as  the  opinion 
of  a pure  and, wise  expositor  of  the  constitution — an  unsuspect- 
ed friend  of  the  rights  of  the  states.  “The  rights  and  interest 
of  the  country  were  secured  by  the  constitution,  not  impaired 
by  it.  The  rights  of  the  states  were  secured  in  terms.  Inde- 
pendently of  the  constitution,  the  states  had  some  mutual 
rights.  The  central  states  had,  unquestionably,  that  of  navi- 
garing  the  streams  which  flow  from  their  limits  to  the  common 
property  of  nations— the  ocean.  These  rights,  independently 
of  the  constitution,  they  could  secure  by  negotiation  or  war. 
The  constitution  precludes  these;  but  it  does  so  by  substitut- 
ing, for  a violent  and  precarious,  and  orderly  and  effectual  re- 
medy. Rights  to  specific  property,  if  they  are  the  subject  of 
controversy  between  states,  are  decided  by  the  federal  judicia- 
ry; rights  equally  secured  by  the  constitution,  but  which  can- 
not be  enforced  without  legislation,  must  look  for  their  sup- 
port to  the  federal  legislature.  In  this  view  it  is  rather  a ques- 
tion between  the  different  departments  of  the  general  govern- 
ment, in  which  shall  be  vested  the  power  of  securing  ihe 
tights  of  navigation  and  way,  which  the  central  states  may 


claim.  And  the  character  of  these  rights  sufficiently  sheW.s, 
that  they  must  be  secuied,  (in  the  unexpected  event  of  their 
requiring  any  other  sttiurity  than  the  mutual  interest  and  amity 
of  the  states),  by  legislative  provision,  as  well  as  judicial  au- 
thority.”* 

There  is  an  incident  In  the  history  of  our  relations  with  the 
stale  of  New  York,  which  appears  on  our  statute  books,  and 
which  authorises  me  to  say,  that  New  York,  least  of  all  our 
sister  states,  deserves  injury  at  our  hands.  In  the  year  1821, 
complaints  were  made  to  the  legislature  of  Pennsylvania  of 
certain  dams,  erected  in  the  Allegheny  river  and  Oswego  creek, 
within  the  limits  of  New  York,  and  on  the  snbj<  ct  being  com- 
municated to  governor  Clinton,  who  referred  it  to  the  attorney 
general  of  the  state,  the  obstruction  was  promptly  and  efiectual- 
ly  removed.  Mr.  Talcott,  in  his  official  conimnnicaiion,  which 
will  be  found  7 Smith’s  law.=',677,  says — “It  is  true  the  injury 
is  not  to  our  own  citizens;  but  if  New  York  and  Penn.sylvania 
were  sovereignlie.^,  wholly  distinct  and  unconnected,  such  act, 
on  the  part  of  our  citizens,  affecting  Ihe  health  of  the  inhabi- 
tants ot  Pennsylvania  would  be  a breach  of  the  law  of  nations. 
And  the  circumstance  that  these  stales,  instead  of  being  thus 
distinct  and  nnconnecled,  are  united  under  one  confederate 
government,  seems  to  impose  upon  us  an  additional  oblitjaiion 
to  respect  the  rights  of  Pennsylvania  rather  than  to  furnish  a 
defence  or  excuse  for  their  infraction.”  These  are  sound  and 
patriotic  doctrines,  such  as  the  framers  of  future  negoliatiorw 
about  the  properly  and  vested  rights  of  others,  would  do  well 
to  bear  steadfastly  in  view. 

In  asking  the  attention  of  the  house  thus  in  detail,  to  tire 
views  which  I have  been  led  to  form  on  tliis  interesting  ques- 
tion, I feel  that  I have  occupied  more  of  its  time  than  I should 
have  done — far  more  than  I intended.  1 have  endeavored  to 
illustrate  some  of  the  positions  laken  in  Ihe  report,  which 
has  been  for  some  weeks  on  your  tables.  The  deep  interest, 
unequalled  in  point  of  intensity,  which  this  question  has  ex- 
cited in  the  minds  of  our  fellow  citizens  of  all  the  counties 
lying  on  the  Delaware,  must  be  my  apolotiy  for  trespassing  so 
long  on  the  attention  of  the  house.  Believing  as  I and  my 
colleagues  of  the  select  committee  have  done  throughout,  that 
there  are  principles  involved  in  its  decision  of  vital  and  per- 
vading influence  we  gave  to  it  when  under  reference  all  our 
attention,  and  to  the  result  of  those  deliberations  we  now  ask 
the  impartial  consideration  of  this  house.  Gentlemen  must 
not  regard  this  as  a question  of  mere  local  interest,  confined  in 
its  relations  to  the  eastern  counties  of  the  state,  and  to  the 
fnhabiiants  of  the  Delaware  front.  It  extends  far  beyond.  The 
adjustment  of  rights  of  property  in  navigable  streams  is  no  sec- 
tional, no  tiynporary  concern.  The  great  rivers  that  flow 
through  our  territory,  are  Ihe  arteries  on  whose  action  depends 
the  health  of  Ihe  whole  body;  and  gentlemen  from  other  parts 
of  the  slate  should  recollect,  when  they  are  disposed  to  turn 
from  this  as  a local  matter,  that  the  Delaware  river  question 
may  to-morrow  be  a question  affecting  the  enjoyment  of  the 
noble  streams  that  flow  by  their  own  doors.  What  to-day 
is  the  case  of  the  Delaware  may  be  that  of  the  Allegheny  or 
Susqnehannah  to-morrow.  The  hand  ol  Providence  when  it 
struck  life  rock  from  which  these  rivers  spring,  struck  it  in 
bounty  to  mankind.  It  is  the  sagie  hand  that  guides  them 
through  lands  of  industry  and  enterprise,  and  it  would  be  a 
violation  of  part  of  the  great  scheme  of  beneficence  by  the 
indulgence  of  narrow  minded,  sectional  feeling  to  attempt  to 
divert  or  obstruct  for  the  promotion  of  local  interests,  what  in 
the  plan  of  Providence  is  the  common  property  of  all.  Let  me 
not  be  misunderstood.  I am  not  so  visionary  an  enthusiast  or 
so  much  enamored  with  nature’s  rough  draft  as  to  refuse  to 
divert  part  of  the  waters  of  a navigable  stream  from  its  channel, 
for  the  attainment  of  a great  and  unquestionable  benefit.  I 
would  as  readily  in  such  a case  divert  a stream  as  cut  down  a 
forest;  but  it  must  be  for  a general  arid  an  unquestionable  benefit, 
and  it  is  in  a spirit  of  earnest  solicitude  that  we  protest  agaiiist 
the  doctrine  now  threatening  to  become  fashionable  and  sanc- 
tioned by  the  proceedings  of  these  commissioners  which  would 
consider  it  as  a matter  of  equal  moment,  to  change  the  course 
or  obstruct  the  current  of  the  tail  race  of  a mill  as  the  flow  of 
a majestic  river — and  would  authorise  the  erection  of  a worth- 
less dam  in  a great  stream  like  the  Delaware,  with  the  same 
indifference  as  it  would  sanction  the  obslruciion  of  the  feeble 
current  of  any  one  little  rivulet  that  owes  its  life  and  being 
to  a shower  of  rain.  The  views  taken  in  this  compact  and  the 
accompanying  report,  are  not  those  of  comprehensive  states- 
manship, and  if  we  were  to  sanction  its  doctrines  and  rati^ 
its  stipulations,  our  acts  would  enter  the  same  category  with 
theirs  and  participate  in  the  ignominy  of  having  legislated  for 
the  Delaware  in  precisely  the  same  spirit  as  we  would  for  any 
one  of  the  creeks  within  our  borders,  which  we  have  made 
highways  by  act  of  assembly.  It  is  this  contracted  view  of 
natural,  international  and  constitutional  rights,  in  great  navi- 
gable streams,  that  I fervently  liust  this  legislature  will  never 
sanction  or  approve. 

The  resolution  being  then  under  consideration,  a motion  was 
imade  by  Mr.  Bidlack,  of  Luzerne,  to  postiione  the  further  con- 
sideration of  the  same  for  the  present,  which  was  disagreed  to, 
and  the  main  question  again  recurring,  the  resolution  was  una- 
nimously adopted. 

*Mr. -Lowndes’ speech  on  internal  improvements— house  of 
representatives- March  10,  1818. 
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JVew  Yot'k,  Ocfoder  21,  1835.  I 

Here  T am  in  the  great  “commercial  emporium,”  at- 
tending the  fair  ot*  the  Jlmerican  Institute,  having  been 
prevented  from  attending  that  in  the  “beautitul  city,” 
Philadelphia.  Many  rare  and  curious  articles  are  being 
exhibited — some  liundreds  of  contributors  more  than  ever 
before  being  present  to  shew  theiiM'arious  productions — 
of  all  which  I expect  to  give  an  account  on  my  return 
liome.  The  -work  loill  go  on;  and,  in  many  of  the  deli- 
cate manufactures,  especially  those  of  wool,  cotton  and 
iix)n,  &c.  The  display  is  very  handsome,  and  highly  in- 
teresting to  me.  I am  sensible  that  many  things  must  be 
neglected  in  the  present  week — but  hope  that  it  will  be 
excused,  seeing  tliat  I am  seldom  absent  from  my  post. 

Yours  respectfully,  H.  NILES. 

JVew  Orleans  packets.  We  are  gratified  to  perceive 
that  a new  line  of  packets  is  about  to  be  established  by 
Messrs.  Clark  & Kellog,  to  run  between  this  city  and 
New  Orleans.  We  should  be  glad  to  see  packet  lines  in 
operation  between  Baltimore  and  every  southern  port  of 
consequence,  to  be  accompanied  with  a regular  line  to 
Liverpool.  \jJbnevican. 

The  spirited  citizens  of  Wilmington,  Del.  have  pur- 
chased their  third  whale  ship — the  Superior,  late  of  Bal- 
timore— a first  rate  vessel. 

Hugh  L.  White  was,  on  the  6th  Inst,  unanimously  re- 
elected to  the  senate  of  the  United  States,  by  the  legisla- 
ture of  Tennessee,  for  six  years  from  the  4th  of  March 
last. 

John  Swift,  esq.  has  been  re-elected  mayor  of  Phila- 
delphia. 

A correspondent  of  the  New  York  Commercial  Ad- 
vertiser, under  date  of  Albany,  Sept.  14,  1835,  says — ■ 

I well  reiueinber  ilie  croaking  upon  tiiis  subject  [<4e  canaZs] 
in  1816 — ’17,  being  tlien  a resident  of  Uie  latter  city;  and  when 
a bill  for  the  construction  of  the  great  Erie  canal  was  passed  in 
the  latter  year,  the  ruin  of  the  political  capital  was  judged  to  be 
complete.  It  is  a curious  reminiscence  of  those  days,  that 
while  the  people  of  New  York  were  in  favor  of  the  canal  enter- 
prise, and  especially  the  merchants,  the  members  of  the  legisla- 
ture Irmn  that  city,  were  to  a man  opposed  to  it;  atid  while  the 
people  of  AJjjany.  were  opposed  to  it,  the  members  of  that  coun- 
ty were  jjififlvor  of  it.  One  of  the  best  speeches  delivered  in  its 
suppoiil^was  by  John  J.  Ostrander,  a member  from  Albany, 
who  has  since  emigrated  to  the  west.  I well  remember  the 
gtowiflg  picture  he  drew  of  the  blessings  which  were  to  attend 
the  construction  of  that  great  artificial  river — not  only  to  the 
older  parts  of  the  .state,  hut  to  the  wilds  of  the  west,  which,  in 
the  language  of  the  son  of  Amos,  he  stiid  would  be  made  there- 
by “to  blossom  as  the  rose.”  Eighteen  years  only  have  passed, 
aiHl  how  wonderfully  have  his  predictions  been  fulfilled!  Nay, 
bow  much  more  than  fulfilled!  A chain  of  (»opulous  and  thriv- 
ing villages  lias  sprung  up  from  Albany  to  Lake  Erie — the 
country  of  the  great  lakes  has  been  brought  as  it  were  into  the 
neighborhood  of  New  York!  Albany,  among  the  strongest  in 
its  opposition,  has  shared  most  largely  in  its  blessings.  It  has, 
in  fact,  been  recreated — so  that  were  some  of  its  citizens  who 
emigrated  to  Illinois  in  1817 — ’18,  to  return, but  for  the  Boeotian 
Capitol  and  the  two-stecpled  cliurch,  they  would  scarcely  re- 
cognise the  place! 

That  was  a (irotid  day  for  Albany,  when  Be  Witt  Clinton — 
whom  the  madness  of  y arty  hadbut  a few  short  months  before  dri- 
ven from  the  board  of  canal  commissioners — stood  “the  observed 
of  all  observers,”  upon  the  deck  of  the  first  boat  which  de- 
scended from  ilie  canal  into  the  Hudson.  I had  the  honor,  as 
one  of  a coinmiliee  from  New  York,  to  stand  but  a lew  feel 
from  him  at  ttie  time.  His  aspect  was  grave,  audit  was  evi- 
dent that  his  bu.som  was  .struggling  with  deep  emotion,  in  that 
hour  of  the  triumph  of  hi?  policy,  and  his  own  triumph  over  his 
foes.  Tlie  tear  gathered  at  one  moment  in  hi?  eye,  but  he  dash- 
ed it  away  unperceived,  a?  he  ihonglit.  But  he  stood  erect  and 
firm,  and  [ shall  never  forget  the  dignity — nay,  majesty  of  his 
look  at  that  moment.  He  was  even  then,  at  that  hour,  and  on 
that  occasion,  pursued  by  the  “siininting  envy”  of  “Z/ie  party” 

— and  the  man  wiio  for  political  puriioses  four  years  afterward, 
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affected  to  weep  at  his  decease,  had  then  the  tinparalleled  and 
indescribable  meanness  to  attempt  to  deprive  him  of  his  proper 
share  in  the  honors  of  the  day.  But  the  welkin  rang  with  liie 
pe»y  of  cannon,  and  ttie  shouts  often  thousand  human  voices, 
vvlueliF  proclaimed  a different  feeling. 

The  drry.  of  which  I have  thus  been  speaking,  I repeat,  was  a 
pro^^ay  Tor  Albany.  It  was  its  second  birth  day;  and  its  ca- 
reeWjfc  since  been  that  of  uninterrupted  and  consiaritly  in- 
ereasiira<iRro.<perify.  Its  business  has  been  probably  quadrupled 
since,  and  its  population  doubled.  In  addition  to  the  entire 
new  portions' of  the  city  that  have  been  built,  in  a great  mea- 
sure of  substantial  and  handsome  brick  houses,  old  and  indif- 
ferent edifices  have  given  place  to  new  ones,  in  so  many  in- 
stances in  several  streets  as  to  imparl  almost  a new  aspect  to 
the  city.  The  extensive  grounds  on  cajiitol  hill,  wliichj  ten 
years  ago,  were  unenclosed  sand-barrens,  running  down  the 
hill  with  every  shower,  have  been  converted  into  beautiful 
parks,  carpeted  with  turf,  enclosed  with  a substantial  and 
tasteful  iron  railing,  and  planted  with  trees;  and  the  city  has 
likewise  been  adorned  with  numerous  public  edifices,  several 
of  which  are  elegant  and  imposing. 

[The  ingratitude  shown  to  l)e  Witt  Clinton  was  with- 
out its  jiarallel.  Even  the  creature?  who  brouglit  him 
out  as  a candidate  for  the  presidency  in  1812,  against  the 
‘•‘■regular  nomination'’'’  oi  M.V.  JMadison,  (and  who  profess 
to  have  had,  and  still  to  have),  a most  “•holy'”  regard  for 
such  nominations,  sacrificed  and  deserted  him.  They 
crawled  from  him  like  serpents — ^when  unsuccessful.] 

the  harljem  rail  road. 

The  “JVero  York  Gazette’'’  says — We  proceed  to  give 
our  readers  some  idea  of  ihe  magnitude  of  the  operations, 
now  in  progress  on  the  Harlsem  rail  road,  which  are  en- 
trusted to  the  management  of  Mr.  John  Rutter,  an  ex- 
perienced miner  from  Cornwall,  England,  as  superin- 
tendent, and  Mr.  John  Ewen,  jr.  engineer. 

The  tunnel  commences  at  the  southerly  side  of  91st 
street,  and  terminates  at  the  northerly  side  of  94th  street. 

Each  end  of  the  tunnel  will  be  finished  with  a hand- 
some stone  facing,  so  as  to  give  it  a consjiicuous  and 
pleasing  appearance.  The  embankment  commences  at 
100th  street  and  extends  to  106th  street.  This  will  be  a 
most  substantial  work,  as  the  whole  will  be  supported  by 
slope  walls  of  dry  masonry.  At  the  crossing  of  the  streets 
there  are  handsome  arched  carriage-ways,  supported  by 
stone  pillars.  At  the  northern  termination  of  the  em- 
bankment the  bridge  commences,  extending  from  106th 
to  108th  street.  This  bridge  will  be  similar  to  that  of 
the  one  now  constructing  by  the  New  Jersey  rail  road 
company,  over  tlie  Hackensack  river,  and  is  denominat- 
ed the  truss  bridge,  the  invention  of.  Ithiel  Town,  esq. 
It  will  be  620  feet  in  length,  supported  by  two  stone  abut- 
ments and  two  piers,  with  a span  of  about  200  feet. 

And  the  “Commercial  Advertiser'’'’  iv\d% — The  under- 
taking is  of  greater  magnitude  than  we  had  supposed. 
The  tunnel  alone  will  require  more  than  a year  for  its 
completion,  ninety  feet  having  been  accomplished  in 
about  two  months,  and  the  whole  length  being  eight  hun- 
dred and  forty-four.  It  is  an  immense  perforation  through 
solid  rock,  twenty-four  feet  wide  and  twenty-one  in  height 
at  the  centre,  the  form  being  that  of  an  arch.  It  will  be 
upward  of  two  hundred  feet  longer,  two  feet  wider  and 
five  feet  higher  than  that  of  tlie  Liverpool  and  Manches- 
ter rail  road.  In  addition  to  this  tunnel,  there  is  an  open 
excavation  of  nearly  the  same  length,  cut  through  a lofty 
pile  of  very  hard  blue  rock  and  earth,  which  towers  up 
on  either  side  like  a gigantic  wall.  The  whole  number 
of  men  emiiloyed  is  more  than  six  hundred,  who  work 
(lay  and  night,  in  gangs  of  twenty -five,  eight  hours  at  a 
time.  Of  these  about  four  hundred  and  seventy-five  are 
engaged  in  and  about  the  tunnel  and  open  excavation,  one 
hundred  on  the  Harlsem  walls  and  embankments,  and  the 
remainder  upon  walls,  &c.  in  the  south  part  of  the  road. 

The  efiecl  of  the  explosions  was  extremely  grand,  thei'e 
being  three  distinct  series  or  sets,  one  of  three  hundred 
and  sixty  blasts  in  the  open  excavation  north  of  the  tun- 
nel, another  of  one  hundred  and  forty  blasts  at  the  south- 


H2  NILES’  REGISTER— OCT.  ‘i4,  1835— MISCELLANEOUS. 


ern  extremity,  and  a third  of  twenty  within  the  tunnel  it- 
self. When  the  trains  were  fired,  the  clouds  of  smoke 
rolling  before  the  wind,  the  successive  crashes  and  llie 
large  fragments  of  rock  shooting  madly  upward,  present- 
ed no  feeble  imitation  of  some  great  volcanic  eruption. 
At  night  the  effect  would  have  been  extremely  grand. 

“A  soLDiEn’s  UNCLAIMED  DEPOSITE.”  The  editor  of 
the  Wincliester  Republican,  in  publishing  our  notice  of 
the  late  gen.  Pike’s  deposite,  adds  much  to  the  interest 
of  the  incident,  by  giving  the  letter  to  which  we  only  re- 
ferred, as  follows: 

We  subjoin  the  letter  alluded  to  in  the  foregoing#  It 
was  the  last  ever  written  by  gen.  Pike.  It  was  handed 
to  his  aid,  major  Fuazeh,  on  the  evening  previou^to  his 
fall,  with  tliis  direction:  “Should  I fall  and  you  sMmve, 
hand  this  yourself  to  Mrs.  Pike.”  The  hero’s ’^fe  has 
followed  him  to  the  grave,  but  perchance,  the  hero’s 
youthful  and  widowed  daughter  may  yet  grace  the  na- 
tional mansion  with  her  presence.  The  people  seem  to 
be  rising  en  masse  for  her  brave  old  father-in-law.  Ge- 
neral Hakrison: 

dear  Clara:  We  are  now  standing  on  and  off  the 
harbor  of  York,  which  we  shall  attack  at  day  light  in  the 
morning;  I shall  dedicate  these  last  moments  to  you,  my 
love,  and  to-morrow  throw  all  other  ideas  but  my  coun- 
try to  the  winds.  As  yet  I know  not  if  general  Dearborn 
lands;  he  has  acted  honorably  so  far,  and  I feel  great 
gratitude  to  the  old  gentleman;  my  sword  and  pen  shall 
both  be  exercised  to  do  him  honor.  1 have  no  new  in- 
junction, no  new  charge  to  give  you,  nor  one  new  idea  to 
communicate;  yet  we  love  to  commune  with  those  we 
love,  more  especially  when  we  conceive  it  may  be  the 
last  time  in  this  world.  Should  I fall  defend  my  memo- 
ry; and  only  believe  had  I lived,  I would  have  aspired  to 
deeds  worthy  of  your  husband.  Remember  me  with  a 
father’s  love— a father’s  care,  to  our  dear  daughter;  and 
believe  me  to  be,  with  the  warmest  sentiments  of  love 
and  friendship,  yours,  Montgomery.”* 

We  have  received  the  first  number  of  a newspaper 
published  by  Henry  Barnes,  at  Niles,  Berrien  county,  in 
the  territory  of  Michigan,  which  is  about  180  miles  west 
of  Detroit,  entitled  “The  Niles  Gazette  and  Adverlisey.” 
It  is  a respectable  sheet,  well  printed  on  good  type,  and 
contains  four  columns  and  a half  of  advertisements,  which 
indicates  it  to  be  a place  of  considerable  business.  We 
make  the  following  extracts  from  the  sheet,  to  give  our 
readers  some  information  of  this  growing  country’,  into 
which  the  tide  of  emigration  and  speculation  is  rolling 
daily  with  increasing  power:  {Poulson. 

Niles.  This  ffourisliiug  village  contains  a population  at  tbi.s 
time  of  from  six  to  seven  hundred,  is  situated  on  the  east  bank 
of  the  St.  Joseph  river,  25  miles  from  its  mouth,  on  the  mail 
stage  road  from  Detroit  to  Chicaso,  and  lakes  its  name  from 
Hezekiah  Niles,  esq.  editor  of  Niles'  Register,  Baltimore,  Md. 

Five  years  since  this  place  contained  but  three  houses  and 
about  12  inhabitants— and  was  not  known  out  of  the  county  as 
a village.  The  first  name  given  to  the  post  office  was  Pog-wa- 
tinge — signifying  rapids.  This  was  the  point  where  the  Indians 
usually  crossed  the  St.  Joseph  river,  when  on  their  way  from 
the  regions  of  the  west  to  Detroit  and  Malden  to  receive  their 
presents.  The  country  surrounding  Niles  is  beautiful,  the  soil 
rich,  presenting  great  inducements  to  the  farmer  to  settle  among 
u.s,  and  the  capitalist  to  invest.  The  growth  of  this  village  is 
almost  incredible.  The  first  house  (a  log  cabin  about  12  feet 
s.quare)  was  built  by  a Mr.  Shiirte,  about  six  years  since.  The 
first  framed  house  was  built  by  T.  K.  Green,  esq.  in  December, 
1829,  being  the  only  one  west  of  Tecumseh.  Then  we  had  a 
mail  once  in  two  weeks  from  Fort  Wayne,  and  about  once  in 
three  months  from  Detroit;  noio  we  have  a daily  mail  from  De- 
troit, and  several  side  mail.s,  from  the  north  and  south. 

As  a place  of  business,  Niles  is  not  surpassed  by  any  other  of 
its  size  in  the  western  country;  there  being  several  extensive 
stores,  an  iron  foundery,  chair  and  fanning-rniil  manufactories, 
mechanics  of  all  kinds,  a fcor/jcr’s  shop,(n  luxury,  not  often  found 
in  these  parts),  two  public  houses,  one  Presbyterian  ohurch,  and 
two  other  organized  societies,  (Episcopalian  and  Methodi.st), 
who  will  have  churches  erected  within  a year,  school  houses, 
&c. 

The  Indian  reservation,  opposite  this  place,  also  affords  great 
temptations  to  the  farmer,  ft  cotilains  about  .50,000  acres  of  the 
best  land  in  the  territory.  We  understand  it  is  to  be  surveyed 
in  a few  weeks;  soon  after  which  it  will  probably  be  sold. 


*It  appears  this  was  the  signature  the  general  used  when  ad- 
dressing his  wife;  it  will  be  recollected  that  his  name  was  “Ze- 
bulon  Montgomery  Pike.”  Jllbany  Journal. 
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Hodson.  Population  of  the  city  5,526.  Since  the  last  cen- 
sus, ( I860),  the  town  of  Stockport  has  been  erected,  taking 
from  the  city  about  700.  At  the  last  census,  the  population  was 
5,392.  'Phe  gain,  including  the  part  set  off' to  Stockport,  834. 

There  are  in  the  city  2,643  males  and  2,883  females. 

Mrs.  Jordan.  The  present  king  of  Great  Britain  had  eight 
children  by  this  lady;  several  of  whom  are  now  among  the  first 
titles  in  the  kingdom.  He  spent  upwards  of  fifty  thousand 
pounds  of  her  earnings,  and  tlien  suffered  her  to  end  her  days 
in  poverty,  and  be  buried  upon  chanty  in  a fnrr  ign  land.  Sire 
died  in  Paris,  in  extreme  poverty,  and  was  buried  at  the  ex- 
pense of  the  Engli.«h  ctunedians  in  thru  city.  Mark  the  change: 
the  New  York  Star  says — 

“Chantry’s  beuutiful«nonnment  of  Mrs.  Jordan,  (the  deceas- 
ed actress),  sculptured  expressly  for  the  king — is  represented 
with  an  infant  (the  present  earl  of  Mnn;.ler)  in  her  arms,  sur- 
rounded by  a grottpe  of  her  other  children.  The  monuiiieiit  is 
to  be  placed  in  Westminster  Abbey.” 

Canal  toll.  The  tolls  on  the  New  York  canals  for  the  first 
two  weeks  in  September  amount  to  the  sum  of  ^101,082  22. 
This  exceeds  the  receifds  for  the  corresponding  two  weeks  in 
1834  by  the  sum  of  ^24,750  41,  and  exceeds  the  receipts  for  the 
same  lime  in  1833,  when  the  tolls  on  meichandise  were  25  per 
cent,  higher  than  now  by  the  sum  of  .^14,731  21. 

The  whole  lolls  from  the  opening  of  navigation  to  the  14lli  of 
September,  amount  to  the  sum  of  ;$964,30l  22;  being  an  in- 
crease, from  last  year,  up  to  the  same  lime,  of  ^178,750. 

[vJrgMS. 

Bank  OF  THE  United  States.  The  last  Boston  Atlas  has 
the  following  information,  in  regard  to  ihe  winding  up  of  this 
institution:  “The  bank  has  twenty-five  branches.  Eight  of 
them  are  sold,  or  nearly  wound  up.  These  sales  have  been  ef- 
fected at  one,  two,  tliree  and  four  years’  credit.  In  two  instan- 
ces the  in.stalmerits  have  extended  to  five  years.  Two  other 
branches  will  be  sold,  probably,  in  a few  days.  A negotiation 
for  them  is  in  progress.  The  eight  branches  above  alluded  to, 
are  Portsmouth,  Hartford,  Utica,  Buffalo,  Louisville,  Lexing- 
ton, Charleston  and  Baltimore.  The  two  under  negotiation  are 
Fayetteville  and  Nashville.” 

New  Jersey  rail  road.  J’his  road  from  Jersey  City  to  Eli- 
zabethtown, will  be  ready  for  the  reception  of  the  cars  in  about 
six  weeks;  Born  thence  to  Rahway  is  progressing,  and  will  be 
completed  before  the  section  on  the  turnpike  between  New 
Biunswick  and  Trenton,  even  if  the  latter  be  permitted  to  go 
on,  the  distance  on  this  being  25  miles. 

Mulish.  Some  time  last  year  we  recorded  the  remarkable 
fact  of  a female  mule  belonging  to  John  T.  Kilby,  esq.  of  Suf- 
folk, having  brought  forth  a colt,  which  was  doubled  by  many, 
as  it  was  deemed  a point  settled  that  mules  were  incapable  e>f 
propagating  their  species  or  even  producing  a cro.ss  breed — m 
.short  that  they  were  ohsHnate  anti-amalgKmationists  by  nature. 
The  fact,  however,  was  true  as  Davy  Crockett’s  rifle,  and  has 
lately  been  placed  beyond  dispute  by  a repetition  of  the  pheno- 
menon by  the  same  agents.  Mr.  Kilby  informs  us,  that  the 
same  mufe  bore  a colt  on  the  13tb  of  last  month,  by  the  same 
horse,  and  that  it  is  now  by  the  side  of  its  dam  in  the  pasture, 
where  it  may  be  seen  by  every  body.  It  is  well  formed,  and 
partakes  more  of  llie  horse  ilian  the  mule,  of  course.  We  should 
like  to  hear  the  opinion  of  the  learned  in  such  matter  on  this 
extraordinary,  probably  unique  case.  The  mule  is  11  or  12 
years  old.  [Norfolk  H^uld. 

Greece.  Robberies  and  murders  are  continually  committed 
in  many  of  the  provinces  of  continental  Greece,  and  the  atroci- 
ty of  these  events  proves,  that  besides  the  hopes  of  plunder,  re- 
venge and  hatred  have  a great  share  in  these  atrocilie.s.  Some 
of  the  excesses  are  frightful.  A German  captain  of  engineers, 
M.  Gratis,  was  killed  a few  days  ago  at  an  hour’s  distance  from 
Missolonghi,  together  with  three  of  his  followers.  The  officer’s 
nose  and  ears  were  cut  off,  and  his  eyes  pulled  out.  In  this 
state  he  was  left  on  the  high-road.  It  is  understood  that  some 
priests  are  among  these  gangs. 

Blacklegs.  The  editor  of  the  Philadelphian,  the  rev.  E.  S. 
Ely,  D.  D.  who  is  travellitig  in  the  far  west,  writes  home  an  in- 
teresting account  of  the  dealings  with  some  blacklegs  on  board 
a steamboat.  They  attempted  to  gamble,  .and  the  captain  or- 
dered llictn  forward;  here  one  of  them  became  very  insolent. 
Dr.  E say#: 

“Captain  Baldwin,  as  brave  as  Julius  Ca;sar,  bore  the  inso- 
lence of  the  fellow  for  some  time,  .and  then  told  him  to  go  be- 
low. He  refused;  atul  with  his  left  hand  the  captain  hurled 
him  down  the  stairs.  With  a sword  cane  in  his  hand  he  en- 
deavored to  ascend,  in  resistance  to  orders,  but  the  captain 
wrenelicd  llte  swoni  out  of  Ids  hand  and  lliiew  it  overboard;  at 
the  same  lime  seizing  a chair,  he  broke  it  over  his  bead,  com- 
manding liim  to  ‘keep  below.’  ‘Why  captain,’ -«aid  be  in  a 
coaxing  lone,  ‘do  you  beat  my  head  to  pieces?’  ‘Keep  below!’ 
‘Havn’tl  behaved  myself  peaceably?  Don’t  beat  me  so’ said 
he,  while  endeavoring  to  ascend  and  get  near  Ihe  eaptain.  ‘He’ll 
stab  him,’  cried  one  of  the  passengers.  ‘I’ve  got  no  knife,’  ex- 
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claimed  the  blackleg;  and  at  the  same  instant  unsheathed  a 
butcher  knife,  twelve  inches  long,  from  its  glittering  case,  and 
made  a blow  at  the  heart  of  the  captain.  Some  one  gave  his 
left  arm  a blow,  which  made  him  drop  the  case  from  his  hand. 

“The  captain  caught  tlie  right  hand,  which  held  the  knife, 
much  resembling  a Turkish  scirnetar,  and  in  the  same  instant, 
Mr.  McGunnegle,  of  St.  Louis,  lorced  the  deadly  weapon  out  of 
his  grasp.  A gun  was  then  lianded  to  the  captain,  and  the  dis- 
armed ruffian  was  compelled  to  keep  below.  One  of  his  com- 
rades attempted,  at  one  moment  of  the  affray,  to  seize  the  cap- 
tain while  i<eeping  his  opponent  from  ascending;  hut  a fellow 
passenger  interfered,  and  told  him,  much  to  his  discomfiture, 
that  he  was  one  of  the  same  gang.  All  of  them,  doubtless,  being 
intimidated  by  the  force  of  men  on  the  right  side  of  the  contro- 
versy, thought  it  prudent  to  keep  aloof. 

“A  few  minutes  after  the  contest  was  ended,  the  offender  was 
landed  on  the  Illinois  side  of  the  Ohio.  He  swore  that  he  would 
be  the  last  man  the  captain  should  ever  live  to  put  ashore,  and 
that  he  would  shoot  him  whenever  he  should  see  him.  At  the 
mouth  of  the  Tennessee  river,  on  the  Kentucky  side,  the  other 
members  of  this  blackleg  company  left  us,  with  feelings  of  mor- 
tification that  they  had  come  their  twelve  miles  without  any 
success  in  their  business.” 

We  learn  from  the  Mobile  Register,  that  one  of  the  Me  Gretes, 
who  had  been  charged  with  the  perpetration  of  a most  horrid 
murder  in  April  last,  and  had  fled  to  Texas,  was  arrested  af- 
ter a long  and  untiring  pursuit,  favored  by  the  authorities  of 
Texas,  in  that  territory,  and  brought  back  to  Mobile  and  com- 
miitcd  to  jail  on  the  16th  ult.  The  prisoner  is  represented  to 
be  a villain  of  the  most  desperate  kind,  and  his  arrest  was  a 
work  of  no  common  difficulty.  The  crime  of  which  he  stands 
accused,  and  for  which  he  must  now  answer,  is  one  of  unpre- 
cedented atrocity — no  less  than  the' immolation  of  two  children, 
wantonly  and  in  cold  blood,  from  a spirit  of  revenge  or  hatred 
against  their  parents. 

The  following  is  from  the  New  York  “Star” — 

Robert  Hoe  & Co.  of  New  York,  have  invented  and  are  mak- 
ing machines  for  the  manufacture  of  pins.  It  completes  sixty ' 
pins  in  a minute.  The  machines  are  worked  by  steam  power, 
and  four  of  them  can  be  attended  by  one  person;  The  pins 
are  of  superior  quality,  and  can  be  made  cheaper  than  those 
wrought  by  hand.  This  is  certainly  an  important  improvement 
in  domestic  manufactures. 

0:^Fiffy-nine  tons  of  Bibles  have  been  shipped  from  England 
to  Antigua  and  Jamaica,  for  the  use  of  the  emancipated  blacks. 
“Do  you  make  good  use  of  your  Bible,  Cuffee?”  said  one  of 
the  class  leaders.  “O,  bery  good  use,  massa — I trop  my  razor 
on  em.”  Religion  is  like  liberty — it  cannot  be  conferred  on 
those  incapable  of  appreciating  its  value.  Upwards  of  £20,000 
sterling  have  been  raised  in  England  to  educate  the  negroes  of 
the  West  India  islands.  Every  thing  for  their  souls— nothing 
for  their  bodies.  Instead  of  being  taught  the  mechanic  arts,  the 
use  of  the  plough  and  the  harrow,  the  plane  and  adze,  the  awl 
or  needle,  the  anvil  and  lap  stone — instead  of  practical  industry, 
temperance  and  integrity,  they  are  taught  to  read  their  Bible 
and  sing  hymns.  They  all  begin  at  the  wrong  end— they  at- 
tempt to  finish  the  superstructure  before  they  have  laid  the 
foundation.  But  the  movers  of  this  grand  religious  scheme  feel 
strong  in  faith — they  are  sure  that  God  is  with  them.  They 
raise  $100,000  to  teach  the  negroes  religion,  while  thousands 
of  their  own  poor  in  Ireland  are  perishins.  with  hunger^  actually 
dying  with  want— they  must  die  in  a land  of  plenty,  because  it 
is  deemed  more  charitable  to  look  after  the  souls  of  the  blacks, 
than  to  feed  the  hungry  and  clothe  the  naked  whiles  of  their 
own  soil,  and  this  is  called  religion.  It  is  delusion— it  is  fana- 
ticism. The  great  atonement  for  sin  on  earth,  is  to  relieve  the 
wants  and  distresses  of  our  fellow  beings. 


The  debt  of  England  being  immense,  the  income  must 
be  great  to  pay  the  current  charges.  On  the  other  side  their 
resources  are  great,  and  the  amount  expended  for  the  support 
of  the  poor  is  also  great;  but  still  the  taxes  operate  as  a mill- 
stone around  their  necks.  If  the  articles  of  necessity  were 
brought  within  the  means  of  the  laboring  class  of  the  com- 
munity, the  consumption  would  be  much  greater,  which  would 
call  for  a much  greater  amount  of  their  manufactured  articles; 
which  again  would  call  for  a greater  amount  of  their  East  and 
West  India  productions  in  return  therefor;  and  these  causes 
combined  would  give  employment  to  people  in  the  different 
counties  and  lessen  the  number  of  paupers. 

I will  just  put  down  the  yearly  average  consumption  of 
coffee  in  England,  for  several  periods  of  lime,  with  their  high 
rales  of  duties  thrown,  viz: 


Years. 

Duty  per  lb. 

Yearly  consump.  t 

1790  to  1794 

22  cents. 

'871,000  lbs. 

1795  to  1798 

34 

548,000 

1799  to  1804 

36 

813,000 

1805  to  1807 

52 

1,113.000 

1808  to  1812 

14 

7,177,000 

1813  to  1818 

1.5i 

6,920.000 

1819  to  1822 

22 

6,692,000 

If  the  duties  had  been  at  5 cents  per  pound,  for  the  whole 
time,  the  probability  is,  that  the  consumption  would  have  been 
ten  times  as  great  as  it  was,  and  the  revenue  would  have  been 


doubled  to  the  country,  and  the  temptations  to  smnggle  been 
altogether  removed.  In  the  first  eighteen  years,  the  consump- 
tion of  coffee  did  not  amount  to  an  ounce  in  a year  to  an  in- 
habitant. The  reason  that  is  given  in  England  for  keeping  the 
high  duty  on  coffee,  is  that  if  the  duly  was  low,  the  consump- 
tion of  lea  would  be  less.  [Salem  Gazette. 

^^Making  the  dumb  to  speak.’’  We  were  shown  on  Satur- 
day, one  of  the  most  extraordinary  cases  of  cure  from  deaf- 
ness, under  the  hands  of  Dr.  Webster,  of  this  city,  that  we 
have  ever  beheld.  His  name  is  Nathaniel  Wilson,  a young  man 
of  about  21  years  of  age,  of  highly  respectable  family,  of  Ports- 
mouth, Virginia,  who  has  been  for  some  time  an  inmate  of  the 
deaf  and  dumb  institution  of  this  city.  The  skilful  operations 
of  Dr.  Webster  almost  instantaneously  restored  the  sense  of 
hearing  to  this  unfortunate  mute,  who  had  been  up  to  the  pe- 
riod of  his  manhood,  totally  cut  off  from  all  intercourse  with 
the  world.  The  left  ear  is  entirely  restored,  and  the  right 
partially.  The  first  effect  of  the  new  impressions  of  sound 
upon,  his  auditory  nerves,  opening  a new  and  most  important 
medium  of  instruction  to  his  mind,  was.  as  may  be  conceived, 

[iremely  painful  but  at  the  same  time  the  source  of  unalloyed 
delight.  In  a few  days  he  became  accustomed,  in  some  mea- 
sure, to  this  novel  excitement,  and  the  doctor  commenced 
teaching  him  the  pronunciation  of  the  alphabet,  in  respect  to 
which  he  was  placed  in  precisely  the  same  position  as  an  in- 
fant. We  were  witness  to  his  rapid  proficiency  in  acquiring 
the  elementary  sounds  of  the  different  letters,  in  each  of  which 
we  examined  him  personally.  The  following  are  the  sounds 
repeated  by  him  after  ourselves,  the  first  column  denoting 
those  he  gave  when  we  stood  in  front  of  him,  where  he  could 
have  the  advantage  of  imitating  the  motion  of  the  lips  and 
tOnaue,  and  the  second  column  when  we  stood  behind,  and  de- 


Before 

Behind. 

A 

aye 

correct 

B 

pee 

“ 

C 

jee 

shee 

D 

jee 

correct 

E 

correct 

(C 

F 

(« 

G 

IC 

u 

H 

bash 

I 

correct 

« 

J 

very  exact 

very  exact 

K 

jee 

jee 

L 

correct 

correct 

M 

epp 

epp 

N 

(< 

O 

tolerable 

correct 

P 

exact 

exact 

a 

jew 

jew 

R 

correct 

correct 

s 

(C 

T 

« 

(( 

U 

(( 

(( 

V 

(( 

bee 

w 

precisely  correct 

precisely  correct 

X 

aitch 

aitch 

Y 

best  of  all 

best  of  all 

Z 

jee 

jee 

1 be  perceived  that  most  of  the  sounds  were  correct 

performed,  particularly  when  he  relied  solely  on  the  pronuncia- 
tion as  communicated  to  him  from  behind  the  ear,  and  where 
his  judgment  was  not  misled  by  an  attempt  to  imitate  the  mo- 
tions of  the  lips  and  mouth.  The  pronunciation  of  the  V is 
conformable  to  that  mixed  sound  of  B and  V,  which  it  has  in 
the  Spanish  alphabet.  Besides  the  simple  sounds  of  the  letters, 
he  has  already  acquired  that  of  several  words,  the  meaning  of 
which  he  has  also  made  himself  master  of.  Thus  hat,  book, 
&c.  in  pronouncing  which  he  shows  his  knowledge  of  the 
objects  to  which  they  apply  by  placing  his  hand  upon  them. 
Also  one  or  two  short  connected  senses,  such  as  good  by,  good 
motning,  Sfc.  The  case  presents  one  of  peculiar  interest  to  the 
physiologist  and  metaphysician,  as  illustrative  of  the  opera- 
lions'of  the  mind  in  its  adult  state  of  vigor,  suddenly  put  in 
possession  of  so  powerful  an  instrument  of  communication 
with  the  external  world  as  that  of  the  organ  of  hearing.  The 
success  of  the  treatment  also  does  infinite  credit  to  the  skill  of 
Dr.  Webster.  It  literally  speaks  for  itself,  and  speaks  also 
volumes  in  his  praise.  There  have  been  but  very  few  instances 
on  record,  of  the  restoration  of  hearing  to  mutes  at  so  advanc- 
ed a period  of  life.  Of  these,  two  or  three  are  related  by  Mon- 
sieur Hard  of  Paris.  [N.  F.  Star. 


A TRUE  JOKE.  On  Tuesday  last  week,  at  the  court  of  oyer 
and  terrnim'r  of  this  county,  a man  named  John  Day  was  tried 
for  burglary;  being  without  council,  he  was  asked  if'he  wished 
to  say  any  thing  to  the  jury,  when  he  arose  and  stated,  that  he 
had  a good  defence  in  law;  that  though  the  facts  were  strong 
against  him,  but  he  had  a technical  objection,  which  he  thought 
sufficient,  viz:  that  a burglary  cannot  be  committed  by  day, 
and  must  be  done  by  night.  Judge  King  told  the  jury,  that  this 
defence  did  not  appear  to  be  supported  in  fact,  as  tlie  burglary 
appeared  to  have  been  done  by  night,  as  well  as  by  day:  of  this 
opinion  also  were  the  jury,  and  Mr.  Day,  (the  pun.ster),  was 
forthwith  convicted.  [In  England  such  a joke  would  be  ca- 
pital. [Phila.  Gazette. 
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FOREIGN  NEWS. 

From  Liverpool  papers  to  the  16th  Sept,  inclusive. 

GREAT  BRITAIN  AND  IRELAND. 

The  corporation  reform  liill  was  passed  as  amended  in  The 
house  of  lords,  the  commons  having  acceeded  to  them  at  the 
lecommendulion  of  lord  John  llussell. 

The  Irish  lithe  bill  was  read  a third  time  and  passed  in  the 
house  of  lords.  The  royal  assent  was  given  to  both  bills,  by 
commission,  on  ilie  9ih  of  September. 

The  orange  lodges  excited  increased  attention.  Some  as- 
tounding developments  are  said  to  have  been  made. 

Parliament  was  prorogued  on  the  10th  Sept,  by  his  majesty, 
in  the  following  speech: 

“My  lords  and  gentlemen, 

“I  find  with  great  satisfaction,  that  the  state  of  public  busi- 
ness enables  me  to  relieve  you  from  farther  attendance,  and 
from  the  pressure  of  those  duties  which  you  have  performed 
with  so  much  zeal  and  assiduity. 

“I  receive  from  all  foreign  powers  satisfactory  assurances  of 
their  desire  to  maintain  with  me  the  most  friendly  understand- 
ing, and  I look  forward  with  confidence  to  the  preservation  of 
the  general  peace,  which  has  been,  and  will  be,  the  object  of 
my  constant  solicitude. 

“I  lament  that  the  civil  contest  in  the  northern  provinces  of 
Spain  has  not  yet  been  brought  to  a termination;  but,  taking  a 
deep  interest  in  the  welfare  of  the  Spanish  monarchy,  I shall 
continue  to  direct  to  that  quarter  my  most  anxious  attention  in 
concert  with  the  three  powers  with  whom  I concluded  the  trea- 
ty of  quadruple  alliance;  and  I have,  in  furtherance  of  the  ob- 
jects of  that  treaty,  exercised  the  power  vested  in  me  by  the 
legislature,  and  have  granted  permission  to  my  subjects  to  en- 
gage in  the  service  of  the  queen  of  Spain. 

“I  have  concluded  with  Denmark,  Sardinia  and  Sweeden, 
fresh  conventions,  calculated  to  prevent  the  traffic  in  African 
slaves;  1 hope  soon  to  receive  the  ratification  of  a similar  trea- 
ty, which  has  been  signed  with  Spain. 

“lam  engaged  in  negotiating  with  other  powers  in  Europe 
and  in  South  America  for  the  satne  purpose,  and  1 trust  that  ere 
long  the  united  efforts  of  all  civilized  nations  will  suppress  and 
extinguish  this  traffic. 

“1  perceive,  witli  entire  approbation,  that  you  have  directed 
your  attention  to  the  regulation  of  municipal  corporations  in 
England  and  Wales,  and  I have  cheerfully  given  my  assent  to 
the  bill  which  you  have  passed  for  that  purpose.  I cordially 
concur  in  this  important  measure,  which  is  calculated  to  allay 
discontent,  to  promote  peace  and  union,  and  to  procure  fur 
those  communities  the  advantages  of  responsible  government. 

“I  greatly  rejoice  that  the  internal  condition  of  Ireland  has 
been  such  as  to  have  permitted  you  to  substitute  for  the  neces- 
sary severity  of  the  law,  which  has  been  suffered  to  expire,  en- 
actments of  a milder  character.  No  part  of  my  duty  is  more 
grateful  to  my  feelings  than  the  mitigation  of  a penal  statute  in 
any  ease  in  which  it  can  be  effected  consistently  with  the  main- 
tenance of  order  and  tranquillity. 

‘^Gentlemen  of  the  house  of  eommons, 

“I  thank  you  for  the  readiness  with  which  you  have  voted 
the  supplies. 

“You  have  provided  not  only  for  the  expenses  of  the  year, 
and  for  the  interest  upon  the  large  sum  awarded  to  the  owners 
of  slaves  in  my  colonial  possessions,  but  also  for  several  unex- 
pected and  peculiar  claims  upon  the  justice  and  liberality  of  the 
nation. 

“It  is  most  gratifying  to  observe  that  not  only  have  these  de- 
mands been  met  without  additional  taxation,  but  that  you  have 
made  some  further  progress  in  reducing  the  burthens  of  my 
people. 

“I  am  enabled  to  congratulate  you,  that  the  terms  upon 
which  the  loan  for  the  compensation  to  the  proprietors  of  slaves 
has  been  obtained,  afford  conclusive  evidence  of  the  flourishing 
state  of  public  credit,  and  of  that  general  confidence  which  is 
the  result  of  a determination  to  fulfil  the  national  engagements 
and  to  maintain  inviolable  the  public  faith. 

“My  lords  and  gentlemen — 

“I  know  that  I may  securely  rely  upon  your  loyalty  and  patri- 
otism, and  I feel  confident  that  in  returning  to  your  respective 
counties,  and  in  resuming  those  functions  which  you  discharge 
with  so  much  advantage  to  the  community,  you  will  recommend 
to  all  classes  of  your  coutrymen  obedience  to  the  law,  attach- 
ment to  the  constitution,  and  a spirit  of  temperate  amendment, 
which,  under  Divine  Providence,  are  the  surest  means  of  pre- 
serving the  tranquillity  and  increasing  the  prosperity  which 
this  country  now  enjoys.” 

The  Dublin  Pilot  contains  the  particulars  of  the  “O’Connell 
fund”  for  the  year  1834;  the  total  amount  of  which  is  £13,454. 
The  tribute  money  raised  during  the  last  five  ydars  is  £80,000 
— no  bad  pay  for  “agtfafion.” 

Mr.  O’Connell  has  written  and  published  a long  and  abusive 
letter  to  the  duke  of  Wellington,  and  promises  another  to  sir 
Robert  Peel. 

FRANCE. 

The  bill  to  restrict  the  freedom  of  the  French  press  passed 
the  chamber  of  peers  on  the  9th  Sept,  by  a majority  of  101  to 
20.  Orders  have  been  sent  to  all  parts  of  France  not  to  carry 
into  effect  the  reductions  in  the  army,  required  by  the  votes  of 
the  chamber  of  deputies;  and  all  furloughs  have  been  with- 
drawn. Two  reasons  are  assigned  for  this  proceeding;  one  is 
that  the  result  of  the  delibcratons  of  the  northern  povveis  at 
Kalisch  is  quite  uncertain:  and  that  it  is  necessary  to  be  prepar- 


ed for  an  aggressive  policy,  the  other,  that  the  unsettled  8la«e 
of  Spain  renders  it  imprudent  to  diminish  the  military  force  of 
France. 

A bach  of  30  new  peers  was  created  by  the  king  of  France 
immediately  after  the  passage  of  the  law  of  the  press.  They 
appear  to  have  been  selected  from  among  all  parties. 

Other  intended  attempts  upon  the  king’s  life  continue  to  be 
spoken  of.  The  Paris  papers  announce  that  the  law  for  impos- 
ing restrictions  on  the  press,  received  the  king’s  assent  on  the 
same  day  that  it  was  agreed  to  by  the  chamber  of  peers:  and 
the  official  papers  of  the  following  day  contained  tlie  royal  or- 
dinance for  carrying  the  law  into  execution. 

The  emperor  of  Austria  had  actually  set  out  for  the  grand  re- 
view at  Kalisch.  The  emperor  and  the  king  of  Prussia  had 
also  proceeded  to  the  appointed  place,  in  company. 

No  small  interest  had  been  excited  by  the  abrupt  dismissal  of 
the  Portuguese  minister  at  the  court  of  'Purin;  he  received  a 
verbal  order  to  leave  the  slates  of  his  Sardinian  majesty,  with- 
in twenty-four  hours,  without  any  reason  whatever  being  as- 
signed for  this  singular  proceeding. 

SPAIN. 

There  has  been  another  change  of  ministry  in  Spain.  The 
new  cabinet  is  said  to  be  composed  entirely  of  liberals,  with  M, 
Arguelles  at  their  head. 

A serious  engagement  took  place  near  Estelle,  between  the 
Carlists,  commanded  by  Don  Carlos,  and  the  queen’s  troops 
under  general  Cordova,  the  accounts  of  course,  are  flatly  contra- 
dictory. The  Cai  lists',  however,  had  retired  from  before  Bilboa. 

The  insurrectionary  movements  continued  to  increase.  A 
junta  had  been  formed  even  in  the  capital,  and  it  was  reported 
that  the  queen  had  been  compelled  to  accede  to  their  demands. 
The  principal  of  these  were  a dismissal  of  tlie  ministry,  and  a 
convocation  of  the  cortes. 

TURKEY. 

Intelligence  from  Constantinople  to  the  10th  Aug.  slates  that 
the  plague  was  making  fearful  ravages  in  that  city.  The  last 
intelligence  brought  to  the  porte  from  Albania  was,  that  the 
vanguard  of  the  army  of  Rournieley  Valessy  had  been  routed, 
with  the  loss  of  three  thousand  men  on  alternpling  to  cross  the 
river  Malt.  Scutari  is  still  holding  out,  although  we  had  a re- 
port some  days  ago,  that  it  had  yielded. 

.American  slocks,  London,  September  10.  New  York  6 per  cts, 
1837,  96;  do  5’s  1845,  102;  6’s  1845,  110-11;  Pennsylvania  5’s, 
102 — 102i;  Ohio  6’s  110-11;  Louisiana  Barings,  101^;  do.  Wil- 
son’s, 98i;  New  Jersey  canal  bonds,  102^-3;  Mississippi, 6’s,  56; 
do  new,  110;  Alabama  5’s  66^;  Indiana  do.  961;  United  Slates 
bank,  £22  5;  Louisiana  slate,  £25  15;  bank  of  do.  £26  15;  New 
York  Life  and  Trust,  96^-7;  exchange,  9Aa9| 

— 0 i 

SIR’rOBERT  peel  AT  TAMWORTH. 

A public  dinner  was  given  to  sir  Robert  Peel,  at  Tamworth, 
on  the  4th  of  September,  on  which  occasion  he  of  course  made 
a speech.  We  quote  the  following  extract: 

It  might  be  said  that  I am  cautiously  avoiding  to  make  any 
reference  to  America;  but  that  I confine  myself  solely  to  the 
countries  of  Europe.  It  might  be  said,  and  I know  it  will  be 
contended,  that  the  democratic  principle  has  been  successful  in 
America.  It  will  be  said  that  under  this  government  the  people 
enjoy  civil  and  other  rights  almost  to  equality,  and  yet  that 
country  is  able  to  defend  itself  from,  and  even  to  punish  aggres- 
sion from  abroad.  I shall  be  told,  if  I look  to  the  stales  of  Ame- 
rica, I shall  find  an  adoption  of  the  popular  principle  has  been 
successful  there.  Very  well,  I look  to  the  states  of  South  Ame- 
rica, where  the  popular  principle  has  been  incorporated  and  can 
1 acknowledge  that  it  has  been  successful  in  those  states,  when 
almost  every  newspaper  that  reaches  me  talks  of  insurrection 
among  them!  Hear,  hear.  What  has  prevented  the  establish- 
ment of  a regular  government  in  those  states,  if  the  form  of  a 
po|)u!ar  one  was  so  very  good?  Hear,  hear.  If  the  principle  is 
correct  by  which  we  are  told  that  we  can  govern,  and  that  there 
is  no  advantage  to  be  derived  from  our  ancient  institutions,  and 
from  obedience  to  authority,  how  happens  it  that  revolutions  in 
the  slates  I have  just  mentioned  do  not  form  exceptions,  but 
rather  a general  rule?  Cheers.  The  real  revolution  that  will 
happen  in  South  America,  will  be  that  by  which  a regular  and 
permanent  government  will  be  established  in  that  country. 
Hear,  hear.  I have  admitted  that  the  popular  form  of  govern- 
ment has  been  successful  in  the  North  American  stales,  but  I 
deny  the  general  position,  that  becaus«  it  has  succeeded  there 
it  will  suit  this  country.  North  Ameiica  is  a wide  and  exten- 
sive country.  It  contains  a vast  tract  of  land  unoccupied,  to 
which  the  discontented  and  disaffected  can  be  sent,  and  its  po- 
sition alone  makes  it  widely  different  from  England.  The  re- 
publican institutions  that  will  suit  a new  country  may  not  for 
that  account  suit  a country  which  contains  men  educated  as  w’e 
are,  subject  to  such  laws  as  we  are,  and  holding  properly  by 
sucb  rights  as  we  do,  and  having  prejudices,  (you  may  call  them 
prejudices  if  you  will),  that  connect  us  with  the  ancient  mo- 
narchy of  England.  Loud  cheers. 

Let  it  not  be  understood  that  fiom  what  I have  said  I bear 
any  ill  will  towards  the  Americans.  No!  on  the  contrary,  I wish 
them  all  possible  success  to  themselves  as  well  as  to  their  go- 
vernment. Let  them  believe  me  when  I say,  that  I would  ra- 
ther see  them  happy  under  their  republican  institutions,  than 
see  any  form  of  government,  even  monarchy,  to  which  I am  so 
much  attached,  confirm  the  happiness  of  that  people.  Though 
we  received  accounts  of  the  happiness  of  the  people  of  the  O’. 
States,  I do  not  see  that  that  is  any  reason  why  this  country 
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«tiould  adopt  a republican  form  of  government.  Hear,  hear. 
But  f had  happened  to  read  a paper  which  I shall  quote,  it  is  an 
authority.  I allude  to  an  article  which  I read  in  it  on  the  25th 
August,  1835.  Mind,  the  paper  I am  about  qiroting  from,  is  not 
a conservative  journal,  but  one  that  strenuously  espouses  the 
cause  of  the  present  government.  1 quote  the  e.xtract,  not  that 
1 have  a wish  to  show  the  unhappiness  of  the  people  of  the  U. 
States,  but  when  I was  told  of  the  happiness  of  the  people  of 
that  country,  I was  rather  startled  at  the  article  in  question, 
and  it  gave  me  much  reason  to  doubt  of  the  vaunted  happiness 
of  the  inhabitants  of  the  United  States,  when  I find  the  follow- 
ing article  inserted  in  a journal  that  professes  to  be  the  organ  of 
the  present  government:  “The  news  contained  in  the  New  York 
papers  which  have  been  brought  over  by  the  Philadelphia,  are 
full  of  melancholy  interest — an  insurrection  amongst  the  slaves 
in  Savannah — the  spread  of  the  summary  mode  of  punishment 
called  ‘Lynch  law’ — (By  the  by,  by  Lynch  law  is meant  hang- 
ing a person  without  trial)— (a  laugh)— and  the  hanging  of  five 
g.amblers  at  Vicksburg  without  trial — acts  of  aggression  on  the 
part  of  the  authorities  of  Michigan  upon  the  inhabitants  of  To- 
ledo, Ohio— and  the  seizure  at  Livingston,  Mississippi,  of  two 
abolition  preachers,  and  of  seven  negroes,  who  appeared  to  have 
been  hanged  in  the  streets  by  the  exasperated  inhabitants  with 
a small  form  of  trial,  scarcely  constitute  a bare  catalogue  of 
enormities  which  these  papers  contain.”  Gentlemen,  this  is 
the  testimony  of  the  English  paper  I alluded  to,  and  the  follow- 
ing is  the  testimony  of  the  New  York  Evening  Post:  “The  ac- 
count which  we  publish  in  another  column  from  an  extract  of 
the  Toledo,  Ohio,  Gazette,  will  be  perused  by  our  readers  with 
regret.  With  civil  feuds  in  the  north,  tumultuous  proceedings 
of  an  anarchical  and  fatal  character  in  the  west,  and  a servile 
war  in  the  south,  to  say  nothing  of  the  factious  and  incendiary 
spirit  which  has  Lately  broken  out  in  various  parts  of  our  Atlan- 
tic border,  the  country  doth  in  truth  exhibit  at  present  a specta- 
cle to  the  European  nations  which  we  fear  will  be  commented 
upon  in  a way  not  calculated  to  recommend  the  example  of  a 
popular  government.”  Now  gentlemen,  if  you  only  bear  in 
mind  what  has  been  the  issue  of  similar  experiments,  you  will 
not  very  much  indulge  in  a popular  government. 

—■■»e 

THE  IRISH  CHURCH. 

In  Uie  British  house  of  lords,  September  3,  lord  Lyndhurst 
expressed  much  surprise  at  hearing  that  ministers  did  not  intend 
to  send  down  to  the  other  house  the  Irish  church  bill,  because 
it  would  not  please  a majority  there.  Great  responsibility  would 
rest  on  the  shoulders  of  those  who  pursued  such  a course. 

Viscount  Melbourne:  I have  already  stated  what  I should  feel 
it  my  duly  to  do  upon  this  subject.  I perfectly  agree  with  the 
noble  and  learned  lord,  as  to  the  importance  of  the  bill,  with 
the  view  to  settlement  of  the  tithes  in  Ireland.  I admit  the  evil 
consequences  which  are  likely  to  arise  from  leaving  matters  in 
their  present  unsettled  state;  but  I do  not  agree  \vith  him  with 
respect  to  the  quarter  on  which  that  responsibility  will  rest.  I 
say  that  responsibility  is  to  rest  on  that  majoiity  of  your  lord- 
ships,  which  has  chosen  to  introduce  into  the  bill  something  de- 
structive of  the  principle  on  which  it  was  founded.  There  is 
no  man  in  this  couHiVy,  nor  any  set  of  men,  more  anxious  than 
iny  noble  friends  and  myself,  to  see  this  question  of  the  tithes 
finally  settled  in  Ireland.  We  knov.r  the  difficulties  in  the  way 
of  such  a settlement,  and  propose  the  only  means  of  removing 
them.  Your  lordships  have  have  rejected  those  means.  Your 
lordships  have  had  two  opportunities  of  effecting  the  settlement 
of  the  tithes  of  Ireland;  and  those  two  oppoitunities  you  have 
thought  proper  to  reject.  In  the  last  session  of  parliament  you 
had,  by  the  bill  which  was  then  introduced,  an  opportunity  of 
effecting  this  settlement;  you  rejected  that  opportunity;  tite  ne- 
cessary consequence  of  that  was,  that  the  next  time  llie  oppor- 
tunity was  afforded  you,  it  would  undoubtedly  be  presented  in 
a different  manner,  and  witli  different  conditions.  The  neces- 
sary consequence  of  your  former  rejection  was,  Ihat  the  propo- 
sal for  the  settlement,  when  again  presented,  would  be  coupled 
with  other  conditions,  which  Ihat  very  rejection  had  rendered 
necessary.  You  have  chosen  also  to  reject  this  opportunity. 
Whatever  other  opportunity  may  afterwards  offer  I cannot  say 
— with  w'hatever  other  conditions  it  may  be  acconipanied  I do 
not  pretend  to  know;  but  1 must  decidedly  say  that  the  respon- 
sibility of  the  situation  in  which  you  now  stand  rests  with  the 
majority  of  your  lordships,  by  whom  this  offer  of  a settlement  of 
the  question  has  been  rejected. 

The  duke  of  Wellington  denied  that  the  measure  in  question 
was  intended. for  tb.e  recovery  of  tith(;s.  It  was  for  the  robbery 
of  the  church,  by  the  appropriation  of  its  revenues.  If  minis- 
ters wishetl  to  destroy  the  Protestant  church  of  Ireland,  why 
not  openly  avow  it.’ 

The  marquis  of  Latisdowne  said  the  bill  which  their  lordships 
had  seleclcfi  was  one  eminently  calculated  to  ensure  the  Irish 
church  from  the  dangers  which  at  present  surround  it. 

The  earl  of  Roden  :uid  the  earl  of  Wicklow  condemned  the 
course  adopted  by  the  noble  Viscount  in  not  proceeding  with 
the  bill. 

Lord  Brougham  said  it  was  the  duty  of  ministers  to  carry  their 
own  measures,  and  not  those  of  others,  and  which  in  fact  they 
did  not  approve.  Here  the  subject  dropped. 

MUSEUM  IN  MEXICO. 

From  the  New  Orleans  Bee. 

The  museum  in  Mexieo  contains  a unique  collection  of  cu- 
riosities, attractive  alike  to  the  intelligent  traveller  and  the 


learned  antiquarian.  There  are  upwards  of  two  hundred  his- 
torical documents,  written  in  hieroglyphics,  and  in  the  Indian 
and  European  languages;  2 colossal  and  twenty  small  statues  of 
I ndian  sculpture,  of  an  exquisite  taste  and  curious  skill;  va- 
rious vases  and  lamps,  found  principallyYn  the  island  of  Sacri- 
ficios,  several  poitraits,  masks,  musicarSand  warlike  instru- 
ments; and  many  other  objects  of  the  highest  interest  in  eluci- 
dating the  manners  and  customs  of  the  aborigines  of  the  new 
world. 

Many  of  these  specimens  exhibit  a striking  analogy  to  the 
antiquities  of  the  Egyptians — a collection  of  whose  medals 
anterior  to  the  time  of  the  Ptolemies,  is  found  also  in  the 
Mexican  museum.  Both  collections  afford  an  excellent  op- 
portunity for  comparison,  and  probably  of  proving  that  the 
aborigines  of  America  are  lineal  descendants  of  the  Phenicians 
and  other  ancient  maritime  rovers:  perhaps  also  that  this  coun- 
try is  truly  the  ultima  Thule  or  Atlantica  of  the  classic  writers 
of  Greece  and  Rome. 

The  antiquarians  of  the  United  States  might  properly  en- 
deavor to  determine  this  matter:  for  the  supposition  that  the 
Indians  are  descendants  of  the  Welsh,  is  about  as  true  as  that 
the  moon  is  made  of  green  cheese.  Taffy  cannot  put  his  leek 
into  us  in  that  manner. 

It  is  a matter  of  probability  approaching  to  certainly,  that 
America  was  inhabited  for  nearly  300  years  before  its  being 
discovered  by  Columbus. 

THE  FRANKLIN  INSTITUTE-PHILADELPHIA. 

The  annual  exhibition  made  by  this  society,  took  place  last 
week  in  what  was  formerly  the  Masonic  Hall,  but  now  the 
property  of  the  institute,  and  as  usual,  presented  to  public  ob- 
servation, the  most  interesting  specimens  of  improvement  in 
the  useful  and  ornamental  arts.  Perseverance  and  ingenuity 
are  acknowledged  to  be  among  the  characteristic  traits  of  the 
American  people,  and  backed  by  these  what  is  there  that  na- 
tive genius  may  not  accomplish — certainly  nothing  within  the 
bounds  of  possibility;  and  we  venture  to  prognosticate  the  time 
when  we  shall  be  able  to  feel  as  well  as  assert  our  indepen- 
dence of  every  other  nation  under  heaven. 

In  the  manufacture  of  cotton  into  almost  every  variety  of 
stuffs,  we  have  met  W’ith  the  most  ample  success,  and  judging 
from  the  specimens  of  cloths  and  cassimeres  exhibited,  we  are 
making  steady  if  not  rapid  strides  towards  the  perfection  of  this 
,descri(ilion  of  goods.  Of  silks,  it  is  true,  there  were  none,  but 
the  more  extensive  introduction  and  proper  cultivation  of  the 
silk  worm  is  only  wanting,  to  enrol  this  also  upon  the  scroll  of 
the  “American  System,”  and  it  is  gratifying  to  find,  by  an  oc- 
casional notice  here  and  there,  that  the  subject  is  beginning  to 
enlist  the  public  attention — there  was  a beautiful  specimen  of 
the  raw  material  from  a Mr.  Ripka.  The  contributions  of  the 
blind  asylum,  for  ingenuity  and  skill,  were  surpassed  by  nothing 
that  came  under  our  observation,  and  could  not  fail,  we  think, 
to  awaken  the  sympathy  of  every  heart.  The  displays  of  me- 
chanic.al  skill,  were  by  far  too  numerous  for  our  circumscribed 
limits  to  detail,  presenting  an  elegant  variety  of  articles  for  or- 
nament and  use.  Tools  of  various  descriptions,  cutlery,  silver 
ware,  China  and  cut  glass,  chemical  compounds,  artificial  teeth 
and  sculptured  specimens  of  which  Italian  art  itself  need  not 
be  ashamed,  together  with  a goodly  array  of  needled  mysteries, 
were  severally  displayed,  calling  forth  the  deserved  and  hearty 
comnsendations  of  the  crowds  who  thronged  to  see. 

May  the  members  of  this  institution  be  encouraged  to  perse- 
vere in  so  good,  so  ennobling  a cause;  their  labors  have  been 
hitherto  crowned  with  great  success,  but  a golden  harvest  of 
promise  is  full  before  them.  {Camden  Mail. 

THE  PHILADELPHIA  LIBRARY. 

In  Waldie’s  Port  Folio  of  September  26,  which  contains  a 
number  of  amusing  and  instinctive  articles,  there  is  one  under 
the  head  of“Notes  for  a history  of  the  library  company  of 
Philadelphia,”  written  by  Mr.  Smith,  editor  of  that  journal,  and 
actual  librarian  of  the  institution  referred  to.  For  those  who 
may  not  have  an  opportunity  of  seeing  the  entire  article,  the 
following  summary  of  its  contents  may  not  be  without  interest. 

The  company  was  formed  in  the  year  1731,  that  is  one  hun- 
dred and  four  years  ago,  and  the  first  meeting  of  the  directors 
was  held  at  the  house  of  Nicholas  Scull,  on  the  8th  of  Novem- 
ber of  that  year.  These  directors  were  Benjamin  Franklin, 
Thomas  Hopkinson,  William  Parsons,  Philip  Syng,  jr.  Thomas 
Godfrey,  Anthony  Nicholas,  Thomas  Cadwalader,  John  .Tones, 
jr.  Robert  Grace  and  Isaac  Penington,  who  appointed  Thomas 
Coleman  treasurer.  Joseph  Breintnell  .acted  as  secretary,  under 
the  articles  of  association.  The  price  of  a share  was  40  shillirrgs, 
equal  to  $5  .33,  the  number  of  subscribers  fifty,  required  to 
organize  the  company,  and  the  number  of  those  who  paid  their 
subscriptions  on  the  first  evening  that  the  treasurer  attended 
for  the  purpose,  was  ten.  In  March,  1732,  Mr,  James  Logan 
was  applied  to  “as  a gentleman  of  universal  learning,  and  the 
best  judge  of  books  in  these  parts,”  to  furnish  a list  of  works 
most  suitable  for  the  library,  which  having  been  obtained, 
Robert  Grace,  “to  expedite  the  affair,”  drew  on  London  a bill 
for  £45,  which  was  sent  out  by  Thomas  Hopkinson  then  going 
to  England,  with  instructions  to  get  the  most  he  could  for  the 
money. 

In  October,  1732,  the  first  importation  of  books  arrived, 
amongst  which  were  two  works  presented  by  Peter  Collinson, 
upon  whom  the  bill  was  drawn,  and  who.thereby  became  the 
first  donor  to  the  infant  establishment,  the  importance  of  which 
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will  be  apparent,  when  it  it?  stated,  that  at  tltal  pefiod  no  pro- 
vision was  made  lor  education  by  the  government,  and  that 
there  was  no  “good  bookseller’s  shop  nearer  than  Boston,” 
to  reach  which  would  probably  have  required  a voyage  or 
journey  of  a month.  The  books  on  being  landed,  were  taken 
to  Robert  Grace’s  chamber  in  Jone’s  alley,  (now  best  known 
as  Pewter  Platter  alley,  running  from  Front  to  Second  street, 
just  above  Market  street),  where  they  were  put  upon  shelves, 
and  where  the  library  was  first  pul  into  operation,  under  Louis 
Timothee,  the  first  librarian. 

This  gentleman  attended  for  the  delivery  of  hooks  for  one 
hour  on  Wednesdays,  and  for  six  hours  on  Saturdays,  and  was 
instructed  to  allow  “any  civil  gentlemun”  to  read  the  books 
in  the  library  room,  but  not  to  let  any  be  taken  out,  except  by 
subscribers,  and  James  Logan.  Owing  to  the  defalcation  of 
some  of  the  original  subscribers,  the  number  of  fifty  was  riot 
made  complete  until  the  22d  of  February,  1733,  from  which 
time  to  the  present  day  the  library  has  continued  to  increase. 
It  now  contains  44,000  volumes,  being  the  largest  collection  of 
books  in  this  country,  and  has  836  members.  Its  present  loca- 
tion is  in  Fifth  street  below  Chestnut,  in  the  building  erected 
for  its  use,  the  corner  stone  of  which  was  laid  on  the  31st  of 
August,  1789.  [Phil.  Gaz. 

UNITED  STATES  MILITARY  ACADEMY. 

A very  interesting  document  has  lately  been  published,  being 
a “register  of  officers  and  graduates  of  the  U.  S.  military  aca- 
demy, from  1802  to  1834,”  showing  the  names  and  birth  place 
of  each  graduate,  to  what  corps  or  regiment  appointed,  and  the 
time  when  such  of  them  as  are  not  in  service  left  it. 

From  a recapitulation  at  the  end  of  the  list,  we  perceive  that 
there  have  been,  in  all,  785  graduates,  who  are  disposed  of  as 


follows: 

In  the  military  service  (July,  1834,) 434 

Killed  in  battle, 9 

Died  in  service, 84 

Resigned, 208 

Declined,,., 4 

Disbanded,..,,,, 27 

Dropped,....., 8 

Dismissed, 10 

IUnknown, 1 

Total  number  graduated, ,,, ...785 

The  regiments,  or  corps,  to  which  they  were  assigned  after 
graduation,  are 

Corps  of  engineers,. .,, 55 

Topographical  engineers,,.,, 2 

Light  artillery,....., 43 

Light  dragoons, 1 

Dragoons,., 1 

Ordnance i 18 

Artillery, 322 

Infantry, 331 

Marine  corps  and  navy 5 

Rifle, I 

Mounted  rangers, 5 

Civil  service, 1 


785 

By  referring  to  our  files,  we  find  that  of  the  434  stated  to  have 
been  in  service,  July,  1834,  there  have  since  died  18,  resigned 
25,  and  one  has  been  cashiered. 

The  very  small  proportion  of  the  whole  number  dismissed  and 
dropped,  shows  conclusively  the  high  slate  of  discipline  and  ha- 
bits, of  subordination  acquired  at  the  academy. 

The  oldest  graduate  now  in  service  is  brevet  brigadier  gene- 
ral W.  K.  Armistead,  colonel  of  the  3d  regiment  of  artillery, 
who  was  appointed  a second  lieutenant  in  the  corps  of  engi- 
neers on  the  5th  March^  1803.  [Jlrirw  any  Navy  Chron, 

THE  PLOUGH  HORSE. 

It  is  much  easier  to  do  good  by  proxy  than  in  person.  To 
put  one’s  hand  into  one’s  pocket  is  nut  always  as  much  charity 
ns  ito  put  one‘’s  hand  to  the  plough.  Take  a good  example. 
The  late  James  Brackenbridge,  an  alumnus  of  Princeton  semi- 
»iary,  was  one  day  returning  from  preaching,  in  the  neighbor- 
hood of  Schellsburgh,  Bedford,  Pennsylvania;  and  as  he  rode 
along  he  perceived  two  aged  persons,  husband  and  wife,  hoeing 
corn  in  a field.  He  halted,  and  inquired  why  they  used  the  hoe 
instead  of  the  plough.  “Why  to  tell  you  the  plain  truth,”  said 
the  old  man,  “we  have  no  horse,  and  we  are  too  poor  to  get 
one,  and  our  corn  must  be  attended  to  now,  if  at  all.” 

Good  Mr.  Brackenbridge  instantly  dismounted.  “Here  is  my 
horse,”  said  he,  ^‘lake  it,  and  plough  your  corn.  I lend  you 
the  beast  for  three  days;  and  when  you  have  done  using  him, 
leave  him  at  such  a place.”  He  took  the  saddle  on  his  back, 
and  carried  it  one  or  two  miles  to  his  dwelling.  Was  not  this 
goodness.’  Yet  it  is  but  one  of  a hundred  similar  tokens  of  holy 
■charily  in  the  same  young  man.  The  fruit  of  his  labors  is  abun- 
dant and  manifest  at  Schellsburgh. 

CAREY  ON  WAGES. 

Frotn  the  United  States  Gazette. 

We  have  just  risen  from  a perusal  of  a work  entitled  “An 
Essay  on  Wages,”  by  Henry  C.  Carey,  a volume  ofnearly  300 
pages,  in  wluch  the  author  has  entered  into  a comparison  of  the 


wages  of  the  laboring  classes  in  different  parts  of  the  world, 
and  an  examination  of  the  causes  of  the  great  difi'erence  which 
exists. 

Mr.  Carey  has,  under  the  unpretending  form  of  a review  of 
another  work,  advanced  with  boldness  his  ideas  of  that  portion 
of  political  economy,  and  shown  that  he  did  not  enter  the  ranks 
of  authors  without  a thorough  preparation.  We  ni.iy  differ  in 
many  respects  from  the  creed  of  the  writer  as  a whole,  though 
there  are  parts  which  it  will  be  found  difficult  to  combat. 

We  were  particularly  struck  with  the  16ib  and  17ih  chapters 
of  the  work.  He  commences  here  an  exainiiiation  of  what  is 
the  real  difference  in  the  reward  of  labor  in  the  United  Stales, 
England,  the  Netherlands,  France,  China  and  Hindostan.  To 
arrive  at  this,  the  cost  of  bread  stuffs  is  given  in  the  dillerent 
countries,  the  average  of  wages  obtained,  and  the  circumstan- 
ces noted  which  tend  to  divert  any  portion  of  the  earnings  from 
the  regular  disposal  of  the  laborer;  and  the  author  comes  to  a 
conclusion,  that  the  following  are  the  circumstances  which  in- 
fluence the  rate  or  value  of  wages,  viz:  1st,  security  of  person 
and  property;  2dly,  freedom  of  action;  3d,  freedom  of  com- 
merce; 4th,  habits  of  industry;  5th,  capital,  land  included.  That 
these  do  enter  properly  into  the  estimate,  has  been  previously 
argued,  and  the  relation  which  each  of  these  circumstances 
bears  to  itself  in  another  country,  is  set  forth,  from  which  the 
author  has  projected  the  folllowing  table  as  an  approximate  to- 
wards the  true  relation: 


Security  of  person 

17.  S. 

Gr.  B. 

Noth. 

Fran. 

China. 

Hind, 

and  property. 

100 

100 

45 

50  . 

20 

10 

Freedom  of  action, 
Freedom  of  com- 

100 

70 

65 

40 

00 

00 

merce. 

80 

50 

60 

30 

00 

00 

Habits  of  industry. 
Capital,  land  in- 

90 

80 

100 

55 

100 

50 

cluded, 

90 

100 

45 

50 

15. 

15 

— 

— 

— 

..  - 

— 

460 

400 

315 

225 

135 

75 

Deduct  taxation, 

20 

100 

50 

50 

6 

10 

440 

.300 

265 

175 

129 

65 

It  has  been  estimated  that  eleven  days’  labor  in  the  United 
States  would  be  sufficient  to  obtain  a quarter  of  wheat.  Taking 
the  above  sum  of  440,  and  multiplying  it  by  that  number  of 
days,  the  product  would  be  4,840,  which  I propose  should  re- 
present a quarter,  or  eight  bushels,  of  wheal.  Say,  11  days. 
The  powers  of  the  English  laborer  being  300,  he  would 

require  to  obtain  the  same  value  of  commodities,  16  days. 
The  laborer  in  the  Netherlands,  18  days. 

The  advantages  of  the  French  laborer  being  only  175 

he  would  require  nearly  28  days. 

The  Chinese  would  require  38  days. 

The  Hindoo,  whose  powers  of  production  are  estimat- 
ed at  only  65,  would  require  74  days. 

The  author  is  a free  trade  man,  or  rather  that  is  a deduction 
from  his  writings;  but  it  appears  to  us,  that  every  person  who 
pretends  to  argue  upon  political  economy,  whether  generally 
or  in  some  of  its  details,  should  read  Mr.  Carey’s  essay,  and 
combat  or  applaud  his  ideas. 

(Jr^The  last  number  of  the  North  American  Review,  says  a 
Boston  paper,  contains  art  excellent  article,  which  is  said  to  be 
from  the  pen  of  E.  Washburn,  of  Worcester,  in  this  state,  on 
the  subject  of  “the  laboring  classes  in  Europe.”  This  article 
we  commend  to  the  especial  ailention  of  all  who  are  discon- 
tented with  our  republican  institutions,  who  act  upon  the  prin- 
ciples of  modern  agrarianism,  who  are  such  strenuous  sticklers 
for  reform,  that  they  would  willingly  overturn  the  government, 
and  introduce  anarchy  and  ruin,  provided  they  could  bring 
down  others  to  a level  with  themselves.  The  writer  gives  a de- 
tailed and  accurate  account  of  the  condition  of  the  laboring 
classes  in  all  the  principal  countries  of  Europe,  aqd  which  fur- 
nishes an  astonishing  contrast  with  the  state  of  the  laboring 
classes  in  this  country.  The  following  is  a portion  of  the  preli- 
minary remarks  of  the  writer: 

“There  is  no  more  universal  characteristic  of  human  nature, 
than  a disposition  to  find  fault  with  our  present  condition, 
whatever  it  may  be.  Every  body  praises  the  age  that  has  gone 
by,  and  looks  forward  to  a future  day  as  one  which  shall  bring 
relief  to  all  present  incotiveniences.  It  is  this  propensity  to 
discontent,  on  which  modern  reformers  are  so  ready  to  seize, 
for  the  purpose  of  disseminating  their  peculiar  doctrines.  They 
assume  the  existence  of  acknowledged  evils,  and  thence  endea- 
vor to  draw  the  conclusion  that  the  cause  of  these  evils  is  what 
they  would  pretend  to  reform.  They  depict  the  horrors  of  po- 
verty, the  pride  and  luxurious  indolence  of  the  rich,  and  forth- 
with preach  up  a crusade  against  wealth,  and  the  laws  by  which 
it  is  protected.  In  this  way,  coven  attacks  are  daily  made 
upon  our  own  institutions  and  laws;  and  as  their  conclusions 
are  a(»parenlly  drawn  from  acknowledged  facts,  honest  minds 
are  often  deceived,  and  discontent  is  excited,  when  no  cause 
of  complaint  in  fact  exists. 

“There  is  no  more  common  mode  of  attempting  to  mislead 
the  public  sentiment,  than  by  describing  a state  of  things  exist- 
ing in  other  countries,  and  assuming  that  it  exists  al.so  in  our 
own.  Men  talk  very  correctly  of  the  evils  of  an  established 
aristocracy,  with  its  hereditary  wealth,  its  vires  and  its  power; 
and,  having  done  so,  they  stamp  the  picture  with  an  American 
name,  in  order  to  excite  Jealousies  among  our  owa  citizens; 
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when,  ill  f.icl,  the  descriplion  is  no  more  a delineation  of  Ame- 
rican manners  and  institutions,  Ilian  a N(»rwegian  landscape  re- 
sembles the  vine  clad  liills  of  France  or  Italy.  It  is  thus  that 
the  outcry  about  the  riahis  of  the  “working  men”  has  been 
raised  so  iouilty  in  our  country.  VVe  are  told  of  the  condition 
of  these  classes  in  England;  of  the  starving  mechanic  and  the 
oppressed  inamifacturei ; of  the  poor  liouses,  crowded  with 
healthy  laborers,  destitute  of  the  ordinary  necessaries  of  life; 
and  in  tlie  same  breath  an  appeal  is  made  to  the  mechanic  and 
niaiiulacturer  here,  to  subvert  the  laws,  which  grind  down  the 
laboring  classes  to  the  dust;  as  if  there  were  some  real  analogy 
betwi.en  our  condition  and  that  of  England,  in  respect  to  the 
laws  which  regulate  property,  the  means  of  subsistence,  or  the 
reward  of  industry.” 

■ -'.oa  ® flow 

CHESAPEAKE  AND  OHIO  CANAL. 

From  the  Fredericlisburg,  ^rena,  Oct  6, 

We  have  recently  liad  an  opportunity  of  inspecting  the  Che- 
sapeake and  Ohio  canal,  from  Georgetown  to  Harper’s  Ferry, 
and  take  the  earliest  opportunity  of  expressing  the  admiration 
wtiicli  a sight  of  that  inagniheent  improvement  necessarily  in- 
spires. It  is  unique.  Tliere  is  no  canal  in  this  country — nor, 
we  believe,  in  Europe — of  any  Ihing  like  the  length,  which  ap- 
proaches it  in  dimensions.  In  comparison,  the  Hudson  and 
Erie  canal  is  a mill  race.  Nor  is  admiration  confined  to  its  vast 
dimensions — tlie  difficulties  surmounted;  the  rugged  country 
through  which  it  passes;  the  solid  and  beautiful  masonry  of  the 
locks  and  aqueducts;  all  conspire  to  impress  upon  the  traveller 
a high  sense  of  the  skill  of  the  engineers  and  of  the  enterprise 
of  the  company,  which  lias  persevered  in  the  work,  under  so 
many  appalling  difficulties. 

We  left  Georgetown  about  half  past  6 A.  M.  in  a tri-weekly 
packet  boat,  drawn  by  two,  and  sometimes  three  horses.  The 
boat  was  built  by  the  canal  company,  and  only  temporarily  used 
by  the  packet  company;  and  was  far  too  large  for  the  business. 
We  were  carried  along,  nevertheless,  at  the  rate  of  six  miles 
per  hour — a rate  which  was  reduced,  however,  on  the  average, 
by  the  stoppages  occasioned  by  two  and  thirty  locks  in  62  miles. 
The  packet  company  has,  by  this  time,  two  smaller  and  better 
constructed  boats  afloat,  by  which  a daily  line  will  be  kepi  up. 
We  have  alluded  to  the  locks  and  aqueducts.  We  cannot  spe- 
cify as  to  the  former — for  all  seemed  equally  neat  and  substan- 
tial, and  built — as  is  indeed  the  whole  work — for  posterity. 
The  aqueducts  over  Seneca  and  Monocacy  creeks  are  perhaps 
not  exceeded  by  any  thing  in  this  country,  for  beauty  and  light- 
ness of  design  and  solidity  of  construction.  The  wildness  of 
the  scenery  around  sets  off  to  a greater  advantage  these  tri- 
umphs of  art  over  nature. 

It  is,. however,  from  the  Point  of  Rocks  to  Harper’s  Ferry — 
12  miles — that  the  greatest  difficulties  have  been  encountered. 
For  lliis  distance,  the  Baltimore  and  Ohio  rail  road  runs  paral- 
lel to,  and  in  contact  with,  the  canal — the  liank  of  the,  latter 
forming  the  bed  of  the  former.  Both  works  are  carried  for 
miles,  under  precipitous  crags,  impending  many  hundred  feet 
above  you,  and  whose  very  foundations  have  been  cut  away  to 
form  a shelf  for  the  road,  wtiile  liie  canal  is  made  to  encroach 
on  the  bed  of  the  river.  The  scenery  itself  is  grand  and  impos- 
ing, and,  when  viewed  in  connexion  with  the  inonumeiits  of 
human  genius  and  perseverance  whicii  are  seen  at  the  base  of 
the  cliffs,  it  assumes  Hie  cliaracter  of  sublimity.  He  must  in- 
deed have  a dull  spirit,  who,  carried  along  by  boat  or  car,  can 
view  it  unmoved.  We  have  rarely  experienced  feelings  akin 
to  those,  which  we  felt,  on  a fine  morning,  seated  nn  the  top  of 
the  car,  and  whirled  along  at  the  rate  of  10  miles  per  hour, 
along-side,  under  these  tremendous  precipices.  We  could,  for 
miles,  have  touched  with  the  hand  the  walls  of  everlasting  gra- 
nite, and  not  seldom  was  the  perpendicular  view  of  the  sky  ac- 
tually obscured  by  the  jutting  out  of  the  crag.  This  is  a part  of 
the  rail  road  on  which  tlie  use  of  the  steam  is  prohibited  by  the 
stipulation  wiih  the  canal  company. 

The  canal  is  finished  as  high  up  as  Williamsport,  about  104 
miles  from  Georgetown,  and  is  now  under  contract  from  the 
former  point  to  Cumberland.  In  another  year  and  a lialfthe 
coal  of  the  Alleghany  will  find  a market  in  the  eastern  cities. 

The  rail  road — that  is  the  Baltimore  and  Ohio  road — termi- 
nates at  the  Ferry.  On.  the  other  side  commences  the  Po- 
tomac and  Winchester  road,  now  nearly  finished.  The  two 
works  to  be  united  by  a viaduct,  built  at  the  expense  of  tlie  for- 
mer company.  Baltimore  will  thus  liave,  in  a few  weeks,  a di- 
rect communication  with  one  of  the  most  populous,  fertile  and 
wealthy  sections  of  our  state. 

THE  WABASH  COUNTRY  AND  RIVER. 

Letter  to  the  editors  of  the  National  IiUelligencer,  from  a gentle- 
man of  Illinois,  dated  Mount.  Carmel,  on  the  Wabash. 

Tliis  week  there  are  lying  at  the  head  of  the  Grand  Rapids  of 
Wabash  about  2.'»  flat  boats,  10  or  12  fast  on  the  falls;  some  sunk, 
and  one  steamboat,  the  “Mount  Vernon,”  wrecked  on  the  falls, 
and  yi^l  unalde  tc»  get  away.  I suppose  tlie  boat  is  ruined!  But 
Im.ats  are  going  and  coming  below  tlie  falls. 

The  greatest  grain-growing  region,  perhaps,  on  the  globe  is 
the  upper  Wabash  country.  The  lower  Wabash  is  perliaps  as 
good,  but  over-run  and  over-looked.  The  people  always  in  the 
first  settleiHcnt  of  new  countries  in  the  west,  climb  to  the  heads 
of  the  streams,  and  settle  the  lower  extremity  last,  which  uni- 
formly rises  to  the  fir.si  importance.  The  upper  region  has  peo- 
ple, and  wants  an  outlet;  the  lower  region  has  soil,  climate  and 
outlet;  the  former  equal  to  the  upper,  but  few  settlers;  so  that 


wliere  the  work  is  itnporlanl  to  be  accomplished,  our  popula- 
tion is  sparse,  and  our  upper  friends  envy  our  advantages,  and 
we  can’t  enjoy  witli  Uiern  the  upper  trade.  They  make  a lodg- 
ment near  us,  (two  or  three  miles  above),  and  not  with  us;  so 
we  have  to  trade  to  great  disadvantage — we  in  buying  and  they 
in  selling.  This  produces  distrust  and  difficulty.  By  tiirowing 
a dam  across  tl^e  Grand  Rapids,  as  reported  by  Mr.  Edward 
Smith,  (an  excellent  engineer),  the  falls  above  would  be  made 
passable,  and  the  state  of  Illinois  has  gianted  the  benefit  of  the 
great  water  privileges  to  a company  who  only  want  ca|iital  to 
accomplish  the  most  splendid  establishment  for  machinery  and 
manufactnrttig  in  the  United  States,  in  the  heart  of  the  moat 
fertile  region  of  the  west.  But  lliis  excites  very  little  attention, 
as  the  great  thoroughfare  has  gone  further  north.  What  the 
two  stales  of  Indiana  and  Illinois  can  do  will  be  attempted  this 
fall. 

But  it  is  strange  to  my  mind,  that  a river  that  now  commands 
the  New  Orleans  market,  regulates  the  prices  of  corn,  pork, 
wheat,  beef,  &c.  the  floods  of  which  are  as  regularly  watched 
at  that  market  as  the  rise  of  the  Mississippi,  and  in  the  trade  of 
its  productions  all  our  seaport  towns  are  very  deeply  interested, 
and  on  the  rapids  of  which  steamboats  are  stopped,  goods  de- 
tained, and  recently  great  losses  by  wreck,  that  this  great  and 
beautiful  river  I say,  should  be  deemed  by  our  national  execu- 
tive to  be  a matter  of  so  little  importance  as  to  induce  him  to 
withhold  the  pitiful  appropriation  of  a few  thousand  dollars,  to 
save  the  citizens  of  the  United  States  the  loss  ot  millions!  But 
so  things  are. 

The  river  is  very  easily  improved  above,  and  will  admit  of 
slack-water  navigation  at  all  seasons.  The  stream  below  is 
easily  made  navigable  at  all  seasons.  We  wish  to  direct 
altenlion  to  this  matter,  that  the  citizens  of  the  United  States 
generally  may  be  apprised  of  its  importance,  that  when  an  ap- 
propriation shall  be  made  by  the  general  government,  it  may  be 
such  an  appropriation  as  will  be  commensurate  with  the  object 
which  is  calculated  to  benefit  the  trade  of  our  citizens  on  the 
seahord,  as  well  as  those  in  the  west,  and  not  again  even  accept 
of  a contemptible  appropriation  which  it  was  no  boon  to  grant. 


RAIL  ROAD  TO  STILLWATER. 

Under  tliis  head  we  observe  in  the  last  Bridgeport  Banner,  a 
commuBication  from  which  we  make  the  following  extract. 
We  did  not  think  the  people  of  Belmont  needed  to  be  persuad- 
ed to  make  this  road.  The  advance  in  town  lots  in  Bridgeport 
alone  would  cover  the  cost: 

“It  is  reduced  to  a certainty,  that  the  Baltimore  and  Ohio 
rail  road  will  terminate  either  at  Wheeling  or  Pittsburgh,  mo.st 
probably  at  the  latter— in  which  event  a lateral  road  will  be 
made  from  Wheeling  to  the  main  stem,  which  will  answer  our 
purposes  as  well  as  if  the  main  road  was  brought  to  Wheeling, 
and  will  be  equally  as  beneficial.  Wheeling  has  done  her  part 
nobly.  She  has  adopted  measures  for  the  purpose  of  coming 
up  to  the  requisitions  made  by  the  president  of  the  Baltimore 
and  Ohio  rail  road  company,  leading  to  the  production  of  a sum 
sufficient  to  make  a lateral  road  to  Pittsburgh,  in  the  event  of 
the  main  stem  terminating  at  that  place.  And  cannot  those  in- 
terested in  the  erection  of  a rail  road  from  this  place  to  Stillwa- 
ter, raise  stock  sufficient  to  make  thirty-six  miles  of  a rail  road.? 
Surely  they  can,  and  surely  will  do  it  if  they  rightly  consi- 
der their  interests.  But  some  say  tliat  many  of  the  farmers  in 
the  lower  part  of  Maryland  complain  that  the  rail  road  has  ruin- 
ed tliem,  and  of  consequence  a rail  road  would  ruin  us.  Not 
so,  my  friends.  It  is  us  that  is  injuring  them:  the  produce  of 
our  new  and  rich  country  coming  into  competition  with  theirs, 
reduces  the  price  of  their  lands.  Their  lands  have  cost  say 
^100  per  acre,  oiirs  ^10.  We  can  sell  the  produce  of  an  acre  of 
our  land  at  Baltimore,  and  after  paying  carriage  and  charges, 
have  as  much  left  as  they  can  realize  from  the  same  quantity  of 
land  within  thirty  miles  of  that  place.  Will  not  then  the  result 
be  a diminution  in  the  price  of  their  land  and  a proportionate 
rise  in  oiirs.?  Again  others  say  we  shall  have  no  sale  for  horses, 
and  will  have  no  further  use  for  them  than  to  till  our  land. 
There  again,  my  friends,  you  are  wrong.  Burden  cars  on  the 
rail  road  are  drawn  by  horses;  and,  although  I do  not  positively 
know,  yet  I am  of  the  opinion,  that  there  are  as  many  horses 
used  on  tlie  Baltimore  and  Ohio  rail  road  as  would  be  on  the 
same  extent  of  turnpike,  and  further,  as  the  road  is  extended 
and  trade  increased,  teams  will  be  required  to  convey  to  it  the 
produce  to  be  sent  on  it.  Perhaps  you  think  that  the  said  road 
will  not  have  sufficient  business.  Recollect  that  the  greater 
part  of  the  produce  of  Ohio  is  sent  between  the  middle  of  Fe- 
bruary and  May— that  generally  up  to  the  month  of  May  the 
lake  is  closed — that  the  Ohio  canal  is  navigable  some  weeks  be- 
fore that  lime,  and  consequently,  that  an  immense  amount  of 
freight  i.s  awaiting  the  opening  of  the  lakes— will  not  our  pro- 
posed communication  strike  the  canal  at  the  centre,  and  afford 
facilities  for  the  conveyance  of  produce  to  Baltimore  four  weeks 
earlier  than  it  could  be  taken  to  New  York.?  Under  these  cir- 
cumstances, how  very  important  it  is  for  us  to  open  our  eyes  to 
these  facts,  and  endeavor  to  do  something  towards  the  prosecu- 
tion of  a work  that  will  in  no  ordinary  degree  benefit  us.” 

f Wheeling  Gazette. 

— "Ofl®  fl<««‘— 

MERINO  SHEEP. 

From  the  New  England  Farmer. 

Mr.  Fessenden:  Having  for  many  years  been  a breeder  of 
fine  wool  sheep,  I beg  leave  to  offer  you  the  result  of  my  expe- 
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rience,  and  if  it  should  not  correspond  with  tlie  observation  of 
other  breeders,  1 can  assure  them,  my  flock  has  never  suffered, 
from  want  of  care  and  expense  in  their  first  purcliase,  fonin- 
wearied  attention  to  their  management  or  for  the  good  cotidi- 
tion  in  which  they  have  uniformly  been  kept.  The  sheep 
were  provided  with  good  pasture  in  summer  and  extensive, 
airy  sheds  in  winter,  and  fed  on  English  hay,  with  a few  pota- 
toes towards  spring.  The  merino  sheep  imported  into  this 
eoutiiry,  from  1803  to  181 1,  were  chiefly  of  the  Spanish  Escu- 
~ial,  the  Paniar,  Gaudaloupe,  Infantado,  Montano  and  Kigretti. 

Tlte  Esenrial  were  beanliful  fine  wool  slieep  free  from  grease, 
not  carrying  a very  lieavy  fleece  or  a very  strong  constittition. 
J’he  Kigretti  were  the  largest  sheep  of  any  imported.  The 
other  three  Hocks  were  of  good  size,  short  legs,  round  chest 
■ nd  sheared  very  large  and  heavy'  fleeces.  My  flock  was  from 
Paular  and  Gaudaloupe,  and  particularly  distinguished  for  the 
quantity  and  quality  of  their  wool,  and  differs  from  the  others 
in  a looseness  of  skin  on  the  neck,  with  a mere  evident  degree 
of  throatiness.  Their  lambs  were  generally  produced  with  a 
coarse,  hairy  appearance,  which  was  succeeded  by  a coat  of 
unusual  closeness  and  of  excellent  quality.  Among  the  great 
number  of  sheep  imported  into  this  country,  individuals  belong- 
ing to  the  same  flocks  differ  greatly  in  the  size  of  the  carcass, 
as  well  as  the  weight  and  the  firmness  of  the  fleece.  I’he 
great  object,  at  that  time  in  forming  my  flock,  was  quantity  and 
quality,  for,  with  the  first  requisite  I always  found  the  hardest, 
strongest  constitutions.  I endeavored  to  obtain  a fleece  that 
would  produce  the  grestest  profit,  and  so  well  had  1 succeeded 
that  to  the  time  when  Saxony  sheep  were  introduced,  the  en- 
tire flock  averaged  four  and  a quarter  to  four  and  a half  pounds 
of  washed  wool,  and  sold  at  seventy  to  seventy-five  cents  per 
pound.  There  were  no  wethers  in  the  flock.  Ewes  would 
shear  from  three  and  three  quarters  to  four  and  a quarter 
pounds.  Bucks  from  six  to  nine  pounds.  Yearlings  from  four 
to  four  and  a half. 

On  the  importation  of  Saxony  sheep  I bought  largely,  confi- 
dently I could  soon  realize  the  fineness,  more  than  I lost  in  tlie 
diminished  quantity  of  the  merino  fleeces.  But  I was  sadly 
disappointed,  for  I lost  not  only  in  {[\e  value  of  the  fleece,  but 
still  more  by  feebleness  of  constitution.  My  merino  lambs  used 
to  drop  in  March,  and  their  close  hairy  coats  afforded  a protec- 
tion at  once.  But  I found  March  was  too  cold  for  my  delicate, 
half  naked  little  Saxons,  I was  obliged  to  have  them  drop  in 
May.  This  was  a bad  arrangement,  for  when  the  lambs  were 
weaned,  it  was  so  late  -in  the  season,  that  the  mothers  would 
rot  get  fat,  as  formerly.  The  merino  iambs  were  so  hardy  that 
the  loss  of  one,  could  almost  always  be  traced  to  some  accident 
or  neglect,  but  the  Saxons  woitld  die  in  spile  of  all  my  care  and 
attention,  full  fifteen  and  twenty  percetit.  The  average  weigjit 
of  my  fleeces  became  very  much  reduced,  and  I never  sold  my 
clip  for  over  80  cents  per  lb.  Two  y(;ars  ago  I became  satisfied 
of  my  mistake  and  loss,  occasioned  by  the  Saxons,  and  sold  out 
the  whole,  reserving  to  myself  such  of  my  old  merinos  as  1 
could  select,  that  had  escaped  the  general  slaughter,  and  by 
purchasing  some,  I had  previously  sold,  I have  now  a small 
flock  of  merinos  with  which  1 shall  be  satisfied,  without  further 
experiments.  The  ewes,  with  two  exceptions,  have  lambs  by 
their  sides  and  their  fleeces  in  June,  averaged  four  pounds 
one  ounce.  Some  of  the  oldest  shearing  less,  and  others  more, 
and  one  reaching  five  pounds  fourteen  ounces.  One  of  the 
bucks  sheared  eight  pounds  and  orie  quarter.  This  wool  wash- 
ed on  the  sheep,  sold  at  sixty-seven  cents  per  pound,  cash. 

It  is  a peculiarity  of  the  merinos,  of  which  I am  speaking, 
that  they  abound  with  a greasy  secretion,  from  the  skin— (not 
stiff  hard  gum)  but  an  oily  substance,  which  spreads  itself 
through  the  whole  fleece,  so  that  the  surface  assumes  a black- 
ish or  dark  brown  appearance  and  retaining  the  dust  and  soil, 
forms  with  a coat  that  contributes  largely  to  defend  the  animals 
from  the  ill  effects  of  cold  and  wet.  It  improves  rather  than 
injures  the  quality  of  the  fleece  beneath,  and  it  is  easily  remov- 
ed by  ordinary  brook  washing. 

The  wool  is  of  very  uniform  fineness,  close  and  compact  and 
extends  quite  down  to  the  hoofs  and  over  the  face. 

In  this  part  of  the  country  there  is  a general  disposition  to  get 
rid  of  the  light  ffcceed  and  light  consfituiioned  sheep,  and  replace 
them  by  the  Spanish  merinos,  as  we  formerly  had  them.  Be- 
fore the  return  of  another  season  I intend  to  import  from  Spain, 
for  the  use  of  my  own  little  flock,  (for  the  benefit  of  a cross  of 
blood)  two  merino  bucks,  that  shall  possess  as  far  as  possible, 
the  great  requisites  of  quantity  and  quality. 

Hartford,  Ct.  August,  1835. 

— ® ©44«— 

THE  CULTURE  OF  COTTON.- 

From  the  Boston  Daily  Advertiser. 

The  following  remarks  are  from  a source  which  give  them  a 
title  to  consideration. 

The  crop  of  cotton  is  turning  out  much  larger  than  was  ex- 
pected, and  will  be  quite  equal  to  the  consumption  at  present 
prices.  There  is  no  doubt  it  is  very  much  short  of  what  it  would 
have  been,  had  the  season  been  propitious;  nor  can  the  reports 
of  its  disasters,  made  by  so  many  of  the  most  eminent  men  in 
the  country,  be  rejected,  from  which  we  may  infer  that  the  pro- 
gressive annual  increase  of  cultivation  was  much  greater  than 
supposed,  and  thtfl  had  the  season  been  favorable  the  quantity 
raised  would  hav^v  exceeded  the  most  extended  estimates. 

The  production  qif^'cotton  has  more  than  doubled  every  nine 
years  since  it  bedafflje  a staple  of  the  United  States.  In  1816, 


nearly  all  Alabama,  Mississippi  and  Arkansas,  and  many  of  the 
most  fertile  districts  of  Georgia,  Louisiana  and  Tennessee  were 
a wilderness,  the  hunting  grounds  of  savages.  Florida  was  a 
retarded  S|iani>h  colony,  and  the  whole  negro  population  in  the 
lower  valley  of  the  Missi.ssippi  did  not  exceed  60,000.  Bm  such 
has  been  the  urifiaralleled  prosperity  of  the  country,  that  the  In- 
dians have  nearly  all  dispersed  out  of  these  ret;ions,  the  terrors 
of  emigration  into  the  wilderness  have  vanished,  setllemenls 
and  civilization  have  extended  over  the  country,  canals,  rail 
roads,  and  other  useful  improvements  arc  rapidly  progressing, 
and  banks  and  factors  are  ready  to  grant  facilities  to  planters  to 
extend  their  estates,  which  letid.s  to  the  belief  that  the  annual 
increase  will  be  greater  than  ever  it  has  been,  parlicniarly  as 
there  is  an  almost  unlimited  extent  of  suitable  land,  and  the  mi- 
gration far  greater  than  ever  it  was  from  the  jiorthern  slave 
slates  into  the  fertile  cotton  districts,  w'here  the  labor  of  the 
slave  is  so  much  more  valuable  than  in  the  grain  states,  and  as 
cotton  at  eight  cents  per  pound  is  the  most  profitable  agricul- 
ture in  this  or  any  other  country. 

To  those  unacquainted  with  ihe  culture  of  cotton,  it  is  wor- 
thy of  remark,  that  it  is  the  most  certain  crop  planted.  The 
iiarvest  begins  in  August  and  ends  in  February,  or  when  the 
land  is  ploughed  for  a new  crop,  'i’he  bounds  ol  latitude  are 
about  36  degrees;  therefore,  by  far  tlic  greatest  part  of  the  globe 
aflbrds  a suitable  climate.  The  laSt  crop  in  the  United  Slates 
is  considered  by  the  most  experienced  planle;rs  the  shortest  re- 
turn for  the  labor,  of  any  since  its  ciiittvolion  became  an  object 
of  this  country. 

The  bordering  province  of  Texas  has  a large  extent  of  the 
finest  cotton  lands  in  America;  but  as  it  belongs  to^  the  Mexican 
republic,  where  slavery  is  only  tolerated  under  the  name  of  ap- 
preniicesbip,  Ihe  production  of  cotton  there  may  not  increase 
so  fast  as  many  anticipate.  It  has  land  capable  of  producing 
more  cotton  than  is  now  raised  in  the  whole  United  Stales. 
The  exports  last  year  were  about  1,000  bales— this  year  they 
will  l)e  about  3,500,  next  year  they  may  exceed  8,000  bales;  and 
should  the  climate  prove  favorable  to  while  laborers  engaging 
in  agriculture,  there  is  no  doubt  that  indigent  Germans  and 
other  laborious  orders  of  the  white  race  will  emigrate  and  in- 
crease the  population  in  a few  years  to  art  extent  capable  of 
raising  a large  quantity  of  Ibis  important  article. 

The  slave  population  of  Ihe  UniK  d St.aies,  by  the  census  of 
1800,  was  893, Odl.  In  1810,  1,191 ,364.  In  18-20,  1 ,538,038.  In 
1830,  2,009,043  slaves  and  319,599  free  blacks;  which  shows 
they  double  in  alroul  twenty-five  years:  therefore,  according  to 
the  ratio,  the  slave  population  at  this  time  is  about  2.300,000;  to 
which  add  the  free  blacks,  and  it  shows  the  colored  or  African 
race  in  the  United  States  to  be  equal  to  the  whole  population 
at  the  commencement  of  the  revolution;  or  nearly  the  same  as 
the  present  population  of  Scotland. 

Our  statistical  estimate  shows  about  1,100.000  slaves  residing 
in  the  cotton  districts;  from  which  number  we  rleducl  one-lialf 
for  superanuated,  juvenile,  mechanics,  house  servants  and 
others  that  do  not  work  in  the  field,  and  it  shnws^  a force  of 
550,000  effective  field  liand.s  engaged  in  raising  cotton,  exclusive 
of  a number  of  white  persons  and  free  negroes.  The  reduction 
of  one-lialf on  the  slave  population  is  the  usual  allowance  that 
statistical  computators  have  made  to  ascertain  the  ettective 
force  of  field  liands;  and  as  this  data  has  been  formed  on  the 
slave  population  in  the  older  or  northern  slave  states,  where 
the  habits  and  customs  are  more  indulged  than  in  Ihe  new  and 
more  enterprising  regions,  it  leads  to  the  belief,  that  the  propor- 
tion of  field  laborers  in  the  new  stales  is  greater  titan  in  the  old. 
We  should  add  our  statistical  esfimafe,  bttUlie  document  is  loo 
voluminous  fur  a commercial  letter. 

In  the  Atlantic  states,  North  Alabama  and  Tennessee,  2.|  to 
3i  bales  to  tlie  field  hand'  is  Ihe  usual  return.  In  Louisiana, 
Mississippi  and  South  Alabama,  from  4 to  10  bales  is  the  return 
besides  raising  provisions;  hut  in  some  situations,  where  the 
return  of  cotton  is  the  greatest,  some  of  the  planters  find  it  mote 
for  their  interest  to  purcliase  provisions  than  to  raise  ilieirt. 
The  quantity  of  clean  cotton  made  per  hand  iicr  annum,  varies 
from  150  to  600  lbs.  each  liand  cultivates  10  acres. 

In  1825,  it  was  estimated  that  the  titiiiihcr  of  slaves  engaged 
in  the  cultivation  of  cotton,  was  230,000  firdd  hands.  1’he  ex- 
port of  1825-6  w.as  710,000  bales,  or  more  Ilian  double  tlial  of 
1816-7.  'J'liis  year  we  estimtite  tlie  force  at  5.50,000  field  bands, 
but  Ihe  increase  h.is  been  much  the  greatest  in  the  most  pro- 
ductive disticts,  which,  by  the  usual  rate  of  return,  would  make 
a crop  of  over  1,800,000  bales. 

Again,  if  we  take  the  increase  as  doubling  every  nine  years, 
it  would  give  a crop  for  18.3.5-6,  double  that  of  1826-7.  (937,000 
hales),  or  over  1,800,000  bales,  which  nearly  corresponds  with 
the  statistical  estimate. 

These  views  exhibit  a sttrprising  incre.ase  and  a capability  of 
producing  to  an  extent  few  are  aware  of. 

It  lakes  at  lea.'t  two  ye.ar.s  to  bring  lands  into  crop.  The  high 
prices  of  1817-8,  exhiliraied  the  production  w hich  came  forward 
in  1821 — that  ciop  heing  over  40  t»er  cent,  more  than  the  crop 
preceding  it.  The  reduction  of  prices  in  1819,  deferred  such 
rapid  extensir)us  until  the  advance  in  1824-5,  which  gave  an 
extraordinary  stimulus  to  the  cullivniioii,  whicli  caused  the  ex- 
ports of  1827  to  lie  near  .3.3*  per  cent,  more  than  Ihe  year  pre- 
ceding. The  advance  in  tirice  during  the  last  three  years  (and 
the  facilities  as  noticed  in  the  same  paragraph)  wortld  have  no 
doubt  showed  a large  increase  this  year,  had  it  not  been  for  the 
unparalleled  injury  done  to  the  crops,  and  therefore  taking  the 
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Increase  of  the  periods  quoted  as  an  example,  it  leads  to  the 
conclusion,  that  this  year  the  United  States  is  capable  of  raising 
1,800,000  bales,  if  the  season  should  be  propitious. 

The  growing  crop  is  very  protiiising,  and  the  high  prices  have 
stimulated  the  cultivation  so  much  beyond  its  usual  progression, 
that  should  the  season  contitiue  propitious,  there  will  be  a 
quantity  raised  far  greater  than  almost  atiy  suppose.  Tliose 
who  held  high  priced  cotton,  should  consider  that  the  new  crop 
will  be  at  hand  in  a few  weeks,  and  that  it  may  prove  much 
larger  than  almost  any  cotiternplaie,  and  that  present  prices 
may  fall  .50  percent,  without  being  as  low  as  they  had  been 
when  trade  was  good  and  stocks  moderate. 

CULTURE  OF  THE  SUGAR  CANE. 

From  the  New  Orleans  Bulletin. 

There  are  but  four  varieties  of  the  sugar  cane  in  Louisiana, 
viz;  the  Creole,  Olaheite,  and  two  kinds  of  ribbon. 

The  Creole  is  no  doubt  the  gane  first  carried  to  Cuba  from  the 
Canary  Islands.  About  35  years  ago  it  was  brought  here  from 
Havana  by  Mr.  Boree,  who  had  no  expectation  of  making  any 
thing  from  it,  but  rum,  but  on  being  brought  to  syrup  an  expe- 
rienced sugar  maker  fram  St.  Domingo  perceived  that  it  would 
make  sugar.  I’his  cane  is  yet  in  most  general  cultivation,  and 
is  found  to  be  rich,  juicy  and  soft — yielding  perhaps  sugar  of  the 
best  quality.  It  ratloons,and  givesamucli  better  second  year’s 
growth  than  Otaheite.  The  Creole  cane  is  found  on  exhausted 
lands  not  to  attain  a proper  size. 

Otaheite  cane  is  a rich  juicy  cane,  but  bard  and  difficult  to 
grind  with  horse  mills.  It  rattoons  badly,  does  not  mature  on 
fresh  lands,  and  from  its  weight  and  size  of  tops  is  very  liable 
to  he  thrown  down  with  the  ordinary  winds. 

The  kind  of  ribbon  cane  most  generally  cultivated,  is  charac- 
terized by  great  hardness,  by  maturing  earlier  and  in  fre.sher 
soil,  than  any  of  our  canes,  but  like  Olaheite,  is  large  and  easi- 
ly thrown  down.  Very  little,  if  any,  difference  exists  between 
the  two  ribbon  canes,  other  than  the  green  is  not  so  hard,  and 
has  more  juice.  The  impression  has  prevailed  that  the  ribbon 
is  tite  most  hardy  of  the  canes,  and  Itie  least  liable  to  injury 
from  frost,  but  it  has  not  probably  been  sufficiently  tested  by  ex- 
perience to  he  implicitly  relied  on. 

Cane  piodiiees  seed  in  no  part  of  the  state  ofLouisiana.  On 
the  sea-board,  where  it  attains  nearest  to  maturity,  it  only 
blooms.  It  is  said,  indeed,  not  to  bear  seed  even  in  St.  Do- 
minun. 

The  culture  of  the  cane,  like  that  of  most  other  plants,  ad- 
mits of  such  a variety  of  opinions,  that  it  would  be  difficult  to 
point  out  any  as  the  best.  Being  practised  by  many,  the  follow- 
ing may  safely  be  relied  on  by  the  inexperienced.  The  land  be- 
ing well  ditched,  is  well  broken  up  with  the  plough,  when  fur- 
rows are  opened  with  a large  plough,  from  three  to  five  feet 
apart,  and  four  or  five  inches  deep,  in  which  the  plant  cane  is 
laid  down  in  double  rows,  which,  lieing  carefully  covered  with 
the  hoe  or  ploiiifh,  is  the  whole  operation  of  planting.  Cane  is 
either  planted  before  the  sugar  making  season,  or  as  soon  after 
as  possible;  what  is  planted  in  the  winter  is  preserved  by  being 
carefully  put  in  beds  made  by  successive  layers  in  such  manner, 
that  the  tops  and  blades  of  each  layer  covers  effectually  the  pre- 
ceding one;  it  is  very  necessary  that  the  end  of  every  stalk 
should  be  made  to  touch  the  ground.  When  the  cane  comes 
up,  it  is  worked  very  much  in  the  same  way  that  Indian  corn 
is.  In  such  a climate  as  this,  where  it  is  warring  against  na- 
ture to  cultivate  this  crop  at  all,  it  is  of  great  importance  to 
push  its  early  growth  by  early  and  careful  workings. 

On  the  mode  of  maldnz  sugar. 

The  mode  practised  in  the  state  of  Louisiana  of  making  su- 
gar, is  sulisiautially  the  same  as  that  used  in  the  West  India  is- 
lands. 'I’be  sugar  making  season  may  be  said  to  begin  about 
Ihe  last  October,  and  end  the  middle  of  January.  Very  often 
tlie  crops  are  severely  injured,  indeed  almost  entirely  cut  ofi', 
by  severe  frosts,  within  Uiose  periods,  it  is  consequently  of  the 
most  urgent  necessity,  to  push  the  work  as  rapidly  as  possible. 
'J’o  effect  which,  the  hands  are  so  divided,  as  to  fuitiish  the  re- 
quisite labor  to  each  division  of  the  opertition  during  the  day, 
and  regular  relieves  are  established  to  cany  on  the  work  dur- 
ing the  night.  Cane  is  cut  with  a knife  made  for  the  purpose. 
That  part  only  is  hauled  to  the  mill  which  is  ripe,  and  this  is  in- 
dicated hy  the  dry  leaves.  Mills  for  expressitig  the  juice  are 
composed  of  three  imn  cylinders,  placed  either  horizontally  or 
vertically,  and  worked  either  hy  horses  or  steam.  The  liori- 
zontal  steam  mills  ;ire  most  approved  and  are  getting  into  very 
general  use.  From  the  mill,  the  juice  of  the  cane  passes  di- 
rectly throu<;h  a Iroucli  to  a box  or  receiver,  placed  near  the 
largest  of  the  kettles— of  these,  the  nnmher  is  four  or  five,  rii- 
ininishing  in  size  successivi  ly  from  the  largest  to  the  smallest, 
about  six  inches  in  diameter,  and  proportionahly  in  depth. 
The  largest  kettle  is  called  the  grande— the  next  the  flamhean 
— the  next  the  simp,  and  the  last  the  batlerie— over  a furnace 
placed  generally  by  the  side  of  the  wall  of  the  boiling  house, 
tliese  kettles  are  pot.  Under  Ihe  batlerie  the  fire  is  made, 
which  passes  ihmngh  a canal  leading  under  the  other  kettle.''  to 
Ihe  chimney,  which  is  placed  by  the  side  of  the  grande.  In- 
tense heat  and  violent  boiling  beiit!'  required,  as  mnchofllie 
surface  of  Hie  kettles  as  possible  is  exposed  to  Hie  fire.  Ac- 
oordiiicly,  they  are  hung  or  suspended  hy  their  rims,  in  the  vo- 
lume of  flame  that  passes  iindt'r  them  with  i-reat  rapidity; 
in  consequence  of  the  great  draft,  the  chimney  is  designed  to 
produce.  The  juice  is  passed  from  the  receiver  to  the  grande, 
where  it  receives  the  requisite  quantity  of  lime,  in  the  fixing  on 


whicli  quantity,  great  experience  and  attention  is  necessary,  as 
in  it  much  of  the  art  of  sugar  making  consists. 

Before  it  reaches  the  point  of  ebulition,  the  heat  and  lime 
cause  the  impurities  to  rise,  which  being  carefully  taken  off 
with  a skimmer,  leaves  the  liquor  in  a stale  to  be  passed  to  the 
flambeau,  and  from  thence,  as  required,  to  itie  siroji  and  batte- 
rie.  As  the  quantity  of  lime  is  graduated  by  Hie  contents  of 
the  grande,  it  should  be  entirely  emptied  befoie  fre.sli  juice  is 
put  into  it.  In  the  batlerie,  the  liquor  is  boiled  down  to  the  su- 
gar or  chrystalizable  point,  when  it  is  promptly  drawn  off  into 
coolers.  Much  experience  is  requisite  to  seize  the  proper  mo- 
ment of  drawing  off,  as  on  it  greatly  depends  the  quality  and 
quantity  of  the  sugar,  and  when  filled,  the  sugar  remains,  till  it 
is  cooled  to  a little  above  blood  heal,  when  it  is  put  into  hogs- 
heads, placed  on  strong  sleepers  over  Hie  molasses  cisterns. 
With  a view  to  facilitate  the  escape  of  the  molasses,  the  joints 
of  the  hogsheads  ace  left  very  open,  and  three  holes  are  made 
in  the  bottom,  on  which  three  canes  rest  on  the  inside.  From 
forty  to  forty  five  gallons  of  molasses  are  supposed  to  flow  from 
each  hogshead  of  good  sugar.  A hogshead  is  understood  to 
contain  a thousand  pounds  of  sugar,  yet  they  not  utifrequenlly 
have  a hundred  or  two  pounds  more  or  less. 

A cane  crop  consists  of  plants  and  rattoons,  or  the  growth  of 
the  first  or  second  years,  taken  together  the  average  per  acre  is 
perhaps  short  of  a hogshead  in  the  parish  of  St.  James. 

A plantation  containing  four  hundred  and  fifty  acres  in  culti- 
vation, would  have  yearly  three  hundred  down  in  cane,  and  the 
balance  in  corn  and  peas  supposing  the  rotation  necessary  to 
keep  the  land  in  good  heart,  to  be  observed.  A plantation  of 
such  a size  would  require  at  least  sixty  prime  hands,  to  cal- 
tivate  it  properly,  and  perform  the  great  additional  labor  of 
ditching  and  working  on  the  levee  and  road;  where  the  le- 
vee is  bad  or  large,  this  force  would  be  insufficient — such  a 
force  and  plantation  would  be  capable  of  producing  in  years  like 

1828,  three  hundred  hogsheads  of  sugar;  but  in  such  years  as 

1829,  not  more  than  one  hundred  could  be  expected,  the  me- 
dium between  the  two  will  not  be  far  from  the  ordinary  aver- 
age crop,  of  such  a plantation  and  such  a force,  say  two  hun- 
dred hogsheads.  It  will  probably  be  a safe  mode  to  ascertain 
the  expense  of  making  any  giving  quantity  of  sugar,  to  give  a 
hand  credit  for  what  it  is  seen  he  can  make,  and  tlien  charge 
against  it,  all  his  necessary  expenses,  and  also  interest  on  his 
own  value,  and  apportinnate  interest  on  land  and  buildihg.s,  &e. 
In  the  estimate,  the  hogshead  of  sugar  with  its  molasses,  is  as- 
sumed to  be  worth  $70,  which  is  no  doubt  rather  over  the  fact. 
The  value  of  the  sugar  house,  horses  and  cattle,  &c.  is  taken 
to  be  fifteen  thousand  dollars,  and  the  land  with  the  supposed 
quantity  of  cane  fifty  thousand.  It  is  believed  that  there  is  no 
recent  instance  of  such  a property  commanding  less  money. 


Tlie  account  may  be  thus  stated. 

By  3i  hlids.  sugar  and  molasses ,....$223  33 

To  clothing $12  00 

Provisions  purchased 20  00 

Doctor 3 00 

Proportion  overseer’s  wages 14  00 

Interest  on  his  value,  10  per  cent 80  00 

Proportionate  interest,  cost  of  sugar  house,  &C..25  00 

Do.  value  planlation.. .82  50 

Risk  and  deterioration  in  negro  50  per  cent 30  00 

Cost  3 hhds.  at  $2 : 6 00 

Tax  on  negro 1 00 

Sugar  maker,  34^ - 6 68 


$280  16 

This  statement  shows,  that  charging  the  ordinary  interest  on 
the  investment  and  necessary  expenses,  there  is  an  excess  of 
$46  83  over  the  full  value  of  the  product  of  the  hand’s  labor. 
Singular  as  this  result  may  seem  to  those  whose  opinions  of  the 
profitableness  of  the  cane  culture  rest  on  exaggerated  reports 
lliat  are  industriously  circulated,  it  is  believed  to  be  no  less 
lru(i,  tlian  it  is  illustrative  of  the  fact,  that  in  this  as  in  every 
other  business,  success  depends  on  skill,  industry  and  econo- 
my. Perhaps  the  history  of  the  adventurer,  in  no  branch  of 
Imsine.ss,  would  present  more  signal  instances  of  failures,  than 
would  he  found  among  those  wlio  have  attempted  cane  plant- 
ing in  Louisiana. 

— @ 

IMPROVEMENT  IN  THE  IRON  MANUFACTURE. 

From  a late  English  puhlication. 

We  have  great  pleasure  in  making  our  readers  acquainted 
with  a remarkable  im[)rovement  which,  within  the  last  few 
years,  has  been  nriostenlaiimisly  effected  in  the  process  of  ina- 
nufactnring  iron.  Jt  is  perhaps  generally  known,  that  iron  is 
produced  by  the  smelting  of  iron  ore  in  furnaces,  the  ore  being 
mingled  with  the  charred  coal,  and  certain  ingredients  called 
fluxes,  to  cau.«e  the  mcHii  to  flow.  When  the  ore  is  fused,  it  is 
[lermitted  to  flow  in  streams  into  fosses  of  cold  sand  in  the 
floor.  After  being  cooled  in  this  manner,  it  possesses  the  cha- 
racter of  cast  iron,  and  is  technically  pig  iron.  Its  manufac- 
tme  into  a malleable  state,  is  a subsequent  process.  The  fur- 
naces eiTiftloyed  lor  the  purprtse  of  smelting  the  ore  are  usually 
called  blast  furnaces,  from  Ihe  strong  application  of  blasts  of  air 
from  large  sized  bellows.  It  is  in  the  application  of  tlie  blasts 
that  the  improvement  has  heert.effected,  a circumstance  which, 
though  well  known  to  professional  persons,  tlie  bulk  of  the  peo- 
ple, we  are  persuaded,  are  still  ignorant  of.  Tlie  following  is 
the  account  of  tlie  new  plan  of  blowings  as  given  under  the 
head  Glasgow,  in  the  lOih  volume  of  the  new  edition  of  the  En^’ 
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cyclopedia  Ikittaniiica;  and  ii  caiiiiol  be  perused  wilhoiu  lead- 
ing 10  llie  cunvictiuii  tliat  science  is  one ol  lire  main  ingredients 
or  national  greatness; 

“In  1824,  an  iron  maker  asked  Mr.  Neilson  (an  engineer  in 
Glasgow)  if  he  lliouglu  it  possible  to  purify  the  air  blown  into 
blast  furnaces,  in  a manner  similar  to  iliut  in  wbicli  caiburetlcd 
hydrogen  gas  is  purified;  and  from  this  conversalion  Mr.  Neil- 
son perceived  that  he  imagined  ilie  presence  of  sulphur  in  the 
air  to  be  the  cause  of  blast  furnaces  working  irregularly,  and 
making  bad  i».  oii  in  the  suiiiiner  months.  iSiibseqm  inly  to  this 
conversalion,  wliioti  had  in  some  measure  directed  Ins  thoughts 
to  the  subject  of  blast  furnaces,  he  received  inibrmation  that 
one  of  the  Muirkirk  iron  liirnaces,  situated  at  a considerable 
distance  from  the  engine,  did  not  work  so  well  as  the  others, 
which  led  him  to  conjecture  that  the  friction  of  the  air,  in  pass- 
ing along  the  pipe,  prevented  an  equal  volniiie  of  the  air  getting 
to  the  distant  furnace  with  that  which  reached  to  the  one  situ- 
ated close  by  the  engine;  and  he  at  once  pame  to  the  conclu- 
sion, that  by  heating  the  air  at  the  distant  furnace,  he  should 
increase  its  volume  in  the  ratio  of  the  known  law  according  to 
which  air  and  gases  expand.  Thus,  if  1,000  cubic  feet,  say  at 
50  degrees  of  Fahrenheit,  were  pressed  by  the  engine  in  a given 
time,  and  heated  to  600  degrees  of  Fahrenheit,  it  would  then  be 
increased  in  volume  to  21,044,  and  so  on  for  every  thousand 
feet  that  wotrld  be  blown  into  the  furnace.  In  prosecuting  the 
experiments  which  this  idea  suggested,  circumstances,  how- 
ever,convinced  him  that  heating  the  air  introduced  for  support- 
ing combustion  into  air  furnaces,  would  materially  increase  its 
efficacy  in  this  respect,  and  with  the  view  of  putting  his  suspi- 
cions on  this  point  to  the  test,  he  instituted  the  (ollowing  expe- 
riments: To  the  riozel  of  a pair  of  a common  smith’s  bellows 
lie  attached  a cast  iron  vessel,  heated  from  beneath  in  the  man- 
ner of  a retort  for  generating  gas,  and  to  this  vessel  the  blow 
pipe  by  which  the  forge  or  furnace  was  blown  was  also  attach- 
ed. The  air  fiom  the  bellows  having  thus  to  pass  through  the 
heated  vessel  above  mentioned,  was  consequently  heated  to  a 
high  temperature  before  it  entered  the  forge  fire,  and  the  result 
produced  in  increasing  the  intensity  of  the  heat  in  the  furnace 
was  far  beyond  his  expectation,  whilst  it  made  apparent  the 
fallacy  of  the  generally  received  tlieory,  that  the  coldness  of  the 
air  of  the  atmosphere  in  the  winter  inontlis  was  the  cause  of 
the  best  iron  being  then  produced.  But  in  overthrowing  the 
old  theory,  he  had  also  established  new  principles  and  facts  in 
the  process  of  iron  making;  and  by  the  advice  and  assistance  of 
Mr.  Charles  Mackintosh,  of  Crossbasket,  he  applied  for  and  ob- 
tained a patent,  as  the  reward  of  liis  discovery  and  improve- 
ment. 

“Experiments  on  a large  scale  to  reduce  iron  ore,  in  a foun- 
der’s cupola  were  forthwith  commenced  at  the  Clyde  iron 
works,  belonging  to  Mr.  Colin  Dunlop,  and  were  completely 
successful:  in  consequence  of  which,  the  invention  of  Mr.  Neil- 
son was  immediately  adopted  at  the  Calder  iron  works,  the 
property  of  Mr.  Win.  Dixon,  were  the  blast,  by  being  made  to 
pass  through  two  retorts,  placed  on  each  side  of  one  of  the  large 
furnaces,  before  entering  the  furnace,  effected  an  instantaneous 
change  both  in  the  quantity  and  quality  of  iron  produced,  and  a 
considerable  saving  of  fuel.  The  whole  of  the  furnaces  at  Cal- 
der and  Clyde  iron  works  were  in  consequence  immediately 
fitted  up  on  the  principle  of  the  hot  blast,  and  its  use  at  these 
works  continue  to  be  attended  with  the  utmost  success.  It  has 
also  been  adopted  at  Wilsontown  and  Gartsherrie  works  in 
Scotland,  and  at  several  works  in  England  and  France.  The 
air,  at  first  raised  to  250  degrees  of  Fahrenheit,  produced  a sav- 
ing of  three-sevenths  in  every  ton  of  pig  iron  made,  and  the 
heating  apparatus  having  since  been  enlarged,  so  as  to  increase 
the  temperature  of  the  blast  to  600  degrees  of  Fahrenheit  and  up- 
wards, a proportionate  saving  of  fuel  is  effected;  and  an  im- 
tnense  additional  saving  is  also  acquired  by  the  use  of  raw  coal 
instead  of  coke,  which  may  now  be  adopted  by  thus  increasing 
the  heat  of  the  blast,  the  whole  w.aste  incurred  in  burning  the 
coal  into  coke  being  thus  also  avoided  in  the  process  of  iron 
making.  By  the  use  of  this  invention,  with  three-sevenths  of 
the  fuel  which  he  formerly  employed  in  the  cold  air  process, 
the  iron  maker  is  enabled  to  make  one-third  more  iron  of  a su- 
perior quality.  Were  the  hot  blast  generally  adopted,  the  sav- 
ing to  the  country  in  the  article  of  coal  would  be  iinuiense.  In 
Britain,  about  700,000  tons  of  iron  are  made  annually,  of  which 
55,500  tons  only  are  produced  in  Scotland.  On  these  55,500 
tons  his  invention  would  save,  in  the  process  of  manufacture, 
222,000  tons  of  coal  annually.  In  England  the  saving  would  be 
in  proportion  to  the  strength  and  quality  of  the  coal,  and  cannot 
be  computed  at  less  than  1,320,000  tons  annually;  and  t.iking 
the  tirice  of  coals  at  the  low  rale  of  4s.  per  ton,  a yearly  saving 
of  £308,400  sterling  would  be  effected.  Nor  are  the  advanta- 
ges of  this  invention  solely  confined  to  iron  making.  By  its  use 
the  founder  can  cast  into  goods  an  equal  quantity  of  iron  in 
greatly  less  time,  with  a saving  of  nearly  half  the  fuel  employed 
in  the  cold  air  process;  and  the  blacksmith  can  produce  in  the 
same  lime  one-third  more  work  with  much  less  fuel  Ib.in  he 
formerly  required.  In  all  the  processes  of  metallurgical  sci- 
ence, it  will  be  found  of  the  utmost  importance  in  reducing  the 
ores  to  a metallic  stale. 

“Previously  to  the  use  of  Neilson’s  hot  blast, 6,000  tons  of  iron 
were  made  ai  Clyde  iron  works.iut  a year.  In  the  formation  of 
each  ton  of  iron,  eiu'ltl  tons  of  c<wand  fifteen  tons  of  limestone 
were  required.  In  1833,  whence  hot  blast  was  applied,  the 
same  steam  engine  made  12,500  tons  of  iron,  each  ton  requiring 
only  three  tons  of  coal  and  eight  topsof  limeslooc.  Tlie  whole 


of  the  .Scotch  iron  works  are  useing  the  hot  blast  in  all  the  fur- 
naces, excepting  the  Carroll  conqiany,  who  have  only  yet  taken 
out  a license  for  one  of  Ibeir  furnaces. 

“In  France,  the  use  of  the  hot  blast  has  been  adopted  to  an 
extent  winch  comrasl  singularly  with  the  tardiness  displayed  by 
some  of  the  English  and  Welsh  iron  inasler.i  in  regard  to  it,  and 
which  would  seem  to  encourage  the  idea  of  the  probability  of 
the  French  soon  onlrivalling  us  in  this  imiiorianl  staple.  In 
1834,  the  well  known  engineer,  Monsieur  Dnfreiioy,  published 
an  elaborate  report  in  recommendation  of  the  use  of  the  ‘hot 
blast,’  by  order  of  the  minister  director  general  of  the  mines  of 
France.  Fiom  this  report  it  appears  that  in  France  advantages 
analagous  to  those  obtained  in  Scotland,  have  resulted  from  the 
use  of  the ‘hot  blast’ in  iron  making;  in  the  kingdom  of  Wer- 
temberg  this  has  al.so  been  (lie  case;  and  its  adoption  in  Swe- 
den, Saxony  and  tlie  stales  of  the  king  of  Sardinia,  bears  testi- 
mony to  tlie  merits  of  this  Scottish  iiivciUion.” 

PROGRESS  OF  INTERNAL  IMPROVEMENTS. 

GREAT  PROJECTS. 

From  Ike  New  Orleans  Bee. 

The  rail  road  hence  to  Nashville,  will  not  be  so  great  in 
length  as  that  ihrongh  the  state  of  South  Carolina  to  Charles- 
ton. Whether  the  expenses  of  construction  will  be  equal  is 
doubted,  if  we  may  judge  of  the  facilities  locally  presented. 
The  road  to  Charleston  is  nigged  and  uneven  in  its  course,  re- 
quiring that  the  valleys  should  be  raised  and  the  rotigli  places 
made  plain.  But  the  route  hence  to  Nasiiville  keeps  the  even 
tenor  of  its  way — there  being  scarcely  a hillock  to  obstruct  the 
level  of  the  vista;  and  very  few  marshy  spotSj.  Tiinberis  con- 
venient to  the  route  the  whole  way;  and  the  road  will  be  con- 
venient for  llie  Tennesseans,  Mississippians  and  Louisianians. 
It  will  run  west  of  the  lakes,  for  the  product  of  Florida;  and 
centre  of  the  stale  of  Mississippi,  to  subserve  as  many  planters 
as  possible. 

The  width  of  the  track  will  be  about  5^  feet.  This  is  larger 
than  usual;  but  considered  likely  to  afford  greater  facilities  for 
carrying  cotton,  as  the  cars  can  be  of  greater  capacity.  Mr. 
Ranney,  the  engineer  of  the  company,  is  on  his  way  to  New 
York  to  go  to  Europe — that  lie  may  inspect  the  improvements 
recently  made  in  the  rail  roads  in  England,  Scotland  and  on 
the  continent;  and  in  the  engines.  He  seems  to  be  fully  ade- 
quate to  tlie  object  of  liis  mission;  and  we  entertain  no  doubt 
of  liis  success.  He  may  be  useful  otherwise  to  Louisiana:  for 
we  liear  that  a project  will  soon  be  started,  of  connecting  New 
Orleans  wilk  the  Gulf  of  California,  through  Texas  by  a rail 
road  hence  via  Natchitoches  or  Nacogdoclies,  throngli.llie  gorge 
of  the  Rocky  Mountains,  and  tlience  to  some  point  on  the  gulf 
where  a good  harbor  may  be  found.  We  have  learned  from 
those  who  have  traversed  the  mountains  at  the  gorge,  that  a 
rail  road  could  easily  be  constructed  there;  and  that  as  soimi  as 
peace  shall  have  been  restored  in  Texas,  the  citizens  of  that 
state  will  anxiously  aid  any  efforts  on  the  part  of  the  New  Or- 
leans merchants,  to  form  thus  a direct  intercourse  with  China. 
Is  not  such  a route  as  practicable  as  one  by  llie  istliinus  of  Pa- 
nama? Shall  the  merchants  of  New  Orleans  continue  slumber- 
ing over  the  prospects  which  nature  has  indicated  to  them; 
which  even  cupidity  suggests;  and  wliich  require  but  the  ener- 
gif  s of  wealth  and  art  to  complete? 

This  would  be  a glorious  ramification  of  routes  for  New  Or- 
leans. On  the  south  we  would  have  facilities  of  external  com- 
munication with  every  part  ol  the  world,  by  the  Gulf  of  Mexico 
— by  which  our  mercliant  ves.sels,  steam  stiips  or  boats  would 
aftort  a rapid  and  easy  intercourse,  foreign  and  domestic.  On 
the  east,  we  shall  have  a rail  road  to  Nashville,  thence  to  Rich- 
mond— which  will  be  short  of  1,300  miles,  hence  to  Baltimore, 
Pliiladelpliia  and  New  York — being  about  1,600  miles;  or  400 
less  than  any  other  route  between  New  Orleans  and  New  York; 
besides  affording  a rapid  and  constant  commiiniontion  at  all 
times  for  trade  and  travel.  Supposing,  then,  the  locomotives 
to  travel  20  miles  an  hour,  travellers  might  pass  between  those 
cities  in  80  hours;  but  including  probable  delays,  in  at  least  four 
days;  so  that  in  five  days,  one  might  traverse  from  one  abut- 
ment state  of  the  union  to  the  otlif  r — from  Maine  to  I.oiiisiana. 

Northward  of  the  city  we  have  intercourse  with  one-lliird  of 
the  union,  by  the  Mississippi  and  its  tributary  rivers;  and  west- 
w.ird,  besides  having  a similar  cominunioation  by  the  Missouri, 
While,  Black,  Arkansas  and  Red  rivers,  we  grasp  in  prospect 
the  almost  certainty  of  having  a rail  road  across  the  mountains 
to  the  Gulf  of  California:  from  which  we  can  command  the  Pa- 
cific ocean;  send  onr  steam  ships  thence  to  China,  the  East  In- 
dies, Persia — to  all  Asia  and  the  west  of  Africa;  and  vastly  out- 
strip the  little  queen  of  the  ocean,  enthroned  on  the  north  west 
of  Europe.  O that  Texas  belonged  to  the  United  States! 

Do  we  amt  (lerceive  that  England  is  making  every  effort  to 
anticiiiate  onr  rapiii  strides  to  facilities  and  extension  of  com- 
tneice  with  Asia?  that  she  even  meditates  a steamboat  naviga- 
tion by  the  En|thrales  and  Red  Sea  to  llie  Eastr*rn  ocean?  and 
that  t!ie  poteiilairs  of  Egypt,  Turkey  and  Per>ia  must  play  su- 
cond  fiddle  to  her  aitmiipts?  Shall  the  citizens  of  Amerie:i 
slumber  supinely,  with  such  prospects  before  lliem,  of  forestal- 
ling the  Asiatic  markets — ami  of  extending  their  eomineree  to 
every  p''''t  of  the  world?  Can  they  not  purerfive  their  snpirrior 
facililir^s  of  forming  an  inlerconise  with  (^liina;  and  that  they 
niiglil  voyage  a second  lime  tliillier,  before  Eiiglisbinen  could 
once,  even  by  the  Mediterranean? 

If  the  route  across  the  isthmus  of  Panama  deserves  the  atten- 
tion and  support  of  the  national  government,  doubly  so  must 
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this  mailer— being  cliieHy  wiiliiii  ibe  national  dumaiiis  and  na- 
tional conirol. 

SMUGGLING— OR  “FRAUDS  ON  THE  REVENUE.” 
From  the  Boblon  Mercantile  Journal. 

We  comineiid  to  the  attention  of  our  readers,  the  following 
article  on  a subject  of  great  importance  to  the  niercunlile  por- 
tion of  the  community,  and  to  our  country  at  large. 

As  extensive  frauds  upon  the  revenue  have  been  recently  de- 
tecieci  in  New  York,  and  1 regret  to  say,  in  this  city  also  with- 
in no  very  long  lime  past,  it  seems  necessary  that  some  mea- 
sures should  be  adopted  to  prevent  the  recurrence  of  similar 
transactions;  or  to  put  a stop  to  the  doings  of  men  who  may  be 
unprincipled  enough  to  be  now  engaged  in  such  vile  attempts. 

1 wish  1 was  credulous  enough  to  believe — or  rather  that  I liad 
suttieient  reason  to  place  so  high  a confidence  in  the  integrity 
ol  the  mercantile  community,  as  to  think  that  any  new  regula- 
tion in  regard  to  this  subject  were  unnecessary;  but  while  I 
consider  that  such  men,  occupying  so  high  a rank  for  honorable 
and  honest  dealing,  are  discovered  to  be  engaged  in  such  dis- 
honorable and  dishonest  acts,  as  have  been  engaged  in  them, 

1 conceive  that  1 cannot  be  accused  of  too  great  want  of  confi- 
dence in  the  integrity  of  my  fellow  citizens,  when  I say  that 
some  other  regulations  than  now  exist  in  regard  to  passing  goods 
through  the  custom  house  throughout  the  country,  should  be 
devised  and  forthwith  adopted. 

I judge  no  honest  man;  but  Isay  that  honest  men  should  be 
protected  from  the  villainy  of  rogues.  Neither  do  1 judge  the 
person  who  may  be  detected  as  guilty  of  defrauding  the  revenue 
too  hardly;  he  is  dishonorable,  he  is  dishonest,  not  only  towards 
the  government  that  protects  him  and  his  properly — but  he  is 
alike  dishonorable  and  dishonest  towards  his  neighbor,  to  say 
nothing  of  the  guilt  of  perjury  that  rests  upon  him.  The  man 
who  defrauds  the  revenue  of  10,000  dollars,  or  8,000  dollars, 
(which  as  I understand  was  the  “forfeiture  of  the  bond”  in  one 
case),  not  only  defrauds  the  government  of  that  amount,  but 
also  his  neighbor,  inasmuch  as  he  is  hereby  enabled  to  sell  the 
merchandise  that  should  have  that  amount  of  duty,  the  same 
amount  less  than  his  neighbor  can  sell  it,  and  yet  make  his 
profit:  And  this  amount  of  injury  doubles  just  as  many  times 
as  the  amount  of  the  same  kind  of  merchandise  in  the  country, 
doubles  the  amount  smuggled — at  least  the  result  may  be  so, 
and  is  in  fact  so,  just  so  fur  as  the  smuggler’s  transactions  af- 
fect the  market  value  of  the  article. 

Now  will  the  honest  importer  of  any  kind  of  merchandise, 
tamely  submit  to  be  thus  imposed  upon,  and  thus  injured.^ 
Will  he  suffer  repeated  instances  of  smuggling  to  be  discovered 
and  yet  not  manifest  a marked  and  an  open  disapprobation  of 
the  crime.?  for  crime  it  is;— or  will  the  manufacturer  who  is  in- 
jured equally  with  the  merchant,  suffer  repeated  instances  to 
be  passed  by,  without  uniting  in  an  efibrt  to  prevent  their  sub- 
sequent repetition?  Then  let  no  one  refrain  to  speak  openly 
on  this  subject,  or  to  talk  of  the  instances  that  are  known  to 
have  taken  place.  Smuggling  is  a crime  of  too  deep  a dye  to  be 
hushed  up;  it  effects  too  deep  a wound  upon  the  public  morals 
to  be  unnoticed.  Nor  should  the  community  suffer  it  to  be 
covered  over  with  doubts  and  uncertainly  for  the  purpose  of 
screening  from  indignation  and  punishment  some  one  guilty  of 
the  deed,  because  he  was  once  respected  as  an  honest  man. 
But  let  such  men  be  exposed  to  the  public  odium,  their  trans- 
actions made  known,  and  they  themselves  brought  under  the 
just  punishment  of  the  law.  And  let,  too,  some  regulations  be 
adopted  by  the  revenue  department  to  put  a sure  stop  to  smug- 
gling of  all  kinds,  and  by  every  one;  or  if  the  establishment  of 
such  regulations  be  not  within  the  power  of  that  department, 
let  the  general  government  enact  some  law  that  shall  accom- 
plish this  end,  and  I do  not  suppose  it  will  be  found  difficult  to 
devise  some  measures  to  prevent  almost  the  possibility  of 
smuggling.  If  the  object  cannot  be  reached  in  any  other  way, 
let  a law  be  enacted  that  no  goods  shall  be  passed  by  the  offi- 
cers of  the  customs,  that  are  not  accompanied  by  an  invoice  to 
which  is  attached  the  written  certificate  of  the  person  selling 
the  goods  in  the  foreign  country  from  which  they  came,  signed 
under  oath,  that  such  invoice  represents  the  true  prices  at 
which  he  sold  the  goods;  and  then  lest  there  should  be  found  in 
other  countries  persons  willing  to  participate  in  the  fraud,  and 
thus  a double  system  of  perjury  be  brought  into  practice,  let  an 
additional  number  of  warehouses  be  provided,  and  an  addition- 
al number  of  appraisers  appointed,  and  let  every  package,  wUh- 
out  exception,  be  sent  to  the  public  stores,  and  there  let  such 
examination  take  place  as  to  render  deception  impossible,  be- 
fore they  be  delivered  to  the  owner;  and  let  no  person  com- 
plain of  delay  or  trouble  in  such  event.  It  would  be  better  for 
one  to  wait  a month  for  his  goods  after  they  have  arrived,  and 
have  them  as  cheap  as  his  neighbor,  than  to  have  them  at  once 
on  paying  the  duty,  while  another  has  them  duty  free.  But  no 
additional  delay  need  take  place,  if  a sufficient  number  of  ap- 
praisers be  appointed.  Still,  whatever  trouble  and  inconve- 
nience to  the  merchant  may  arise,  the  adoption  of  some  effi- 
cient regulations  to  prevent  smuggling  is  plainly  called  for,  and 
if  congress  will  not  voluntarily  do  it,  the  meicliants  of  our 
large  importing  cities  should  petition  government  at  least  to 
consider  the  subject,  and  F am  sure  if  the  facts  in  the  cases 
that  have  been  discovered  were  before  that  body,  as  they  ought 
to  be,  they  will  consider  the  subject  and  apply  a remedy.  The 
honest  merchants  must  speak  and  act  on  this  subject;  they 
should  say  to  the  government— “'we  contribute  honestly  to  the 


revenue  in  proportion  to  the  merchandise  we  import,  and  we 
demand  your  protection  against  the  deceitful  robbery  of  the 
smuggler:”  and  the  smuggler  should  be  made  to  understand, 
that  he,  equally  with  the  counterfeiter  and  the  “villain  of  a 
thousand  crimes,”  is  despised  by  every  honest  man. 

Fraud  on  the  revenue.  An  impression  prevails  amongst 
many  of  our  merchants  that  numerous  frauds  are  committed  in 
New  York  in  the  importation  of  foreign  woollen  goods,  which 
operate  greatly  to  the  disadvantage  of  the  trade  of  Philadelphia. 
One  gentleman  has  assured  us,  that  he  knows  of  a sale  of 
cloths  at  the  former  city  at  65  per  cent,  on  the  sterling  cost, 
precisely  similar  to  an  invoice  which  it  cost  him  78  per  cent,  to 
import.  If  there  be  any  ground  for  this  impression,  we  trust 
that  it  may  be  brought  into  the  view  of  congress  next  winter 
and  thoroughly  investigated.  It  should  also  be  ascertained 
whether  the  same  species  of  goods  which  are  imported  into 
Philadelphia  under  one  name  and  are  liable  to  a particular  du- 
ty, are  not  by  the  construction  of  the  laws  allowed  to  be  im- 
ported into  New  York  under  another  name  at  a lower  rale  of 
duly.  Such  things  we  know  have  existed,  and  it  can  easily 
be  seen  how  such  a difference  of  construction  may  operate  to 
the  prejudice  of  the  trade  of  the  city  which  pays  the  highest 
duly.  There  are  even  disparities  arising  from  a difference  be- 
tween the  weights  and  measures  of  different  cities,  which 
throw  the  trade  into  the  hands  of  one  to  the  prejudice  of 
another.  Some  years  ago,  major  Roberdeau  of  the  engineer 
corps,  who  was  employed  by  the  government  to  visit  the  differ- 
ent custom  houses  for  the  purpose  of  comparing  the  weights 
and  measures,  assured  us  that  the  variations  in  some  cases 
were  as  great  as  several  per  cent.  Any  one  may  perceive  that 
an  advantage  equal  to  this,  under  a strong  competition,  may 
draw  trade  away  from  one  place  to  another,  and  it  is  clearly 
the  interest  of  the  sufiering  party,  to  see  the  evil  corrected. 

IPhil.  Gazette. 

NEW  YORK  COURT  OF  SESSION. 

Before  the  recorder,  aldermen  Varian  and  Lovett. 

JOB  HASKELL  VS.  CONNER. 

This  was  a curious  case.  Mr.  Conner  and  Mr.  Haskell  are 
coal  measurers,  and  the  latter  charged  the  former  with  an  as- 
sault and  battery  by  spitting  at  him. 

Mr.  Haskell  testified,  that  a short  time  since  there  was  a dis- 
pute between  himself  and  Mr.  Conner  relative  to  the  measur- 
ing of  some  coal  for  a pedlar;  and  when  the  pedlar  decided  that 
Job  was  to  measure  the  coal,  that  then  Job  said,  “didn’t  1 tell 
you  so  you  dirty  puppy?”  Upon  this  Conner  said,  “Who  do 

you  call  a dirty  puppy,  you  d d skunk?  Conner  then  spit  at 

him,  and  said,  “If  you’ll  take  that,  you’ll  take  a sheep;”  upon 
which  Job  spit  back  again,  and  further  this  deponent  said  not. 

Mr.  Dunkell  testified  that  he  was  present  at  the  spitting 
match;  Mr.  Haskell  and  Mr.  Conner  were  disputing  warmly 
about  monopolies  and  measuring  coal,  and  the  rich  against  the 
poor.  It  appears  that  besides  the  regular  coal  mea.suring,  there 
is  what  is  called  “extra  measuring;”  this  latter  consists  of  mea- 
suring coal  for  the  pedlars’  carts,  and  grocers,  and  the  sixteen 
regularly  appointed  measurers  agreed  to  divide  this  measuring 
in  the  following  way:  each  man  was  to  take  a day  in  his  turn 
to  do  it,  and  at  the  end  of  the  month  they  were  to  divide  the 
proceeds  equally.  But,  said  this  witness,  Job  said  that  this  was 
a monopoly. 

Rec. — Then  all  society  must  be  a monopoly  at  this  rate. 

Wit. — And  Job  formed  a party  of  his  own,  consisting  of  Ma- 
hany,  MacCully,  two  others  and  himself,  and  broke  off  from  the 
old  party  and  their  agreements,  and  raised  the  cry  of  the  rich 
against  the  poor.  He  did  this  because  he,  and  Maliany,  and 
MacCully,  knew  most  all  the  pedlars  and  grocers,  and  lo  he 
thought  by  forming  a party  with  them  they  could  monopolize 
all  the  measuring  themselves.  Job  and  his  four  wanted  to  take 
what  sixteen  men  should  have. 

Rec.— Then  he  was  forming  a monopoly  while  he  was  railing 
against  one. 

Wit. — To  be  sure  he  was. 

Rec. — Which  party  did  you  belong  to? 

Wit. — I belonged  to  the  same  party  as  he  did  before  he  form- 
ed the  new  party,  and  they  left  me  out  of  the  branch  monopoly 
business.  And  Job  was  down  on  Pike  slip  the  day  of  the  spit- 
ting, and  Mr  Conner  said  to  him,  “You’ve  raised  the  standard, 
I hear,  of  the  poor  against  the  rich.”  “We  have,”  says  Job.-r- 
“Why,  then,”  says  Conner,  “did  you  leave  Dunkell  out,  for 
he’s  got  a wife  and  six  children.”  And  then  they  abused  one 

another:  Job  said  to  Connor,  “You  d d mean  dirty  puppy, 

didn’t  I tell  you  so?”  and  then  they  spit  at  one  another. 

Rec.— Which  spit  first? 

Wit.— Can’t  say. 

Rec. — Did  you  hear  Conner  call  Job  a skunk? 

Wit. — Can’t  say  I did. 

Rec. — Does  Conner  chew  tobacco? 

Wit. — No,  sir. 

Rec. — Does  Job  chew  tobacco? 

Wit.— Believe  he  does. 

Rec. — (To  Joel  G.  Seaver,  counsel  for  Job  Haskell.)  Then, 
Mr.  Seaver,  the  question  may  turn  upon  a point  of  law  how  far 
a man  is  justified  in  spitting  back  tobacco  juice  upon  another 
man,  who  only  spit  clean  spittle  upon  him,  without  the  admix- 
ture of  tobacco  juice. 

Counsel— If  the  court  please,  I believe  it  will  be  found  that 
the  plaintiff,  my  client,  only  spit  back  upon  the  person  of  the 
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defendant  the  spittle  which  had  been  spit  in  his  (the  plaintiff, 
iny  client’s)  mouth,  and  there  can  be  no  doubt,  if  it  please^our 
honor  and  this  honorable  court,  tliat  spitting,  in  the  eye  of  the 
law,  is  an  assault  and  battery. 

Rec. — Oh,  certainly,  spitting  in  the  mouth  or  eye  of  any  man, 
is  in  the  eye  of  the  law,  an  assault  and  battery. 

Mr.  Macneven  deposed  that  he  heard  Mr.  Haskell  and  Mr. 
Conner  at  high  words  about  monopolies,  and  rich  against  the 
poor.  Mr.  Conner  called  him  a skunk,  and  Mr.  Haskell  said, 

“I  told  you  so,  you  d d dirty  puppy.”  I turned  round  and 

felt  the  sparkles  on  the  side  of  my  cheek,  and  then  I saw  Job 
spitting  into  Mr.  Conner’s  mouth. 

Mr.  Hull  testified  that  he  didn’t  see  the  spitting,  but  he  heard 
the  report.  Mr.  Conner  said,  “If  you’ll  take  that  you’ll  take  a 
sheep;”  and  Job  called  him  a d d liar. 

Here  the  evidence  closed. 

The  recorder  observed  that  it  was  a very  ridiculous  case;  first 
they  quarrel — then  raise  the  cry  of  the  rich  against  the  poor; 
while  all  knew  that  we  were  dependent  on  each  other;  they 
then  use  language  unbecoming  American  citizens,  and  spit  in 
one  another’s  faces;  they  then  go  before  the  grand  jury,  who 
throw  out  the  bill,  and  then  two  days  afterwards  find  one;  the 
time  of  this  court  is  taken  up,  when  they  are  mutually  culpable 
and  blameable,  and  ought  both  to  be  found  guilty. 

The  jury  went  out  to  consult  on  this  important  matter,  and 
ultimately  returned  a verdict  of  not  guilty.  [Transcript. 

£This  Mr.  Haskell  is  a great— politician,  in  New  York.] 

“THE  HUMBUG.” 

The  following  appeared  in  the  “Globe”  a few  weeks  after  the 
passage  of  the  famous  gold  bill.  According  to  this,  we  must  now 
be  all  travelling  upon  gold. 

“Happily  the  greatest  supply  of  gold  will  go  to  the  west.  The 
emigrants  removing  to  that  great  region,  will  all  carry  gold  in 
preference  to  either  silver  or  paper.  The  land  offices  will  be- 
come receptacles  and  reservoirs  of  gold,  whence  it  will  be  distri- 
buted by  the  government  disbursements  through  the  military, 
the  surveying  and  the  Indian  departments;  and  woe  to  the  offi- 
cer, who  having  received  gold  from  the  government,  shall  pre- 
sume, or  dare  to  offer  paper  to  the  soldiers  or  citizens.  Then  a 
great  stream  of  gold  will  flow  up  the  Mississippi  from  New  Or- 
leans, and  diffuse  itself  all  over  the  great  west.  Nearly  all  the 
gold  coinage  of  the  new  world  will  come  to  the  United  Slates; 
for  all  the  coinage  of  the  new  governments  of  Mexico  and  South 
America,  being  the  coinage  of  rebel  provinces,  cannot  go  to  Old 
Spain  or  any  of  her  dependencies,  and  therefore  will  come  to  I 
the  United  States  as  its  natural  and  best  market.  This  will  fill 
the  west  with  doubloons  and  half-joes;  and  in  eight  or  nine  months 
from  this  time,  every  substantial  citizen  will  have  a long  silken 
purse,  of  fine  open  net  work,  through  the  interstices  of  which 
the  yellow  gold  will  shine  and  glitter.  Then  travellers  will  be 
free  from  the  pestilence  of  ragged,  filthy  and  counterfeit  notes. 
Every  substantial  man,  and  every  substantial  man’s  wife  and 
daughter,  will  travel  upon  gold.  The  satelites  of  the  bank  alone, 
to  show  their  subjection  to  their  liege  monarch,  will  repine  at 
the  loss  of  the  paper.” 

The  following  from  the  “Cincinnati  Gazette”  shews  “f/ie  way 
that  it  works:^^ 

All  the  financial  scliemes  of  the  government  appear  to  be 
against  the  working  class  of  the  community,  and  tend  to  the 
curtailment  of  the  small  pittance  of  their  earnings,  which  are  to 
support  large  families  of  children  and  dependants. 

An  instance  of  the  manner  of  paying  debts  contracted  by  the 
government,  came  under  our  observation  on  Tuesday  last.  We 
were  shewn  a check  for  three  dollars  12^  cents,  drawn  by  the  su- 
perintendant  of  the  national  road,  near  Indianopolis,  on  the  Com- 
mercial bank  of  Cincinnati,  in  favor  of  one  of  the  laborers  on  the 
road.  It  is  thus  that  the  honest  industrious  man,  is  cheated 
out  of  part  of  his  wages.  lie  must  either  make  a trip  of  three 
or  four  days,  to  this  city,  to  cash  a few  checks  of  fifteen  or 
twenty  dollars,  thus  losing  a large  part  of  his  time;  or  else  dis- 
pose of  them  to  the  merchants  and  shavers  in  the  neighborhood 
of  his  employ,  at  a considerable  discount  from  the  full  value  of 
them. 

These  are  the  “Benton  drops,”  that  were  to  flow  so  abun- 
dantly down  the  Mississippi  valley,  and  the  interior  territory. 
In  lieu  of  the  United  States  paper,  which  is  at  par  in  all  parts 
of  the  country,  the  honest  day  laborer  is  paid  with  checks  on 
distant  local  banks. 

From  the  New  York  Star.  The  keeper  of  one  of  our  princi- 
pal hotels,  sent  on  Saturday  a $100  note  to  one  of  our  i»et  banks 
for  silver,  but  was  refused  it,  only  $10  being  given  .and  $90  in 
gold.  He  then  sent  the  gold  to  a broker  who  charged  Jialf  per 
cent,  to  exchange  it  for  half  dollars. 

The  cashier  of  our  Albany  regency  bank  was  shortly  after  told 
the  circumstance,  when  he  said,  “I  have  seeti  Campbell  P. 
While  to-day,  and  he  will  write  to  the  secretary  of  tin;  tre.nsiiry, 
and  we  shall  now  coin  change,  I admit  we  have  neglected  it. 
My  tabic  is  literally  loaded  with  applications  from  the  country 
banks  for  change.”  Truly  we  are  governed  by  wise  heads. 
First  pass  a law  to  depreciate  the  silver  and  drive  it  out  of  the 
country,  and  then  another  to  take  from  us  the  only  substitute, 
email  notes.  Roth  were  intended  to  glill  the  poor,  and  dearly 
will  they  pay  for  the  whistle. 

The  regency  never  intended  to  abandon  the  issue  of  small 
notes,  and  what  a fine  excuse  they  will  have  next  winter  to  re- 


peal the  law,  that  “they  are  very  sorry  to  say  change  Is  scarce, 
and  it  cannot  be  coined  in  time  to  supply  the  wants  of  the  poor, 
for  whose  distresses  and  inconvenience  they  feel  the  greatest 
solicitude.”  How  very  loving  they  are  to  the  poor  when  they 
want  their  votes,  and  having  obtained  them  by  the  passage  of 
the  law,  they  expect  to  gel  them  again  by  its  repeal.  The  re- 
gency are  certainly  in  a fair  way  to  discover  a moving  power 
equivalent  to  perpetual  motion. 

Ol^There  is  a great  abundance  of  change.  Every  man  in 
Baltimore,  having  city  notes,  obtains  just  as  much  of  it  as  he 
pleases  to  have.  And  a bank  that  would  refuse  to  give  it  in 
exchange,  would  soon  be  sent  into  “Coventry,”  by  unanimous 
consent.  It  is  only  the  speculators  on  the  poor — the  '•^rag-barons'^ 
and  paper-money  manufacturers,  that  thus  misuse  and  tax  the 
people.  They  intend  to  bring  about  a reissue  of  small  notes,  as 
we  shall  see.  The  banks  have  sacrificed  enough  for — effect!  and 
will  insist  upon  a return  to  “filthy  dowlass,”  that  they  may  be 
requited,  in  gorging  the  public  with  their  abominable  little  notes. 

As  to  the  gold — that  we  were  to  travel  on,  we  have  not  re- 
ceived a single  piece  of  it  for  six  months.  A while  ago,  the 
“Globe”  published  the  operations  of  the  mint  weekly — then 
monthly,  and,  as  we  believe,  has,  at  present,  ceased  to  publish, 
at  all!  At  first  the  coinage  was  tolerably  large — because  the 
bill  gave  an  additional  value  to  the  old  gold  coins — but  these 
being  exhausted,  it  is  a very  slim  affair,  though  means  are  used 
still  to  “keep  the  humbug  a-going,”  by  importing  gold,  on  pub- 
lic account. 

— »ii»6  @ * 

MR.  VAN  BUREN’S  VOTE. 

From  the  Baltimore  Chronicle. 

“In  the  convention  which  assembled  in  J821,  to  form  a new 
constitution  for  this  state,  general  Erastus  Root,  a republican 
of  the  old  school,  moved  to  allow  every  white  man  of  the  age 
of  21  years  and  upwards,  the  right  to  vote  at  all  elections.  On 
a motion  to  strike  out  the  word  white  and  allow  the  blacks  to 
vote,  it  was  carried  in  the  affirmative,  Mr.  Van  Bur en  voting 
to  strike  out  the  word  white.  The  following  is  the  vote — 

“The  following  are  the  yeas  and  nays  on  the  question  for 
striking  out  the  word  ‘white.’ 

“Ayes — Messrs.  Bacon,  Baker,  Barlow,  Beewith,  Brinker- 
noff.  Brooks,  Biiel,  Burroughs,  Caver,  R.  Clark,  Collins,  Cram- 
mer, Davy,  Dodge,  Duer,  Eastward,  Edward,  Ferris,  Fish, 
Hadock,  Ilooe,  Hogeboom,  Hunting,  Huntington,  Jones,  Jay, 
Kent,  King,  Moore,  Munro,  Nelson,  Park,  Paulding,  Pitcher, 
Platt,  Rheeve,  Rhineford,  Richards,  Reteburc,  Sanders,  N. 
Sanford,  Seamen,  Steele,  D.  Sutherland,  Swift,  Sylvester, 
Tallmage,  J'litlle,  VAN  BUREN,  Van  Ness,  J.  R.  Van  Ren- 
selaer.  Van  Vechten,  Ward,  A.  Webster,  Wendover,  Wheaton, 
E.  Williams,  Woodward,  Wooster,  Yates — 63. 

“Noes — Messrs.  Bowman,  Breese,  Briggs,  Carpenter,  Case, 
Child,  D.  Clark,  Clyde,  Dyckman,  Dubois,  Farlie,  Howe, 
Humphrey,  Hunt,  Hord,  Know  Is,  Lansing,  Lawrence,  Lefferts, 
A.  Livingston , McCall,  Millikin,  Pike,  Porter,  Prince,  Pum- 
pelly,  Radcliff,  Root,  Ross,  Russel,  Sage,  Sandford,  Schenck, 
SeeAey,  Sharpe,  Sheldon,  J.  Smith,  R.  Smith,  Spencer,  Stark- 
weather, J.  Sutherland,  Taylor,  Ten  Eyck,  J'ownley,  Tripp, 
Van  Horne,  Verbryck,  E.  Webster,  Wheeler,  Woods,  Yoking — 
56.” 

[The  editor  of  the  “Chronicle”  has  the  volume  containing 
the  votes  and  proceedings  of  the  convention.  It  has  been  re- 
ferred to  by  him — and  we  also  have  seen  it,  and  the  result  is 
found  to  he  as  originally  stated,  in  the  “New  York  Evening 
Star.”  Those  marked  in  italics,  of  the  nays,  were  specially  of 
the  old  “democratic”  school.]  . 

PRESENTATION  OF  THE  VASE  TO  MR.  WEBSTER. 

From  the  Boston  Mias. 

The  public  announcement  that  a vase  was  to  be  presented  to 
Mr.  Webster  at  the  Odeon  last  evening  by  the  citizens  of  Bos- 
ton, filled  at  an  early  hour  the  floor  and  galleries  of  that  build- 
ing with  one  of  the  largest  and  most  respectable  assemblages 
that  we  ever  witnessed.  So  immense  wms  the  crowd,  that 
hundreds  were  obliged  to  go  away  disappointed,  while  a vast 
multitude  thronged  the  neighboring  streets.  The  first  row  of 
boxes  in  the  interior  was  appropriated  to  the  ladies,  and  was 
filled  to  the  ceiling.  The  two  upper  rows  and  the  floors  were 
crowded  with  citizens,  while  the  stage  was  principally  occu- 
pied by  the  invited  guests,  the  members  of  the  legislature  and 
committee  of  arrangements.  A platform  elevated  some  feet 
above  the  stage  sustaining  a sofa  and  a table,  bearing  a vase  co- 
vered with  the  striped  flag  of  the  union,  was  appropriated  for 
the  chairniari  of  the  committee,  and  for  the  s|ieakers  on  the  oc- 
casion. 

Mr.  Jellison,  the  chairman  of  the  commrttee  of  arrangements, 
briefly  explained  the  nature  of  the  occasion  and  the  object  of 
the  gift.  The  covering  was  then  withdrawn  from  the  vasr',  and 
it  was  presented  to  the  inspection  of  the  as.-embly.  It  is  a 
beautiful  piece  of  workmanship,  and  •ighly  creditable  to  the 
artist,  Mr.  J.  B.  Jones.  It  is  modelled  after  the  celebrated 
Warwick  v.ise,  and  composed  of  pure  silver,  handsomely  em- 
bossed, and  bearing  the  inscription: 

PRESENTED  TO 

DANIEL  WEBSTER, 

THE  DEFENDER  OF  THE  CONSTITUTION, 

By  the  citizens  of  Boston: 

Oct.  12,  1835. 
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The  honorable  Francis  C.  Chray,  the  organ  of  the  committee 
on  the  occasion,  accompanied  the  tender  of  the  gift,  with  an 
appropriate  address.  He  slated,  that  it  was  offered  as  a proof 
of  the  high  estimate,  in  which  the  public  services  of  Mr.  Web- 
ster were  held  by  the  citizens  of  Boston.  “We  are  no  man- 
worshippers  in  Massachusetts,”  said  Mr.  Gray— “but  revering 
as  we  do  the  constitution  of  the  country  and  the  union  of  the 
country,  we  do  not  deem  it  unsuitable  to  offer  an  humble  indi- 
cation of  our  gratitude,  to  the  man,  who  has  proved  himself  so 
able  and  so  zealous  to  defend  them.” 

Mr.  Grai/’s  allusions  to  the  noble  stand  taken  by  Mr.  Web- 
ster on  many  occasions  in  defence  of  our  constitutional  liber- 
ties were  responded  to  with  acclamations  by  the  vast  audience 
assembled,  and  when  he  spoke  of  his  position  before  the  coun- 
try as  tlie  candidate  for  the  highest  office  in  the  gift  of  the  peo- 
ple, supported  and  favored  by  so  many  of  the  good  and  patriotic 
in  all  quarters  of  our  republic — the  walls  of  the  building  re- 
sounded with  the  enthusiastic  cheers  of  the  assembly. 

Mr.  Webster  acknowledged  with  gratitude  the  testimonial  of 
their  favor  which  his  fellow-citizens  had  offered  him.  After  a 
few  preliminary  observations,  he  alluded  to  the  public  relations 
in  which  he  stood  to  the  doners  of  the  vase,  and  the  common 
relations  to  the  constitution  under  which  we  live.  He  spoke 
of  the  dangers  which  threaten  the  constitution  from  sectional 
jealousies— local  prejudices— and  party  strife;  from  the  usurpa- 
tion of  undelegaled  power  by  any  branch  of  the  government, 
and  particularly  from  its  absorption  and  concentration  in  the 
chief  executive  of  the  union.  He  dilated  with  fervent  and 
manly  eloquence  on  this  last  peril;  and  on  the  systenj. which 
had  been  for  so  many  years  so  successfully  pursued,  expressly 
lending  to  vest  in  the  president,  alone,  all  the  influence  and  au- 
thority of  the  government.  He  spoke  of  the  power  of  removal; 
and  repeated  with  eloquent  distinctness  the  opinion  which  he 
last  winter  established  so  conclusively  on  the  floor  of  the  se- 
nate, that  the  power  of  removal  does  not  belong  to  the  presi- 
dent—but  that  it  is  naturally  incident  to  the  power  of  appoint- 
ment— and  is  consequently  shared  with  the  senate.  He  spoke 
of  the  system  of  spoils — of  the  distribution  of  offices  as  partisan 
rewards — and  intimated  that  a government  sustained  by  such  a 
system  could  only  be  considered  as  encamped  upon  the  coun- 
try. 

He  said  that  his  opinions  on  all  constitutional  questions  were 
known;  that  he  wished  them  to  be  known;  that  he  had  no  views 
which  he  desired  to  conceal.  To  those  opinions  he  pledged  his 
faithful  adherence.  He  was  bound — restricted — hedged  in — 
committed.  He  was  committed  to  the  constitution — committed 
to  the  states — that  their  rights  should  not  be  infringed  by  the 
general  government;  to  the  general  government  that  its  rights 
should  not  be  infringed  by  the  states.  He  was  committed  to 
the  restraint  of  executive  power— to  the  reduction  of  executive 
patronage.  He  was  committed  to  the  union  of  these  slates — 
from  a principle  and  feeling  founded  in  an  expanded  attach- 
ment, and  shrinking  from  every  thing  that  had  a tendency  to  nar- 
row and  confine  that  attachment.  It  knew  no  local  bounds — 
no  sectional  partialities  or  jealousies.  To  the  principles  which 
he  had  maintained  he  pledged  an  eternal  fidelity;  for  he  believ- 
ed them  to  be  conservative  of  our  government  and  its  institu- 
tions. He  should  never  abandon  them;  and  he  conjured  all 
who  heard  him — if  he  ever  faltered  or  failed  in  their  support,  to 
brand  him  as  a recreant  to  the  cause  of  civil  liberty — and  to 
follow  onward — straight  onward — in  the  path  which  their  duty 
to  the  constitution  and  the  union  pointed  out  to  them. 

ANNIVERSARY  OF  THE  BATTLE  OP  THE  THAMES. 

The  friends  of  general  Harrison,  in  the  city  of  New  York,  ce- 
lebrated, on  the  5lh  instant,  the  anniversary  of  the  battle  of  the 
Thames.  The  Evening  Star  gives  the  following  account  of  the 
festival: 

fl’HE  H.kruison  dinner.  The  dinner  in  honor  of  general 
William  Henry  Harrison,  took  place  yesterday  at  Niblo’s  gar- 
den, according  to  previous  arrangement.  It  was,  as  we  said  it 
would  be,  an  assemblage  of  plain,  respectable  citizens,  of  the 
democratic  Jefferson  school  of  politics,  brought  together  to  do 
honor  to  a man,  whose  services  to  his  country,  though  vaunted 
to  the  skies  in  the  gloomy  period  of  the  war,  when  their  im- 
portance was  so  sensibly  felt,  have  since  been  passed  over  with 
cold  and  almost  silent  neglect.  It  was  not  the  incense  of  ser- 
vile sycophancy,  offered  up  to  aristocratic  wealth  and  power, 
but  a long-delayed  debt  paid  to  a war-worn  veteran.  We  are 
glad  to  see  the  spontaneous  homage  of  a grateful  people  to- 
wards a retired  and  unobtrusive  citizen,  who  had  no  personal 
power — no  wealth  nor  court  favoritistn  to  prop  him  up  or  create 
around  him  a fictitious  spletidor;  nothing  but  his  spotless  and 
honored  name. 

There  were  about  three  hundred  persons  collected.  The 
great  saloon  at  Niblo’s  was  spread  out  with  four  long  tables, 
most  sumptuously  provided  with  every  delicacy  of  the  season. 
At  the  rear  was  the  cross  table,  overhung  tastefully  by  the  dra- 
pery of  the  star  spanned  banner,  in  gorgeous  ample  folds,  to- 
gether with  the  ensiuns  of  %pnce,  England,  Ireland,  &c.  and  a 
purple  banner  in  form  of  a scroll,  with  the  names  of  all  the  dif- 
ferent stales  of  the  union.  At  the  centre  of  this  table,  which 
was  somewhat  elevated  above  the  rest,  sat  the  president,  ge- 
neral Robert  Bogardus,  and  on  either  side  of  him  the  guests 
from  difterent  staler:,  and  the  delegates  sent  to  this  dinner  from 
the  several  counties  of  this  slate, 


The  vice  presidents  presided  at  the  extremities  of  the  long 
tables.  Niblo’s  fine  military  band  were  stationed  in  the  gallery. 
We  never  saw  more  heartfelt  enthusiasm  manifested,  and  there 
was  scarcely  a toast,  a sentiment  or  remark,  that  did  not  con- 
tain some  warm  eulogium  on  the  character  and  services  of  ge- 
neral Harrison.  We  shall  give  them  at  length,  if  possible,  to- 
morrow. In  the  course  of  the  regular  toasts  being  given,  which 
were  all  followed  by  loud  and  repealed  cheering  and  appropri- 
ate airs,  the  cry  for  Willis  Hall,  esq.  was  so  loud  and  deep  and 
universal,  that  this  gentleman  was  compelled  to  come  forward 
and  address  the  company.  His  speech  was  a splendid  effort  of 
extemporaneous  eloquence,  and  we  shall  procure  it  for  publi- 
cation  if  possible.  A letter  was  read  by  alderman  Stilwell,  as 
chairman  of  the  committee  of  arrangements,  from  general  Har- 
rison, full  of  noble  and  patriotic  sentiments,  and  regretting  his 
inability  to  altend-tlie  festival.  It  was  received  with  tumultu- 
ous applause.  The  official  letter  of  general  Harrison,  on  the 
battle  of  the  Thames,  was  read  by  Mr.  Blake,  and  produced  a 
most  powerful  effect.  Judge  Griffin,  of  the  senate,  gave  an  ac- 
count of  the  battle,  in  which  he  was  himself  engaged.  The 
first  vice  president,  Guilian  C.  Verplanck,  esq.  when  called 
upon  for  a toast,  prefaced  it  with  some  feeling  and  eloquent  re- 
marks, which  were  cordially  responded  to  by  all  the  company. 
Prefatory  remarks  were  also  made  by  the  other  vice  presidents 
on  giving  their  respective  toasts. 

In  the  early  part  of  the  evening,  deputations  were  respeclire- 
ly  sent  to  and  received  from  the  democratic  association  of  native 
citizens,  who  were  celebrating  the  victory  of  the  Thames  at 
Euterpean  hall.  The  gentleman  who  headed  the  deputation 
from  that  company,  made  an  excellent  speech,  in  which  the  al- 
lusions to  the  rights  of  native  citizens  was  most  warmly  re- 
sponded to.  Towards  the  close  of  the  evening,  the  demdcratic 
association  marched  up  in  a body,  and  were  received  by  the 
company  with  a most  cordial  welcome.  The  number  at  their 
dinner  amounted  to  between  two  and  three  hundred,  and,  as 
the  great  object  of  their  celebration,  so  far  as  regards  the  demo- 
cratic principles  they  support,  was  the  same  as  that  of  the  com- 
pany at  Niblo’s,  the  whole  may  justly  be  set  down  to  the  ac- 
count of  the  hero  of  the  Thames,  general  W.  H.  Harrison.  The 
company  at  the  saloon  retired  at  an  early  hour,  and  we  were 
glad  to  see,  that  notwithstanding  the  abundance  of  excellent 
viands  and  wines,  provided  by  that  accomplished  caterer, Niblo, 
there  was  no  excess  or  indiscretion  on  the  pan  of  any  individu- 
al of  the  party,  but  on  the  contrary,  the  greatest  degree  of  pro- 
priety, decorum  and  moderation. 

This  festival  will  long  be  remembered,  and  its  effects  on  the 
political  aspect  ofthe  country  in  the  north  and  west  will,  we 
feel  persuaded,  be  of  the  most  salutary  character  in  giving  a 
wholesome  direction  to  public  opinion. 


ADDITIONAL  PARTICDLARS. 

From  the  same. 

The  great  saloon  at  Niblo’s  was  spread  out  with  four  long  ta- 
bles, sumptuously  provided  with  every  delicacy  of  the  season. 
At  the  rear  was  a cross  table,  overhung  tastefully  with  the  dra- 
pery of  the  star  spangled  banner,  in  gorgeous  ample  folds,  toge- 
ther with  the  ensigns  of  different  nations,  &c.  and  a purple 
banner  in  the  form  of  a scroll,  with  the  names  of  the  different 
states  of  the  union.  The  saloon  was  splendidly  lighted  up,  and 
a full  and  effective  military  band  of  music  was  stationed-  in  the 
gallery.  In  front  of  the  garden  was  a large  transparency,  re- 
presenting general  Harrison  leading  the  charge  against  the  Bri- 
tish and  Indians,  at  the  battle  of  the  Thames.  At  the  centre 
table,  which  was  somewhat  elevated  above  the  rest,  sat  the 
president,  general  Robert  Bogardus,  an  officer  of  the  late  war, 
and  on  either  side  of  him  the  guests,  and  a delegation  from  Al- 
bany and  other  counties  of  the  stale.  The  president  was  as- 
sisted by  the  following  vice  presidents,  stationed  at  the  differ- 
ent tables: 


Guilian  C.  Verplanck, 

1st  vice  president. 

Col.  Cornelius  Harsen, 

2d 

do. 

Jilexander  Hamilton, 

3d 

do. 

Otis  Loomer, 

4lh 

do. 

Col.  Clarkson  Crolius, 

5th 

do. 

Dr.  P.  S.  Townsend, 

6th 

do. 

Thomas  C,  Pinckney, 

7th 

do. 

Jedediah  B.  Leister, 

8ih 

do. 

The  company  sat  down  at  5 P.  M,  and,  after  the  cloth  was  re- 
moved, the  following  toasts  were  announced  from  the  chair: 

1.  The  battle  af  the  Thames — Projected  with  consummate  mi- 

litary skill,  executed  with  unrivalled  valor,  first  in  the  series  of 
splendid  victories  in  the  war  of  1812,  it  saved  the  infant  west 
from  savage  massacre,  and  bore  back  the  tide  of  war  upon  the 
enemy.  [Harrison^s  March. 

After  this  toast,  the  official  report  of  the  victory  of  the  5th  of 
October,  1813,  was  read  with  great  applause. 

2.  General  William  Henry  Harrison — The  hero  of  Tippeca- 

noe, Fort  Meigs  and  the  Thames — the  statesman,  the  patriot 
and  civilian.  His  youth  was  devoted  to  the  service  of  his  coun- 
try, his  manhood  was  spent  in  her  councils,  and  now,  in  vigor- 
ous maturity,  he  cultivates  in  peace  the  soil  he  had  protected 
in  war.  [Hail  to  the  chief. 

After  this  toast,  judge  Griffin,  one  of  the  senators  of  the  west- 
ern part  of  this  state,  who  had  served  as  a volunteer  under  ge- 
neral Harrison,  in  the  campaign  of  1813,  in  command  of  a corps 
of  cavalry  from  New  York,  rose  and  addressed  the  persons  pre- 
sent. 
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3.  The  presidency  of  the  United  States— The  office  reflects  the 
rays  of  the  people  upon  the  man  of  their  choice,  and  renders 
biin  more  illustrious  than  kings. 

An;ong  the  other  toasts  were  the  following: 

The  memory  of  George  IVashington—The  brave,  the  wise, 
the  good;  supreme  in  war,  in  council  and  in  peace — whOj  when 
lie  had  woo  all,  renounced  all. 

The  senate  of  the  United  States — The  representation  of  the 
states,  as  essential  to  liberty  as  the  representation  of  the  people. 

The  judiciary  of  the  United  States — An  equal  and  co-ordinate 
branch  of  the  government;  it  has  neilher  sword,  nor  purse,  nor 
patronage;  its  weakness  is  its  strength;  the  people  will  defend 
itf  because  it  defends  them. 

The  memory  of  Oliver  H.  Perry — The  friend  of  Harrison,  and 
his  companion  in  arms:  in  peace,  the  kindest  of  friends— in  war, 
the  bravest  of  heroes. 

The  memory  of  Isaac  Shelby — Who  at  an  advanced  age,  vo- 
lunteered his  services  to  his  country,  and  placed  himself  under 
the  command  of  the  gallant  Harrison,  displaying  the  same  un- 
daunted courage  at  the  battle  of  the  Thames,  which  thirty- 
three  years  before,  had  achieved  the  victory  of  King’s  Moun- 
tain. 

The  following  letter  from  general  Harrison  to  the  committee 
was  read,  and  received  with  great  applause: 

Cincinnati,  ^Ath  September,  1835. 

Gentlemen:  I arrived  in  this  city  late  last  night,  from  an  ex- 
cursion to  the  shores  of  Lake  Erie,  to  witness  the  commence- 
ment of  an  important  work  of  internal  improvement,  and  this 
morning  your  letter  of  the  11th  instant  was  delivered  to  me.  I 
assure  you,  gentlemen,  that  I duly  appreciate  the  distinguished 
honor  which  the  citizens  of  New  York  confer  upon  me  by  the 
invitation,  of  which  you  are  the  organ,  to  attend  their  celebra- 
tion of  the  anniversaiy  of  the  battle  of  the  Thames,  and  I great- 
ly regret  that  it  is  not  in  my  power  to  accept  it.  If  there  were 
no  other  obstacles,  (and  there  are  others),  the  shortness  of  the 
lime  between  this  and  the  day  of  celebration,  would  not  permit 
me  to  make  the  necessary  preparations,  and  afterwards  accom- 
plish the  journey  in  season.  I must  rely  upon  you,  therefore, 
to  make  for  me  a suitable  apology  to  the  citizens  of  your  patri- 
otic city,  for  being  obliged  to  decline  the  intended  honor,  so  far 
as  it  regards  my  personal  attendance.  Enough  of  honor,  how- 
ever, remains  to  me,  from  the  circumstance  of  your  having  se- 
lected this  victory  to  honor,  from  many  others  of  Irancendant 
glory  to  our  country,  in  the  achievement  of  which  it  was  not 
my  good  fortune  to  participate.  Without  referring  to  the  rela- 
tive merits  of  this  victory,  either  in  relation  to  its  effects  upon 
the  public  interest,  or  as  an  exhibition  of  mere  military  arrange- 
ment and  courage,  there  is  one  view  in  which  it  may  be  consi- 
dered, which  gives  it  claims  to  the  attention  of  the  statesmen 
as  well  as  to  the  people  of  the  United  States.  Those  who  gain- 
ed it  were  not  soldiers  by  profession,  but  volunteers  from  the 
mass  of  the  inhabitants,  in  which  every  occupation,  art  and 
calling,  had  its  full  representation.  How  forcibly  does  this  cir- 
cumstance remind  us  of  that  glorious  epoch  of  the  most  glori- 
ous of  the  ancient  republics,  in  which  every  citizen  was  a sol- 
dier, and  every  soldier  well  understood  and  faithfully  perform- 
ed all  the  duties  and  obligations  of  the  citizen.  This  was  the 
true  source  of  Roman  glory— the  real  palladium  of  Roman 
liberty.  How  could  an  army  of  slaves,  however  trained,  how- 
ever ably  commanded,  subdue  a nation  of  disciplined  freemen? 
By  what  arts  could  men  be  cheated  of  their  liberties,  who  never 
for  a moment  entrusted  to  others  the  performance  of  duties  ap- 
pertaining to  themselves,  and  who  never  failed  to  call  to  a rigid 
account  the  temporary  agents  of  their  authority? 

In  compliance  with  custom,  gentleman,  I would  offer  you  a 
sentiment  for  your  celebration,  but  as  I have  none  at  this  mo- 
ment at  my  command,  which  would  be  appropriate,  I must  be 
content  with  presenting  to  you  a name.  It  is  however,  a name 
endeared  to  every  American  bosom,  and  cannot  fail  to  produce 
reminiscences  of  sentiments  the  most  important  to  our  institu- 
tions. A name  that  has  designated  a character  fertile  in  all  the 
qualifications  which  adorn  the  stations  in  which  he  was  placed, 
and  which,  if  delineated  by  talents  adequate  to  the  task,  would 
exhibit  a page  of  moral  beauty  not  surpassed  by  the  far-famed 
narratives  of  the  Chteronean  biographer.  Like  them,  it  would 
contribute  to  plant  the  seeds  of  virtue  and  patriotism  in  the 
youthful  bosom.  Like  them,  kindle  the  devotion  of  the  doubt- 
ing and  wavering  statesman,  and  add  even  a new  impulse  to 
youthful  chivalry  itself. 

I request  of  you,  gentlemen,  a libation  to  the  memory  of  Isaac 
Shelby. 

To  yourselves,  gentlemen,  permit  me  to  offer  my  most  grate- 
ful acknowledgements  for  the  kind  feelings  which  you  have 
been  pleased  to  express  for  me.  I am  indeed  proud  of  the  ap- 
probation of  men  long  distinguished  for  their  devotion  to  repub- 
lican principles.  From  your  fellow  citizen, 

W.  H.  HARRISON. 

MISCELLANEOCS. 

By  William  Henry  Harrison,  major  general  in  the  service  of 
the  United  States,  commander-in-chief  of  the  north  western 
army,  and  Oliver  Hazard  Perry,  captain  in  the  navy,  and  com- 
manding the  fleet  of  the  United  States,  on  Lake  Erie. 

A PROCLAMATION. 

Whereas,  by  the  combined  operations  of  the  land  and  naval 
forces  under  our  command,  those  of  the  enemy  within  the 
upper  district  of  Upper  Canada  have  been  captured  or  destroy- 
ed, and  the  said  district  is  now  in  the  quiet  possession  of  our 


troops;  it  becomes  necessary  to  provide  for  its  government. 
Therefore  we  do  proclaim  and  make  known,  that  the  rights 
and  privileges  of  the  inhabitants,  and  the  laws  and  customs  of 
the  country,  as  they  existed  or  were  in  force  at  the  period  of 
our  arrival,  shall  continue  to  prevail. 

All  magistrate?  and  other  civil  officers  are  to  resume  the  ex- 
ercise of  their  functions;  previously  taking  an  oath  to  be  faith- 
ful to  the  government  of  the  United  States,  as  long  as  they  shall 
be  in  possession  of  the  country.  The  authority  of  all  militia 
commissions  is  suspended  in  said  district,  and  the  officers  re- 
quiring to  give  their  parole,  in  such  way  as  the  officer,  who 
may  be  appointed  by  the  commanding  general  to  administer 
the  government,  shall  direct. 

The  inhabitants  of  said  district  are  promised  protection  to 
their  persons  and  properly,  with  the  exception  of  those  cases 
embraced  by  the  proclamation  of  general  Proctor,  of  the  — ult. 
which  is  declared  to  be  in  force;  and  the  powers  therein  as- 
sumed transferred  to  the  officer  appointed  to  administer  the 
government. 

Given  under  our  hands  and  seals,  at  Sandwich,  this  17th 
October,  1813.  (Signed)  WM.  H.  HARRISON. 

OLIVER  H.  PERRY. 

From  the  Cincinnati  Whig. 

Mr.  Editor:  The  newspaper  at  Georgetown,  Kentucky,  in 
the  vicinity  of  the  residence  of  colonel  Richard  M.  Johnson, 
having  lately  attacked  the  military  character  of  general  Har- 
rison, i beg  you  to  publish  the  following  extract  of  a letter 
from  colonel  Richard  M.  Johnson  himself,  to  general  Harrison, 
daled  Lower  Sandusky  July  4th,  18\3’’ — which  may  be  found 
at  page  310  of  McAffee’s  history  of  the  late  war. 

“To  be  ready  to  move  with  you,  to  Detroit  and  Canada, 
against  the  enemies  of  our  country,  is  the  first  wish  of  our 
hearts.  Two  great  objects  induced  us  to  come — first  to  be  at 
the  regaining  of  our  own  territory  and  Detroit,  and  at  the 
taking  of  Malden — and  secondly  to  serve  under  an  ogicer  in 
whom  we  have  confidence.  We  could  not  have  engaged  in  the 
service  without  such  a prospect,  when  we  recollect  what  dis- 
asters have  attended  us  for  want  of  good  generals.  We  did 
not  want  to  serve  under  cowards,  drunkards,  old  grannies, 
nor  traitors,  but  under  one  who  has  proved  himself  to  he  prudent, 
wise  and  brave.'” 

From  the  Kentucky  Reporter. 

Messrs.  Finnell  & Wickliffe:  You  will  observe  that  the 
following  letter  is  addressed  to  Mr.  Bradford,  but  as  your  paper 
will  be  published  on  next  Wednesday,  and  the  Gazette  not 
until  the  following  Saturday,  I take  the  liberty  of  requesting 
that  you  will  insert  it  in  your  paper.  By  so  doing  will  much 
oblige  a subscriber.  Your  obedient  servant, 

R.  C.  HARRISON,  jf. 

September  27,  1835, 


Mr.  Bradford:  I see  from  your  paper  of  the  29th  ultimo, 
that  some  of  the  friends  of  colonel  Johnson  had  a meeting  in 
Frankfort  on  the  17th  of  August,  and  determined  to  celebrate 
the  victory  of  the  Thames,  on  the  fifth  of  October  next.  In 
the  proceedings  of  this  meeting,  I observe  the  following  resolu- 
tion: 

^‘Resolved,  That  on  the  fifth  of  October  next  we  will  heartily 
unite  in  duly  celebrating  the  ever  memorable  victory  of  the 
Thames,  achieved  on  the  fifth  of  October,  1813,  and  that  in 
consideration  that  col.  Richard  M.  Johnson  was  the  hero  of  that 
achievement,  the  committee  of  invitation  be  instructed  to  in- 
vite him  personally  to  attend  as  chief  guest.” 

This  meeting  appointed  a committee  of  arrangements  for  the 
purpose  of  carrying  their  re.solutions  into  effect,  and  they  have 
done  me  the  honor  of  appointing  me  one  of  that  committee.  I 
knew  nothing  of  this  meeting,  sir,  until  I saw  its  proceed- 
ings published  in  your  paper.  I am  in  retirement,  and  have 
no  desire  to  obtrude  my  name  upon  the  public.  But  as  the 
meeting  at  Frankfort  thought  proper  to  appoint  me  one  of  their 
committee  of  arrangements,  I am  under  the  necessity  of  re- 
maining silent  and  of  permitting  opinions  to  be  attributed  to  me 
which  I do  not  entertain,  or  of  addressing  you  this  letter.  I 
have  no  doubt  but  that  col.  Johnson,  as  the  commander  of  a 
regiment,  acted  very  gallantly  at  the  battle  of  the  Thames. 
This  is  an  honor,  which  I believe  has  never  been  denied  to 
him.  Gen.  Harrison  was  the  commander  at  the  battle  of  the 
Thames,  and  I believe  that  he  is  entitled  to  more  credit  for  the 
victory  than  any  other  individual.  From  the  official  docu- 
ments, and  from  all  the  information  which  I have  been  able  to 
collect,  I believe  that  col.  Johnson  had  no  part  whatever  in 
forming  the  arrangements  and  plans  of  the  battle;  but  1 believe 
they  were  all  formed  by  general  Harrison.  If  general  Harrison 
felt  himself  incompetent  to  form  the  arrangements  for  the 
battle,  it  seems  to  me  to  he  very  extraordinary  that  he  should 
have  passed  by  governor  Shelby,  a man  who  had  greatly  dis- 
tinguished himself  during  our  revolutionary  conflict,  and  other 
officers  high  in  command,  and  hav^one  to  a subordinate  who 
I presume  had  never  seen  an  armywfore  in  his  life.  It  is  not 
my  object,  sir,  to  enter  into  any  argument  uprtn  this  subject. 
That  has  been  done  with  great  ability,  and  I believe  entirely  to 
the  satisfaction  of  the  public,  by  general  Harrison  himself. 
My  object  is  simtrly  to  .state  my  opinions.  It  is  true  that  in 
the  political  contest,  which  has  just  terminated,  gen.  Harrison 
and  myself  have  been  upon  different  sides.  But  this  is  no 


NILES’  REGISTER— OCT.  24,  1835— THE  BATTLE  OF  THE  THAMES. 


reason  why  I should  deny  to  a soldier  and  a patriot  credit  to 
which  I believe  he  is  justly  entitled,  and  which  so  far  as  I 
know  has  never  been  withheld  from  him  until  within  a year 
past.  I have  been  as  you  very  well  know,  a friend  to  the 
present  adiiiinistration,  and  to  prevent  all  possibility  of  impio- 
per  motives  being  attributed  to  me,  I will  slate  that  1 am  still 
friendly  to  it. 

It  may  not  be  out  of  place  sir,  to  remark  that  in  our  late  po- 
litical co.niost,  I was  influenced  by  a regard  to  principle  alone. 
I shall  hereafter  be  governed  by  the  same  regard  to  principle, 
which  has  directed  my  conduct  hitherto.  As  a very  humble 
individual,  my  object  has  not  been  the  elevation  of  particular 
men  to  power,  but  it  has  been  the  promotion  of  the  happiness 
and  welfare  of  my  country.  I must  decline  acting  as  one  of 
the  committee  of  arrangements  at  Frankfort  on  the  fifth  of 
October.  I cannot  sir,  merely  for  the  purpose  of  gratifying  the 
vanity,  or  of  promoting  the  political  views  of  any  man,  agree  to 
have  the  remotest  agency  in  doing  an  act  which  I believe  to  be 
founded  on  the  greatest  injustice,  and  which  is  calculated  lo 
wound  the  feelings  of  one  of  the  purest  patriots  in  the  nation. 
Your  obedient  servant,  R.  C.  HARRISON,  jr. 

September  27,  1835. 

The  following  letter  was  from  the  gallant  and  venerated  go- 
vernor Shelby,  who  bore  a distinguished  part  in  the  campaign: 

“The  army  was  on  its  march  by  sunrise  on  the  morning  of 
the  2d  of  October,  and  continued  the  pursuit,  (often  in  a run), 
until  the  evening  of  the  5ih,  when  the  enemy  was  overtaken. 
During  the  whole  of  this  long  and  aiduous  pursuit,  no  man 
could  make  greater  exertions  or  use  more  vigilance  than  gen. 
Harrison  did,  to  overtake  Proctor,  whilst  the  skill  and  promp- 
titude with  which  he  arranged  the  troops  for  battle,  and 
the  distinguished  zeal  and  bravery  he  evinced  during  its  con- 
tinuance, merited  and  received  my  highest  approbation. 

“In  short,  sir,  from  the  time  I joined  general  Harrison  to  the 
moment  of  our  separation,  I believe  that  no  commander  ever 
did  or  could  make  greater  exertions  to  effect  the  great  object  of 
the  campaign.  I admired  his  plans  and  thought  them  executed 
with  great  energy,  particularly  his  order  of  battle,  and  arrange- 
ments for  landing  on  the  Canada  shore,  were  calculated  to 
inspire  every  officer  and  man  with  a confidence  that  we  could 
not  be  defeated  by  any  thing  like  our  own  number. 

“Until  after  I had  served  the  campaign  of  1813,  I was  not 
aware  of  the  difficulties  general  Harrison  had  to  encounter  as 
commander  of  the  north  western  army.  1 have  since  often 
said,  and  still  believe,  that  the  duties  assigned  to  him  on  that 
occasion,  were  more  arduous  and  difficult  to  accomplish,  than  I 
had  ever  known  confided  to  any  commander;  and  with  respect  to 
the  zeal  and  fidelity  with  which  he  executed  that  high  and 
important  trust,  there  are  thousands  in  Kentucky,  as  well  as 
myself,  who  believed  it  could  not  have  been  committed  to  bet- 
ter hands. 

“With  sentiments  of  the  most  sincere  regard  and  esteem, 
I have  the  honor  to  be,  with  great  respect.  Your  obedient 
servant,  “ISAAC  SHELBY.” 

Letter  from  col.  J.  T.  Johnson,  (brother  of  R.  M.  Johnson),  a 
volunteer  aid-de-camp  to  gen.  Harrison. 

^^Head  quarters.  May  18,  1813. 

Dear  general:  In  taking  leave  of  you,  permit  me,  in  this 
way,  to  express  my  grateful  acknowledgments  for  the  honor 
you  have  conferred  upon  me.  Language  is  to  feeble  to  portray 
my  feelings  on  the  present  occasion.  Were  I placed  in  a dif- 
ferent situation,  as  it  respects  my  home  concerns,  I should 
be  among  the  last  to  leave  our  army  until  the  termination  of 
the  war.  But  blessed  as  I am  with  an  amiable  wife  and  tender 
infant,  my  inclination  and  duty  imperiously  demand  of  me  to 
return  to  them.  Should  another  occasion  offer  in  the  course 
of  a few  months,  wherein  I could  afford  any  aid,  and  to  remain 
but  a short  time,  I should  be  happy  to  embrace  it.  With  pain- 
ful sensatirm  havo  J witnessed  the  wounding  ot  your  fcelings 
by  the  secretary  of  war.  So  much  have  I the  interest  of  my 
country  at  heart,  so  highly  do  I value  your  military  juilument, 
and  so  awfully  do  I reflect  upon  the  consequences  flowing 
from  the  appointment  of  an  officer  incompetent  to  command 
the  north  western  army,  if  you  were  to  resign,  that  I must  con- 
jure you  n«t  to  think  of  leaving  us  at  this  perilous  crisis.  The 
united  voice  of  the  whole  western  country  resounds  your  well 
earned  fame;  their  hopes  and  prospects  are  centered  on  you, 
and  although  your  feelings  are  injured  by  some  of  the  heads  of 
department,  I trust  you  will  disregard  it  and  continue  to  act 
according  to  the  wishes  of  your  countrymen. 

May  heaven  continue  to  bless  you  with  victory,  health  and 
prosperity,  and  may  she  shower  down  her  choicest  gift  upon 
you.  With  sentiments  of  the  highest  respect  and  esteem,  I 
have  the  honor  to  be  your  fiiend, 

JOHN  T.  JOHNSON,  V.  A.  D.  camp, 

THE  RATTLE  OF  THE  THAMES. 

From  the  New  York  Evening  Post. 

The  dinner  in  honor  of  colonel  Richard  M.  Johnson,  given 
at  Tammany  Hall  yesterday,  was  very  numerously  attended, 
and  was,  in  every  respect,  a gratifying  tribute  from  the  demo- 
cracy of  this  city.  The  company,  comprising  more  than  three 
hundred  democrats  besides  several  invited  guests  of  distinction, 
sat  down  lo  a very  plentiful  and  excellent  repast  about  six 
o’clock.  The  ceiling  of  the  spacious  apartment  was  decorated 
with  the  striped  bunting  of  our  national  banner,  tastefully  ar- 


ranged in  festoons,  and  the  walls  were  hung  with  siuiable  de- 
mocratic emblems,  and  with  portraits  of  those  who,  in  council 
and  the  field,  have  contributed  to  add  permanence  to  those  free 
institutions  which  are  the  pride  and  wonder  of  the  world.  The 
honorable  Cornelius  W.  Lawrence  presided,  assisted  by  Garret 
Gilbert,  David  Bryson,  Dr.  Philip  E Milledbler,  William  S. 
Coe,  James  Conner,  Gerardus  Boyce,  esquires,  as  vice  presi- 
dents. The  regular  toasts  breathed  the  true  spirit  of  democratic 
docuine,  and  were  received  with  the  most  energetic  acclama- 
tions of  according  enthusiasm.  On  the  toast  in  honor  of  the 
hero  of  the  Thames  being  announced,  a letter  from  colonel 
Johnson,  acknowledging  the  invitation  of  the  citizens  to  him  to 
be  present  at  the  celebration,  was  read  in  a loud  and  clear 
voice  by  the  mayor,  and  was  listened  lo  throughout  with  all 
that  attention  and  respect  which  was  due  alike  lo  the  services 
of  the  writer,  and  the  democratic  sentiments  with  which  his 
communication  was  replete.  A number  of  the  regular  toasts 
contained  the  most  pointed  allusions  to  the  monopoly  heresies 
which  have  crept  into  the  democratic  party,  and  the  most  em- 
phatic reprobation  of  exclusive  and  unequal  legislation.  The 
thunders  of  applause  with  which  the  lofty  hall  resounded  in 
answer  lo  these  sentiments  furnished  a significant  proof  that 
the  great  body  of  the  democracy  remain  sound  to  the  heart’s 
core.  The  eleventh  toast,  in  particular,  awakened  deafening 
and  long  continued  thunders  of  applause.  That  sentiment  re- 
cognised in  the  most  explicit  terms  the  right  of  instruction,  and 
the  right  of  the  constituents  lo  require  a pledge  from  the  candi- 
date who  seeks  lo  become  their  representative.  It  was  scarce- 
ly uttered  by  the  president,  and  the  last  word  yet  hung  upon 
his  lips,  when  a peal  of  applause,  from  all  parts  of  the  room, 
heart-warm,  and  of  astounding  loudness,  burst  upon  the  ear. 
Cheers,  shouts,  clapping  of  the  hands,  and  every  variety  of 
pleasurable  demonstration,  attested  the  warm  concurrence  of 
the  democracy  in  the  propriety  of  the  sentiment.  Those  of  our 
readers  who  were  present  well  know  that  no  language  we  can 
use  can  convey  to  such  as  were  not,  an  adequate  idea  of  the 
fervor  of  delight  with  which  the  toast  in  question  was  respond- 
ed to.  We  have  often  heard  popular  assemblages  attest,  by 
thunders  of  applause,  their  acquiescence  in  particular  senti- 
ments; but  never  before  has  it  fallen  to  our  lot  lo  hear  so  ener- 
getic an  expression  of  approbation  as  that  which  spoke  the 
sense  of  the  company  at  the  Johnson  dinner  yesterday  on  the 
right  of  the  democracy  to  instruct  their  representatives  after 
election,  and  to  require  pledges  before. 

When  the  applause  had  at  last  subsided,  a general  and  ani- 
mated call  arose  from  every  part  of  the  room  on  Mr.  Cambre- 
leng,  who,  in  obedience  lo  this  summons  from  his  fellow  citi- 
zens, addressed  them  in  one  of  the  most  fervid  and  eloquent 
speeches  which  ever  fell  from  the  lips  of  a public  speaker  on 
any  similar  occasion.  It  is  impossible  for  us  to  give  even  the 
faintest  outline  of  his  glowing  speech,  every  sentence  of  which 
was  answered  with  involuntary  bursts  of  applause.  He  said, 
for  his  part,  he  always  pbeyed  instructions.  He  rose,  he  said, 
not  to  make  a speech,  but  to  give  a pledge;  and  he  held  that  man, 
who,  when  called  upon  by  his  constituents  for  his  sentiments  in  re- 
lation to  any  public  question,  refused  to  give  them,  in  the  most 
full  and.  unequivocal  manner,  not  a democrat,  bdt  a federal- 
ist! Mr.  Cambreleng  said,  he  came  originally  from  a state 
where  the  right  of  requiring  pledges  from  candidates  for  pub- 
lic offices  was  considered  as  one  of  the  most  important  and 
sacred  rights  of  the  people;  and  that  there,  the  man  who  should 
present  himself  for  the  suffrages  of  his  fellow  men,  and  dare  to 
withhold  his  views  and  intentions  on  any  political  question, 
would  be  driven  with  scorn  from  the  polls,  and  branded  with 
an  everlasting  stigma  of  disgrace.  The  right  here  was  as  dear 
to  the  true,  democracy,  Mr.  Cambreleng  continued,  as  there, 
and  the  man  who  refused  to  yield  to  it  was  both  a knave  and  a 
coward — a knave  meditating  treachery  to  the  people,  and  a 
coward  afraid  lo  avow  his  wickedness. 

A full  reoori  of  the  dinner  proceedings,  including  the  nume- 
rous truly  democratic  anti-monopoly  toasts,  both  regular  and 
volunteer,  and  the  various  speeches  which  were  made,  will  be 
given  in  a day  or  two;  but  it  is  impossible  for  any  brief  sketch 
to  give  an  idea  of  the  republican  fervor  of  Mr.  Cambreleng’s 
speech,  or  of  the  intense  enthusiasm  with  which  it  was  receiv- 
ed. Among  the  other  speeches,  that  of  the  mayor,  introducing 
the  toast  in  honor  of  colonel  Johnson,  and  of  the  first  vice  pre- 
sident, Garret  Gilbert,  esq.  were  peculiarly  happy. 

The  following  were  some  of  the  toasts  drunk  on  the  occasion: 

Our  country — The  citadel  of  the  world’s  liberty.  Let  those 
to  whom  its  defence  is  entrusted  be  ever  mindful  of  their  duty 
to  themselves,  and  of  their  deep  responsibility  to  the  human 
race.  Air — “Hail  Columbia.” 

The  United  States — The  cherished  and  significant  name  of 
our  country.  May  the  efibris  of  folly  on  the  one  hand,  and 
treason  on  the  other,  never  succeed  in  rendering  it  a “misno- 
mer.” Air — “The  Union  March.” 

The  constitution — Strictly  construed;  rigedty  adhered  to;  firm- 
ly enforced — It  is  our  only  bond  of  union,  and  “must  be  pre- 
served.” Air — “Star  Spangled  Banner!” 

The  president  of  the  United  States:  The  sun  of  his  public  ca- 
reer. having  cheered  our  land  with  its  rising  brightness  and  me- 
ridian splendor,  is  terminating  its  course  full-orbed  and  glorious 
— the  admiration  of  the  people.  Air— “President’s  March.” 

The  vice  president  of  the  United  States:  His  distinguished 
public  life,  devoted  to  a consistent  and  effective  support  of  the 
fundamental  principles  of  our  free  government,  is  New  York’s 
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pledge  for  her  “favorite  son”  that  he  will  not  impair  the  virtues 
of  the  mantle  which  his  countrymen  have  determined  shall  in 
due  time  fall  upon  him.  Air — “Jackson’s  Delight.” 

Before  announcing  the  next  toast,  the  mayor  rose,  and  ad- 
dressed the  assemblage  in  the  following  words: 

The  toast  which  I am  now  about  to  offer  you,  gentlemen,  is 
one  that  I feel  assured  will  receive  your  cordial  approbation. 
So  little  diversity  of  opinion,  indeed,  can  exist  as  to  the  just- 
ness and  propriety  of  the  sentiments  it  expre.sses,  that  it  will 
scarcely  be  expected  I shall  detain  you  with  any  preparatory 
eulogy  of  the  individual  to  whom  it  refers. 

We  have  mei,  fellow  citizens,  upon  the  anniversary  of  one  of 
those  great  occasions,  which,  while  it  has  given  a brilliant  lus- 
tre to  individual  reputation,  has  also  coniributed  to  national  re- 
nown, and  to  the  preservation  of  our  liberties  as  a people.  We 
have  but  to  turn  back  the  pages  of  our  national  history,  to  that 
period  when  the  gloom  of  defeat  and  disaster  darkened  for  a 
time  the  character  of  our  arms,  and  to  realize  the  horrors  of 
that  system  of  warfare,  which  directed  the  weapon  of  the  re- 
lentless savage  against  the  breast  of  his  disarmed  victim,  to 
know  and  appreciate  the  perils  which  surrouniled  those  of  our 
country’s  defenders  who  engaged  in  the  contest  of  the  last  war 
on  tlie  western  frontiers:  To  succeed  in  these  conflicts,  was  in- 

deed to  triumph  over  a wily,  dangerous,  and  not  ignoble  foe; 
but  to  fail,  was  in  too  many  instances  to  become  the  sacrifice 
to  an  enemy  that  rioted  in  massacre  and  baiifiuetted  on  blood. 

Among  the  brave  and  hardy  warriors  who  early  and  fearless- 
ly entered  upon  the  scenes  of  this  border  warfare,  not  one  bore 
himself  more  proudly,  nor  contributed  more  directly  to  the 
eventual  success  of  the  American  arms,  than  that  distinguished 
son  of  Kentucky,  in  whose  honor  we  are  this  day  assembled. 
High-minded,  spirited,  chivalrous  by  nature — burning  to  avenge 
his  slaughtered  countrymen  and  to  uphold  his  country’s  rights 
wherever,  and  by  whomsoever  assailed — he  surrendered  the 
comforts  and  pleasures  of  retirement,  sought  the  privations  of 
the  camp,  and  courted  the  dangers  of  the  field. 

The  battle  of  the  Thames  on  the  5lh  of  October,  1813,  was  a 
decisive  defeat  to  the  allied  Britain  and  Indian  forces,  and  en- 
sured permanent  protection  to  the  inhabitants  of  a vast  extent 
of  territory.  The  advantages  of  that  brilliant  victory  were  be- 
yond computation  in  their  effect  upon  the  subsequent  efforts  of 
the  savages.  It  was  in  that  sanguinary  conflict  that  the  pre- 
viously invincible  warrior — he  who  fought  with  the  confidence 
inspired  by  a long  series  of  victories — surrendered  his  triumphs 
with  his  life.  The  records  of  that  battle  tell  us,  that  the  signal 
for  flight  to  his  followers,  both  white  and  red,  was  the  fall  of 
Tecumseh. 

It  would  neither  be  just  to  ourselves,  nor  to  the  cause  of 
truth,  nor  is  it  necessary  to  a proper  ajipreciation  of  the  distin- 
guished merits  of  the  subject  of  these  remarks,  to  refuse  our 
acknowledgment  of  the  claims  of  others  to  a share  in  the  grati- 
tude of  the  American  people,  for  honorable  achievements  in 
the  trying  scenes  of  our  second  war  of  independence.  Freely 
and  gratefully  should  those  claims  be  acknowledged  and  re- 
membered. But  ill  glancing  over  the  long  list  of  brave  and  suc- 
cessful warriors — so  many  of  whom  bear  upon  their  persons 
the  evidences  of  fierce  encounters  with  the  foe — it  is  scarcely 
possible  that  our  attention  should  not  be  attracted  to  the  name 
of  Johnson.  In  pronouncing  a name  thus  identified  with 
bravery  and  patriotism,  I feel  confident  that  your  bosoms  will 
glow  with  the  recollections  it  is  so  well  calculated  to  awaken, 
and  that  you  will  cheerfully  unite  with  me  in  rendering  honor 
to  the  hero  of  the  Thames. 

But,  fellow  citizens,  there  is  another  view  in  which  the  cha- 
racter of  colonel  Johnson  must  be  presented  to  your  notice.  If 
as  a brave  and  successful  soldier,  he  first  won  the  admiration 
of  his  countrymen,  it  is  as  an  unshrinking,  fearless  and  honest 
advocate  of  popular  rights,  that  he  has  establish  himself  per- 
manently in  the  confidence  and  affection  of  the  American  peo- 
ple. 

It  cannot  be  necessary,  gentlemen,  thut  I should  detain  you 
by  a minute  examination  of  the  civil  career  of  this  distinguish- 
ed citizen.  Throughout  a period,  almost  unexampled  for  dura- 
tion in  our  congressional  history,  he  has  occupied  a prominent 
position  in  the  public  councils.  Bringing  to  this  department 
the  same  zealous  and  devoted  patriotism  which  characterized 
bis  efforts  in  another  sphere,  he  has  always  been  conspicuous 
as  an  advocate  of  measures  to  preserve  and  extend  the  great 
principles  of  civil  liberty.  With  a mind  thoroughly  imbued 
with  the  spirit  which  prevailed  in  the  formation  of  our  govern- 
ment, his  whole  legislative  course  has  tended  to  strengthen  and 
perpetuate  that  bond  of  union,  which  has  so  mainly  contributed 
to  render  us  a great  and  happy  people. 

It  is  as  a faithful  and  long  tried  public  servant,  without  re- 
gard to  party  distinctions,  that  I have  spoken  of  the  character 
and  services  of  Richard  M.  Johnson.  May  I not  add  the  ex- 
pression of  my  satisfaction;  that  after  so  large  a portion  of  his 
life  has  been  honorably  spent  in  the  public  service,  during 
which  period  he  has  never  swerved  from  the  support  of  repub- 
lican piinciples,  he  is  now  presented  by  the  democracy  of  the 
union  for  the  support  of  his  fellow  citizens  to  one  of  the  highest 
offices  in  the  gift  of  a free  people.  The  result,  I feel  assured, 
will  furnish  anoilier  instance  to  disprove  the  axiom  that  repub- 
lics are  ungrateful. 

f give  you,  gentlemen. 

Colonel  Richard  M.  Johnson:  The  benefactor  of  his  country 
as  a legislator,  and  her  gallant  defender  on  the  field  of  battle. 
The  weapons  of  the  enemy  have  inflicted  honorable,  though 


painful,  marks  of  patriotism  on  his  person:  the  greatful  repub- 
lic will  confer  more  acceptable  and  enduring  marks,  of  distinc- 
tion upon  his  character.  Air— “Hail  to  the  chief.” 

The  animated  speech  of  the  mayor  was  frequently  interrupt- 
ed with  hearty  plaudits;  and  the  toast  which  it  introduced,  was 
received  with  the  liveliest  pleasure,  demonstrated,  loud  and 
long,  in  all  the  usual  modes  of  applause.  After  silence  was  at 
length  restored,  Mr.  Lawrence  again  rose,  and  in  a clear  and 
sonorous  voice,  read  the  following  letter  from  col.  Johnson: 
Great  Crossings,  18th  Sejitember,  1835. 

Gentlemen:  I hare  received  your  communication,  in  which 
the  several  wards  of  the  city  of  New  York  are  represented  as 
inviting  me  to  partake  of  a public  dinner  on  the  5th  of  October, 
in  commemoration  of  the  battle  of  the  Thames.  I am  also  in- 
formed by  your  favor  that  the  large  and  respectable  meeting  of 
the  democracy  of  New  York  city,  who  resolved  to  celebrate  the 
5th  of  October,  expressed  their  satisfaction  at  the  result  of  the 
Baltiriiore  convention  In  reference  to  my  nomination  for  the 
vice  presidency,  and  passed  a resolution  in  approbation  of  my 
public  services,  &c.  For  this  honor,  permit  me  to  expre.ss  my 
grateful  sensations,  in  a free  government  like  our.s,  to  a citi- 
zen who  loves  his  country,  there  is  no  reward  which  he  can 
receive  for  the  discharge  of  a public  trust  so  valuable  as  the  ap- 
probation of  bis  fellow  citizens. 

I have  always  considered  myself  more  than  compensated,  by 
my  constituents,  for  all  I have  ever  done  or  suffered  for  my 
country.  But  finding  that  my  fellow  citizens  of  New  York  are 
desirous  to  express  publicly  their  confidence  in  me,  and  to  give 
their  approbation  to  the  manner  in  which  I have  discharged  my 
public  duly,  I feel  a consolation  which  I shall  not  pretend  to 
express,  and  a gratitude  which  I hope  will  abide  with  me  as 
long  as  I live. 

A public  man  should  accept  of  no  situation  where  he  would 
not  be  perfectly  willing  to  make  any  sacrifice  which  the  happi- 
ness of  his  fellow  citizens,  the  preservation  of  the  union,  and 
the  independence  of  his  country  may  require  of  him.  What- 
ever excitement  may  have  prevailed  in  our  country  on  pohlreal 
or  other  subjects;  whatever  irregularities  or  outrages  may  have 
been  occasionally  committed,  and  notwithstanding  the  untime- 
ly and  misguided  attempts  to  interfere  with  the  sovereignly  of 
the  slates  in  relation  to  matters  exclusively,  peculiarly  and  con- 
stitutionally belonging  to  the  states,  I have  never  for  one  mo- 
ment of  my  life  despaired  of  the  republic.  Whenever  false  and 
dangerous  principles  were  pushed  to  extremity,  we  have  found, 
and  shall  always  find,  an  intelligent,  a patriotic  and  a saving 
majority  combined  and  xmited  to  destroy  the  evil  spirit  of  what- 
ever character,  vvhich  may  threaten  the  peace  and  harmony  of 
the  slates  or  of  the  union.  Taking  a full  view  of  the  past,  the 
present  and  the  future,  I think  we  have  abundant  cause  for  gra- 
titude, and  to  rejoice  at  the  spirit  of  unanimity  which  prevails 
among  our  fellow  citizens  and  the  prosperous  condition  of  OUf 
happy  counliy. 

1 regret  extremely  that  it  will  not  be  in  my  power  to  be  pre- 
sent at  the  celebration  on  the  5th,  agreeably  to  your  polite  invi- 
tation. I have  received  so  many  proofs  of  kindness  and  confi- 
dence from  the  citizens  of  N.  York  for  years  past,  that  this  re- 
newal of  their  approbation  excites  in  me  feelings  which  it  is  not 
in  my  power  to  express.  With  sentiments  of  great  respect, 
your  friend  and  fellow  citizen,  RH.  M.  JOHNSON. 

Messrs.  Barnabas  Bates,  Richard  Riker,  Joel  Curtis,  Charles 
G.  Ferris,  Philip  E.  Milledoler,  Rodney  S.  Church,  Allen  M, 
Sniffen,  Geo.  W.  McPherson,  John  Alwise,  Alexander  Ming, 
jr-  Eber  fVheaton,  Benson  Milledoler,  Job  Haskell,  William 
Hubbard,  Nathan  Darling,  committee. 

P.  S.  Allow  me  to  offer  the  following  sentiment: 

The  great  stale  of  New  York — May  her  advancement  in 
science,  philosophy  and  the  mechanic  arts,  keep  equal  pace 
with  the  splendor  of  her  internal  improvements  and  the  deve- 
lopment of  her  natural  resources. 

Letters  had  Deen  aoclres^cd  by  tbo  commiitoo  to  Mecem.  M. 
Van  Buren,  John  A.  Dix,  N.  P.  Tallmadge,  Mahlon  Dickerson, 
Lewis  Cass,  W.  L.  Marcy,  W.  C.  Rives,  J.  Forsyth,  L.  Wood- 
bury, G.  C.  Brownson  and  E.  Crosswell,  who  all  excused  them- 
selves for  non-attendance. 

Volunteer  toasts. 

By  Joseph  Drevfous.  President  Jackson  and  the  thembers  of 
his  cabinet— On  all  occasions  requiring  it,  they  have  the  moral 
courage  to  “take  the  responsibility.”  Salus  popull,  supremaless. 

By  W.  Hayward.  Colonel  Richard  M.  Johnson — Though  sub- 
ordinate in  command  at  the  battle  of  the  Thames,  his  prompt 
obedience,  energy  in  action,  and  superior  bravery,  contributed 
largely  to  the  successful  issue  of  the  contest. 

By  Peter.  Coutant,  fourteenth  ward.  Richard  M.  Johnson— 
The  wish  of  the  north,  the  hope  of  the  east,  the  friend  of  the 
south,  the  pride  of  the  west,  and  the  choice  of  all. 

By  Barnabas  Bates.  Martin  Van  Buren — Distinguished  for 
his  virtues  as  a man — eminent  for  his  abilities  as  a statesman — 
uniform  in  his  support  of  the  pure  principles  of  democracy;  the 
democratic  party  throughout  the  union  will  delight  to  honor  him 
with  the  highest  office  in  the  gift  of  a free  people. 

By  Theophilus  Fish,  of  Boston.  Banks,  banking  and  paper 
money — Labor-saving  machinery  by  which  indolent  drones  are 
enabled  to  grow  rich  without  honest  industry. 

By  Churchill  C.  Cambreleng.  The  constitution  of  the  United 
States — Sustained  as  it  is  by  the  inlelligeHce,  patriotism  and  de- 
votion of  the  American  people,  it  has  little  to  fear  from  the  re- 
volutionary movements  of  fanaticism  or  treason. 
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On  Tuesday  morning,  the  20th  instant,  being  at  New 
York,  the  editor  had  the  misfortune  to  break  his  left  arm, 
in  getting  out  of  one  of  those  useful,  but  dangerous,  ac- 
comodations, called  an  omnibus.  The  horses  started  at 
a rapid  gait  as  he  was  leaving  the  carriage — and  threw 
him  on  his  back;  and  in  a vain  attempt  to  save  himself 
from  falling,  the  accident  occurred — both  bones  of  the 
lower  arm  being  snapped  off,  and  the  wrist  severely 
sprained,  &c.  He  is  happy  to  state,  however,  that,  though 
atlended  with  considerable  pain,  the  wounded  arm  ap- 
pears to  be  doing  about  as  well  as  a bruised  and  broken 
limb  can  do — being  otherwise  in  good  health  and  condi- 
tion, and  blessed  with  a fair  stock  of  patience  and  perse- 
verance. By  the  application  of  the  latter,  he  has  been 
enabled  to  present  a paper  filled  with  highly  iilteresting 
matter,  though  many  things  are  omitted  or  postponed. 

The  doj*gs  of  the  abolitionists,  and  of  the  people,  at 
Boston  and  Utica, are  given  in  the  words  of  others.  Tliey 
present,  as  he  believes,  a pretty  full  history  of  events 
that  happened  at  both  places.  Other  things  are  added 
which  relate  to  incidents  in  the  south,  &c. 

The  affairs  of  Texas  are  also  detailed  at  considerable 
length.  We  apprehend  that  much  difficulty  will  grow 
out  of  the  present  state  of  things.  If  the  law  is  the  same 
as  it  was  in  Jerry  Jourdan’s  timed''*  the  relief  that  is 
expected  by  the  colonists,  and  openly  proposed  to  be 
given,  at  several  places  in  the  United  States,  cannot  be 
granted  without  war  against  Mexico.  '•^Burr's  conspi- 
racy" went  no  further  than  many  of  our  people  seem 
willing  to  proceed — as  though  they  had  an  unquestiona- 
ble right  to  organize  a military  foi’ce  in  the  United 
States  to  assist  the  inhabitants  of  Texas. 

The  Taunton  f Massachusetts J Gazette  says  that  fur- 
ther investigations  fully  prove  the  existence  of  a fine  bed 
of  coal  near  the  Boston  and  Providence  rail  road,  in 
Mansfield.  Practical  miners  have  examined  the  bed, 
and  found  anthracite  coal  of  a quality  equal  to  the  Penn- 
sylvania. They  have  already  dug  down  20  feet  with  in- 
dications of  a very  extensive  bed.  It  is  only  bituminous 
on  the  top. 

No  doubt,  coal  is  yet  to  be  discovered  in  many  parts 
of  our  country. 

Commodore  Hidl  and  his  family  sailed  from  New 
York,  on  the  21st  instant,  for  Gibraltar,  with  the  inten- 
tion of  spending  some  time  in  the  south  of  Europe. 

Some  troubles  at  the  Indian  Stream  settlement  have 
again  occurred.  This  place  is  disputed  territory  be- 
tween New  Hampshire  and  Canada.  Th«  British  hav- 
ing got  as  large  a slice  of  Maine  as  they  want,  seem  dis- 
posed to  take  a strip  from  Isaac  Hill’s  dominions. 

The  late  cashier  of  the  commercial  bank  of  Albany, 
who  is  supposed  to  have  ruined  himself  by  gamblings  in 
Wall  street.  New  York,  has  not  yet  been  apprehended. 
We  hav«  heard  it  stated  as  probable  that  he  has  made  his 
escape  to  Havana,  and  that  officers  had  proceeded  thither 
in  pursuit  of  him.  The  following  advertisement  has 
been  issued  by  the  president  of  the  bank: 

5,000  DOLLARS  REWARD. 

Oi;^The  above  reward  will  be  paid  for  the  apprehension  of 
Henry  Bartow,  late  cashier  of  the  Commercial  bank  of  the  city 
of  Albany,  who  has  absconded  with  about  one  hundred  and 
lliirty  thousand  dollars  of  the  funds  of  the  said  bank,  on  his  de- 

*Or  in  Thomas  Jefferson’s  time!  Tliis  phrase  will  not  need 
an  explanation  in  Maryland — but  for  general  information,  the 
tradition  that  belongs  to  it  should  be  added.  A Mr.  Jour da7i, 
the  chief  justice  of  one  of  our  circuits,  was  an  able  man,  and 
remarkable  for  his  addresses  to  grand  juries.  On  the  de- 
cease ofMr.  J.  one  of  the  side-judges  undertook  to  hold  a court, 
and  direct  the  grand  jury,  by  simply  saying,  that,  as  the  law 
was  about  the  same  as  it  was  in  Jerry  Jourdan’s  time,  it  was 
not  necessary  that  he  siiould  tell  them  what  it  was! 
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livery  to  the  proper  authorities  of  this  state,  together  with  the 
fund  taken  from  the  bank. 

Or  the  sum  of  two  thousand  dollars  will  be  paid  for  his  ap- 
prehension and  delivery  into  one  of  the  jails  of  the  United 
States,  and  held  subject  to  the  requisition  of  the  governor  of 
this  state. 

For  a recovery  of  a proportion  of  the  money  taken,  a propor- 
tion of  the  above  reward  will  be  paid. 

Said  Bartov)  is  about  five  feet  six  or  seven  inches  in  height, 
dark  complexion,  high  colored,  with  some  slight  scars  on  his 
face,  dark  eyes,  heavy  eye  brows,  black  hair,  rather  thin,  and 
inclined  to  curl,  small  in  person,  slow  in  speech;  when  speak- 
ing, scowls.  By  order  of  the  board  of  directors.  __ 

JoHts  Townsend,  pmidjnf. 

Mbany,  Oct.  15,  1835. 

The  count  Survilliers  (Joseph  Bonaparte)  was  receiv- 
ed at  his  residence  in  Bordentown,  as  we  are  informed, 
by  the  citizens  of  that  place,  with  every  mark  of  esteem 
and  regard,  and  gratification  at  his  return.  The  urbani- 
ty and  politeness  which  this  distinguished  individual  has 
always  exliibited  in  his  intercourse  with  our  citizens,  his 
liberal  enterprise  and  open-handed  benevolence  to  the 
necessitous,  have  secured  him  a strong  liold  upon  the  af- 
fections of  the  community,  in  which  he  has  for  many 
years  resided,  and  it  is  their  ardent  desire  that  he  may 
again  take  up  his  permanent  abode  with  them,  and  be  fa- 
vored with  the  enjoyment  of  a long  life  of  health  and 
happiness.  [J\Tew  Jersey  State  Gazette. 

The  J^erveastJe  f Del. ) Gazette,  of  the  22d  ult.  has  the 
following  horrible  account — 

We  were  called  upon  as  a juror,  yesterday,  to  examine  the 
dead  bodies  of  three  negroes  found  packed  in  tierces,  similar  in 
make  and  size  to  those  used  for  packing  fine  New  Orleans  su- 
gar. It  appears  they  were  forwarded  from  Baltimore  to  Phila- 
delphia by  the  Union  Line  company,  and  labelled  “i?.  G.  Fran- 
cis.”*^ They  were  put  on  shore  at  this  place  on  account  of  the 
disagreeable  odour  that  came  from  them  while  lying  on  board 
of  the  steamboat;  and  upon  a suggestion  being  made  that  they 
contained  human  flesh,  one  of  the  tierces  was  opened,  which 
was  occupied  by  two  female  negroes  packed  face  to  face;  the 
casks  were  accordingly  removed  from  the  wharf  to  the  public 
burying  ground,  and  there  opened,  and  an  inquest  of  twelve 
men  called  to  examine  the  bodies,  who  returned  a verdict  “that 
the  said  persons  came  to  their  death  by  rneans  unknown  to  this 
jury.”  The  decomposed  state  in  which  nie  bodies  were  found 
prevented  a thorough  examination  of  the  same;  the  necks  of 
the  two  females  appeared  to  have  been  dislocated,  and  the  nose 
of  one  broken,  together  with  the  eyes  nearly  forced  from  their 
sockets.  Whether  this  was  done  previous  to  their  death,  or 
caused  by  forcing  them  into  the  tierce,  is  uncertain.  One  of 
the  feniales  was  nearly  w'hite,  the  other  a bright  yellow.  They 
were  all  without  any  covering,  and  packed  in  straw  and  corn 
blades.  After  the  examination  was  over  they  were  buried  in 
one  grave,  together  with  the, tierces  that  contained  them. 

Various  conjectur  .s  have  naturally  arisen^  to  the  probable 
manner  in  which  these  persons  were  deprived  of  life,  and  the 
uses  for  which  they  were  intended.  Our  opinion  is,  however, 
that  they  died  natural  deaths,  and  were  intended  as  subjects  for 
dissection,  although  that  belief  is  somewhat  staggered  when  we 
consider  the  particular  season  of  the  year,  and  the  fact  that  nei- 
ther of  the  medical  colleges  of  Philadelphia  have,  as  yet,  com- 
menced their  regular  course  of  lectures. 

More  than  a hundred  thousand  dollars  a month  have 
been  received  at  the  land  offices  of  Chicago  and  Quincy, 
in  Illinois,  in  payment  for  lands  taken  at  the  minimum 
price  of  $1  25  an  acre,  since  the  public  sales  in  the  sum- 
mer. There  is  an  immense  tide  of  emigration  settling 
into  that  as  well  as  the  other  states  of  the  west. 

There  had  been  great  floods  in  the  Oliio,  about  the  20th 
and  2lst  inst.  The  Alleghany  was  still  rising  on  the  22d. 
The  lands  upon  the  sliores  of  the  rivers  have  been  swept 
of  their  crops,  fences,  &c.  &c.  The  western  mail  could 
not  pass  at  Wheeling,  f or  several  hours.  The  rise  of  the 
waters  of  the  Ohio  had  been  .35  feet. 

*This  name  is  fictitious,  without  doubt,  and  was  written  upon 
a card,  and  nailed  on  the  head  of  each  tierce. 
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The  whole  lake  country,  from  New  York  to  the  “far 
west,”  may  be  said  to  have  been  inundated  by  falls  of  rain. 
The  streams  were  filled  to  their  utmost  bearing,  and 
immense  damages  sustained,  with  several  losses  of  life. 
The  rain  is  said  to  have  fallen  to  the  depth  oi  four  inches 
in  five  or  six  days!  Certain  vessels  on  the  upper  lakes 
had  been  lost,  and  many  driven  from  their  moorings,  8cc. 

The  proprietors  of  the  South  Carolina  rail  road  are 
doing  a great  business.  The  Charleston  Courier  states 
that  the  books  show  an  increase  of  50  percent,  in  the  re- 
ceipts for  September,  over  that  of  last  year;  and  also, 
that  the  business  since  the  1st  inst.  has  averaged  one 
thousand  dollars  per  day  I The  stock  of  the  company 
appears  to  be  in  the  hands  of  persons  who  feel  no  dispo- 
sition to  sell. 

The  New  Orleans  Union  says  tliat  offers  have  been 
made  by  various  institutions  for  the  purchase  of  the  debts 
due  to  the  branch  of  the  United  States  bank  in  that  city, 
hut  that  they  have  not  been  accepted,  the  mother  bank 
inte^jding  to  make  use  of  that  branch  in  settling  up  its 
business  in  the  western  and  south  western  states.  The 
Bulletin  states  that  instructions  have  been  received  at 
the  New  Orleans  branch,  to  discontinue  purchasing  bills, 
collecting  or  checking,  on  Baltimore,  Pittsburgh,  Cin- 
cinnati, Le.xington,  Louisville,  Nashville,  St.  Louis  and 
Natchez. 

According  to  an  article  in  the  Charleston,  S.  C.  Mer- 
cury, the  whole  number  of  while  inhabitants  in  the  12 
slaveholding  states  is  3,660,567 — and  the  number  of 
slaves  is  2,005,475. 

The  New  Orleans  Advertiser  states  that  Dr.  Verner, 
the  former  editor  of  that  paper,  and  the  writer  of  the  ar- 
ticles respecting  the  legion,  which  caused  the  recent  dis- 
turbance in  that  city,  was  taken  on  tht;  night  of  the  1st 
inst.  from  the  residence  of  a friend  in  the  city  of  Lafay- 
ette, where  he  had  taken  shelter,  flogged,  and  otherwise 
ill  treated;  but,  strange  to  say,  the  Advertiser  remarks, 
not  by  any  one  of  the  j)arties  who  felt  themselves  ag- 
grieved by  the  articles  referred  to.  He  was  afterwards 
carried  to  the  calaboose,  (city  prison)  where  he  remain- 
ed on  the  3d,  but  “at  liberty  to  depart  whenever  he  may 
think  proper.” 

An  extraordinary  instance  has  occurred  in  the  Chero- 
kee territory,  Georgia,  of  government  interference  w ith 
the  liberty  of  the  press.  Some  years  ago,  the  Cherokee 
council  established  a newspaper  for  the  assertion  of  the 
Indian  rights  and  to  enligliten  the  people  under  their  go- 
vernment. Large  subscriptions  were  made  for  this  pa- 
per here  in  the  north,  and  an  editor  w as  appointed  by  the 
representatives  of  the  Indian  nation — a native  of  the  coun- 
try educated  in  Connecticut,  .and  familiar  both  with  Eng- 
lish and  Cherokee.  After  awhile,  ill  health  prevented 
the  editor  from  continuing  his  vocation.  The  council 
having  recently  made  arrangements  for  the  resun»ption 
of  their  national  journal,  issued  an  order  for  the  removal 
of  the  press  and  tyjjes.  What  is  the  result?  By  a sort 
of  juggle,  it  is  thrown  into  the  custody  of  the  Georgia 
guard.  The  principal  chief  of  the  Cherokees  remon- 
strates to  the  agent  of  the  United  States,  residing  in  his 
neighborhood.  How  is  he  answered?  The  agent  plain- 
ly tells  him,  that  the  paper  does  not  uphold  the  purposes 
of  the  government  against  the  Cherokees,  and  that  he  has 
made  arrangements  to  see  it  used  in  such  a way  as  may 
subserve  the  policy  most  olfensive  to  the  Indians,  and 
smother  their  only  vehicle  for  oomplaint  against  oppres- 
sion. This  is  the  substance,  though  not  the  form,  of  the 
reply;  and  if  this  is  not  a new  way  of  supporting  the 
liberty  of  the  press,  why,  let  those  who  think  it  right,  es- 
tablish a French  censorship,  after  the  pattern  of  Charles 
X,  ex-king  of  France — otdy  taking  due  precautions  first 
not  to  expose  themselves  to  his  fate  for  so  doing. 

[jy.  r.  Star. 

The  present  state  of  our  afTair.s  with  France  may,  per- 
haps, be  gathered  from  the  articles  given  below: 

A French  ministerial  paper,  the  Journal  des  Dehats,  after 
quoting  from  a New  York  paper  that  part  of  Mr.  Livingston’s 


speech,  at  the  dinner  given  to  him  in  New  York,  in  which  he 
says,  “sln)uld  one  word  of  additional  csplanation  be  required, 
the  good  intelligence  between  the  two  countries  is  at  once  in- 
terrupted, perhaps  de.'troyed— the  voice  of  the  country  is,  thank 
God,  decided  on  that  subject,”  adds  the  following  reflection; 
“Mr.  Livingston,  no  doubt,  has  made  himself  the  organ  of  gen. 
Jackson’s  passion,  but  public  confidence  is  not  shaken  in  Ame- 
rica, and  our  correspondent  in  the  United  States  informs  us, 
that  in  all  the  great  commercial  cities,  they  expect  that  the 
eleciion  of  Mr.  Van  Buren  will  bring  about  an  arrangement 
will!  France.” 

The  foregoing  reflection.s,  coming  from  a remi-ofltcial  source, 
add  another  lamentable  instanee  to  the  many  delusions  in 
which  the  French  government  indulge  themselves  with  respect 
to  the  United  States.  From  the  time  of  Mr.  Genet’s  celebrated 
appeal  from  the  president  to  the  people,  whenever  any  misun- 
derstandinij  arises  beiwrten  the  two  connlrii's,  they  fasten  their 
hope  on  an  imaginary  disaffection  of  the  people,  to  the  govern- 
ment of  their  choice.  They  take  party  declamation  and  elec- 
tioneering slang  for  the  serious  expression  of  the  popular  feel- 
ing. They  magnify  all  the  disseniions  which  are  inevitable 
where  free  discussion  is  allowed,  and  persuade  themselves  al- 
ways that  the  opposition  speak  the  sense  of  the  nation.  The 
correspondent  of  the  Journal  des  Debats  from  America  is  un- 
derstood to  be  Mr.  Chevailler,  a young  gentleman  of  general 
cleverness  and  considerable  talent  as  an  engineer.  He  was 
sent  out  to  examine  the  state  of  our  internal  improvements,  and 
has  added  to  this  task  of  giving  occasional  sketches  of  the  state 
of  manners,  government  and  party  politics  among  us,  which  are 
published  in  the  Journal  des  Debals.  Among  many  judicious 
remarks,  written  in  a chaste  and  interesting  style,  are  errors 
into  which  a stranger,  who  undertakes  to  write  JTi- a decisive 
tone  on  the  topics  which  this  gentleman  has  chosen,  must  in- 
evitably fall;  of  this  the  information  quoted  by  the  eililor  of  the 
Journal  is  a striking  instance. 

Where  could  he  have  discovered,  that  in  all  the  great  com- 
mercial cities  of  the  union,  they  expect  that  the  election  of  Mr. 
Van  Buren  will  bring  about  an  arrangement  with  France — or 
that  those  cities  wish  any  arrangement  with  France— or  that 
those  cities  wish  any  arrangement  which  general  Jackson  would 
think  derogatory  to  the  dignity  of  the  country.!*  Not  sorely  in 
the  unanimous  and  unequivocal  expression  of  opinion  which 
hurst  from  all  those  cities  on  the  return  of  Mr.  Livingston.  Not 
in  any  thing  which  has  been  said  or  written  by  Mr.  Van  Buren 
on  the  subject.  On  the  contrary,  we  assert,  without  the  fear  of 
contradiction,  that  if  Mr.  Van  Buren  succeeds  general  Jackson, 
as  we  have  no  doubt  he  wilt,  there  will  be  no  change  of  policy, 
no  departing  from  the  high  ground  of  national  honor  on  which 
the  government  now  stands — and  that  any  foreign  power  which 
may  calculate  on  such  a change  will  be  greatly  mistaken  in  its 
views.  [Globe. 

From  the  Globe  of  the22d  inst. 

The  National  Intelligencer  resumes  its  old  position  as  to  the 
president’s  message  on  the  French  indemnity.  On  the  first 
news  of  tlie  passage  of  the  proviso  requiring  explanations,  the 
Intelligencer  abandoned  its  ground,  that  the  president’s  mes- 
sage contained  a menace.  It  insisted  tliat  the  president  ought  to 
do  nothing  more  in  satisfaction  of  the  previso,  than  reaflirm  tlt& 
declaration  of  the  message — that  the  disavowal  in  that  paper  of 
all  intention  to  intimidate  a people  whose  pride  and  power 
alike  put  them  beyond  suspicion  of  acting  under  the  influence 
of  a threat,  was  quite  enough  to  satisfy  the  world  that  the  pre- 
sident’s recommendations  were  directed  simply  to  the  object  of 
maintaining  our  own  lioiior,  anil  not,  in  the  slightest  degree, 
aimed  to  operate  on  the  apprehensions  of  the  trunsathrntic  go- 
vernment. This,  surely,  was  the  scope  of  the  argument  on 
which  the  oppo.'iiion  press  in  every  quarter  mainiuined — that 
all  that  was  necessary,  in  Uieir  view,  was  a reiteration  of  the 
message. 

But  now,  it  seems,  the  enemies  of  the  administration  have 
received  iniimations  from  some  quarter  that  the  French  king 
will  expecisomeiiiing  more  than  the  clear, explicit  pioteslaiion 
of  the  message,  against  the  construction  they  put  upon  the  mes- 
sage to  embroil  us  with  France — something  more  than  the  lucid 
explanation  confained  in  Mr.  Livingston’s  letter  on  the  charac- 
ter of  our  government,  and  the  ahsiitdiiy  of  the  king’s  govern- 
inenl  looking  to  the  inferences  of  the  opposition  lor  the  mean- 
ing of  the  president’s  communication  to  congress,  and  of  as- 
suming a right  to  interpose  in  the  national  councils,  to  take  ex- 
ceptions to,  and  attempt  to  control,  the  phraseology  employed 
in  conveying  between  the  diflTerint  departments  of  the  govern- 
ment their  sense  of  what  the  public  exigencies  demanded — 
something  more  tlian  the  president’s  official,  and  publicly  an- 
nounced, approbation  of  Mr.  Livingston’s  letter,  repealing  to 
the  French  government  that  the  construction  of  the  enemies  of 
peace  here  and  in  Europe,  eonverting  the  message  into  an  in- 
sult and  menace,  was  wholly  unauthorised  by  its  terms  or  tlie 
intention  of  its  author.  And  a.s  the  Freiieh  party  among  us 
suppose  llir?  deinnnd  of  the  French  king  has  risen  beyond  their 
expectation,  they  have  resolved  to  justify  any  extravagance 
into  which  he  may  run,  by  taking  their  old  and  once  abandon- 
ed stand.  The  Intelligencer  of  yesterday,  atjain  speaks  of  the 
language  of  the  message — that  message  which  it  propo.sed  to 
reiterate  as  a preventive  of  war — as  “likely  to  endanger  the 
public  peace,”  and  is  ready  to  ascribe  whatever  mischief  may 
follow  from  the  instigation  of  the  factions  among  ns,  and  the 
folly  of  those  abroad  who  have  listened  to  their  counsels,  to  the 
menacing  language  of  the  executive  message. 
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From  the  Monitcur  du  Commerce  of  the  YbUi, 

A private  leiier  from  New  York  says — 

‘•la  the  wegotiatioas  relative  to  the  French  indemaity,  we 
find  a crowd  of  circumstances  which  cannot  fail  to  prove  the 
[laiience  ol  ihe  Frencli  chambers,  and  if  war  or  hostile  measures 
ensue,  lltey  must  be  laid  to  the  charge  of  the  federal  execatiye 
and  his  ministers.  We  all  recollect  when  the  treaty  of  1S30 
was  executed  by  the  French  cabinet,  Mr.  Rives,  the  American 
amitassador,  had  the  folly  to  exult  at  the  good  bargain  which  he 
had  atlaintal  from  France,  wisliiag  it  to  be  believed  that  he  had 
triumphed  over  her  ministers.  There  was  not  much  to  make 
BO  much  noise  about,  lor  if  the  pretensions  (of  the  Americans) 
were  good  for  25  millions,  they  were  equally  so  for  70  or  80  mil- 
lions. The  government  had  the  stupidity, or  disloyalty  to  make 
a flourish  of  trutnpcts  about  this  pretended  glorious  result.  It 
was  sought  to  add  a new  eclat  to  the  ministerial  parly  on  the 
eve  of  an  important  election.  These  demonstrations  must  have 
been  mortifying  to  the  French  cabinet,  which  saw  these  con- 
cessions made  in  a spirit  of  conciliation  and  peace — wickedly 
interpreted,  and  cited  as  a proof  of  ignorance  and  national  neg- 
ligence. The  French  chamber  of  deputies  rejected  the  law  as 
was  to  be  expected.  A second  piece  of  inismanagemenL  was 
the  tone  of  bitterness  and  anger  indulged  in  by  general  Jackson 
in  his  message  to  congress.  Finally,  the  publication  of  the 
correspondence  of  Mr.  Livingston,  in  which  he  advises  ener- 
getic language,  and  permits  the  expression  to  escape,  that  he 
had  been  urged  by  the  French  cabinet  to  give  this  counsel. 
And  this,  as  well  as  the  drafts  made  on  the  French  government 
at  the  most  inopportune  moment,  prove  most  convincingly,  the 
want  of  tact  and  experience,  the  natural  consequence  of  the 
mismanagement  of  the  administration.” 

The  New  Youk  American  publishes  the  following  let- 
ters from  its  French  correspondents: 

Paris,  September  Sth,  1835. 

I have  nothing  encouraging  to  say  to  you  on  the  subject  of 
the  25  millions.  All  the  American  packets  from  Flavre  go  full 
of  goods,  every  one  leaves  out  many  packages  for  its  successor; 
there  is  quite  a scrambling  who  shall  get  his  goods  on  board 
first;  and  I am  told  the  principal  shippers  are  French,  which 
has  not  been  the  case  heretofore.  The  best  informed  persons 
here  think,  if  there  is  any  thing  like  temporising  on  your  side, 
the  end  of  the  affair  will  not  soon  be  seen.  If  the  government 
of  the  United  States  thinks  enough  has  been  done  to  satisfy  all 
that  was  proper  to  be  asked  by  France,  there  should  be  no  fur- 
ther delay  in  taking  measures  to  bring  these  mistaken  people  to 
their  senses,  should  there  he  no  satisfactory  evidence  received 
before  the  meeting  of  congress,  that  they  are  ready  to  pay  the 
money  voted,  and  that  without  condition. 

Paris,  September  I6th,  1835.  There  is  a rumor  here  that  M. 
de  Rothschild  ha.s  asked  for  tlie  first  payment,  on  account,  of 
the  ‘25  millions,  but  the  minister  of  finances  did  not  pay.  We 
Frenchmen  think  that  for  25  millions  you  might  give  some  mil- 
lions of  excuses;  but  to  be  serious,  is  it  not  lamentable  to  see 
two  nations  like  France  and  the  United  States,  get  into  greater 
difficulties  than  ever,  after  having  been  so  nearly  agreed  on  all 
points.  Yours  truly. 

We  sincerely  hope  that  in  the  following  statement,  in 
the  Lexington  Intelligencer,''''  some  mistake  has  been 
made — 

We  learn  from  Nashville  (tlie  authority  undoubted)  that  on 
the  meeting  of  the  legislature  on  Monday,  the  5ih  inst.  every 
niembe.r  received  thiee  numbers  of  the  Globe,  containing  arti- 
cles strongly  and  particularly  abusive  of  judge  White,  and  de- 
signed expressly  to  operate  upon  the  prospects  of  that  gentle- 
man, not  only  as  a candidate  for  the  presidency,  but  upon  his 
re-election  to  the  senate  of  the  United  States.  These  Globes 
were  all  enveloped  and  /rented  hj  the  president  of  the  United 
States;  and  more, one  of  the  three  .superscribed  by  the  president 
in  his  own  hand  writing!  This  circumstance  produced  great  ex- 
citement among  the  members,  as  among  the  citizens  of  Nash- 
ville generally,  and  on  Tuesday  the  legislature  went  into  the 
election  of  a senator,  and  unanimously  rc-elected  judge  White. 
Our  authority  states  further  that,  Tennessee,  at  this  moment, 
is  as  decidedly  anti-Jackson  as  it  is  anti-Van  Boren. 

The  subject  is  thus  further  noticed  in  the  Kentucky  Reporter: 

“We  learn  verbally  that  the  legislature  of  Tennessee,  which 
is  now  holding  its  first  session  under  the  new  constiiniron,  has 
re-elected  judge  White  unanimously  to  the  senate  of  the  United 
Slates.  VVe  also  understand  that,  at  the  opening  of  the  legis- 
lature, three  copies  of  the  Globe,  under  Ihe/ran/r  o/  Jl.  Jackson, 
P.  U.  S.  was  found  upon  the  table  of  every  member,  filled  with 
the  most  scurrilous  abuse  of  the  judge.  'Fhe  endorsement  of  it, 
however,  by  the  president,  .appears  not  to  have  produced  the 
slightest  effect  upon  the  independence  of  that  body.” 

But  if  true,  bow  great  must  have  been  tbe  morlificatlon 
at  the  result— judge  White  being  re-elected  unanimously. 

A new  grand  association  has  been  formed  between 
Great  Britain  and  Brazil,  called  “Tbe  Imperial  Anglo- 
Brazilian  Canal,  Road,  Bridge  and  Land  Improvement 
company.”  Capital  .500,00(1  pounds,  in  ten  thousand 
shares  of  50  pounds  each.  The  objects  of  this  company 
will  be — 


“1st.  q’o  erect  a bridge  (from  350  to  400  feet  in  leogtli)  across 
the  river  Paraliiba,  near  tlie  tow'n  of  San  Salvador  de  Campos, 
ill  order  to  afford  a safe  and  easy  communication  between  the 
iiorihern  part  of  the  district  of  Campos,  as  also  the  adjoining 
province  of  Espiritu  Santo,  and  the  south  side  of  tbe  river, 
where  the  company’s  canal  will  commence. 

“2d.  3'o  connect,  by  means  of  navigable  canals,  the  river  Pa- 
rahiba  with  tlie  Macahe;  the  whole  of  the  proposed  line  inter- 
secting sugar  estates  and  coffee  plantations;  and,  iliough  the 
distance  be  about  eighty  miles,  yet,  by  connecting  tbe  interven- 
ing rivers  and  lakes,  not  more  than  twenty-five  miles  of  canal 
will  be  required,  and  that  over  level  ground. 

“3.  To  make  one  or  more  roads  (about  twenty-five  miles  in 
nil)  for  the  purpose  of  conveying  Ihe  produce  of  the  municipali- 
ties of  New  Friburg  and  Caniagello  to  the  river  and  port  of  Ma- 
cahe, distant  24  to  36  hours  sail  from  Rio  de  Janeiro,  now  sent 
to  market  over  64  miles  of  very  bad  mule  tracks,  at  the  expense 
of  carriage  of  nearly  100  per  cent,  on  the  prime  cost  at  the  plan- 
tation. 

“4.  To  establish  steam  or  sailing  vessels  on  the  coast  of  Bra- 
zil, between  the  ports  o(  Mecahe  and  Rio  de  Janeiro.” 

Tbe  company  enjoys  tbe  patronage  of  the  Brazilian 
executive  government,  and  has  obtained  important  privi- 
leges. In  the  prospectus  w'e  remark  the  following  para- 
graph: 

“There  is  no  reason  why  the  rice  of  Brazil  should  not  vie 
with  that  of  the  Carolin.as;  for  being,  when  boiled,  equally  pala- 
table and  nutritious;  its  present  market  inferiority  is  entirely 
owing  to  the  planter  taking  no  pains  whatever  to  improve  its 
appearance  in  the  husking,  by  selecting  the  most  perfect  grains 
for  seed  corn,  and  by  transplanting  tlie  stalks  when  they  have 
reached  the  height  of  18  to  20  inches.  Its  prolific  return  is  no- 
torious, a single  bushel  not  unfrequently  yielding  six  hundred, 
and  rarely  less  than  four  hundred  bushels.”  [Nat.  Gaz. 

The  following  is  a translation  of  a paper  that  has  been 
pasted  on  tbe  wails  of  Canton,  in  consequence  of  tbe  ap- 
pearance of  the  cholera,  which  has  committed  awful  de- 
predations in  China: 

“a  coarse  exhortation  to  arouse  the  age. 

“It  is  really  thought  that  it  is  the  year  of  the  v:aterkulpa. 
There  is  now  a great  drought;  calamities  and  misfortunes  are 
heaped  up;  and  it  is  a time  of  sorrow  and  grief.  Prayers  are  of 
no  avail;  all  (these  misfortunes)  proceed  from  ourselves.  Our 
hearts  have  long  been  hardened,  and  we  have  been  discontent- 
ed with  our  lots;  the  uneradicated  roots  of  error  are  many. 
Evil  dispositions  burst  out  like  torrents  overtlirowing  moun- 
tains, therefore  heaven  is  annoyed  with  our  repeated  supplica- 
tions. I offer  advice  to  the  men  of  the  age.  It  is  necessary 
they  should  examine  themselves,  and  let  no  one  think  himself 
guiltless,  and  accuse  others.  Let  all  at  once  excite  their  hearts, 
and  from  their  own  feelings  conjecture  those  of  others,  con- 
stantly be  contented  in  your  stations;  cherish  with  the  greatest 
care  filial  duty  and  brotherly  love;  then,  the  harmony  of  rela- 
tions, friends,  youth  and  manhood.  In  affairs  do  not  indulge 
your  own  temper  and  wishes;  depend  not  on  talent  and  ability; 
presume  not  on  riches  and  treat  people  contemptuously,  and  on 
high  station  to  insult  them.  Be  not  covetous  of  ill-got  wealth; 
think  not  on  unlawful  pleasures:  presume  not  on  strength  and 
power;  cherish  not  revengeful  feelings.  In  all  affairs,  consult 
your  heart  and  hold  fast  by  reason.  Constantly  correct  your- 
selves, and  be  indulgent  to  the  thoughts  of  others;  certainly  you 
will  then  be  able  to  repent  and  renovate  yourselves,  and  draw_ 
back  the  favorable  will  of  heaven;  seek  and  do  all  this  with 
real  sincerity,  and  it  cannot  be  but  the  calamities  will  be 
changed  into  blessings.”  p 

On  the  evening  of  the  10th  day  of  tflfe  ftioon  (7th  instant)  at  7 
o’clock,  the  second  son  of  old  Mnwqua,  the  Hong  merchant 
known  among  foreigners  by  the  sobriquet  of  Bardolph,  was 
taken  ill  with  cnolera  while  at  his  hong.  He  immediately  re- 
turned in  a boat  to  his  residence  at  Homan.  Upwards  of  ten 
doctors  were  sent  for  to  feel  his  pulse,  but  not  one  was  able  to 
cure  him,  and  he  died  at  12  o’clock.  His  son,  Loo-ying-ke, 
vviio  is  a military  officer  at  the  “Tiger’s  gate,”  arrived  on  the 
12th  of  the  moon  at  1 o’clock,  in  a cruiser,  to  attend  the 
shrouding  of  the  body.  It  is  the  Chinese  usage  to  dress  out  the 
corpse  in  the  finest  and  warmest  clothing  that  the  person’s  cir- 
cumstances will  afford;  the  clothes  are  of  Ihe  same  fashion  a.s 
those  worn  by  the  living.  A shroud  surrounds  the  whole,  and 
is  sometimes  bound  to  the  corpse  with  cords. 

On  the  Mill  of  the  moon  (8th  instant)  after  the  rain  had  fall- 
en, the  Kwang-cliovv-foo  ordered  ten  married  women  to  sacri- 
fice a sow  at  the  south  gate  of  ihe  city.  After  the  sacrifice,  the 
sow’s  tail  was  burnt  off,  and  it  was  sent  to  be  nourished  at  the 
Hae-chang-sze,  at  Homan.  The  south  gate  was  then  thrown 
open  to  the  public.  The  meaning  of  the  Kwang-choo-foo  in 
sending  married  women  to  sacrifice  and  worship  is  not  under- 
stood by  the  people.  Great  nurnbers  of  married  women  have 
for  several  days  past  gone  to  worship  at  Ihe  south  gale,  but  the 
manner  of  their  praying  is  not  known.  An  old  fellow  observed 
that  the  affair  of  shutting  the  south  gate  was  utterly  useless,  as 
at  Nankwan  at  No-nan,  already  more  than  100  men  had  died  of 
a complaint  that  has  the  same  .symptoms  as  cholera. 

Paganini,  the  famous  fiddler  on  one  string,  is  dead. 
He  has  left  a fortune  of  seven  millions  of  fx'ancs. 
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Gideon  Lee  has  been  nominated  for  congress  by  the 
Jackson  party  of  New  York  city,  to  supply  the  vacancy 
occasioned  by  the  resignation  of  Campbell  P.  White. ' 

The  London  Gazette  of  September  23d,  contains  the 
following  announcement:  “The  king  has  been  gracious- 

ly pleased  to  nominate  and  appoint  Henry  Stephen  Fox, 
esq.  now  his  majesty’s  envoy  extraordinary  and  minister 
plenipotentiary  to  his  majesty  tlie  emperor  of  Brazil,  to 
be  his  majesty’s  envoy  extraordinary  and  minister  pleni- 
potentiary to  the  United  States  of  America.” 

The  following  parody  of  the  king’s  speech  is  from  the 
London  Examiner,  of  September  13lh,  and  entitled: 

Copy  of  an  unspoken  speech. 

My  luds  and  gentlemen:  I find,  with  great  satisfaction,  that  yon 
are  all  tired  of  this  protracted  session,  and  have  wisely  agreed 
to  let  the  public  business  lie  over  until  we  meet  again. 

I have  sent  my  brother  Ernest  to  Kalisch,  partly  to  be  out  of 
way,  and  partly  to  assure  the  foreign  powers  of  my  disposition 
to  maintain  the  harmony  which  at  present  subsists  between  us. 
I am  in  great  hopes  that  the  general  peace  will  be  preserved, 
to  say  the  truth,  every  body  is  too  poor  to  go  to  war  just  now, 
and  most  people  find  enough  to  do  at  home,  without  employing 
themselves  in  things  that  don’t  concern  them. 

The  Spaniards  are  still  cutting  each  others  throats  as  usual. 
You  know  that  f have  taken  up  the  cause  of  the  queen  of 

Spain,  and  by gentlemen,  we  must  try  to  get  out  of  it  the 

best  way  we  can. 

We  have  been  trying  to  put  down  the  slave  trade  a long  time, 
and  I’m  sure  if  we  hav’nt  done  it  we  have  spent  money  enough 
about  it. 

I am  pleased  with  the  good  behaviour  of  my  Irish  subjects. 
I am  sure  I don’t  wish  to  hang  any  of  them,  if  the  vagabonds 
would  only  be  quiet. 

Gentlemen  of  the  house  of  commons:  I am  obliged  to  you  for 
the  readiness  with  which  you  voted  the  supplies;  and  the  more 
so  as  I was — afraid  at  one  lime  you  would  have  put  us  all  on 
short  commons. 

You  have  been  lucky  in  borrowing  a great  deal  of  money  at  a 
very  low  rate.  Whether  this  arises  from  the  quantity  of  money 
in  the  country,  or  the  number  of  fools  who  don’t  know  what  to 
do  with  it,  is  more  than  I know. 

Change  in  the  Episcopal  church  service.  At  the  late 
general  convention  of  the  Episcopal  church  at  Philadelphia,  at 
the  request  of  the  house  of  clerical  and  lay  deputies,  the  follow- 
ing opinions  were  given  by  the  house  of  bishops,  as  to  certain 
parts  of  the  church  service: 

I.  That  in  the  confession  in  the  daily  morning  and  evening 
prayer,  the  people  should  follow  the  minister,  not  by  para- 
graphs, as  has  been  usual,  but  in  the  same  manner  as  they  unite 
in  the  Lord’s  prayer,  the  creed,  and  the  confession  in  the  com- 
munion service. 

II.  That  in  all  joint  acts,  where  the  minister  and  people  are 
to  unite  audibly,  as  in  the  confessions,  the  creeds,  the  Lord’s 
prayer,  and  the  last  of  the  prayers  for  Ash  Wednesday,  the  word 
amen  should  be  pronounced  by  both  the  minister  and  the  peo- 
ple; its  use  by  the  people  alone  being  considered  as  then  only 
proper  when  it  is  a response  by  them  to  an  act  of  worship  which 
has  been  audibly  repeated  by  the  minister  only. 

III.  That  there  should  be  no  prayer  in  the  pulpit  before  ser- 
mon. 

A college  honor  worthily  conferred.  At  the  late  Union 
college  eommencement,  the  honorary  degree  of  A.  M.  was  con- 
ferred upon  John  Patterson,  of  this  city,  a journeyman  printer, 
whose  mathematical  attainment  richly  entitled  him  to  that  dis- 
tinction. Mr.  Patterson,  who  served  his  apprenticeship  at  Buf- 
falo, came  to  this  city  some  twelve  years  ago,  where  he  has 
since  worked,  and  is  still  working  as  a journeyman.  He  is  now 
one  of  the  best  practical  printers  in  the  union.  By  devoting 
those  hours  of  relaxation  which  most  of  us  idle  away,  to  severe 
study,  Mr.  Patterson  has  not  only  stored  his  mind  with  useful 
general  information,  but  acquired  a knowledge  of  mathematics 
which  has  won  for  him  a degree  from  one  of  the  most  reputable 
colleges  in  the  union.  In  addition  to  all  this,  with  a family  to 
support  from  his  earnings,  Mr.  Patterson  has  garnered  up  about 
three  thousand  dollars,  the  fruits  of  patient  toil  and  economy. 
Such  an  instance  of  industry  and  frtigality  combined  with  high 
intellectual  aspirations,  is  worthy  of  the  palmy  days  of  Ritten- 
house  and  Franklin.  [Albany  Evening  Journal. 

Transit  of  Mercury.  On  Saturday,  the  7th  November,  the 
planet  Mercury  will  pass  over  tbe  sun;  the  planet  being  in  the 
afternoon  of  that  day  in  inferior  conjunction,  and  very  near  its 
ascending  node. 

Few  persons  in  this  country  have  seen  a transit;  the  last  of 
Venus  took  place  in  1769,  and  of  the  four  last  of  Mercury,  that 
ofMay,  1799,  was  the  only  one  that  micht  have  been  viewed  in 
New  England — as  those  of  1802  and  1815  happened  dnrin<;  the 
night,  and  that  ofMay,  1832,  was  rendered  invisible  by  clouds. 
Indeed,  it  is  uncertain  whether  the  first  of  the  four  was  obstirv- 
ed;  even  if  the  day  was  fair,  it  probably  attracted  little  notice, 
as  without  the  assistance  of  a telescope  of  considerable  magni- 
fying povyer,  it  could  not  have  been  seen. 


The  two  transits  of  Mercury  next  after  that  now  approach- 
ing, will  occur  in  May,  1845,  and  November,  1848.  Venus  will 
pass  over  the  sun  in  1874  and  1882.  [Boston  Daily  Adv, 

No  less  than  four  clusters  of  spots  are  now  visible  on  the  sur- 
face of  the  sun,  one  of  which  is  very  large  and  extremely  beau- 
tiful. They  of  course  will  soon  disappear. 

Professor  Joslin,  of  Union  college,  has  discovered  that  the 
comet  which  now  makes  its  appearance  in  the  heavens,  has 
two  tails.  The  Schenectady  Reflector  says — “Though  there  are 
on  record  some  instances  of  comets  having  two  or  three  tails, 
this  is  the  first  time  in  which  any  such  phenomenon  has  ever 
been  observed  in  connexion  with  the  comet  of  Halley.  We 
may  expect  a more  particular  account  of  this  discovery  here- 
after.” 

A FATAL  DUEL.  The  followiiig  is  an  extract  of  a letter  from 
an  officer  on  board  the  United  States  .ship  Delaware.  It  is  dated 
Palermo,  August  lllh— We  have  just  anchored  here.  We  left 
Malta  on  the  2d,  in  the  company  of  the  English  fleet,  they  left 
us  last  evening.  On  the  7th,  at  Gargenti,  an  unfortunate  affair 
occurred  between  two  of  our  gallant  officers,  one  of  whom  was 
mortally  wounded  in  the  breast,  and  died  in  twenty-four  hours, 
the  latter  is  recovering. 

Extraordinary  amputation.  A French  surgeon,  M.  Gerdy, 
has  recently  amputated  a man’s  lower  jaw,  from  under  the  ears, 
in  order  to  slop  the  progress  of  a gangrene  which  threatened 
death  from  suppuration.  He  slate.s,  that  the  patient  presents 
scarcely  any  visible  deformity,  has  all  the  embonpoint  of  health, 
expectorates  freely  and  speaks  very  distinctly. 

[Georgetown  Metropolitan, 

Census  of  Troy,  N.  Y.  The  following  result  is  given  in 
the  Troy  paper: 

Our  population  on  the  first  day  of  July  last  was  sixteen  thou- 
sand nine  hundred  and  seventy-one.  The  population  of  Troy 
at  the  same  date  in  1830,  five  years  since,  was  eleven  thousand 
five  hundred  and  fifty-six.  The  statement  exhibits  during  the 
brief  period  of  five  years  the  most  astonishing  increase  of  five 
thousand  four  hundred  and  fifteen.  The  ratio  of  increase  since 
1830  has  been  at  the  rale  of  nearly  47  per  cent. 

Liabilities  of  an  incorporated  company.  An  action 
was  tried  in  the  superior  court,  before  chief  justice  Jones, 
in  which  the  Camden  and  Amboy  rail  road  company  were  de- 
fendants, and  a Mr.  Ralzamon  Belknap  was  the  plaintiff,  to  re- 
cover of  the  former  the  value  of  a trunk  and  its  contents,  en- 
trusted to  their  care  by  Mr.  B.  for  transportation  to  Philadel- 
phia. 

It  was  not  contended  for  the  plaintiff,  that  the  properly  in 
question  had  been  delivered  to  the  especial  care  of  any  of  the 
defendant’s  agents,  or  servants,  but  merely  that  he  had  it  in  his 
possession,  and  placed  it  in  their  office  on  paying  his  fare  as  a 
passenger  to  Philadelphia,  and  that  while  so  situated  it  was  lost 
or  stolen. 

On  these  grounds — and  more  especially  because  the  company 
publicly  advertised  that  they  did  not  insure  any  property  left  in 
their  charge,  and  would  not  be  responsible  in  the  event  of  loss 
or  accident.  Mr.  Anthon,  counsel  for  the  defendants,  insisted 
upon  a verdict  for  his  clients. 

On  the  other  side,  however,  Mr.  Lord  contended  that  although 
the  defendants  did  give  notice  that  they  refused  to  be  responsi- 
ble for  the  loss  of  properly  falling  into  their  possession  in  the 
regular  course  of  their  business  operations,  under  the  sanction 
and  by  the  authority  of  their  charier,  yet  their  edicts  were  ut- 
terly futile,  and  of  no  avail,  and  they  were  liable,  both  in  equity 
and  laws  for  the  loss  or  destruction,  under  such  circumstances, 
of  any  chatties  or  goods  belonging  to  other  persons. 

The  learned  judge,  in  his  charge  to  the  jury,  took  the  same 
view  of  the  law,  (as  applicable  to  the  present  issue),  that  was 
contended  for  by  Mr.  Lord,  and,  after  several  hours  delibera- 
tion, a verdict  of  three  hundred  dollars  damages,  w'as  returned 
for  the  plaintiff.  [Y.  Y.  Transcript, 

Present  state  of  Jerusalem.  M.  Poujoulat,  in  a recent 
visit  to  that  sacred  city,  describes  its  appearance  as  melancholy 
and  dismal,  a mass  of  dark  stone  houses,  each  surinourited  with 
a dome,  heaped  together  like  tombs,  divided  into  districts  or 
quarters  for  Mussulmans,  Arabs,  Armenians,  Greeks,  Latins, 
Jews,  &c.  &c.  The  Jews  still  adore  this  reverend  spot.  Twen- 
ty aged  females  of  this  religion  arrived  there  duriiiR  M.  PoujoH- 
lat’s  sojourn,  each  over  82,  to  prepare  for  themselves  a tomb  in 
the  valley  of  Jehosaphat. 

English  and  French  fishermen.  The  Memorial  Dieppeis 
of  the  8lh  ultimo  has  the  following:  Fifteen  orsi.Meen  English 
fishing  boats  from  Colchester  have  cniered  our  port  for  the  pur- 
pose of  fishing  oysters  at  Cape  D’Ailly.  Our  aiilhorities  take 
no  measures  for  keeping  them  away,  nor  do  our  fishermen  com- 
plain, which  may  be  considered  a new  example  of  toleration 
and  good  neighborhood  towards  the  inhabitants  of  the  English 
coarse,  who,  in  a recent  inquiry  relative  to  the  state  of  their 
fishery,  bitterly  complained  of  fishermen  of  Dieppe,  Boulogne 
and  Calais,  for  having  fished  off  their  coasts. 

A FISH  STORY.  A late  travtdier  gives  a curious  account  of 
the  predilection  of  the  bipeds  and  quadrupeds  among  the  Sbet- 
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and  islands, /or  fish:  this  kind  of  food  being  their  principal,  and 
in  many  cases,  their  only  support.  He  says  he  was  never  more 
amused  in  his  life,  than  by  observing  the  proceedings  of  a Shet- 
land family-cow,  in  regard  to  a cod-/ie«d,  which  had  been  as- 
signed to  it  as  a part  of  the  evening  repast.  With  an  adroit- 
ness, the  result  of  experience  alone,  it  stripped  off  the  external 
edible  part,  then  coolly  proceeded  to  lay  open  the  internal  stores 
of  the  skull,  and  finally  made  as  complete  a piece  of  work  of  it, 
as  the  most  expert  picker  could  have  made  of  a fowl,  with  all 
appliances  and  means  to  boot. 

General  Harrison.  The  New  Orleans  True  American 
quotes  the  following  passage  from  the  Richmond  Enquirer,  Oc- 
tober 20th  1813: 

“General  Harrison’s  detailed  letter  tells  us  every  thing  that 
we  wish  to  know  about  the  officers  except  himself.  He  does 
justice  to  every  one,  but  to  Harrison — and  the  world  must, 
therefore,  do  justice  to  the  man  who  was  too  modest  to  be  just 
to  himself.” 

Very  well  said.  Just  sentiments  which  the  author  will  no 
doubt  adhere  to.  General  Harrison’s  character  has  never  been 
paid  a finer  compliment.  \^Richmond  Whig. 

Jesse  Hawley.  From  the  Buffalo  Whig  and  Journal.  Erie 
canal — who  conceived  it?  This  question  has  just  been  agi- 
tated in  a way  we  like  to  see:  that  is,  by  living  proof  of  the 
claims  of  one  whom  we  have  ever  deemed  entitled  to  the  honor 
of  first  proposing  a canal  from  Buffalo  to  the  Hudson.  That  in- 
dividual is  Jesse  Hawley,  esq.  now  a resident  of  Rochester. 
Mr.  Hawley,  after  letting  his  claims  sleep  so  long,  in  our  view, 
has  at  length  collected  a mass  of  testimonials  upon  the  subject, 
and  published  them  in  the  Monroe  Democrat.  The  facts  these 
contain,  though  new  to  most  of  the  reading  public,  are  not  so 
to  us.  We  have  long  been  familiar  with  them,  having  often 
heard  most  of  them  from  Mr.  Hawley  himself,  when  questioned 
upon  the  subject. 

Mr.  Hawley  claims  to  have  first  called  public  attention  to  this 
subject,  in  a series  of  essays  that  he  wrote,  and  which  were 
published  in  the  Genesee  Messenger,  at  Canandaigua,  in  1806-7, 
under  the  signature  Hercules.’’  These  essays  will  be  found 
in  Dr.  Hosack’s  Memoirs  of  De  Witt  Clinton,  published  at  New 
York  in  1829.  We  believe  and  ever  have,  that  these  numbers 
contain  the  first  published  proposition  ever  put  forth,  for  such  a 
work  as  the  Erie  canal — and  we  hope,  should  it  prove  finally 
true,  that  henceforth  the  credit  of  a suggestion  so  incalculably 
important  in  its  results  to  New  York  and  the  boundless  west, 
will  be  awarded  to  one  who  has  too  long  been  robbed  of  his  just 
reward,  by  the  crafty  designs  of  a few,  and  the  easy  credulity 
of  the  many. 

The  Albany  Argus  of  Monday  states  that  the  New  York  canal 
board  having  caused  surveys  and  estimates  to  be  made  for  the 
improvement  of  the  Erie  canal,  and  the  engineers  having  sub- 
mitted their  reports,  the  board  on  Friday  last  proceeded  lo  a 
final  decision  on  the  extent  of  the  enlargement.  By  their  reso- 
lutions it  appears  that  the  enlarged  canal  is  to  be  seven  feet 
deep,  and  seventy  feet  wide  at  the  surface;  and  the  locks  are  to 
be  110  feet  long  between  the  quoin-posts,  and  16  feet  wide  in 
the  clear.  The  present  canal  is  four  feet  deep,  and  forty  feet 
wide  at  the  surface,  and  the  present  locks  are  90  feet  long  be- 
tween the  quoin-posts,  and  15  feet  wide  in  the  clear. 

Thus,  (continues  the  Argus)  “this  great  question  has  been 
definitively  settled,  after  mature  deliberation,  and  a full  expres- 
sion of  the  public  sentiment  in  relation  lo  it.  As  the  work  will 
be  prosecuted  chiefly  during  the  winter  months  and  while  the 
navigation  is  suspended,  its  completion  cannot  be  expected  in 
a less  period  than  ten  or  twelve  years.  Then,  with  its  increas- 
ed width  and  depth,  its  walled  sides,  its  extent  and  its  vast 
commerce,  it  may  rank  among  the  wonders  of  the  age.  The 
improvement,  we  understand,  is  estimated  to  cost  about 
$12,000,000.  The  canal  board  will  proceed  with  the  doubling 
of  the  locks,  with  all  practicable  rapidity,  during  the  next  win- 
ter.” 

The  cost  of  the  present  work,  which  is  thus  proposed  to  be 
enlarged,  was  about  $9,000,000. 

General  naval  order.  As  a mark  of  respect  to  the  memo- 
ry of  captain  Wolcott  Chavncey,  late  of  the  United  Slates  navy, 
who  died  at  Pensacola,  on  the  14th  inst.  while  in  command  of 
the  navy  yard  and  station  at  that  place,  the  flags  of  the  navy 
yards,  stations  and  vessels  of  the  United  States  navy  will  be 
hoisted  half  mast,  and  thirteen  minute  guns  fired  at  noon  on  the 
day  after  the  receipt  of  this  order. 

Officers  of  the  navy  and  marine  corps  will  wear  crape  for 
thirty  days.  Mahlon  Dickerson. 

Navy  department,  27th  Oct.  1835. 

ELECTIONS. 

PENNSYLVANIA. 

An  extra  from  the  office  of  the  Harrishurgh  Intelligencer  gives 
returns  from  all  the  counties  in  the  stale  but  two,  Warren  and 
Venango,  according  to  which  the  vote  stands. 


For  Ritner  91,861 

Wolf  61,856 

Muhlenberg  37,826 


Ritner’s  majority  over  Wolf  30,025 

Do.  do.  over  Muhlenberg  54,055 


The  house  of  representatives  of  the  slate  legislature,  as  far  as 
heard  from,  stands  as  follows: 

Ritner  members  (opposition)  70 

Wolf  members  16 

Muhlenberg  members  13—29 


Anti-Van  Buren  majority  41 

The  house  consists  of  100  members — only  one  to  be  heard 
from. 

The  senate  consists  of  33  members  elected  for  4 years;  eight 
of  whom  are  elected  this  year,  and  seven  out  of  the  eight  are 
opposed  to  Mr.  Van  Buren.  A revolution  indeed. 

[We  intend  hereafter  to  publish  full  returns  of  the  late  elec- 
tion, by  counties,  also  comparative  estimates  of  the  Wolf  and 
Muhlenberg  parlies,  and  a variety  of  things  of  interest  to  politi- 
cians.] 

In  the  year  1825,  when  a vote  was  taken  throughout  the  stale 
on  a proposition  for  a convention,  tlrere  were 
For  a conveniiou  44,488 

Against  it  68,892 


Majority  against 
'J’he  voles  at  the 
stand  thus: 

For  a convention 
Against  it 


14,404 

recent  election,  as  far  as  they  are  known, 

48,545 

43,324 


Majority  for  5,221 

VERMONT. 

On  the  37ih  ballot  in  the  legislature  of  Vermont  for  governor, 
le  votes  stood  thus: 

For  Palmer  (anti-masonic)  102 

Bradley  (Jackson)  70 

Paine  (whig)  40 

Jannison  “ 10 


The  attempt  to  elect  a clerk  was  also  unsuccessful, 

NEW  JERSEY. 

The  election  in  this  slate  has  gone  for  the  administration — 
by  default.  Bergen,  Sussex,  Warren,  Morris,  Somerset,  Hun- 
terdon, Burlington,  Monmouth,  electing  9 members  of  the  coun- 
cil and  34  of  the  assembly  for  Jackson;  and  Essex,  Middlesex, 
Salem,  Cumberland  and  Cape  May,  electing  5 members  of  the 
council  and  16  members  of  the  assembly,  whigs. 

GEORGIA. 

The  returns  from  86  counties  for  governor  are  as  follows: 
Schley  30,272 

Dougherty  28,570 


Majority  for  Schley  1,702 

For  congress,  from  82  counties,  we  have  the  following  aggre- 
gate: 

Glascock  30,100  Foster  27,579 

Cleveland  29,717  Wilde  27,558 

Jackson  29,5.55  Gamble  27,363 

Holsey  29,405  Beall  26,877 

The  majority  is  for  the  “union  ticket.”  The  counties  lo  be 


heard  from  will  not  materially  vary  the  result. 

OHIO. 

There  was  a whig  majority  in  both  branches  of  the  legislature 
last  year;  and  in  the  present  there  will  be  at  least  as  large  a 
majority  in  favor  of  the  administration.  The  election  caused 
but  little  animation— the  votes  of  the  whig  party  being  exceed- 
ingly short, 

LEGISLATURE  OF  TENNESSEE, 


A MOST  CUTTING  REBUKE. 

“Agreeably  to  orders,  certain  resolutions  were  introduced 
into  the  legislature  of  Tennessee,  in  the  true  modern  style, 
directing  their  senators  in  congress  to  vote  for  ‘expunging’ 
certain  resolutions  from  the  journals  of  the  senate,  agreeably  to 
Mr.  Benton’s  move  at  the  last  session.  The  proposition  was 
promptly  met,  and  as  promptly  ordered  to  be  laid  on  the  table, 
where  they  will  lay  till  doomsday. 

“The  vole  lo  lay  the  ‘expunging  resolutions’  on  the  table, 
was  as  follows: 

“Yeas— Messrs.  Allen,  Anderson,  of  Marrion,  Anderson,  of 
Jeff’erson.  Beatty,  Bewly,  Bratcher,  Brown,  Bullock,  Campbell, 
of  Washington,  Campbell,  of  Rhea,  Campbell,  of  Smith,  Ca- 
ruthers,  Churchwell,  Cleaveland,  Cullom,  Dean,  Fowlkes, 
Frazier,  Gardner,  Gentry,  Hall,  Harrison,  Hunt,  Hurst,  John- 
son, of  Greene,  Johnson,  of  McNairy,  McLain,  Martin,  Miller, 
Millikin,  Netherlend,  Parker,  Ready,  Reneau,  Rogers,  of  Haw- 
kins, Rogers,  of  Carroll,  Searcy,  Snodgrass,  Stockton,  Strother, 
Tarver,  Thomas,  Ttinnell,  Watlerson,  West,  Whiteside,  Wil- 
liams, of  Carter,  Woolfolk,  Wright  and  Mr.  Speaker  Foster — 
50. 

“Nays — .Messrs.  Boddie,  Buchanan,  Crocket,  Davenport, 
Estill,  Gordon,  Guild,  Hancock,  Hickman,  Humphreys,  Jones, 
Mabry,  Nicholson,  Northsun,  Overton,  Pavall,  Powell,  Robert- 
son, Smith,  Topp,  Turney,  Williams,  of  Stewart,  Wilson — 22.” 

ANOTHER  VOTE*OF*MR.  VAN  BUREN. 

From  the  New  York  Evening  Star. 

At  the  session  of  our  legislature  in  the  year  1820,  governor 
Clinton,  in  the  conclusion  of  his  message,  earnestly  entreats  the 
interference  of  the  legislature  to  prevent  Missouri  being  admit- 
ted as  a state  into  the  union,  without  depriving  the  territory  of 
the  right  of  holding  slaves.  The  subject  was  referred  lo  a com- 
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hiillei,  and  resolutions  Introduced  in  conformity  witli  the  sug- 
gestions of  governor  (Jliiitoii,  whicti,  after  an  animated  debate 
in  opposition  to  proposed  amendments  by  general  Root,  were 
finally  passed  and  sent  to  the  senate  for  adoption.  The  resolu- 
tion was  as  follows: 

Whereas,  A/ie  inhibiting  the  further  extenaion  of  slavery  in 
these  United  States,  is  a subject  of  deep  concern  to  the  people  of 
this  state;  and  whereas,  we  consider  slavery  as  an  evil  much  to  he 
deplored,  and  that  every  constitutional  barrier  should  be  interpos- 
ed to  prevent  its  further  extension;  and  that  the  constitution  of 
the  United  States  clearly  gives  congress  the  right  to  require  new 
states  not  comprised  within  the  original  boundaries  of  these  Unit- 
ed States,  the  prohibition  of  slavery,  as  a condition  of  their  ad- 
mission into  the  union — therefore. 

Resolved,  (if  the  honorable  senate  concur  therein),  That  our 
senators  be  instructed,  and  our  representatives  in  congress  be  re- 
quested to  oppose  the  admission  as  a state,  into  the  union,  of  any 
territory  not  comprised  as  aforesaid,  without  making  the  prohibi- 
tion of  slavery  therein  an  indispensable  condition  of  admission. 

On  the  20th  of  Januaty,  1820,  the  senate  took  up  the  resolu- 
tion and  passed  the  same  unanimously,  the  following  senators 
being  present — Messrs.  Maips,  .Austin,  Barnum,  Barstow, 
Bowne,  Childs,  Dudley,  Dayton,  Dilmiss,  Evans,  Frothingham, 
flammond.  Hart,  Livingston,  Loundsberry,  Me  Martin,  Mooers, 
Mallory,  Moor£,  Noyes,  Paine,  Ross,  Rosencrantz,  Skinner, 
Swart,  YA^  J3UR.EN,  Wilson,  Fowng— 28. 

- ■ 

JOSEPH  RITNER. 

From  the  National  Gazette. 

From  very  intelligent  gentlemen,  to  whom  a long  personal 
acquaintance  and  near  neighborhood  with  our  governor  elect, 
Mr.  Ritner,  have  afforded  the  best  opportunities  of  observation, 
we  have  received  details  concerning  his  character  and  opinions, 
which  confirm  the  general  hope  that  nothing  will  be  wauling  in 
the  executive  department  to  consummate  the  independence  of 
Pennsylvania. 

Mr.  Ritner  is  a native  Pennsylvanian;  a little  beyond  fifty 
years  of  age;  of  robust  frame  and  portly  carriage;  with  good  fea- 
tures and  an  expressive  eye.  His  mind  is  natnrally  strong, 
clear  and  active.  He  was  not  “classically  educated,”  but  re- 
ceived general  and  good  instruction  in  the  English  branches; 
and  by  enlarged  intercourse  with  mankind  and  a long  public 
career,  he  has  much  improved  his  faculties,  and  collected  a 
fund  of  useful  information. 

He  was  six  years  or  more  in  the  legislature  of  Pennsylvania, 
and  during  ee  veral  sessions,  speaker  of  the  house  of  representa- 
tives, in  which  capacity  he  won  the  esteem  and  confidence  of 
all  parties.  In  the  great  conventions  that  were  held  some, 
years  ago  in  this  state,  he  alike  distinguished  himself  by  sound 
sense  and  manly  decision.  He  took  a principal  part  in  the  con- 
vention which  roused  the  giant  spirit  of  Pennsylvania  internal 
improvement,  and  he  gave  constant  support  to  the  great  canal. 
He  opposed,  it  is  true,  some  of. the  lateral  canals,  originally; 
upon  the  ground  that  common  prudence — good  policy — re.quired 
the  completion  of  the  great  artery  before  the  others  were  com- 
menced. Some  of  the  best  of  these  he  early  advocated.  The 
moral  and  social  character  of  Mr.  Ritner  is  wholly  unexcep- 
tionable. 

His  personal  friends  and  neighbors  know  that  he  is  well  af- 
fected to  a general  system  of  popular  education.  On  this  head, 
bis  sentiments  have  been  entirely  misrepresented  in  the  reck- 
less strife  of  politicians.  It  is  certain  that  he  will  give  ail  per- 
sonal and  oflicial  aid  to  every  salutary  plan  for  that  paramount 
object.  Tho.se  who  are  likely  to  have  the  freest  access  to  him 
and  most  weight  in  his  councils,  earnestly  maintain  the  cause 
of  popular  education,  and  possess  ability  to  devise  a judicious, 
efficient  system.  He  is,  himself,  a member  of  the  board  of 
trustees  of  Washington  college,  in  the  county  of  Washington, 
and  one  of  the  most  diligent  and  serviceable  of  iUat  body  in  all 
its  functions. 

With  regard  to  state  and  national  politics,  his  information  is 
believed  to  be  comprehensive  and  accurate;  he  understands 
both  things  and  men  in  and  out  of  Pennsylvania.  He  has  that 
opinion  of  the  kitchen  cabinet,  and  of  its  aims  and  auxiliaries, 
which  every  p.atriotic  and  reflecting  citizen  should  entertain. 
He  holds  it  in  contempt  and  aversion,  and  repels  its  designs 
and  influence.  He  deeply  reprobated  the  removal  of  the  public 
deposites  from  the  bank  of  the  United  States,  and  the  protest 
of  “the  general”  against  the  constitutional  powers  of  the  se- 
nate. He  disapproved  of  the  whole  selfish  and  vindictive  war 
on  that  institution  and  the  national  currency.  In  short,  he 
converses  as  if  he  would  labor  to  emancipate  Pennsylvania  en- 
tirely from  the  thraldom  and  schemes  of  the  cabal  at  Washing- 
ton, and  would  neglect  none  of  the  means  available  for  her 
higher  elevation  and  prosperity,  whatever  disappointment  and 
Jealousy  the  full,  untrammelled  employmervt  of  those  means 
might  occasion  elsewhere.  Much,  indeed,  for  the  aggrandize- 
ment and  honor  of  Pennsylvania,  is  within  the  power  of  the 
new  governor  and  the  new  majority  in  the  legislature. 

IMPORTANT  DECISION  TO  MERCHANTS. 

OPINION  OF  THE  COURT  DELIVERED  BY  JUDGE  BALDWIN. 

The  United  States  "i 

vs.  > On  writ  of  error  from  the  district  court. 

Halberstadt.  ) 

The  case  in  the  district  court  was  an  action  brought  by  the 
United  States  to  recover  from  the  defendant,  a petialiy  of  otie 


hundred  dollars,  for  removing  an  empty  cask  which  had  con- 
tained imported  spirits,  before  the  marks  and  mrmbers  which 
had  been  put  thereon,  pursuant  to  the  provisions  of  the  collec- 
tion act  of  1799,  bad  been  defaced  as  directed  by  the  44th  sec- 
tion thereof. 

The  case  was  submitted  to  the  jniy,  who  found  a special  ver- 
dict, “Ibal  the  defendant  did  remove  the  cask  described  in  llte 
declaration,  without  having  Die  marks  erased  therefrom,  and 
had  pur(!lia.sed  tin;  same  froni  some  person  unknown  to  the 
jury,”  on  wliich  judgment  was  rendered  for  the  defendant. 

The  only  question  made  at  the  bar  is  whether  the  penalty 
prescribed  attaches  to  tlie  purchaser  of  such  empty  cask.  'I’be 
Ibriy-foiirili  section  of  the  law  provides — that  on  the  sale  of  any 
empty  cask  wliicli  bad  contained  imported  spirits,  and  before 
the  delivery  to  lire  puichascr,  or  any  removal  thereof;  the  marks 
and  numbers  which  shall  have  been  set  I hereon,  shall  be  defac- 
ed .ami  rrbliteraled  iit  presence  of  an  officer  of  the  enstnins,  at 
wlitch  time  lire  cetliltcale  wiricb  oirght  to  accompany  sncti 
ca.sk,  shall  be  returned  aird  cancelleil.  These  are  lire  directo- 
ry pans  of  the  law,  prescribing  what  shall  be  dorre;  the  clatt.«iK 
wbtcb  irtflicls  the  penally  is,  “And  every  persorr  who  shall  ob- 
literate, coirnterfeii,  alter  or  deface  any  mark  or  mirnber,  plac- 
ed by  an  officer  of  inspection,  upon  any  cask  cnrilatrrtng  sprrits, 
or  arty  certificate  llieieof;  or  who  shall  sell,  or  in  any  way  alie- 
nate or  remove,  any  cask  which  has  been  emptied  before  the 
marks  and  numbers  have  been  so  dt'laci  d,  in  presence  of  an 
officer,  or  who  shall  neglect  or  refuse  to  deliver  the  certificate 
i..isued  to  accompany  the  cask,  of  w hich  the  marks  and  mimbers 
shall  have  been  defaced,  on  being  required  liy  an  officer  of  in- 
spt  ction  of  Ihe  cnsioms,  shall  forleit  one  hundred  dollars.”  3 
vol.  U.  S.  laws,  177. 

If  the  penal  part  of  this  section  is  alone  considered,  the  words 
“every  person  who  shall  remove,”  &c.  would  comprehend  the 
purchaser  as  well  as  the  seller  of  an  empty  cask;  but  in  con- 
struing a penal  statute,  the  jtart  which  directs  the  performance 
of  an  act,  must  be  connected  wiili  that  which  imposes  the  pen- 
alty for  its  omission,  so  that  it  shall  be  imposed  only  on  the  de- 
linquent party. 

“It  is  (also)  unquestionably  a correct  legal  principle,  that  a 
forfeiture  can  only  be  applied  to  tlio:-e  cases,  in  which  the  means 
prescribed  for  the  prevention  of  the  foi  feitnre  inay  be  employ- 
ed.” 4 Cr.  363 

The  first  inquiry  is  this,  what  wilt  prevent  the  forfeiture,  next 
by  whom  Ihe  acts  directed  to  be  done  must  be  performed;  and 
lastly,  whether  they  can  be  perlormed  by  the  purchaser. 

The  first  act  in  order  of  time,  is  notice  to  some  officer  of  in- 
spection or  of  the  customs,  to  attend  at  Ihe  lime  of  defacing 
llie  marks  and  numbers.  2.  The  defacing  iliem  in  the  presence 
of  such  officer.  3.  Returning  and  cancelling  the  certificate;  if 
these  acts  are  done,  there  can  he  no  forfeiture  for  the  removal 
of  the  cask,  as  every  requisition  of  the  law  is  complied  with. 

Though  the  law  does  not  designate  Ihe  seller,  or  ow’ner  ol  the 
cask  as  the  person  who  is  to  do  these  acts;  it  does  so  by  neces- 
saiy  implication  from  the  words  used,  “that  on  the  sale  of  any 
cask,”  &c.  “prior  to  the  delivery  thereof  to’the  purchaser,  or 
any  removal  thereof,”  the  defacing  the  marks,  and  the  return 
and  cancelling  the  certificates,  are  simultaneous  acts,  which  it 
will  be  seen  by  a reference  to  the  41,  42  and  43  sections,  must 
be  done  by  the  owner  or  seller. 

The  4Isl  section  directs  the  surveyor,  or  chief  officer  of  in- 
spections, to  give  to  the  proprietor , importer  or  consignee,  n par- 
ticular ceiiificate,  which  shall  accompany  each  cask  of  spirits, 
the  form  of  which  is  piescribcd. 

The  42d  section  directs  the  inspectors  to  make  entries  of  all 
certificates. 

The  43d  section  directs  that  on  the  sale  of  any  spirits,  the  cer- 
tificates shall  he  delivered  to  the  purchaser  Iheieof,  on  pains  of 
forfeiting  fifty  dol bars  for  each  certificate  which  is  not  so  de- 
livered. And  if  any  cask  containing  spirits  is  found  unaccom- 
4iauied  With  the  marks  and  certificate,  in  the  possession  of  any 
person,  it  shall  be  presumptive  evidence  that  the  same  is  liable 
to  forfeiture. 

As  the  certificate  then  must  be  in  the  hands  of  the  owner  of 
the  spirits,  and  the  cask  which  contains  them,  until  it  has  been 
emptied  of  its  contents,  and  must  be  delivered  up  and  cancelled 
upon  the  sale  of  the  cask  and  before  its  delivery  to  the  purcha- 
ser, or  removal;  it  must  he  done  by  the  person  who  is  bound  to 
have  the  certificate  in  his  possession  with  the  cask;  he  is  also 
the  person  who  is  to  give  notice  to  the  officer,  ami  deface  the 
marks  in  his  presence.  J'liis  person  is  therefore  the  owner  or 
sdler,  who  innst  retain  the  certificate  till  the  sale,  if  of  a full 
cask  he  must  deliver  it  to  the  purchaser;  if  an  empty  one,  he 
must  cancel  it.  nr  it  must  be  done  by  the  officer  before  delivery 
or  removal.  'I’liese  provisions  of  the  law  point  to  the  owner  or 
seller,  as  plainly  as  if  he  was  especially  named:  they  .also  ne- 
cessarily exclude  Ihe  purchaser,  as  be  can  in  no  event  be  enlit- 
4ed  to  the  possession  of  the  eertific.ate;  he  cannot  return  or  can- 
cel It;  ami  as  the  notice  K»  the  officer,  and  rlefacing  the  marks, 
most  precede  the  delivery  or  removal,  he  can  have  no  po.ases- 
sinn  of  the  cask  for  such  piir[)ose. 

There  is,  therefore,  no  one  directory  provision  of  this  section, 
which  the  purchaser  is  enjoined  to  perform,  nor  any  duty  im- 
posr'd  on  him,  the  omission  of  which  can  he  deemed  a violation 
of  the  law;  but  the  law  docs  apply  directly  to  the  owner  or  sel- 
ler, on  whom  every  duly  is  enjoined,  wlm  has  it  in  his  power 
to  perform  every  act  required,  and  on  whom  the  penalty  for 
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omission  can  and  ought  to  he  visited.  It  would  be  a severe 
coiisuuction  of  the  penal  part  of  Ibis  law,  to  attach  the  forfei- 
ture to  a purchaser,  when  he  had  not  the  means  of  avoiding  it 
in  his  power: — such  coiisirnction  ought  not  to  be  given,  unless 
the  words  are  too  plain  and  imperative  to  be  explained,  or  ap- 
plied according  to  the  principles  of  justice.  Those  used  in  the 
penal  clause  are  not  of  this  description — they  are,  “And  every 
person  wlio  shall  sell,  or  in  any  way  alienate,  or  remove  any 
cask,  &c.  which  has  been  emptied  of  its  contents  before  the 
marks  have  been  defaced  as  aforesaid,”  “or  who  shall  refuse 
or  neglect  to  deliver  the  certificate,  &c.  when  thereto  required 
by  an  officer  of  inspection,”  shall  forfeit  one  hundred  dollars— 
for  what  it  may  be  asked.  For  selling,  or  in  any  way  alienat- 
ing, or  removing,  the  cask  in  violation  of  the  previous  direc- 
tions, which  are  applicable  exclusively  to  the  owner  or  seller. 
The  prohibition  to  remove,  before  defacing  the  marks,  and  the 
penalty  for  the  removal,  must  have  been  intended  to  apply  to 
the  same  person,  not  only  from  the  whole  scope  of  the  44th  sec- 
tion, but  the  provisions  of  the  4.3d.  The  latter  inflicts  a forfei- 
ture of  both  cask  and  spirits,  if  a full  cask  is  found  in  the  pos- 
session of  any  person,  unaccompanied  with  the  marks  and  cer- 
tificate; this  forfeiture  attaclies  to  the  article,  in  the  hands  of 
the  purchaser.  Now,  if  congress  had  intended  to  attach  the 
pecuniary  forfeiture,  to  the  purchaser  of  a cask  found  in  his 
possession  empty,  with  the  marks  not  defaced,  a similar  provi- 
sion would  have  been  inserted  hi  the  next  section.  Or  had  the 
penalty  been  intended  to  attach  to  purchaser  and  seller  alike, 
the  clause  would  have  been  “every  person  who  shall  sell  or  in 
any  way  alienate,  purchase,  or  remove,”  and  the  directory  part 
would  have  contained  a prohibition  to  the  purchaser  to  receive 
the  cask,  in  which  case  the  penalty  would  have  been  incurred 
by  his  disobedience.  This  omission  to  provide  for  the  case  of 
any  other  than  the  owner  or  seller  of  the  cask,  is  a clear  indi  na- 
tion that  the  sense  of  congress  was  to  include  no  others  within 
the  penal  enactments;  more  especially  when  taken  in  con- 
nexion with  the  last,  providing  for  the  neglect  or  refusal  to  de- 
liver the  certificate,  which  can  in  no  case  apply  to  the  purchas- 
er of  the  empty  cask. 

Of  the  four  acts  which  are  the  constituents  of  the  offence, 
selling,  alienating,  removing,  refusing  or  neglecting  to  deliver 
the  certificate;  there  are  three,  which  can  be  done  only  by  the 
owner  or  seller.  The  removing  may  be  done  by  the  pnrehaser, 
but  connecting  the  word  “remove”  with  the  context,  as  well 
as  the  two  sections,  it  appears  to  refer  to  the  same  person,  who 
sells  or  alienates.  The  clause  of  the  44th  section  imposing  the 
forfeiture,  follows  the  prohibitary  clause  so  closely,  as  to  clear- 
ly point  out  their  connexion  and  dependence;  every  person  who 
removes  the  cask,  incurs  the  penalty,  for  not  defacing  the 
marks  “prior  to  the  delivery  thereof  to  the  purchaser,  or  any 
removal  thereof,”  or  not  returning  and  cancelling  the  certifi- 
cate. There  is  no  forfeiture  for  purchasing,  or  having  in  pos- 
session, an  empty  spirit  cask,  with  the  marks  on  it  undefaced; 
the  law  does  not  look  beyond  the  sale,  or  prohibit  any  act,  af- 
ter the  cask  is  delivered  to  the  purchaser;  every  duty  enjoined 
is  antecedent,  and  a forfeiture  is  incurred  by  every  omission, 
but  none  can  be  incurred  where  no  duty  is  enjoined.  The  re- 
moval merely  is  no  offence,  it  must  be  a removal  before  the 
marks  are  efficed,  as  directed  by  the  law;  the  means  of  pre- 
venting the  forfeiture  can  be  used  by  the  seller,  but  not  by  the 
purchaser;  and  the  latter  ought  not  to  he  visited  vvith  the  default 
of  the  former,  unless  the  law  would  become  inoperative  by 
confining  it  to  the  owner  or  seller.  Every  object  in  view, 
seems  to  be  fully  effected,  by  the  imposition  of  one  forfeiture 
for  one  offence,  which  is  constituted  by  the  one  act  of  renioval; 
by  adopting  a different  construction,  the  forfeiture  would  attach 
to  the  owner,  his  agent  in  selling,  the  laborer  who  would  re- 
move it  from  its  po.sition,  the  drayman,  the  purchaser,  as  well 
as  every  person  through  whose  hands  the  cask  might  pas.s  from 
time  to  time.  The  words  of  the  law  do  not  admit  of  such  suc- 
cessive and  accumulative  forfeitures;  on  the  other  hand,  their 
import  is  inconsistent  with  such  intention:  the  phraseology  is 
peculiar — “or  who  shall  sell,  or  in  any  way  alienate  or  remove.” 
It  is  very  clear  that  the  person  who  sells,  or  in  any  way  alie- 
nates or  removes,  can  be  no  other  than  the  seller— and  that  none 
others  can  have  been  within  the  scope  of  these  words,  which 
were  evidently  useil  in  order  to  prevent  any  evasion  of  the  law 
by  the  owner,  in  alienating  or  in  any  way  disposing  of,  remov- 
ing, or  parting  with  the  possession  of  the  cask  before  complying 
with  the  law — although  he  had  made  no  actual  sale  of  it. 

This  view  of  the  law  makes  every  word  operative,  it  affixes 
the  penalty  to  the  person  who  can  prevent  the  commission  of 
the  offence,  and  is  the  delinquent  bn  whom  it  ought  to  be  im- 
posed. To  extend  the  forfeiture  to  the  purchaser  who  cannot 
«(j|l,orin  any  way  alienate  the  cask,  is  not  required  by  the 
terms  of  the  law,  and  would  bring  within  its  operation,  a case 
not  contemplated. 

This  view  of  the  44lh  section,  is  confirmed  by  the  judicial 
construction  of  the  4.3d,  in  the  circuit  and  supreme  court. 

The  first  clause  directs  the  certificate  accompanying  a full 
cask,  to  be  delivered  to  the  purchaser;  it  is  therefore  held  that 
the  clause  imposing  the  forfeiture,  if  it  is  found  in  the  posses- 
sion of  any  person  without  the  certificate,  refers  to  the  person 
who  has  possession  as  purchaser. 

The  forfeiture  does  not  attach,  if  the  casks  are  in  possession 
of  a wrong  doer,  and  is  incurred  only  by  a violation  of  the  spe- 
cial provision  of  the  law,  by  a party  who  has  it  in  his  power  to 
comply  with  its  requirements,  and  all  the  constituents  of  the 


offence  must  exist  in  the  case.  1 Paine  510,  &c.  12  Wh.  487. 
10  Wh.  424. 

This  is  considered  a highly  penal  statute,  which  is  not  to  be 
extended  beyond  its  express  letter,  by  any  deduction  from  its 
supposed  policy,  or  be  so  construed  as  to  impose  a duty  which 
the  party  could  not  perform.  10  Wh.  424.  5.  And  the  part  im- 
posing a forfeiture,  will  not  be  enlarged  beyond  the  provisions, 
for  the  violation  of  which  it  is  imposed:  4 Cr.  362.  2 — or  by  the 
acts  or  omissions  of  persons  over  whom  the  party  could  have 
no  control.  Ib.  365. 

The  same  construction  has  been  given  to  the  51st  section, 
which  imposes  a forfeiture  of  any  spirits,  which  are  removed, 
before  the  quantity,  quality  and  proof  shall  have  been  ascer- 
tained and  marked,  as  directed  by  law:  the  removal  which  sub- 
jects the  owner  to  a forfeiture,  must  be  made  with  his  con.sent, 
or  some  persons  employed  by  him.  4 Cr.  363.  S.  P.  10.  Wh. 
424.  12.  Wh.  490. 

In  the  application  of  these  rules  to  the  penal  part  of  the  44th 
section,  it  must  be  referred  to  a removal  made  by  the  owner  or 
seller,  from  his  to  the  possession  of  another  in  consequence  of 
a sale,  or  some  way  or  mode  of  alienation  or  delivery,  to  a pur- 
chaser or  alienee,  and  not  to  the  person  who  receives  it  after  a 
purchase. 

The  Judgment  of  the  distret  court  is  therefore  affirmed. 

TEXAS. 

From  the  Tallahassee  Floridian  of  Octoler  10. 

The  following  extract  of  a letter,  dated  the  8ih  of  September, 
1835,  on  the  San  Jacinia  river,  in  Texas,  for  which,  we  are  in- 
debted to  the  politeness  of  a lady,  will  be  read  with  deep  inter- 
est. The  author  is  a respectable  gentleman,  personally  known 
to  most  of  the  readers  of  the  Floridian,  in  Middle  Florida,  a wit- 
ness of  the  scenes,  and  a participator  of  the  events  he  describes; 
his  narrative  is  entitled  to  the  fullest  credit. 

Lynchhurgh,  on  San  Jacinta  river,  Texas,  Sept  8th,  183.5. 

“I  do  not  think  it  would  be  prudent  for  you  and  our  family  to 
come  to  Texas,  until  the  affairs  of  the  country  assume  a more 
peaceful  aspect. 

“Santa  Anna  has  applied  to  the  priests  for  two  millions  of  dol- 
lar.s,  and  six  thousand  men,  to  put  down  the  rebels  of  Texas 
(as  he  styles  us).  We  are  preparing  for  war  in  every  part  of 
Texas — not  partisan  war,  but  constitutional  war,  as  did 
our  forefathers  in  the  revolution. 

“A  grand  convention  is  to  assemble  at  San  Felipe  on  the  lOih 
of  October  next..  The  members  will  be  something  like  50  in 
number,  from  all  the  di.stiicts. 

“1  have  been  returned  a member  by  a large  majority,  in  favor 
of  entire  secession  and  absolute  independence  of  the  Mexican 
government,  be  it  what  it  may;  republican,  centralism  or  im- 
perialistn. 

“Our  position  is  at  this  time  extremely  interesting  to  the  U. 
States,  and  in  fact  to  all  the  powers  of  Europe,  who  have  rela- 
tions willi  the  Mexican  government.  A provincial  government 
will  he  imrtirdiately  formed,  and  a regular  auny  of  5,000  men 
raised  and  equipped  to  take  the  field. 

“IFe  look  upon  our  independence  as  absolutely  certain.  We 
have  now  the  command  of  all  the  harbors  in  Texas,  and  have 
driven  put  every  garrison  from  the  interior  of  our  fine  country. 
Some  1 ,500  troops  have  been  sent  against  us,  but  they  have  (un- 
expectedly) returned;  being  afraid  to  move  against  our  riflemen, 
to  the  amount  of  300,  or  more.  They  have  sent  to  Mexico  for 
a reinforcement,  and  Santa  Anna  has  pledged  himself  to  the 
priests  to  head  the  army  in  person.  Col.  Austin  has  just  re- 
turned from  Mexico,  where  he  has  been  in  prison  for  the  last 
two  years;  he  has  united  all  parties.  We  have  just  received 
news  of  a victory  obtained  by  one  of  our  small  vessels  (the  San 
Felipe)  in  the  successful  repulse  and  subsequent  capture  of  the 
Coreo,  captain  Thompson.  The  engagement  lasted  about  an 
hour,  when  the  naval  representative  of  Santa  Anna  lowered  his 
peak  and  hauled  down  his  colors  himself;  the  all-brave  Mexi- 
cans having  previously  deserted  their  posts  and  gone  down  into 
the  hold.  This  Thompson  has  been  the  scourge  of  our  coast 
and  bays.  We  are  now  fitting  up  two  other  vessels  to  guard 
our  own  coast.  In  fact,  although  no  war  has  been  declared,  we 
are  in  a complete  state  of  warfare,  and  in  six  weeks  expect  to 
give  to  the  world  a Declaration  of  Independence.  So  soon  as 
this  glorious  event  takes  place,  we  shall  send  an  agent  to  Wash- 
ington, to  solicit  an  acknowledgment  of  our  independence:  but 
in  the  mean  time,  we  know  of  at  least  5,000  soldiers,  principal 
ly  riflemen  from  Kentucky,  Tennessee,  &c.  who  are  only  wait- 
ing for  the  event. 

“Every  one  who  assists,  whether  on  land  or  at  sea,  will  be 
munificeiilly  rewarded  by  the  Texas  republic  in  the  fairest  land 
under  the  finest  climate  in  the  known  world.  I have  been  so 
much  engaged  lately  in  political  meetings,  committees  of  safety 
and  correspondence,  &c.  &c.  that  I have  bad  time  for  little  else; 
in  fine,  the  whole  country  is  only  alive  to  one  single  subject- 
liberty  or  death;  for  such  we  will  gel  if  we  do  not  turn  the  ta- 
bles on  Santa  Anna  and  his  reformed  priests.  I think  the  Ken- 
tucky boys  will  play  the  shaven  crowns  a sharp  game  if  they 
take  any  of  them.  God  save  the  mark.  My  own  affairs  are 
going  on  as  well  as  I can  expect,  the  mill  slops,  of  course,  on 
muster  days,  drill  days,  rejoicing  days  for  victory,  &c.  but  all 
will  soon  be  quiet,  and  then  we  shall  reap  a fine  harvest.” 

PROM  TEXAS. 

The  New  Orleans  papers,  received  by  yesterday’s  mail,  put 
us  in  possession  of  late  and  interesting  information  from  the 
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neighboring  Mexican  province  of  Texas.  It  appears  that  San- 
ta Anna,  tlie  dictator  of  the  “republic,”  is  about  to  carry  into 
execution  the  threats  wliich  he  has  heretofore  uttered  against 
Texas  for  its  resistance  to  Itis  political  views,  and  has  sent  an 
armed  force,  for  tlie  purpose  of  nulucing  the  province  and  its 
sturdy  republican  population  under  bis  sway.  Besides  the  in- 
terest which  is  naturally  fell  in  the  United  States  from  the 
proximity  of  the  scene  of  contest  to  our  southern  border,  and 
from  the  character  of  the  contest  itself,  the  occurrences  now 
transpiring  there  assume  a deeper  interest  from  the  circumstance 
that  the  welfare  of  many  citizens  of  this  country,  who  have 
emigrated  hither,  is  involved  in  the  issue.  We  observe  that 
meetings  were  to  be  held  in  New  Orleans  and  Nachitoches,  for 
the  purpose  of  rendering  assistance  to  the  Americans  in  Texas. 
These  measures,  although  they  have  reference  to  sne-h  aid  as 
the  parties  may  render  in  their  individual  capacity,  appear  to  be 
taken  with  a degree  of  publicity  which  will  probably  utake  them 
the  ground  of  complaint  to  our  government  on  the  part  of  that 
of  Mexico,  as  an  unwarrantable  interference  by  our  citizens  in 
the  affairs  of  another  nation.  It  is  even  said  that  appeals  for 
succor  have  been  addressed  to  the  executive  of  the  United 
States,  but  this  we  can  scarcely  credit.  Earnestly  as  we  may 
wish  to  see  the  Texians  successful  in  the  present  struggle,  it  is 
B contest  in  which  we  can  no  more  rightfully  lake  part  than  in 
those  which  distract  Buenos  Ayres  or  Peru.  In  a comment  on 
this  subject  the  National  Intelligencer  justly  remarks — '“If  peo- 
ple choose  to  leave  their  own  country  to  settle  in  a foreign  land, 
they  must  abide  the  consequences  of  their  own  act.  If  they  get 
embroiled  with  the  government  which  they  have  elected  to  live 
tinder — even  if  it  be  in  resisting  oppression — they  cannot  call  on 
the  government  of  the  country  which  they  have  abandoned  to 
come  to  tlieir  aid  or  succor.” 

From  the  New  Orleans  American,  October  13. 

By  the  steamer  Ouachita,  arrived  this  morning,  we  received 
the  following  in  an  extra  sheet  of  the  Red  River  Herald. 

A meeting  of  the  friends  in  Texas  is  called,  to  be  held  in  this 
city  this  evening,  and  measures  will  be  adopted  to  render  time- 
ly assistance  to  our  brothers  in  Texas. 

Highly  hnportant  from  Texas. 

War  in  Texas — Gen.  Cos  landed  near  the  mouth  of  the  Brasos 
with  400  men.  Isaac  Parker  has  just  arrived  from  7'exas,  bring- 
ing the  intelligence  that  gen.  Cos  has  landed  near  the  mouth  of 
the  Brasos  with  400  men,  with  the  intention  of  joining  the  700 
federal  troops  stationed  at  San  Antonio  de  Bexar,  and  marching 
upon  the  people  in  7’exas.  He  has  issued  his  proclamation, 
“declaring  that  he  will  collect  the  revenue,  disarm  the  citizens, 
establish  a military  government,  and  confiscate  the  property  of 
the  rebellious.”  Messrs.  Johnson  and  Baker  bore  the  express 
from  San  Felipe  to  Nacogdoches,  Stephen  S.  Austin  has  writ- 
ten to  several  citizens  of  Nacogdoches,  that  a resort  to  arms  is 
inevitable. 

They  have  hoisted  a flag  with  “The  constitution  of  1824”  in- 
scribed on  it,  and  two  hundred  freemen  gathered  around  it,  de- 
termined to  stand  or  fall  with  it. 

We  subjoin  the  following  letter  from  general  Houston  to  the 
gentleman  who  brought  the  intelligence: 

San  Augustine,  Texas,  5th  October,  1835. 

Dear  sir:  At  your  request  I hand  you  a memorandum,  that 
you  may  be  informed  of  our  situation.  War  in  defence  of  our 
rights,  our  oaths  and  our  constitution,  is  inevitable  in  Texas! 

If  volunteers  from  the  United  States  will  Join  their  brethren  in 
this  section  they  will  receive  liberal  bounties  of  land.  We  have 
millions  of  acres  of  our  best  lands  unchosen  and  unappropriated. 

Let  each  man  come  with  a good  rifle  and  one  hundred  rounds 
of  ammunition — and  come  soon. 

Our  war  cry  is  “liberty  or  death.”  Our  principles  are  to  sup- 
port the  constitution,  and  dotvn  with  the  usurper!!  Your  friend, 
SAMUEL  HOUSTON. 

To  Isaac  Parker,  esq.  present. 

We  have  no  time  to  make  any  comments.  The  people  of  the 
United  States  will  respond  to  the  call  of  their  brethren  in  Texas! 

Those  gentlemen  friendly  to  the  rights  of  free  and  republican 
governments,  are  requested  to  meet  at  the  Red  River  Exchange, 
on  this  evening,  at  half  past  seven  o’clock,  to  take  into  consi- 
deration the  situation  of  their  fellow  countrymen  in  Texas. 

Natchitoches,  October  7,  1835. 

From  the  New  Orleans  Bee,  Oct.  14. 

We  subjoin  two  documents  politely  furnished  by  a friend  con- 
taining the  latest  advices  from  Texas,  which  is  daily  assuming 
a more  interesting  attitude  for  those  of  our  citizens  who  are 
connected  with  it  by  properly  or  friends,  by  tlie  feelings  of  liber- 
ty and  general  enthusiasm  in  the  course  of  independence  and 
prosperity. 

We  need  only  state  that  most  of  the  departments  or  jurisdic- 
tions of  7’exas  have  elected  deputies  to  the  general  consultation 
to  be  held  in  Washington — a good  name  as  a remembrancer  and 
inciter  in  the  cause  of  revolutionary  independance — on  the  15th 
inst.  and  that  their  objects  may  be  of  a more  decisive  and  de- 
termined kind  than  they  had  been  led  to  suspect.  With  Zava- 
la and  Austin  at  their  head,  the  Mexicans  and  Americans  in 
Texas  need  apprehend  little  danger  in  their  struggle  for  freedom 
and  independence. 

But  shall  the  citizens  of  the  United  States,  in  their  individual 
capacity,  remain  listless  spectators  of  eventful  eflbrts  like  tho.«e 
almost  certain  to  occur  in  Texas  before  a few  months  shall 
have  elapsed? 


To  the  people  of  the  jurisdiction  of  Columbia. 

“War  is  our  only  resource,  war  is  upon  ns,”  so  says  ib# 
commiliee  of  Austin^  and  the  fact  is  established  beyond  a doubt< 
Heretoloie  a ditference  of  opinion  has  nnfortunately  existed 
aunmgst  ns;  now  the  evidence  is  so  clear,  so  convincing,  that 
an  honest  difierence  of  opinion  can  no  longer  exist.  Yourcorn- 
niillee  therefore  have  no  hesitancy  in  declaring  that  he  who 
says  tliai  there  is  no  just  cause  to  apprehend  danger,  and  re- 
commends a supine  course,  is  a traitor,  and  as  such  should  be 
punished.  Fellow  citizens,  let  not  a former  diflerence  cause 
or  continue  an  estrangement.  We  have  a common  cause  anil 
a common  foe,  and  we  should  be  united.  General  Cos  has  just 
landed  at  Copeno,  with  400  soldiers  and  munitions  of  war.  His 
object  is  to  unite  with  the  forces  of  San  Antonio,  and  our  poli- 
cy is  to  intercept  him  before  the  union  lakes  place,  by  so  doing 
we  will  fall  upon  the  enemy  divided,  and  if  we  capture  the 
forces  of  Cos  we  will  gain  arms  and  munitions  of  war;  and  the 
news  of  Cos’s  defeat  will  be  tlie  signal  for  the  surrender  of  San 
Antonio  into  our  own  hands;  in  addition  to  this  it  is  better  that 
we  should  carry  the  war  into  the  enemies  country,  for  then  we 
shall  be  enabled  to  gather  the  present  crop.  Again,  the  milita- 
ry, the  tools  of  the  despot,  have  lately  made  a treaty  with  the 
Camanches,  and  other  tribes  of  the  savages,  and  have  engaged 
them  to  fight  against  us,  and  should  we  defeat  Cos  before  they 
take  the  field  they  will  most  assuredly  desert  their  fallen  allies. 
AM  these  reasons  calling  upon  us  so  loudly,  urging  us  so  strong- 
ly, let  us  take  the  field.  We  call  npon  you  in  the  name  of  your 
country,  in  the  name  of  your  wives  and  children,  in  the  name 
of  every  thing  that  is  dear  to  you,  in  the  name  of  ubertv  itself, 
for  an  immediate  and  general  turn  out. 

Whilst  Cos  is  disembarking  his  troops,  whilst  he  is  sending 
for  teams  to  transport  his  munitions  of  war,  we  will  have  time 
to  lake  our  station  on  the  road  between  him  and  San  Antonio 
in  which  event  victory  will  be  certain.  All  Texas  has  been  in- 
formed of  the  plan  of  war,  and  many  of  her  citizens  are  now 
marching  to  the  principal  place  of  rendezvous  (James  Kerr’s  on 
the  Labacca).  A large  company  have  engaged  to  leave  Brazo- 
ria on  the  29th  inst.  at  which  time  and  place  every  patriot  should 
present  himself  ready  for  action. 

Fellow  citizens,  we  have  now  an  opportunity  of  opening  the 
war  with  a glorious  triumph,  a triumph  which  in  its  ultimate 
consequences  will  prove  the  salvation  of  Texas. 

By  defeating  Cos,  San  Antonio  will  fall  as  a matter  of  course 
— and  then  tliere  will  not  be  a formidable  division  of  the  des- 
pot’s troops  in  a thousand  miles  of  Texas,  months  will  roll 
round  ere  they  can  get  here,  before  which  period  you  will  be 
armpd,  prepared  and  disciplined  for  war;  and  in  a situation  to 
defy  any  force  which  tlie  despot  can  send  against  you. 

Fellow  citizens,  be  not  mistaken  in  regard  to  the  cause 
wliich  you  have  espoused;  or  the  foes  to  whom  you  are  oppos- 
ed. Your  cause  is  a good  one,  none  can  be  better,  it  is  repub- 
licanism in  opposition  to  despotism;  in  a word  it  is  liberty  in 
opposition  to  slavery.  You  will  be  fighting  for  your  wives  and 
children,  your  homes  and  firesides,  for  your  country, for  fiberty. 
Look  back  upon  the  hardships,  the  fatigues,  the  privations  and 
dangers  which  you  suffered  in  settling  and  reclaiming  the  wil- 
derness of  Texas;  and  say  whether  you  are  willing  to  forego  all 
the  benefits  and  blessing  of  civilization,  and  again  plunge  into 
another  wilderness  to  encounter  the  same  difficnlties;  consider 
your  present  condition  and  the  bright  prospect  before  yon,  and 
say  are  you  prepared  to  yield  all  the  advantages  wliich  they 
offer  to  the  hireling  slaves  of  a despot.  Behold  your  wives  and 
daughters,  are  you  prepared  to  yield  them  up  to  the  embraces  of 
a brutal  soldiery;  if  not,  arise  at  once  and  crush  your  foes  be- 
fore they  concentrate  and  fortify  within  your  border. 

Your  foes  (the  foes  of  liberty)  are  composed  of  the  clergy  and 
military,  (unhallowed  association)!  headed  by  a military  chief- 
tain, a man  whose  character  during  a long  and  eventful  career, 
has  been  marked  by  every  act  that  characterises  an  ambitions 
chief,  who  to  elevate  himself  would  destroy  the  liberties  of  his 
country.  Such  are  our  foes,  and  such  their  leader.  More  than 
one-hiilf  ofMexico  is  on  your  side;  one  of  her  most  di^t^nguish- 
ed  sous,  Zavala,  sought  an  asylum  in  7’exas,  and  will  be  found 
in  the  ranks  with  you;  several  others  together  with  the  vice 
president,  have  been  arrested  on  their  way  to  Texas.  The  des- 
pot dare  not  come  himself  or  send  a large  force  to  7’exas,  for 
fear  the  republicans  will  rise  against  him  in  the  interior;  thus 
you  perceive  our  situation  will  be  far  from  being  so  desperate 
as  the  disparity  of  our  numbers  would  indicate. 

Fel'ow  citizens,  asain  we  summon  you  to  arms.  Let  us 
take  the  field,  defeat  Cos,  take  Sail  Antonio,  drive  every  sol- 
dier from  our  limits;  and  thereby  place  Texas  in  a situation  to 
become  ere  long  what  she  is  destined  to  be,  a land  of  aaricul- 
inre  and  of  commerce,  of  laws  and  liberty,  the  pride  and  boast 
of  our  lives,  and  a legacy  of  price  unspeakable  to  posterity. 

B.  7'.  ARCHER,  chairman, 

Wm.  T.  Austin,  secretary. 

San  Felipe,  September  19,  1835. 

Dear  sir:  War  is  upon  us — there  is  now  no  remedy;  the 
answer  of  Cos  is  so  positive  that  the  individuals  who  have 
been  demanded  must  be  given  up,  that  tlie  people  must  un- 
conditionally submit  to  whatever  the  governiiienl  chooses  to  do 
for  them— he  lays  down  the  principle  that  the  general  soverii- 
ment  have  the  right  to  force  us  to  submit  to  any  reform  or 
amendments,  or  alterations  that  congre.ss  may  make  in  the 
constitution,  &c.  This  is  impossible — we  had  better  leave  the 
country  at  once,  for  we  shall  be  under  the  Cos  doctrine,  with- 
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BUt  any  rights  or  guarantees  of  any  kind.  I therefore  think 
that  war  is  inevitable;  we  must  prepare.  What  do  you  think 
of  raising  a volunteer  corps  to  protect  the  consuluiiion;  and 
have  it  ready  without  delay?  i think  it  probable  Cos  will  at- 
tack the  people  on  Gaudaloupe,  in  a short  time  they  expect  aid 
and  ought  to  have  it. 

I shall  send  to  Nacogdoches  immediately,  g 


JF.  D.  C.  Hall,  esq. 

Mexico  and  Texas.  Since  receiving  on  Saturday  the  docu- 
ments elsewhere  concerning  the  contemplated  movements  in 
Texas  on  the  part  of  the  American  population  there  resident, 
we  were  favored  with  private  information  direct  and  later  from 
Metamoras. 

This  confirms  the  intelligence  conveyed  by  the  documents 
from  Colombia;  and  adds  that  though  general  Cos  had  boasted 
of  having  2,000  men  under  his  command,  he  had  scarcely  400; 
for  those  who  had  been  imported  previously  into  Texas,  have 
been  discomfited  at  St.  Antonio,  or  had  deserted  afterwards. 
Cos  had  received  orders  from  Santa  Anna  to  fix  his  head 
quarters  at  San  Antonio;  and  there  rally  his  troops  for  the 
invasion  ofTexas.  Our  correspondent  states  that  Santa  Anna 
had  written  a letter  to  Metamoras,  boasting  that  in  less  than 
two  months  he  would  overrun  and  conquer  tire  whole  ofTexas: 
«nd  shrewdly  adds— although  we  consider  this  a mere  gasco- 
nade, yet  we  wish  he  should  have  the  temerity  to  pay  the 
Texians  a visit;  and  we  should  soon  rid  the  republic  of  this 
would  be  Napoleon. 

The  Texians  are  not  idle  in  their  preparations  to  give  a warm 
welcome  to  their  invaders.  On  the  23d  ult.  700  of  them  had 
left  Brazoria  for  San  Antonio,  with  a firm  determination  to 
capture  it;  and  to  place  the  present  viceroy  don  Remon  Mas- 
quia,  at  the  head  of  the  government  of  the  provinces.  The 
next  arrival  from  Texas  m.ay  therefore  bring  us  tidings  of  war; 
and  the  glorious  news  of  a victory  obtained  by  the  American 
Texians  over  their  oppressors:  so  that  the  general  consultation 
may  have  to  digest  the  plan  of  a constitutional  government  for 
Texas  as  a free,  sovereign  and  independent  stale. 

We  have  also  learned  by  the  arrival  yesterday  of  the  Ma- 
nuela  in  7 days  from  Gai veston,  that  the  inhabitants  of  that 
place  had  also  armed  themselves  to  aid  the  citizens  of  Bra- 
soria,  against  whom  general  Cos  marched  from  San  Antonio. 

CIRCULAR. 

From  the  committee  of  safety  of  the  jurisdiction  of  Austin. 

fnformaiiou  of  the  most  itnportant  and  decisive  cliaracter 
has  just  been  received  frmn  Bexar,  from  unquestionable  autho- 
rity, which  in  the  opinion  of  this  committee,  calls  for  the 
prompt  attention  of  the  people.  The  substance  of  this  infor- 
mation is,  that  general  Cos  was  expected  at  Bexar,  on  the  16ih 
of  this  month,  with  more  troops,  that  he  intended  to  make  im- 
mediate attack  on  the  colonies;  that  there  was  a plan  to  try  and 
foment  division  and  discord  among  the  people,  so  as  to  use  one 
part  against  the  other,  and  prevent  preparation,  and  that  the 
real  object  is  to  destroy  and  break  up  the  foreign  settlements  in 
Texas.  This  committee  have  no  doubt  of  the  correctness  of 
this  information  and  therefore  recommend — 

That  the  people  should  maintain  the  position  taken  by  them 
at  their  primary  meetings,  to  insist  on  their  rights  under  the 
federal  constitution  of  1824,  and  of  the  law  of  the  7ih  of  May 
of  that  year,  and  union  with  the  Mexican  confederation. 

That  every  district  should  send  members  to  the  general  con- 
snltation,  with  full  powers  to  do  whatever  may  be  necessary 
lor  the  good  of  the  country. 

That  every  district  ought  to  organize  its  militia,  where  it  is 
not  already  done,  and  have  frequent  musters;  and  that  the 
eaptains  of  companies  make  a return  without  delay  to  tlie 
dtief  of  his  department,  of  the  force  of  his  company,  the  arms 
and  ammunition,  in  order  that  he  may  lay  the  same  before  the 
general  consultation  of  Texas.  Volunteer  companies  are  also 
recommended. 

This  committee  deems  it  to  be  their  duty  to  say,  that  in  its 
opinion,  ail  kind  of  conciliatory  measures  with  general  Cos 
and  the  military  at  Bexar,  are  hopeless  and  that  nothing  but 
the  RUIN  of  Texas  can  be  expected  from  any  such  measures. 
They  have  already,  and  very  properly  been  resorted  to  without 
effect. 

War  is  our  only  resource.  There  is  no  other  remedybutto 
defend  our  rights,  ourselves  and  our  country,  by  force  of 
arms.  To  do  this  wi-  must  unite — and  in  order  to  unite,  the 
delegates  of  the  |)eo(»le  must  meet  in  general  consultation  and 
organize  a system  of  defence,  and  give  organization  to  ihe 
country,  so  as  to  produce  concert.  Until  some  competent  au- 
thority is  established  to  direct,  all  that  can  be  done  is  to  re- 
commend this  subject  to  the  people;  and  advise  every  man  in 
Texas  to  prepare  for  WAR,  and  lay  aside  all  hope  of  concilia- 
tion. S.  F.  AUSTIN. 

San  Felipe,  September  18,  1835. 

ABOLITION  TROUBLES. 

The  city  of  Boston,  anil  Utica,  in  New  York,  have  become 
the  scenes  of  troubles  on  account  of  the  abolition  question. — 
We  annex  the  particulars  which  have  reached  us: 

From  the  New  York  Star,  Oct.  23. 

RIOT  AT  BOSTON — GARRISON,  THE  ABOLITIONIST,  SEIZED. 

We  learn  by  the  Providence  boat,  that  a mob  assembled  at 
the  abolition  office.  The  Transcript  says — 


Three  o?clock.  A crowd  of  three  or  four  hundred  persons 
are  assembled  in  front  of  the  anti-slavery  office.  The  mayor 
has  just  addressed  them — assuring  them  that  he  knows  that 
Thompson  is  not  in  the  city, and  will  not  be  present  at  the  anti- 
slavery  meeting.  The  crowd  has  not,  however,  dispersed. 

It  seems,  by  verbal  accounts,  that  not  finding  Thompson, 
they  seized  Garrison,  and  when  the  passengers  lelt,  at  4,  P.  M. 
the  mob  were  leading  Garrison  down  Slate  street  with  a rope 
round  his  neck.  What  they  have  done  with  him  we  know  not. 
No  further  accounts  were  heard  of  their  proceedings. 

From  the  Commercial  Advertiser,  Oct.  24. 

SCENES  IN  BOSTON — PROCEEDINGS  IN  THE  CASE  OF  WILLIAM 
L.  GARRISON. 

The  Boston  papers  of  Thursday  enable  us  to  give  a full  ac- 
count of  the  disturbances  in  that  city,  of  which  we  were  in  pos- 
session of  but  a brief  notice  yesterday.  The  immediate  cause 
of  the  disturbance  is  thus  staled  in  one  of  the  papers:— 

After  the  appearance  of  a succession  of  inflammatory  articles 
in  the  Liberator,  highly  insulting  to  the  feelings  of  a great  ma- 
jority of  our  fellow  citizens,  attacking  with  a frantic  malicious- 
ness their  character  and  motives,  manifesting  an  insolent  de- 
fiance of  public  opinion,  and  a determination  to  persist  in  brav- 
ing it — a notiee  was  yesterday  issued,  that  the  female  anti-sla- 
very society  would  hold  a meeting  that  afternoon  when  it  would 
be  addressed  by  several  genlletnen — among  whoni  it  was  said 
Thompson  and  Garrison  were  to  speak. 

At  about  two  o’clock,  P.  M.  a handbill  was  thrown  into  cir- 
culation, of  which  the  following  is  a copy: — 

“Thompson— THE  abolitionist.  That  infamous  foreign 
scoundrel  THOMPSON,  will  hold  forth  this  afternoon,  ai  the 
Liberator  office.  No.  48,  Washington  street.  The  present  is  a 
fair  opportunity  for  the  friends  of  the  union  to  snake  Thompson 
out!  It  will  be  a contest  between  the  abolitionists  and  the 
friends  of  the  union.  A purse  of  $100  has  been  raised  by  a 
number  of  patriotic  citizens  to  reward  the  individual  who  shall 
first  lay  violent  hands  on  Thompson,  so  that  he  may  be  brought 
to  the  tar  kettle  before  dark!  Friends  of  the  union,  be  vigilant! 

“Boston,  Wednesday,  12  o’clock.” 

In  consequence  of  this  notice, and  ofthe  general  suspicion  that 
the  notorious  Thompson  would  be  present  on  the  occasion,  a 
large  assemblage  of  citizens  collected  in  front  of  the  building  No. 
46,  Washington  street,  with  tlie  determination  of  intercepting  the 
foreign  felon  as  he  entered  the  door.  Soon  afterwards  several 
individuals  among  the  crowd  went  up  into  the  hall  of  the  abo- 
litionists, and  threw  out  of  the  window  all  the  tracts  and  pa- 
pers of  the  society  which  were  speedily  destroyed  by  those  in 
the  street. 

About  3 o’clock  the  people  crowded  the  stairway  to  the  hall, 
and  some  thirty  women,  black  and  white,  were  observed  with- 
in. Garrison  was  the  only  male  character  among  the  women, 
and  he  soon  decamped,  and  withdrew  to  another  room.  The 
mayor  of  the  city,  Mr.  Lyman,  soon  entered,  and  recommend- 
ed the  women  to  withdraw,  and  thus  extricate  themselves  from 
the  tumult.  They  complied,  and  marched  down  stairs  in  cou- 
ples, black  and  while,  arm  in  arm.  They  appeared  as  silly  as 
can  be  imagined,  and  were  hissed  by  the  crowd.  The  people 
shouted  “Thompson — Thompson— Garrison — where  is  Thomp- 
son— where  is  Garrison,”  &c.  But  neither  was  to  be  seen. — 
The  mayor  addressed  the  people,  and  stated  emphatically  that 
Thompson  was  not  in  the  city,  and  requested  the  people  to  dis- 
perse peaceably.  The  general  expression  then  was  to  take 
down  a large  sign  on  the  third  story,  on  which  was  painted 
“Female  abolition  society  room.”  Some  of  our  most  respect- 
able citizens  then  went  deliberately,  and  in  a peaceable  man- 
ner, and  drew  out  the  hooks  that  supported  the  sign,  and  were 
about  to  lake  it  into  the  window.  The  people  below  then 
demanded  that  the  sign  should  be  lowered.  It  was  then  lower- 
ed down,  and  the  people  immediately  broke  it  to  pieces.  This 
was  at  about  half  past  3 o’clock,  and  most  of  the  spectators, 
amounting  to  some  2,000  departed  in  peace. 

Mean  lime  Garrison  passed  through  the  building  to  the  rear, 
and  got  out  of  a window  twenty-five  feet  from  the  ground,  on  a 
couple  of  boxes,  placed  on  a small  back  building.  In  stepping 
on  the  boxes  they  gave  way,  and  he  fell  on  the  roof  of  the  small 
building,  and  was  like  to  have  been  precipitated  to  the  ground, 
twelve  or  fifteen  feet  below.  He  recovered  himself,  however, 
and  descended  hastily  to  the  yard,  and  thence  into  a carpenter’s 
shop,  where  he  ensconced  himself  under  some  boards  and  shav- 
ings. 

The  Allas  says — he  was  found  crouched  under  a pile  of  boards 
in  the  second  story  of  a carpenter’s  shop,  and  here  he  surren- 
dered at  discretion.  A rope  was  fastened  under  his  arms  and 
about  his  neck,  and  he  was  let  down  by  means  of  a ladder  to 
the  ground.  His  countenance  was  pale  and  convulsed  with 
terror,  and  he  made  no  attempt  to  speak  or  to  resist.  There 
was  a very  general  exclamation  of  “don’t  hurt  him;”  and  two 
individuals  seizing  him  on  each  side  by  the  collar,  he  was  con- 
ducted through  Ihe  lane  into  State  street,  and  from  thence  hur- 
ried into  the  mayor’s  office  in  the  city  hall.  The  crowd  remain- 
ed outside,  at  one  time  we  should  think  that  from  four  to  five 
thousand  persons  were  assembled  in  the  street. 

The  mayor  made  his  appearance  at  the  portico,  and  address- 
ed the  multitude  in  a brief  and  judicious  speech.  He  called 
upon  the  people  to  sustain  him  in  the  preservation  of  good  or- 
der, and  in  maintaining  the  supremacy  of  the  laws.  His  ad- 
dress was  calculated  to  exercise  a good  effect,  and  was  receive^ 
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with  applause.  The  crowd,  however,  did  not  disperse;  and  on 
the  approach  of  a carriage  toward  the  opposite  door,  for  the  pur- 
pose of  removing  Garrison,  tiie  agitation  of  the  multitude  evi- 
dently increased. 

Here  the  management  of  our  city  police  and  the  devotion  of 
our  citizens  to  tlie  supremacy  of  the  laws  were  put  to  the  test. 
Decidedly  as  our  best  citizens  abhorred  the  principles  of  Garri- 
son, and  much  as  they  detested  the  continued  agilaiion  kept  up 
by  him  and  those  whom  he  misleads,  they  were  determined  to 
aid  the  police  in  sustaining  the  laws,  and  in  preserving  Garrison 
from  violence.  When  the  carriage  was  at  the  door  of  the  city 
hall,  they  formed  double  lines  for  the  protection  of  his  person, 
and  succeeded  in  placing  him  in  the  vehicle. 

The  doors  of  the  vehicle  were  thrown  open,  and  such  was 
the  press  upon  the  horses  and  the  coach,  that  it  was  several 
limes  nearly  upset.  By  the  exertions  of  the  mayor,  Garrison 
was  securely  placed  in  the  coach,  which  was  driven  at  some 
speed  up  Court  street,  followed  by  a large  concourse.  The 
coachman  was  directed  to  drive  to  the  jail  in  Levereit  street,  a 
warrant  of  committal  having  been  issued  against  Garrison,  as  a 
public  agitator  and  disturber  of  the  peace.  He  was  committed 
by  sheriff  Parkman.  In  order  to  elude  pursuit,  the  coachman 
drove  at  a rapid  rate,  arid  took  a circuitous  route,  so  as  to  ap- 
proach the  jail  from  the  bottom  of  Leverett  street.  He  was 
hardly  a moment  in  advance  of  the  crowd,  and  Garrison  had 
hardly  time  to  give  one  leap  from  the  coach  toward  the  door  of 
the  jail,  to  escape  the  shock  of  the  opposing  crowds,  which 
were  rushing  toward  him  from  different  ends  of  the  street.  He 
Bank  exhausted  upon  a seat  exclaiming,  that  “never  was  a man 
BO  rejoiced  to  get  into  a jail  before.”  The  door  being  closed 
upon  him,  the  immense  assemblage  in  front  gradually  dispersed. 

We  cannot  but  deplore,  in  common  with  every  good  citizen, 
that  our  city  should  be  the  stage  for  such  tumultuous  scenes. — 
Butin  what  terms  of  indignation  can  we  speak  of  the  man,  who 
by  bis  rancorous  denunciations,  and  his  brawling,  ferocious 
abuse,  together  with  the  disorganizing  tendency  of  his  doc- 
trines, has  excited  the  people  to  such  an  ebullition  of  their 
deeply  exasperated  feelings.'’ 

One  circumstance  in  relation  to  the  capture  of  Garrison  is 
worth  recording.  The  very  men  who  dragged  him  forth  from 
his  skulking  place  and  led  him  into  State  street,  on  seeing  that 
the  popular  vengeance  might  be  directed  again.st  him  in  a more 
popular  and  summary  manner  than  they  wished  to  behold, 
hurried  him  themselves  into  the  mayor’s  office  for  protection. 

The  scene  around  the  carriage  to  which  the  sheriff  had  com- 
mitted Garrison  was  intensely  exciting.  At  one  moment,  it 
Beemed  that  the  rush  of  the  vast  crowd  would  overwhelm  the 
coach,  while  the  prancing  of  the  terrified  horses  threatened 
danger  from  another  quarter.  At  another  time,  the  doors  were 
forcibly  opened,  and  as  forcibly  shut.  Finally  the  coachman 
succeeded  in  making  his  way  without  any  accident  through  the 
multitude,  that  encompassed  the  .carriage,  which  was  followed 
with  shouts  to  the  jail. 

We  should  not  omit  to  state,  that  the  occupants  of  the  stores 
in  the  vicinity  of  the  anti-slavery  rooms,  petitioned  the  mayor 
and  aldermen,  previous  to  the  meeting,  setting  forth  that  their 
property  was  in  danger,  in  consequence  of  the  general  appre- 
hension of  a riot,  and  praying  for  protection.  The  city  autho- 
rities did  not  consider  themselves  empowered  to  comply  with 
the  request  contained  in  the  petition. 

Thus  (says  the  Centinel)  have  the  people  of  this  city  express- 
ed their  decisive  reprobation,  of  the  outrageous  perseverance 
of  fanatics,  in  disturbing  the  public  peace,  by  public  harangues 
on  abolition,  and  we  hope  that  this  will  be  the  last  attempt  of 
agitators  to  continue  their  practices  under  the  shelter  of  fe- 
males. 

The  mayor,  and  other  officers,  deserve  groat  credit,  for  their 
efforts  to  preserve  the  peace  of  the  city. 

When  Garrison  was  passing  toward  the  back  window  to  es- 
cape, in  the  early  part  of  the  scone,  he  had  the  folly  to  repeat, 
for  theatrical  eff(!Ct— “hail  Columbia,  happy  land.”  The  ten- 
dency of  the  labors  of  such  men,  is  to  convert  this  “happy  land” 
into  scenes  of  blood  and  carnage,  and  to  induce  the  blacks  to 
cut  the  throats  of  the  whites.  Away  with  such  canting  hypo- 
crisy. 

The  Boston  Gazette  says— We  never  before  saw  so  gentle- 
manly a rabble— if  a rabble  it  may  be  called — as  that  assembled 
yesterday.  They  opened  to  the  right  and  loft  in  the  greatest 
possible  order,  when  a female  attempted  to  pass  in  or  out— not 
only  80,  but  when  a procession  of  some  ten  or  dozen  black 
ladies  made  known  their  wish  to  be  admitted,  the  same  was 
done  for  them  without  the  slightest  token  of  disapprobation  be- 
ing manifested.  It  was,  in  fact,  a meeting  of  gentlemen  of  pro- 
perty and  standing  from  all  parts  of  the  city,  who  were  di.spos- 
ed,  and  still  are  determined,  at  all  hazards,  and,  “come  what 
may,”  to  preserve  the  peace  of  the  city  from  all  domestic  In- 
cendiaries, as  well  as  to  protect  the  union  against  foreign  inter- 
ference. 

Latest.— The  Boston  Transcript  of  Thursday  evening  con- 
tains the  following:— 

Constables  were  placed  last  night  in  the  vicinity  of  Garrison’s 
house,  and  at  the  office  of  the  Liberator,  Cornhill,  but  there 
was  no  attempt  made  to  destroy  his  property;  nor  were  there 
symptoms  of  farther  riot  after  eight  o’clock,  although  there  were 
assemblages  of  people  in  small  squads,  until  nearly  midnight, 
anticipating  excesses,  which  for  the  honor  of  the  city,  we  are 
happy  to  state,  did  not  occur. 


Mr.  Garri.son  was  released  from  imprisonment  this  morning, 
and  has  left  the  city. 

E.XCITEMENT  AT  UTICA,  &C. 

From  the  Albany  %8rgus 

We  learn  with  the  greatest  surprise,  that  a majority  of  the 
common  council  of  the  city  of  Utica,  notwithstanding  the  ob- 
jections of  the  mayor,  and  in  contempt  of  the  known  wishes 
and  feelings  of  nearly  the  entire  body  of  citizens,  have  granted 
the  movers  in  the  abolition  state  convention,  permi3sion  to  hold 
their  incendiary  meeting  iti  the  supreme  court  rootn  of  the  aca- 
demy! As  soon  as  this  fact  transpired,  a strong  and  intlignant 
feeling  was  manifested  by  the  citizens;  and  the  following  no- 
tice was  forthwith  signed  and  issued  with  hundreds  of  approv- 
ing signatures: 

^‘Public  meeting.  Citizens  of  Utica!  You  are  aware  that  an 
abolition  convention  is  appoitited  to  be  held  iti  this  city  on  the 
2lst  inst.  It  is  surely  degradation  enough  to  be  selected  as  the 
place  for  such  an  assemblage:  but  this  is  not  all  the  disgrace 
which  has  falleti  upon  us.  The  assemblage  is  to  be  received 
with  public  honors:  a majority  of  the  common  council  has  given 
them  permission  to  hold  their  meeting  in  the  academy!  This 
was  not  to  have  been  expected.  A proper  regard  for  the  quiet 
of  the  country,  for  the  fair  name  of  this  place,  and  for  the  pub- 
licly expressed  views  of  its  citizens,  should  have  prevented 
such  an  act.  All  these  have  been  disregarded  and  contemned 
— our  rulers  have  declared  for  the  abolitionists,  and  the  people 
are  called  upon  to  yield  a quiet  submission,  or  to  arouse  them- 
selves and  act  as  becorne.s  men. 

“We  might  ask  by  what  right  does  the  common  council  as- 
sume to  give  this  permission.^  What  lawful  right  have  they  to 
dispose  of  the  academy  for  such  a purpose.^  But  let  us  slop  to 
discuss  this  question.  Let  us  go  further,  and  we  ask  why  is 
the  city  thus  degraded.^  In  the  name  of  decency,  why  is  so  foul 
a stigma  affixed  to  its  name?  Are  those  who  are  selected  to 
guard  its  interests  and  protect  its  fame,  as  indifferent  to  its  wel- 
fare as  they  are  to  the  peace  and  quiet  of  a whrtle  country? 

“Such  is  the  present  posture  of  affairs.  The  common  coun- 
cil is  not  infallible.  It  may  have  erred.  It  may  be  that  it  has 
no  lawful  right  to  grant  this  permission.  The  academy  is  the 
common  property  of  the  citizens.  It  was  erected  by  their  libe- 
ral contribution,  and  ought  not  to  be  polluted  by  an  assemblage 
of  disorderly  fanatics,  whose  acts  while  they  deerade  the  city, 
do  also  greatly  disturb  the  quiet  of  the  good  people  of  these 
United  States. 

“Fellow  citizens — Let  us  meet  and  deliberate  on  these  things. 
This  evening,  at  7 o’clock,  let  us  repair  to  the  academy,  and 
there,  while  that  building  is  yet  free  from  the  (lollution  which 
awaits  it,  let  us  decide  what  the  occasion  may  require,  and 
that  let  us  do.  Saturday,  Oct.  17,  18.35. 

“S.  Beardsley.  A.  G.  Dauby,  D.  Wager,  S.  Germond  Mott, 
E.  Hart,  J.  C.  Devereux,  Richard  Sanger,  H.  M.  Benedict, 
George  W.  Gardner,  Jas.  H.  Keeling,  Jesse  Newell,  D.  J.  Mor- 
ris, Amos  Cleaver,  A.  B.  Johnson,  Jas.  M-  Lewis, Thos.  Rock- 
well, B.  B.  Lansing,  R.  W.  Clark,  John  Egan,  F.  W.  Guiteau, 
Wm.  H.  Fellows,  A.  Soiithmayd,  Thomas  Colling,  Chs.  S. 
Wilson,  S.  Doolittle,  Horatio  Seymour,  E.  S.  Barnum,  Rudolph 
Snyder,  Thomas  M.  Francis,  John  F.  Kittle,  Kellogg  Hurlburt, 
O.  B.  Matteson,  V,  V.  Livingston,  T.  K.  Butler,  G.  Sangor,  H, 
H.  Williams,  James  McDonough,  N.  C,  Newell,  Robert  Jones, 
R.  McBride,  H.  S.  Smith,  Harvey  Barnard,  Julius  A.  Spencer, 
J.  M.  Hatch,  Isaiah  Tiffany,  A.  B.  Williams,  R.  S.  Lattiinore, 
E.  Leach,  Chauncey  Rowe,  E.  S.  Comstock,  T.  O.  Grannis, 
Daniel  Penfield,  jr.  Holmes  Hutchinson, E.  A.  Wetmore,  R.  B. 
Miller,  M.  D.  Parker,  L.  W.  Clarke,  N.  N.  Weaver,  John  An- 
son. [A  large  number  of  names  omitted  for  want  of  time.]” 

The  meeting  held,  pursuant  to  this  call,  was  one  of  the  most 
numerous  and  respectable  ever  convened  in  Utica.  A common 
sentiment  of  reprobation  at  the  conduct  of  the  common  council, 
and  at  the  audacity  and  incendiary  designs  of  the  abolitionists, 
pervaded  the  assemblage.  Strong  resolutions,  expressive  of 
these  sentiments,  and  avowing  a determination  that  the  acade- 
my and  supreme  court  room  should  not  be  prostituted  to  such 
purposes,  were  adopted  by  acclamation.  And  the  meeting  ad- 
journed to  meet  again  in  iheir  full  strength,  and  under  all  lh« 
potency  of  a great  and  pervading  public  sentiment,  at  the  aca- 
demy, and  in  the  supreme  court  room,  on  the  morning  of  the 
21st,  (the  day  of  the  proposed  convention).  This  movement 
we  suspect,  will  satisfy  the  authors  of  this  scheme  of  mischief 
and  agitation,  that  they  will  not  be  permitted  (whatever  may 
be  toe  cimrse  of  the  common  council)  to  desecrate  any  public 
building  by  their  presence  and  proceedings. 

The  following  is  an  account  of  some  of  the  proceedings  that 
took  place  at  the  second  meeting: 

On  motion  of  Samuel  Beardsley,  Rudolph  Snyder,  esq.  was 
appointed  president,  and  John  C.  Devereux,  Ephraim  Hart, 
Ezra  S.  Barnum,  Kellogg  Hurlburt,  Adam  Bowman,  Nicholas 
Smith  and  J.  B.  Pease,  esqs.  vice  presidents, and  Isaiah  Tiffany 
and  Wm.  0.  Noyes  were  chosen  secretaries. 

On  motion  of  Samuel  Beardsley,  a committee  of  five  was  ap- 
pointed by  the  chair  to  prepare  and  report  resolutions  expres- 
sive of  the  sense  of  the  meeting  consisting  of  the  following: — 

Messrs.  Samuel  Beardsley,  Joshua  M.  Church,  Rutger  B. 
Miller,  Chauncey  Rowe  and  B.  B.  Dansing. 

After  the  committee  had  retired,  the  honorable  Joseph  Kirk- 
land, mayor  of  the  city,  entered  the  meeting,  and  being  invited 
to  a seat  with  the  president,  made  a short  address,  in  which, 
from  feelings  of  delicacy  toward  another  body,  over  which  he 
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presided,  lie  declined  the  invitation,  hut  at  the  same  time  ex- 
pressed his  decided  opposition  to  the  resolution  of  the  conuiion 
council  which  occasioned  tlie  present  ineetinj'. 

Tlie  committee,  after  a short  recess,  by  the  honorable  Mr. 
Beardsley,  its  chairman,  reported  a preamble  and  resolutions 
lor  the  consideraiion  of  the  meeting,  wliich,  having  been  read, 
and  the  meeting  having  been  addressed  by  seveial  gentlemen, 
were  adopted.  We  copy  the  resolutions. 

Therefore,  Resolved,  That  the  said  vote  of  a majority  of  said 
council, is  regarded  by  this  meeting,  not  only  as  a flagrant  usur- 
pation of  power,  as  that  body  has  no  rightful  authority  to  grant 
such  permission,  but  as  a direct  indignity  to  the  good  citizens  of 
this  place. 

Resolved,  That  we  highly  approve  of  the  course  which  the 
mayor  of  this  city  has  taken  upon  this  exciting  subject;  a course, 
in  the  judgment  of  this  meeting,  not  less  the  dictate  of  a proper 
self  respect,  than  of  sound  patriotism  and  public  virtue. 

Resolved,  That  we  proffer  to  the  minority  of  the  common 
council  who  opposed  the  adoption  of  the  resolution  to  which 
we  have  before  referred,  an  expression  of  the  thanks  and  cor- 
dial approbation  of  this  meeting. 

Resolved,  That  this  meeting,  unmoved  by  passion  or  preju- 
dice but  influenced  only  by  a just  regard  for  itself,  and  what  is 
due  to  the  quiet  and  repose  of  the  whole  community,  will  not 
submit  to  the  indignity  of  an  abolition  assemblage  being  held  in 
a public  building  of  this  city,  reared  as  this  was,  by  the  contri- 
bution of  its  citizens,  and  designed  to  be  used  for  salutary  pub- 
lic objects,  and  not  as  a receptacle  for  deluded  fanatics  or  reck- 
less incendiaries. 

Resolved,  That  it  is  the  incumbent  duty  of  every  citizen  to 
make  use  of  all  lawful  and  proper  measures  to  arrest  the  dis- 
grace that  would  settle  upon  this  city  by  the  public  assemblage 
of  the  convention  appointed  to  be  held  on  theSlst  inst.  and  that 
when  this  meeting  adjourn,  it  will  adjourn  to  meet  on  that  day 
at  nine  o’clock,  A.  M.  at  this  place. 

The  steamboat,  by  which  the  foregoing  intelligence  was  re- 
ceived, arrived  at  a late  hour  this  morning.  VVe  learn  from 
gentlemen  who  came  down,  that  the  second  Presbyterian 
church,  (commonly  known  as  Mr.  Brace’s  church),  was  ten- 
dered for  the  use  of  the  convention. 

The  members,  to  the  number  of  about  four  hundred,  entered 
the  church  early  on  the  morning  of  Wednesday;  and,  before 
they  had  proceeded  to  business,  a large  number  of  the  inhabi- 
tants of  Utica,  preceded  by  the  Iron.  Messrs.  Hayden  and  Beards- 
ley, the  former  the  first  judge  of  the  county,  and  the  latter  a 
member  of  congress,  entered  the  church,  and  stated  to  the  pre- 
siding officer,  that  the  assemblage  of  the  convention  was  con- 
trary to  the  wishes  of  a large  majority  of  the  inhabitants  of  that 
county,  and  that  they  were  determined  the  meeting  should  not 
proceed  in  the  business  before  them,  and  that  it  was  very  desi- 
rable for  the  peace  of  the  county,  that  an  adjournment  should 
take  place— whereupon  Garret  Smith,  esq.  of  Peterboro’,  rose 
atid  remarked  that,  although  not  a member  of  the  convention, 
he  begged  leave  to  suggest  an  adjournment  to  Peterboro’,  where 
he  would  guarantee  a kind  reception  and  a place  to  hold  its  de- 
liberation. 

A motion  to  that  eflTect  was  immediately  made,  and  adopted. 

From  the  Mbany  Evening  Journal. 

Utica,  October  1835. 

Dexr  sir:  You  have  undoubtedly  seen  the  resolutions  which 
were  passed  at  the  meeting  on  Saturday  night.  The  citizens 
assembled  at  the  court  room  at  9 o’clock  to-day,  but  did  not 
organize  and  commence  business  much  before  10.  A preamble 
and  resolutions  were  passed  reiterating  our  sentiments  in  re- 
lation to  the  proposed  convention,  and  protesting  in  the  strong- 
est terms  against  its  assembling  within  the  hounds  of  our  city. 
By  one  of  tlie  resolutions  a committee  of  25  was  appointed  to 
wait  upon  the  delegates  to  the  convention  and  urge  them  not  to 
assemble,  and  warn  them  of  the  consequences  of  persisting  in 
their  designs.  The  mayor  was  at  the  National  attending  a 
Seneca  road  meeting.  The  committee  were  instructed  to  wait 
upon  and  request  him  to  act  as  their  chairman.  He  thought  it 
right  to  decline  on  account  of  his  official  station,  not  knowing 
but  he  might,  possibly,  be  called  upon  to  act  in  his  character  as 
a peace  officer.  He,  of  course,  entirely  approved  of  the  pro- 
ceedings and  objects  of  our  meeting.  The  committee  excused 
him,  and  having  appointed  judge  Hayden  chairman,  proceeded 
to  the  Bleeker  street  church,  where  the  abolitionists  had  con- 
vened, and,  as  was  understood,  were  making  all  haste  in  their 
proceedings.  There  had  been  so  much  (unavoidable)  delay  on 
the  part  of  the  meeting  at  the  court  room,  that  the  multitude 
which  had  surrounded  the  church  became  impatient,  and  look 
the  liberty  of  opening  the  doors  in  rather  a summary  way,  so 
that  when  the  committee  arrived  a passage  was  made  for  them 
into  the  body  of  the  church.  When  they  entered,  Mr.  Lewis 
Tappan  was  reading  a declaration  of  the  opinions  or  rights  or 
some  such  matter,  which  he  persisted  in  finishing,  notwith- 
standing there  was  such  an  uproar  that  not  one  syllable  could 
be  heard.  Order  was  finally  restored,  and  the  resolutions  from 
the  court  room  were  read  by  J.  W.  Williams,  on  behalf  of  the 
committee.  Mr.  Tappan  then  moved  the  appointment  of  a 
committee  of  ten  from  the  convention  to  meet  our  commit- 
tee at  the  court  house,  but  the  people  deeming  this  a ruse 
for  delay,  would  not  allow  it.  A consultation  was  had  among 
the  officers,  and  it  was  announced  that  the  convention  would 
adjourn  sine  die.  This  was  received  with  acclamation  but  it 
was  insisted  that  the  members  should  immediately  leave  the 


house  and  disperse,  and  it  was  also  insisted  that  the  official 
account  of  their  proceedings  should  be  given  up  to  the  com- 
mittee of  citizens.  The  rev.  Mr.  Wetmore  was  officiating  as 
secretary,  and  refused  to  part  with  his  papers.  By  walking 
on  men’s  shoulders  and  the  tops  of  pews,  a gentleman  was 
able  to  reach  the  chairman’s  table,  and  at  once  prevailed  upon 
the  secretary  to  surieiider  his  minutes.  As  soon  as  they  were 
obtained,  some  3 or  4 seized  the  gentleman  who  had  them,  by 
the  legs,  and  elevating  him  upon  their  heads,  enabled  him  to 
proclaim  to  the  crowd,  that  their  object  was  attained.  The 
multitude,  members  and  ait,  then  left  the  church,  and  the  com- 
mittee returned  to  the  court  room  and  reported. 

The  members  of  the  convention  made  all  reasonable  diligence 
to  leave  the  city. 

Ji  is  rumored  that  they  intend  to  reassemble  to-morrow 
morning  at  Peterboro’.  While  in  the  church,  judge  ^Hayden 
made  a short  address  for  the  purpose  of  allaying  the  tumult  and 
preventing  violence.  Mr.  Beardsley  also  made  a short  speech, 
in  which  he  told  the  gentlemen  of  the  convention,  without  any 
circumlocution,  what  he  thought  of  them  and  their  acts,  and  at 
the  same  time  appealed  earnestly  to  the  citizens  to  maintain 
good  order.  Mr.  Stewart,  (Alvan)  attempted  to  address  us, 
but  nobody  could  induce  the  people  to  hear  him,  and  he  had  to 
desist.  It  appeared  by  their  minutes  that  “fAe  convention  to 
form  a state  anti-slavery  society, had  been  organized  by  the 
appointment  of  judge  Brewster,  of  Riga,  as  chairman  pro  tern, 
and  had  adopted  a constitution  and  declaration — though  in  fact 
the  declaration  was  not  adopted,  because  no  vote  could  have 
been  taken  in  the  tumult.  It  would  seem,  therefore,  that  al- 
though the  convention  adopted  a constitution  for  the  anti-slave- 
ry society,  that  the  society  itself  was  not  formed — that  is,  no 
officers  were  chosen,  and  no  members  were  enrolled.  Judge 
Hayden,  Messrs.  Beardsley,  Wager,  B.  Ballou,  Gold,  Blakesly, 
Barnard,  Tracy,  Dwight,  Cooper,  Williams  and  myself,  were 
on  the  committee.  I do  not  remember  the  others — in  fact  I did 
not  hear  all  their  names.  There  is  not  the  slightest  doubt  but 
the  meeting  at  the  court  house,  and  its  action  through  the 
committee,  saved  the  church  from  destruction,  and  perhaps 
the  members  of  the  convention  from  the  tender  mercies  of  an 
infuriated  populace.  If  they  had  refused  to  receive  the  com- 
mittee, or  if  they  had  attempted  to  continue  their  meeting, 
no  power  on  earth  could  have  saved  the  church  from  being  torn 
down  upon  the  heads  of  its  occupants.  It  is  now  half  past  5 
P.  M.  The  members  of  the  convention  have  left  the  city,  and 
all  is  quiet. 

From  the  Utica  Whig,  extra,  October  21. 

Postscript — 7 o^clock,  P.  M.  We  have  just  learned  that  the 
printing  materials  of  the  Standard  & Democrat  office,  the 
abolition  paper  in  this  city,  have  been  thrown  out  of  the  win- 
dows on  the  walk! 

From  the  Utica  Observer — extra. 

Wednesday,  October  ^1,  1835. 

ABOLITION  CONVENTION— MEETING  OF  THE  CITIZENS — ADJOURN- 
MENT OF  THE  CONVENTION  sine  die. 

At  an  adjourned  meeting  of  the  citizens  of  Utica,  held  on  the 
21sl  October,  1835,  at  9 o’clock,  A.  M.  pursuant  to  a resolution 
of  the  meeting  held  on  the  17lh  \ntaLX\t,  Rudolph  Snyder,  esq. 
was  appointed  president,  and  John  C.  Devereux,  Ephraim 
Hart,  Ezra  S.  Barnum,  Kellog  Hurlburt,  Adam  Bowman,  Ni- 
cholas Smith  and  John  P.  Pease,  vice  presidents;  and  on  mo- 
tion of  D.  Wager,  esq.  Isaiah  Tiffany  and  William  C.  Noyes, 
were  chosen  secretaries. 

On  motion  of  J.  Watson  Williams,  esq. 

Resolved,  That  a committee  of  five  be  appointed  by  the  chair 
to  report  resolutions  expressive  of  the  sense  of  the  meeting, 
whereupon  the  ehair  appointed  Messrs.  J.  Watson  Williams, 
Chester  Hayden,  George  J.  Hopper,  Rutger  R.  Miller  and  Har- 
vey Barnard  such  committee. 

The  committee,  after  a short  recess,  by  its  chairman,  J.  Wat- 
son Williams,  reported  the  following  preamble  and  resolu- 
tions, which,  on  motion,  were  unanimously  adopted: 

The  citizens  of  Utica  having,  on  the  evening  of  the  17th  inst. 
expressed  their  decided  disapprobation  of  the  vote  of  the  com- 
mon council  of  the  city  granting  the  use  of  the  court  rooms  to 
the  state  convention  of  abolitionists  called  to  assemble  here 
this  day;  and  having  determined,  by  adjourning  to  this  time, 
to  prevent  an  assemblage  of  that  odious  character  in  a building 
erected  by  the  voluntary  contribution  of  the  said  citizens  for 
better  and  different  purposes;  and  being  now  assembled  pur- 
suant to  that  adjournment,  deem  it  a proper  occasion  to  re- 
affirm the  sentiments  heretofore  frequently  expressed  by  them 
in  relation  to  the  deluded  and  fanatical  efforts  of  the  abolition- 
ists. 

We  are  conscious  that  the  eyes  not  only  of  the  people  of 
this  state,  but  of  the  whole  union,  are  fixed  upon  our  proceed- 
ings. We  are  expected  by  our  fellow  citizens  at  large  to  pre- 
vent, if  possible,  by  proper  and  lawful  means,  the  disgrace 
which  will  sully  our  name,  if  men,  whose  measures  tend  most 
directly  to  the  disturbance  of  the  public  peace,  and  no  less 
directly  to  the  disruption  of  the  now  happy  union  of  these 
slates,  are  permitted  to  make  our  city  the  scene  of  their  mis- 
timed and  noxious  deliberations.  Our  determination  and  our 
presence  prevent  their  coming  here;  and  we  now  most  solemn- 
ly and  deliberately  remonstrate  against  their  attempts  to  as- 
semble elsewhere  within  this  city.  To  add  force  to  that  re- 
monstrance, we  tell  them  that  disposed  as  we  are,  as  good  and 
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peaceful  citizens,  to  discountenance  every  attempt  to  disturb 
the  public  peace,  and  determined  as  we  are  to  take  no  part  in 
measures  of  personal  violence  and  insult,  we  do  not  hold  our- 
selves nor  our  reputations  responsible  for  the  consequences 
which  may  follow  their  miss'uided  determination  to  assemble 
and  deliberate  upon  the  questions  which  it  is  their  avowed 
design  to  agitate  in  defiance  of  the  repeated  expressions  of  the 
public  opinion  here  and  elsewhere:  upon  them,  and  them 
alone,  forwarned  as  they  have  been  of  the  excited  state  of 
feeling  here,  must  rest  the  blame  and  the  reproach  of  whatever 
unlawful  and  disgraceful  events  may  happen.  They  are  trifling 
with  the  deep  rooted  opinions  of  their  fellow  citizens,  and  we 
must  hold  them  answerable  for  whatever  excitement  their  rash- 
ness may  produce,  and  for  all  its  unhappy  consequences.  To 
their  own  folly  and  madness  must  be  attributed  whatever  evil 
may  flow  from  their  truly  unchristian  and  unpatriotic  disregard 
of  the  duty  incumbent  upon  them  as  citizens  and  as  men. 

Entertaining  as  we  do  most  earnestly,  the  opinion  that  an 
adherence  to  their  unwise  determination  to  hold  a convention 
in  defiance  of  the  repeated  strong  expressions  of  a vast  majority 
of  our  fellow  citizens,  may  lead  to  unpleasant  and  perhaps 
dangerous  acts,  and  sincerely  desirous  to  avoid  whatever  may 
affect  our  quiet  and  good  repute, 

Therefore  resolved,  That  a committee  of  twenty-five  of  our 
fellow  citizens  be  appointed  by  the  chairman  of  this  meeting, 
whose  duty  it  shall  be  to  ascertain  the  proposed  time  and  place 
of  the  meeting  of  the  said  convention  of  abolitionists,  and  ex- 
press to  the  delegates  of  the  said  convention  who  may  be  pre- 
sent in  this  city  the  opinions  entertained  here  and  throughout 
the  state  and  union,  of  the  impropriety  and  rashness  of  attempt- 
ing to  assemble  for  the  purposes  expressed  in  the  call  for  said 
convention;  and  that  the  said  committee  be  instructed  to  urge 
upon  the  said  delegates  the  evil  consequences  which  are  likely 
to  ensue  if  they  persist  in  their  unwise  attempt;  to  represent  to 
them  the  excited  state  of  public  feeling  here,  the  utter  abhor- 
rence in  which  the  doctrines  and  measures  of  the  abolitionists 
are  held;  to  warn  them  to  abandon  their  pernicious  movements, 
and  to  regard,  as  becomes  all  citizens  studious  of  the  public 
quiet  and  welfare,  the  frequent  remonstrances  of  the  great 
body  of  the  people  of  this  stale  and  of  the  union  against  their 
obnoxious  designs. 

The  president  then  appointed  as  the  committee  mentioned 
in  the  first  resolution,  Messrs.  Chester  Hayden,  Rutger  B. 
Miller,  Samuel  Beardsley,  Ezra  Dean,  William  Tracy,  J.  Wat- 
son Williams,  E.  A.  Wetmore,  A.  G.  Danby,  O.  B.  Matteson, 
G.  W.  Hubbard,  J.  D.  Leland,  Benjamin  Ballou,  Augustus 
Hickcox,  A.  B.  Williams,  Julius  A.  Spencer,  Harvey  Barnard, 
T.  M.  Francis,  B.  F.  Cooper,  Isaiah  Tiffany,  David  Wager,  T. 
S.  Gold,  Alvin  Blakesly,  Burton  Hawley,  Jesse  Newell,  J.  H. 
Dwight. 

On  motion  ofE.  A.  Wetmore,  esq. 

Resolved,  That  the  hon.  Joseph  Kirkland,  mayor  of  the  city, 
be  requested  to  act  as  chairman  of  the  said  committee. 

The  meeting  then  took  a short  recess  for  the  purpose  of  ena- 
bling the  said  committee  to  discharge  the  duties  incumbent 
upon  them,  and  in  a short  time  was  again  organized  for  the 
purpose  of  receiving  their  report,  which  was  made  by  hon.  C. 
Hayden,  their  chairman,  as  follows: 

Mr.  President:  The  committee  appointed  pursuant  to  a reso- 
lution of  this  meeting  to  wait  on  the  delegates  of  the  convention 
of  the  abolitionists,  appointed  to  be  held  in  this  city  on  this  day, 
and  communicate  to  them  the  sentiments  of  this  meeting,  re- 
spectfully report— 

That  his  honor  the  mayor,  named  as  chairman  of  your  com- 
mittee, being  made  acquainted  with  his  appointment,  declined 
from  considerations  connected  with  his  official  character  to  act 
as  such;  at  the  same  time  expressing  his  ajiprohation  of  the  spi- 
rit and  temper  of  the  resolutions  of  this  meeting,  proposed  to  be 
communicated. 

That  thereupon  your  committee  proceeded  to  the  Bleeker 
street  Presbyterian  church,  where  the  members  of  tbe  conven- 
tion were  already  assembled,  and  finding  the  doors  open,  enter- 
ed and  proceeded  to  read  the  resolutions  and  to  make  the  com- 
munication with  which  they  were  charged — whereupon  after 
some  little  delay  the  convention  yielded  to  the  pressure  of  pub- 
lic opinion  and  adjourned  without  delay. 

That  when  your  committee  entered  the  church  the  secretary 
of  the  convention,  or  some  person  for  him,  was  reading  some 
paper,  upon  which,  however,  no  question  was  aftewards  taken. 

Which  report,  on  motion,  was  unanimously  adopted,  and  was 
received  with  loud  and  repeated  acclamations. 

On  motion  of  B.  F.  Cooper,  es.q. 

Hcsoiued,  That  when  this  meeting  adjourns,  they  will  carry 
out  the  triumph  of  public  opinion  this  day  achieved,  by  refrain- 
ing entirely  from  all  violence,  and  discouraging  it  to  tbe  best  of 
their  abilities  on  the  part  of  all  others  of  our  fellow  citizens. 

On  motion  of  1).  Wager,  esq. 

Resolved,  That  the  officers  of  this  meeting  be  authorised  to 
call  a meeting  of  the  citizens  of  Utica,  if  they  shall  deem  it  ne- 
cessary, to  prevent  the  assemblage  of  the  abolition  convention 
or  any  other  convention  of  a similar  character  within  the  city. 

On  motion  of  I.  M.  Hatch,  esq. 

Resolved,  That  they  also  he  instructed  to  inform  the  said  de- 
legates of  the  number  and  character  of  the  persons  composing 
this  meeting:  that  it  is  no  riotous  assemblage  convened  for  the 
purpose  of  encouraging  or  abetting  tumult  and  disorder;  but  a 
pieeting  of  good  and  reputable  citizens  of  Utica,  of  all  classes 
9pd  parties,  assembled  to  pn  vent,  if  they  can  do  so  by  their  ad- 


vice and  remonstrances,  a resort  to  violence  and  insult,  by  urg- 
ing, before  it  is  too  late,  upon  the  delegates  to  said  convention, 
to  forsake  their  determination  of  assembling  amongst  us  at  a 
lime  when  the  public  feeling  is  so  violently  excited  against  their 
rush  measures. 

Resolved,  That  the  thanks  of  this  meeting  be  returned  to  the 
committee  of  twenty-five  citizens  for  the  able,  etfectual  and 
proper  manner  in  which  they  have  performed  the  duties  assign- 
ed them. 

On  motion,  resolved.  That  the  proceedings  of  this  meeting  be 
published  in  the  Utica  Observer,  Oneida  Whig,  Baptist  Register 
and  Evangelical  Magazine.  The  meeting  was  then  adjourned. 

RUDOLPH  SNYDER,  2>resi(/enL 


Isaiah  Tiffany, 
W.  C.  Noyes, 


John  C.  Devereux 
Ephraim  Hart, 
Ezra  S.  Barnum 
Kellogg  Hurlburt. 
Adam  Bowman, 
Nicholas  Smith, 
John  B.  Pease, 

• secretaries. 
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vice  presidents. 


Three  o’clock,  P.  M. 

A considerable  share  of  the  abolitionists  have,  as  we  learn, 
gone  home— the  residue,  4 pr  5 stage  loads,  have  Just  departed 
for  Peterboro’,  Madison  county,  30  miles  from  this  city,  where 
we  understand  they  intend  assembling  to-morrow  morning. 

Great  praise  is  due  to  the  citizens  of  Utica  for  the  orderly 
manner  in  which  they  have  conducted  themselves  on  this  most 
exciting  occasion. 

It  is  to  be  added  to  this  account  of  a series  of  peaceful  illega- 
lities, that  other  persons  less  peaceful,  though  not  acting  more 
unlawfully,  proceeded  to  the  office  of  the  Standard  and  Demo- 
crat, an  abolition  and  Van  Buren  paper,  and  threw  the  types 
and  materials  into  the  street,  on  Wednesday  evening. 

From  the  New  York  Journal  of  Commerce, 

We  understand  by  a gentleman  who  arrived  this  morning  from 
Utica,  that  the  abolition  delegates,  to  the  number  of  400,  assem- 
bled on  the  morning  of  the  21st,  in  one  of  the  churches  in  that 
city,  the  room  granted  them  by  the  common  council  having 
been  previously  occupied  by  a large  body  of  citizens,  who  on 
hearing  that  the  delegation  had  met,  repaired  to  the  church,  and 
finding  the  doors  fastened,  stove  them  down,  and  rushed  in,  and 
demanded  a hearing.  This  was  granted  by  the  convention, 
whereupon,  several  resolutions  were  read,  the  purport  of  which 
we  are  not  informed.  After  this  the  convention  attempted  to 
proceed  to  business,  but  were  interrupted  by  the  audience.  In 
the  meantime  the  bells  were  rung,  in  order  to  concentrate  the 
mob,  and  notify  them  where  the  convention  was  sitting.  Ac- 
cordingly, an  assemblage,  of  about  1,000,  repaired  to  the  church, 
with  fire  hooks,  ladders  and  ropes,  and  proceeded  to  demolish 
the  building.  The  convention,  finding  it  impossible  to  proceed, 
retired  from  the  church,  without  receiving  any  personal  injury, 
except  one  of  the  aldermen  of  the  place,  who  had  his  clothes 
torn  off",  and  was  somewhat  bruised.  The  building  was  not 
materially  injured.  It  is  understood  that  the  convention  were 
in  possession  of  the  church  about  half  an  hour,  in  which  time 
they  formed  the  proposed  stale  society,  and  adopted  the  consti- 
tution. After  their  dispersion,  Mr.  Garret  Smith,  of  Peterboro’, 
offered  them  the  use  of  his  church,  whither  they  bad  gone  to 
finish  their  sittings.  Peterboro’  is  about  25  miles  from  Utica. 

It  is  proper  to  add  that  the  person  from  whom  this  informa- 
tion was  derived,  is  an  abolitionist.  Another  gentleman  who 
arrived  in  the  boat  from  Albany  this  morning,  informs  us  that  it 
was  understood  the  convention  were  followed  by  the  mob,  and 
would  not  be  permitted  to  continue  their  session  at  Peterboro’. 
The  excitement  was  very  great.  An  individual  connected  wiih 
this  establishment  proceeded  to  Utica  on  Tuesday  afternoon, 
but  could  not  have  reached  there  till  Wednesday  evening,  the 
day  on  which  the  convention  was  held.  We  shall  doubtless 
hear  from  him  this  evening  or  to-morrow  morning.  In  the 
meantime  we  have  availed  ourselves  of  such  information  as 
was  within  our  reach. 

P.  S.  Since  the  above  was  in  type,  we  have  received  the  fol- 
lowing, from  which  it  would  seem  that  the  convention  adjourn- 
ed to  Whitesborough,  instead  of  Peterborough.  Whitesborough 
is  four  miles  N.  W.  of  Utica,  and  is  a sort  of  head  quarters  of 
abolition  in  Oneida  county. 

Albany  Evening  Journal — extra,  4 o’clock,  P.  M. 

Tiie  abolition  convention  met  yesterday  at  Utica,  in  the  2d 
Presbyterian  meeting  house,  organized  and  adjourned  to  Wiiites- 
borough.  Several  iiundred  abolitionists  were  in  attendance. 
Much  confusion,  but  no  violence,  occurred. 

[A  great  variety  of  other  matter  is  published  in  relation  to 
these  proceedings — but  the  foregoing  is  sufficient  to  shew  that 
the  convention  was  not  allowed  to  be  held  at  Utica  ] 

THE  peripatetic  CONVENTION. 

The  news  from  the  west  this  morning  respecting  the  ambula- 
tory convention  which  commenced  its  proceedings  at  Utica  on 
Wednesday  la.sl,  but  found  it  inconvenient  to  remain  there  to 
complete  lliem,  is  contradictory.  The  Albany  papers,  greatly 
to  our  surprise,  contain  not  a syllable  upon  the  subject  later 
than  our  advices  of  Saturday.  Our  own  correspondent  writes 
from  Utica  on  the  22d,  ('I’liursday).  as  follows: 

Utica,  October  22J,  1835,  7 o’clock,  P.  M. 

Gentlemen:  The  new.?  has  just  arriveii,  that  the  abolitionists 
have  not  been  permitted  to  assemble  at  Peterboro’.  The  as- 
sembly was  driven  from  that  place  this  morning  by  a force  of 
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some  sixty  or  seventy  men.  The  report  is  that  it  went  thence 
to  CanastogH. 

Such,  beyond  doubt,  was  the  intelligence  at  Utica  on  Thurs- 
day night.  But  our  correspondent  was  evidently  misinformed, 
in  whole  or  in  part,  as  will  be  seen  by  the  following  letter,  writ- 
ten on  Friday,  and  published  in  the  Daily  Advertiser  of  this 

morning:  

Utica,  Friday,  October  23,  1835. 

Gentlemen:  In  my  last  I mentioned  that  the  convention  had 
adjourned  to  Whitesborough — I should  have  said  Peterbo- 
rough. The  members,  after  having  received  an  invitation  from 
Garret  Smith,  esq.  adjourned  to  the  latter  place.  There  the  so- 
ciety appointed  William  Jay,  esq.  of  Bedford,  president  of  the 
New  York  Anti-Slavery  society;  and  a vice  president  for  each 
senatorial  district.  Garret  Smith,  esq.  who  has  been  one  of  the 
greatest  obstacles  in  the  way  of  the  abolitionists,  addressed 
them  for  an  hour  and  a half,  avowing  himself  in  favor  of  their 
principles,  “even  the  most  odious  of  these  principles.”  He 
opened  his  house  to  them,  and  treated  them  with  the  greatest 
hospitality. 

A subscription  was  opened  which  amounted  to  4^11,000.  The 
state  society  will  have  Utica  for  the  theatre  of  its  operations, 
where  they  will  carry  on  their  printing,  &c.  About  600  enrol- 
ed  their  names  at  Utica,  and  about  400  arrived  afterward.  Al- 
most every  county  was  represented,  and  the  convention  was  the 
largest  ever  held  in  this  state  on  any  occasion.  The  convention 
was  as  far  as  could  be  easily  ascertained  about  equally  divided 
on  politics,  between  whig  and  tory,  but  it  is  believed  that  they 
would  be  willing  to  merge  all  minor  questions  in  the  one  that 
agitates  the  country  to  so  great  an  extent  at  the  present  time. 
The  accounts  of  violence  which  you  will  hear  reported  are 
without  foundation.  Tiie  vote  of  the  common  council  of  Utica 
is  about  a fair  specimen  of  the  opinion  of  the  people  of  this 
town.  The  rioters  were  a good  many  of  them  from  oilier  towns. 
The  grog  shops  were  thrown  open,  and  liquor  furnished  gra- 
tuitously prior  to  the  meeting  of  the  mob.  The  excitement 
which  has  been  got  up  is  altogether  political. 

From  the  particularity  of  the  details  mentioned  in  this  letter, 
it  is  evident  that  the  people  of  Utica  were  misinformed  as  to  the 
facts  of  the  case  on  Thursday  night.  Still,  it  is  very  likely  that 
from  the  great  excitement  prevailing  in  that  region,  there  may 
have  been  a show  of  opposing  force,  and  another  precipitate 
adjournment  of  this  modern  specimen  of  knight  errantry. 

The  course  at  this  crisis,  of  Garret  Smith,  is  deeply  to  be  de- 
plored by  every  friend  of  the  pure  and  peaceable  spirit  of  the 
gospel,  as  preached  by  its  founder  and  his  disciples;  by  every 
true  friend  of  the  slaves  and  of  the  colored  race  who  are  free; 
and  by  every  friend  of  the  union  of  these  United  States.  Mr. 
Smith  is  really  and  truly  one  of  the  noblest  spirits  of  the  age. 
Possessed  of  a princely  fortune,  he  uses  it  as  having  been  en- 
trusted to  him  by  the  great  proprietor  of  all  things.  He  is  a man 
of  sincere  and  ardent  piety — of  a gifted  mind — “with  the  oil  of 
eloquence  upon  his  tongue,  and  the  honey  of  persuasion  upon 
his  lips.”  He  has  for  years  been  active  in  the  cause  of  the 
Master  whom  he  serves;  and  has  been  the  means  of  accom- 
plishing great  good.  But  for  two  or  three  years  past,  his  friends 
have  seen  with  regret  that  he  was  verging  toward  that  spirit  of 
ultraism  which  unhappily  threatens  to  break  up  the  foundations 
of  society,  civil,  political  and  religious.  The  celebrated  rev. 
captain  Stewart,  one  of  the  English  emissaries,  has  been  for  a 
length  of  time  an  inmate  of  his  hospitable  mansion;  and  Mr. 
Smith  seems  at  length  to  have  thrown  himself  into  the  arms  of 
the  most  dangerous  combination  of  men  that  have  ever  been  as- 
sociated in  our  country.  Still,  whatever  may  be  said  of  others, 
the  motives  of  Garret  Smith  cannot  be  questioned. 

[N.  Y.  Com. 

The  Presbytery  of  Winchester,  at  their  late  meeting,  express- 
ed their  views  on  the  subject  of  abolition.  They  declare  “their 
disapprobation  and  abhorrence  of  the  principles  and  conduct  of 
tlie  advocates  of  immediate  and  universal  emancipation;  and  un- 
hesitatingly avow  their  belief,  that  the  course  recently  pursued 
by  them,  is  unsound,  unwise,  a violation  of  their  duty  as  citi- 
zens, a departure  from  the  example  of  Christ  and  his  apostles, 
and  injurious  both  to  master  and  slave.”  [Richmond  Comp. 

The  Milledgeville  (Geo.)  Journal  says:  “Arrests  of  black  peo- 
ple have  lately  been  made  in  Monroe  county  to  considerable 
extent.  We  have  not  learned  the  number  or  the  other  particu- 
lars with  such  certainty  as  enables  us  to  state  them  with  any 
confidence.  All  our  information  has  come  through  several 
hands,  and  each  account  varies  considerably  from  each  other. 
But  we  believe  they  all  agree  that  a considerable  number,  per- 
haps twenty  or  thirty  or  more,  have  been  taken  up.  Some,  it 
is  said,  have  confessed  to  very  extensive  plots,  some  have  been 
whipped  and  discharged,  others  committed  for  further  examina- 
tion, but  none,  we  are  glad  to  say,  have  yet  been  executed.” 

It  is  stated  that  Thompson,  the  Englishman,  has  returned 
“from  whence  he  came,”  in  a ship  that  lately  sailed  from  New 
York,  for  I.iverpool;  and  will  soon  visit  the  old  women  of  Gla.s- 
gow.  to  relate  his  hair  breadth  escapes,  under  the  protection  of 
petticoats,  in  America.  We  are  not  among  the  friends  of  vio- 
lence—but  tearet  that  he  was  not  treated  with  a new  suit  before 
his  departure,  as  a lesson  to  future  foreign  emissaries — whose 
insolence  is  altogether  inexcusable. 

Jacksonville,  III.  Oct-  3.  From  a written  notice  that  met  our 
eyes  on  the  corner  of  the  stiuare,  headed  blacklegs  beware!  fol- 
lowed by  a polite  intimation  that  their  absence  would  be  parti- 


cularly desirable  by  a certain  given  ti.me;  we  suppose  that  the 
judge  [Lynch]  is  about  commencing  the  Illinois  circuit.  We 
hope,  however,  that  he  will  find  but  few  cases  on  the  docket, 
and  that  should  he  be  compelled  to  issue  a capias  or  two,  the 
writ  will  be  returned,  endorsed  non  est  inventus. 

On  Thursday,  the  mayor  was  informed  that  there  was  a ne- 
gro on  board  the  brig  Roxbeiry,  arrived  from  New  York,  who 
had  abolition  pamphlets  and  incendiary  prints; and  immediately 
sent  the  captain  of  the  guard  with  some  of  his  men  to  investr- 
gate.  The  accused  was  found  with  a print  representing  a ne- 
gro in  chains,  with  the  words  superscribed  “Am  I not  a man, 
am  I not  your  brother.”’  and  afterwards  a stanza  in  Englist> 
verse— issued  by  the  abolitionists.  The  pamphlet  was  issued 
also  by  one  of  the  anti-slavery  societies,  and  was  signed  by  A. 
Judson,  and  written  by  T.  G.  Whitier.  The  captain  of  the 
Roxberry  has  been  bound  to  give  testimony,  and  the  negro  ha& 
been  imprisoned. 

If  the  mayor  would  have  enforced  the  laws  of  the  state  and 
ordinances  of  the  city,  relative  to  the  emigration  of  negroes  and 
others,  and  the  registering  of  ail  strangers,  as  he  is  officially 
bound  to  do,  he  might  render  an  efficient  service  to  the  public. 
Fie  should  not  wait  as  usual  to  act  only  when  he  receives  direct 
information.  [New  Orleans  Bee,  Oct.  10. 

A letter  from  Covington,  (Tenn.)  published  in  the  Worces^ 
ter  Palladium,  says: 

“The  negro  stealer  takes  the  negro  to  the  lower  country, 
sells  him  for  $800  or  1,000  cash,  then  tells  the  negro  to  run 
away  and  meet  him  at  a place  appointed,  where  they  divide  the 
money.  He  takes  him  to  another  section  of  the  country  and 
sells  him  again,  the  negro  runs  away  and  they  again  divide  the 
money.  After  having  sold  the  negro  in  this  way  several  times 
over  he  takes  him  into  the  woods,  murders  him,  and  takes  the 
whole  of  the  money.” 

Mobile,  Oct.  10.  The  grand  jury  of  Tuscaloosa  county,  in 
this  stale,  on  Friday  the  25th  ult.  returned  a true  bill  against 
Robert  G.  Williams,  the  editor  of  “The  Emancipator,”  New 
York,  for  circulating  within  this  state,  publications  of  a sedi- 
tious character,  tending  to  excite  our  slave  population  to  insur- 
rection and  murder.  It  is  said  in  the  “Flag  of  the  Union,” 
though  not  “authentically, ’Uhat  the  governor  will  make  a de- 
mand upon  the  executive  of  New  York,  for  the  delivery  of  Wil- 
liams, to  be  tried  under  the  laws  of  this  state.  The  clause  of 
the  constitution  relied  upon  to  sustain  the  claim,  is  that  which 
declares  that  “a  person  charged  with  treason,  felony,  or  other 
crime,  who  shall  ^ee  from  justice  and  be  found  in  another  state, 
shall,  on  demand  of  the  executive  authority  of  the  slate  from 
which  he  fled,  be  delivered  up  to  the  state  having  jurisdiction  of 
the  crime.” 

Should  such  a demand  be  contemplated,  there  will  arise  some 
very  grave  and  intricate  questions  of  constitutional  law,  which 
w'e  hope  will  receive  the  most  earnest  and  patient  investiga- 
tion, before  the  decision  is  made.  The  south  stands  now,  on 
impregnable  grounds.  Our  rights  are  clear,  undeniable,  tmdrs- 
puled.  The  whole  mass  of  the  northern  people  confess  them— 
and  though  they  have  not  in  most  instances  answered  our  just 
expectations,  in  the  offer  of  such  aid  as  we  know  to  be  our  just 
due  for  restraining  there,  the  authors  of  the  mischief— the 
voices  that  object  to  any  action,  or  doubt  our  consthutionaS 
rights,  and  the  moral  obligation  to  do  something  actively  to  up- 
hold them  for  us,  are  few  and  feeble.  We  have  no  divisions  on 
the  subject  south  of  the  Potomac.  There  is  not  a man— noa 
one— who,  on  this,  separates  from  his  neighbors  of  every  sha^ 
of  opinion  on  other  subjects. 

With  this  array  of  moral  force,  unshrinking  determination 
and  enthusiastic  unanimity  here,  and  the  admitted  concert  of 
northern  feeling,  with  the  spirit  of  our  demands — our  position  is, 
we  repeal  it,  impregnable.  Let  us  be  wary,  while  we  are  re- 
solute— cool,  while  we  are  firm — and  so  assert  our  rights,  as  not 
to  lose  force  at  home,  or  weaken  our  admitted  constitutional 
rights  abroad.  Let  this  question  of  the  right  to  demand  aboli- 
tionists, be  carefully  considered,  before  we  are  committed  to  a 
new  state  of  the  case,  in  which,  differences  of  opinion,  serious 
and  conscientious,  may  impede  the  acquisitions  of  guarantees 
and  securities  from  our  northern  countrymen,  which  they 
would  be  willing  to  grant  but  for  terms,  which  involve  princi- 
ples totally  distinct  from  the  merits  or  demerits  of  the  abolition- 
ists. 

MORE  HANGING  IN  MADISOn! 

Madison  county,  September  20,  1835. 

Dear  sir:  Since  the  trial  and  departure  of  Earl,  our  county 
has  been  blessed  with  uninterrupted  tranquillity,  until  within  a 
few  days  past.  The  appearance  of  a notorious  negro  belonging 
to  captain  Hudnall,  of  this  county,  threw  the  community  into  a 
considerable  excitement  last  week.  He  was  said  to  be  one  of 
the  ringleaders  in  exciting  the  negroes  to  insurrection,  by  Dr. 
Cotton;  Iikewi.se  implicated  by  other  white  men,  and  by  a num- 
ber of  the  negroes  hung  at  Bertie’s  Bluff. 

The  guard  attempted  to  take  him  immediately  after  the  exe- 
cution of  Colton,  but  could  not  succeed. 

The  committee  of  Livingston,  before  their  adjournment,  de- 
termined upon  hanging  him  when  he  should  be  taken,  there 
being  no  doubt  as  to  his  guilt;  and,  being  a dangerous  ffillow, 
the  citizens  likewise  determined  he  should  not  live,  if  he  was 
not  sentenced  by  the  committee. 

Consequently,  when  he  came  home,  the  citizens  made  a de- 
mand of  him  from  captain  Hudnall.  The  fellow  heard  what 
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Ihe  people  were  at,  ami  put  out.  By  tlie  laudable  exertions  of 
eaptaiii  (ludiiall  he  was  decoyed  into  Livingston  and  secured. 

By  a committee,  composed  of  some  of  the  members  of  the 
old  committee,  he  was  sentenced  to  be  hung  the  same  evening. 

Under  the  gallows  he  confessed  he  knew  the  conspir.icy  was 
tm  foot  eight  months  ago.  The  first  he  knew  of  it  was  from 
lluel  Blake,  (hung  here  on  the  Kith  July).  He  said  he  commu- 
nicated to  him  when  at  work  wiih  him,  and  told  him  he  must 
lull  his  master  first.  This,  he  said,  he  did  not  like  to  do. 
Blake,  he  said,  w'as  alarmed  at  his  manner,  and  told  him  that 
it  he  would  say  nothing  about  it  he  would  give  him  five  dollars 
which  he  did.  Blake  afterwards  told  him  he  was  elected  one 
of  the  captains  of  the  negroes,  and  that  he  must  serve,  &c. 
When  he  found  he  had  to  die,  he  told  his  master,  if  he  was  to 
lie  hung,  he  had  others  on  the  place  who  were  us  guilty  as  he 
was.  It  was  thought  by  every  person  present  that  the  accusa- 
tion was  made  out  of  revenge,  being  of  a most  malignant  dispo- 
sition. 

When  the  executioner  was  about  putting  the  rope  around  his 
lieck,  he  began  to  think  they  were  going  to  hang  him  in  good 
earnest,  and  determined  to  evade  it  if  possible,  by  dodging  the 
rope.  And  it  was  not  till  after  a gun  was  presented  at  him  that 
the  rope  could  be  put  on  his  neck.  So  great  was  his  desire  to 
live  (although  his  arms  were  lied),  that  after  he  was  swung  off 
he  caught  the  rope  above  his  head  with  his  hands,  and  hung  by 
them  for  a minute. 

When  the  citizens  learned  of  his  execution,  it  appeared  to 
give  general  relief  and  satisfaction.  I think  we  may  safely  say, 
this  is  the  winding  up  act  of  the  Livingston  committee.  His 
ease  will  appear  in  full  on  the  proceedings  of  the  Livingston 
committee,  now  in  preparation  for  publication. 

[Natchez  Courier. 

— ».»e  ® 

TO  THE  CHRISTIAN  PUBLIC. 

Office  of  the  Young  Men’s  Col.  Soc.  Philad.  Oct.  15,  1835. 

It  has  become  our  very  painful  duty  to  announce  to  our  fel- 
low citizens  that  the  plantation  of  the  new  colony  at  Bassa 
Cove,  in  which  they  so  promptly  and  geneiously  participated 
during  the  last  year,  has  been  for  a season  arrested  by  the  hand 
of  savage  assassins. 

It  is  known  to  the  community,  that  this  infant  colony  was 
begun  under  the  most  auspicious  circumslances,  about  a year 
since,  by  the  Young  Men’s  Colonization  society  of  Pennsylva- 
nia, in  union  with  the  Colonization  society  of  New  York.  The 
first  act  of  these  united  institutions  was  to  relieve  from  bondage, 
by  their  renmval  to  Africa,  126  slaves  of  the  very  best  charac- 
ter, whom  they  established  at  Bassa  Cove,  on  the  southern  bor- 
der of  Liberia,  with  every  prospect  of  safety,  prosperity  and 
happiness.  The  territory  in  which  they  were  settled,  was  fair- 
ly and  amicably  purchased;  the  friendship  of  the  African  prin- 
ces in  the  vicinity  was  fully,  and,  as  it  was  supposed,  faithfully 
pledged;  the  location  was  in^'all  respects  highly  favorable  to  the 
health,  industry  and  morals  of  the  colonists,  as  well  as  to  the 
safe  and  happy  establishment  of  the  infant  commonwealth;  and 
its  position  eminently  fitted  to  airest  the  fearful  evils  of  the 
glavc  trade. 

The  principles  upon  which  the  colony  was  founded  are  such 
as  were  best  adapted  to  promote  alike  the  highest  interests  of 
Uie  emigrants  and  of  the  dark  continent  to  which  they  were 
sent:  being  those  of  temperance,  peace  and  Christian  order. 
Fully  aware  of  the  treachery  and  ferocious  opposition  of  the 
abandoned  men  engaged  in  the  slave  trade  on  that  coast,  and 
also  of  the  influence  which  might  be  exerted  by  them  in  excit- 
ing the  jealousy  and  evil  passions  of  the  surrounding  savages, 
we  selected  the  site  of  the  new  colony  under  cover  of  a well 
established  settlement  at  Edina,  which  could,  as  was  supposed, 
in  any  exigency,  furnish  every  necessary  facility  and  defence  to 
this  infant  enterprise.  In  addition  to  this,  it  has  always  been 
Ihe  purpose  of  the  united  societies,  which  are  pledged  to  this 
now  afflicted  people,  to  fortify  their  establishments  by  all  pro- 
per defence,  so  far  as  the  circumstances  of  the  colony  should 
make  it  necessary. 

The  community  are  fully  aware  of  the  delicate  and  difficult 
nature  of  such  a provision,  as  should  on  the  one  hand  secure  a 
feeble  community  of  emigrants  from  the  resentment  and  machi- 
nations of  slavers,  and  the  treacherous  assaults  of  native  sava- 
ges—and  yet, on  the  other, shun  every  influence  and  even  every 
appearance  inconsistent  with  the  mild  and  beneficent  spirit  of 
a Christian  people.  If  in  seeking  to  avoid  the  latter,  we  may 
be  supposed  by  any  to  have  incurred  the  former  evil,  we  con- 
fide in  the  justice  and  generosity  of  our  fellow  citizens,  who 
will  not  fail  to  attribute  it  to  an  earnest  wish  to  conciliate  the 
degraded  natives,  and  by  light  and  love,  rather  than  by  military 
array,  to  impart  to  them  the  blessings  of  our  civil  and  religious 
institutions. 

Upon  the  whole,  in  balancing  the  difficulties  which  attend 
this  subject,  it  was  fully  determined  that  adequate  means  of 
self-defence  in  the  last  extremity,  if  discreetly  used,  would,  ac- 
cording to  our  constitution,  be  not  only  “dissuasive  from  war,” 
and  promotive  of  peace,  but  absoluiely  neces.sary  to  its  perma- 
nent preseivation.  In  the  mean  time,  trusting^  under  God,  to 
the  protective  influence  of  the  adjacent  colonies— confiding  in 
the  amicable  relations  subsisting  between  our  people  and  the 
surrounding  tribes,  and  hoping  that  Ihe  demonstration  of  power 
afforded  by  the  occasional  appearance  on  lhat  coast  of  an  Ame- 
rican ship-of-war,  would  awe  those  de.ogning  and  wicked  per- 
sons, who  might  be  tempted  by  the  defenceless  condition  of  the 
seltleinenl  to  disturb  Us  repose— we  were  actively  engaged  in 


preparing  to  send  out  a third  expedition,  when  the  disastroua 
news,  which  have  clothed  the  friends  of  Africa  in  mourning^ 
reached  our  shore.  The  account  of  the  unprovoked  massaerd 
of  about  twenty  of  the  coIoiiIsIb,  in  cold  blood,  by  a neighboring 
tribe,  under  the  command  of  king  Joe  Harris,  has  already  been 
communicated  to  the  public.  The  effect  of  this  unexpected  and 
infamous  attack,  has  been  for  the  lime  to  disperse  the  colonists. 
But  an  asylum  lor  the  survivors  was  mercifully  near  at  hand. 
An  .idequate  reinforcement  was  speedily  sent  down  to  their  re- 
lief from  the  upper  colonies,  and  being  joined  by  a faithful  na- 
tive ally,  they  promptly  repelled  the  invaders.  It  is  most  grati- 
fying to  be  enabled  to  say,  that  the  second  expedition,  consist- 
ing of  63  emigrants  from  Georgia,  did  not  arrive  until  this  tra- 
gedy was  over,  and  were  safely  landed  at  the  port  of  Monrovia, 
so  lhat  notwithstanding  the  disaster  so  much  to  be  deplored,  the 
great  body  of  our  colonists  not  only  escaped  injury,  but  are  now 
sheltered  in  the  receptacles  of  Liberia,  awaiting  the  occasion 
and  means  of  their  re-establishment  under  happier  auspices. 

In  these  circumstances,  it  is  not  our  purpose  (as  was  origi- 
nally intended)  to  send  out  another  company  of  emigrants  dur- 
ing the  present  season.  But  the  condition  of  things  at  Bassa 
Cove  loudly  appeals  to  the  benevolence  of  the  American  peo- 
ple. This  call  is  the  more  impressive  from  the  cheering  fact 
lhat  the  enemies  of  this  colony  are  few  and  feeble,  its  friends 
among  the  native  princes  many  and  strong;  and  a timely  effort 
is  now  required  to  re-establish  the  colony  on  a permanent  foun- 
dation. If,  at  the  present  crisis,  we  may  be  permitted  to  sug- 
gest the  course  most  proper  to  be  pursued,  it  is  in  substance  as 
follows: 

To  send  out  without  delay  a commission,  with  full  power  to 
re-establish  the  Bassa  Cove  colony,  as  well  as  to  make  such 
changes,  regulations  and  improvements,  for  the  comfort,  good 
morals,  health,  order  and  defence  of  the  establishment,  as  cir- 
cumstances may  require.  We  are  enabled  to  say  on  good  evi- 
dence, that  the  valuable  government  house,  and  the  greater  por- 
tion of  the  residences  of  the  colonists,  remain  uninjured. 

To  despatch  speedily  an  adequate  supply  of  provisions,  cloth- 
ing, medicine,  utensils,  and  such  means  of  defence,  as  the  pre- 
sent exigency  calls  for. 

To  request  the  general  government  to  renew  the  salutary  and 
important  cruises  of  American  ships-of-war  on  the  African 
coast,  and  their  visits  to  the  American  colonies  planted  there. 

To  call  a public  meeting  of  the  citizens  of  Philadelphia  at  as 
early  a day  as  practicable,  to  devise  measures  for  carrying  the 
above  suggestions  into  effect. 

JOHN  BRECKENRIDGE,  president. 
Thomas  Buchanan,  secretary  of  the  Board  of  Man. 

NEW  PRISON  IN  MOYAMENSING. 

This  splendid  building  is  alike  credible  to  the  liberality  of  the 
people  and  the  taste  and  labors  of  the  distinguished  architect, 
Thomas  U.  Waller,  esq.  The  subjoined  particulars  are  derived 
from  the  most  aulheiiiic  sources: 

THE  PHILADELPHIA.  CODNTV  PRISON, 

Is  situated  on  the  Passyunk  road,  about  one  mile  south  of 
the  city. 

The  whole  establishment  was  designed  by  Thomas  U.  Wal- 
ter, architect,  and  executed  under  his  direction.  The  corner 
stone  was  laid  on  the  2d  day  of  April,  1832,  and  the  buildings 
are  now  ready  to  be  occupied. 

The  width  of  the  front  on  Passyunk  road  is  310  feet,  by  525 
feet  in  depth.  The  entire  facade  is  designed  in  the  castellated 
style  of  architecture,  a style  peculiarly  appropriate  for  the  pur- 
poses of  a prison.  Towers  are  here  seen  rising  above  towers, 
and  battlements  above  battlements,  forming  a magnificent  pile 
of  nearly  80  feet  in  height.  The  various  paits  of  the  whole 
mass  beautifully  harmonize  with  each  other,  and  produce  what 
may  with  propriety  be  styled  the  poetry  of  architecture. 

The  whole  facade  is  composed  of  a blue  sienite  obtained 
from  the  Quincy  quarries  in  the  state  of  Massachusetts. 

The  appropriateness  and  elegance  of  the  design,  the  excel- 
lence of  the  material,  and  the  beauty  of  the  workmanship,  are 
alike  worthy  of  admiration. 

The  front  consists  of  a centre  building,  surmounted  by  an  oc- 
tagonal tower,  and  flanked  by  two  wings.  These  wings  are 
terminated  by  massive  octagonal  towers.  Bastions  are  placed 
on  the  extreme  corners  of  the  front,  with  wing  walls  connect- 
ing them  with  the  octagonal  lowers. 

The  centre  building  stands  10  feet  in  advance  of  the  wings 
and  is  three  stories  in  height.  The  width  at  the  base  is  53  feet, 
and  at  the  top 50  feet,  diminishing  by  regular  offsets  at  each 
sto;y.  These  offsets  are  capped  with  a projecting  belt. 

On  each  corner  of  this  building,  there  is  a circular  projecting 
warder  tower,  of  five  feel  four  inches  in  diameter,  commencing 
at  10  feet  below  the  top  of  the  wall,  and  extending  five  feet 
above  it.  The  front  is  crowned  between  the  towers  with  pro- 
jecting euibatikd  p.arapels,  supported  on  corbicls.  The  warder 
lowers  are  finished  in  the  same  maiiiier. 

The  octagonal  tower Which  crowns  the  centre  building,  is  14 
feel  in  diameter,  and  extends  to  the  height  of  77  feet  above  the 
ground.  The  top  is  finished  with  a projecting  parapet,  pierced 
with  embraseurs. 

All  the  heads  of  the  windows  in  the  front  are  made  in  the 
form  of  the  Tudor  arch,  decorated  with  architraves  and  labels, 
and  the  sa.shes  are  finished  with  appropriate  tracery. 

The  wings  are  each  50  feet  in  width,  and  two  stories  in 
height.  There  are  two  principal  gates  of.  entrance  into  the 
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prison,  one  of  which  is  placed  in  the  centre  of  each  of  these 
wings.'  The  gates  are  10  feet  wide,  and  17  feet  in  height,  with 
a light  over  the  top,  secured  by  a strong  wrought  iron  port-cul- 
lis. 

The  wings  and  the  octagonal  towers  which  flank  them,  are 
pierced  with  slip  windows,  and  crowned  with  embattled  para- 
pets, in  the  same  manner  as  the  centre  building. 

The  bastions  on  the  extreme  angles  of  tite  front  are  15  feet 
wide  at  the  base,  and  diminished  to  13  feet  in  width  at  the  top. 
They  are  finished  with  an  embattled  parapet,  in  the  same  man- 
ner as  the  rest  of  the  work.  The  whole  prison  is  arranged  in 
two  separate  divisions;  one  part  is  intended  for  untried  prison- 
ers, and  the  other  for  convicts  whose  term  of  service  does  not 
exceed  two  years. 

There  are  408  separate  cells,  which  are  built  in  two  blocks  of 
three  stories  in  height,  extending  from  each  wing,  at  right  an- 
gles with  the  principal  front.  The  cells  open  into  a spacious 
corridor,  occupying  the  centre  of  each  block.  The  corridors 
are  20  feet  wide,  and  extend  tiie  whole  length  and  height  of  the 
building.  They  are  lighted  by  vertical  windows  placed  above 
the  roof  of  the  cells  on  either  side.  The  approach  to  the  se- 
cond and  third  stories  is  by  means  of  galleries  of  3 feet  9 inches 
in  width,  supported  on  strong  cast  iron  brackets,  the  stairways 
are  formed  of  granite.  The  clerk  has  an  oflice  at  the  head  of 
each  of  the  blocks  of  cells,  from  which  he  is  enabled  to  see 
every  cell  door  in  the  whole  range  at  the  same  moment. 

Eacli  cell  is  nine  feet  wide,  thirteen  feet  long,  and  nine  feet 
high,  substantially  arched  with  bricks  and  floored  with  oak 
plank.  They  are  ail  furnished  with  separate  hydrants,  water 
closets,  flues  for  ventillatiun,  flues  for  admitting  fresh  air, 
(which  may  be  regulated  by  tlie  prisoners),  and  flues  for  admit- 
ting warm  air,  which  is  generated  in  furnaces  placed  in  the 
cellar  of  the  building.  These  furnaces  are  entirely  of  a novel 
and  ingenious  construction,  and,  by  an  experiment  made  dur- 
ing the  extreme  cold  weather  of  last  winter,  the  success  of  the 
plan  was  fully  proven.  The  following  is  an  extract  on  this  im- 
portant subject,  from  a report  made  by  the  architect  to  tlie 
commissioners  for  erecting  the  prison,  dated  January  7,  1835. 

“We  are  now  engaged  in  constructing  the  furnaces  for  heat- 
ing the  cells,  one  of  which  has  been  completed,  and  in  opera- 
tion for  several  weeks;  this  furnace  warms  sixteen  cells  in  each 
story,  making  in  all  forty-eight  cells. 

“It  affords  me  great  satisfaction  in  being  able  to  say,  that  my 
expectations  are  fully  realized  in  the  performance  of  this  fur- 
nace. To-day  being  as  cold  as  any  day  we  have  experienced 
for  several  years,  I was  induced  to  try  the  temperature  of  the 
cells  that  are  warmed  by  this  furnace.  The  following  is  the  re- 
sult of  the  experiment: 

In  the  yard  of  the  prison,  the  thermometer  stood  at  5 degrees 
Above  zero.  In  the  cell  nearest  the  furnace,  this  being 

In  the  1st  cell  in  the  first  story,  it  stood  at  58  degrees. 


16th 

do. 

do. 

do. 

55 

do. 

1st 

do. 

second  story 

do. 

59 

do. 

16ih 

do. 

do. 

do. 

58 

do. 

1st 

do. 

third  story 

do. 

60 

do. 

16th 

do. 

do. 

do. 

61 

do. 

“The  last  cell  is  situated  at  the  greatest  distance  from  the  fur- 
nace. The  experiment  was  tried  with  all  the  cell  doors  open. 
By  having  these  closed,  several  degrees  will  be  added  to  the 
temperature  of  the  cells.  The  animal  heal  of  the  inmates  will 
also  have  a tendency  to  raise  the  temperature. 

“The  experiment,  therefore,  fully  proves  that  an  equality  of 
heal  has  been  attained  in  the  cells,  notwithstanding  their  va- 
rious distances  from  the  furnace,  the  greatest  difference  being 
but  6 deg.  and  that  difference  is  found  in  favor  of  the  cell  most 
remote  from  the  fire.  We  are  also  satisfied  that  there  is  quite 
us  much  heal  as  the  health  and  comfort  of  the  prisoners  wilt  re- 
quire.” 

Each  cell  is  closed  by  two  doors,  one  on  the  inside,  and  the 
other  on  the  outside  of  the  wall,  they  are  both  secured  to  a cast 
iron  frame,  which  extends  through  the  whole  thickness  of  the 
wall;  the  inside  door  is  a grating  made  of  wrought  iron,  and  the 
outside  door  is  composed  of  wood.  . 

The  hydrants  and  water  closets  are  supplied  from  twelve  re- 
servoirs, placed  near  the  roof  of  the  building;  these  reservoirs 
receive  the  water  from  Fair  Mount,  being  42  feel  below  the 
Fair  Mount  basins. 

The  kitchen,  bakehouse,  laundry  and  bath  houses  are  situa- 
ted in  a separate  building,  occupying  a space  of  43  feet  wide  by 
72  feel  long,  in  the  yard  between  the  two  blocks  of  cells,  they 
are  approached  from  both  divisions  of  the  prison,  by  means  of 
covered  passages;  these  passages  enclose  a private  garden,  for 
the  use  of  the  keeper’s  family.  The  kitchen  is  furnished  with 
a large  steam  boiler  and  four  cast  iron  reservoirs,  of  80  gallons 
each,  in  which  all  the  boiling  for  the  prisoners  will  be  done  by 
steam.  The  whole  apparatus  is  admirably  constructed. 

There  are  also  two  other  buildings  in  the  yard,  between  the 
two  blocks  of  cells,  one  of  which  is  divided  into  apartments  for 
turning,  coopering,  blacksmiihing,  carpentering,  &c.  and  the 
other  comprises  a complete  dyeing  establishment,  with  all  the 
necessary  boilers,  tubs,  &c. 

The  whole  of  this  vast  pile  of  buildings  is  constructed  in  the 
most  perm.anent  and  durablo  manner,  and  its  external  appear- 
ance speaks  well  the  objects  to  which  it  is  appropriated. 

On  the  ground,  to  the  north  of  this  stupendous  edifice,  there 
is  now  being  erected  a prison  for  debtors— Mr.  W-alter  is  also 
the  architect  of  this  establishment. 


The  facade  is  designed  in  the  Egyption  style  of  architecture, 
and  is  composed  of  red  sand  stone,  obtained  from  the  quarries 
on  the  Connecticut  river,  near  Middletown.  The  color  of  the 
material  comports  well  vvilh  the  style  of  architecture,  and  will 
present  a pleasing  variety  in  the  public  buildings  in  Philadel- 
phia. 

The  whole  width  of  the  front  is  90  feet,  and  the  depth  120 
feel;  the  front  entrance  is  formed  by  a recessed  portico,  orna- 
mented by  two  columns  of  three  feel  in  diameter,  and  12  feet 
high,  the  windows  are  crowned  with  the  massy  bead,  and  ca- 
veiio-cornice,  peculiar  to  the  style;  the  lop  of  the  building  is 
also  finished  in  the  same  manner. 

This  establishment  contains  twenty-two  separate  rooms  for 
prisoners,  which  open  into  two  spacious  halls,  (one  in  each 
story),  two  rooms  for  witnesses,  and  accommodations  for  a 
keeper  with  his  family. 

This  prison  will  be  finished  about  the  first  of  July  next,  at 
which  time  it  may  be  expected  that  the  Arch  street  prison  will 
be  vacated. 

WORKING  WOMEN, 


Having  been  appointed  by  the  seamstresses  at  their  meeting 
on  the  11th  inst.  to  prepare  (from  a number  of  lists  of  prices 
handed  in  to  me  by  about  23  seamstresses)  a general  list  of 
prices  received  for  work  by  the  seamstresses  from  the  clothiers 
ol  Baltimore,  I hereby  inform  you  that  1 have  performed  that 
duly,  and  now  present  to  you  the  same  for  publication  in  your 
paper,  hoping  that  you  will  with  the  other  editors  comply  with 
the  wishes  of  the  seamstresses,  expressed  in  a resolution  at  the 
above  meeting. 

I do  not  think  the  list  is  complete  as  to  the  great  variety  of 
articles,  and  prices  paid  for  making  them;  but  as  far  as  it  goes 
it  will  show  the  public  what  the  wages  amount  to  in  a day  or  a 
week,  as  the  prices  are  attached  to  the  articles  with  the  num- 
ber of  garments  a woman  can  make  by  working  a whole  day  or 
whole  week. 

Should  any  person  doubt  the  accuracy  of  this  statement  they 
can  be  satisfied  by  calling  at  my  reading  room  (for  the  benefit 
of  the  seamstresses)  No.  9,  Shakspeare  street,  P.  P.  where  I can 
refer  them  to  the  women  who  produced  the  above  list. 

List  of  prices  paid  by  the  clothiers  of  Baltimore  for  work  perform- 
ed for  them  by  the  seamstresses. 


Prices. 

No.  per  day 
or  week. 

Linen  overhauls 

Women’s  cloaks 

374 

Finest  cotton  shirts,  linen  bosom  & collar. 18|  25 

1 

per  day. 

Colton  velvet  vest 

12i 

1 

do. 

’Cassian  ladies’  cloaks 

37’ 

2 

per  week. 

Coarse  muslin  shirts 

1 

per  day. 

Baize  vom messes 

9 

per  week. 

Casinet  pantaloons 

25 

3 

per  do. 

Linen  do 

1 

per  day. 

Holland  do 

m 

1 

do. 

Coarse  muslin  shirts 

Casinet  roundabouts 

Cloth  do 

18^ 

1 

do. 

White  muslin  shirts 9 

Coarse  pantaloons 8 

Flannel  shirts 8 

Check  do 8 

Flannel  under  shirts 6^ 

Drawers 

Brown  Holland  jackets 12^ 

White  drilling  pantaloons 18f 

Corduroy  do 

Fine  casinet  roundabouts.. 37 

Coarse  do.  do 25  31J 

Silk  vest,  bound  with  ribbon. 25 

Figured  velvet  vest 18^  25 

Coarse  casinet  vest 

Fine  cloth  pantaloons 25 

Fine  and  coarse  casinet  pantaloons 25 

Lasting,  bombazelt  and  summer  cloth.... 37^ 

Customer  work  fine  cloth  (winter) 50 

Pea  coats 37 

Cloth  jackets 18| 

Brown  Holland  jackets 12| 

Brown  linen  jackets 10 

Good  quality  casinet  pantaloons 18|^ 

Do.  rouen  cassimere  roundabout 12^ 

Men’s  overhauls 8 

Good  quality  casinet  roundabout. . . 

Check  shirt 9 10 

Brown  linen  pantaloons 18j 

Fine  white  linen  customers  roundabout.  .31^ 

Lasting  pantaloons,  double  stitched 25 

Boys  roundabouts  (imitation  cas.) 121- 

Marseilles  vests 15 

Full  bosom  cotton  shirt 15 

Casinet  pantaloons 20 

Do.  roundabout 20 

Velvet  vests .....20 

Flowered  Marseilles  vests 15 

Twilled  cotton  points 10 

Flannel  drawers 7 

Boys’  casinet  roundabouts 15 

Boys’  vests 12? 


• 

• 6i 

.m 

2 

per  day. 

.18f 

1 

do. 

.10 

1 

do. 

.37|^ 

4 

per  week. 

.25  31i 

4 

do. 

.25 

4 

do. 

.18^  25 

4 

do. 

,18^ 

5 

do. 

.25 

,25 

5 

do. 

.37i 

.50 

4 

do. 

.37^ 

2 

do. 

.18# 

.18#  12# 
.10 

3 

do. 

,18# 

,25 

1 

per  day. 

2 do. 

1 do. 

3^  per  week. 
4 do. 

1 per  day. 

1 do. 

1 do. 
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Among  the  women  wiio  earn  the  above  amonnt  of  wages  per 
piece  are  many  poor  widows,  add  oiliers  (who  have  sicjrly  or 
worthless  husbands)  who  have  to  attend  to  their  family  affairs 
and  consequently  cannot  even  earn  as  much  as  those  who  have 
none — and  others  again  are  not  so  expert  at  the  needle.  We 
must  then  make  allowance  for  this;  and  say  a woman  with 
three  children  earns  from  50  cents  to  per  week,  which  in 
some  instances  she  may;  what  kind  of  an  income  is  that  lor  her 
support.-*  I will  not  say  more  on  this  occasion  than  simply  this. 
The  public  will  be  able  to  see  by  the  above  what  a poor  woman 
can  earn;  and  the  reverend  clergy  will  also  see  that  women 
who  have  no  more  than  such  an  income  to  support  them,  are 
in  the  most  abject  poverty.  And  what  can  we  expect  from 
persons  in  this  condition.?  I trust  to  heaven  they  will  consider 
the  responsibility  resting  upon  them  relative  to  the  poor,  and 
that  they  will  open  their  churches  (one  and  all)  and  take  up 
collections  to  aid  the  seamstresses  society.  The  winter  is  com- 
ing, and  with  it,  the  sufferings  of  the  poor. 

Respectfully,  J.  F.  WEISHAMPEL. 

Baltimore,  Sept,  15,  1835. 

- @ 

CATHEDRAL  AT  MEXICO. 

We  give  to-day  a fine  description  of  the  splendid  cathedral 
of  Mexico,  translated  for  us  by  a friend  in  this  city,  from  the 
Spanish  original  furnished  us  by  a gentleman  lately  from  Mexi- 
co. It  will  repay  the  reading.  [iV.  0.  American. 

The  cathedral  of  Mexico  was  founded  by  the  emperor  Charles 
V,  and  pope  Clement  Vil,  by  a bull  of  the  9th  September,  1530, 
and  was  erected  into  an  archbishoprick  by  Paul  III,  in  1547. 
The  conquerer,  Fernando  Cortes,  after  having  destroyed  the 
ancient  city  of  the  Indians,  upon  rebuilding  it,  and  apportioning 
a space  to  the  Spaniards,  destined  to  the  members  of  the  order 
of  St.  Francisco  that  which  was  occupied  by  the  principal  tem- 
ple of  Mexico,  in  order  that  this  being  demolished,  a small 
church  might  be  built,  with  the  corresponding  habitations  for  12 
ministers  to  officiate  in  it.  But  a short  lime  after,  they  gave  to 
those  regulars  the  site  now  occupied  by  the  convent  of  St.  Fran- 
cisco; and  that  of  the  old  church  was  purchased  from  them  for 
forty  dollars,  to  build  upon  it  the  cathedral,  which  was  execut- 
ed by  an  order  from  the  captain-general,  Cortes,  and  the  arch- 
bishop Zumarraga. 

The  temple  was  splendid,  for  those  times;  its  principal ''en- 
trance being  to  the  west,  and  another  to  the  east.  King  Phillip 
II  wishing  to  erect  a more  sumptuous  building,  ordered  the 
old  cathedral  to  be  demolished  in  1552,  to  build  the  present  one, 
which  was  begun  in  1573 — Don  Pedro  Moya  de  Canteras  being 
then  archbishop— which  work  lasted  eighty-four  years,  and  was 
finally  finished  in  1657,  under  the  government  of  Don  Francis- 
co Ramirez  de  Prado,  who  performed  the  solemn  dedication  of 
it  on  the  22d  December.  That  building  cost  1,752,000  dollars, 
and  was  paid  for  by  the  kings  Phillip  II,  III,  IV,  and  Charles 
if. 

The  edifice  occupies  a principal  part  of  the  .great  square,  and 
its  dimensions  are  465  feet  from  north  to  south,  and  219  from 
east  to  west;  without  counting  the  portico  and  the  burying 
ground,  which  is  very  extensive,  and  surrounded  by  124  stone 
pillars,  six  feet  high,  and  from  which  hang  127  iron  chains. 
The  door  to  the  east,  called  the  canons,  is  surrounded  by  a 
beautiful  railing,  with  doors,  all  of  iron.  On  its  principal  front, 
which  faces  to  the  south,  it  has  three  entrances,  the  one  built 
after  the  Doric  order,  the  second  after  the  Ionic  and  the  third 
after  the  Corinthian,  with  statues  and  bas-reliefs.  It  has  two 
steeples,  the  one  Doric  and  the  other  Ionic,  upon  which  rests 
an  arch  in  the  form  of  a bell;  at  the  top  of  it  stands  a globe  with 
a stone  cross.  Until  January,  1781,  only  the  one  to  the  east  ex- 
isted; but  in  the  course  of  that  year  they  commenced  the  one 
no  the  westward,  and  both  were  concluded  in  1791.  The  height 
vjf  them  from  the  top  of  the  crosses  to  the  portico  is  216  feet, 
and  lire  cost  of  them  190,000  dollars. 

The  bell.  Dona  Maria,  was  hung  up  in  1754,  its  weight  is  150 
quintals.  The  largest  one,  called  Sta.  Maria  de  Gaudalupe, 
was  hung  in  the  western  steeple  in  1762;  its  height  is  18  feet. 
There  is,  besides,  a third  bell,  weighing  147  quintals,  which 
was  put  up  1793. 

The  cornices  of  the  stories  of  both  steeples  are  ornamented 
with  a balustrade;  adorned  with  urns  upon  the  first,  and  with 
colossal  statues  upon  the  second,  which  from  below  appear  to 
be  of  natural  size,  and  represent  the  doctors  of  the  church,  or 
patriarchs  of  the  regular  orders.  Between  the  steeples  and  over 
the  principal  entrance,  stands  the  clock,  whose  dial  is  of  gilded 
metal;  above  it  there  are  three  stone  theological  virtues,  with 
the  tokens  of  their  respective  attributes,  also  of  gilded  metal. 
The  other  doors  are  as  follows,  on  the  west:  The  interior  of 
this  edifice  is  of  the  Doric  order,  with  very  good  arches.  Its 
domes  are  five — three  open  and  two  closed:  in  the  first  are  seen 
fourteen  buttresses,  or  arched  pillars,  with  columns  for  each 
ona  of  its  four  sides;  from  the  upper  part  of  which  the  arches 
commence,  which  terminate  upon  others  in  front  of  them,  and 
upon  spaces  left  for  the  purpose  over  the  buttresses  which  sepa- 
rate the  openings  of  the  fourteen  altars  or  chapels,  distributed 
on  the  sides  of  two  colored  naves.  'I'hose  altars  are  surround- 
ed with  very  tasty  iron  balustrades,  with  splendid  ornaments  of 
gold  and  silver,  made  in  modern  style.  'I’liere  are  dispersed  be- 
tween the  arches,  the  domes,  and  the  openings  left  in  the  atches 
in  form  of  a half  moon,  and  the  different  altars,  upwards  of  147 
windows.  The  cupola  and  its  turret  are  of  an  octagon  figure, 
and  on  the  inside  of  it  is  painted  in  fresco,  the  assumption,  hav- 


ing a circle  of  beautiful  rays  for  the  bottom  or  ground  work;  and 
over  that  body  of  light  are  represented,  in  diflereiu  gruuiw,  the 
ancient  patriarchs  and  the  most  celebrated  women  mentioned 
in  the  sacred  history  of  the  Old  Testament. 

The  chief  or  largest  altar,  stands  in  the  centre  nave  between 
the  columns  which  precede  the  cupola  to  the  north.  Although 
very  ancient,  it  possesses  nevertheless  majesty  and  beauty;  it 
is  two  stories  high;  the  first  is  formed  on  the  outside  with  wood- 
en columns;  those  next  to  the  tabernacle  are  of  jasper;  those 
which  compose  it  are  of  silver,  and  those  on  the  inside  of  it  are 
gold.  Statues  representing  the  twelve  apostles,  ornament  this 
first  story.  There  is  in  the  centre  of  the  second  story,  an  image 
of  the  assumpiion,  which  is  the  title  of  the  cathedral:  there  are 
also  images  of  the  evangelists,  doctors  of  the  church  and  patri- 
archs. On  each  side  of  the  sanctuary  stand  the  two , 

which,  together  with  the  pulpit,  are  each  one  of  a single  stone 
called  tecali,  and  have  existed  from  the  commencement  of  the 
temple.  Tlie  high  altar  was  dedicated  on  the  10th  of  Decem- 
ber, 1743.  The  whole  sanctuary,  the  ascent  to  which  is  by  four 
large  steps,  is  surrounded  with  a balustrade  made  of  a composi- 
tion of  different  metals  called  tumhago;  it  is  adorned  with  sta- 
tues holding  candlesticks  for  large  tapers.  The  balustrade  coir- 
tinues  along  the  passages  on  each  side  of  the  cathedral  to  the 
choir,  which  is  at  the  other  extremity,  and  has  also  a flight  of 
steps,  gratings  and  doors,  also  made  of  tumhago;  of  this  same 
metal  is  the  balustrade  around  the  choir,  which  also  serves  to 
form  the  tribunes,  inside  of  which,  and  upon  each  side  of  the 
choir,  are  two  splendid  organs;  the  interior  of  the  choir  is  adorn- 
ed with  handsome  seats. 

The  railing  and  doors  of  tlie  choir  were  manufactured  in  the 
city  of  Mecca,  in  China;  they  were  placed  there  in  1730;  the 
weight  of  them  is  534  quintals.  At  the  north  end  of  the  build- 
ing, towards  the  east,  are  located  the  session  room  of  the  eha|^ 
ter,  the  office  of  the  keys,  the  office  of  the  tithes,  and  the  public 
library  attached  to  the  church,  which  is  a separate  building, 
though  contiguous  to  it.  This  library  was  donated  to  the  ca- 
thedral by  the  illustrious  Don  Luis  and  Don  Cayetana  de  Tor- 
res. Towards  the  east  are  located  the  vestry,  an  apartment 
leading  to  the  sacristy  and  the  collegiate  rooms.  Finally,  on 
the  principal  front  towards  the  east,  is  another  temple,  placed 
upon  a superficies  of  162  feet,  the  plan  of  which  is  a cross  of 
equal  dimensions;  its  structure  and  distribution  inside  is  very 
good;  it  serves  as  a parish  church,  and  communicates  with  the 
cathedral  itself;  it  has  three  naves,  a vestry  room,  another  des- 
tined to  expose  dead  bodies,  previous  to  sepulture,  &c. 

The  cathedral  of  Mexico  possesses  jewels  of  extraordinary 
value,  and  ecclesiastical  ornaments  of  the  greatest  richness. 
Among  the  former  the  most  worthy  of  notice  is  the  service  of 
gold  for  the  altar,  composed  of  six  chandeliers,  six  vases  with 
artificial  flowers,  four  large  candlesticks,  two  incensories,  two 
lesser  ones,  a cross  ornamented  in  like  manner  with  precious 
stones,  together  with  its  pedestal,  the  front  of  which  is  orna- 
mented in  like  manner;  others  of  filigree  work,  two  stands  for 
the  missal  and  two  plates  or  salvers.  The  image  of  the  assump- 
tion, entirely  of  gold  adorned  with  very  rich  stones,  and  which 
weighs  6,984  castellanos  (a  gold  coin).  The  image  of  the  con- 
ception, of  massive  silver,  weighing  thirty-eight  marcs;  a chan- 
delier of  silver,  which  adorns  the  front  of  the  altar,  weighing 
4,373  marcs,  of  which  1,710  are  gilded,  and  which  cost,  accord- 
ing to  the  account  presented  by  the  silversmiths,  Estrada  & 
Cruz,  who  made  it,  the  sum  of  $72,343  37^;  it  contains  54 
branches;  its  height  is  twenty-five  feet,  its  greatest  diameter  ia 
10  feet,  its  circumference  30  feet,  and  it  is  suspended  by  a chain 
and  hook  of  iron  which  weighs  1,650  pounds. 

The  principal  consecrated  vessel,  in  which  the  sacrament  ia 
exhibited,  was  purchased  from  Don  Jose  Borda,  its  height  is 
three  feet,  its  weight  88  marcs  of  gold;  the  front  of  it  is  adorned 
with  5,872  diamonds;  the  back  of  it  contains  2,753  emeralds,  544 
rubies,  106  amethysts  and  8 saphires.  The  cathedral  bought  it 
lor  $100,000,  but’its  real  value  is  much  more.  The  large  ch.*»- 
lice  or  cup,  contains  13  marcs  of  gold,  and  1,676  diamonds. 
There  is  a smaller  one,  containing  10^  marcs  of  gold,  with  122 
diamonds,  143  emeralds,  and  132  rubies.  There  is  also  a smal- 
ler vessel  in  which  the  sacrament  is  exhibited  on  Sundays,  also 
ornamented  with  diamonds.  All  the  foregoing  jewels  were  do- 
nated by  the  emperor  Charles  V.  There  are  besides,  20  chali- 
ces or  cups  of  gold,  many  of  which  are  ornamented  with  di.-i- 
rnonds,  and  six  golden  waiters  with  cruets,  (for  wine  and  wa- 
ter). 

The  plate  or  service  of  silver  is  very  abundant;  it  consists  of 
two  sets  of  torch  stands,  containing  each  four  torches,  a great 
number  of  vases,  incensories,  candlesticks,  chalices  and  cruets; 
three  statues,  one  very  large  tabernacle,  1 1 lamps  of  24  lights 
each,  four  vases  for  incense,  6 feet  high,  all  of  massive  silver. 
The  ecclesiastical  vesliments  are  the  most  splendid  in  all  the 
republic.  Charles  V.  presented  the  cathedral  w’ith  a great  many 
very  rich  ones;  and  since,  other  donations  have  been  marie  by 
kings  and  private  individuals,  besides  a great  many  manufac- 
tured at  the  expense  of  the  church.  The  cabildo  or  chapter,  is 
composed  of  26  members,  in  the  following  order:  five  dignita- 
ries, a dean,  an  archdean,  a canon,  a schoolmaster  and  treasur- 
er, four  other  canons,  one  doctoral,  one  magisterial,  one  lectur- 
ing canon  and  one  penitentiary;  five  in  pay,  six  prebendaries 
.and  as  many  half  prebendaries.  There  are  besides,  a great 
number  of  clioir  chapelins,  and  a number  of  boys  as  .assistants, 
in  the  service.  There  is  an  orcliestr.a  in  which  are  to  be  found 
musicians  of  the  first  talent,  both  instrumental  and  vocal. 
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Speaking  of  Mr.  speech,  which  we  publish 

in  the  present  sheet — the  “New  York  American”  says — 
The  speech  ot  Mr.  Webster,  on  receiving  from  his  fellow  ci- 
tizens, in  Boston,  a splendid  testimonial  of  their  admiration 
and  attachment,  is  spread  before  our  readers  to-day.  It  is 
among  the  remarkable  qualities  of  Mr.  Webster’s  remarkable 
eloquence,  that,  on  whatever  subject,  or  in  whatever  relation 
employed,  it  impresses  one  with  a sense  alike  of  its  fitness  and 
originality.  It  is  just  what  ought  to  be  said — and  yet  it  is,  for 
the  most  part,  what  eminently  gifted  minds  only  would  think 
of,  or  could  say  in  such  an  appropriate  manner. 

And  the  “National  Intelligencer,”  on  a similar  occa- 
sion, remarks: 

Our  columns  are  graced  to-day  with  a speech  lately  delivered 
at  Boston  by  Mr.  Webster.  Like  every  thing  which  proceeds 
from  his  lips,  it  abounds  with  noble  sentiments,  and  the  most 
elevated  patriotism.  We  do  not  commend  it  to  the  perusal  of 
our  readers:  that  is  a formality  which  his  speeches  never  re- 
quire. ft  is  a homage  paid  to  the  wisdom,  and  eloquence, 
and  unequalled  power  of  intellect,  of  this  great  man,  that  his 
countrymen,  of  all  parties  and  conditions,  peruse  with  avidity 
whatever  emanates  from  him. 

It  is  stated  that  Mr.  Clay  will  renew  his  bill  to  ap- 
propriate the  proceeds  of  the  sales  of  the  public  lands  to 
the  several  states,  at  the  ensuing  session  of  congress;  and 
will  probably  carry  it  in  both  branches  of  the  national 
legislature. 

Deaths  at  Baltimore  for  the  week  ending  Nov.  5,  in 
all  22 — of  whom  7 were  under  one  year. 

On  Monday  last,  the  first  day  of  the  election  in  New 
York,  only  5,405  votes  were  polled — and  about  the  same, 
or  a few  more,  on  the  second  day. 

The  American  of  Tuesday  evening  says — Great  doings 
were  had  at  Tammany  Hall  last  evening,  as  we  learn. 
The  veteran  political  hucksters  and  their  satellites  were 
turned  out  of  doors  by  the  new  lights,  whom  last  year 
they  themselves  fell  down  and  worshipped.  “The  poi- 
soned chalice  is  returned  to  their  own  lips,”  a little 
sooner,  but  only  a little  sooner  than  we  anticipated,  and 
the  ])oeticai  justice  thereof  none  can  gainsay. 

The  New  York  Times  says — 

*‘2Vbto  is  the  time  to  drive  out  the  unclean  birds  from  Tammany 
Hall — to  purge  it  from  the  nuisances  which  have  too  long  been 
permitted  to  remain  in  it.  Are  we  to  submit  to  the  dictation  of 
a few  self-appointed  leaders,  who  have  not  the  slightest  claim 
to  our  confidence  and  respect?  or  is  old  Tammany  to  be  herself 
again?  Are  her  deliberations  to  be  conducted  with  the  order 
that  formerly  characterised  them,  and  her  old  friends  to  be  sus- 
tained? Let  every  old  fashioned  democrat  answer.” 

P.  S.  Mr.  Lee  is  elected  by  a majority  of  about  1,000  votes 
above  Mr.  Monroe.  The  vvhigs  kept  themselves  aloof.  The 
election  was  small. 

The  cholera  hais  awfully  prevailed  at  Marseilles  and 
other  places  in  tlie  south  of  France,  and  in  Italy.  A Id- 
ler from  Marseilles  of  the  24th  of  September  says,  that 
the  cholera  had  disappeared  from  that  place;  and  adds — 
“It  will  be  a long  time  before  Marseilles  will  be  able  to 
redeem  what  she  has  lost — the  deaths  some  days  amount- 
ed to  7 and  800 — numbers  of  rich  persons  were  buried 
without  coffins,  there  not  being  mechanics  to  make 
them.” 

A writer  in  a Richmond  paper  makes  this  proposition 
for  Virginia: 

“Let  the  White  party  and  the  Harrison  party  each  nominate 
an  electoral  ticket,  headed  White  and  Harrison,  but  let  those 
tickets  contain  the  name  of  the  same  electors,  and  let  those 
electors  give  the  vote  of  the  state  to  him  w'ho  shall  receive  the 
highest  popular  vote.  There  can  be  no  possiltle  risk  by  adopt- 
ing this  course,  and  each  parly  will  he  stimulated  to  increased 
exertion,  by  the  expectation  of  electing  their  immediate  favo- 
rite, and  a much  stronger  vole  will  be  secured  to  the  ticket 
than  could  possibly  be  obtained  for  a ticket  pledged  to  vole 
cither  for  While  or  Harrison.”* 


*Thie  plan  was  pursued  in  North  Carolina,  at  the  election 
of  18Q4,  when  Messrs.  Jackson  and  Adams  were  run  upon 
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The  same  plan  might  be  adopted  for  Webster  and 
Harrison  in  Pennsylvania,  in  case  the  anti-Jacksoh  party 
cannot  agree  upon  a single  candidate.  We  should  rely 
upon  the  Webster  ticket  as  the  strongest.  [JVaL  Gaz. 

The  legislature  of  Rhode  Island  hsive.  declared  Messrs. 
Pearce  and  Sprague  to  be  the  members  elect  to  congress 
for  this  state.  A motion  to  declare  that  they  were  elect- 
ed by  a majority  ol  legal  votes,  could  not  be  carried. 

The  whole  number  of  votes,  according  to  the  official 
count,  including  the  alleged  illegal  votes,  and  the  scatter- 
ing votes,  give  a majority  to  Mr.  Sprague  of  40  votes, 
and  to  Mr.  Pearce  of  17  votes,  over  all.  This  is  close 
cutting. 

Col.  John  Parrott,  a staunch  whig,  has  been  elected 
to  the  senate  for  the  western  district  of  Virginia,  in  the 
place  of  the  late  col.  McCoy,  a Jacksonite.  The  vote  of 
the  district  stands  thus: 

Parrott,  (whig)  819,  Good,  (V.  B.)  707. 

By  the  census  just  completed,  it  appears  that  the  city 
of  New  York  contains  269,873  inhabitants.  Number  of 
inhabitants  in  1830,  202,589 


Increase  in  five  years,  67,284 

Being  a little  over  35  per  cent! 

The  number  of  horses  in  the  city  is  10,713;  hogs  11,879; 
neat  cattle  4,062.  Number  ot  yards  of  cloth  manufac- 
tured the  preceeding  year  668,000. 

The  population  of  Boston,  it  is  ascertained  by  the  late 
census,  is  not  far  from  80,000;  increase  in  five  years 
20,000. 

The  city  of  Albany  contains  a population  of  28,085 
souls,  and  4,489  voters.  Population  in  1830,  24,209;  in- 
crease in  five  years  3,876. 

The  following  address  of  general  Smith  to  the  officers 
of  the  corporation,  on  his  inauguration  as  mayor  of  Bal- 
timore, must  receive  universal  approbation.  It  breathes 
a spirit  of  toleration  and  patriotism — of  pure,  unadulte- 
rated republicanism,  which  brings  back  the  recollection 
of  former  days,  when  parties  were  governed  by  acknow- 
ledged principles,  and  the  abominable  doctrine  that  “the 
spoils  belong  to  the  victors”  was  unknown. 

In  carrying  out  the  principles  here  laid  down,  general 
Smith  may  disappoint  a few  office-seekers,  who  ask  for 
preferment  without  merit — but  he  will  be  sustained  by 
the  mass  of  his  fellow  citizens,  who  have  the  interests  of 
the  city  at  heart.  [ Chron. 

Mayor's  office,  Baltimore,  \fith  September,  1835. 

To  the  officers  of  the  corporation. 

Gentlemen:  1 have  called  you  together,  that  we  may  be  ac- 
quainted with  each  other;  and  I read  to  you.  Jest  any  miscon- 
ception or  misrepresentation  may  be  made  of  what  1 have  to 
say. 

The  citizens  of  Baltimore  have  elected  me  ii.ayor  of  the  city, 
for  the  unexpired  term  of  Mr.  Hunt. 

The  general  superintendence  of  the  affairs  of  the  city,  its  peace 
and  tranquillity,  devtdves  on  me.  The  citizens,  as  I under- 
stand, expect  fiotn  me  a rigid  enforcement  of  the  ordinances  of 
the  cotporation,  and  it  will  be  my  duly  to  see  that  they  be  exe- 
cuted.- In  aid  of  the  mayor,  certain  officers  have  been  created. 
You  have  been  regularly  appointed  to  your  several  offices,  and 
I shall  expect  that  you  will,  without  fear  or  affection,  perform 
the  duties  of  your  office.  In  their  execution  you  will  be  polite 
and  civil  to  all,  tyrannical  to  none;  transgressors  of  the  ordi- 
nances must  be  diied  or  punished  agreeably  thereto;  in  some 
cases  a caution  may  be  given  to  persons  who  may  be  ignorant 
of  the  law;  if  they  again  transgress,  punishment  must  follow. 

I will  perform  my  duty  to  the  best  of  my  ability,  and  will  insist 
on  the  performance  of  his  duly  by  every  officer  over  whom  I 
have  a control. 

I shall  quarrel  with  no  officer  for  a difference  of  opinion  oh 
political  subjects.  You  are  freemen  and  will  exercise  your 

the  same  ticket  for  electors.  It  was  then,  in  that  state,  any 
other  man  than  the  “caucus  candidate”— Mr.  Crawford. 
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right  of  Buifrage  without  feat;  agreeably  to  yoiir  own  judgment;  | 
if  officers  do  not,  they  are  no  longer  freemen.  Dut  1 shall  dis- 
countenance any  attempt  of  any  officer  to  cause,  by  the  power 
of  his  office,  any  fellow  citizen  to  vole  contrary  to  the  dictates 
of  his  own  judgmenl.  Such  coercion  is  depriving  your  fellow 
citizens  of  the  greatest  privilege  of  freemen. 

As  mayor  1 never  will  dismiss  any  officer,  or  nominate  any, 
on  patty  principles.  All  the  citizens  have  equal  rights  to  office; 
the  only  inquiry  in  making  a nomination,  that  1 shall  make, 
will  be,  is  the  citizen  honest?  Is  he  capable?  Is  he  a friend  to 
the  harmony,  peace  and  interest  of  the  cit>?  Nor  will  1 dismiss 
any  officer,  except  lor  cause.  Is  he  habitually  intemperate?  he 
must  take  the  consequence;  does  he  neglect  to  perforin  the  dulj 
imposed  on  him  by  the  ordinances — he  must  count  on  a dis- 
missal as  certain. 

To  the  editor  o f the  Baltimore  Patriot. 

Dear  sir:  You  will  please  state  on  tlie  authority  of  a 
mutual  friend  of  Mr.  Clay  and  major  Woolley,  that  the 
statement  which  has  appeared  tliat  the  latter  gentleman 
had  been  dismissed  from  the  army  for  cruelty  to  a sol- 
dier, is  altogether  untrue.  The  major  Woolley  who  had 
the  unpleasant  collision  with  Mr.  Clay,  never  did  belong 
to  the  United  States  army.  You  are  further  authorised 
to  state,  that  the  unfortunate  difference  has  been  settled 
on  terms  highly  honorable  to  both  parties,  and  entirely 
satisfactory  as  well  as  gratifying  to  their  mutual  friends. 
Major  Woolley  is  a brave  and  ingenuous  gentleman,  and 
having  said  and  done  that  in  a moment  of  excitement, 
which  he  deeply  and  sincerely  regretted  in  ids  cooler 
judgment,  promptly  and  unasked  made  the  amende  ho- 
norable by  apologising,  which  apology  being  received  by 
Mr.  Clay,  both  gentlemen  are  now  on  the  best  terms. 

It  is  hoped  that  those  papers  which  have  published  the 
statement  alluded  to,  will  insert  this  as  an  act  of  justice. 

A great  spirit  of  emigration  to  the  west  exists  in  low- 
er Virginia. 

The  annual  meeting  of  the  synod  of  Philadeliihia  of 
the  Presbyterian  church,  was  held  in  the  Presbyterian 
church,  at  York,  Penn,  on  Wednesday,  the  28th  ult.  and 
was  opened  with  a sermon  by  the  rev.  Dr.  C.  C.  Cuyler, 
of  this  city,  the  moderator  of  last  year.  The  synod  was 
organized  by  the  election  of  the  rev.  Wm.  M.  Engles  as 
moderator,  and  rev.  James  Williamson  and  James  C. 
Watson,  clerks.  The  vote  for  moderator  was  as  follows: 

Rev.  Wm.  M.  Engles  158 

Reuben  Post  75 

We  umlerstand  that  this  is  the  largest  synod  that  ever 
convened  in  this  country.  There  w’ere  present  on  Thurs- 
day morning  132  ministers  and  113  elders — total  245 
members. 

Judge  Sutherland,  says  the  “Albany  Evening  Journal,” 
has  resigned  his  seat  upon  the  bench  of  the  supreme 
court,  and  was  immediately  appointed  by  the  court  its 
clerk  at  Geneva,  in  the  place  of  Nathan  Williams,  de- 
ceased. 

Judge  Sutherland,  in  announcing  his  resignation  to  the 
court,  stated  that  he  was  compelled  to  do  so,  in  conse- 
quence of  the  insufficiency  of  tlie  salary.  He  had  not,  he 
said,  by  the  strictest  economy,  during  any  one  of  the 
twelve  years  that  he  had  held  the  office,  been  enabled, 
from  the  salary,  to  support  his  family.  By  devoting,  as 
he  had,  the  whole  of  his  time  to  the  duties  of  the  bench, 
his  private  affairs,  by  long  neglect,  had  become  necessa- 
rily deranged;  and  in  short,  that  after  nine  years’  hard 
service  he  was  now  as  many  thousand  dollars  poorer  than 
he  was  when  he  took  the  office. 

Judge  Sutherland’s  resignation  will  be  universally  re- 

retted.  He  enjoyed  the  respect  and  confidence  of  the 

ar,  and  had  by  severe  study  qualified  himself  for  a use- 
ful discharge  of  his  high  duties. 

It  is  said  that  the  surplus  in  the  treasury  of  the  United 
States,  in  the  present  year,  will  exceed  fifteen  millions 
of  dollars — a glorious  harvest  for  the  “pet  banks.” 

The  Wiscasset  Intelligencer  mentions  a clearance 
from  that  port  somewhat  out  of  the  ordinary  transactions 
at  the  custom  house.  It  seems  that  a two  story  dwelling 
house  was  launched  at  Wiscasset  on  the  first  instant,  sail- 
ed for  the  port  of  Edgecomb,  and  arrived  there  on  the 
same  day.  It  is  impossible  in  reading  this  account,  not 


to  think  of  poor  John  Brainard,  and  his  methodist  meet- 
ing house,  which  was  spoken  in  Long  Island  Sountl  on  its 
passage  to  the  Gulf  of  Mexico.  {Balt.  Gaz. 

From  the  Mercantile  Advertiser.  The  pilot  boat  John  D.  Ay- 
mer  which  .'sailed  Iroin  this  port  on  the  4th  ult.  arrived  at  Liver- 
pool on  the  26th  ult.  I’his  pilot  boat  was  despatched  lor  the 
purpose  of  intercepting  the  packet  ship  Caledonia,  and  taking 
fioin  on  board  Mr.  Fonen,  a passenger,  who  was  cliarged  with 
delrautliiig  tlie  revenue.  In  this  pur.suii  she  was  unsuccessful 
— the  Caledonia,  which  sailed  only  two  days  before,  reached 
Liverpool days  before  the  pilot  boat  made  her  appearance 
there.  We  iiiidersiand  that  on  the  arrival  of  the  pilot  boat, 
messengers  were  despatched  by  the  authorities  at  Liverpool,  to 
arrest  Mr.  Bowen,  but  it  was  supposed  he  had  casually  left  the 
town  the  day  previous,  and  he  had  not  been  found  when  the 
Independence  sailed. 

Mr.  Davis,  wbo  went  out  to  England  in  the  pilot  boat 
John  D.  Aymar,  in  pursuit  of  Mr.  Bowen,  has  returned 
in  the  ship  Virginia,  which  arrived  here  on  Monday,  and 
has  been  unsinicessfiil  in  the  object  of  his  mission.  On 
arriving  in  England  Mr.  Davis  made  application  to  the 
British  government  to  deliver  up  Mr.  Bowen,  but  lord 
Palmerston,  the  secretary  for  foreign  affairs,  declined 
doing  so,  on  the  ground  that  the  treaty  between  England 
and  the  Unitetl  Slates  does  not  contain  any  provisions  for 
delivering  up  fugitives  from  justice,  and  in  the  absence  of 
such  a provision,  he  considered  tliat  it  might  prove  a 
dangerous  precedent  to  do  so  in  the  case  of  Mr.  Bowen. 

[Jour,  of  Com. 

The  appointment  of  judge  McLean,  to  be  chief  justice 
of  the  United  States,  is  confidently  spoken  of  in  the  news- 
papers. Other  papers,  however,  insist  that  Mr.  Taney 
will  be  named  for  that  lofty  station. 

A correspondent  of  the  London  Morning  Herald,  under 
date  of  Paris,  September  8,  says — “1  have  long  ceased  to 
refer  to  the  dispute  between  this  government  and  that  of 
the  United  States  of  America,  respecting  the  indemnity 
of  25  millions.  I now  pledge  myself,  however,  that  it 
has  anew  become  an  object  of  solicitude,  if  not  alarm,  at 
the  Tuilleries.  General  Ja  3n  will  not,  it  seems,  give 
any  thing  which  the  most  liberal  interpretation  could 
characterize  as  an  explanat'^n  or  apology,” 

The  London  Examiner  makes  a number  of  extracts 
from  the  report  of  the  committee  appointed  by  the  house 
of  commons  to  investigate  the  existence  and  condition  of 
Orange  lodges,  about  which  so  much  has  lately  been  said. 
The  developments  are  curious.  The  Examiner  says — « 

“Under  the  mask  of  Protestantism  and  loyalty,  there  exists  at 
this  moment  in  this  empire,  beardini;  the  law,  a secret  and 
closely-leagued  confederacy  of  360.000  men  capable  of  bearing 
arms,  to  a great  extent  actually  armed,  and  having  for  their  real 
objects  (for  the  system  has  been  stripped  stark  naked)  the  de- 
feat of  every  enlightened  ge  - nr.  m,  and  all  attempts  to  im- 
prove our  institutions.  Ti  rintis  system  has  been  intro- 
duced into  the  army,  and  | ,ed  there  with  the  greatest  in- 

dustry, and  by  the  highest  i.  , :es.” 

The  committee  of  investigation  show  that  there  is  a 
close  connexion  between  the  grand  Orange  lodge  of  Ire- 
lat.d  atid  that  of  England.  “Disc'  *touary,  illimitable 
and  absolute”  power  is  vested  in  th.  ^rand  master,  w ho 
is  at  present  the  duke  of  Cumberland.  The  Examiner 
derides  the  charge  against  him  of  having  designs  upon 
the  throne;  but  still,  it  says,  it  is  a matter  of  grave  con- 
sideration that  a person  like  him  should  be  at  the  head  of 
a secret  confederacy,  ramifying  through  the  whole  em- 
pire, and  notoriously  aiming  at  anti-national  objects.  It 
concludes  in  the  following  forcible  strain: 

“What  i.s  public  justice  but  a farce,  if  we  permit  in  Port- 
man  square  what  we  punish  with  transportation  in  the  pea- 
sant’s cottage — if  lord  Kenyon  and  the  bishop  of  Salisbury  are 
licensed  to  plot  again.sl  the  stale  in  private  drawing  rooms — if 
“the  first  male  subject  of  the  realm,”  in  his  magnificent  capa- 
city of  grand  master  of  the  empire,  may  break  the  machine  of 
society  to  pieces  with  impunity?  Neither  are  we  to  be  daunted 
by  170  peers,  nor  frightened  by  some  hundred  thousand  fools 
and  knaves  assembled  in  holes  and  corners,  quoting  the  New 
Testamettt,  and  hearkening  to  the  bishop  of  Salisbury.  We  are 
the  nation,  and  we  are  able  to  put  down  a faction.  Let  them 
be  assured  that  it  is  not  for  men  of  their  intellect,  or  a force  of 
their  strength,  to  protect  the  ecclesiastical  nuisance,  or  any  of 
its  kindred  corruptions,  from  the  retribution  that  is  nigh  at  hand. 
We  are  determined  to  achieve  a teal  liberty,  and  we  are  equally 
resolvi'd  to  sweep  away  every  obstacle  trr  our  purposes.  We 
Shull  do  it,  nut  with  violence,  buljstili  with  strungth.  The  path 
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ol  a great  people  to  its  objects  is  peaceful,  but  there  is  no  safety 
to  those  vvlio  obstruct  it.  Mitres  and  coronets,  nay,  crowns, 
liave  more  than  once  in  European  history  been  tiodden  down  in 
sueli  a vain  endeavor.  What  has  happened  aforetime  may 
auain  happen.  Let  liie  weak  and  the  wicked  be  warned.  A 
liiction  sliall  not  beard  us,  or  rule  us,  or  stand  between  us  and 
good  government  any  longer.  The  orange  faction  shall  not  sun- 
der Ireland  from  England,  and  break  up  the  empire.  The  peo- 
ple of  England  will  interpose  and  prevent  such  a catastrophe.' 
Speaking  in  their  name,  we  say,  we  shall  deprive  none  of  their 
consiitniional  privileges;  we  shall  strip  none  of  their  civil  rights; 
but,  at  the  same  time,  we  shall  permit  none  to  rob  others  of  their 
just  station  in  the  commonwealth.  We  shall  suffer  no  ascen- 
dancy. Those  who  are  not  content  to  be  our  equals,  may  rest 
assured  that  they  shall  not  be  our  superiors.  We  have  no  in- 
tention to  do  the  Orangeman  any  injury;  we  shall  only  take  care 
that  he  shall  not  injure  his  fellow  citizens.” 

The  late  desperate  attempt  of  Fieschi  upon  the  life  of 
the  king  of  the  French,  seems  to  have  led  the  crowned 
despots  of  Europe  to  take  new  precaulions  for  their  own 
personal  safety.  It  is  slated  in  a German  paper  that 
at  the  late  convocation  of  sovereigns  at  Kalisch,  the  raea- 
sares  adopted  to  prevent  the  introduction  of  poison  in 
the  meals  and  other  dishes  intended  for  the  royal  person- 
ages, were  strict  in  the  extreme.  At  an  entertainment 
given  to  tlie  emperor  of  Russia,  it  was  observed  that  he 
restricted  himself  to  two  boiled  eggs,  and  deferred  his 
dinner  until  he  could  eat  that  which  had  been  prepared 
by  his  own  cook.  {Amer. 

Tlie  Cincinnati  Evenmg  Post  of  the  27lh  ult.  repre- 
sents the  business  of  this  city  to  be  in  a thriving  condi- 
tion. It  says  “the  river  is  up  about  40  feet  above  low 
water  mark,  and  stationary.  The  landing  is  crowded 
with  boats  from  above,  and  thronged  with  merchandise 
for  below.  The  hotels  are  filled  with  strangers,  and  the 
streets  alive  with  wayfarers  and  rife  with  all  the  bustle 
and  activity  of  business.  The  weather  is  glorious.” 

The  “Boston  Advocate”  says — 

The  militia  hill  has  passed  the  house  of  representatives  in  an 
entirely  new  form,  in  a most  republican  shape.  The  whole 
tribe  of  exempts  have  all  been  cut  off,  and  clergymen,  judges, 
&.C.  are  all  now  required  to  “train.” 

The  J\Tational  Intelligencer^  of  tlie  6th  inst.  says — 

We  are  glad  to  learn  through  a gentleman  recently  from  N. 
York,  that  some  of  the  capitalists  of  that  wealthy  city,  are  about 
embarking  in  an  enterprise  of  great  magnitude,  at  the  head  of 
ship  navigation  in  this  district.  The  enterprise  will  involve  the 
expenditure  of  much  money,  and  the  employment  of  a largq^ 
capital  in  commercial  purposes,  connected  with  the  extensive 
trade  which  is  soon  destined  to  occupy  the  Chesapeake  and 
Ohio  canal.  When  the  great  advantages  which  this  district  of- 
fers, for  manufacturing  as  well  as  commercial  purposes,  become 
known  abroad,  we  have  no  doubt  that  capital  will  be  rapidly  in- 
vested here.  Within  the  distance  of  a few  miles,  the  Potomac 
has  a descent  of  seventy  feet,  and  its  whole  volume  might  be 
converted  into  a power  for  the  movement  of  manufacturing  ma- 
chinery. Sea  vessels  can  approach  to  the  foot  of  the  fall,  and 
from  the  same  point  a magnificent  canal  stretches  away  into  the 
interior,  already  penetrating  nearly  to  the  base  of  the  Alleganies, 
and  furnishing  abundant  supplies  of  coal,  iron,  provisions,  &c. 
We  are  surprised,  indeed,  that  these  peculiar  advantages  have 
not  before  now  engaged  the  attention  of  persons  of  capital  and 
enterprise  from  the  east. 

The  vice  president  of  the  United  States  returned  to  the  city  a 
few  days  ago. 

The  “New  Bedford  Gazette,”  says — 

The  old  cruiser,  in  proper  snake,  has  really  astonished  what 
the  critics  of  Miriam  Coffin  call  “the  Nantuckians.”  It  is  a 
fact  that  as  a company  of  seven  persons  were  rafting  lumber 
from  the  wreck  of  a schooner  on  the  east  side  of  Great  Point, 
they  discovered,  when  about  4 miles  from  Nantucket,  a huge 
mass  floating,  as  it  were,  upon  the  waters.  In  view  of  its 
“questionable  shape,”  they  put  off  in  their  boat  and  advanced 
within  ten/cet  of  it.  There  was  no  doubling  the  fact.  It  was 
a monster  about  seventy-five  feet  in  length,  and  in  all  particu- 
lars answering  the  description  of  the  sea  serpent  not  long  since 
seen  off  Nahant.  He  lay  so  slill  upon  the  surface,  that  it  was 
not  easy  to  determine  whether  he  was  dead  or  alive;  so  captain 
Kelly,  of  Nantucket,  who  tells  the  story,  (and  whose  character 
for  veracity  is  not  questionable)  took  up  a spade  and  struck  the 
gunwale  of  the  boat,  at  the  sound  of  which  the  monster  appa- 
rently sunk,  and  was  seen  no  more.  This  statement  is  attested 
by  the  entire  company,  whose  proximity  to  the  creature  ren- 
ders it  true. 

The  fair  of  tbe  American  Institute,  held  annually  in 
the  city  of  New  York,  excels  this  year  in  the  number  of 


its  specimens,  and  in  the  richness  gnd  gratification  of  it® 
displays,  any  tiling  of  the  kind  ever  before  exhibited  in 
tliis  country.  I'he  number  of  specimens  of  American 
manufacture,  skill  and  enterprise,  amounts  to  txvelve 
hundred,  and  these  embrace  every  variety  almost  that 
enters  into  the  use  and  consumption  of  the  country. 
The  New  York  papers  are  filled  with  the  enumeration 
and  description  of  the  articles.  Even  the  closest  obser- 
ver of  tbe  progress  of  our  country  in  manufactures,  wilt 
be  astonished  at  the  combined  results  of  the  improve- 
ment, as  exhibited  at  the  institute.  Politicians  of  every 
hue  and  persuasion — men  of  all  ranks,  professions  and 
vocations — citizens  of  every  condition  in  life,  may  here 
meet  upon  common  ground,  where  all  contention  is 
hushed,  and  creeds,  opinions  and  prejudices  are  absorbed 
in  the  universal  admiration  of  the  unrivalled  genius  and 
enterprise  of  our  countrymen,  and  in  the  patriotic  and 
fervent  desire  which  the  whole  scene  irresistibly  creates, 
that  this  blessed  land  of  free  institutions  and  wholesome 
laws,  and  religious  liberty,  may  move  on  in  her  career  of 
greatness  and  glory  and  unequalled  prosperity,  a lamp  in 
the  path  and  a light  to  the  feet  of  every  nation  and  king- 
dom and  clime  in  the  known  world. 

{J^exv  Brtmswick  Fredonian. 

[We  Avait  the  official  account  of  this  fair,  for  a particu- 
lar statement  concerning  it.  About  30,000  persons  at- 
tended the  fair.] 

There  are  now  sixty-five  public  papers  in  Pennsylva- 
nia, which  support  the  claims  of  general  Harrison  to  the 
presidency'. 

Five  thousand  bushels  of  wheat  have  just  been  receiv- 
ed in  New  York  from  Liverpool,  which  was  shipped 
from  this  port  in  1831.  A sample  was  yesterday  exhi- 
bited, which  appeared  to  be  in  perfect  order. 

Green  Bay  has  often  been  characterised  as  the  “jumping-off 
place  of  the  west,”  and  persons  leaving  their  friends  at  the  east 
to  come  here,  have  been  by  them  as  good  as  consigned  to  tho 
grave.  Green  Bay!  or  Botany  Bay!  there  was  no  difference — 
out  of  the  world  entirely — nothing  there  but  Indians  and  bears. 
What  will  these  exquisites  say  when  we  tell  them  of  a bank! 
Yes,  a bank  in  Green  Bay;  and  if  any  of  the  speculators  in  Wall 
street  can  tell  a tougher  story  about  subscriptions  to  bank  stock 
than  we  can  tell,  it  must  be  a thumper. 

A bill  passed  the  legislative  council  at  its  last  session,  incor- 
porating the  stockholders  of  the  Wisconsin  bank,  capital  100,000 
dollars;  it  was  scouted  as  being  as  uncalled  for  as  a tunnel  un- 
der the  Atlantic.  The  books  were,  however,  opened  a few  days 
since  at  Mineral  Point! — forty  shares,  ^50  each,  were  subscrib- 
ed for!  The  commissioners  returned  to  this  place  disheartened. 

The  books  were  opened  here  for  three  days  on  Monday  last; 
and  the  test  of  the  business  and  enterprise  of  this  back  woods 
place  was  soon  developed — 27,330  shares,  ^50  each,  equal  to 
$1,336,500  of  capital  stock,  were  subscribed! 

[Green  Bay  Intelligencer. 

Attempted  bank  dobbert.  A bold  attempt  was 
made  on  Saturday  night  to  rob  the  Merchant’s  bank,  of 
Baltimore.  Soon  after  midnight,  tbe  watchmen  of  the 
bank  heard  a noise  which  satisfied  them  that  some  one 
was  attempting  to  enter  it  by  breaking  through  the  wall 
on  the  south  side  of  the  building.  One  of  them  im- 
mediately went  round  to  the  south  side  of  the  exchange, 
and  having  gained  an  entrance  to  the  rotundo,  proceeded 
to  the  Maryland  insurance  office,  adjoining  the  bank,  in 
which  he  suspected  the  attempt  was  being  made.  While 
endeavoring  to  open  the  door  of  the  office,  which  he 
found  bolted  on  the  inside,  he  heard  a movement  within, 
followed  by  the  throwing  up  of  one  of  the  front  windows 
on  Gay  street.  The  rogue,  it  appears,  jumped  from  the 
window,  but  it  is  supposed  did  not  clear  the  iron  railing 
of  the  area  in  front,  and  thus  sprained  his  ancle  severely. 
His  groans  soon  attracted  the  attention  of  the  other 
watchman,  and  as  the  latter  came  up,  the  robber  at- 
tempted to  knock  him  down  with  a short  elastic  stick, 
loaded  at  each  end  with  lead,  which  he  had  attached  to 
his  wrist.  The  watchman,  however,  received  no  injury, 
and  the  rogue  was  secured. 

On  gaining  admission  to  the  insurance  office  a sin- 
gular development  xvas  made.  The  villain,  by  means 
of  false  keys,  had  opened  the  large  book  safe  or  vault 
in  the  office,  and  ha«l  been  industriously  at  work  in  en- 
deavoring to  effect  an  entrance  through  the  brick  wall 
at  its  north  end  into  the  bank.  He  had  already  sue- 
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eeeded,  when  discovered,  in  removing  one  range  of 
the  bricks  for  a space  sufficiently  large  to  admit  him 
easily.  He  had  provided  himself  with  a crowbar,  ham- 
mer, chisel,  brace  with  augers  and  bits  of  a dozen  dif- 
ferent dimensions  for  boaring,  a six  inch  rule,  skeleton 
keys  of  various  patterns  and  dimensions- — in  fact,  every 
implement  which  a regular  workman  would  require  in 
removing  a wall  or  opening  locks.  He  had  even  taken 
care  to  provide  himself  with  a pair  of  white  leather 
gloves,  and  wrap  one  end  of  his  crow  bar  in  cloth,  so 
that  his  hands  might  not  be  blistered  while  engaged  at 
work.  One  of  the  gloves  was  found  in  the  vault,  and 
the  otlier-was  taken  from  him  at  the  watch  house.  It  is 
supposed  that  he  effected  an  entrance  to  the  exchange 
by  opening  one  of  the  basement  passage  doors  with  his 
false  keys,  and  by  the  same  means  opened  the  insurance 
office  and  its  book  vault.  He  says  his  name  is  James 
jPreeman,  and  that  he  is  an  Englishman.  He  vvas  com- 
mitted to  prison  on  Monday  morning.  \_American. 

Stock  jobbing.  In  the  game  of  stock  jobbing  the  small  fry 
play  at  a great  odds  with  the  big  fish.  The  large  capitalists 
have  it  in  their  power  to  break  up  the  little  ones,  by  cornering 
them,  whilst  the  little  ones  can  never  corner  the  big  ones. 
Let  us  suppose  a case  to  prove  this  position.  A given  stock, 
which  for  the  sake  of  convenience  we  will  call  the  humbug 
stock,  is  created  to  the  extent  of  a million  of  dollars.  It  hap- 
pens to  be  in  the  market  below  par.  Ten  capitalists  who  can 
each  raise  $100,000  combine  together  to  run  upon  this  stock, 
and  quietly  get  possession  of  three-fourths,  or  the  whole  of  it, 
even  at  some  advance  of  price.  They  may  occasionally  effect 
sales  purposely  at  a reduction,  so  as  to  give  a fiuctuating  ap- 
pearance to  the  stock,  and  may  even  cause  it  to  have  such  a 
downward  look,  as  to  convince  all  who  are  not  in  the  secret, 
that  the  stock  may  fall  again  below  par.  They  then  order  as 
many  shares  to  be  purchased  on  time,  as  sellers  can  be  found  to 
contract  for,  and  if  they  should  be  able  to  find  gudgeons  enough 
ready  to  swallow  the  hook,  they  may  possibly  purchase  a half 
of  a million  of  dollars  worth  of  stock.  When  the  day  of  deli- 
very approaches,  the  sellers  find  to  their  sorrow  that  the  stock 
instead  of  falling  has  risen,  and  when  the  day  comes  round 
they  find  that  there  is  not  a share  in  the  market  for  sale.  They 
are  thus  at  the  mercy  of  the  buyers,  who  are  now  almost  the 
only  holders,  and  who  may,  if  they  choose,  demand  a hundred 
per  cent,  advance  on  the  stock,  or  more,  and  obtain  it,  or  break 
up  the  sellers. 

Now  this  operation  as  we  have  said,  can  never  be  performed 
by  the  small  capitalists.  They  cannot  combine  rs  the  others 
cari,  and  therefore,  it  is  clear,  that  the  odds  are  against  them. 
The  contest  is  precisely  like  that  between  two  men  fighting, 
one  of  whom  is  standing  in  the  dark  and  the  other  in  the  light. 
The  former  can  see  perfectly  the  position  of  his  adversary  and 
can  therefore  know  how  to  strike  in  with  effect.  The  latter 
can  only  guess  at  the  position  of  his  adversary,  and  if  he  does 
see  him  at  all,  it  is  so  obscurely  as  hardly  to  amount  to  vision. 
It  is  astonishing  that  the  small  dealers  do  not  see  this,  and 
withdraw  from  a contest  with  men  who  can  raise  or  depress 
the  market  at  pleasure,  and  thus  bring  about  a rise  or  fall  that 
will  put  money  in  their  pockets.  [Philad.  Gaz. 

(Jt^Now — in  plain  terms,  is  not  such  proceedings  of  a more 
infamous  character  than  sheep  stealingl 

MELANCHOtv.  On  Saturday  morning  last,  Mr.  Jesse  Con- 
verse met  with  a most  unfortunate  end,  while  at  his  work  in 
his  saw  mill,  on  Muddy  creek.  Some  unknown  cause  brought 
him  in  contact  with  the  saw,  and  he  was  sawed  entirely 
thiough  diagonally,  from  the  shoulder  to  the  hip. 

[Crawford  Messenger. 

The  house  of  Mr.  Joseph  Brooks,  of  Belfast,  Maine,  was  con- 
sumed by  fire  on  the  morning  of  the  38th  ult.  and  five  of  his 
sons  and  a hired  man  perished  in  the  fiamcs.  His  youngest 
child,  two  days  old,  with  his  wife,  being  on  the  lower  floor,  es- 
caped— and  three  others  of  his  children  were  absent  on  visits. 


Naval  operations.  We  learn  from  the  London  United 
Service  Journal,  that  a ship  of  110  guns  called  the  Royal  Sove- 
reign, is  building  at  Portsmouth,  tonnage  3,099.  and  that  the 
frames  of  two  others,  to  be  called  the  Victoria  and  Algiers,  of 
the  same  size  and  metal,  are  preparing  at  Pembroke.  These 
ships  are  the  commencement  of  a new  class  of  first  rates,  of 
tremendous  power,  being  armed  on  the  lower  decks  with  long 
68  pounders. 

The  Courrier  des  Etats  Unis,  of  Saturday,  in  referring  to  the 
foreign  news,  by  the  North  America,  has  this  paragraph:  “All 
Is  calm  in  France;  and  the  only  interesting  aiticlewefind  in 
the  French  journals,  is  that  of  the  considerable  naval  operations 
in  the  maritime  ports.  Besides  the  large  number  of  vessels  at 
sea,  in  the  single  port  of  Toulon,  which  is  the  second  only  in 
France,  there  axe  fifty-nine  vessels  of  all  sizes,  the  greater  part 
of  which  are  preparing  without  intermission.” 

Another  account  says— Considerable  activity  prevails  at  Tou- 
lon. Seven  80  gun  ships  are  getting  ready— for  whai.^ 


tv  ATT  DEPARTMENT. 

Copy  of  a letter  from  his  Britannic  majesty’s  charge 
de  affaires,  transmitted  to  the  navy  department  by  the  se- 
cretary of  state. 

Washington,  October  27,  1835. 

The  undersigned,  his  Britannic  majesty’s  charge  de 
affaires,  has  received  instructions  to  communicate  to  Mr. 
Forsytli,  secretary  of  state  of  the  United  States,  the  high 
sense  entertained  by  his  majesty’s  government  of  the  con- 
duct of  captain  Percival,  commanding  the  United  Slates 
ship  Erie,  in  offering  to  his  majesty’s  minister  at  Buenos 
Ayres  every  assistance  in  his  power  to  British  subjects 
during  the  absence  from  that  port  of  his  majesty’s  ships 
of  war. 

The  undersigned  begs  leave  to  assure  Mr.  Forsyth  that 
he  is  much  gratified  in  being  the  medium  of  this  commu- 
nication, and  he  takes  this  occasion  to  renew  to  the  secre- 
tary of  state  the  assurance  of  his  distinguished  considera- 
tion. (Signed)  Charles  Bankhead. 

The  honorable  John  Forsyth,  &c. 


Natal.  The  United  States  ship  of  the  line  Delaware, 
commodore  Patterson,  is  daily  expected  at  Norfolk,  Irom 
the  Mediterranean. 

The  Fairfield  is  believed  to  be  on  her  return  to  the 
United  States,  with  commodore  Wadsworth  on  board. 

The  Vincennes,  capt.  Aulick,will  return  to  the  United 
States,  by  the  way  of  the  East  Indies. 

Captain  W.  C.  Bolton  has  been  appointed  to  the  com- 
mand of  the  navy  yard  at  Pensacola,  vice  W.  Chauncey, 
deceased. 

It  is  said  that  the  command  of  the  navy  yard  at  Wash- 
ington was  tendered  to  commodore  Biddle,  and  declined. 

[Army  and  JVavy  Chronicle. 

Great  Trinity  church  cause.  By  an  advertisement  in 
this  day’s  paper,  says  the  New  York  Herald,  the  parties  to  the 
great  suit  in  chancery  res|>ecting  the  property  of  Trinity  church, 
are  called  upon  by  6.  Sullivan,  esq.  counsel  in  the  case,  to 
listen  and  hear  the  decision  of  the  court  of  errors  next  month. 

This  is  one  of  the  most  remarkable  causes  ever  tried  in  this 
stale.  The  property  in  question  was  formerly  called  the 
“Queen’s  farm,”  and  extended  to  a great  extent  over  the  pre- 
sent site  of  our  city.  Anneke  Jants,  a fine,  fat,  hearty  jDufcA 
vrou,  owned  it  about  a century  ago.  Trinity  church  has  been 
in  possession  since  that  lime.  The  properly  is  now  valued  at 
thirty  millions  of  dollars,  and  its  yearly  revenue  at  three  mil- 
lions, which  by  charter  is  far  beyond  what  Trinity  church  is 
authorised  to  hold.  Numerous  and  vital  interests  in  this  city 
are  pending  on  the  decision.  If  the  court  of  errors  should  de- 
cide in  favor  of  the  heirs,  a great  many  very  fashionable  people 
who  now  live  out  of  Trinity  church,  will  have  to  give  up  their 
splendid  establishments,  and  betake  themselves  to  other  avo- 
cations— while  some  of  the  pretty  descendants  of  Anneke  Jants 
will  start  up  with  large  fortunes,  and  bear  the  belle  away  in 
Broadway,  in  the  soirees  and  saloons. 

Rochester,  October  3.  The  superintendent  of  our  canal  will 
not  suffer  boats  to  be  passed  through  the  locks,  either  up  or 
down,  until  there  is  an  abatement  of  the  freshet.  Boats  on 
both  sides  have  been  accumulating  since  yesterday  at  noon. 
There  has  not  for  thirty  years  been  such  a rise  in  the  Genesee 
river.  The  feeder  dam  has  given  way,  and  the  flood  rushes 
into  the  canal  without  restraint.  The  waste-weirs  are  all 
hoisted  for  the  relief  of  the  canal.  The  back-w.iter  has  stopped 
all  the  mills  at  the  upper  falls,  none  of  which  have  ground  a 
barrel  of  flour  for  three  days,  and  from  present  appearances, 
will  not  for  six  or  eight  days  to  come. 


Canal  tolls  in  Pennsylvania.  The  tolls  collected  on 
the  state  improvements  this  season  to  Oct.  16,  amounted 


On  the  Schuylkill  canal  to  October  23 
“ Union  canal  “ 

“ Lehigh  canal  “ 

Total  receipts 


,$651,555  22 
371,512  05 
131,398  83 
77,100  00 

$1,231,566  10 


JVerv  York  canal  tolls.  The  total  receipts  to  the  15th 
October,  for  tolls  on  the  New  York  canals,  amount  to 
$4,212,600. 


The  following  is  said  to  be  found  in  a history  of  Con- 
necticut. Soon  after  the  settlement  of  the  town  of  New 
Haven,  several  persons  went  over  to  what  is  now  the  town 
of  Milford,  where,  finding  the  soil  very  good,  they  were 
desirous  of  effecting  a settlement;  but  tiie  jiremises  w'ere 
in  tlie  peaceable  possession  of  the  Indians,  and  some  con- 
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sctentious  scruples  arose  as  to  the  propriety  of  deposing 
and  expelling  them.  To  test  the  case,  a church  meeting 
was  called,  and  the  matter  was  determined  by  solemn 
vote  of  that  sacred  body.  After  several  speeches  had 
been  made  in  relation  to  the  subject,  they  proceeded  to 
pass  votes — the  first  was  the  following;  “Voted,  that  the 
earth  is  the  Lord’s  and  the  fulness  thereof.”  This  pass- 
ed in  the  affirmative,  and  “voted  that  the  earth  is  given 
the  saints.”  This  was  also  determined  like  the  former 
— nem  con — 3d.  “Voted  tue  are  the  saints,”  which  pass- 
ing without  a dissenting  voice,  the  title  was  considered 
indisputable,  and  the  Indians  were  compelled  to  evacuate 
the  place,  and  relinquish  their  possessions  to  the  rightful 
owners. 

Charlotte^  JV*.  C.  October  23.  We  understand  that 
Messrs.  Perry  & Ligon,  of  Raleigh,  have  contracted  for 
the  erection  of  our  branch  mint  building,  for  the  sum  of 
$29,800, 

The  building  is  to  be  125  feet  in  front  by  33^  feet  in 
depth,  with  a projection,  in  therear  of  the  centre,  of  53 
by  36  feet,  and  to  be  two  stories  in  height,  with  a base- 
ment story  of  5 feet  above  the  surface  of  the  ground. 
The  basement,  in  front,  to  be  of  hammer-dressed  range 
work — the  principal  and  attic  stories  of  brick.  The  sills 
and  heads  of  the  windows  to  be  of  stone;  the  cornice  of 
brick,  the  roof  covered  with  zinc.  The  basement  and 
principal  stories  are  to  be  arched,  with  groin  arches, 
throughout  the  front  building.  To  be  completed  by  the 
6th  January,  1837. 

We  find  the  following  among  the  item§  of  late  news 
from  England: — 

“Mr.  Hancock’s  steam  carriage,  from  London  to  Birming- 
ham, travelled  the  whole  distance  at  the  rate  of  10  miles  the 
hour.” 

We  understand  that  the  jail  of  Dauphin  county,  Penn- 
sylvania, is  at  this  time  w'ithout  a single  convict.  This 
looks  well. 

Dauphin  is  a very  large  and  populous  county. 

The  camp  of  Kalisch  is,  or  at  the  latest  European 
dates  was,  the  chief  point  of  interest  for  European  diplo- 
matists. Under  the  guise  of  a military  review,  the  so- 
vereigns of  Russia  and  Prussia,  with  their  ministers,  are 
there  met.  Austria  was  to  have  been  there  too — but  the 
new  emperor  refused'.  The  following  describes  some  of 
the  scenes  at  the  camp.  [.A'.  Y.  American. 

A letter  from  Kalisch,  dated  August  92,  says:  “On  the  day  of 
his  arrival  the  emperor  inspected  the  troops  of  the  encampment, 
who  were  ranged  in  columns  on  the  parade  ground.  The  en- 
trance of  his  imperial  majesty  within  the  bounds  of  the  camp 
was  announced  by  a salute  of  116  guns.  On  the  next  day  the 
troops  filed  off  before  him,  and,  the  parade  being  finished,  the 
emperor  reviewed,  in  the  valley  of  the  Prosna,  between  the  two 
camps,  the  Kourdes,  the  Tscherkesses,  the  Cossacks,  Don  Cos- 
sacks, the  Gruses  and  Circassians,  a body  of  light  cavalry, 
amounting  to  1,600  men,  whose  evolutions  and  sham  fights  pre- 
sented a picturesque  military  spectacle  which  has  not  been  ex- 
hibited to  the  eyes  of  Europeans  since  the  middle  ages.  It  would 
be  difficult  to  imagine  a more  magnificent  sight  than  the  varie- 
gated display  of  800  Kourdish  horsemen  mingled  with  Gruses 
and  Cossacks  richly  clothed,  and  in  the  midst  of  these  the  shin- 
ing helmets  and  glittering  hauberks,  or  coats  of  mail  of  silver, 
of  fifty  Circassian  princes,  recalling  the  descriptions  of  “I  van- 
hoe;”  to  which  may  be  added  repeated  discharges  of  pistols, 
frequently  drowned  in  shouts  of  the  Allah  il  Allah!  of  the  Mus- 
sulmans, and  the  hurrahs  of  the  Cossacks.  Little  was  wanting 
to  give  a perfect  idea  of  a real  battle,  particularly  when  400 
Kourdes  rushed  at  full  gallop  from  one  end  of  the  field  to  the 
other,  and  actually  fighting  so  serimisly  to  gain  possession  of 
the  standard  won  at  Erzerum,  that  20  generals  with  their  aides- 
de-camp  vainly  tried  to  separate  them,  till  the  monarch  himself, 
their  Padischah,  was  obliged  to  interfere,  and  threaten  them  by 
holding  up  his  finger,  and  even  then  several  of  them  were 
wounded.  Yesterday  there  was  a review  of  general  Rudiger’s 
division,  and  the  cavalry  of  the  guard,  which  had  just  arrived. 
After  the  emperor,  with  the  duke  of  Nassau  and  the  prince  of 
the  Netherlands,  and  his  numerous  and  brilliant  suite,  had  pass- 
ed along  the  front  of  these  corps,  which  were  drawn  up  in  five 
lines,  they  presented  arms  at  the  word  of  command  given  by  his 
majesty  himself,  who  then  addressed  the  prince,  his  victorious 
captain,  and  embraced  him  in  the  face  of  his  troops,  amidst  as- 
tounding cries  of  joy.  Prince  Frederick  of  the  Netherlands  left 

at  seven  this  evening.  The  emperor  is  expected  to  remain 
above  a week.  The  first  days  will  be  employed  in  the  execu- 
tion of  grand  manoevres.” 


Sales  of  national  property  in  Portugal.  Sales  of  na- 
tional property  in  Portugal,  by  authority  of  the  minister  of  fi- 
nance, are  advertised  from  time  to  time  in  the  London  papers. 
A sale  is  to  take  place  on  the  9ih  and  10th  of  December  of  ex- 
tensive estates,  consisting  of  the  property  of  the  monastery  of 
Santa  Maria,  at  Alcobaea,  value  at  24.600,000  reis — of  the  con- 
vent of  Santa  Maria  Magdalena,  at  Evora,  valued  at  24,400,000 
—of  the  convent  of  Saint  Antonio,  at  Covilha,  valued  at 
16,400,000 — property  of  the  house  of  the  Holy  Ghost,  valued  at 

4.416.000,  and  several  other  convents  valued  in  all  at  about 

125.000. 000  reis. 

At  a sale  on  the  7th  of  September,  property  of  the  house  of 
the  Hol}'^  Ghost  and  other  convents  was  disposed  of,  which  was 
rated  in  the  official  valuation  at  25,8.34,000  reis,  and  was  sold  in 
fourteen  parcels  for  103,785,000  reis,  of  which  8,305,000  was 
paid  in  cash  and  the  rest  in  bonds.  On  the  9th  of  September, 
property  valued  at  20,992,000  was  sold  for  46,781,000,  and  on 
the  lltli,  property  valued  at  29,631,280,  was  sold  for  61,1.36,000. 

Philadelphia  and  Baltimore.  When  the  rail  roads  now 
in  contemplation  between  these  two  cities  are  finished,  the  dis- 
tance between  the  two  cities  by  them  will  be  92^  miles,  accord- 
ing to  a report  of  Mr.  Strickland,  as  follows: 

The  distance  from  Baltimore  to  the  Susquehannah,  at  Havre 
de  Grace,  by  Mr.  Latrobe’s  line  of  rail  road,  is  35^  miles. 
From  the  Susquehannah  to  the  line  of  the  state  of 
Delaware,  17| 

From  the  line  of  the  state  of  Delaware  to  that  of 
Pennsylvania,  29 

From  tlie  line  of  the  state  of  Pennsylvania  to  the  city 
of  Philadelphia,  17J 

Total  distance,  92J  miles. 

Being  the  shortest  possible  distance  between  the  two  cities. 

Gold  and  silver  mine.  A patent,  says  the  Albany  Adver- 
tiser, has  been  taken  out  at  the  secretary’s  office,  founded  on 
the  discovery  of  a mine  in  Mamakating,  Sullivan  county,  on 
the  farm  of  Timothy  Godfrey,  where  it  approaches  the  Dela- 
ware and  Hudson  canal.  There  have  been  two  trials  of  the 
ore.  The  last  in  1 lb.  of  ore  gave  grains  of  gold  and  6|  grains 
(»f  silver.  3’he  average  quantity  iti  a ton  has  proved  to  be  gold 
6 nzs.  5 pennyweights.  Silver  20  ozs.  16  pennyweights,  20 
grains. 

The  proprietors  have  commenced  working  the  mine,  and 
I hey  have  great  confidence  in  its  success.  We  have  seen  a spe- 
cimen of  the  ore,  but  it  appears  to  contain  copper. 

The  Montreal  Herald  of  the  22d  ult.  observes— 

“It  is  melancholy  to  witness  the  animosities,  the  heart-burn- 
ings,‘the  strifes  and  bitter  hatreds,’ which  exist  in  that  mis- 
called ‘land  of  liberty,’  the  United  States.  Sect  is  ranged  against 
sect,  both  iti  politics  and  in  religion,  with  a demoniacal  spirit, 
no  falsehood,  however  gross,  but  receives  its  host  of  supporters. 
Reason  leaves  her  throne,  which  is  usurped  by  lawless  and  un- 
goveniable  passions.  Wherever  there  is  a minority,  it  must  be 
sacrificed  to  the  wild  impulses  of  a majority,  whether  it  be  on 
account  of  a convent  or  a theatre,  a post  office  or  a church,  a 
mason  or  an  anti-mason,  an  Irishman  ora  negro.  The  true 
bondsmen  are  the  minority,  no  matter  on  what  question,  to 
whom  freedom,  neither  of  speech  nor  of  action,  is  allowed.  No 
wonder  that  a British  house  of  commons  paused  in  its  down- 
ward careei!” 

THE  NEXT  CONGRESS. 

The  “Journal  of  Commerce”  has  revised  its  list  of 
members  of  the  ensuing  congress,  and  thus  rates  the 
members  of  the  senate,  after  giving  the  names  of  the 
members: 

Anti-Van  Buren 25 

Van  Buren 19 

Doubtful 3 

Vacancy 1 

48 

It  is  to  be  borne  in  mind  that  Michigan  is  already  a state, 
wanting  the  single  act  of  admission  into  the  union,  and  that  the 
legislature  is  already  elected  which  will  choose  her  senators  to 
coTrigress.  That  legislature  is  thoroughly  Van  Buren.  Of  course 
the  Michigan  senators  will  be  of  the  same  politics.  Adding 
these  to  the  list,  the  account  will  stand: — 


Anti-Van  Buren 25 

Van  Buren ....21 

Doubtful 3 

Vacancy 1 
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In  this  list,  Messrs.  McKean^  Hendricks  and  King^  of 
Alabama,  are  placed  as  “doubtful,”  and  the  vacancy  is  in 
Mississippi.  We  think  that  there  are  other  “doubtful” 
votes — as  to  Mr.  Van  Buren;  and  it  appears  most  proba- 
ble that  Mississippi  will  send  a senator  opposed  to  him. 

The  summary  of  the  house  stands  thus— 
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Whig. 

Van  Buren. 

Doubtful. 

Maine 

6 

0 

New  Hampshire 

..  0 

5 

0 

Massachusetts 

0 

1 

Connecticut 

6 

0 

Rhode  Island 

2 

0 

Vermont 

0 

0 

New  York 

....  9 

30 

0 

New  Jersey 

6 

0 

Pennsylvania 

17 

0 

Delaware 

0 

0 

Maryland 

....  5 

3 

0 

Virginia 

16 

0 

North  Carolina 

6 

0 

South  Carolina 

2 

0 

Georgia 

9 

0 

Alabama 

. . . . 5 

0 

0 

Louisiana 

1 

0 

Tennessee 

2 

0 

Kentucky 

...  8 

4 

1 

Missouri 

1 

0 

Illinois 

3 

0 

Indiana 

1 

6 

0 

Ohio 

9 

0 

101 

134 

2 

Van  Buren 

Anti-Van  Buren. 

Doubtful 

2 

Vacancies 

240 

The  doubtful  members  are  Mr.  Borden,  from  Massa- 
chusetts, and  Mr.  Williams,  from  Kentucky — and  (lie  va- 
cancies is  one  in  New  Yoik,  in  the  place  of  Mr.  White, 
and  two  in  Mississippi,  to  be  elected.  But  the  friends 
of  the  present  administration  are  put  down  as  the  friends 
of  the  succession  to  the  presidency,  which  we  think  is  a 
material  error,  and  especially  as  to  the  members  from 
Pennsylvania;  and,  also,  for  some  other  states.  The  elec- 
tion or  ^ speaker,  and  of  a printer  to  the  house,  (which 
will  be  the  first  business  of  the  session),  will  tell  us  “how 
the  land  lies.” 

MICHIGAN. 

The  people  of  the  territory  of  Michigan  having,  during  the 
last  summer  assembled  in  convention,  and  formed  a state  con- 
stitution, proceeded,  on  the  5th  and  6th  ultimo,  agreeably  to 
its  provisions,  to  the  election  of  a governor,  lieutenant  go- 
vernor, member  of  congress,  members  of  the  slate  legislature, 
&c.  and  when  the  legislature  meets,  it  will  appoint  two  se- 
nators to  congress,  who,  with  the  representative,  will  at  the 
next  session  present  the  constitution  of  the  new  state,  and  ask 
its  admission  into  the  union,  and  their  admission  to  their  seals. 
Whether  the  application  will  be  successful  or  not  we  cannot 
undertake  to  say.  The  usual  mode  of  admitting  a new  mem- 
ber into  the  confederacy  is,  first,  by  act  of  congress,  to  autho- 
rise it  to  form  a constitution,  which  being  presented  and  ap- 
proved by  congress,  the  new  state  is  admitted  into  the  union 
on  the  same  footing  as  the  original  states. 

Whatever  be  the  fate  of  the  application  from  Michigan  at  the 
next  session  of  congress,  it  is  the  design  of  the  people,  we  un- 
derstand, no  longer  to  recognise  the  territorial  forms  or  au- 
thorities, with  the  exception  of  the  judiciary  branch — but,  in 
all  other  respects,  to  proceed  under  their  constitution  and  state 
government  as  though  it  had  been  sanctioned  by  congress.  How 
they  mean  to  dispose  of  the  territorial  governor,  legislative 
council,  delegate,  &c.  we  are  not  advised.  hitel. 

The  new  acting  governor  of  Michigan,  has  become  decidedly 
obnoxious  to  the  citizens  of  that  territory.  The  Detroit  Free 
Press  thus  concludes  a long  article  in  relation  to  his  conduct — 

“We  have  no  hesitation  in  pronouncing,  what  i§  almost  the 
undivided  sense  of  this  community,  that  Mr.  John  S.  Horner 
is  utterly  unqualified  and  unfit  for  the  station  in  which  he  has 
been  placed.  We  trust,  however,  that  the  forbearance  of  the 
people  of  Michigan  will  continue  to  be  exercised  for  the  few 
remaining  days  of  their  territorial  existence.  On  the  first  Mon- 
day in  next  month,  they  become  a state;  they  will  then  have 
their  own  executive,  legislature  and  other  public  officers;  they 
will  then  take  care  of  their  own  rights  and  interests,  protect 
their  territorial  possessions,  punish  the  transgressors  of  their 
laws  and  repel  invasion.” 

The  elections  In  Michigan  were  going  on,  during  the  forepart 
of  week  before  last,  and  no  doubt  resulted  in  the  choice  of  Mr. 
Mason,  the  late  acting  territorial  governor,*  as  the  first  go- 
vernor under  the  new  »late  organization.  To  illustrate,' in 
some  faint  degree,  the  operation  of  “the  instrument  called  the 
constitution  of  Michigan,”  we  copy  the  following  paragraph 
from  the  Detroit  Journal  of  the  8th  instant: 

We  have  heretofore  expressed  our  opinion  of  that  instru- 
ment; and  the  more  we  consider  its  provision  relative  to  voters, 
the  greater  becomes  our  amazement  that  a convention  could 
have  been  found,  any  where  within  the  United  States  territorial 


♦Stevens  T.  Mason  is  elected  governor,  and  Edward  Mon- 
day, lieutenant  governor. 


limits  and  jurisdiction,  so  strangely  misled  as  to  adopt  it.  We 
look  upon  it,  in  truth,  as  a legal  nullity,  con.sjdcritig  the  manner 
in  which  the  body  that  formed  it,  oViginatfMl;  and  we  regard 
the  provision  respecting  voters  as  by  far  the  most  inexcusable, 
extravagant  an<l  flagrant  proposition  to  pro.^tratc  the  constitu- 
tion of  llie  Unitcil  States  which  the  hi.story  of  the  country  has 
yet  furnished.  We  call  it  a proposition  to  (uostrate,  because 
we  cannot  harbor  the  belief  for  a moment,  that  either  house  of 
congress  will  give  the  smallest  countenance  to  so  gross  an 
outrage  upon  one  of  their  own  most  clearly  vested  powers:  If 
they  do,  they  may  as  well  abandon  the  right  to  make  war,  lay 
taxes,  coin  money,  and  all  the  rest.  The  Detroit  Journal  says: 

“By  a register  kept  at  the  polls  a majority  of  the  votes  polled 
in  this  city,  were  the  votes  of  British  and  German  suljects. 

“Many  citizens  were  so  deeply  disgusted  that  they  would 
not  vole. 

“It  seems  to  be  the  settled  construction  of  the  instrument  call- 
ed the  constitution  of  Michigan,  that  the  subjects  of  European 
slates  are  to  have  the  same  voice  in  constituting  the  proposed 
state  government,  llie  representatives  in  consiress,  and  indi- 
rectly the  senators  of  the  United  States  as  American  citizens. 

“What  will  the  people  of  the  United  States  say  to  this?” 

From  the  New  York  Courier.  'J'he  following  article  which 
we  copy  from  the  Detroit  Journal  of  the  13th  instant,  is  omi- 
nous of  evil  to  governor  Horner,  and  we  should  not  marvel 
very  much  if  he  should  wish  before  he  is  ihrongh  with  his 
governorship,  that  he  had  “staid  in  the  corner”  before  he 
“hauled  out  his  plum,”  and  went  into  the  troublesome  chief 
magistracy  of  Baraiaria. 

In  addition  to  the  statement  of  the  Journal,  we  see  in  tlmt 
paper,  the  proceedings  of  a public  meeting  held  at  Detroit  on 
the  evening  of  the  12th,  by  which  it  appears  that  the  acting 
governor  addressed  the  citizens  in  a speech  of  some  length 
“and  of  much  ability,”  in  explanation  of  the  views  of  the 
government  with  regard  to  the  territorial  controversy  with 
Ohio,  and  declaring  his  own  intentions  in  that  behalf.  After 
Mr.  Horner  had  retired,  the  meeting  called  itself  to  order,  ap- 
pointed a chairman,  and  passed  several  pretty  pungent  resolu- 
tions; among  which  were  the  following: 

'•^Resolved,  That  we  properly  ap|>reriatc  the  motives  vrhich 
have  induced  our  acting  chief  magistrate,  in  explaining  to  this 
meeting  the  nature  of  his  instructions,  the  views  and  policy  of 
the  general  government,  and  his  proposed  course  with  regard 
to  the  boundary  controversy;  and  that  it  will  afford  to  ns  great 
satisfaction  to  find  that  temporising  policy,  a modification  \n- 
stead  of  a strict  execution  of  our  laws,  shall  be  found  to  meet 
the  desired  object. 

'^Resolved,  That  If  our  present  secretary  of  the  territory  should 
find  it  beyond  his  control,  either  from  the  nature  of  his  in- 
structions, his  feelings  of  tenderness  towards  those  who  have 
for  a long  period  of  lime  set  at  defiance  as  well  the  laws  of  this 
territory  as  those  of  the  United  States,  or  any  feelings  of  deli- 
cacy entertained  towards  the  executive  of  a neighboring  state, 
who  has  in  vain  endeavored  to  take  a forcible  possession  of  a 
part  of  our  territory,  to  enable  him  to  properly  carry  into  effect 
the  existing  laws  of  this  territory,  it  is  to  be  hoped  he  will  re- 
linquish the  duties  of  his  office,  and  return  to  the  land  of  his 
nativity.” 

I’his  is  not  very  equivocal  language  it  must  be  confessed  and 
augurs,  we  fear,  any  thing  but  a bed  of  roses,  for  governor 
John  Horner.  If  we  mistake  not,  indeed,  he  already  wishes 
himself  back  in  old  Fauquier  where  he  went  from,  and  where 
he  appears  to  have  led  a very  quiet  sort  of  life.  But  we  may 
as  well  give  the  article  from  the  Detroit  paper,  and  here  it  is: 

“There  is  at  present  a good  deal  of  excitement  prevailing  at 
Monroe,  arising  from  the  course  pursued  by  secretary  Horner, 
in  carrying  out  in  his  own  way,  the  views  of  the  president  in 
relation  to  the  southern  boundary,  Mr.  Horner  it  seems,  in 
pursuance  of  the  spirit  of  his  instructions  front  the  presiilent, 
pardoned  the  persons  accused  and  arrested  for  a breach  of  our 
laws.  The  novelty  of  exercising  the  pardoning  power  before 
conviction,  called  forth  from  the  people  of  Monroe  a free  di.s- 
cussioii  of  the  act,  and  a series  of  resnliitioris.  growing  out  of 
the  present  stale  of  feeling  there,  will  be  found  below. 

“The  blustering  and  angry  demeanor  assumed  by  his  excel- 
lency on  the  occasion  of  some  of  the  officers  quest ioning  the 
propiiety  of  complying  with  his  instructions  in  the  performance 
of  their  duties,  is  represented  ns  bring  irresistibly  ludicroiis, 
whilst  his  threats,  and  remarks  in  reference  to  the.  people  of 
Michigan  were  justly  calculated  to  excite  disgust,  and  the  se- 
verest reprehension. 

“If  the  president  deemed  it  necessary  that  his  views  in  re- 
lation to  the  southern  boundary,  conflicting  ns  they  do  with 
those  entcrtaiticd  by  the  authorities  here,  should  be  carried 
into  effi'Ct,  why  did  he  not  send  on  a person  adequate  to  the 
discharge  of  duties,  which  the  exigencies  of  the  case  might 
demand?  But  we  will  leave  this  matter  in  the  hands  of  the 
Van  Boren  men  to  settle  in  their  own  way.  It  is  a family 
quarrel  in  which  we  have  no  particular  concern.  IfMichigan 
is  disgraced,  let  the  blame  be  attributed  to  the  right  source. 

From  the  Detroit  Free  Press. 

We  stop  the  press  to  announce  a report  that  governor  Hor- 
ner has  received  from  the  president  of  the  United  States,  notice 
of  his  determination  to  sustain  the  laws  establishing  the  terri- 
torial .government  of  Michigan. 

We  have  no  doubt  of  the  president’s  course  In  relation  to 
this  subject.  He  could  not  pursue  a different  one. 

Woodbridge  Is  probably  elected  delegate  to  congress. 
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A governor  nearly  Lynched. 

Tlie  Detroit  Journal  ofa  late  date  say:*— “We  regret  to  learn 
that  a highly  disreputable  riot  occurred  at  Ypsilanti  on  Monday 
night.  The  house  in  which  the  acting  governor  lodged  was  as- 
sailed, the  windows  of  his  chamber  broken;  and  to  secure  him- 
self from  their  missiles,  he  was  obliged  to  remove  a part  of  his 
bed  to  the  floor,  where  he  slept  till  morning,  ft  was  Clark’s  ta- 
vern. In  the  morning,  we  are  informed,  the  host  charged  him 
.5  dollars  to  pay  for  the  damage  done  by  the  mob  to  his  house!” 
Truly  the  worthy  secretary  and  acting  governor  of  the  would-be 
state  of  Michigan,  is  in  a sad  predicament;  but  he  no  doubt 
counted  the  consequences  when  he  accepted  the  station,  and 
also  made  his  calculations  as  to  a suitable  reward  from  the  exe- 
cutive. To  be  serious,  the  people  of  Michigan  will  not  win  the 
admiration  of  honest  men  and  friends  of  public  order,  by  such 
conduct  as  that  described  in  the  paragraph  quoted  above. 
They  are  about  making  application  to  congress  for  admission 
into  the  union— they  have  just  escaped  a conflict  wilh  Ohio- 
arid  they  should  show  their  good  sense  and  patriotism  by  sub- 
mitting for  a brief  season  at  least,  to  the  executive  authority  of 
the  acting  governor.  We  cannot  in  terms  too  strong  express 
our  censure  of  the  discreditable  conduct  above  alluded  to.  Mr. 
Horner  is,  by  the  law,  the  highest  public  officer  of  Michigan, 
and  surely  no  good  citizen  should  for  a moment  sanction  the 
discourtesy  and  violence  of  the  rioters  of  Ypsilanti.  It  is  time 
for  the  public  to  speak  out  in  relation  to  the  Lynch  law.  We 
have  already  bad  too  much  of  it. 

■ @ ■ 

TEXAS. 

From  the  N'etv  York  Courier  and  Enquirer. 

Advices  from  Vera  Cruz  to  the  20th  and  Tampico  to  the  23d 
September,  have  reached  us  via  New  Orleans, 

Intelligence  of  the  capture  of  the  Mexican  schooner  el  Correo, 
by  the  American  merchant  vessel,  San  Felipe,  having  reached 
the  governor  of  Melatnoras,  it  was  immediately  transmitted  by 
him  to  Tampico  and  Vera  Cruz,  and  from  the  latter  place  it 
was  despatched  by  express  to  the  president  at  his  seat  of  Manga 
de  Clavo,  as  well  as  to  the  ministers  in  the  city  of  Mexico. 

This  event,  in  conjunction  wilh  the  information  previously 
received  of  the  determination  of  the  North  Americans — as  the 
inhabitants  of  Texas  are  generally  called — to  resist  the  autho- 
rity of  the  Mexican  government,  and  more  especially  the  mea- 
sures that  that  government  had  ihonglit  proper  to  adopt  for  the 
purpose  of  stopping  the  smuggling  carried  on  through  Texas,  has 
produced  a general  excitement  against  this  union,  and  it  was 
believed  that  Mr.  Butler,  our  charge  d’affaires,  who  had  just 
landed  at  Vera  Cruz,  on  his  return  from  hence,  would  not  be 
received,  unless  rep.aration  be  made  for  what  is  termed  an  un- 
lawful attack  on  their  national  flag. 

It  was  confidently  asserted  at  Vera  Cruz  that  the  government 
was  determined  to  put  down  the  insurrectionary  movements  in 
Texas.  Brigadier  Cos,  commander-in-chief  of  the  eastern  de- 
partments, had  its  head  quarters  at  Monterry,  in  Texas,  with 
1,500  infantry,  and  500  light  cavalry  under  his  command.  Coi. 
Ugarteched,  who,  with  300  infantry  and  250  horses,  occupied 
Bejar,  received  orders  to  march  to  San  Felipe,  to  which  place 
the  magazines  formed  .at  Bejar  and  Metagorda  were  also  to  be 
removed.  Two  armed  schonnors  had  sailed  from  Tampico  for 
the  coast  ofTexas,  and  a brig  was  fitting  out  at  Vera  Cruz  for 
the  same  destination.  Brigadier  Cos  has  been  instructed  by 
the  general  government  to  call  on  the  Indians  for  assistance  if 
necessary  and  to  offer  them  two  or  three  hundred  thousand 
acres  of  land  on  the  eastern  frontier  of  the  colony,  as  an  in- 
ducement to  them  to  afford  it.  Commissioners  had  already  vi- 
sited the  Camanches  tribes  who  inhabit  the  banks  of  the  Rio 
Bravo  del  Norte,  and  a treaty  liad  been  concluded  with  some  of 
their  chiefs,  its  provisions,  however,  had  not  been  made  public. 
Large  quantifies  of  arms,  ammunition  and  provisions  have  been 
shipping  for  some  weeks  past  at  Metamoras, Tampico  and  Vera 
Cruz,  for  Matagorda,  and  apprehensions  are  entertained  that  an 
embargo  will  now  be  laid  on  foreign  vessels,  and  they  be  oblig- 
ed to  carry  troops  to  Texas. 

We  annex  the  particulars  of  the  public  meetings  which  have 
been  held  in  Louisiana,  for  the  purpose  of  affording  aid  to  the 
Americans  in  Texas,  who  are  involved  in  the  approaching  con- 
test between  the  troops  of  Santa  Anna  and  the  people  of  that 
province.  We  observe,  by  a paragraph  in  a New  Orleans  pa- 
per, that  arms  and  ammunition  are  to  be  furnished  to  &uch  of 
the  citizens  of  that  place  as  have  volunteered  to  go  to  Texas, 
and  that  their  passage  is  to  he  paid  as  far  as  Nachitoches.  The 
steamer  Ouachita  was  to  have  sailed  from  New  Orleans  on  the 
I7th  with  the  volunteer  force. 

From  the  yew  Orleans  Bee,  Oct.  14. 

The  eHlhti.siasm  displayed  by  our  fellow  citizens  at  the  meet- 
ing last  evening  in  favor  of  the  people  of  Texas,  deserves  the 
highest  commendation.  The  meeting  was  intended  to  be  only 
a preparatory  one,  consisting  of  the  immediate  friends  of  the 
Texians,  and  as  soon  as  the  hour  arrived,  the  committee  room 
w’as  thronged  with  an  anxious  audience. 

William  Christy,  esq.  was  called  to  the  chair,  and  James  Ra- 
mage,  esq.  appointed  secretary,  after  which  a committee  was 
nominated  to  draft  resolutions.  During  the  retirement  of  the 
committee,  Messrs.  Fisher  and  Gustave  Schmit  addressed  the 
meeting. 

Mr.  Fisher  stated  that  he  had  recently  been  exiled  from 
Mexico.  lie  had  formerly  been  a citizen  of  the  United  Stales, 
but  had  resided  for  ten  years  in  Mexico,  where  he  had  formed 
extensive  connexions,  mercantile  and  otherwise— he  had  lately 


edited  a journal  in  Metamoras,  hut  in  consequence  of  having 
made  some  free  remarks  on  passing  events,  he  was  ordered  to 
leave  Mexico  in  tiiree  days.  He  stated  that  there  are  three 
parties  at  present  in  Mexico — one  composed  of  the  clergy  and 
military  wlio  are  for  a consolidated  government  under  a trium- 
virate form  wilh  Santa  Anna,  Bravo  and  Lucius  Alaman  at  its 
head — another  composed  of  liberals  who  desire  to  retain  the  fe- 
deral republic,  as  fixed  by  the  constitution  of  1824 — and  a third 
in  favor  of  monarchy,  and  for  placing  a scion  of  the  house  of 
Bourbon  on  the  throne  of  Mexico.  He  stated  that  the  aristo- 
cratic party  are  resolved  to  subjugate  Texas  at  all  hazards,  and 
to  expel  all  Americans  from  that  state,  and  that  the  liberal  party 
are  so  firmly  resolved  to  sustain  the  Texians,  if  they  sustain 
the  constitution  of  1824,  which  is  now  the  pivot  of  the  contest 
between  the  opposing  parties.  If  Texas  prove  victorious,  then 
will  republicanism  and  constitutionality  conquer  in  Mexico — 
but  if  Texas  is  worsted,  then  a despotic  rule  will  be  substitut- 
ed. He  entered  also  into  particulars  concerning  the  present  in- 
vasion ofTexas,  and  showed  that  it  has  long  been  contemplat- 
ed by  Santa  Anna,  although  he  had  before  expected  to  postpone 
it  till  the  commencement'of  next  year.  He  slated  that  ere  Cos 
went  to  San  Antonio,  he  took  large  sums  from  the  custom 
house  of  Metamoras;  but  that  be  will  soon  fail  of  ways  and 
means  in  the  interior  of  the  country,  and  that  the  invaders  must 
prove  a prey  to  the  daring  Texians. 

Mr.  Schmidi  also  eloquently  advocated  the  cause  of  the  peo- 
ple in  Texas,  in  supporting  resolutions  proposed  by  Mr.  O.  de 
A.  Sanlangclo. 

The  committee  returned,  and  through  Mr.  Caldwell  present- 
ed the  following  resolutions  to  the  meeting. 

Resolved,  That  this  meeting  warmly  and  sincerely  sympa- 
thise wilh  our  brethren  in  Texas,  now  engaged  in  a war  forced 
upon  them  for  their  rights  and  liberties  as  freemen. 

Resolvetl,  That  we  will  aid  and  support  them  by  every  means 
in  onr  power,  consistent  with  the  duties  we  owe  to  our  own 
government,  to  save  them  from  the  tyrant’s  military  rule. 

Resolved,  That  a committee  of  six  be  appointed  to  corres- 
pond with  the  provisional  government  of  Texas,  and  also  with 
such  other  committees  as  may  be  appointed  tiironghoiit  the 
United  States  in  favor  of  the  same  sacred  cause  which  our  fa- 
thers in  ’76  defended,  and  which  we  their  descendants  are  as- 
sembled to  support. 

Resolved^  That  said  committee  be  authorised  to  receive  such 
donations  as  may  be  given  for  the  relief  of  our  brethren  in 
Texas;  and  appropriate  the  same  in  such  manner  as  they  or  a 
majority  of  them  may  deem  expedient  for  the  interests  of  the 
noble  cause  in  which  they  are  engaeed. 

Resolved,  That  J.  H.  Caldwell,  W.  Bryan,  Wl.  Bogart,  J.  P. 
Niven,  W.  L.  Hodge  and  Thomas  Banks  be  appointed  mem- 
bers of  said  committee. 

Resolved,  That  the  president  and  secretary  be  added  to  said 
committee. 

Resolved,  That  the  officers  of  the  meeting  be  authorised 
forthwith  to  open  a list  for  volunteers  to  enter  in  the  aid  of  the 
3’exians  for  defence  of  their  rights. 

VV.  Bogart,  J.  H.  Caldwell  and  W.  Bryan. 

The  resolutions  were  unanimously  adopted;  and  lists  imme- 
diately opened  in  the  large  room  of  Banks’  arcade  for  subscrip- 
tions and  volunteers. 

But  so  den.se  was  the  crowd  in  this  room,  after  the  meeting 
above  stairs  had  adjotirned,  that  the  proceedings  were  com- 
nteneed  de  novo,  to  satisfy  as  well  as  gratify  the  multitude  as- 
sembled. 


MEETING  AT  NATCHITOCHES. 

At  a meeting  of  tlte  citizens  of  Natchitoches  convened  on  the 
7ih  of  October,  1835,  at  the  Red  River  exchange,  Dr.  John  Sib- 
ley was  called  to  the  chair,  and  J.  E.  Carr  was  appointed  se- 
cretary. 

John  R.  Dunn,  esq.  having  in  an  appropriate  address  declar- 
ed the  object  of  this  meeting  to  be  to  express  onr  sympathy 
with  the  inhabitants  of  Texas,  who  are  about  to  suflTer  from  the 
lawless  and  tyrannical  attempt  to  trample  their  liberties  under 
foot,  and  to  deprive  them  of  the  rights  and  immunities  to  which 
as  men  and  as  freemen,  they  are  entitled. 

On  motion  of  Dr.  C.  G.  Lewis,  resolved  that  a committee  of 
five  be  appointed  to  prepare  the  resolutions  expressive  of  the 
sense  of  this  meeting  on  the  alarming  situation  of  affairs  in  the 
neighboring  province  of  Texas,  whereupon  Messrs.  John  A. 
Dunn,  C.  G.  Lewis,  P.  W.  Wilkins,  D.  S.  Koufman  and  J.  B, 
Carr,  were  appointed  on  the  said  committee,  and  having  retir- 
ed, in  a few  moments  reported  the  following  preample  and  re- 
solutions, which  were  unanimously  adopted. 

Whereas,  the  rights  and  liberties  of  our  feliow  countrymen  of 
the  neighboring  province  of  Texas,  are  endangered  by  the  vio- 
lent and  despotic  course  of  general  Santa  Anna,  the  rights  of 
their  state  trampled  upon,  their  governor  thrown  into  prison, 
and  their  legislature  dispersed  at  the  point  of  the  bayonet. 

And  whereas  we  have  just  learned  with  great  concern,  that 
a trained  band  of  myrmidons  has  lately  landed  near  the  mouth 
of  the  Brasos,  under  the  command  of  general  Cos,  wilh  the  de- 
clared intention  of“disarming  the' people,  creating  a military 
government  and  confiscating  the  property  of  the  rebellious.” 

Therefore,  resolved,  That  this  meeting  regard  the  situation  of 
the  people  of  Texas  as  commanding  their  most  lively  feelings; 
and  that  w«  cannot  look  upon  a brave  and  generous  people, 
who  have  remained  loyal  to  their  oaths  and  to  the  constitution, 
oppressed  by  a usurper  who  seeks  to  reduce  them  to  the  condi- 
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tion  of  slaves,  by  bayonets  placed  in  the  hands  of  a mercenary 
Soldiery,  whose  whole  aim  and  end  are  rapine  and  massacre. 

Resolved,  That  we  will  lend  them  all  possible  assistance  in 
their  struggle  for  liberty  and  the  constitution,  in  the  event  that 
it  may  be  necessary  for  them  to  throw  otflhe  yoke  of  their  op- 
pressors, and  assume  among  the  nations  of  earth,  that  “inde- 
pendent station  to  which  the  laws  of  nature  and  of  nature’s 
God  entitle  them.” 

Resolved,  That  the  majority  of  the  people  of  Texas  are  bone 
of  our  bone  and  flesh  of  our  flesh,  that  they  are  united  to  us  by 
the  ties  of  nativity  and  kindred,  and  that  they  are  engaged  in 
the  same  cause  in  defence  of  which,  their  and  our  forefathers 
bled  and  died — the  great  cause  of  constitutional  liberty. 

Resolved,  That  in  times  past,  we  have  fr«ely  and  with  an  ho- 
nest pride,  contributed  our  aid  to  the  disenthralraent  of  Greece, 
the  festoratioB  of  Poland  and  the  liberation  of  Mexico,  and  that 
we  cannot  now  refuse  our  sympathy  and  aid  to  those  who  are 
advocating  the  same  principles,  and  who  are  endeared  to  us  by 
every  tie  that  can  bind  one  people  to  another. 

Resolved,  That  in  The  defence  of  Texas  from  an  external  ene- 
my, the  treasures  and  blood  of  some  of  the  best  citizens  of  the 
union,  and  espeeially  of  Louisiana  were  freely  expended;  and 
that  now  in  the  hour  of  her  conflict  and  trial,  we  cannot  resist 
the  eall  to  protect  her  from  the  ruthless  fangs  of  an  internal 
despot. 

Resolved,  That  we  feel  proud  that  the  citizens  of  Texas  have 
shown  an  abiding  attachnrent  to  the  principles  in  which  they 
have  been  educated;  that,  although  few  in  number,  they  have 
shown  themselves  genuine  Americans,  that  they  repudiated 
the  ambitious  and  dangerous  attempts  of  Santa  Anna  at  cen- 
tralism, consolidation  and  dictation,  and  that  they  are  deter- 
mined to  pledge  their  lives,  their  fortunes  and  their  sacred  lio- 
nor,  in  defence  of  “God  and  liberty.” 

Resolved,  That  copies  of  these  resolutions  be  forwarded  to 
the  heads  of  the  municipalities  of  Nacogdoches  and  San  Au- 
gustine, and  that  they  be  published  in  the  Red  River  Herald. 

The  above  resolutions  having  been  adopted  by  acclamation, 
the  meeting  was  addressed  in  an  eloquent  aud  appropriate 
manner  by  Messrs.  Wilkins,  Kaufman  and  Thompson,  who 
-spoke  of  the  wrongs  sustained  by  the  people  of  Texas  at  the 
hands  of  Santa  Anna,  of  the  stern  and  patriotic  resolution 
which  was  manifested  by  them,  not  to  succumb  to  the  machi- 
nations by  which  it  was  attempted  to  infringe  and  destroy  their 
rights,  and  to  reduce  them  into  the  state  of  vassals  to  the  arch 
apostate  of  liberty,  who  has  already  filled  the  measure  of  his 
wicked  ambition,  by  destroying  the  freedom  of  the  Mexican 
states. 

On  motion,  resolved,  that  the  meeting  adjourn  to  meet  on 
Wednesday  next.  JOHN  SIBLEY,  chairman. 

J.  B.  Carr,  secretary. 

[We  present  the  two  preceding  articles  as  specimens.  Simi- 
lar proceedings  have  been  had  in  other  places — and  we  suppose 
that  the  interference  will  become  general  in  several  of  the  states 
— the  consequences  of  which  are  yet  to  be  developed.] 

It  appears  by  the  annexed  article  from  the  New  Orleans  Bee 
of  the  15th  instant,  that  numbers  of  citizens  of  the  United 
States  are  embodying  themselves  for  the  purpose  of  waging  war 
against  the  authority  of  the  Mexican  government  within  its 
own  territory: 

“Those  who  have  volunteered  to  join  the  Texians,  and  those 
who  may  wish  to  do  so,  are  requested  to  meet  the  committee 
at  the  arcade  this  evening  at  six  o’clock,  for  the  purpose  of 
taking  measures  for  organizing  themselves;  preparatory  to  an 
immediate  departure;  arms  and  ammunition  will  be  furnished 
them,  and  their  passage  paid  as  far  as  Nachitoches. 

<‘The  committee,  composed  of  Messrs.  James  H.  Caldwell, 
W.  Bogart,  Wm.  Bryan,  James  N.  Niven,  Wm.  S.  Hodge, 
Thomas  Banks,  James  Ramage  and  Wm.  Christy,  will  receive 
•donations  of  muskets,  rifles  and  ammunition.  Those  wishing 
To  aid  the  cause  by  subscription  can  do  so  by  application  to  any 
member  of  the  committee^” 

The  following  copies ’ofletters  sent  to  the  president  of  the  U. 
Slates,  were  transmitted  to  us  by  their  authors,  for  publication. 
We  give  place  to  them  with  much  pleasure.  [ Cour.  ^ Jour. 

Nacogdoches,  Texas,  Sept.  11,  1835. 

Sir:  I«  addressing  your  excellency,  I would  feel  myself  un- 
^er  ordinary  circumstances  trespassing  on  the  rules  of  establish- 
ed etiquette;  but  I trust  that  the  subject  on  which  I have  the 
honor  to  approach  you,  will,  at  least,  excuse  a deviation  from 
the  routine  of  office  communications. 

As  early  as  the  24th  of  February,  1833, 1 addressed  a letter  to 
Lewis  Cass,  secretary  of  war,  of  the  United  Stales,  on  the  sub- 
ject of  the  incursions  of  Indians  from  the  United  States  into  this 
country,  and  referred  him  to  the  treaty  concloded  at  the  city  of 
Mexico,  on  the  6th  day  of  April,  1831,  the  33d  article  of  which 
provides  and  declares  that,  “Both  parties  bind  themselves  ex- 
pressly, to  restrain  by  force,  all  hostilities  and  incursions  on  the 
part  of  the  Indians  living  within  their  respective  boundaries,” 
&c.  Stc.  At  the  date  of  the  letter,  small  bands  of  Choctaws 
were  daily  making  incursions  from  the  United  States,  and  local- 
ina  themselves  in  the  middle  of  the  settlement  of  Texas,  and  I 
hope  yon  will  allow  me  to  call  your  excellency’s  attention  to 
one  circumstance  of  a striking  character.  The  Indians  were 
compelled,  in  pursuing  their  route  to  this  country,  to  pass  by  a 
fortress  of  the  United  States,  (Fort  Jessup).  The  annoyance 
jto  tlie  community  as  well  as  the  danger  which  has  resulted  from 


the  fact  of  their  incursion,  was  clearly  anticipated  at  the  lime 
of  my  letter  lo  the  secretary  of  war.  It'any  measnres  have  been 
adopted  by  your  excellency,  agreeable  to  the  treaty,  either  to 
re.-iiraio  others  by  force  floor  similar  incursions,  1 liave  not  bad 
the  honor  to  be  apprised  of  the  fact. 

Within  the  la.st  winter  and  spring  a project  was  set  on  foot 
by  Benjamin  Hawkins  and  another  individual  to  introduce  into 
Texas,  no  less  than  24,000  Creeks  from  the  Urrited  States  for 
which  they  were  to  receive  ^100,000.  The  plan  was  for  a 
while  delayed, but  flour  appearances  on  which  1 place  the  most 
undoubted  reliance, he  has  recently  left  this  section  and  depart- 
ed to  the  United  States  with  the  avowed  intention  of  introduc- 
ing Apotheyahola,  with  5,000  of  his  tribe,  immediately  into 
Texas,  and  tire  remainder  are  to  remove  as  soon  as  practicable, 
and  all  the  Indian  tribes  already  here  are  to  be  united  to  those 
of  the  Creek  nation,  as  soon  as  they  shall  arrive.  Previous  lo 
the  departure  of  Hawkins  and  his  friend  to  meet  the  chief  at 
New  Orleans,  he  applied  lo  me,  as  superintendent  of  the  In- 
dians in  Texas,  and  informed  me  that  a grand  specirlation  could 
be  made  ool  of  the  Creeks  in  the  old  nation  by  |>ermrlting  them 
to  move  to  lands  in  this  country;  that  a large  sum  of  money 
could  be  obtained  from  them.  I promptly  assured  him  that  no 
such  thing  could  take  place — nor  be  permitted  by  roe,  as  it  was 
contrary  to  the  laws  of  the  republic,  and  the  existing  treaties 
with  the  United  States.  Oi.-^regardin"  my  inslnietions,  be  per- 
sisted in  violating  the  solemn  laws  of  both  countries.  Your  ex- 
cellency will  at  once  perceive  that  the  avarice  and  cupidity  of 
individuals,  is  to  make  a barter  of  human  life,  without  your  ex- 
cellency will  most  strictly  enforce  the  stipulations  of  the  treaty, 
and  prevent  the  emigration  and  incursions  of  those  Indians  to 
any  part  of  Texas. 

Your  excellency  will  perceive  from  the  duties  devolving  on 
me,  as  superintendent  of  alt  the  Indian  tribes  in  this  depart- 
ment, and  military  commander^  that  I could  not  acquit  my  duly 
to  myself  and  my  country,  had  1 remained  silent  or  deaf  to  the 
appeals  of  humanity. 

Your  excellency  will  anticipate  the  propriety  of  my  transmit- 
ting, forthwith,  a report  and  copy  of  this  communtcatinn  to  my 
government.  God  and  liberty.  1 have  the  horror  to  be,  your 
excellency’s  ob’t  servant,  PETER  E.  BEAN. 

col.  of  cavalry,  commanding  the  eastern  department. 

Nacogdoches,  Texas,  Sept.  11(^,1835. 

To  his  excellency,  .Andrew  Jackson,  president  of  the  U.  S. 

Sir:  'I'he  uirdersigned  committee  of  vigilance  and  safety,  for 
the  department  of  Nacogdoches,  feel  constrained  from  the  pe- 
culiar situation  in  which  they  are  placed,  to  address  your  ex- 
cellency on  a subject  of  grave  and  serious  importance  to  the 
community  of  which  they  form  a part. 

During  the  last  spring,  two  men,  one  by  the  name  of  Archi- 
bald Hotchkiss,  an  empressario,  and  Benjamin  Hawkins,  a 
qnarteroou  Creek  Indian,  made  a contract  with  Apothleyahola, 
and  other  chiefs  of  the  Creek  nation,  who  were  at  this  place,  to 
procure  for  them  a grant  of  land,  which  had  been  made  by  the 
Mexican  government  to  general  Felasolo.  In  consideration  of 
which  the  Indians  were  to  pay  to  them  the  snm  of  one  hnndred 
thousand  dollars.  An  arrangement  was  made  by  whicli  they 
actually  received  from  the  Indians  at  New  Orleans  the  sum  of 
twenty  thousand  dollars.  Hotchkiss  and  Hawkins  then  pro- 
ceeded to  New  York,  to  obtain  the  grant  from  the  agent  of  ge- 
neral Felasolo,  but  they  failed  in  the  purchase.  Since  then 
they  have  returned  lo  Texas,  and  Hawkins  has  recently  left 
this  country  for  the  United  States,  with  the  avowed  and  mani- 
fest intention  of  introducing  into  Texas  not  less  than  five  thou- 
sand Creeks,  so  soon  as  it  will  be  possible  for  them  to  reach 
here.  The  residue  of  the  nation  to  join  them  as  soon  as  they 
can  remove  to  this  country. 

The  undersigned  conceiving  the  whole  transaction  to  be  in 
contravention  of  the  thirty-third  article  of  the  treaty  of  amity 
and  commerce,  concluded  between  the  republic  of  Mexico  and 
the  United  States,  on  the  .5th  of  April,  1831,  in  the  city  of  Mexi- 
co, have  deemed  it  necessary,  most  respecllnlly,  to  solicitor 
yonr  excellency,  that  the  '^incursion”  of  those  Indians  may  be 
prevented — a sparse  and  comparatively  defenceless  population 
unprotected  from  the  evils  which  were  so  trasically  manifested 
on  the  frontiers  of  Georgia  and  Alabama;  evils  which  can  only 
be  remedied  by  the  skill  and  generalship  of  a Jackson,  while  he 
was  controling  the  chivalry  of  Tennessee  and  Georgia. 

The  unhappy  dislr.actions  of  this  government  have  been  such 
as  to  command  the  attention  of  the  president  to  the  interior 
con  iilion  of  the  country. 

Circumstanced  as  we  are,  the  undersigned  feel  bound  by  a 
solemn  regard  to  the  safety  of  this  section  of  the  republic,  to 
make  an. explicit  appeal  to  the  president  of  the  United  Slates, 
and  request  of  him  the  enforcement  of  the  thirty-third  article  of 
the  treaty,  and  that  he  will  restrain  the  Indians  residing  within 
the  limits  of  the  United  States,  to  the  country  designated  for 
them  on  the  Arkansas. 

The  undersigned  make  this  application,  with  the  more  confi- 
dence because  they  hntnhiy  conceive  that  the  treaty  referred  to, 
is  most  explicit  on  this  suliject — and  it  would  seem  that  diffi- 
cnllies  of  this  character  had  been  anticipated  by  the  contract- 
ing parties  at  the  lime  of  its  negotiation,  and  that  the  caution 
manifested  had  been  induced  by  a belief  that  each  party  was 
able  and  would  perform  the  stipulations  of  the  treaty  in  good 
faith! 

It  is  a fact  notorimis  that  no  ‘‘incursion”  by  Indians  residing 
in  this  country,  at  the  ratification  of  the  treaty  has  taken  place 
to  the  territory  of  the  United  States. 
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Should  an  incursion  of  Indians,  such  as  is  conteinplaied,  take 
place  (and  it  will  be  an  inevitable  consequence  without  the 
prompt  interference  of  your  excellency),  we  most  earnestly 
conceive,  that  it  cannot  be  regarded  as  justified  by  an  act  of 
the  Mexican  government,  but  must  be  referred  to  some  other 
cause  unknown  to  those  who  must  fall  the  victims  of  foreign 
Indians,  amalgamated  with  those  who  already  surround  the  set- 
tlement of  Texas. 

The  immediate  attention  of  your  excellency  to  this  subject  is 
earnestly  implored,  by  the  unfortunate  condition  of  Texas  as 
well  as  by  the  duty  and  feelings  which  the  undersigned  owe  to 
the  community  who  have  selected  them  as  representatives  in 
the  present  crisis. 

With  great  consideration,  we  have  the  honor  to  be  your  obe- 
dient servants,  JOHN  FORBES,  chairman. 

SAMUEL  HOUSTON, 
HENRY  RAGUET, 

D.  A.  HOFFMAN, 

S.  R.  PECK, 

WM.  G.  LOGAN, 

G.  POLL  ITT. 

f We  do  not  see  bow  the  president  of  the  United  States  can  in- 
tertere  to  prevent  an  ^‘incursion  of  the  Indians.”  They,  most 
assuredly,  have  an  unquestionable  right  to  do  what  they  please 
with  the  money  that  has  been  given  to  them,  to  remove  east  of 
the  Mississippi — and  no  North  American  has  any  interest  in 
what  they  do  with  it;  unless,  and  until,  they  employ  it  in  levy- 
ing war  against  us — token  we  shall  take  the  matter  under  care, 
and  act  as  circumstances  may  require.  And  we  might  as  law- 
fully and  justly  interfere  in  the  matters  in  dispute,  in  the  state 
of  Mexico,  proper,  as  in  that  of  Texas — for  Mexico  is  a sovereign 
stale,  repeatedly  acknowledged  by  us.  The  settlers  in  Texas 
have  been  pleased  to  expatriate  themselves, and  must  abide  the 
consequences  of  their  choice.  They  have  no  claims  upon  us — 
though  volunteers  are  hastening  to  their  support — doing  the 
very  thing  for  which  Burr  was  prosecuted.] 

From  the  New  Orleans  Bee. 

THE  ONITED  STATES  AND  MEXICO. 

The  friendly  feelings  entertained  of  Americans  generally  by 
the  Mexican  people  are  palpably  evidenced  by  the  treatment 
given  to  American  citizens  who  have  tiie  misfortune  or  hardi- 
hood to  reside  among  them,  not  less  than  from  the  vituperations 
indulged  contitmally  in  their  periodicals  of  us  as  a nation. 

Ill  the  city  of  Mexico,  there  are  four  papers  published — the 
Mosquito,  devoted  to  the  monks;  the  Lima  de.  Volcano,  attach- 
ed to  the  Spaniards;  the  Sol,  to  the  aristocracy  or  privileged 
classes  generally;  and  the  Diario,  to  its  idol  Santa  Anna. 

'I’lie  Mosquito  lately  published  an  anonymous  letter  horn  Chi- 
huahua, in  which  it  is  stated  that  a prisoner  of  the  Camanches 
Indians  had  aihrmed  in  the  presence  of  several  Americans, 
(whose  names  however  are  not  given)  that  the  plan  of  the  war 
ol  the  Indians  on  the  Mexicans  had  been  digested  by  an  Ame- 
rican military  olfieer.  In  a corn  storehouse  of  the  Camanches, 
who  were  to  be  furnished  with  arms  and  amunition  in  exchange 
lor  all  the  plunder  taken  from  the  Mexicans,  and  that  presump- 
tive proof  was  given  ofsuch  an  arrangement  in  the  fact  that  the 
arms  and  powder  taken  by  the  Mexicans  from  the  Indians  were 
ol  American  manufacture.  Satisfied  with  his  conclusion,  tlie 
writer  recklessly  remarks,  “There  can  be  no  doubt  that  the 
citizens  of  the  neighboring  nation  conspire  our  ruin  and  de- 
struction, despite  the  hospitality  that  we  have  freely  given 
them;  and  the  treaties  of  friendship,  alliance  and  commerce, 
existing  between  us  and  their  government.  Perfidious  Ameri- 
cans! abuse  no  longer  the  patience  of  the  Chihuahuenses,  who 
will  mark  you  as  an  enemy  formidable  chiefly  by  your  criminal 
niacliiiiaiioiis.  We  earnestly  invoke  the  attention  of  the  su- 
preme general  government  on  this  subject;  that  it  may  adopt  in 
time  and  with  energy  the  proper  measures  to  arrest  such  abuses 
whose  results  must  be  dreadful  to  the  whole  republic.” 

The  same  Mosquito  inserted  an  article  from  the  Gacetta  de 
Zacatecas,  in  wliich  an  allusion  is  made  to  a decree  of  the  14lh 
of  July  last  by  the  government  of  Durango,  by  virtue  of  its  ex- 
traordinary powers,  concerting  measures  to  be  taken  against 
the  “inroads  of  barbarians;”  and  warmly  approves  of  the  fol- 
lowing articles: 

6.  “Should  even  the  barbarians  demand  peace,  it  will  not  be 
granted  them;  no  quarter  for  the  enemy,  without  regard  to  age 
or  sex. 

7.  “Four  dollars  will  be  paid  for  each  head  of  the  barbarians, 
to  the  detachments  in  pursuit  of  them:  the  amount  to  be  equal- 
ly distributed  among  the  troops.” 

The  application  intetided  by  this  decree  is  proved  by  an  edi- 
torial article  trom  the  same  Mosquito,  thus  literally  translated 
— “Every  day  it  becomes  tnore  evident  to  us  that  they  are  the 
Americans  of  the  north  who  excite  and  direct  the  Indians  in 
their  movements  against  the  republic,  to  desolate  the  stales  of 
Hie  interior  by  all  kinds  of  ravages  and  cruelties;  preveitting 
the  nation  from  constituting  or  consolidating  any  stable  form  of 
government,  that  they  may  enrich  themselves  by  the  booty 
brought  them  by  the  Indians,  the  object  of  all  their  inctirsions 
—and  that  they  may  seize  on  Texas,  the  chief  object  ol  their 
insatiable  cupidity.  So  that  considering  the  had  faith  which 
characterizes  the  dangerous  neighbors  of  the  Mexican  republic, 
we  think  it  will  not  be  easy  to  pacify  the  Indians;  or  to  assign 
any  period  to  the  desolating  and  frightful  war  made  by  the  van- 
dalism of  the  American  citizens;  for  to  obtain  peace,  it  will  be 
necessary  to  inspire  those  apostles  of  liberty  with  a better  mo- 


rality than  they  display;  and  a respect  for  the  property  of  others, 
and  for  solemn  compacts.  It  will  be  necessary  that  their  go- 
vernment, so  jealous  of  the  dignity  and  name  of  its  nation, 
should  restrain  its  vagabond  and  perverse  citizens,  who  leave 
their  own  country  and  come  here  that  they  may  plunder  as 
much  as  possible — sure  of  the  impunity  guaranteed  to  them  by 
their  flag  of  the  most  classic  liberty  in  the  world;  and  of  the 
weakness  of  those  they  assail.  In  short  it  will  be  necessary 
that  the  Mexican  government  should  despatch  without  delay 
a respectable  force,  which  should  (in  pursuing  the  Indians) 
penetrate  to  the  remote  corners  of  these  slates,  where  they 
should  seize  encamped  the  perfidious  Americans  of  the  north, 
who  excite  them — and  then  and  there  execute  immediately 
the  ‘extraordinary’  dispositions  decreed  against  the  Indians.  It 
is  against  those  gentlemen  illustrating  their  liberty  that  it  is  in- 
dispensible  to  take  the  most  prompt  and  efficacious  measures 
to  punish  their  vandalism  and  perfidy;  and  not  against  the  sa- 
vages, marauders  by  instinct,  raised  in  deserts  and  caves  like 
ferocious  beasts,  and  who — instructed  by  those  of  the  north — 
place  in  the  hands  of  the  others,  the  fruit  of  their  depredations 
without  any  opposition  from  the  American  government.  But 
those  means  indicated  of  obtaining  peace  and  safety  must  prove 
wholly  impracticable,  so  long  as  any  American  citizens  remain 
in  Mexico.  The  august  chambers  and  the  supreme  govern- 
ment should  resolve  to  spare  no  sacrifice  to  make  an  expedi- 
tion to  reclaim  the  honor  of  the  Mexican  arms;  and  which 
should  be  instructed  to  pacify  the  Indians,  and  to  destroy  by 
sword  and  fire  all  the  vandals  of  the  north.  For  this  purpose, 
it  would  be  well  that  the  expenses  of  the  expedition  should  be 
chiefly  defrayed  by  the  Americans  themselves — that  is,  by 
those  who  have  honored  us  with  their  company  in  residing 
here,  who  have  all,  without  exception,  produced  the  impover- 
ishment of  the  Mexican  treasury  by  their  continual  frauds  and 
illicit  trade;  on  the  condition  that  they  shall  religiousiy  be  paid 
either  in  cash,  after  the  re-establishment  of  peace  in  the  inte- 
rior stales,  or  by  a reduction  on  their  custom  house  duties,  &c.” 

A call  for  a meeting  has  been  issued  in  Boston,  of  those 
friendly  to  the  rights  of  a free  and  republican  government,  to 
lake  into  consideration  and  to  devise  some  means  to  relieve 
their  fellow  countrymen  in  Texas.  The  call  is  signed  by  B. 
Hammatt  Norton,  a resident  of  Texas,  now  on  a visit  to  Bos- 
ton. Major  Norton’s  appeal  says: — 

“A  WAR  OF  EXTERMINATION  has  commenced  in  Tex- 
as, and  our  fellow  countrymen  are  to  be  driven,  (if assistance 
is  not  rendered),  AT  THE  POINT  OF  THE  BAYONET, 
from  their  homes  and  fire  sides!  Bostonians!  you  who  have 
so  liberally  conlrihnfed  to  aid  the  Poles,  the  Greeks,  and  others 
who  have  been  fighting  for  liberty,  come  forward  and  assist 
your  brethren  in  their  struggle  for  LIFE  and  FREEDOM!” 
[The  law  is  not  as  it  was  in  Jerry  Jourdan’s  time — or  major 
Norton  will  not  get  much  support  from  the  citizens  of  Boston.] 

PLAN  OF  A GREAT  BANK! 

From  the  New  York  Gazette. 

The  bank  of  the  United  States  will  soon  expire  by  the  ter- 
mination of  its  charter,  and  thirty-five  millions  of  capital,  with 
all  the  local  control  it  possesses,  is  about  to  be  scattered,  and 
go  back,  as  it  w'ere,  to  its  original  claimants.  About  ten  mil- 
lions of  this  capital  is  now  owned  in  Europe,  and  a considera- 
ble amount  besides  of  the  stock,  although  owned  in  the  United 
States,  is  lodged  in  Europe,  on  which  the  owners  of  said  stock 
have  borrowed,  at  a low  rate  of  interest,  nearly  its  par  value. 

When  the  bank  ceases,  by  its  charter,  of  course  these  facili- 
ties of  a foreign  capital  must,  for  a time,  cease  also.  If  it  be 
important  to  retain  the  advantages  to  the  country  it  now  pos- 
sesses, is  it  not  important  that  something  should  be  done,  and 
without  loss  of  lime,  to  establish  a state  institution,  here, 
in  this  city,  of  power  and  character  that  will,  and  at  once,  not 
only  fill  the  vacancy  that  is  about  to  arise  by  the  departure  of 
the  United  States  hank,  but  one  that  will,  in  all  respects,  com- 
mand the  same  confidence  abroad  and  at  home? 

Let  our  legislature,  then,  among  its  first  acts,  take  up  this 
matter.  Give  to  New  York  a state  institution  worthy  of  the 
state  and  the  city;  and  one  that,  though  with  a large  and  com- 
manding capital,  shall  not  add  to  the  paper  currency,  but  on 
the  contrary,  give  to  what  may  exist,  a healthy  and  sound 
character.  Let  the  capital  be  ample,  but  forbid  its  issues  below 
bills  of  twenty  doll.irs.  Give  it  power  to  deal  in  exchanges, co- 
equal with  the  trade  of  the  country.  Let  it  ask  of  other  slates 
to  establish  offices  within  their  borders  confined  exclusively  to 
operations  of  exchanges.  With  such  an  institution,  confidence 
will  he  controled  and  sustained,  and  New  York  will  take  her 
stand  at  home  and  abroad,  and  be  recognised  in  her  true  cha- 
racter. 

When  such  charter  is  granted,  let  its  stock  be  divided  among 
the  several  counties  of  the  stale,  pro  rata  to  the  claims  of  each 
by  population,  and  then  sold  publicly;  and  whatever  advance  it 
may  bring  above  par,  let  that  profit  go  into  the  treasury  of  the 
county  to  which  it  may  belong.  Thus  the  people  would  get  the 
advantage  of  the  corporate  power  which  they,  through  their  re- 
presentatives in  the  legislature  have  created,  instead  of  its  going 
into  the  hands  of  political  partisans,  nr  sfoc*  specu/afors.  When 
once  sold  to  the  highest  bidder, and  the  profit  placed  in  the  co^ 
fers  of  each  county  respectively,  then  the  slock,  in  the  hands  of 
the  purchasers,  is  like  any  other  property  fairly  obtained. 

In  the  present  aspect  of  affairs,  it  behooves  New  Yorkers  to 
be  up  and  doing.  Our  neighboring  cities  may  anticipate  us> 
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anti  secure  to  themselves  an  advantage  that  belongs  to  us. 
What,  for  instance,  would  be  the  result,  should  Pennsylvania 
grant  a charter  to  secure  to  itself  the  undeniable  advantaoes  she 
now  possesses  through  the  United  States  bank7  That  state  i.-t  not 
blind  to  its  own  interests.  A portion  other  people  may  preach 
against  “the  creating  of  monopolies,  and  monsters,  and  aristo- 
cracies;” but  no  people  know  better  than  they  do  the  advanta- 
ges to  be  derived  by  bringing  into  action  the  elements  of  securi- 
ty she  possesses;  and  a glance  at  her  present  rapid  progress  in 
all  things  tending  to  her  advantage  and  improvement,  gives  am- 
ple evidence  ol  this  forecast.  She  may  urge  upon  “the  demo- 
cracy” of  other  states  to  suffer  all  their  elements  to  lie  dormant, 
but  takes  good  care  to  breathe  life  and  energy  into  her  own. 
We  do  not  say  this  upbraidingly — on  the  contrary,  we  rejoice 
in  general  prosperity,  and  would  only  urge  upon-our  own  good 
people,  to  keep  an  eye  upon  our  own  natural  advantages,  and  not 
let  our  neighbors  go  to  windward  of  us,  by  keeping  our  own 
sails  furled  while  their’s  are  spread  and  watting  them  gallantly 
ontvard.” 

But,  we  have  been  Favored  by  a friend  with  the  sub- 
stance ot  certain  remarks  made  by  him  on  the  currency, 
at  the  time  of  the  removal  of  the  deposites— -which  it  is 
thought  will  noxv,  in  Pennsylvania,  have  a happy  deter- 
mination. Indeed,  all  persons  in  that  state,  (the politi- 
cians excepted),  were  always  in  favor  of  the  bank  of  the 
United  States;  even  gov.  fVolf—xniiW  llie  office  that  held 
it  was  made  conditional  with  him.  So  every  body  be- 
lieves— and  a vast  majority  rejoices  that  he  lias  met  his 
“reward.” 

To  the  editor  of  the  Register. 

Sir:  It  appears  to  me  that  a remedy  may  be  found  for 
the  present  distress  of  the  country,  and  the  apprehended 
derangement  of  the  currency,  without  a resort  to  con- 
gress or  the  executive.  It  is  briefly  this: 

Let  the  state  of  Pennsylvania  charter  for  30  years  the 
private  stockholders  of  the  bank  of  the  United  States, 
under  the  same  title,  and  for  the  amount  of  their  present 
stock,  say  28  millions,  with  power  to  establish  branches 
wherever  allowed  by  the  different  states,  and  agencies 
any  where  they  may  be  found  necessary.  The  state  of 
Pennsylvania  to  have  the  privilege  of  subscribing  7 mil- 
lions additional  stock  (in  place  of  that  amount  repaid  to 
the  United  Slates)  payable  in  a 4 per  cent,  stock,  irre- 
deemable during  the  charter  of  the  bank.  The  divi- 
dends of  the  bank  to  be  limited  to  7 per  cent,  and,  after 
retaining  a contingent  fund  sufficient  to  meet  anticipated 
losses,  the  surplus  to  be  divided  every  tliird  year  among 
the  various  states,  (Pennsylvania  excepted)  where  branch- 
es may  be  located,  in  proportion  to  the  capital  of  each 
bank,  such  division  of  profits  to  be  in  full  for  all  taxes  or 
bonus  on  the  branches.  Such  a charter  it  is  believed 
would  secure  all  the  advantages  of  the  present  bank  of 
the  United  Slates,  including  its  circtdation,  so  immensely 
valuable  to  the  community,  and  without  which  we  may 
well  dread  a return  of  the  times  of  1815  and  1816. 

If  Pennsylvania  will  offer  such  a charter  to  the  bank 
of  the  United  States,  the  president  and  directors  will  no 
doubt  then  feel  themselves  at  liberty  to  discount  freely, 
and  make  liberal  issues  of  paper,  which  added  to  the 
certainty  that  the  bank  will  thereby  be  relieved  from  all 
necessity  for  pressing  its  debtors  at  the  termination  of  its 
present  charter,  will  speedily  be  felt  in  the  relief  in 
every-  department  of  commercial,  agricultural  and  me- 
chanical employment.  The  advantages  of  the  plan  pro- 
posed are  numerous,  and  would  be  experienced  through- 
out the  whole  union.  The  state  of  Pennsylvania,  how- 
ever, above  all  others,  would  rea])  many  advantages,  some 
of  which  only  will  be  merely  glanced  at  in  the  present 
moment. 

She  would  receive  as  a bonus  for  the  charter,  the  dif- 
ference between  7 per  cent,  of  dividend  on  her  seven 
millions  of  stock  in  the  bank,  and  4 per  cent,  interest 
payable  on  her  bonds,  being  equal  to  $210,000  per  an- 
num, which,  during  the  charter  of  thirty  years,  would 
amount  to  $6,300,000,  a sum  sufficient  to  aid  the  state 
greatly  in  her  internal  improvements. 

The  state  debt  is  large,  (about  23  millions  of  dollars), 
and  to  sustain  her  credit  both  at  home&wA  in  Europe,  her 
financial  system  must  be  arranged  and  conducted  with 
the  utmost  skill.  The  state  may  require  as  one  of  the 
conditions  of  the  proposed  charter,  that  the  hank  shall, 
•without  charge,  manage  the  present  and  future  state  debt, 
pay  dividends  wherever  required  at  home  »nd  in  Europe, 
and  perform  generally  all  the  duties  of  a treasury  agent. 
For  such  services  no  other  agency  can  be  found  equal  to 


that  of  the  U.  S.  bank,  and  under  its  management  the 
credit  of  the  slate  of  Pennsylvania  wouhl  be  maintained 
upon  such  a sure  foundations,  that  capitalists  from  every 
part  of  FiUrope,  would  seek  for  investments  in  her  fund- 
ed debt,  with  as  much  avidity  as  they  formerly  did  in 
that  of  the  United  States. 

jyiemoranda. 

Such  a great  lever  for  public  and  private  wealth  should 
never  be  permilted  by  Pennsylvania  to  pass  from  her 
hands  into  those  of  the  J\'exu  York.  I'hat 

will,  however,  certainly  be  the  case,  if  the  jiresent  bank 
is  suffered  to  die.  If  the  bank  is  renewed  by  a charter 
under  the  same  style  and  title,  the  face  of  the  notes  would 
continue  the  same  in  every  respect,  and  the  effect  on  the 
circulation  may  be  seen  at  once. 

The  JVexa  York  Journal  of  Commerce  makes  the  fol- 
lowing interesting  suggestion.  The  arrangement  refer- 
red to,  it  strikes  us,  would  be  as  fortunate  for  the  public 
convenience  and  weal,  as  it  would  be  beneficial  for  the 
gi’eat  state  especially  concerned. 

United  States  bank.  Since  the  late  election  in  Pennsyl- 
vania, the  stock  of  the  United  States  bank  has  risen  two  or 
three  per  cent,  probably  under  an  impression  that  the  mother 
bank  will  be  rechariered  by  the  legislature  of  that  state,  with 
authority  to  establish  branches  in  such  other  stales  as  may  give 
consent,  through  their  respective  legislatures.  Precisely  what 
is  the  chance  of  such  a recharler,  we  do  not  pretend  to  know. 
If,  however,  it  is  effected,  it  must  be  done  in  part  by  Van  Bu- 
ren  votes,  for  although  in  the  lower  house  there  is  a whig  ma- 
jority of  44,  yet  in  the  senate  there  is  a Van  Buren  majority  of 
5.*  We  have  no  doubt  but  an  attempt  will  be  made  to  secure  a 
recharler  from  the  state  legislature  at  its  approaching  session; 
and  should  the  bank  offer  a liberal  bonus,  as  it  doubtless  will, 
and  can  well  afford  to,  we  shoulil  not  be  surprised  if  lire  appli- 
cation should  be  successful.  Pennsylvania  wants  money  to 
carry  on  and  complete  her  magnificent  system  of  internal  im- 
provements, and  her  legislators  will  probably  think  this  an  easy 
mode  of  obtaining  it. 

The  Philadelphia  Inquirer,  in  publisbing  this  para- 
graph, attaches  to  it  the  following  comment: 

We  have  copied  the  above  merely  with  the  object  of  showing 
what  is  said  of  our  interests  and  movements  by  our  neighbors. 
We  do  not  pretend  to  be  acquainted  wiih  the  intentions  of  the 
bank,  nor  can  we  speak  with  any  degree  of  confidence  as  to  the 
disposition  of  the  new  legislature  in  the  event  of  application 
being  made  for  such  a charter  as  is  alluded  to  by  the  Journal 
of  Commerce.  It  will  be  soon  enough  to  discuss  the  matter 
after  the  members  gel  to  Harrisburgh.  It  is  certain  that  appli- 
cation will  be  made  by  the  citizens  of  Philadelphia  for  an  in- 
crease of  banking  capital — but  we  are  unable  at  this  time  to 
state  the  nature  of  the  applications,  whether  three  or  four  small 
banks  will  be  asked  for,  or  one  institution  with  a capital  of  ten 
millions.  The  subject  is  an  important  one.  The  rivalry  be- 
tween Philadelphia  and  New  York  is  every  day  growing  keen- 
er, and  it  behooves  every  true  son  of  Pennsylvania,  no  matter 
what  his  politics,  to  be  true  to  the  key  stone  of  the  arch.  It 
has  been  intimated  that  the  New  Yorkers  intend  to  get  up  a 
mammoth  bank — an  institution  with  a capital  of  ten  or  fifteen 
millions.  We  must  keep  a cautious  eye  upon  the  movements 
of  our  neighbors. 

• On«i-  ■ 

THE  UTICA  CONVENTION. 

In  compliance  with  the  public  call,  signed  by  a large  number 
of  citizens  in  different  parts  of  the  stale,  for  a convention  to 
form  a New  York  anti-slavery  society,  a numerous  collection 
of  gentlemen  assembled  in  Utica,  on  Wednesday,  October  21, 
1835.  Precisely  at  the  the  hour  appointed,  the  convention  met 
in  the  second  Presbyterian  church.  The  delegates  nearly  filled 
the  seats  on  the  floor  of  the  house. 

Hon.  Henry  J9re«s/cr,  of  Monroe  county,  was  called  to  the 
chair,  and  rev.  Oliver  Wetmore,  of  Utica,  appointed  secretary. 
Prayer  was  offered  in  a fervent,  solemn  and  appropriate  man- 
ner, by  Mr.  Wetmore 

Alvan  Stuart,  esq.  chairman  of  the  committee  of  the  Utica 
anti-slavery  society,  called  the  meeting  to  order,  and  after 
some  preliminary  remarks,  read  the  draft  of  a constitution  of 
the  New  York'  state  anti-slavery  society,  that  had  been  pre- 
pared by  the  committee.  While  he  was  reading,  a noisy 
crowd  assembled  around  the  doors  of  the  house,  and  attempted 
to  gain  admission.  One  of  the  aldermen  of  the  city,  in  attempt- 
ing to  keep  them  back,  had  his  coat  torn  in  strips.  As  soon 
as  the  reading  was  finished,  the  question  was  put  on  the  adop- 
tion of  the  constitution,  and  carried  unanimously,  and  the  state 
anti-slavery  society  w'as  formed. 

Rev.  A.  Savage,  of  Utica,  introduced  a declaration  of  senti- 
ments, and  on  motion,  it  was  voted  that  the  same  be  rend. 
The  chairman  put  it  into  the  hands  of  Mr.  Lewis  Tappan  to 
read.  After  he  had  read  about  half  of  the  article  a large  con- 
course of  persons  crowded  into  the  house,  the  leaders  announc. 
ing  themselves  ns  a “committee  of  twenty-five”  from  the  citi- 


’‘All  “Jackson  men”  are  no!  “Van  Buren  men,”  and  espe- 
cially in  Pennsylvania.  [Reg, 
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zens  assembled  at  the  court  house.  The  aisles  and  galleries 
were  instantly  filled  with  the  committee  and  their  followers. 
Some  of  the  committee  commanded  that  the  reading  should 
stop.  “We  are  a committee  of  the  citizens,  slop  that  reading. 
W’e  must  be  heard,  we  will  be  heard,  slop  that  reading,”  and 
so  on.  The  reader,  however,  proceeded  in  his  duty,  with  in- 
creased earnestness  and  force,  until  he  had  finished  the  de- 
claration, when  it  was  put  to  vole,  and  adopted  unanimously 
by  rising. 

The  “committee  of  twenty-five”  was  then  invited  to  a hear- 
ing, when  one  of  their  number  read  a set  of  resolutions.  A 
momentary  calm  ensued,  during  which  it  was  moved  that  a 
committee  of  ten  be  appointed  to  report  what  answer  should 
be  given.  The  intruders  upon  the  meeting  increased  their 
clamor,  “no,  we  won’t  hear  them,  turn  them  out,”  &c.  &c. 
Judge  Hayden,  Mr.  S.  Beardsley,  member  of  congress,  and 
other  members  of  the  “committee  of  twenty-five,”  addressed 
the  crowd,  some  of  them  using  opprobrious  terms  and  denun- 
ciations against  the  convention,  and  threatening  violence  if 
the  meeting  was  not  adjourned.  It  was  evident  that  a mob  of 
men,  inflamed  with  passion,  had  been  collected  to  enforce  the 
mandates  of  the  leaders,  and  that  they  were  ready  to  proceed 
to  any  extremity.  They  belched  forth  blasphemies,  and  foam- 
ed like  the  troubled  sea.  Under  these  circumstances,  and  as 
the  main  objects  for  which  the  convention  had  assembled  were 
accomplished,  it  was  voted  to  adjourn,  sine  die. 

Some  members  of  the  “committee  of  twenty-five”  now  de- 
manded the  minutes  of  the  meeting,  and  the  documents  that 
had  been  read,  from  the  aged  minister  who  ofliciated  as  secre- 
tary. He  resolutely  refused  compliance,  although  one  of  the 
“committee”  held  a cane  over  his  head,  threatening  his  life, 
and  anoihercollared  him.  He  at  length  put  them  into  the  hands 
of  his  son,  one  of  the  “committee,”  who  stated  to  his  father 
that  he  would  thus  “save  his  life,”  and  the  papers  should  be 
returned  to  him.  The  p.apers  were  triumphantly  borne  away, 
torn  to  pieces  and  scattered  among  the  mob,  amidst  their  exul- 
tations. It  afterwards  appeared,  however,  that  the  chairman 
of  the  meeting  had  secured  the  constitution  and  declaration, 
after  the  same  were  adopted. 

The  New  York  state  anti-slavery  society  having  been  thus 
formed,  and  the  convention  dissolved  in  the  presence  of  a large 
body  of  persons,  tluealening  violence,  headed  by  the  chief  ma- 
gistrate of  the  county,  a member  of  congress,  and  others,  as 
many  as  could,  by  a spontaneous  movement,  convened  at 
Clarke’s  Temperance  House,  and  proceeded  to  organize  a meet- 
ing of  the  society.  After  a full  and  free  interchange  of  views, 
as  to  the  best  mode  of  procedure,  a committee  was  appointed 
to  determine  the  time  and  place  of  meeting  for  business.  Gar- 
ret Smith,  esq.  (though  not  a member  of  the  society),  consent- 
ed to  act  as  chairman  of  the  committee.  The  committee,  by 
their  chairman,  reported  in  favor  of  assembling  at  Peterboro’, 
Madison  county,  the  next  day  at  8 o’clock,  A.  M. 

Pursuant  to  the  vote  of  the  society  at  least  three  hundred 
gentlemen,  who  had  been  members  of  the  Utica  convention, 
assembled  in  the  meeting  house  at  Peterboro’,  on  the  morning 
of  the  22d  October,  Dr.  .Arha  Hfctir,  of  Rome,  was  chosen  chair- 
man. The  constitution  of  the  state  society  was  then  read,  by 
which  it  appeared  that  all  members  of  local  anti-slavery  socie- 
ties in  the  state  were  members  of  the  state  society.  The  secre- 
taries commenced  making  a roll  of  the  members  present,  and  of 
those  who  were  known  to  be  present  at  Utica.  The  number 
was  found  to  be  upwards  of  five  hundred,  from  thirty-five  coun- 
ties. If  the  meeting  could  have  continued  at  Utica  till  the  se- 
cond day,  and  all  who  came  had  been  enroled,  it  is  universally 
believed  the  list  would  have  been  larger  by  some  hundreds.  As 
it  was,  this  convention  was  the  largest  in  point  of  numbers  that 
ever  assembled  in  the  state,  and  nut  inferior  to  any,  it  is  believ- 
ed, as  to  the  talents,  respectability,  moral  worth  and  weight  of 
character,  of  its  members. 

The  meeting  at  Peterboro’  was  undisturbed.  It  sal  the  whole 
day.  The  officers  of  the  state  society  were  chosen,  and  twen- 
ty-two resolutions  were  adopted.  Garret  Smith,  esq.  support- 
ed one  of  them  in  a powerful  speech,  which  is  in  press.  Hon. 
William  Jay  was  chosen  president;  a vice  president  was  cho- 
sen for  nearly  every  congressional  district,  and  an  efficient  ex- 
ecutive committee  residing  in  the  heart  of  the  state. 

The  following  is  a sample  of  the  resolutions  passed* 

Resolved,  That  the  lime  has  come  to  settle  the  great  question, 
whether  the  north  shall  give  up  its  liberty  to  preserve  slavery 
to  the  south,  nr  the  south  shall  give  up  its  slavery  to  preserve 
liberty  to  the  whole  nation. 

After  the  21st  resolution  was  passed,  subscriptions  and  con- 
tributions were  taken  up  for  the  treasury  of  the  state  society, 
amounting  to  upwards  of  $1,200.  The  proceedings  of  the  con- 
vention, and  of  the  society,  were  ordered  to  be  extensively  pub- 
lished in  pamphlet  form.  The  business  having  been  thus  happi- 
ly completed,  in  the  hospitable  and  virtuous  town  of  Peterboro’, 
the  society  adjourned,  and  the  assembly  united  in  an  appropri- 
ate prayer  and  thanksgiving,  offered  by  rev.  president  Green. 

- '..>e  ® 

LIBERTY  OF  SPEECH  AND  THE  PRESS. 

The  following  is  an  extract  from  a charge  to  a grand  jury  of 
Westchester  county,  N.  Y".  by  judge  Jay.  It  may  be  consider- 
ed as  doubly  important  from  the  high  standing  and  authority  of 
the  judge,  and  from  its  manifest  allusion  to  the  demands  upon 
the  state  legislature  to  restrain  the  freedom  of  speech  and  of 
the  press,  in  order  to  repress  what  is  considered  an  evil  in  the 
laws. 


So  long  as  human  nature  continues  depraved,  individuals 
will  be  led  by  their  evil  passions  to  trespass  ujion  the  rights  of 
others;  and  hence  the  administration  of  criminal  justice  will 
continue  to  be  indispensable  to  the  very  existence  of  society. 
Such  society  cannot  be  maintained  where  power  is  the  stand- 
ard of  right,  and  life  and  property  are  at  the  disposal  of  every 
man  who  possesses  the  physical  ability  to  take  them.  In  this 
country,  the  laws  are  made,  not  by  one  man,  nor  by  any  privi- 
leged order  of  men,  but  by  the  people  themselves;  and  hence, 
in  no  country  is  obedience  to  the  laws  of  such  peculiar  and 
binding  obligation  as  in  this.  Every  law  is  here  the  expressed 
will  of  the  people;  and  hence,  he  who  violates  the  law,  sets  at 
defiance  the  will  of  the  community  of  which  he  is  a member, 
and  rebels  against  the  authority  of  the  people  themselves. 

The  preamble  of  our  stale  constitution  declares  “ We  the  peo- 
ple of  the  state  of  New  York,  do  establish  this  constitution.” 
The  constitution  thus  established,  ordains  that  every  citizen 
may  freely  speak,  write  and  publish,  his  sentiments  on  all  sub- 
jects, being  responsible  for  the  abuse  of  that  right;  and  no  law 
shall  be  passed  to  ^^restrain  the  liberty  of  speech  or  the  press.’* 
The  constitution  explains  what  it  means  by  the  citizens  being 
responsible  for  the  abuse  of  this  most  inestimable  right,  by  pro- 
viding that  no  man  shall  be  convicted  by  a jury  for  a libel  in 
thus  speaking,  writing  and  publishing  his  sentiments  on  any 
subject,  provided  the  jury  shall  be  satisfied  that  the  matter 
charged  as  libellous  is  true,  and  was  published  with  good  mo- 
tives, and  for  justifiable  ends.  It  is  therefore  evident  that  a ci- 
tizen of  New  York  is  responsible  for  speaking,  writing  and  puli- 
lishing  his  sentiments  only  to  a jury  of  his  country,  and  to  no 
otlier  men  under  heaven.  This  guarantee  of  freedom  of  dis- 
cussion, which  the  people  of  this  state  have  given  to  every  citi- 
zen, extends  equally  to  religious  and  political  topics,  and  it  ia 
impossible  to  conceive  any  subject  which  we  may  not  consti- 
tutionally discuss.  The  right  is  sacred,  and  no  individual, 
whether  magistrates  or  others,  can  interfere  to  prevent  its  ex- 
ercise. Hence,  infidels,  Christians,  and  politicians  of  every 
name  and  character,  have  an  equal  and  undoubted  right  to 
publish  their  sentiments,  and  to  endeavor  to  make  converts  to 
them.  Of  the  abuse  of  this  right,  grand  juries  are  in  the  first 
instance  the  only  judges,  and  courts  and  juries  are  the  only 
persons  to  whom  the  people  have  delegated  the  power  of  pun- 
ishing it.  Even  the  legislature  cannot  meddle  with  this  right, 
and  any  law  that  might  be  passed  to  abridge  in  the  slighest  de- 
gree the  freedom  of  speech  or  of  the  press,  or  to  shield  any  one 
subject  from  discussion,  would  be  utterly  null  and  void;  and  it 
would  be  the  duty  of  every  good  citizen,  of  every  genuine  re- 
publican, to  resist,  with  energy  and  decision,  so  palpable  a 
violation  of  the  constitution,  so  audacious  an  outrage  on  the 
declared  will  of  the  people. 

Until  lately,  gentlemen,  you  might  justly  have  considered  it 
disrespectful  in  the  court  to  trespass  on  your  time,  by  calling 
your  attention  to  such  common  and  obvious  truths — truths 
which  are  or  ought  to  be,  as  familiar  to  every  school  boy,  as 
they  are  to  yourselves.  But,  unhappily,  passing  events  admo- 
nish us,  that  if  we  intend  to  perpetuate  our  republican  govern- 
ment, we  must  remember  and  enforce  the  first  principles  on 
which  it  is  founded.  A spirit  of  lawless  violence  is  abroad  in 
our  land,  which  if  not  arr,<?sied,  must  prostrate  in  the  dust  that 
fair  fabric  of  civil  and  relijTious  liberty  which  was  reared  by  our 
fathers,  and  cemented  with  their  bipod. 

— »*»e  ® 

GRAND  ROW— AT  TAMMANY  HALL,  NEW  YORK. 

From  the  Dmily  Mvertiser — opposition. 

Tremendous  meeting  at  Tammany,  inside  and  out. 

The  great  republican  family  was  called  together  last  evening 
in  general  meeting,  to  hear  the  report  of  the  nominating  com- 
mittee. The  flag  was  displayed  during,  the  day,  the  bills  were 
posted  up  in  all  parts  of  the  city,  and  the  building  was  illumi- 
nated at  sundown.  Seven  o’clock  was  the  appointed  hour, 
and  long  before  that  time  large-crowds  assembled  in  front  of 
the  building,  and  continued  to  increase  till  about  ten  minutes 
before  7;  a sudden  peal  of  hurrahs  announced  that  an  entry 
had  been  effected  by  those  who  were  for  supporting  the  ticket 
nominated  by  the  committee.  A rush  of  course  from  the  out- 
side followed,  and  we  followed  in  the  crowd,  and  when  we 
arrived  in  the  room,  we  found  the  worthy  alderman  of  the 
twelfth  ward,  (Varian)  in  the  chair,  and  banners  floating  about 
the  stage  over  his  head,  on  which  were  appropriately  inscribed, 
“the  TIMES  must  change  ere  we  give  up  our  POST.”  Another 
run  thus,  “hear  him,  Joel  Curtis.”  Another  with  Ferris’s 
name  at  the  head,  together  with  the  other  candidates  on  the 
Haskell  ticket.  A third  was  peculiarly  required;  it  thus  run, 
'‘support  the  chair,”  which  the  audience  seemed  as  peculiarly 
inclined  to  disregard. 

From  the  opening  of  the  door  until  we  entered,  the  clamor 
was  as  usual  a la  mode  Tammany,  so  deafening  that  not  one 
word  could  be  heard.  Twice  the  chairman  lost  his  underpin- 
ning, and  twice  he  recovered  his  place  after  the  time  alluded 
to.  The  flag,  bearing  Job  Haskell’s  name,  was  ingloriously 
prostrate  for  a moment,  but  it  emerged  again  with  new  efful- 
gence, midst  clamors,  hisses  and  groans.  A sudden  rush  for 
the  private  door  by  about  thirty  individuals,  announced  that 
the  chairman  had  finished  his  duties;  and  a cry  that  the  “re- 
gular tickets  had  adjourned,”  and  that  the  nomination  was 
carried,  but  by  whom  or  when,  as  was  usual  in  such  cases, 
it  was  not  announced,  closed  the  farce  on  one  side. 

Alexander  Ming  then  mounted  the  table  with  a flag  headed 
“Ferris  for  congress!”  and  kept  his  position  very  well;  and  it 
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was  soon  very  evident  that  the  sovereigns  had  ascertained  that 
he  was  on  the  right  side,  and  therefore  the  people  were'  dis- 
posed to  hear  him.  But,  before  he  began  his  harangue,  the 
stoppers  were  put  to  the  gas  lights,  and  the  front  part  of  tlie 
hall  was  in  total  darkness.  But  the  Haskell  luminaries  were 
not  to  be  frustrated  in  this  way,  and  in  a moment  the  platform 
was  lined  with  fifty  sperm  lights;  and  thus  the  old  trick  would 
not  take.  This  was  complete  glory — and  the  cheers  were  tre- 
mendous. 

Rodney  S.  Church,  esq.  mounted  the  table  while  Ming  was 
putting  matters  to  rights,  and  when  the  audience  found  he  was 
of  the  orthodox  party  they  listened  to  him.  He  said  the  peo- 
ple spake,  let  there  be  light  and  there  is  light,  and  those  who 
love  darkness  rather  than  light  have  put  out  the  light  because 
their  deeds  are  evil.  Here  Mr.  C.  entered  into  the  merits  of 
liis  patriotism;  said  he  never  had  any  of  the  people’s  money; 
had  been  a democrat  ever  since  he  was  twenty-one  years  of 
age;  helped  to  fight  the  battle  to  put  down  the  bank,  and 
where,  in  1832,  when  the  panic  was  over  the  land,  was  Gideon 
Lee.^  Was  he  at  his  post.  (No!  no!  three  cheers.)  He  went 
for  democracy  and  against  all  banks,  and  “go  to  your  wards, 
go  to  your  wards,”  vociferated  he,  “go  and  vote,  and  (here 
the  candle  in  his  hand  went  out,  but  did  not  diminish  his 
eloquence),  vote  down  the  democrats  who  have  aristocracy  in 
their  hearts  but  democracy  on  their  tongues.” 

“Three  cheers  for  the  Evening  Post,”  cried  Ming  and  the 
Post  had  them  long  and  hearty.  “Three  groans  for  Ringgold,” 
cried  out  somebody.  “D— n Gid.  Lee,”  said  a third.  But  the 
groans  came  long  and  awful,  and  poor  Ringgold  might  almost 
have  read  his  fate.  “Sharpe  is  a friend  to  col.  Stone,  aint  he? 
Didn’t  he  petition  for  the  Pearl  street  bank  last  year?  Down 
with  him!”  By  this  time  Ming  rallied  with  his  resolutions; 
and  he  was  determined  to  have  and  give  fair  play.  He  read 
off  the  usual  number  that  are  annually  administered  to  the 
pure  democracy,  and  took  the  question  separately,  to  which 
there  was  about  half  a dozen  dissentients  in  the  crowd;  but 
the  working  men’s  party,  (so  they  would  call  themselves),  as 
far  as  we  could  judge,  formed  seven-eighths  of  the  audience, 
save  and  except  the  whigs  who  came  as  lookers-on  in  Venice.” 
Ming  called  for  “three  cheers  for  Job  Haskell,”  which  were 
responded  to.  Indeed  the  whole  of  the  sovereigns  seemed  dis- 
posed to  support  Job,  and  to  hold  the  leaders  to  their  doctrines 
about  the  banks,  &c. 

A new,  and  somewhat  unknown  democrat,  here  mounted 
that  part  of  the  chairman’s  underpinning  which  remained — his 
name  we  understand  was  McLaughlin — he  had  a foreign  ac- 
cent, but  understood  the  constitution  perfectly,  and  deternrined 
to  stick  to  it  through  thick  and  thin  for  the  sake  of  the  people 
and  their  posterity.  In  the  meantime,  some  fellow  thought 
that  the  people  outside  ought  to  have  a part  of  the  fun,  and 
insisted  on  it  that  the  flag  with  Haskell’s  name  should  be  stuck 
out  of  the  window  which  caused  a little  interruption.  Howe- 
ver, the  people  outside  were  called  upon  for  their  ayes  and 
iioes  on  Ferris’ nomination,  by  somebody  at  the  window,  who 
put  the  question,  but  it  is  supposed  that  there  was  so  much  of 
the  old  leaven  of  federalism  outside,  that  the  hurrah  could  not 
be  got  tip.  “Who’s  got  it!  who’s  got  it?”  cried  a son  of  Hiber- 
nia. Is  it  Mr.  Gade  Lee  or  Mr.  Alderman  Ferris  who’s  going 
to  congress?”  “Charcoal!  charcoal!”  said  the  mob  outside — 
and  so  Job  was  honored  with  a flag  outside  once  more.  Mr. 
Ming  stated  that  a motion  had  been  made  to  adjourn;  but  the 
people  indignantly  refused  to  let  off  the  aristocracy  so  cheap. 
Resolutions  were  then  passed  in  favor  of  Martin  Van  Buren 
and  Richard  M.  Johnson;  and  a motion  made,  that  the  de- 
mocracy, for  their  triumph,  should  form  a procession,  with  the 
Ferris  banner  “waving  over  them,”  which  was  carried.  But 
the  lights  which  the  people  had  obtained,  and  which  they  very 
unceremoniously  and  sacrilegiously  had  taken  from  the  trans- 
parency of  the  old  hero,  in  front  of  the  hall,  were  getting  short 
from  too  much  use,  and  from  having  been  cut  up  into  too 
many  pieces  on  the  agrarian  plan  of  division,  so  that  the 
people  were  compelled  to  resort  to  further  pillage  of  untouch- 
ed candles,  when  they  were  very  unceremoniously  charged  by 
some  person  in  authority  with  being  robbers,  and  taking  away 
what  didn’t,  according  to  the  conservative  doctrines,  belong  to 
them. 

This  was  resented  by  a young  democrat,  who  charged  the 
man  in  authority  with  having  put  out  his  own  lights,  and  now 
wished  to  pul  out  the  peoples;  but  he  must  look  out  or  his 
own  would  gel  knocked  in.  The  effect  was  magical,  showing 
clearly  the  majesty  of  the  people.  No  further  opposition  to  the 
public  voice  was  manifested  and  the  procession  and  crowd  re- 
tired, amidst  cries  of“no  monopolies,  fall  in,  fall  in,  no  aris- 
tocracy,” and  sundry  other  equally  important  clamors.  Where 
they  went,  or  how  far  or  how  fast  they  went,  or  how  long  their 
candles  lasted  is  not  known  by  the  latest  information.  When 
their  luminaries  were  so  near  the  sockets  which  nature  had 
furnished  all  true  republicans  with,  resort  was  had  to  a slick, 
on  which  the  candle  was  tied  with  a string— evincing  in  the 
mind  of  the  holder  a strong  determination  not  to  suffer  the  liber- 
ties of  the  great  republic  to  be  extinguished,  as  long  as  the 
spermaceti  held  out. 

From  the  clamor  as  long  as  alderman  Varian  was  in  the 
chair,  it  wa.s  utterly  impossible  to  hear  a single  word  that  was 
uttered.  As  far  as  an  opinion  could  be  formed,  the  sovereign 
people  arc  decidedly  opposed  to  the  old  fashioned  mode  of 
having  every  thing  cut  and  dried,  through  the  back  door  en- 
trance, and  putting  out  the  gas  lights  will  hereafter  be  con-  1 


sidered  very  aristocratic,  being  no  doubt  emblematic  of  the 
desire  of  the  old  leaders  to  put  out  the  regular  fire  of  liberty. 
Besides,  the  people  seemed  determined  not  to  be  out-generaL 
led,  even  though  it  was  at  the  expense  of  general  Jackson’s 
and  his  horse’s  transparency,  and  the  other  standing  rebukes 
on  the  aristocracy,  which  grace  Tammany  Hall. 

The  following  are  the  two  tickets: 

That  announced  by  the  general  committee — 

For  congress — Gideon  Lee. 

For  assembly — Benjamin  Ringgold,  Prosper  M.  Wetmore, 
Thomas  Herltell,  George  Sharpe,  Peter  A.  Cawdrey,  Jesse 
West,  Charles  P.  Clinch,  Francis  B.  Cutting,  John  I.  Morgan, 
Ezra  S.  Connor,  George  Seaman. 

That  nominated  by  the  Jeffersonian  anti-monopolists — 

For  congress — Charles  G.  Ferris. 

For  asscmiZy- Thomas  Heritell,  Job  Haskell,  John  I.  Mor- 
gan, Charles  P.  Clinch,  John  W.  Vethake,  Peter  A.  Cowdrey, 
Francis  B.  Cutting,  John  Windt,  Prosper  M.  Wetmore,  Geo. 
Seaman,  Rodney  S.  Church. 

[From  the  Times — Tammany.'\ 

In  the  annals  of  Tammany  Hall,  there  is  not  recorded  such  a 
scene  of  turbulent  and  violent  faction  as  U>e  last  night  witnes.s- 
ed.  The  opponents  of  the  nomination  by  the  committee,  if  they 
had,  as  we  deny  not,  any  reputation  for  political  fairness,  here- 
tofore, have  forever  destroyed  it  now.  We,  as  uncommitted  and 
impartial,  have  urged  and  begged  that  there  might  be  a fair  vote, 
a fair  expression  of  opinion,  and  having  been  a calm  and  cool 
witness  of  all  that  occurred,  we  are  bound  to  say,  that  at  no- 
one  moment  of  the  meeting,  in  no  one  act  of  theirs,  did  the 
friends  of  Mr.  Ferris  & Co.  act  fairly.  We  protest  and  denounce 
their  entire  proceedings  as  unjust,  illiberal  and  undemocratic. 
The  meeting  was  called  for  7 o’clock;  we  reached  the  hall  at 
half  past  six  o’clock,  and  regret  to  say,  that  we  were  not  disap- 
pointed in  finding  all  the  doors  and  avenues  thoroughly  guard- 
ed and  manned  by  the  opposition  at  that  early  hour.  We  had 
anticipated  this,  for  we  had  placed  no  confidence  in  their  pro- 
fessions of  a desire  for  a fair  vote.  When  the  doors  were  open- 
ed, they  rushed  in,  and  filled  the  platform  which  upheld  the 
chair,  as  well  as  the  space  for  about  15  feet  in  front,  the  chair 
being  on  the  Chatham  street  side  of  the  room.  The  rest  of  the 
room  appeared  to  be  occupied  by  the  friends  of  the  ticket,  who 
preserved  an  orderly  deportment  throughout,  and  were  audible 
only  when  the  questions  were  put  from  the  chair.  They  com- 
prised about  four-fifths  of  the  assemblage,  there  being  perhaps 
four  hundred  of  the  others  about,  and  immediately  in  front  of 
the  platform.  The  latter  seemed  to  have  come  for  the  express 
purpose  of  bearing  down  their  opponents  by  clantor,  in  which 
they  were  not  lesisled,  as  that  device  seemed  to  have  been  ge- 
nerally anticipated  and  disregarded.  3’he  committee  had,  in 
accordance  with  long  established  usage,  selected  officers  of  the 
meeting.  The  meeting  was  called  to  order,  and  the  disorgani- 
zers  named  Joel  Curtis  as  chairman— perhaps  because  of  his 
experience  in  that  capacity  at  the  Fanny  Wright  and  Dale 
Owen  meetings— and  from  that  lime  the  eloquent  throats  of 
Alexander  Ming,  Henry  J.  Riell,and  their  associates,  were  busy 
as  possible  and  incessantly.  It  had  been  evident  enough  that 
the  opposition  designed  to  take  possession  of  the  chair  per  force, 
but  the  front  against  them  was  strong  enough  to  discourage  that 
attempt.  The  nomination  of  the  committee  was  put  and  carried 
three  to  one  by  the  number  of  votes,  and  after  the  adoption  of 
the  resolutions  the  meeting  was  adjourned.  Joel  Curtis  then 
took  the  chair,  with  Mr.  H.J.  Riell  at  his  back,  and  Mr.  A. 
Ming  at  his  side.  Mr.  Curtis  flourished  his  hat,  and  Mr.  Ming 
and  Mr.  Riell  flourished  theirs,  and  their  friends  shouted  as 
stoutly  as  they  could.  They  doubtless  nominated  a ticket  to 
suit  their  purposes,  and  of  course  will  announce  in  due  time 
what  it  was.  Our  predictions  as  to  the  organization  of  the  dis- 
affected prove  true  to  the  letter.  They  took  possession  of  the 
avenues,  surrounded  the  chair,  and  flourished  twenty  motto 
flags,  prepared  for  the  occasion.  There  was  “hear  him”  for  an 

opposition  speaker,  and  silence  for  do. “for  chairman  Joel 

Curtis” — “Down  with  monopolies” — “The  Times  must  change 
before  we  desert  our  Post” — “Charles  G.  Ferris,  Job  Haskell,” 
&c.  and  many  more.  The  disorganizers  strove  their  best  to 
prevent  any  others  being  heard,  and  though  they  were  outvoted 
immeasurably,  will  doubtless  run  their  ticket.  The  breeders  of 
the  opposition  are  the  leaders  of  those  who  go  for  the  wild  doc- 
trines of  the  Evening  Post,  and  who  have  been  notorious  for 
supporting  Fanny  Wrightism,  agrarianism,  and  all  other  here- 
sies that  have  of  late  disturbed  our  political  quiescence.  The 
old  democracy  support  the  regular  ticket.  We  are  glad  that 
they  are  going  to  run  a ticket,  and  have  wished  it  from  the  be- 
ginning; as  by  that  means  only  can  we  effectually  weed  our 
ranks.  We  shall  get  rid  now  of  the  interlopers  who  have  tried 
so  long  to  force  honest  republicans  into  supporting  their  new- 
fangled doctrines,  and  a good  riddance  it  will  be. 

[From  the  Commercial  ^dvei  tiser— opposition.] 

3’hree  ASSEMBLY  TICKETS.  3'lie  great  republican  family  is 
not  only  in  a peck,  but  half  a bushel  of  trouble.  At  the  grand 
row,  at  Tammany,  the  regular  chairman  pronounced  the  regular 
nomination  of  the  committee  to  be  regul.nrly  sanctioned  by  a 
majority  of  the  meeting.  That  ticket  consists  of  the  following 
names,  viz:  For  congress,  Gideon  Lee.  For  senator,  Henry 
Floyd  Jones.  For  assemblymen,  John  I.  Morgan,  Prosper  M. 
Wetmore,  Charles  P.  Clinch,  Ezra  S.  Conner,  Jesse  West,  Ben- 
jamin Ringgold,  Thomas  Herttell,  Francis  B.  Cutting,  Gcorg« 
Seaman,  Peter  A.  Cowdrey  and  George  Sharpe. 
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After  the  chair  had  been  vacated  by  the  chairman  because  he 
could  not  keep  in  it  any  longer,  the  agrarians  went  to  work,  and 
amended  the  ticket  by  substituting  Charles  G.  Ferris,  esq.  for 
congress,  instead  of  Gideon  Lee — and  substituting  Job  Haskell 
and  three  others  (whose  names  we  did  not  learn)  on  the  assem- 
bly ticket. 

Mean  time  the  association  of  native  American  democrats  as- 
sembled at  the  Howard  House,  and  agreed  upon  the  following 
ticket  for  assembly,  viz:  Orlando  Warren,  Janies  O.  Pond,  An- 
son Willis,  Frederick  A.  Tallinadge,  Adrastus  Doolittle,  Isaac 
P.  Whitehead,  Charles  Meeks,  jr.  John  Mount,  Clarkson  Cro- 
lius,  jr.  Robert  B.  Buggies  and  Abel  Decker.  For  congress — 
James  Monroe. 

The  following  account  is,  also,  from  a correspondent  of  the 
“Commercial  Advertiser.” 

The  story  of  our  friend  was  this:  He  approached  the  sanhe- 
drim at  seven,  post  meridian,  with  intent  to  take  his  ancient  seat, 
quietly  as  in  days  of  yore.  The  street  was  filled.  The  avenues 
to  the  doors  were  crowded— he  could  not  gel  in — and  very  na- 
turally tried  to  get  out.  He  therefore  descended  and  after  a hard 
struggle  found  himself  in  a place  as  closely  pressed  as  was  the 
street  leading  to  the  “place  de  grave”  at  the  execution  of  Ro- 
bespierre. “Three  cheers  for  Gideon  Lee” — “huzza,  huzza, 
hazza!” — “Three  more!”  “Open  the  door!”  “I’ll  bet  you  ten 
dollars  to  five,  that  alderman  Ferris  and  Job  Haskell  get  the  no- 
mination!” “Done.”  “Charcoal,  charcoal,  charcoal!”  “Why 
don’t  you  let  us  in?”  “No  gouging!”  “ Who  stole  my  hand- 
kerchief?” “You  don’t  own  any.”  “Here,  Lovejoy,  don’t 
keep  us  smothered  to  death  all  night;  my  gizzard  is  almost 
squeezed  out!”  “Bless  your  gizzard.”  “Huzza  for  old  Tam- 
many!” “Don’t  squeeze  Ringgold  so  hard — it  smells  bad 
enough  a’ready!”  “Where’s  the  deaf  and  dumb  orator?” — 
“Kick  out  that  dog!”  “Come,  Joel,  give  us  a mute  speech  by 
way  of  interlude!”  “Pay  me  that  hat  you  owe  me!”  “Huzza 
for  Wetmore!”  “Why  call  for  More  wet — you’re  toef  enough 
now?”  “Open  that  door!”  “I  second  the  motion!”  “Huzza 
for  old  hickory!”  “There’s  federalists  on  the  stairs,  if  I know 
pork!”  “Who  trod  on  my  corns?”  “You’re  pretty  well  corn- 
ed at  present.”  “Van  Buren  forever!”  “I  don’t  go  Kinder- 
book!”  “Hustle  him  down!”  “I’m  for  the  custom  house  com- 
ing up  town!”  “Maister  Whiting,  jist  be  for  giving  us  your 
raisins!”  “I  say,  shipmate,  aint  this  a pretty  breeze?”  “Hur- 
rah for  Fanny  Wright!”  “Right  yourself— you’re  always 
wrong!”  “I  wish  old  Hays  was  here;  he’d  put  things  to  rights!” 
“Old  Hays  be  hang’d!”  “Hurrah  for  Ely  Moore!”  “Och  mur- 
ther!  Misther  Alderman  O’Brady,  why  can’t  ye  be  afiher 
letting  in  the  natives” — “Botheration  to  ye,  why  can’t  ye  be 
aisy.”  “Hold  on  below  for  the  railing  is  giving  way.”  “No 
tnorc  of  that  Patrick!”  “Sachem,  I say,  give  us  hold  of  your 
tail!”  “I’m  a full-blooded  republican,  and  mane  to  go  the 
whole  hog  Tammany  ticket!”  “Och,  Mac,  you’re  only  eight 
and  forty  hours  in  the  coonthrey,  and  you  pertind  to  be  a Tam- 
many man — blood  and  ouns,  havent  I fit  the  battles  of  the  sixth 
ward,  since  the  Bunker  hill  engagement,  a year  and  a half  back? 
Didn’t  I,  counsellor;  and  aint  I going  into  the  board  of  assist- 
ants, when  you  are  made  alderman?”  “Open  that  door!”  “Hur- 
rah; there  she  goes— you  must  cross  the  Alps  now— no  getting 
back.” 

When  my  friend  found  himself  in  the  wigwam,  he  informed 
me  that  the  confusion  of  tongues  at  the  building  of  the  tower  of 
Babel,  Bedlam  broke  loose,  and  the  war-whoop  at  the  battle  of 
Tippecanoe  were  Quaker  meetings  to  this  assemblage.  The 
great  hall  was  crowded  to  repletion,  the  high  places  filled,  and 
the  jargon  like  the  roaring  of  the  ocean.  Mr.  President,  said 
one — there  is  no  president!  Mr.  Cheerman!  There  aint  no 
cheerman!  Alderman  Warian,  please  to  take  the  cheer;  and 
the  worthy  president  of  the  board  of  aldermen  was  seen  between 
two  mountains  of  fiesh,  and  a standard  placed  over  his  head, 
bearing  the  inscription 

“support  the  chair!” 

The  chair,  however,  needed  more  support  than  was  afforded 
it,  for  in  less  than  two  minutes,  down  went  chair,  chairman 
and  supporters,  heels  over  head.  One  fellow  got  up,  before  the 
alderman  went  down,  and  was  heard  to  say — “Time  was,  when 
the  republicans  of  this  city  would  listen  to  the  sentinels  on  the 
watch  lower  of  liberty — but  now” — “Huzza  for  alderman  Fer- 
ris— down  with  Gid  Lee!”  “Mr.  President,  I wish  to  be  heard 
— I’m  an  old  true  blue,  dyed  in  the  wool.  If  the  boys  will  cease 
their  noise,  I hope  to  be  able” — a placard  was  then  hoisted,  on 
which  was  printed 

“hear  him!” 

It  was  now  a perfect  dumb  show,  violent  gesticulation,  and 
tumult.  Nothing  was  heard  except  at  intervals,  a single  sen- 
tence. “Right  worshipful,  I move  to  take  up  the  subject  of  bro- 
ther Morgan’s  murder” — “All  charged  in  the  south!”  “Keep 
your  jaw,  carrot  head — no  sneezing,  1 say” — “Be  still  groaning 
ill  that  corner” — “Give  me  my  c.np” — “mind  how  you  pinch  my 
back” — “I’m  Jackson,  the  whole  swine” — “Cock-doodle-doo” 
— “Turn  out  that  old  fowl” — “Bow-wow-wow” — “Kick  that 
puppy  down  stairs” — “I’hree  cheers  for  the  Post” — “Three 
groans  for  Ringgold” — Ming  called  for  three  cheers  for  Job  Has- 
kell—“Charcoal,  charcoal,  charcoal”— “Bah,  bah,  black  sheep.” 

Thus  ii  went  on  for  half  an  hour.  In  the  mean  time  up  went 
the  Lee  flag,  and  a placard  superscribed, 

“support  it  entire!” 

And  it  was  supported  entire  full  two  minutes,  when  it  was 
seized,  the  staff  split  into  flinders,  and  the  rag  torn  to  ribbons. 


There  arose  a new  scene,  "fhe  gas  lights  tvefe  eitlngfilshed 
in  the  front  room,  and  a new  spoke  was  put  in  the  Wheel.  ThH 
chairman  was  now  one  McLaughlin,  from  the  “Emerald  isle.’^ 
Between  this  gentleman  and  another  there  was  much  gestlcU-> 
lation,  and  apparent  argument.  The  latter  was  understood  by 
those  near  him  to  expostulate  with  the  chairman  on  the  impro- 
priety of  usurping  the  seat  of  alderman  Waryann.  “Why,  you 
fool,”  answered  McL.  isn’t  he  under  foot,  and  aint  it  necessary 
to  presarve  order?”  “The  meeting,”  said  the  other,  “was  cai^ 
ed  by  the  regular  Tammany  party,  and  decency  requires  that 
you  should  withdraw.  If  you  do  not,  the  old  sachems  would’^ 
— “Poll  the  house— poll  the  house!”  “Poll  your  granny!” 
“How  much  that  man  looks  like  Robert  Spear!”  “O,  yes,  if 
he  had  the  power,  he  would  have  off  your  head  before  you  could 
say” — “Poll  the  house!” 

“I  move,”  said  another,  “that  my  motion  is  in  order,  accord- 
ing to  parliamentary  usage,  and  that  the  chairman  keeps  his 
seat.”  “Good!”  “We  don’t  want  no  Englishmen  nor  parlia- 
ments here;  we  want  true  republican  liberty.  Hurrah  for  Jack- 
son,  three  cheers  for  old  hickory!”  “Mr.  Chairman,  1 have  had 
considc'«*»*«  experience  m repuuii.ia..  A^r  uiree 

years  I can  assure  you,  sir,  that  it  has  been  the  invariable  prac-^ 
tice  of  meetings  called  by  our  party,  to  abide  by  regular  notoH 
nations.”  “Gentlemen,  I have  been  a member  of  both  brunches 
of  the  common  council,  and  ought  to  know  what’s  what.” 
(Takes  a pinch  of  snuff.)  “Mr.  Moderator,  I have  had  many 
years  knowledge  of  what  was  done  in  republican  meetings  be- 
fore that  gentleman  was  read  out  of  the  Washington  Benevo- 
lent society,  and  can  assure  you  that”— “Quack, quack,  quack!’^ 
“Don’t  withdraw  gentlemen — silence  on  the  floor — let  the 
young  man  unbottle  himself— he  always  comes  to  the  point 
quick — never  speaks  over  three  hours,  and  proves  to  a demon- 
stration that” — “Hurrah  for  Kinderhook,  he’s  the  boy  what 
knows  a thing  or  two.”  “Gentlemen,  be  good  enough  to  keep 
order  for  a few  moments,  and  I have  no  doubt  I shall  prosper  in 
my  attempts  to  reconcile  conflicting  parties.l’ 

Here  the  meeting  became  riotous,  routous,  uproarous  and 
belligerent;”nothing  was  afterward  heard  but  such  vociferations 
as  the  following;  “What  a smell  is  herel”  “What  do  you  ex- 
pect among  skunks?”  “Mr.  Chairman,  ask  Barney  Bates  if 
there’s  a letter  in  the  post  office  for  Patrick  Develin— don’t  be 
cocking  your  eye  into  the  folds  of  it,  honey!”  “Hurrah  for  co- 
lonel Pluck!”  “Curse  your  pluck,  we  want  a head!”  “Hands 
off— who  tore  my  coat?”  “Take  away  that  cane.”  “I  belong 
to  the  peace  society!”  “Down  with  him — drag  him  out!” 
“Who  stole  my  watch?”  “Hurrah  for  coffin  handbills — three 
groans!”  “Fire  away  Jim  Broughton;  you  hit  the  right  fellow 
on  the  snuff  taker!”  “Down  with  the  Yankees!”  “Hurrah  for 
the  sixth  ward  and  alderman  Ferris,  forever!”  Cetera  desunt. 
Our  ancient  friend  was  exhausted. 


The  report  of  this  meeting  in  the  official  paper,  the  “Times,” 
fully  bears  out  all  that  is  said  of  it  in  the  opposition  prints. 
Such  are  democratic  (! ) nominations.  Party,  to  subserve  tem- 
porary purposes,  has  “raised  up  a devil”  in  New  York,  which 
party  cannot  “lay  in  the  Red  Sea!”  “Agrarians,”  and  other 
fools,  have  the  controling  power,  and  will  “rule  the  roast.” 

We  suppose  that  the  last  account  is  somewhat  exaggerated — 
but,  as  a whole,  a pretty  good  representation  of  the  “Babel’» 
that  took  place.  The  days  of  Tammany  are  numbered.  It  ia 
self-consumed — or  about  to  be,  in  its  own  wigwam. 

The  nominations.  There  seems  to  be  every  prospect  of  an 
all-sufficient  rumpus  among  the  conflicting  members  of  the  par- 
ty. Banners  are  waved  on  high,  and  the  battle-shout  begins  to 
peal  around  the  walls  of  Tammany.  Touching  the  nomina- 
tions, there  is  something  to  be  said  on  both  sides  by  us  who 
stand  aloof  from  the  conflict,  as  mere  spectators  of  the  fray. 
Our  inclinations  are  with  the  regulars- at  least  with  such  among 
them  as  have  stood  in  former  and  better  days,  shoulder  to  shoul- 
der with  us  in  the  ranks  of  federalism.  But  we  feel  bound  to 
vindicate  the  seceders,  as  they  are  called — the  agrarians — for 
their  consistency.  They  are  but  following  out  the  lessons  taught 
them  by  their  former  leaders  and  present  enemies.  Last  year, 
when  the  whigs  were  to  be  opposed,  the  master-spirits  of  the 
party  were  glad  enough  to  join  in  fellowship  with  the  very  men 
whom  they  now  denounce;  they  were  all  agrarians  then;  they 
instructed  their  followers  to  howl  maledictions  upon  banks, 
monopolies,  chartered  institutions  and  rag  money;  they  set  up 
the  cry  of  rich  and  poor;  they  took  Job  Haskell  into  patronage 
and  entered  into  brotherhood  with  Eli  Moore.  Agrarian  prin- 
ciples were  the  perfection  of  reason  then.  But  the  Times  have 
changed.  There  is  no  longer  a contmon  enemy  with  whom  to 
battle,  and  the  leaders  are  anxious  to  get  rid  of  their  auxiliaries. 
They  call  to  mind  the  marble  mansions  in  which  some  of  them, 
at  least,  are  grand  enough  to  live — the  silver  plate  from  which 
they  dine — the  costly  wines  with  which  they  gratify  their  pa- 
lates—the  Turkey  carpets  upon  which  they  tread,  and  the  da- 
mask curtains  that  shadow  their  luxurious  repose— and  they 
have  no  inclination  to  share  these  splendors  with  the  rank  and 
file.  They  would  unteach  the  doctrines  they  have  taught,  and 
Iranquilize  the  elements  which  they  themselves  have  wrought 
up  into  fury.  But  they  find  how  true  it  is  that  for  him  who 
sows  the  wind,  the  whirlwind  must  be  expected  as  the  harvest. 

The  “di.sorganizers,”  as  they  call  them  now,  have  felt  their 
own  power,  and  they  mean  to  use  it.  They  stand  up  for  con- 
sistency; and  whatever  be  the  consequence,  them,  we  cannot 
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Maine.  They  do  but  keep  on  in  the  path  to  which  they  were 
directed  by  their  former  masters.  [Com. 

The  ^‘Journal  of  Commerce’’^  says — 

There  is  at  length  a thorough  split  among  the  Tammany  men 
in  this  city,  as  was  clearly  evinced  at  their  wigwam  on  Thurs- 
day night.  The  object  of  the  meeting  was  to  receive  the  report 
of  the  nominating  committee.  From  the  description  of  it  given 
by  the  ditfercnt  papers,  it  was  “confusion  worse  confounfled.” 
Tlie  committee,  however,  reported  their  nominations,  which 
were  adopted,  according  to  the  Times,  “by  an  overwhelming 
majority.”  That  for  congress  is  as  follows: 

For  congress — Gideon  Lee. 

After  the  meeting  of  the  regulars  was  adjourned,  the  Evening 
Post  party,  consisting  of  radicals,  agrarians  and  -.ve  know  not 
v/hat,  took  possession,  and  nominated  the  following  ticket: 

For  congress — Charles  G.  Ferris. 

[And  a third  party  have  named  Mr.  James  JWTonroe.] 

TAc  road  to  wealth  and  preferment.  A few  years  ago — and 
Iruia  VI,.  i,.  io  wiu.iii  me  recolleciioii  of  bo  young 

a man  as  the  writer  of  this  paragraph,  there  might  have  been 
seen  in  one  of  the  obscure  towns  in  Western  Massachusetts,  a 
sturdy  but  youthful  adventurer,  with  health  and  hope  in  his 
countenance,  and  a bundle  suspended  from  the  handle  of  a 
broad  blade,  an  implement  of  his  craft,  over  his  shoulder,  bid- 
ding adieu  to  friends  and  home,  and  commencing  a journey  with 
a light  purse  and  lighter  heart,  to  seek  his  fortune.  After  the 
lapse  of  the  albresaid  few  years,  a splendid  pageant  is  exhibit- 
ing in  the  great  commercial  metropolis  of  our  country,  and  the 
people  are  doing  honor  to  an  individual  who  by  the  aid  of  strong 
natural  powers,  with  great  industry  and  probity  of  character, 
has  won  their  esteem — nay — their  love  and  confidence — and 
they  are  bestowing  upon  him  their  highest  municipal  dignity 
and  honor.  Toil,  and  care,  and  ripening  years  had  each  its  dis- 
tinct mark  in  his  n»anly  and  cheerful  countenance,  but  they  had 
not  so  far  changed  it  that  an  old  friend  could  not  discern  there 
the  lineaments  of  that  same  youthful  and  obscure  New  England 
adventurer.  Gideon  Lee,  the  tanner  and  currier,  is  now  a can- 
didate tor  congress,  from  the  city  of  New  York. 

[Newburgh  Telegraph, 

The  Times,  after  publishing  a statement  by  the  lessee  of  Tam- 
many Hail,  setting  forth  that  his  premises  were  broken  into  by 
several  hundred  men  thus  sets  up  its  ludicrous  lament: 

Has  it  come  to  this,  that  the  rights  of  citizens  are  to  be  invad- 
ed, that  the  old  democrats  are  to  be  driven  from  Tammany 
Hall  by  the  exercise  of  brute  force,  that  the  old  temple  of  de- 
mocracy is  to  be  deseciated  by  those  who  under  the  mask  of 
democracy  attempt  to  put  us  down  by  lawless  violence.?  We 
have  indeed  fallen  on  evil  times,  if  we  are  rudely  to  be  thrust 
out  of  doors  by  a band  of  disorganizers,  who  have  come  among 
us  only  to  betray  us,  who  have-not  alone  sought  to  produce  dis- 
cord and  division  in  our  ranks,  but  who  resort  to  the  most  des- 
perate means  to  effect  their  purposes. 

(h^The  following  resolulion  was  adopted  at  the  last  meeting 
of  the  native  American  nominating  committee. 

Resolved,  That  the  letter  of  JAMES  MONROE,  esq.  ad- 
dressed to  the  nominating  committee  of  the  native  American 
democratic  association,  be  published  as  expressive  of  the  sen- 
timents of  this  association. 

To  the  nominating  committee  of  the  ‘^native  .American  democra- 
tic association.’’ 

New  York,  October  3lst,  1835. 

Gentlemen:  I have  this  moment  read  in  the  “Native  Ameri- 
can Democratic  Citizen,”  a paper  handed  me  at  the  Howard 
House  by  a member  of  your  association,  certain  resolutions 
adopted  at  your  meeting  last  evening,  when  my  name  was 
placed  in  nomination  for  congress. 

For  this  compliment  no  man  can  feel  more  grateful  than  I 
do.  The  feelings  arising  from  the  spontaneous  confidence  of 
one’s  fellow  citizens  are  of  the  most  gratifying  character.  But 
if  such  nomination  or  confidence  be  accompanied  with  resolu- 
tions which  seem  to  aim  at  the  destruction  of  the  vested  rights 
of  citizens,  whether  native  or  adopted,  then  the  question  arises 
how  far  such  sentiments  can  be  sustained  or  approved  by  the 
person  so  nominated.  I find  the  following  resolution: 

Resolved,  That  we  will  render  support  to  our  candidates, 
with  the  understanding  that  they  will  use  ail  the  constitutional 
powers  of  their  ofhce.s,  and  all  their  private  influence  to  effect 
the  following  object:  “To  prevent  the  elevation  of  persons  of 
foreign  birth  to  any  ofhee  of  honor,  trust  or  profit  in  the  United 
States.” 

Now,  gentlemen,  I cannot  allow  my  name  to  be  used  for  any 
office  under  such  a resolution. 

I am  in  favor  of  a repeal  of  our  naturalization  laws,  whereby 
all  foreigners  not  in  the  country  at  the  time  of  such  repeal, 
would  be  excluded  from  the  rights  of  citizenship;  but  I cannot 
consent  to  any  course  which  would  interfere  with  the  rights  of 
those  already  naturalized,  or  wiio  may  have  come  to  the  coun- 
try under  the  inducements  which  our  laws  now  hold  forth.  I 
am  the  last  man  who  would  lend  my  aid  to  infringe  such  rights, 
and  if  I understand  your  sentiments,  as  1 doubt  not  1 do,  these 
are  also  the  principles  of  your  association. 

The  object  of  this  communication  is  to  guard  against  any 
misconception  of  the  ground  on  which  the  nomination  is  offered 


and  accepted.  I am,  very  respectfully,  gentlemen,  your’s« 
&c.  JAMES  MONROE. 

We  are  requested  (says  the  Commercial  Advertiser)  to  point 
out  an  error  in  the  Courier  & Enquirer,  this  morning,  respect- 
ing Mr.  Monroe.  He  is  not  for  repealing  the  naturalization 
laws,  but  only  for  such  modification  of  them,  as  shall  make  the 
right  of  American  citizenship  mure  difficult  to  attain. 

SPEECH  OF  MR.  WEBSTER, 

Delivered  at  the  Odeon,  October  12,  1835,  on  Ihe  presentation 
of  a silver  vase  by  the  citizens  of  Boston. 

Mr.  Chairman  and  gentlemen:  I accept,  with  grateful  re- 
spect, the  present  which  it  is  your  pleasure  to  make.  1 value  it. 
it  bears  an  expression  of  your  regard  for  those  political  princi- 
ples which  1 have  endeavored  to  maintain;  and  though  the 
material  were  less  costly,  or  the  workmanship  less  elegant, 
any  durable  evidence  of  your  approbation  could  nut  but  give 
me  high  satisfaction. 

This  approbation  is  the  more  gratifying,  as  it  is  not  bestowed 
for  services  connected  with  local  questions,  or  local  interests, 
or  which  are  supposed  to  have  been  peculiarly  beneficial  to 
yourselves,  uui  for  efforts,  whicli  had  the  interests  of  the  whole 
country  for  their  object,  and  which  were  useful,  if  useful  at  all, 
to  all  who  live  under  the  blessings  of  the  constitution  and  go- 
vernment of  the  United  States. 

It  is  twelve  or  thirteen  years,  gentlemen,  since  I was  honor- 
ed with  a seat  in  congress  by  the  choice  of  the  citizens  of  Bos- 
ton. They  saw  fit  to  repeat  that  choice,  more  than  once;  and 
I embrace,  with  pleasure,  this  opportunity  of  expiessing  to 
them  my  sincere  and  profound  sense  of  obligation  for  these  ma 
nifeslations  of  confidence.  At  a later  period,  the  legislature  of 
the  state  saw  fit  to  transfer  me  to  another  place;  and  have 
again  renewed  that  trust,  under  circumstances,  which  I have 
felt  to  impose  on  me  new  obligations  of  duty,  and  an  increased 
devotion  to  the  political  welfare  of  the  country.  These  twelve 
or  thirteen  years,  gentlemen,  have  been  years  of  labor,  and  not 
without  sacrifices;  but  both  have  been  more  than  compensated 
by  the  kindness,  the  good  will,  and  the  favorable  interpreta- 
tion with  which  my  discharge  of  official  duties  has  been  re- 
ceived. In  this  changing  world  we  can  hardly  say  that  we 
possess  what  is  present,  and  the  future  is  all  unknown.  But 
the  past  is  ours.  Its  acquisitions,  and  its  enjoyments  are  safe. 
And  among  these  acquisitions,  among  the  treasures  of  the 
past  most  to  be  cherished  and  preserved,  I shall  ever  reckon 
the  proofs  of  esteem  and  confidence,  which  I have  received 
from  the  citizens  of  Boston  and  the  legislature  of  Massachusetts. 

In  one  respect,  gentlemen,  your  present  oppresses  me.  It 
overcomes  me  by  its  lone  of  commendation.  It  assigns  to  me 
a character  of  which  I feel  I am  not  worthy.  “The  defender 
of  the  constitution”  is  a title  quite  too  high  for  me.  He  who 
shall  prove  himself  the  ablest  among  the  able  men  of  the  coun- 
try, he  who  shall  serve  it  longest  among  those  who  may  servo 
it  long,  he  on  whose  labors  all  the  stars  of  benignant  fortune 
shall  shed  their  selectest  influence,  will  have  praise  enough, 
and  reward  enough  if,  at  the  end  of  his  political  and  earthly 
career,  though  that  career  may  have  been  as  bright  as  the  track 
of  the  sun  across  the  sky,  the  marble  under  which  he  sleeps, 
and  that  much  better  record,  the  grateful  breasts  of  his  living 
countrymen,  shall  pronounce  him  “the  defender  of  the  consli- 
lulion.”  It  is  enough  for  me,  gentlemen,  to  be  connected  in 
the  most  humble  manner,  with  the  defence  and  maintenance 
of  this  great  wonder  of  modern  times,  and  this  certain  wonder 
of  all  future  times.  It  is  enough  for  me  to  stand  in  the  ranks, 
and  only  to  be  counted  as  one  of  its  defenders. 

The  constitution  of  the  United  States,  I am  confident,  will 
protect  the  name  and  the  memory,  both  of  its  founders  and  of 
its  friends — even  of  its  humblest  friends.  It  will  impart  to  both 
something  of  its  own  ever  memorable  and  enduring  distinction 
— I had  almost  said  something  of  its  own  everlasting  remem- 
brance. Centuries  hence,  when  the  vicissitudes  of  human  af- 
fairs shall  have  broken  it,  if  ever  they  shall  break  it,  into  frag- 
ments, these  very  fragments,  every  shattered  column,  every  dis- 
placed foundation  stone,  shall  yet  be  sure  to  bring  them  all  into 
recollection,  and  to  attract  to  them  the  respect  and  gratitude  of 
mankind. 

Gentlemen,  it  is  to  pay  respect  to  this  constitution — it  is  to 
manifest  your  attachment  to  It — your  sense  of  its  value,  and 
your  devotion  to  its  true  principles,  that  you  have  sought  this 
occasion.  It  is  not  to  pay  an  ostentatious  personal  compli- 
nrent.  If  it  were,  it  would  be  unworthy  both  of  you  and 
me.  It  is  not  to  manifi  st  attachment  to  iiidividvals,  indepen- 
dent of  all  considerations  of  principles — if  it  were  I should  feel 
it  my  duty  to  tell  you,  friends  as  you  are,  that  you  were  doing 
that,  which,  at  this  very  moment,  constHpies  one  of  the  most 
threatening  dangers  to  the  constitution  its^.  Your  gift  would 
have  no  value  in  my  eyes — this  occasion  would  be  regarded  by 
me  as  an  idle  pageant,  if  I did  not  know  that  they  are  both 
but  modes,  chosen  by  you,  to  signify  your  attachment  to  the 
true  principles  of  the  constitution — your  fixed  purpose  so  far  as 
in  you  lies,  to  maintain  those  principles,  and  your  resolulion  to 
support  public  men,  and  stand  by  them,  so  lung,  and  no  longer, 
than  they  shall  support  and  stand  by  the  constitution  of  the 
country.  “The  constitution  of  the  country!” 

Gentlemen,  often  as  I am  called  to  contemplate  this  subject, 
its  importance  always  rises,  and  magnifies  itself,  more  and 
more,  before  me.  I cannot  view  its  preservation  as  a concern 
of  narrow  extent,  or  temporary  duration.  On  the  contrary,  1 
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see  iti  il  a vast  interest,  which  is  to  run  down  with  the  genera- 
tions of  men,  and  to  spread  over  a great  portion  of  tlie  earth 
with  a direct,  and  over  the  rest  with  an  indirect,  but  a most 
powerful  influence.  When  I speak  of  it  here,  in  this  thick 
crowd  of  fellow  citizens  and  friends,  I yet  behold,  thronging 
about  me  a much  larger  and  more  imposing  crowd.  I see  a 
united  rush  of  the  present  and  the  future.  I see  all  the  patriotic 
of  our  own  land,  and  our  own  time — I see  also  the  many  mil- 
lions of  their  posteiity,  and  1 see  ton  the  lovers  of  human  liber- 
ty from  every  part  of  the  earth— from  beneath  the  oppression 
of  thrones,  and  hierarchies  and  dynasties — from  amidst  the 
darkness  of  ignorance,  degradation  and  despotism,  into  which 
any  ray  of  political  light  has  penetrated — I see  all  those  count- 
less multitudes  gather  about  us,  and  I hear  their  united  and 
earnest  voices,  conjuring  us,  in  whose  charge  the  treasure  now 
is,  to  hold  on,  and  hold  on  to  the  last,  by  that  which  is  our 
own  highest  enjoyment,  and  their  best  hope. 

Filled  with  these  sentiments,  gentlemen,  and  having  through 
my  political  life,  hitherto,  always  acted  under  the  deepest  con- 
viction of  their  truth  and  importance,  it  is  natural  that  I should 
have  regarded  the  preservation  of  the  constitution  as  the  first 
great  political  object  to  be  secured.  But  I claim  no  exclusive 
merit.  I should  deem  it,  especially,  unbecoming  mxJ  unjust  in 
me,  to  separate  myself,  in  this  respect  from  other  public  ser- 
•vaiits  of  the  people  of  Massachusetts.  The  distinguished  gen- 
tlemen who  have  ((receded  and  followed  me,  in  the  represen- 
tation of  the  city,  their  associates  from  other  districts  of  the 
Slate,  and  my  late  worthy  and  most  highly  esteemed  colleague, 
are  eulilltd,  oue  and  all,  to  a full  share  in  the  public  approba- 
tion. If  accidental  circumstances,  or  a particular:  position, 
have  sometimes  rendered  me  more  prominent,  equal  patriot^ 
ism  and  equal  zeal  have  yet  made  them  equally  deserving. 
Il  were  invidious  to  enumerate  these  fellow  laborers,  or  to  dis- 
criminate among  them.  Long  may  they  live!  and  I could 
hardly  express  a belter  wish  for  the  interest  and  honor  of  the 
states,  than  that  the  public  men,  who  may  follow  them,  may  be 
as  disinterested,  as  patriotic,  and  as  able  as  they  have  proved 
themselves. 

There  have  been,  gentlemen,  it  is  true,  anxious  moments. 
That  was  an  anxious  occasion,  to  which  the  gentleman  who 
has  addressed  me  in  your  behalf,  has  alluded;  I mean  the 
debate  in  January,  1830.  It  seemed  to  me  then  that  the  con- 
stitution was  about  to  be  abandoned.  Threatened  with  most 
serious  dangers,  it  was  not  only  not  defended,  but  attacked, 
as  I thought,  and  weakened  and  wounded  in  its  vital  powers 
and  faculties,  by  those  to  whom  the  country  naturally  looked 
for  its  defence  aud  protection.  It  appeared  to  me  that  tlie 
union  was  about  to  go  to  pieces,  before  the  people  were  at  all 
aware  of  the  extent  of  the  danger.  The  occasion  was  not 
sought  but  forced  upon  us;  it  seemed  to  me  momentous,  and 
I confess  that  I felt  that  even  the  little  that  I could  do,  in  such 
a crisis,  was  called  for  by  every  motive  which  could  be  address- 
ed to  a lover  of  the  constitution.  I took  a part  in  the  debate, 
therefore,  with  my  whole  heart  already  in  the  subject,  and 
careless  for  every  thing  in  the  result,  except  the  judgment 
which  the  people  of  the  United  States  should  form,  upon  the 
questions  involved  in  the  discussion.  I believe  that  judgment 
has  been  definitvly  pronounced;  but  nothing  is  due  to  me  be- 
yond the  merit  of  having  hiade  an  earnest  effort  to  present  the 
true  question  to  the  people,  and  to  invoke  for  it  that  attention 
from  them,  which  its  high  importance  appeared  to  me  to  de- 
mand. 

The  constitution  of  the  United  States,  gentlemen,  is  of  a 
peculiar  structure.  Our  whole  system  is  peculiar.  It  is  fashion- 
ifid  according  to  no  existing  model,  likened  to  no  precedent, 
and  yet  founded  on  principles,  which  lie  at  the  foundation  of 
all  free  governments,  wherever  such  governments  exist.  It  is 
a complicated  system.  It  is  elaborate,  and  in  some  sense, 
artificial,  in  its  composition.  We  have  tw'enty-four  slate 
sovereignties,  all  exercising  legislative,  judicial  and  executive 
powers.  Some  of  the  sovereignties  or  states,  had  long  existed, 
and,  subject  only  to  the  restraint  of  the  power  of  the  parent 
country,  had  been  accustomed  to  the  forms  and  to  the  exercise 
of  the  powers  of  representative  republics.  Others  of  them  are 
new  creations,  coming  into  existence  only  under  the  constitu- 
tion itself;  but  all  now  standing  on  an  equal  footing. 

The  general  government,  under  which  all  these  states  are 
united,  is  not,  as  has  been  justly  remarked  by  Mr.  Gray,  a 
confederation.  It  is  much  more  than  a confederation.  It  is  a 
popular  representative  government,  with  all  the  departments, 
and  all  the  functions  and  organs  of  such  a government.  But 
it  is  still  a limited,  a restrained,  a severely  guarded  govern- 
ment. It  exists  under  a written  constitution,  and  all  that  hu- 
man wisdom  could  do,  is  done  to  define  its  powers,  and  to 
prevent  their  abuse.  It  was  placed  in  what  was  supposed  to 
be  the  safest  medium  between  dangerous  authority,  on  the  one 
hand,  and  debility  and  inefficiency,  on  the  other.  I think  that 
happy  medium  was  found,  by  the  exercise  of  the  greatest  politi- 
cal sagacity,  and  the  influence  of  the  highest  good  fortune.  We 
cannot  move  the  system  either  way,  without  the  probability  of 
hurtful  change;  and  as  experience  has  taught  us  its  safety  and 
its  usefulness,  when  left  where  it  is,  our  duty  is  a plain  one. 

It  cannot  be  doubted  that  a system  thus  complicated,  must  be 
accompanied  by  more  or  less  of  danger,  in  every  stage  of  its  ex- 
istence. It  has  not  the  simplicity  of  despotism.  It  is  not  a 
plain  column,  that  stands  self-poised  and  self-supported.  Nor 
is  it  a loose,  irregular,  unfixed  and  undefined  system  of  rule, 
which  admits  of  constant  and  violent  changes,  without  losing 


its  character.  But  it  is  a balanced  and  guarded  system;'a  sys- 
tem of  checks  and  controls;  a system  in  which  powers  ar»  care- 
fully delegated,  and  as  carefully  limited;  a system,  in  which 
the  symmetry  of  the  parts  is  designated  to  produce  an  aggregate 
whole,  which  shall  be  favorable  to  personal  liberty,  favorable 
to  public  prosperity  and  favorable  to  national  glory.  And  who 
can  deny,  that  by  a trial  of  fifty  years,  this  American  system  of 
government  has  proved  itself  capable  of  conferring  ail  these 
blessing^.’  These  years  have  been  years  of  great  agitation, 
throughout  the  civilized  world.  In  the  course  of  them  the  face 
of  Europe  has  been  completely  changed.  Old  and  corrupt  go- 
vernments have  been  destroyed,  and  new  ones,  erected  in  their 
places,  have  been  destroyed  too,  sometimes  in  rapid  succession. 
Yet  through  all  the  extraordinary,  the  most  extraordinary 
scenes  of  this  half  century,  the  free,  popular,  representative  go- 
vernment of  the  United  Stales  has  stood,  and  has  aflbrded  se- 
curity for  liberty,  for  properly  and  for  reputation,  to  all  its  citi- 
zens. 

That  it  has  had  many  dangers,  that  it  has  met  critical  mo- 
ments, is  certain.  That  il  has  now  dangers,  and  that  a crisis  is 
now  before  it,  is  equally  clear,  in  my  judgment.  But  it  has  hi- 
therto been  preserved,  and  vigilance  and  patriotism  may  rescue 

it  again. 

Our  dangers,  gentlemen,  are  not  from  without.  We  have 
nothing  to  fear  from  foreign  powers,  except  those  interruptions 
of  the  occupations  of  life  which  all  wars  occasion.  The  dan- 
gers to  our  system,  as  a system,  do  not  spring  from  that  quar- 
ter. On  the  contrary,  the  pressure  of  foreign  hostility  would 
be  most  likely  to  unite  us,  and  to  strengthen  our  union,  by  an 
augmented  sense  of  its  utility  and  necessity.  But  our  dangers 
are  from  within.  I do  not  now  speak  of  those  dangers  which 
have  in  all  ages  beset  republican  governments,  such  as  luxury 
among  the  rich,  the  corruption  of  public  officers,  and  the  gene- 
ral degradation  of  public  morals.  I speak  only  of  those  pecu- 
liar dangers  to  which  the  structure  of  our  government  particu- 
larly exposes  it,  in  addition  to  all  other  ordinary  dangers. 
These  rise  among  ourselves,  they  spring  up  at, home,  and  the 
evil  which  they  threaten  is  no  less  than  disunion,  or  the  over- 
throw of  the  whole  system.  Local  feelings  and  local  parties,  a 
notion  sometimes  sedulously  cultivated,  of  opposite  interests, 
in  different  portions  of  the  union,  evil  prophecies  respecting  ita 
duration,  cool  calculations  upon  the  benefits  of  separation,  a 
narrow  feeling,  that  cannot  embrace  all  the  states  as  one  coun- 
try, an  unsocial,  anti-national,  and  half-belligerent  spirit,  which 
sometimes  betrays  itself— all  these  undouhiedly  are  causes 
which  affect  more  or  less,  our  prospect  of  holding  together.  All 
these  are  unpropitious  influences. 

The  constitution,  again,  is  founded  on  a compromise,  and  the 
most  perfect  and  absolute  good  faith,  in  regard  to  every  stipu- 
lation of  this, kind  contained  in  it,  is  indispensable  to  its  preser- 
vation. Every  attempt  to  accomplish  even  the  best  purpose, 
every  attempt  to  grasp  that  which  is  regarded  as  an  immediate 
good,  in  violation  of  these  stipulations,  is  full  of  danger  to  the 
whole  constitution.  I need  not  say,  also,  that  possible  collision 
between  the  general  and  the  state  governments,  always  has 
been,  is,  and  ever  must  be,  a source  of  danger  to  be  strictly 
watched  by  wise  men. 

But,  gentlemen,  as  I have  spoken  of  dangers  now,  in  my 
judgment,  actually  existing,  I will  state  at  once  my  opinions  on 
that  point,  without  fear  and  without  reserve.  I reproach  no 
man,  I accuse  no  man;  but  I speak  of  things  as  they  appear  to 
me,  and  I speak  of  principles  and  practices,  which  I deem  most 
alarming.  I think,  then,  gentlemen,  that  a great  practical 
change  is  going  on  in  the  constitution,  which,  if  not  checked, 
must  completely  alter  its  whole  character.  This  change  con- 
sists in  the  diminution  of  the  just  powers  of  congress  on  the  one 
hand,  and  in  the  vast  increase  of  executive  authority  on  the 
other.  The  government  of  the  United  Stales,  in  the  aggregate, 
or  the  legislative  power  of  congress,  seems  fast  losing,  one  after 
another,  its  accustomed  powers.  One  by  one,  they  are  practi- 
cally struck  out  of  the  constitution.  What  has  become  of  the 
power  of  internal  improvement  Does  it  remain  in  the  consti- 
tution, or  is  it  erased  by  the  repeated  exercise  of  the  president’s 
veto,  and  the  acquiescence  in  that  exercise,  of  all  who  call 
themselves  his  friends,  whatever  their  own  opinions  of  the  con- 
stitution may  be?  The  power  to  create  a national  bank— a 
power  exercised  for  forty  years,  approved  by  all  presidents,  and 
by  congress  at  all  limes,  and  sanctioned  by  a solemn  adjudica- 
tion of  the  supreme  court — is  it  not  true  that  party  has  agreed 
to  strike  this  power  too,  from  the  constitution,  in  compliance 
with  what  has  been  openly  called  the  interests  of  parly?  Nay 
more,  that  great  power,  the  power  of  protecting  domestic  indus- 
try, who  can  tell  me  whether  that  power  is  now  regarded  as  in 
the  constitution,  or  out  ofil? 

But  if  il  be  true,  that  the  diminution  of  the  just  powers  of 
congress,  in  these  particulars,  has  been  attempted,  and  attempt- 
ed with  more  or  less  success,  il  is  still  more  obvious,  I think, 
that  the  executive  power  of  the  government  has  been  danger- 
ously increased.  It  is  spread,  in  the  first  place,  over  all  that 
ground,  from  which  the  legislative  power  of  congress  is  driven. 
Congress  can  no  longer  establish  a bank,  confroled  by  the  laws 
of  the  United  States,  amenable  to  the  authority,  and  open,  at 
all  times,  to  the  examination  and  inspection  of  the  legislature. 
It  is  no  longer  constitutional  to  make  such  a bank,  for  the  safe 
custody  of  the  public  treasure.  But  of  the  thousand  stale  cor- 
porations already  existing,  il  is  constitutional  for  the  executive 
government  to  select  such  as  it  pleases,  to  entrust  the  public 
money  to  their  keeping,  without  responsibiUly  to  the  laws  of 
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the  tinited  States,  without  the  duty  of  exhibiting  their  con- 
cerns, at  any  tinlej  to  the  ooiniiiittees  of  congress,  and  with  no 
other  guards  or  securities,  than  such  as  executive  discretion,  on 
the  one  hand,  and  the  banks  theniselVes  on  the  other,  may  see 
fit  to  agree  to. 

And  so  of  internal  improvement.  It  is  not  every  thing  in  the 
Mature  of  public  improvements,  wliich  is  forbidden.  It  is  only 
that  the  selection  of  objects  is  not  with  congress.  Whatever 
appears  to  the  executive  discretion  to  be  of  a proper  nature  or 
Euch  as  comes  within  certain  not  very  intelligible  limits,  may 
be  tolerated.  Aud  even  with  respect  to  the  tariff  itseli,  while 
as  a system  it  is  denounced  as  uiicoiistiiulional,  it  is  probable 
some  portions  of  it  might  tiiid  favor. 

Bui  It  is  not  the  frequent  use  of  the  power  of  the  veto — it  is 
not  the  readiness  with  which  men  yield  their  own  opinions; 
and  see  important  powers  practically  obliterated  from  the  con- 
stitution, in  order  to  subserve  the  interest  of  parly — it  is  not 
even  all  this,  which  furnishes,  at  the  present  moment,  the  most 
striking  demonstration  of  the  increase  of  executive  authority. 
It  is  the  use  of  the  power  of  patronage,  it  is  the  universal  giving 
and  taking  away  all  place  and  office,  for  reasons  no  way  con- 
nected with  the  public  service,  or  the  faithful  execution  of  the 
laws — it  IS  mis  which  imeaieiis  wliti  uvci  ilirow  ull  tn.i  true  prin- 
ciples of  the  government.  Patronage  is  reduced  to  a system.  It 
is  used  as  the  patrimony,  the  property  of  party.  Every  office  is  a 
largess,  a bounty,  a favor;  aud  it  is  expected  to  be  compensated 
by  service  and  fealty.  A niiineruus  and  well  disciplined  corps 
of  officeholders,  acting  with  activity  and  zeal,  and  with  incre- 
dible union  of  purpose,  is  attempling  to  seize  on  the  strong 
posts,  and  to  control,  eti'ectually,  the  expression  of  the  public 
will.  As  has  been  said  of  the  Turks  in  Europe,  they  are  not  so 
much  mingled  with  us,  as  encamped  upon  us.  And  it  is  more 
lamentable,  that  the  apathy  which  prevails  in  a time  of  general 
prosperity,  produces,  among  a great  majority  of  the  people,  a 
disregard  to  the  efforts  and  objects  of  this  well-trained  and  ef- 
fective corps.  But,  gentlemen,  the  principle  is  vicious;  it  is  de- 
structive and  ruinous,  and  whether  it  produces  its  work  of  dis- 
union to-day  or  to-morrow,  it  must  produce  it  in  the  end.  It 
must  destroy  the  balance  of  the  government,  and  so  destroy  the 
government  itself.  The  government  of  the  United  States  con- 
trols the  army,  the  navy,  the  custom  house,  the  post  office,  the 
land  office,  and  other  great  sources  of  patronage.  Wh.it  have 
the  slates  to  oppose  to  all  this.^  And  if  the  states  shall  see  all 
thi.s  patronage,  if  they  shall  see  every  officer  under  this  govern- 
ment, in  all  its  rainilications,  united  with  every  other  officer, 
and  all  acting  steadily  in  a design  to  produce  political  effect, 
even  in  stale  governments,  is  it  possible  not  to  perceive  that 
they  will  ere  long  regard  the  whole  government  of  the  union 
with  distrust  and  jealousy,  and  tiiially  with  fear  and  haired? 

Among  other  evils,  it  is  the  tendency  of  this  system  to  push 
party  feelings  and  party  spirit  to  their  utmost  excess.  It  in- 
volves not  only  opinions  and  principles,  but  the  pursuits  of  life 
and  the  means  of  living,  in  the  contests  of  party.  The  execu- 
tive himself  becomes  but  the  mere  point  of  concentration  of 
party  power;  and  when  executive  power  is  exercised,  or  is 
claimed  for  the  supposed  benefit  of  party,  party  will  approve 
and  justify  it.  When  did  heated  and  exasperated  party  ever 
complain  of  its  leaders  for  seizing  on  new  extents  of  povver.^ 

This  system  of  government  has  been  openly  avowed.  Offices 
of  trust  are  declared,  from  high  places,  to  be  the  regular  spoils 
of  parly  victory;  and  all  that  is  furnished  out  of  the  public 
purse,  as  a reward  for  labor  in  the  public  service,  becomes  thus 
a boon,  offered  to  personal  devotion  and  partisan  service.  The 
uncontroled  power  of  removal  is  the  spring  which  moves  all 
this  machinery,  and  I verily  believe  the  government  is,  and 
will  be,  in  serious  danger,  till  some  check  is  placed  on  that 
power.  To  combine  and  consolidate  a great  party  by  the  influ- 
ence of  personal  hopes,  to  govern  by  the  patronage  of  office,  to 
exercise  the  power  of  removal  at  pleasure,  in  order  to  render 
that  patronage  effectual,  this  seems  to  be  the  sum  and  sub- 
stance of  the  political  systems  of  the  times.  I am  sorry  to  say, 
that  the  germ  of  this  system  had  its  first  being  in  the  senate. 

The  policy  began  in  the  last  year  of  Mr.  Adams’  administra- 
tion, when  nominations,  made  by  him  to  fill  vacancies  occur- 
ring by  death  or  resignation,  were  postponed,  by  a vote  of  the 
majority  of  the  senate,  to  a period  beyond  the  fourth  of  March 
then  next;  and  this  was  done  with  no  other  view  than  that  of 
giving  the  patronage  of  these  appointments  to  the  in-coming 
president.  The  nomination  of  a judge  of  the  supreme  court, 
among  others,  was  thus  disposed  of.  The  regular  action  of  the 
government  was,  in  this  manner  deranged,  and  undue  and  un- 
justly obtained  patronage  came  to  be  received  as  among  the  or- 
dinary means  of  government.  Some  of  the  gentlemen  who  con- 
curred in  this  vole,  have  since,  probably,  seen  occasion  to  re- 
gret it.  But  they  thereby  let  loose  the  lion  of  executive  prero- 
gative, and  they  have  not  yet  found  out  how  they  can  drive  it 
hack  again  to  its  cage.  Tlie  debates  in  the  senate  on  these 
questions,  in  the  session  of  1828, 1829,  are  not  public;  but  I take 
this  occasion  to  say,  that  the  minority  of  the  senate,  as  it  was 
then  constituted,  including,  among  others,  myself  and  col- 
league, contended  against  this  innovation  upon  the  constitution 
for  days  and  for  weeks;  but  we  contended  in  vain. 

The  doctrine  of  patronage  thus  got  a foot  hold  in  the  govern- 
ment. A general  removal  from  office  followed,  exciiiii",  at 
first,  no  small  share  of  public  attention;  but  every  exercise  of 
the  power  rendered  its  exercise  in. the  next  case  still  easier, 
till  removal  at  will  li.i.s  become  the  actual  system  on  which  the 
government  ib  administered. 


It  is  hardly  a fit  occasion,  gentlemen,  to  go  into  the  history 
of  this  power  of  removal.  It  was  declared  to  exist,  in  the  days 
of  Wasliiiigion,  by  a very  small  majority  in  each  house  of  con- 
gress. It  has  been  considered  as  existing  to  the  present  time. 
But  no  man  expected  it  to  be  used  as  a mere  arbitrary  power; 
and  those  who  maintained  its  existence,  declared,  nevertheless, 
that  it  would  Justly  become  matter  of  impeachment,  if  it  should 
be  used  for  purposes,  such  as  those  to  which  the  most  blind 
among  us  must  admit  they  have  recently  seen  it  habitually  ap- 
plied. 1 had  the  highest  respect  for  those  who  originally  con- 
curred in  this  cousiruciion  ol  the  consiiiiition.  But  as  discreet 
men  of  the  day  were  divided  on  the  question;  av Madison  and 
other  distinguished  names  were  on  one  side,  and  Gerry  and 
other  distinguished  names  on  the  other,  one  may  now  differ 
from  either,  without  incurring  the  imputaiion  of  arrogance, 
since  he  must  differ  from  some  of  them;  and  I confess  my  judg- 
ment would  have  been  that  the  power  of  removal  did  not  belong 
to  the  president  alone;  that  it  was  but  a part  of  the  power  of 
appointment,  since  the  power  of  appointing  one  man  to  office, 
implies  the  power  of  vacating  that  office,  by  removing  another 
out  of  it;  and  as  the  whole  power  of  appointment  is  granted, 
not  to  the  president  alone,  but  to  the  president  and  senate,  the 
true  itucrpreiaiion  of  the  consiitiilion  would  have  carried  the 
power  of  removal  into  the  same  hands.  I have,  however,  so 
recently  expressed  my  sentiments  on  this  point,  in  another 
place,  that  it  would  be  improper  to  pursue  this  line  of  observa- 
tion farther. 

In  the  course  of  the  last  session,  gentlemen,  several  bills 
passed  the  senate,  intended  to  correct  abuses,  lo  restrain  use- 
less expenditure,  to  curtail  the  discretionary  authority  of  pub- 
lic offices,  and  to  control  government  patronage.  The  post  of- 
fice bill,  the  custom  house  bill,  and  the  bill  respecting  the  te- 
nure of  office,  were  all  of  this  class.  None  of  them,  however, 
received  the  favorable  consideration  of  the  other  house.  1 be- 
lieve, that  in  all  these  respects  a reform,  a real,  honest  reform, 
is  decidedly  necessary  to  the  security  of  the  constitution;  and 
while  I continue  in  public  life,  I shall  not  halt  in  my  endeavors 
lo  produce  it.  It  is  time  to  bring  back  the  government  to  its 
true  character  of  an  agency  for  the  people.  It  is  time  to  de- 
clare that  offices,  created  for  the  people,  are  public  trusts,  not 
private  spoils.  It  is  time  to  bring  each  and  every  department 
within  its  true  original  limits.  It  is  lime  to  assent,  on  one 
hand,  to  the  just  powers  of  congress,  in  their  full  extent,  and  to 
resist,  on  the  other,  the  progress  and  rapid  growth  of  executive 
authority. 

These,  genllemen,  are  my  opinions.  I havespoken  them  frank- 
ly, and  without  reserve.  Under  present  circumstances,  I shonid 
wish  to  avoid  any  concealment  and  to  state  my  political  opi- 
nions, in  their  full  length  and  breadth.  I desire  not  tostand  be- 
fore the  country  as  a man  of  no  opinions,  or  of  such  a mixture 
of  opposite  opinions,  that  tlie  result  has  no  character  at  all.  On 
ihe  contrary,  I am  desirous  of  standing  as  one  who  is  bound  to 
his  own  consistency  by  the  frankest  avowel  of  his  sentiment, 
on  all  important  and  interesting  occasions.  I am  not  partly  for 
the  constitution,  and  partly  against  it;  I am  wholly  for  it,  for  it 
altogether,  for  it  as  it  is,  and  for  the  exercise,  when  occasion  re- 
quires, of  all  its  just  powers,  as  they  have  heretofore  been  ex- 
ercised by  Wasbiiigton,  and  the  great  men  who  have  followed 
him  in  Us  administration. 

I disdain,  altogether,  the  character  of  an  uncommitteci  man. 

I am  committed,  fully  committed;  committed  to  the  full  extent 
of  all  that  I am,  and  all  that  I hope,  to  the  constitution  of  the 
country,  to  its  love  and  reverence,  to  its  defence  and  mainte- 
nance, to  its  warm  commendation  to  every  American  heart, 
and  to  its  vindication  and  just  praise,  before  all  mankind.  Aird 
I am  committed  against  every  thing,  wliich,in  my  judgment, 
may  weaken,  endanger,  or  destroy  it.  I am  committed  against 
the  encouragement  of  local  parties  and  local  feelings;  f am 
committed  against  all  of  fostering  anti-national  spirit;  I am 
committed  against  the  slightest  infringement  of  the  original 
compromise,  on  which  the  constitution  was  founded;  I am 
committed  against  any  and  every  derangement  of  the  powers 
of  the  several  departments  of  Ihe  government,  against  any  de- 
rogation from  the  constitutional  authority  of  congress,  and  es- 
pecially against  all  extension  of  executive  power;  and  I am 
committed  against  any  attempt  to  rule  the  free  people  of  this 
country  by  the  power  and  the  patronage  of  the  government  it- 
self. I am  committed,  fully  and  entirely  committed,  against 
making  the  government  the  people’s  master. 

These,  genllemen,  are  my  opinions.  I have  purposely  avow- 
ed them,  with  the  utmost  frankness.  They  are  not  the  senti- 
ments of  the  moment,  but  the  result  of  much  reflection,  and  of 
some  experience  in  the  affairs  of  the  country.  I believe  them 
to  be  such  sentiments  as  are  alone  compatible  with  the  perma- 
nent prosperity  of  the  country,  or  the  long  continuance  of  its 
union. 

And,  now,  gentlemen,  having  thus  solemnly  avowed  these 
sentiments,  and  these  convictions,  if  you  should  find  me  here- 
after to  be  false  to  them,  or  to  falter  in  their  support,  I now  con- 
jure you,  by  all  the  duty  you  owe  your  country,  by  nil  your 
hopes  of  her  prosperity  and  renown,  by  all  your  love  for  the  ge- 
neral cause  of  liberty  throughout  the  world — I conjure  you,  ihal 
renouncing  me  as  a recreant,  you  yourselves  go  on — right  on — 
straight  forward,  in  maintaining  with  your  utmost  zeal,  aud 
with  all  your  power,  the  true  principles  of  the  he!.|,  the  happi- 
est, the  most  glorious  constitution  of  a free  governmerit,  with 
which  it  has  plea'i  d Providence,  in  any  age,  to  bless  any  of  the 
nations  of  tlie  earth. 
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There  are  various  rumors  and  repctPts  from^  Texas— 
and  some  accounts  of  actual  collision  between  its  inlfabi- 
lants  and  the  JMexican  troops,  in  which  it  appears  that 
the  Texians  had  tlie  advantage.  We  shall  be  more  fully 
advised,  in  a short  period  of  time.  We  feel  much  inter- 
est in  the  successful  vindication  and  defence  of  their  just 
rights,  by  the  people  of  Texas,  and  hope  that  the  proceed- 
ings of  Santa  Anna  will  unite  some  of  the  late  states  of  the 
*'rel)ublic  of  JVIexico^'*  with  them,  in  a struggle  for  free- 
dom— and,  with  it,  wish  them  success  as  complete  as^they 
themselves  desire;  but  have  no  wish  to  extend  our  otvn 
republic,  by  admitting  Texas  into  this  union;  nor  would 
we  involve  ourselves  in  w'ar,  on  their  account. 

The  territory  of  Michigan  has  elected  John  JK'orvell 
and  Lucius  A.  Lynn,  esqs.  senators  of  the  United  Stat.es. 

A great  gale  of  wind  was  felt  on  the  southern  coast 
at  the  close  of  last  month,  by  which  much  damage  was 
sustained — especially  by  the  shipping  at  Charleston,  &c. 

There  has  been  a “mighty  flood”  in  the  Red  river. 
“The  planters  were  gathering  their  corn  in  skiffs.” 

The  New  Orleans  Bee  says,  “It  is. currently  rumored 
that  a treaty  has  been  passed  and  awaits  the  sanction  of 
the  senate,  for  disposing  of  Texas  to  the  United  States. 
This  would  be  a subject  of  importance  and  interest  to 
the  whole  union.” 

We  regret,  says  the  New  York  Commercial,  “to  per- 
ceive that  a meeting  has  been  called  in  this  city,  upotj  the 
subject  of  the  Texas  insurrection,  the  object,  as  we  infer 
from  the  notice,  beitig  to  aid  the  revolutionary  move- 
ment bi’  money,  and  perhaps  by  volunteers.  We  have  a 
right  to  sympathise  as  warmly  as  we  please,  with  the 
Texians.  But  more  we  cannot  lawfully  do.” 

It  appears  that  Santa  Anna  has  perfected  his  scheme 
of  consolidation  in  Mexico.  What  next.? 

Large  quantities  of  specie  have  recently  arrived  from 
Mexico — a million,  or  more,  of  dollars;  pi-obably  the 
property  of  persons  leaving  that  distracted  country. 

The  calls  for  volunteer  military  armaments,  in  differ- 
ent parts  of  the  United  States,  against  the  Mexican  terri- 
tory, has  brought  to  view  the  following  section  of  a law  of 
congress  passed  on  the  30th  April,  1818,  entitled  “An 
act  in  addition  to  the  act  for  the  punishment  of  certain 
crimes  against  the  United  States,  and  to  repeal  the  acts 
therein  mentioned,”  which  we  copy  for  the  benefit  of 
those  whom  it  may  concern: 

Sec.  G he  it  further  enacted,  &c.  T’lH*  ff  any  person 

«haU,  within  llie  n rriiory  or  jurisdiction  of  the  United  States, 
beain  or  set  on  foot,  or  provide  or  prepare  the  means  for  any 
military  expedition  or  enterprise,  to  be  carried  on  from  thence 
Bsainst  the  territory  or  dominions  of  any  foreign  prince  or  state, 
or  of  any  colony,  district  or  people,  with  vvhoin  the  United 
State.s  are  at  peace,  every  person,  so  offending,  shall  he  deem- 
ed guilty  of  a high  mi.«demeanor,  and  shall  be  fined  not  exceed- 
ing three  thousand  dollars,  and  imprisoned  not  more  than  three 
years. 

Boston  appears  to  have  been  infected  with  a gang  of 
incendiaries,  with  a view  to  robbery.  Several  oY  them 
have  been  arrested. 

We  omitted  to  mention  last  week,  that  the  .suit  of  the 
trustees  of  the  bank  of  Maryland  against  Thomas  Elli- 
c.ott,  for  the  recovery  of  twenty-five  thousand  dollars 
paid  to  him  as  commission  for  negotiating  the  sale  of  the 
Tennessee  bonds  to  the  Union  bank  of  Maryland,  had 
terminated  in  favor  of  the  trustees.  The  amount  award- 
ed, the  interest  being  included,  is  twenty-eight  thousand 
one  hundred  dollars.  The  defendant  has  appealed  from 
the  verdict  on  this  judgment  to  the  court  of  appeals. 

VoL.  XLIX— Sio.  12. 


Interments  at  New  Orleans  for  the  week  ending,  ihe 
24th  ult.  in  Potterfield  92,  in  the  Catholic  9,  in  the  Pro-  • 
testant  10 — total  111.  , * 7* 

Three  additional  cloth  factories,  it  is  said,  are  about 
to  be  erected  at  SteubenviMe,  Ohfo.  • ' • * 

Jesse  Hunt,  esq.  late  mayor,  has  been  elected  register 
of  the  city  of  Baltimore.  This  ofiree  has  respect  only  to^ 
the  mone^ -concerns  of  the  city. 

A man  named  John  Wade  has  been  found  guilty  of  ar- 
son, at  Dedham,  Massachusetts*.  The  offence  is  capital. 

A revolutionary  pensioner,  and  several  horses  were  con- 
sumed. He  had  been  an  innjate  of  the  state  pri|pn. 

We  copy  the  following  account  from  the  “ CArowi'cfe” 
of  yesterday  morning,  not  having  been  present- — the  state 
of  the  broken  arm  of  the  editor  demauding  that  he  should 
keep  himself  absent  from  crowded  places.  All  that  wo 
have  heard  of  this  assemblage,  speak  of  it  as  having  been 
got-up  in  the  most  splendid  style,  and  conducted  in  the 
most  decorous  manner.  The  procession  ended  just  at 
night-fall,  and  time  and  opportunity  was  given  to  all,  to  ■ 
see  of  -what  and  of  -whom  it  was  composed. 

THE  WHIG  FESTIVAL  AT  BALTISIORB. 

At  sunrise  yesterday  morning,  a salute  of  thirteen  guns  atl- 
nounced  that  this  imposing  ceremony,  designed  lo  commemo- 
rate the  recent  political  victory  of  the  whig  party  in  this  state, 
and  to  cheer  them  on  to  future  exertion,  would  take  place. 
For  several  hours  before'  tlie  appointed  time  all  the  avenues 
leading  to  the  place  selected  for  the  festival  were  crow’ded  with 
horsemen,  carriages  and  persons  on  fool,  posting  to  participate 
in  the  patriotic  and  soul-stirring  pageant.  By  one  o’clock,  Ihe 
hour  appointed  for  silting  down  to  table,  a crowd  had  assem- 
bled which  we  do  not  think  it  -exaggeration  to  say  could 
scarcely  have  amounted  to  less  than  five  thousand  persons. 

For  the  refreshment  of  this  large  assemblage,  tables  had  been 
spread  upon  the  beainifui  and  romantic  eminence  in  front  of 
the  dwelling  of  Mr.  Walker,  and  covered  with  a profusion  of 
delightful  viands,  rich  wines  and  other  appliances,  to  give  zest 
lo  the  “feast  of  reason  and  the  flow  of  soul.”  Nothing  could 
be  more  tasteful  than  the  disposition  of  the  tables.  The  prin- 
cipal table  was  of  a circular  form,  from  various  points  of  which 
diverged  others,  thus  disposing  the  company  in  Ihe  most  favora- 
ble manner,  for  hearing  the  addres.ses  delivered  upon  the  occa- 
sion. Upon  the  porch  of  Mr.  Walker’s  dwelling,  immediately 
behind  the  president’s  chair,  was  arranged  two  bands  of  musi- 
cians, and  over  the  heads  of  the  company  the  “star  spangled, 
banner,”  and  several  flags,  bearing  mottoes  expressive  of  the 
principles  of  the  whig  parly,  immediately  in  front  of  the  pre>- 
sident  was  stationed  the  flag,  which  the  young  whigs  of  Balti- 
more last  year  presented  to  the  whigs  of  Philadelphia,  with  ai» 
injunction  that  it  should  only  be  returned  when  the  state  of 
Pennsylvania  should  have  forsaken  her  idols.  This  glorious 
consummation  so  long  devoutly  wished,  having  taken  place,  ' 
the  whigs  of  Philadelphia  had  returned  the  flag  bearing  this  sig- 
nificant and  cheering  inseription,  “Pennsylvania  regenerated 
responds  to  Maryland.”  Soon  after  one  o’clock  Ihe  venerable 
Luke  Tier?ian  was  appointed  president,  assisted  by  several  gen- 
tlemen as  vice  presidents.  Thirteen  regntar  toasts  and  a num- 
ber of  volunteers  were  then  drunk  with  great  enthusiasm  ac- 
companied by  guns  and  music,  and  a number  of  letters  read 
from  distinguished  gentlemen  who  had  been  invited,  but  W'ere 
unable  lo  attend.  Addresses  were  rlelivered  by  col,  McKen- 
ney,  of  Philadelphia,  Wm.  Creed,  esq  of  Ohio,  col.  E.  L.  Fin- 
ley, and  other  gentlemen.  The  assemblage  then  formed  in  pro- 
cession, and  marched  ihrnugh  Baltimore  street  lo  Fell’s  Point, 
from  whence  they  returned  to  the  Eutaw  House,  where  several 
addre.sses  were  delivered. 

The  proceedings  of  the  evening  terminated  by  a grand  display 
of  fire  works,  opposite  ihe  Eutaw  House. 

We  can  truly  a.ssert  that  so  large  and  respectable  a procea- 
sion,  was  never  before  vviinesscd  In  this  city  on  any  politicaf 
occasion— and  it  gives  ns  great  jilensure  to  add,  that  the  great- 
est order  prevailed  throughout,  and  that  the  immense  asBcin- 
blage  returned  to  their  homes  without  the  least  disturbance. 

A great  “Harrison  meeting”  was  held  in  Philadelphia^ 
on  Monday  last,  Benjamin  Duncan,  late  sheriff^  m the 
chair.  The  meeting  was  opened  by  James  C.  Biddle„ 
esq.  who  was  follow  ed  by  colonel  McKermey  and  J.  C, 


no 
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Jilontgomery,  esq.  and  Mr.  J\«2//or,  to  whose  sentiments 
the  audience  wai  mlj  responded. 

There  has  been  a ^r^9\.  Webster  meeting'*'*  Pitts- 
burgh, and  highly  respectable.  Benjamin  Bakeivell  was 
president;  M.  B.  Lowrie,  W.  Eichbavm,jr.  Robert  Hi- 
lands,  John  Irwhi  and  David  Shields,  vice  presidents; 
Samuel  Church  and  O.  JMetcalf,  secretaries. 

We  shall  publish  the  precetdings  next  week, 

At  a great  whig  meetit»g,  held  on  Friday,  in  Fanevil 
Hull,  the  grounds  of  the  contest  now  carrjing  on,  not  in 
Massachusetts  oidy,  but  throughout  the  union,  are  set 
forth  thus  sutnmarily  in  one  of  the  resolutions  adopted: 

Resolved,  Tiua  in  the  issue  of  this  contest  is  involved  the 
question,  whether  Massachusetts  will  write  hereafter  as  the 
motto  upon  her  political  banner.  Van  Bur en  and  corruption,  nr 
Webstkr  and  the  constitution — Van  Bur  en  and  usurpation, 
or  Wkdster  and  union — Van  £tiren  and  the  officeholders,  nr 
Webster  and  the  people — Van  Buren  and  a regency,  or  Web- 
ster and  liberty! 

Gov.  Wolf'is  very  busy  in  the  appointment  of  officers — 
which;  before  the  election,  it  was  alleged  by  the  Mush- 
lenbui*^  party  that  he  had — postponed. 

The  Apalachicola  Advertiser  informs  us  that  the  po- 
pulation of  that  place  since  the  first  of  August  has  not 
averaged  more  than  seventy  souls,  and  of  this  number 
thirty-four  had  fallen  victinis  to  tlie  fever.  Not  mote 
than  five  persons  who  remained  there  escaped  disease. 


The  following  extract  from  the  last  number  of  the 
Frederick  Examiner  contains  in  a few  woi’ds  a great  deal 
of  truth  on  a subject  in  relation  to  which  every  lover  of 
his  country  ought  to  be  wide  awake: 

“0?tr  relations  with  France.  The  mass  of  the  peo- 
ple of  this  country  are,  we  are  afraid,  scarcely  aware  of 
the  very  serious  and  even  ihi-eatening  condition  of  onr 
ill-omened  dispute  with  France.  I'he  two  nations  oc- 
cupy towards  each  other  a position  of  singular  emhar- 
rassment.  Without  any  just  cause  lor  misunderstanding, 
diplomatic  intercourse  has  been  susjiended,  and  the  idh  st 
and  most  ridiculous  ])unctilio  seems  to  be  forcing  the  two 
nations,  in  spite  of  their  interest  and  their  disposition, 
into  an  altitude  of  reciprocal  defiance.” 

William  Sherwell,  esq.  one  of  the  most  eminent  mer- 
chants of  Gibraltar,  was  sentenced,  on  the  3d  of  October, 
to  three  years  imprisonment  at  hard  labor  in  tlie  garrison 
at  that  place,  for  having  furnished  arms,  animunitinn, 
&c.  to  the  piratical  schooner  Cossadar,  w hich  vessel  had 
been  condemned.  His  pro[)erty,  said  to  amount  to  three 
or  four  hundred  thousand  dollars,  was  confiscated. 

{Boston  Courier. 

The  New  Bedford  Gazette  says — 

There  is  a barber  in  Kingston,  (R.  I ),  by  the  name  of  W’m. 
Lnnt,  wlio  is  ninety-one  years  of  age,  and  continues  to  wield 
tiis  razor  ^wilh  great  facility.  He  is  a revolutionary  pensioner, 
was  tornierly  a resident  ot  Boston  and  shaved  generals  Lee, 
Hamilton  and  Washington,  more  limn  fifty  years  ago.  His  wile 
is  still  living,  and  in  her  eigluy-ninlh  year. 


The  “American”  and  “Chronicle,”  of  Wednesday, 
have  a long  statement  of  the  case  of  the  “liank  of  Mary- 
land against  Thomas  EHicott.”  Our  arrangements  for 
the  week  will  not  permit  its  instant  publication,  but  as  it 
involves  questions  of  great  interest,  and  especially  to  the 
profession,  we  intend  to  give  it  in  our  next — when  we 
expect  to  publish  a supplement  of  eight  pages. 


f Fourth  circuit,  district  of  Maryland, 
V November  term,  1835. 


CIRCUIT  COURT  OF  THE  UNITED  STATES 
The  United  Stales 
vs. 

William  Gun/nn  Jones 
The  grand  jury  preferred  against  the  traverser  three  bills  of 
indictment  for  stealing  letters  and  packets  out  of  the  post  office 
in  Ibis  city,  in  violation  of  the  22d  section  of  the  post  office  law 
Tlie  first  coiitaiiifd  sundry  counts  charging  the  party  with 
taking  letters  enclosing  money. 

The  second  coiitaiiied  sundry  counts  for  taking  letters  con 
taiiiiiig  drafts,  &c.  and  packets. 

The  third  contained  difierent  counts  for  taking  letters  not 
containing  articles  of  value. 

To  those  three  indictments  the  traverser  plead  guilty. 

His  honor  judge  Glenn  this  day,  (10th  inst.),  pronounced  sen 
leiice: 

On  the  first  indictment  that  the  traverser  be  imprisoned  for 
five  years; 

On  the  second,  that  he  be  imprisoned  for  four  years: 

And  on  the  third,  that  he  be  iiiipiisoned  for  twelve  months 
and  pay  a fine  of  five  dollars. 

And  further,  that  during  these  several  imprisonments  he  be 
kept  at  hard  labor  in  the  penitentiary  of  the  state  of  Maryland 
JV.  Williams,  district  attorney  for  the  United  States 


Many  oysters  are  now  sent  fcom  Baltimore  to  the  west!. 
A Cincinnati  paper  of  the  29th  ult.  says— • 

There  is  a line  of  oyster  wagons  established  from  Baltimore 
to  Wheeling.  They  beat  the  mail  from  Baltimore  to  Wheeling 
eight  hours  and  a quarter,  taking  four  of  the  passengers  out  of 
the  mail  stage  along  with  them.  So  much  for  the  bad  state  of 
the  national  roads,  which  has  been  the  excuse  for  the  non-arri- 
val of  the  mail  when  due,  for  several  weeks  past. 


Mr.  Bell,  late  speaker  of  the  house  of  representatives, 
ami  at  present  a respresentative  in  congress' from  Ten- 
nessee, was  married,  on  the  25th  October,  to  the  relict  of 
the  late  Thomas  Yeatman,  esq. 


Of  the  harbor  of  JVew  York  the  “American”  of  the 
6lh  inst.  says — 

The  survey  of  Sandy  Hook  bar,  which  has  been  made  by 
lieiit.  Thos.  R.  Gedncy,  of  the  United  Slates  navy,  and  others, 
by  order  of  F.  R Hasster,  esq.  superintendent  of  the  U.  S.  coast 
survey,  has  been  completed  this  season,  and  was,  a day  or  two 
since,  exhibited  to  the  chamber  of  commerce. 

By  tills  survey,  a new  channel  over  the  bar  has  been  disco- 
vered, having  2.3  feet  water  at  the  lowest  Hdesr,  and  it  is  hoped 
measures  may  be  taken  by  the  merchant-^  and  insurance  com- 
panies, to  have  this  channel  buoyed  out  early  in  the  spring. 


Ohio  canals.  The  amouwt  of  tolls  received  on  the 
Ohio  canals  from  the  first  December,  1833,  to  the  last  of 
September,  1834,  10  months,  was  $150,233  40 

From  the  1st  December,  1834,  to  the 
last  September,  1835  181,858  97 

Increase  on  both  canals  $31,625  57 

The  increase  on  the  Miami  canal  alone  for  the  same 
time  is  only  $1,348  85.  To  the  great  deficiency  in  the 
wheat  crop,  and  the  increased  demand  for  flour  north  of 
Dayton  the  small  increase  is  attributable. 

{Dayton  Jour, 

A piTtATE.  Brig  Hortensia,  from  Bio  de  Janiero  at 
Baltimore,  9th.  October  31st,  183.5 — sailing  with  fine 
weallier  and  light  airs  from  S.  S.  E.  at  7 A.  M.  in  lat.  31 
N.  and  Ion.  71  W.  going  N.  W.  a sail  was  discovered  to 
S.  W.  close  on  the  wind,  on  the  starboard  tack.  A few 
moments  after  we  discovered  her  to  he  a topsail  schoon- 
er without  maintopmast.  She  bore  down  and  set  her 
square  sails,  as  if  she  wanted  to  speak  to  us.  At  8 A. 
M.  she  fired  three  guns.  The  vessel  looking  suspicious, 
we  continued  our  course.  At  9 A.  M.  she  fired  another 
gun,  and  we  showed  our  colors — at  10,  being  in  our  wake, 
she  jibed  ship  and  stood  directly  for  us,  when  we  had  no 
doubt  but  that  she  was  a pirate.  We  had  no  Ifing  guns, 
but  prepare*!  onr  small  arms,  (consisting  of  three  bird 
guns,  one  blunderbuss  and  six  pair  of  pistols),  and  jiut 
on  staffs  eight  or  ten  bayonets,  with  a determination  to 
sell  our  lives  as  dear  as  possible.  We  resolved  not  to 
send  our  boat  on  board  nor  permit  hers  to  board  ns;  in- 
tending to  continue  onr  course  until  she  sunk  us  with  her 
long  guns.  We  made  the  lady^  and  childi-en  passengers 
lay  close  on  the  cabin  floor,  it  being  out  of  the  way  of 
shot.  At  11  A.  M.  she  fired  a round  shot  w hich  fell  short 
— immediately  after  she  set  fore-top-gallant  sail  and  low- 
er steering  sail.  At  2 P.  M.  being  near  us,  she  fired 
round  and  .grape;  the  shot  fell  a long  way  ahead  of  us 
and  the  gi  ape  close  under  onr  connler — she  kept  nearing 
us  and  fired  three  guns  in  quick  succession.  The  last 
shot  being  at  3h.  30m.  when  at  a quarter  of  a mile  dis- 
tance, to  all  of  which  M-e  paid  no  regard,  at  which  mo- 
ment we  were  struck  with  a heavy  squall  from  W.  S.  W. 
when  she  took  in  all  sail  hut  fore-top  gallant  and  jib,  and 
kept  off,  running  her  Spanish  ensign  tip  ami  down  three 
times,  and  abandone*!  the  chase.  We  oariied  all  sail 
during  the  sqn:tll,  with  the  lec  cathead  under  water,  until 
we  lost  sight  of  her.  She  had  a billet  head,  one  y^ellow 
streak,  ami  was  full  of  men,  commanded  by  a black  cap- 
lain,  who  we  saw  di.stinclly  standing  on  the  trunk,  using 
violent  gestures,  with  the  spying  glass  held  iu  his  hand. 
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The  gold  coinage.  From  the  Globe,  of  November  7.  State- 
ment ot  the  balance  of  gold  reriiainiiig  at  the  mint  uncoined  on 
the  aotli  September,  1835,  with  the  amount  deposited  for  coinage 
within  the  month  of  October;  together  with  lh«  amount  of  gold 
coinage;  williiii  the  same  period: 

Reinaiiiiii'' at  the  mint  uncoined  Sept.  30th,  1835,  ^41,055 

Deposited  for  coinage  wiiliin  tlie  month  of  OcKi- 
ber,  viz: 

Uncoined  gold  bullion  of  the  U;  Stales 
Do.  do.  do.  foreign 
Foreign  coins 


221 .610 


Amount  cointnl  within  the  month  October,  of  which 
<55,000  ill  quarter  eagles 

Remaining  at  the  mint  uncoined  October  31, 


262,665 


94,605 


$168,060 

Judge  Marshall  and  the  constitution.  “How  the  gi- 
guiiiie  task  of  expounding  the  constitution  was  met  and  exe- 
cuted by  chief  justice  Marshall,  let  the  profession,  let  the 
public,  decide.  Situated  as  I am,  I may  not  speak  for  others 
Upon  such  All  occasion.  But  having  sat  by  his  side  during 
twenty-four  years;  having  witnessed  his  various  constitutional 
labors;  having  heard  many  of  those  exquisite  judgments,  the 
fruits  of  his  own  unassisted  meditations,  from  which  the  court 
has  received  so  much  honor — et  nos  aliquod  noinenque  decus- 
que  gessimus — I confess  myself  unable  to  find  language  suffi- 
ciently expres.'ive  of  my  admiration  and  reverence  of  his  trans- 
cendent genius.  While  1 have  followed  his  footsteps,  not  as  1 
could  have  wished,  but  as  1 have  been  able,  at  humble  dis- 
tances, ill  iiis  splendid  judicial  career,  1 have  cousianily  felt 
the  liveliest  gratitude  to  that  beneficent  Providence,  which 
created  him  for  the  age,  that  his  talents  might  illustrate  the 
law,  his  virtues  adorn  the  benah,  and  his  judgments  establish 
the  perpetuity  of  the  consiiiutioii  of  the  country.” 

[Extract  from  judge  Story^s  discourse. 

Mr.  Madison.  We  conversed  with  a gentleman,  a day  or 
two  since,  who  had  lately  seen  this  venerable  patriot  at  his 
residence  in  Orange,  and  we  are  happy  to  learn  that,  although 
Mr.  Madison  is  exceedingly  feeble,  being  strong  enough  to 
walk  about  his  room  only,  yet  he  is  free  from  any  positive 
di.sease,  and  retains  the  full  possession  of  his  unrivalled  facul- 
ties. lie  is  in  the  86th  year  of  his  age.  [Norfolk  Beacon. 

Mountains  of  Carolina.  Under  this  head  the  Raleigh 
Register  publishes  a highly  interesting  article  in  relation  to 
the  uioiicuaiiious  regions  of  North  Carolina,  from  the  pen  of  a 
scieniific  gentleman,  which  we  shall  take  occasion  hereafter  to 
transfer  to  our  columns.  From  this  paper  we  are  not  a little 
astonished  to  learn  that  the  highest  mountain  in  the  United 
States  is  to  be  found  in  North  Carolina!  It  is  even  so.  The 
loftiest  peak  of  the  Black  mountain,  in  Yancey  county  in  that 
, state,  is,  it  appe.irs,  more  than  two  hundred  feet  above  Mount 
Washington  in  New  Hampshire,  hitherto  accounted  the  highest 
mountain  in  the  union.  The  fact  itself  is  not  so  asloni.-<hing, 
(says  the  Register),  as  that  the  discovery  of  it,  should  uot  have 
been  sooner  made. 

Maule’s  cast  steel  axes.  Mr.  Maule  of  Ohio,  who  has 
for  some  time  past  carried  on  the  manufacture  of  cast  steel 
axes  and  other  edge  tools,  left  with  us  a day  or  two  ago  one  of 
ills  axes,  which  is  one  of  the  most  beautiful  articles  of  the  kind 
we  have  ever  seen.  It  is  so  highly  polished  as  to  enable 
man  to  shave  liimselfin  its  reflection;  and  this  polish  it  will 
retain  so  long  a.s  it  is  kept  dry.  We  invite  gentlemen  to  call 
and  see  it,  as  a specimen  of  the  perfection  to  which  this  branch 
of  the  arts  may  be  brought.  We  learn  from  Mr.  M.  that  he 
made  and  sold  300  dozen  of  these  axes  the  last  year,  and  that 
he  is  preparing  to  go  more  extensively  into  the  business.  They 
have  banished,  by  reason  of  their  tried  superiority,  all  other 
axes  from  this  part  of  the  country.  An  excellent  article  from 
Connecticut  was  getting  into  use  here,  but  it  is  pronounc- 
ed decidedly  inferior,  and  none,  we  are  satisfied,  will  cross  the 
mountains  after  Mr.  Maiile’s  become  generally  known.  The 
factory  of  this  enterprising  mechanic  is  in  Belmont  county,  6 
miles  noithvvesi  of  Wheeling.  It  employs  12  hands,  and  turns 
out  10,000  dollars’  worth  of  work  annually,  half  of  which  are 
axes,  the  other  half  edge  tools  of  every  description— all  carried 
on  by  steam.  The  ware  is  for  sale  at  our  hardware  stores, 
where  it  may  be  seen  by  western  merchants,  who  we  under- 
take to  say,  (in  shopkeeper’s  phrase),  “will  find  it  to  their  in- 
terest to  call  and  examine  before  they  purchase  elsewhere.” 

[Wheeling  Gaz. 

War  in  New  HxMi>stnRE.  At  the  last  session  ot 
the  legislature  of  New  Hamp.shire,  a tract  of  country, 
called  the  Indian  Stream  settlement,  on  the  borders  of 
Canada,  between  two  branches  of  Connecticut  river, 
■was  by  law  annexed  to  the  jurisdiction  of  New  Hamp- 
shire. The  Newburyport  Herald  publishes  a letter, 
dated  Columbia,  N.  H.  November  4,  which  states  that 
a conflict  liad  taken  place  between  the  sheriff  of  the 
county  with  a party  of  militia;  and  the  inhabitants  of 


the  settlement,  who  united  to  resist  the  service  of  a 
[British]  civil  process  on  one  of  their  number.  In  the 
contest  three  of  the  inhabitants  were  killed,  and  fixe 
wounded,  and  several  of  the  militia  w ere  wounded,  some 
of  them  mortally. 

Liverpool  cotton  market.  Wednesday,  October  7,  1835. 
The  sales  on  Thursday  Iasi  were  2,500  bags;  Frioay,  2,500;  Sa- 
turday, 3,000;  Monday,  4,000  to  5.000;  Tuesday,  2,500;  and  to- 
day, 4,000;  of  Monday’s  sales  1,000  were  taken  for  export,  at 
8d.  in  8id.  per  lb.  The  accounts  of  the  state  ol  the  cotton  mar- 
ket here,  on  Friday  and  Saiiiiday,  brought  many  buyers  into 
the  market  for  the  last  three  days;  and  sellers  have  met  them 
very  willingly.  Prices  on  Monday  and  Tuesday  were  rather 
ft'er  than  on  Saturday,  but  lo-day  we  think  them  as  low  a» 
ever.  The  week’s  import  amounts  to  1,123  bags. 

From  the  correspondent  of  the  N,  Y.  Daily  Mvertiser. 

Liverpool,  8th  October,  1835. 

The  sales  of  cotton  for  the  week  ending  on  the  2d  inst.  were 
only  11,520  bags,  viz: 

6,110  Upland  at 7^  a Hi 

6,350  Orleans 7 a 12| 

2,120  Alabama 7 7-8  a 11| 

80  Sea  Island 23  a 36 

1,160  Brazil Hi  a 14 

280  Egyptian 14  a 16i 

510  East  India 6i  a 8^ 

190  West  India 14|  a 14| 


16,800 

Tobacco.  The  regie — Richmond,  JVov.  5.  We  have 
been  politely  favored  by  a mercantile  house  in  Ibis  city, 
■with  the  following  extract  of  a letter  from  London,  dated 
29th  Sept,  received  per  ship  North  America,  at  New 
York,  touching  a very  imj»ortant  measure  likely  to  be 
adopted  by  the  regie  of  France,  which,  if  carried  into 
effect,  will  no  doubt  increase  the  demand  for  our  tobac- 
co in  that  country: 

“The  regie  of  France  have  declared  an  adjudication  or  con- 
tract, for  delivery  in  samples,  to  be  shown  in  Paris,  in  Novem- 
ber next,  for  3,000  hhds.  Maryland  tobacco;  3,000  Kentucky 
and  about  3,500  a 4,000  Virginia — not  confined  to  fine  qualities, 
but  to  range  middling,  good  and  fine,  in  consequence  of  a de- 
clared purpose  of  diseoiilinuing  the  growth  of  tobacco  in 
France.  The  deliveries  to  be  made  through  the  spring  and 
summer  of  1836. 

“This  propo.=al  of  discontinuing  the  culture  of  tobacco  m 
France,  is  an  important  feature,  but  its  effect  will  not  be  mate- 
rially felt  for  another  year.” 

Dreadful  shipwreck.  The  last  intelligence  from  Europe 
brings  accounts  of  one  of  the  most  appalling  shipwrecks  on  re.^- 
cord.  It  is  that  of  the  convict  ship,  George  HI,  April  12ih,in  the 
evening,  at  Van  Dieman’s  land,  in  D’Entrecasteaux’s  channel, 
near  Hobart’s  town.  The  moon  wasshiiiing  bright  and  the  water 
smooth  as  glass,  when  the  vessel  suddenly  struck  on  a rock  in 
four  fathoms.  The  swell  in  six  minutes  broke  her  entirely 
to  pieces.  The  scene  was  most  terrific:  the  falling  of  the  masts, 
ihe  agonizing  cries  of  the  convicts  confined  below  the  batches, 
up  to  their  necks  in  water,  the  soldiers  on  board  pointing  down 
their  muskets  to  prevent  the  poor  wretches  from  coming  on 
deck,  till  the  swell  broke  theni  lose  from  their  confinement, 
and  all  was  a scene  of  horrid  confusion.  The  major,  surgeon 
and  other  officers,  and  the  captain  of  the  ship,  liehaved  with 
the  greatest  humanity  atid  bravery.  A portion  went  ashore  in 
the  launch,  .and  tlie  next  morning  a schooner  came  along  side 
and  look  off  ihe  others.  The  lierrdsm  of- the  soldiers’ wives 
with  infants  in  their  arms,  was  remarkaMe.  Sixty  poor  crea- 
tines w’ere  sick  below  witli  senrvy  and  drowned.  The  doctor 
attributes  ilie  .-sickness  to  had  provisions  and  the  substitution  of 
cocoa  for  oat  meal— tlie  first  experiinem  of  the  kind  made. 
There  were  294  souls  on  board  and  134  perislied,  of  which  128 
were  prisoners.  The  unfeeling  custrim  which  Ihe  British  cri- 
minal law  enforces  of  sending  crowded  sliips  of  convicts  on 
such  remote  and  d.ingernus  voyage*,  would,  we  should  imagine, 
on  Ihe  score  of  humanity  alone  be  abandoned,  after  so  horrid  an 
exemplification  of  its  atrocity. 

First  mob  case.  7’he  first  trial  resulting  from  the  riots  in 
August  last  took  place  last  week  in  Baltimore  city  court. 
Joseph  fFaffers,  junior,  was  indicted  for  an  assault  and  battery 
on  Charles  F.  Tensfield,  on  the  night  of  the  8lh  of  August  last. 
M appeared  iti  evidence  Hint  Mr.Tensfield  in  obedience  to  a 
call  on  the  citizens  by  the  mayor  to  aid  the  civil  authorities  in 
preserving  the  pcaccand  protecting  the  property  of  the  citizens 
was  aolitig  as  a member  of  a troop  of  horse,  voluntarily  assem- 
bled under  the  command  of  colonel  E.  L.  Finley — that  his  horse 
fell  with  liitn  while  passing  rapidly  along  Ihe  street — and  in  the 
fall  Mr.  Tensfield  lost  his  sword,  that  before  he  could  rise,  he 
was  surrounded  by  a crowd,  who  beat  him  severely,  and  the 
traverser,  Walters,  look  iip  the  sword,  and  with  the  naked 
point  presented  it  in  a threatening  manner  over  Tensfield— 
then  lying  on  the  street — asked  whether  he  should  run  it 
ihrougii  him— he  was  prevented  however  by  some  of  the  by. 
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slanders  from  wounding  Mr.  T.  with  the  sword.  The  jury 
found  the  traverser  guilty,  and  the  court  sentenced  him  to  pay 
a fine  of  one  hundred  dollars — to  be  imprisoned  six  months — 
and  to  give  security  in  five  hundred  dollars  to  keep  the  peace. 

[Gazette, 

Importance  of  agriculture.  From  a late  highly  praised 
work  on  the  capital  and  resources  of  the  British  empire  the 
London  Metropolitan  makes  some  extracts  for  the  purpose  of 
proving  the  immense  importance  to  England  of  agriculture,  and 
the  capital  staked  in  it,  compared  with  that  employed  in  ma- 
nufactures. According  to  a table  in  this  work,  the  gross  annual 
product  of  Great  Britain  and  Ireland,  raised  by  the  combination 
of  capital  with  all  animate  an  inanimate  power  is  five  hundred 
and  lourteen  millions  of  pounds  sterling,  nearly  half  of  which 
is  from  agriculture.  As  the  table  exhibits  the  relative  import- 
ance of  the  several  great  sources  of  the  immense  wealth  of 
Great  Britain,  and  is  therefore  of  general  interest,  we  annex  it. 


Agriculture £246,000,000 

Mines  and  minerals 21,400,000 

Inland  trade 48,425,000 

Coasting  trade 3,550,000 

Fisheries 3,400,000 

Shipping  and  foreign  commerce 34,398,095 

Bankers — profits  of  this  class 4,500,000 

Foreign  income....... 4,500,000 

.Manufactures. 148,050,000 


£514,823,095 

In  addition  to  poor  rates  and  county  rates  which  amount  to 
several  millions,  the  agriculturists  pay  twenty-six  millions  or 
one-half  of  the  taxes  of  the  empire. 

Great  anti-destructive  meeting  at  Providence.  A 
meeting  took  place  at  Providence  on  Monday  evening  last,  for 
the  purpose  of  expressing  the  opinion  of  that  community  upon 
the  movements  of  the  abolitionists,  and  a long  series  of  resolu- 
tions were  unanimously  adopted.  The  meeting  was  composed 
of  some  of  the  most  respectable  citizens  of  Providence  and  of 
the  state— governor  Fenner,  Nicholas  Brown,  Edward  Carring- 
ton and  others  acting  as  vice  presidents. 

The  resolutions  are  manly,  spirited  and  patriotic,  and  one  of 
them  deprecates  any  interference  with  slavery  in  the  District  of 
Columbia,  as  seriously  hazardous  to  the  peace  and  safety  of  the 
states.  [N.  Y.  Com. 

Reward  for  Arthur  Tappan.  By  the  following  advertise- 
ment, received  in  a New  Orleans  paper,  it  will  be  seen  that  the 
Louisiana  papers  can  no  longer  deny  that  a reward  has  been 
offered  for  the  person  of  ,drthur  Tappan.  Every  man  at  the 
north  must  admit  that  this  proposition  is  a monstrous  outrage. 
We  grant,  at  once,  that  the  conduct  of  Mr.  Tappan  and  his  as- 
sociates, has  been  very  imprudent,  and  in  many  respects  very 
reprehensible.  We  grant  that  his  conduct  has  been  such  as  he 
must  have  foreseen,  would  chafe  our  southern  fellow  citizens 
to  madness.  But  however  unwise  and  indiscreet  he  may  have 
been,  an  act  like  that  proposed  in  Louisiana,  which  attempts 
to  control  the  freedom  of  opinion,  by  putting  the  peace,  and 
even  the  life,  of  a citizen  into  the  hands  of  every  criminal  in 
the  country,  is  atrocious  and  horrible.  [Com.  Ad. 

From  the  Louisiana  Journal. 

The  following  has  been  handed  to  us  by  the  committee  of  vi- 
gilance of  the  parish  of  East  Feliciana,  for  publication; 

FIFTY  THOUSAND  DOLLARS  REWARD. 

The  above  reward  will  be  given,  on  the  delivery  to  the  com- 
mittee of  vigilance,  for  the  parish  of  East  Feliciana,  La.  of  the 
notorious  abolitionist,  ARTHUR  TAPPAN,  of  New  York. 

({(^Papers  opposed  to  abolition  throughout  the  United  Slates, 
are  reQuested  to  give  publicity  to  the  above. 

Jackson,  La.  Oct.  15,  1835. 


for  the  purpose,  and  ’tis  possible,  though  not  probable,  to-night 
may  still  see  the  execution.  The  wind  is  fair — I came  here  in 
pursuit  of  Arnold,  but  was  too  late.  I advise  your  potting  the 
army  under  marching  orders,  and  detaching  a brigade  imme- 
diately this  way.  1 am  with  great  regard,  your  obedient  ser- 
vant, Alexander  Hamilton,  Aid  de  camp.'*' 

The  New  York  Herald  says: — “Col.  Burr  is  still  in 
the  land  of  the  living.”  He  is  rauch  better  in  his  gene- 
ral health  than  he  was  some  time  ago.  One  of  the 
friends  of  his  early  days,  is  very  busily  engaged  in  ex- 
amining all  his  papers  and  letters  with  a view  to  publi- 
cation after  his  death.  There  are  twenty  large  trunks 
full  of  the  most  interesting  materials  in  history  and 
biography.  Many  of  these  letters  reveal  some  of  the 
most  extraordinary  facts  both  in  private  and  in  political 
life.  We  are  not  permitted  at  present  to  reveal  more. 


It  is  stated  that  property  to  the  amount  of  $200,000, 
and  many  lives,  have  lately  been  lost  on  the  Florida 
coast.  The  shores  are  strewed  with  wrecks.  Several 
vessels  have  been  sunk,  with  every  soul  on  board. 

PopuxATiON  OF  Algiers.  From  Campbell’s  letters 
from  the  south.  The  population  of  the  city  of  Algiers 
must  have  been  greatly  exaggerated  by  the  guesses  of 
travellers  in  the  last  century;  for  it  is  impossible  to  con- 
ceive 80,000  or  100,000  human  creatures  ever  to  have 
been  packed  together  within  its  walls.  The  French  cen- 
sus in  1833  enumerates  the  inhabitants  thus:  11,850 
Moors,  1,874  negroes,  5,949  Jews,  2,185  French,  (of 
course  not  including  soldiers)  and  1,895  other  foreigners, 
making  a sum  total  of  23,753.* 

ELECTIONS. 

The  election  of  governor,  &c.  took  ])lace  in  Massachu- 
setts on  Monday  last,  and  has,  no  doubt,  resulted  in  the 
preference  of  Mr.  Edxvard  Everett,  for  governor,  and  a 
whig  majority  of  representatives,  as  usual. 

In  Ohio— from  the  Cincinnati  Gazette. 

The  returns  of  senators  published  in  yesterday’s  Gazette, 
shewed  eight  supporters  of  Van  Buren,  and  seven  oppositron. 
A reference  to  tlie  relative  majorities  of  these  senators,  out  of  a 
small  vote  polled,  may  afford  an  opinion  of  the  correctness  of 
the  position  of  the  Van  Buren  editors,  and  the  triumph  of  their 
party. 

Van  Bureti  majorities^ 


Adams  and  Brown 200 

Clermont 300 

Belmont 40 

Hamilton 285 

Perry  and  Morgan 2.50 

Ross 102 

Shelby,  Dark,  &c 100 

Richland 300 


1,577 

Anti-  Van  Buren  majorities. 


Cuyahoga 300 

Clark  and  Champaign 599 

Highland,  &c 7.50 

Pickaway,  &c 225 

Athens,  Hocking,  &c 225 

Muskingum 400 


Extract  of  a letter  from  Forsyth,  Georgia,  Oct.  15fA,  1835. 

“We  had  an  insurrection  in  this  county  last  week.  The  ne- 
groes rose  against  the  whites  with  the  intention  to  kill  all  the 
men  and  aged  women,  and  take  the  young  women  as  their 
wives.  Forlnnately  their  intentions  were  discovered  in  time. 
About  100  negroes  have  been  arrested,  and  will  be  tried  to-day 
in  this  town.  It  is  supposed  that  many  of  them  will  be  execut- 
ed.” [N.  Y.  Cour. 

Interesting  reminiscence.  From  the  JS/ew' York  Ga- 
zette. We  were  recently  looking  over  the  pages  of  a 
scrap  book  belonging  to  a friend,  when  our  attention  was 
arrested  by  an  original  letter  of  Jilexander  Hamilton. 
The  autograph  is  rendered  doubly  interesting,  from  the 
fact  that  its  contents  relate  to  one  of  the  most  important 
events  of  oar  revolutionary  history—Arnold’s  treason  and 
Andre’s  capture.  \Ye  obtained  permission^o  take  a co- 
py, and  we  now  present  it  to  our  readers.  The  letter  is 
addressed  to  general  Greene,  and  is  dated  the  25th  of 
September,  1780: 

“Dear  sir:  There  has  Just  been  unfolded  at  ibis  place,  a 
scene  of  the  blackest  treason.  Arnold  has  fled  to  the  enemy. 
Andre,  the  Briti.,h  adjntanl-general,  is  in  our  possession,  as  a 
spy.  His  capture  unravelled  the  mystery.  West  Point  was  to 
have  been  the  sacrifice.  All  the  dispositions  have  been  made 


2,574 

These  fourteen  senatorial  districts,  which  have  returned  a 
majority  of  Vanites,  give  an  excess  of  nvie  hundred  and  ninety- 
seven  votes  over  the  aggregate  majorities  of  the  other  party; 
and  yet  the  state  is  claimed  as  having  gone  largely  for  the  office- 
holders’ candidates. 

At  the  presidential  election  of  1832,  general  Jackson’s  majo- 
rity over  Mr.  Clay  in  the  districts  above  named,  was  two  thou- 
sand one  hundred  votes.  The  election  of  the  13ili  inst.  which 
the  supporters  of  Mr.  Van  Buren  assnme  as  a cheering  evidence 
of  the  increase  of  humbuggery  in  Ohio,  compared  to  that  of 
1832,  shews  a clear  loss  of  three  thousand  and  ninety-seven  votes 
to  the  “democratic”  cause,  in  a fraction  over  two-fifilis  of  the 
state,  as  respects  territory  and  representation.  A few  more 
such  accessions  of  strength,  although  it  may  gain  the  Van  Bu- 
ren party  an  occasional  majority  in  the  legislature,  will  lend 
vastly  iQ  decrease  the  bulk  of  the  available  voters  of  “the 
parly.” 

Georgia. 

Milled geville,  Oct.  27.  All  the  cminlies  have  been  heard 
from,  in  relation  to  the  governor’s  election:  judge  Schley  has 
succeeded  over  judge  Dougherty,  by  a majority  of  2,571.  This 
may  be  increased  or  diminisbed,  by  the  official  count  before  the 
legislature. 

*This  census  was  taken  after  the  expulsion  of  the  Turks, 
whose  numbers  may  have  probably  swelled  the  population  to 
nearly  30,000. 
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We  have  received,  and  publish  this  week,  the  congressional 
vote  from  all  the  counties  except  Union  and  Ware;  by  which 
it  appears  tlint  gen.  Glascock,  the  hiiihest  on  the  union  side  has 
beaten  Mr.  Wilde,  the  highest  of  tlie  state  rights  candidates, 
2,541  votes. 

Last  year  the  difference  between  judge  Wayne  the  highest 
union,  and  Mr.  Gilmer,  the  highest  state  rights  candidate,  was 
4,5-27.  Showing  a gain  to  the  state  rights  party  of  1,986  since 
that  lime. 

The  union  majority,  on  joint  ballot,  will  be,  this  year,  about 
65.  Last  year,  if  our  memory  serves  us,  it  was  88.  Showing 
an  increase  to  the  state  rights  party,  in  the  legislature,  of  23. 

Industry,  energy  and  perseverance,  will  yet  rescue  Georgia 
from  the  deadly  embrace  of  federalism,  and  restore  her  to  her 
former  lofty  rank  among  the  foremost  in  devotion  to  the  old  re- 
publican faith.  [Journal. 

New  York, 

The  whole  of  the  congress  ticket  being  canvassed  in  all  the 
wards,  we  are  enabled  to  complete  our  table.  The  assembly 
ticket,  supported  by  the  Lee  parly,  is  also  carried  by  a similar 
majority,  but  we  are  unable  to  give  an  official  report  of  the 
votes. 


Wards. 

Whole  vote. 

Lee. 

Ferris. 

Munroe. 

1st 

1,243 

329 

52 

859 

2nd 

1,052 

288 

119 

645 

3rd 

1,232 

445 

74 

697 

4 th 

1.515 

518 

379 

598 

5th 

1,442 

724 

180 

626 

6th 

1,110 

568 

143 

494 

7th 

1.905 

999 

249 

657 

8th 

2,340 

968 

466 

906 

9th 



1,100 

137 

576 

10th 

1,879 

594 

684 

601 

11th 

— 

1,207 

281 

561 

12th 

952 

827 

57 

68 

13th 

1,385 

573 

311 

501 

I4th 

1,416 

579 

275 

562 

15th 

1,054 

318 

170 

569 

10,037 

3,577 

8,920 

8,920 

Majority  for  Lee 

1,117 

On  which  the  New  York  American  says — 

Mr.  Gideon  Lee  is  elected  to  congress — by  whig  votes.  This 
is  a result  not  unexpected,  nor,  perhaps,  to  be  regretted. 

If  Mr.  Monroe  had  succeeded,  he  would  have  been  pronounc- 
ed the  whig  candidate,  though,  in  truth,  the  whigs  had  no  can- 
didate, and  the  result  might  have  been  a closer  union  among 
the  quarrellers  of  Tamnurny.  As  it  is,  the  exasperation  be- 
tween them  ia  at  the  highest,  and  the  successful  candidate  owes 
bis  success  to  the  whigs. 

Electioneering  in  Pennsylvania. 

The  Lancaster  Union  says: — “G.  Washington  Barton,  es(\. 
of  this  city,  has  brought  suit  against  Dr.  Peter  Bier,  the  inspec- 
tor for  the  East  ward,  at  Ihe  late  election,  on  the  ground  of  vio- 
lation of  official  trust.  The  offence  with  which  Dr.  Bier  stands 
charged  is,  that,  in  violation  of  his  oath  as  inspector,  he  under- 
took to  pry  into,  and  proclaim  the  contents  of  Mr.  Barton’s 
ticket.  This  is  a charge  of  most  serious  and  aggravated  cha- 
racter; and  if  established,  will  win  fur  the  accused  officer  no 
enviable  laurels.” 

Vermont. 

At  the  63d  ballot  for  governor  in  the  joint  committee  of  the 
Vermont  legislature  on  Monday,  the  vote  stood  for  Palmer  102, 
Bradley  63,  Paine  40,  Jennison  8.  On  the  63d  ballot,  Mr. 
Brewster  moved  to  adjourn  the  committee  until  Tuesday,  but 
the  motion  was  withdrawn  at  the  request  of  Mr.  Fitch,  who 
moved  that  the  committee  be  dissolved.  The  motion  to  dis- 
solve prevailed— ayes  113,  noes  100.  So  Mr.  Jennison  is  like- 
ly to  remain  for  some  time  yet  in  tlie  gubernatorial  chair. 

[Boston  Mias, 
Mississippi.  ’ 

The  general  election  in  this  state  look  place,  we  believe,  on 
Monday,  the  2nd  inst.  We  shall,  probably,  hear  the  result  in 
time  for  our  next  paper. 

FOREIGN  NEWS. 

From  lAindon  papers  to  the  9th  October . 

Mr.  Mendizahal  has  been  appointed  to  the  h(?ad  of  the  Spani.sli 
ministry  and  is  exceedint-ly  popular.  It  is  thought  that  he  will 
be  able,  if  sustained,  to  quiet  the  queen’s  party,  and  introduce 
peace  into  most  of  the  deparimeiits.  The  different  juntos  have 
made  their  submission,  and  things  were  resuming  a settled 
state. 

There  was  considerable  fighting  still  in  Spain,  with  various 
success — hut  Carlos  does  not  appear  to  make  much  progress. 
He  is  generally  worsted. 

A correspondent  of  the  London  Courier  says — 

“From  this  lime  forward  the  cause  of  Don  Carlos  is  a lost 
cause.  The  Urban  guards  of  Madrid  are  now  fully  satisfied. — 
The  garrisons  which  were  necessary  to  keep  the  capital  and  ihe 
great  cities  and  towns  in  order  will  be  so  no  longer.  The 
queen’s  forces  in  the  north  will  at  once  have  a reinforcement  of 
10,000  men.  The  Carlists  who  have  no  other  object  in  view 
than  to  support  the  cause  of  Don  Carlos,  will  soon  be  extermi- 
nated; whilst  the  inhabitants  of  the  Basque  provinces,  who  are 


not  only  contending  for  Don  Carlos,  but  only  for  their  local  pri- 
vileges and  ancient ‘fueros,’ will  be  listened  to  and  arranged  with 
by  -a  national  representative  and  constituent  assembly.  The 
idea  of  a future  marriage,  and  a present  betrothmcnl  between 
the  eldest  son  of  Don  Carlos  and  the  infant  queen,  will  never 
be  revived.  All  Spain  is  now  up.  The  Spanish  constitutional, 
but  very  liberal  monarchy,  will  now  be  founded.  The  monks 
and  the  jesnils  are  now  suppressed  for  ever.  The  indepen- 
dence of  the  South  American  republics  will  be  proclaimed. — 
And  Spain  will  rise  like  a phoenix  from  the  ashes  of  her  former 
humiliation,  to  soar  and  to  reign  as  she  should  soar  and  sjiould 
reign,  amongst  the  other  nations  of  the  world.  The  composition 
of  the  new  Spanish  ministry  is  a guarantee  for  the  permanence 
of  the  throne  of  Isabella  II  Their  names  were  no  sooner  known 
in  Saragossa,  Barcelona  and  Valentia,  and  line  of  policy  they 
intended  to  pursue  ascertained,  than  the  juntos  ceded  to  the 
government,  and  left  its  hands  the  task  of  doing  all  the  rest” 
GREAT  BRITAIN  AND  IRELAND. 

London,  Oct.  9.  Yesterday.  Messrs.  Hancock  & Co’s  steam 
omnibus,  called  the  “Enterprise,”  performed  an  experimental 
trip  from  Stratford  to  Paddington  and  back  again.  The  omni- 
bus is  elegantly  constructed,  and  capable  of  containing  about 
twenty  passengers.  The  boiler  and  machinery  are  in  a very 
small  compass  behind,  and  so  contrived  that  no  machinery  or 
pipe  for  conveying  away  the  smoke  is  to  be  seen,  which  in  the 
carriages  hitherto  constructed  has  a very  unsightly  and  awkward 
appearance.  Having  arrived  in  Paddington  at  half  past  10,  and 
taken  in  a supply  of  water  and  coke,  it  started  back  again  at  11 
o’clock,  and  proceeded  along  the  New-road  at  a rapid  and  stea- 
dy rale,  climbing  the  steep  ascent  at  Pentonville  with  the  great- 
est ease  and  facility,  stopping  and  crossing  the  road  as  occasion 
required  with  the  utmost  precision.  After  staying  a few  se- 
conds at  the  Angel,  Islington,  the  vehicle  pursued  its  route 
down  the  city  road  with  a velocity  exceeding  12  miles  an  hour. 

Lord  Durham,  the  new  British  minister  to  Turkey,  has  been 
received  with  great  distinction,  by  the  sultan,  at  Constantino- 
ple. He  delivered  a speech,  which  was  replied  to,  at  lengthy 
by  the  sultan. 

Money  is  said  to  be  scarce  in  London.  On  the  8th  Oct.  the 
stock  exchange  stood  as  follows:  Consols  for  money  began 
90  7-8,  and,  after  reaching  91,  closed  at  90^;  for  the  account 
they  were  done  at  91  and  90  7-8,  and  for  the  November  times 
business  was  done  at  91|.  The  new  three-and-a-half  per  cents 
have  closed  at  99 — Omnium  at  3 7-8  prem.  and  India  bonds  at 
253i,  which  is  another  decline  of  1 per  cent.  The  premium 
upon  exchequer  bills  rules  at  14  16,  and  on  India  bonds  it  has 
advanced  to  three. 

Paris,  Oct.  7.  Five  per  cents,  108f.  45c.  Four  per  cents,  98f. 
90c. 

Leopold,  king  of  the  Belgians,  and  his  wife,  have  lately  visit- 
ed England — and  dined  with  the  king  and  queen,  and  the  mo- 
ther of  the  princess  Victoria,  who  is  a sister  of  Leopold,  &c. — 
Tlie  duke  de,  Nemours,  also,  second  son  ofthe  king  of  the  French, 
and  the  prince  de  Joinville,  his  third  son,  had  also  paid  a visit 
to  England.  All  v/ere  received  with  “legal  honors.” 

PORTUGAL. 

The  Precursor,  a Portuguese  journal,  published  in  Italy,  con- 
tains a proclamation,  issued  by  Don  Miguel  at  Rome,  before 
his  departure,  in  which  he  calls  upon  the  faithful  in  Portugal, 
to  remain  true  to  his  cause.  He  says: 

“I  will  never  cease  to  oppose  the  ills  which  oppress  you,  and 
the  tyranny  by  which  you  are  enslaved.  I protest  against  the 
sales  of  the  ecclesiastical  property,  and  against  all  the  usurpa- 
tions and  sacrilegious  acts  of  violence  that  .the  usurping  govern- 
ment has  dared  to  commit.  I will  do  all  that  I can  to  defeat 
its  projects — all  that  can  be  required  of  me  by  religion,  honor, 
and  the  love  I bear  you.  I again  declare  that,  when  I reap- 
pear in  the  midst  of  you — when  I shall  reassend  the  throne 
which  belongs  to  me,  and  which  I hope  will  be  restored  to  me 
by  the  God  of  the  great  Alphoiiso,  I will  not  recognise  the  vali- 
dity of  the  sale  of  this  property;  I will  be  inexorable.  All  the 
purchasers,  whether  natives  or  foreigners,  shall  lose  their  capi- 
tal. No  law,  no  right,  can  validate  such  a sale,  nor  oppose  my 
protest  with  justice.  Portuguese!  look  upon  your  tyrants  with 
horror— detest  their  measures  and  their  dark  designs.  Consent 
not  that  the  patrimony  of  relatives— the  property  of  the  church, 
should  go  into  the  hands  of  foreigners;  but  wait  awhile — wait — 
the  time  of  salvation  is  not  far  off.”  &c. 

Lisbon,  Sept.  26.  A slave  trader  has  lately  arrived  in  the  Ta- 
gus, consigned  to  Mr.  S , a German.  She  returns,  after 

having  sold  her  slaves  at  Rio  Janeiro  and  the  Havana,  with  a 
net  profit  of  95,000  crowns,  or  £10,000,  after  deducting  every 
outlay,  and  she  will  soon  start  again  on  another  creditable  and 
humane  expedilion  of  this  kind.  There  are  three  French  resi- 
dents here  concerned  with  Mr.  S.  in  the  nefarious  and  infa- 
mous expedition,  and,  unless  our  government  adopt  some  other 
course,  the  traffic  fiom  hence  will  increase. 

LATEST  FROM  MEXICO. 

Front  the  New  Orleans  Bee  of  October  23. 

The  brig  Volta,  captain  Kennedy,  arrived  yesterday  in  6 days 
from  Vera  Cruz,  and  brought  us  journals  of  that  place  up  to  the 
12th  instant.  We  do  not  perceive  in  them  any  account  of  the 
central  constitution  having  been  discussed  or  adopted  by  the 
chambers  of  congress.  But  it  appears  certain  that  the  federal 
republic  has  been  dissolved ; and  that  executive  officers  of  the 
Mexican  stales  have  been  subjected  to  the  appointment  of  .the 
central  government.  The  local  legislatures  of  the  states  have 
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V»«ert  annihilated  by  a formal  decree  issued  under  the  authority 
t)f  the  acting  president,  and  eanctioned  Ity  the  congress. 

The  following  is  the  decree  which  was  issued  by  the  minis- 
ter of  the  interior: 

The  president  jiro  tempore  of  the  Mexican  United  Slates  in- 
forms the  inhabitants  of  the  r«:public  that  the  general  congress 
tias  decreed  as  follows: 

1.  The  actual  tfovernors  of  the  different  states  of  the  union 
sliall  continue  their  duties  till  the  period  shall  have  expired,  for 
'which  they  were  apjiointed,  by  the  respective  constitutions  of 
the  different  states:  but  in  the  exercise  of  their  functions  in  fu- 
ture, they  shall  be  subject  to  the  general  government  of  the  na- 
tion. 

2.  The  le^islalnres  sliall  discontinue  the  exercise  of  their 
functions;  but  before  those  now  in  session  shall  he  dissolved, 
and  when  those  in  vacation  shall  have  met  in  session,  they  shall 
nouiinate  a departmental  junta,  composed  lor  the  present  of  5 
individuals,  selected  from  their  own  body  or  otherwise,  to  act 
as  a council  for  the  governor;  and  in  case  of  vacancy  as  gover- 
ni*r,  to  propose  to  the  general  governntent  three  persons,  whose 
qualifications  may  entitle  them  to  the  office;  while  in  the  inter- 
val, till  the  nomination  shall  have  been  made  by  the  national 
congress,  the  duties  of  governor  shall  be  exercised  by  the  first 
iti  order  of  the  councillors. 

3.  In  tliose  states  where  the  legislatures  shall  not  have  been 
convoked  within  8 days,  the  municipal  government  of  the  ca- 
ip'ttal  shall  exercise  the  above  duties  so  far  as  concerns  the  elec- 
tion of-lbe  .5  members  of  the  departmental  junta. 

4.  All  the  judges  and  tribunals  of  the  states  shall  continue  in 
their  present  conditiofl  for  the  administration  of  justice,  till  the 
general  governmeiH  s+ia-ll  .have  published  a law  for  the  organi- 
sation of  the  judiciary  department.  The  securities  of  all  judi- 
cial functionaries  exacted  by  the  respective  legislatures,  will  be 
refused  or  accepted  by  the  supreme  court  of  the  nation. 

5.  All  the  subordinate  authorities  of  the  state  shall  also  con- 
tinue in  the  exercise  of  their  respective  duties;  and  nominations 
shall  onl-y  be  made  for  such  places  as  are  now  vacant  or  shall 
be  vacated.  But  those  authorities  and  their  offices,  with  all  the 
revenues  and  duties  of  which  they  have  the  administration, 
jhall  be  under  the  control  of  the  nationitl  government,  through 
the  meduim  of  the  eovernors  of  their  respective  states. 

Jose  Manuel  Moreno,  president;  Jose  R.  Malo,  secretary; 
Atenogenes  Castillero,  secretary. 

J have  ordered  the  piinting,  pnidication  and  circulation  of  the 
:abt>ve -decree,  that  it  shall  have  its  whole  effect. 

Palace  of  the  federal  government  j Mexico,  Oct.  3,  183.5. 

MIGUEL  BARR.\GAN. 

Jl.  D.  Manuel  Biez  de  Bonilla. 

I transmit  you  the  abiTve  decree  for  your  instruction;  and  that 
you  may  have  it  immediately  put  in  execution.  God  a-nd  liber- 
ty. BONILLA. 

Mexico,  3d  of  October,  18.35. 

Bnch  a decree  was  expected  to  have  been  the  result  of  the 
■central  system  of  government;  and  consequently  of  the  destruc- 
tion of  the  federal  republic.  The  recommendaMon  of  that  sys- 
tem by  ibe  majority  of  the  states  to  the  congress,  may  have  vir- 
tually vested  the. chambers  with  power  to  alter  the  constitution 
and  annihilate  the  state  legislatures;  and  if  we  were  not  almost 
certain  that  the  military  president  will  prove  the  dictator  of  the 
-nation,  we  would  conclude  that  such  a system  of  government 
is  the  most  eligible  for  the  Mexican  peo.pfe;  as  they  cannot  en- 
joy liberty  without  licentiousness  and  disorders. 

We  learn  that  the  Mexican  minister  to  England,  Don  M.  Gar- 
ro,  hasiimitaied  the  example  of  Zavala,  in  resigning  his  ambas- 
esadorship;  and  has  written  an  energetic  letter,  concluding  with 
'“God  and  liberty  and  federation'.’’* 

On  the  25th  of  September  a new  project  of  law,  different  in 
terms  from  the  constitution  that  had  been  digested  by  Alarvan 
and  the  bishop  of  Puebla,  (to  which  we  referred  in  a previous 
nntnber  of  the  Bee),  hut  alike  in  spirit,  was  brought  forward  in 
the  chambers  of  congress.  The  first  and  second  articles  appear 
to  have  been  adopted.  The  first  declares  the  Mexican  people 
to  be  a free,  sovereign  and  independent  nation,  and  establishes 
the  Catholic  as  the  state  religion,  vithout  tolerating  the  exercise 
of  any  other;  and  the  seoontl  permits  the  residence  of  foreign- 
ers so  far  as  llie  law  of  nations  protects  them,  and  so  long  as 
they  respect  the  laws  and  religion  of  the  nation — while  it  en- 
joins that  the  new  constitution  shall  specify  the  riglils  of  the 
Mexicans  lliemselves. 

Don  .Miguel  Santa  Maria  has  consented  to  go  as  plenipoteii- 
-llary  extraordinary  to  Spain,  to  insure  tlie  recognition  of  the  in- 
depeudence  of  Mexico. 

The  congress  and  president  have  ordered  the  priests  to  pray 
for  the  inspiration  of  heaven  on  the  deliberations  of  the  cham- 
bers while  discussing  the  new  project  of  law! 

— 

COMPLIMENT  TO  CAP  !'.  J.  PERCIVAL,  U.  S.  NAVV. 
The  subjoined  correspondence  between  a portion  of  tlie  resi- 
dent and  Iraiisieni  .American  merchants  at  Rio  de  Janeiro  and 
capt.  J.  Percival,  late  cmninander  of  the  U.  S.  ship  Ene.  will 
be  read  with  pleasure  by  the  friends  of  that  meritorious  officer. 

In  a time  of  profound  peace  our  officers  have  no  opportnni- 
■ties  to  gather  laurels  from  a vanqnisbed  foe;  they  must,  tlieie- 
fore,  content  themselves  with  rendering  such  services  as  ncca- 
sions  may  retpiire.  In  the  ea«e  of  the  officer  here  referred  to, 
we  find  that  those  services  xvere  not  limited  to  his  own  coun- 
trymen, but  freely  offered  to  the  subjects  and  fnnciionarie«  of 
•Heitoer  government,  and  the  offer  has  called  forth  an  expres- 


sion of  approbation  from  the  representative  of  tlini  government 
at  Wasliingion.  [Army  S;  Navy  Chron. 

To  capt.  John  Percivat,  com.  U.  S.  ship  Eric,  Rio  de  Janeiro; 

Dear  sir:  The  undersigned,  your  fellow  countrymen,  nmler- 
staiidiiig  that  you  are  ahoni  to  leave  this  station,  to  return  home, 
take  orca.'ion  to  oficr  yon  the  accompanying  piece.s  of  plate,  as 
a token  of  our  respect  for  yon  as  an  officer,  tiinl  regard  as  a intin. 
Your  departure  being  unexpected,  we  only  add  oiir  best  wi.-i|ies 
for  your  happiness;  and,  in  your  career  as  an  officer,  promolion 
ade(|unte  to  your  merits. 

Rio  de  Janeiro,  Aug.  3d,  1835. 

J.  P.iRCKHEAD,  John  Gardner, 

Nath’i.  D.  Carlisle,  Wm.  K.  3'ucker, 

W.H  D.  C Wright,  J.  Endicott, 

Andrew  Foster,  jr.  P.  Siemen  Forbes, 

John  Hollingsworth,  J.  H.  Brewer. 

Wm.  C.  Kemble, 

U.  S.  ship  Erie,  Rio  de  Janeiro,  Aug.  4ih,  18.35. 
Gentlemen:  I have  received  your  very  flaiiering  and  valua- 
ble present,  consisiing  of  two  pieces  of  plate,  acconipanied  with 
expressions  of  your  approbation  of  my  eonrinct,  while  in  com 
maud  of  the  United  Slates  ship  Erie  on  this  station. 

To  receive  such  an  evidence  of  the  respect  of  my  country- 
men abroad,  and  in  ibeir  opinion  to  merit  it,  increases  the  va- 
lue of  their  present,  and  I am  unable  in  any  other  manner  to 
express  the  deep  sense  1 feel  of  Ibe  honor  thus  confeired  upon 
me  but  by  assuring  them  that,  at  all  times  and  under  all  circum- 
stances, I shall  take  great  pleasure  in  rendering  every  assist- 
ance in  my  power  for  the  protection  of  iherr  intere.sis;  believ- 
ing that  zeal  in  the  performance  of  litis  duty  will  be  in  strict  ac- 
cordance with  the  objects  for  which  our  navy  was  created. 

Permit  me,  gentlemen,  to  reciprocate  warmly  your  kind  and 
friendly  wishes,  and  subscribe  myself  with  grrat  respect  and 
esteem,  your  obedient  servant,  JOHN  PERCIVAL, 

master  comniandant  U,  S.  navy. 

To  Messrs.  J.  Birckhead,  &c. 

— «»©  @ &<««•-  ■ 

DEATH  OF  COPERNICUS. 

The  following  graphic  dest'rifriion  of  the  closing  scene  of  the 
life  of  Copernicus,  is  from  Mr.  £tere!rs  late  adilress  at  Am- 
heisi  college: 

“Thus  Providence,  which  has  ends  innumerable  to  answer, 
in  the  conduct  of  the  pitysical  and  iiiirlleclnni,  and  as  of  the 
moral  world,  sometimes  permits  the  great  discoverers  fully  to 
enjoy  their  fame;  sometimes  to  catch  but  a glimpse  of  the  ex- 
tent of  their  achievements;  and  srtmetimes  sends  them  dejected 
and  heart-broken  to  the  grave,  nnconscions  of  the  importance 
of  their  own  discoveries,  and  not  merely  undervalued  by  their 
contemporaries,  hut  by  themselves.  It  is  plain  that  Coperni- 
cus, like  his  great  contemporary  Columbus,  tliongh  fully  ctni- 
scious  of  the  boldness  and  the  novelty  of  bis  doctrine,  saw  but 
a part  of  the  changes  it  was  to  effect  in  .science.  Al  ter  harbor- 
ing in  his  bosom  for  long,  long  years,  that  pernicious  heresy — 
the  solar  system — he  dieil  on  the  day  of  the  apirearance  of  his 
book  from  the  press.  The  closing  scene  of  his  life,  with  a 
little  help  from  the  imagination,  would  furnish  a noble  subject 
for  an  artist.  For  thirty-five  years  be  has  revolved  and  matured 
in  his  mind  his  system  of  the  heavens.  A natural  mihine.ss  of 
disposition,  bordering  on  timidity,  a reluctance  to  encounter 
controversy,  and  a dread  of  persecution,  have  led  him  to  with- 
hold his  works  from  the  press;  and  to  make  known  his  system 
but  to  a few  confidential  disciples  and  friends.  At  length  he 
draws  near  his  end;  he  is  seventy-three  years  of  age,  and  he 
yields  his  work  on  “the  revnlntirms  of  the  heavenly  orbs”  to 
his  friend.s  for  publication.  The  day  at  last  lias  come,  on  which 
it  is  to  be  ushered  into  the  world.  It  is  the  twetity-fonrih  of 
May,  154.3.  On  that  day — the  effect  no  donbt,  of  ihe  intense 
excitement  of  his  mind,  operating  upon  an  exhausted  frame — 
an  effnsinn  of  blood  brings  biiti  to  Ihe  gates  of  the  grave.  His 
last  boiir  has  come;  he  lies  stretched  upon  the  conch,  from 
which  he  will  never  rise,  in  his  .aparii(»ent  at  the  Canonry  at 
Frniienberg,  j^a.'st  Prussia. 

The  beam.®  of  the  setting  sun  glance  through  the  gothic  win- 
dows of  his  chamber;  near  his  bed  side  is  the  armillary  spitere, 
which  he  has  contrived  to  represent  the  theory  of  bi.s  Itravetis 
— bis  picture,  painted  by  himself,  tlie  amusement  of  his  earlier 
years,  nangs  before  him;  beneath  it  bis  astrolabe  and  other  im- 
perfect astronomical  iiisirnments;  and  around  him  are  gathered 
his  sorrowing  disciples.  The  door  of  the  apartment  opens — the 
rye  of  the  deitariing  sage  is  turned  to  see  who  enters;  it  is  a 
friend,  who  brings  him  the  first  printed  cojiy  of  his  immortal 
treatise.  He  knows  that  in  tb;it  honk  he  enniradiets  all  that 
had  ever  been  distinctly  langht  by  former  philosoplier.s — he 
knows  that  he  has  rcbi  lli'd  against  the  sway  of  Ptolemy,  which 
the  scii'iilifi''  world  had  acknowledged  for  a thousand  years — 
he  know.s  that  the  popular  mind  will  he  shocked  by  his  innova- 
tions—he  knows  that  the  nileinpi  will  be  made  to  press  even 
religion  into  the  service  against  him;  hut  lie  ktmvvs  that  bis 
hook  is  true.  He  is  dving.  bin  lie  leaves  a glorious  truth,  as  his 
dying  bequest  to  the  world.  He  bids  the  friend,  who  has 
hronglii  it,  to  plttce  himself  between  the  window  anil  his  bed  side, 
that  lb(>  sum’s  rays  niay  fall  upon  the  precious  voltniie,  and  he 
may  beliold  it  once,  jicfore  liis  eyes  gmw  dim.  TI*‘  looks  upon 
it,  takes  it  in  his  hands,  presses  it  to  his  breast,  and  expires. 
But  no,  he  is  not  wlmlly  gone!  .A  smile  ligbf.s  iipou  hi.s  dying 
connfeiiancp;  a beam  of  returning  intelligenee  kindles  in  bis 
eye;  Iks  tip.s  move;  and  the  friend,  who  leans  over  him,  can 
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Iitiar  (lim  faintly  murmur  the  beautiful  sentiinents,  which  the  ^ 
Cliristi<tii  lyrisijOl  a later  age,  has  so  finely  expressed  in  verse: 
Ye  golden  lamps  of  heaven!  farewell,  with  all  >our  feeble  light, 
Farewell,  thou  ever-changing  moon,  (Utle  empiess  of  the  night! 
And  thou,  refulgent  orb  ot  day,  in  liughier  flauies  arrayed, 

My  soul,  which 'springs  beyond  thy  sphere,  no  mure  demands 
lily  aid. 

Ye  stars,  are  but  the  shining  dust  of  my  divine  abode, 

The  pavement  of  lliuse  heavenly  courts,  where  I shall  reign 
with  God. 

JONAS  B.  BROWN,  OF  BOSTON. 

From  the  Boston  Courier  of  October  31. 

Jonas  B.  Brown.  Tiie  decease  ol  this  genileman  was  briefly 
tioticed  in  our  paper  of  Wednesday.  He  died  on  Monday 
about  four  o’clock  in  the  afternoon,  and  on  Thursday  his  re- 
mains were  deposited  in  liie  receiving  tomb  umler  Park  street 
meeting  lion.^e,  whence  they  will  hereafter  be  removed  to 
Mount  Auburn,  and  be  interred  in  the  lot  selected  by  hiiiiseil 
as  their  place  ol  rest. 

Never  has  the  tomb  closed  its  portals  upon  a truer  friend,  or 
a nobler-minded  man.  Mr.  Brown  had  just  passed  the  age  of 
forty— an  age  wlien  many  iin  n are  about  beginning  to  live — 
yet  he  had  long  enjoyed  tlie  confidence  ol  a numerous  class  of 
individuals.  He  early  engaged  in  the  business  of  maiiufuclur- 
ing,  and  conducted  it  with  a degree  of  perseverance,  during 
years  of  uncertainly  as  to  its  results,  that  excited  the  wonder  of 
many  of  his  cotemporaries.  With  him  the  “American  System” 
was  a science.  He  had  studied  the  principles  of  trade  and 
examined  thoroughly  the  operations  of  the  laws  touching  the 
products  ol  our  domestic  nianufaciiiies  and  tlie  physical  le- 
sources  of  the  country.  He  vyas  one  of  tlie  most  active  and 
vigorous  advocates  of  a proleeiiug  tariff';  for  he  saw  that  wiili- 
out  the  protection  of  goveniiiient,  the  total  aoiiitiilaiion  of 
capital,  which  ttie  government  had  driven  to  seek  eiiiployiiient 
in  maiiufaeftirini!,  would  be  inevitable.  His  mind  w.as  capa- 
cious, and  it  seemed  to  grasp  the  wliole  subject  of  political  eco- 
nomy; and  all  its  mysterious  operations  and  consequences  he 
could  untold  to  those  who  sought  the  aid  of  his  judgement. 
With  faiiiiliariiv  and  accuracy.  Men  wliu  stood  much  liigher 
before  ilie  public,  and  who  occupied  conspicuous  sialioiis  in 
the  goveriimeiit,  did  not  dl.-dain  to  ask  iiis  advice;  and  many  a 
puwerlul  speech  has  been  made  in  congress,  of  wliich  he  furnish- 
ed the  materials.  During  several  sessions  of  congress,  while  tlie 
tariff  questions  was  in  agitation,  so  necessary,  and  even  indis- 
pensable, was  the  presence  of  Mr.  Brown  considered  by  its 
friends  in  tiiat  body,  tiiat  lie  was  often  obliged  to  sacrifice  per- 
sonal convenience  to  public  benefit,  and  leave  tlie  iinmediaie 
nianageinenl  of  an  extensive  eoi  poraiiim,  of  whicli  he  was  the 
diieciiiig  soul, and  spend  week  alter  week,  and  niontii  after 
month,  at  Washington.  We  have  had  itersonal  knowledge  of 
lung  and  painful  and  vexations  consultations  at  Wasliingion,  at 
N.  York  and  at  Boston,  among  the  friends  of  domestic  industry, 
to  devise  measures  for  the  safety  and  success  of  the  system, 
and  we  know  that  in  these  cnnsultaiioii.s,  the  intelHgenl  niiMd 
of  Mr.  Brown  shed  a light  ii|ion  the  darkness  and  the  gloom, 
wiiich,  at  one  lime,  seemed  to  overwlielm  tlie  hopes  of  the 
boldest  and  most  confident.  He  enjoyed  the  satislaction  of 
seeing  tiiat  policy  wiiieti  he  honestly  believed  to  be  the  true 
policy  of  tlie  naliuii,  prevail  in  the  government;  ;*nd  tliongh  it 
was  not  adopted  to  the  full  extent  of  the  wishes  of  its  patriotic 
friends,  and  though  it  has  since  been  ahandoned  by  one  of  its 
most  eminent  advocates,  the  country  can  never  lose  the  sirengih 
it  gained  from  the  operations  of  the  protecting  tariff  of  1828. 

It  is  among  his  fellow  citizen.s  of  the  city  of  Boston  and  its 
vicinity,  however,  that  tlie  virtues  and  talents  of  Mr.  Brown 
have  been  best  appreciated.  Tiie  nuinber  is  not  small  of  those 
engaged  in  pursuits  and  ncciipaliniis  similar  to  ills,  who  have 
been  aided  by  his  counsel  and  supported  amidst  distressing 
embarrassments  by  his  kiiidiiess.  Frankly  and  generously  he 
always  contributed  relief  wlien  the  means  were  in  his  power. 
Many  a man  lias  been  saved  from  bankruptcy  by  his  kind  in- 
terference, and  by  his  prudence  and  sagacity  in  the  timely 
discovery  and  proper  application  of  ways  and  means. 

But  “the  fallifiil  fail.”  Man,  at  his  best  estate,  is  altogether 
vanity.  The  death  of  Mr.  Brown  repeals  to  his  friends,  in  the 
most  solemn  form,  the  melanehoiy  lesson — “What  shadows 
we  are,  and  wh.it  shadows  we  pursue!”  In  the  midst  of  his 
activity  and  his  usefulness,  he  is  taken  away.  The  bustle  of  the 
world  goes  on — its  traffic  waxes  and  wanes — the  niercliaiit  and 
the  mechanic,  the  laborer  and  the  inanufaci iirer,  experience 
the  sunshine  and  tlie  storm,  the  rise  and  the  fall  of  their  pro- 
perty, Die  f1ii(-iua.tions  and  tlie  embarrassments  of  trade  and 
business;  but  to  him,  all  these  must  he  as  though  they  had 
never  lii;en,  and  those  wlio  have  leaned  upon  him  as  their 
helper  and  friend,  niu^t  seek  for  other  counsels  in  their  trouble, 
and  look  elsewhere  for  hope.  lie  is  gone  from  their  sight — 
but  lie  has  left  them  a bright  and  ami  glorious  example  of  iii- 
legritv  and  virtue;  he  has  uiiglit  them  iiow  much  may  be  ac- 
compli'hed  hy  industry  and  perseverance;  lie  has  left  behind 
him  a stainless  character;  he  has  bequeathed  to  his  sorrowing 
frieuds  iindving  memorials  of  hniuir,  faithfulness  and  truth. 
Peace  b*  to  bis  asliesi  Ages  of  bliss  the  reward  of  the  soul! 

f]r^We  adopt  the  precerlln",  in  its  fullest  extent,  as 
it  applies  to  tlie  worthy  tjentleman  rleceasetl — who  was 
known  to  us  lonpf  ami  well,  and  to  many  others  out  ot 
his  own  vicinage,  as  one  of  the  noVilest  and  most  hono- 


rable— faithful  and  true  friends  of  the  “American  Sys- 
tem;” and  also  as  a man  blessed  with  an  exceedingly 
strung,  and  sound  and  discriminating  mind:  to  know 
him  and  not  respect  him,  was  impossible — even  by  the 
most  severe  of  the  opponents  of  the  policy  that  he  ho- 
nestly espoused,  as  rendering  good  to  his  country  and 
hastening  its  march  to  perfect  independence.  We  have 
ottentinies,  indeed,  thougiit  that  we  never  met  with  one 
more  eminently  gifted  with  the  power  of  persuasion— 
for  lie  was  always  mild  and  candid — free  to  admit,  with 
much  ability  to  defend,  a proposition — and  ever  treating 
the  opinions  of  others  with  a frankness  and  liberality 
that  astonished  all  who  communicated  with  him.  In  his 
private  deportment,  he  was  all  that  hisiieare.st  and  tlearest 
friends  conld  now  have  wished  him  to  be — the  kindest 
of  liusbands,  of  fathers,  and  of  friends. 

IMPROVEMENTS— IN  PROGRESS  OR  PROSPECT. 

It  is  resolved,  that  a line  of  rail  roads  shall  be  made  from  Bos- 
ton to  the  Hudson — that  a free  intercourse  may  be  opened  from 
the  east  to  the  west,  and  thence  up  the  valley  of  tlie  Mohawk. 
It  is  said  that  “this  valley  presents  the  only  convenient  route 
by  which  the  commerce  of  the  west  can  be  reached.  It  pre- 
sents a level  almost  uninterrupted  by  a hill  from  Albany  to  Lake 
Erie.  Along  this  level  is  constructed  the  great  western  canal, 
and  several  tributary  canals,  connecting  it  with  the  Ontario, 
Oneida,  Cayuga,  Seneca  and  the  smaller  lakes,  being  539  miles 
of  canal,  and  250  miles  of  lake  navigation,  independent  of  Lake 
Erie  and  Ontario,  aliogvther  making  790  miles  of  navigable  com- 
munication within  Hie  stale  of  New  York,  lerminuling  at  Alba- 
ny.” 

A rail  road  is  also  under  way,  near  the  line  of  the  Erie  canal, 
and  in  most  cases  by  the  side  of  It,  from  Albany  to  Buffalo,  and 
also  a soiiiherii  rail  road  from  a point  near  the  city  of  New  York 
to  Buffalo.  'I'he  trade  with  the  west  lias  exceeded  all  caiciiU- 
lion  "^I’iie  value  of  ariicies  descending  the  canal,  in  1832,  was 
13,405,022  dollars — which  will  he  douliled  in  less  tliaii  ten  years, 
through  increased  facilities,  and  also  produced  vast  iiilerchaiige 
at  Boston. 

A project  is  seriously  entertained  of  making  a rail  road  from 
Cincinnati  to  Charleston,  S.  C.  atid  we  suppose  that  it  will  be 
done!  It  will  pass  through  Paris,  Ky.  the  Cumberland  Gap,  to 
French  Broad,  and  thence  through  Columbia  to  Charleston! 
Tlie  distance  is  only  607  miies.  Tlie  nmoiint  of  the  intercourse 
that  may  take  place,  on  making  this  rail  toad,  will  be  partially 
supposed  from  the  following  extract  from  a report  of  John  S. 
Witliams,  esq.  civil  engineer,  at  Cinciiiiiali: 

“Add  to  a coiiiinercial,  our  iiiHiiiifaciuring  character,  and  a 
connexion  with  us  will  appear  still  more  important.  We  ma- 
luifactuie  almost  every  American  article  that  the  south  east 
wants,  and  which  we  would  gladly  barter  for  merchandise  taken 
by  her  in  coinmercial  transactions  with  the  eastern  states  and 
Europe.  We  liave  upwards  of  fifty  steam  engines,  and  much 
water  power,  in  effective  operation— our  steam  engines  rate 
from  five  to  tiiree  hundred  horse  power  each.  Tliey  do  almost 
every  thing  that  the  genius  of  man  has  yet  done  by  steam  on 
land,  and  are  equal  to  the  task  of  at  least  twenty  thousand  men. 
We  are  manufacturing  this  summer,  one  hundred  and  eleven 
steam  eiigiiies,  and  about  twenty  sugar  mills;  the  engines  most- 
ly very  large,  and  many  of  tlie  very  largest  class.  The  manu- 
facture of  these  lakes  most  of  the  power  of  ten  of  the  smaller 
class  of  our  engines.  I’hree  more  are  in  part,  employed  in  tlie 
manufacUire  of  cotton  gins.  I’his  is  a new  branch  of  manufac- 
ture among  us,  just  springing  into  importance.  When  tlie  above 
thirteen  engines  are  deducted,  we  have  all  our  large,  and  some 
smaller  ones,  numbering  about  forty,  doing  every  thing  which 
that  useful  power  can,  to  aid  the  labor  of  man.  We  are  not, 
moreover,  behind  oilier  cities  in  the  performance  of  labor  that 
takes  the  almost  unaided  human  sinew  to  perform.  Of  this 
class  is  ship  building.  The  tonnage  that  our  ship  yards  are 
about  to  gel  afloat  this  season,  amounts  to  5,452  tons,  in  twen- 
ty-five boats,  from  93  to  512  tons  burthen  each.  This  is  not 
mentioned  as  forming  any  part  of  our  subject,  farther  than  the 
business  and  importance  of  our  city  is  connected  willi  it.” 
Distances  from  Cincinnati  to  New  York,  by  way  of  the 


lakes  950  miles. 

To  Philadelphia,  hy  way  of  Pittsburgh  8.50 

To  Baltimore,  by  way  of  Wheeling  6.50 

To  Mobile,  tiy  valley  of  the  Tennessee  780 


Thus  It  will  appear  that  the  Charleston  route  to  the  Ohio,  is 
340  miles  nearer  to  the  seahord  than  the  route  by  New  York, 
240  nearer  than  by  Philadelphia,  40  nearer  than  by  Baltimore, 
and  170  nearer  tlian  by  Mobile. 

The  pew  Potomac  bridge  was  opened  last  week  for  riding  car- 
riages and  horses.  The  flooring  on  one  side  or  track  is  not 
completed,  and  the  passage  would  not  be  safe  for  droves  of  cat- 
tle, 8ic.  hut  such  persons  as  choose  to  venture  in  carriages  or 
on  horseback  along  the  finished  .side  will  be  permitted  to  do  so. 

The  New  York  Gazette  states  that  the  following  applications 
will  be  made  to  the  legislature  of  New  York  at  its  next  session, 
“to  increase  the  capital  stock  of  the  Union  bank  and  bank  of 
New  York,  each  one  million  of  dollars,  and  that  of  the  Mer- 
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chants’  bank  five  hundred  and  ten  thousand  dollars — also,  for 
an  act  to  incorporate  a company,  with  tli«  necessary  capital,  to 
construct  a tunnel  under  the  Hudson  river,  for  the  purpose  of  a 
rail  road  and  other  comniunicalion,  between  the  city  of  Albany 
and  the  opposite  side  of  the  said  river.” 

The  Oswego  Observer  slates  that  Mr.  Knower,  of  Albany,  has 
purchased  ilirec  acres  of  land  in  ilial  village,  near  First  street, 
and  including  a part  of  the  old  fort,  lor  ^108,157  11.  7’he  Ob- 
server adds — “'I’liis  sale  has  reanimated  our  hopes  that  the  le- 
gislature will  finally  conclude  that  it  is  for  the  interest  of  the 
state  as  well  as  lor  the  advantages  of  commerce,  to  enlarge  our 
canal  to  a caj>acU]j  suitable  for  steamboat  navigation. 

We  learn  from  the  Philadelphia  Gazette  that  the  idea  of  a rail 
road  from  Philadelphia  to  the  northern  cape  of  the  Chesapeake 
bay,  has  been  suggested.  'J’he  distance  is  less  than  150  miles, 
and  the  whole  route  is  said  to  be  level.  The  distance  across 
the  bay  to  Norfolk  would  be  about  40  miles. 

The  New  York  Star  says — “Such  has  been  the  success  of  the 
Boston  and  Providence  rail  road  that  a dividend  of  five  per  cent, 
for  six  months,  is  shortly  to  be  made,  and  this  stock  will  here- 
after be  on  a par  with  the  Camden  and  Amboy,  and  pay  a regu- 
lar interest  of  10  per  cent,  per  annum.” 

Probably  the  smallest  specimen  of  working  inachitiery  in  the 
world  is  in  the  possession  of  Mr.  Toplis,  of  the  museum  of  na- 
tional manufactures,  in  Leicester  square.  It  is  a working  mo- 
del of  a high  pressure  steam  engine,  made  of  silver,  which  is 
perfect  in  all  its  parts,  dims  not  weigh  above  two  hundred  and 
fifty  grams,  and  will  stand  upon  a shilling.  The  whole  incluil- 
ing  the  boiler,  may  be  covered  with  a ihimbte,  and  sufficient 
steam  can  be  generated  to  keep  it  in  motion  for  more  than  five 
minutes.  [London  paper. 

The  short  canals  which  have  been  finished  or  are  in  progress 
in  the  vicinity  of  New  Orleans,  connecting  Hie  lakes  with  each 
other  and  with  the  Mississippi,  promise  to  do  much  for  the  in- 
ternal commerce  of  Louisiana.  The  Bee  of  the  15lh  thus  noti- 
ces two  of  them: 

The  section  of  the  Barataria  and  Lafourche  canal,  connect- 
ing lake  Watchas  with  the  bayou  or  river  Lafourche,  will  be 
opened  to-day  with  some  ceremony.  The  locks  are  completed; 
and  the  navigation  now  opened  for  steamboats  of  ilie  largest 
■class  between  the  Mississippi  and  the  above  river.  Six  miles 
are  also  completed  of  the  Terrebonne  canal,  which  whim  com- 
pleted will  connect  the  Mississippi  by  bayou  Black  with  Hie  At- 
chafalaya  river— opening  an  inland  navigation  with  the  western 
parts  of  the  state. 

Seventy-three  miles  of  the  canal  on  the  James  river  ate  offer- 
■ed  for  contract. 


try  not  unfavorable  to  the  construction  of  a rail  road.  On  the 
other  hand,  the  route  suggested  by  the  report  will  be  not  less 
than  700  mile.-i  in  length,  and  it  must  pass  through  a broken  and 
unproductive  region  of  country,  without  connecting  any  import* 
ant  commercial  points.  Nothing  bin  these  simple  staienrenis  is 
necessary  to  show  the  advantage  of  the  route,  for  which  we 
contend.” 

We  learn  from  a Philadelphia  paper,  that  a meeting  of  the 
subscribers  to  the  Canal  Sleam  Transportation  company,  was 
to  have  been  held  in  that  city.  'I'he  design  of  this  company  is 
to  run  a line  of  steamboats  from  Pliiladelphia  to  Baltimore, 
thrnngh  the  Chesapeake  and  Delaware  canal,  xoilhout  a change 
of  the  boat.  The  stock  is  all  subscribed. 

The  Baltimore  “American”  says — 

We  published  on  Thursday  the  annual  report  of  the  president 
and  directors  of  the  Baltimore  and  Susquehaniiah  rail  road  com- 
pany. That  document  gives  an  interesting  and  gratifying  view 
of  the  condition  and  prospects  of  this  important  work  of  im- 
provement, and  will  of  course  have  attracted  public  attention. 
There  is  one  fact  mentioned  in  the  report  which  is  especially 
worthy  of  attention,  and  that  is,  that  including  the  state  loan  of 
one  million,  the  company  now  have  uiiiiicuinbered  funds  at 
command,  ade.quate  to  the  completion  of  the  road,  as  originally 
designed,  from  Baltimore  to  York.  The  final  location  of  the 
route  has  been  delayed,  until  alt  the  different  lines  at  any  time 
sugi'esti  d,  were  fully  examined;  and  their  relative  merits  and 
advantages  tested.  Notwithstanding  the  public  were  some- 
what impatient  in  regard  to  this  mailer;  it  was  thus  wisely  de- 
termined by  the  board  not  to  break  ground,  in  the  further  pro- 
secution of  the  work  under  their  charge,  until  a thorough  exa- 
mination of  the  whole  country  slionld  enable  them  to  discover 
the  best  practicable  location.  The  best  route  is  finally  found  to 
be  the  shortest — making  the  whole  di.siaiiee  from  Baltimore  to 
York  59i  miles.  From  Tiinonium,  Hu:  road  will  pass  along  the 
valley  of  Dyes  Run,  cross  the  Beaver  Dam  Creek  and  the  West- 
ern Run,  and  intersect  the  Great  Gunpowder  Palls  near  Tyson’s 
(late  Jessnp’s  mill.s) — thence  up  the  valley  of  that  stream  to  one 
of  its  sources,  and  thence  passing  the  dividing  ridge  between 
the  waters  of  the  Patapsco  and  the  Susqiiehannah.  It  descends 
the  valley  of  the  Codorus,  to  the  town  of  York.  As  we  stated 
on  Thursday,  there  is  now  every  prospect  for  the  early  comple- 
tion of  this  rail  road;  and  this,  with  the  Wi  ightsville  rail  road, 
will  consummate  the  object  so  long  desired — an  uninterrupted 
line  of  rail  road  improvement  from  Baltimore  to  the  Susque- 
hanna!). 

{J(j-We  have  already  on  hand  another  collection  of  articles 
like  the  preceding,  that  will  make  a page  or  two! — and  which 
shall  be  inserted. 

— —u®  © 8n»'  — 


We  learn  from  the  Albany  Journal,  that  the  Holland  land 
•company  have  recently  sold  their  entire  interest  in  The  county 
ofChautauque,  to.Messrs.  Trumbull  Cary  and  George  W.  Lay, 
of  Batavia.  The  purchase  money  for  these  unsold  and  con- 
tracted lands,  amounted  to  a million  of  dollars.  Chatauqne  is 
destined  to  become  one  of  the  most  populous  and  wealthy  coun- 
ties in  the  state.  Her  increase  of  population,  during  the  last  ten 
years,  greatly  exceeds  that  of  any  other  county.  Her  soil,  al- 
most every  acre  of  which  is  available,  teems  with  all  the  boun- 
ties of  nature.  She  also  enjoys  enviable  commercial  facilities, 
having  the  choice,  by  direct  and  continuous  water  communica- 
tion, of  the  New  York  and  New  Orleans  markets.  There  is, 
also,  a delightful  lake  extending  through  the  heart  of  the  coun- 
ty. And  above  all,  Chatauque  can  even  now  boast  of  a popula- 
tion as  much  distinguished  for  their  industry  and  intelligence, 
as  they  are  highly  favored  in  the  excellence  and  fertility  of  their 
aoiL 

tPhe  Louisville  Journal  of  the  23tl  ult.  pablishes  that  portion 
of  the  late  annual  report  of  the  Baltimore  and  Ohio  rail  road 
company  which  refers  to  the  extension  of  the  road  from  Win- 
chester up  the  valley-to  Tennessee  and  the  western  waters — 
and  attaches  to  it  the  annexed  comment: 

“This  extract  is  sufficient  to  show,  that  the  president  and  di- 
rectors of  the  Baltimore  and  Ohio  rail  road  are  not  unworthy  of 
the  trust  reposed  in  them.  They  do  not  regard  that  rail  road  as 
an  isolated  enterprise,  but  are  able  to  comprehend  its  relations, 
and  to  see,  that  those  relations  are  as  broad  as  the  territory  of 
tire  union.  They  foresee,  that  their  road  will  not  merely  reach 
the  Ohio,  but,  that  it  will,  in  a short  time,  be  connected  with 
the  New  Orleans  and  Nashville  rail  road.  They  are  in  error, 
howfever,  as  toJ.be  route,  wiiich  the  road  will  take  from  Virgi- 
nia. 'J'hey  suppose,  that,  from  Pattonsburg,  it  will  pass  through 
Knoxville,  Tennessee,  and  ihetiee  to  Decatur,  Alabama.  Our 
opinion  is,  that  it  will  pass  through  Lexington,  Kentucky.  A 
little  examination  will,  wie  think,  prove  the  correcioees  of  our 
views. 

“ We  have,  on  several  occasions,  shown,  that  the  N.  Orleans 
and  Nashville  rail  road  must  be  continued  to  Louisville.  With- 
out rearguing  the  subject,  it  is  enough  to  say,  that  the  demands 
of  commerce  and  of  travel  and  the  interest  of  the  road  in  ques- 
tion require  this  extension.  Unless  it  is  so  extended,  the  main 
object  of  the  mad,  the  opening  of  a thoroughfare  lor  western 
gravel  ami  transportation,  will  be  lost.  At  Louisville  this  road 
,will  be  fuel  by  the  Lexington  and  Ohio  rail  road,  which  is  al- 
, ready  in  progress.  From  Lexington  to  Charleston,  Hie  coiiicm- 
jilaled  termination  of  the  James  river  and  Kanawha  rail  road, 
Ahe  distance  is  not  more  than  two  hundred  miles,  and  the  coun- 


DEMOCRATIC REPUBLICAN  STATE  CONVENTION. 

Alter  mature  deliberation,  and  the  utgeiil  solicitation  of  the 
democratic  republican  parly  of  the  people,  in  every  section  of 
the  commonwealth,  and  under  the  full  conviction,  that  the 
time  for  immediate  action,  in  relation  to  the  presidency,  has  ar- 
rived, the  undersigned  members  of  the  central  committee,  re- 
commend a state  convention,  at  Harrisburgh,  on  Monday  the 
14lh  day  of  December  next,  for  the  purpose  of  organization  and 
noininating^an  electoral  ticket. 

This  convention  is  intended  to  be  emphatically  a convention 
of  the  people,  of  all  parties,  in  favor  of  the  people’s  candidate, 

WILLIAM  HENRY  HARRISON. 

The  committee,  therefore,  earnestly  recommend,  that  the 
meetings  of  the  people,  in  the  several  counties,  for  the  choice 
of  delegates,  he  held,  in  that  spirit  of  liberality  and  magnani- 
mous conciliation,  which  is  the  basis  of  true  democracy,  and 
the  only  sure  guarantee  of  a final  triumph.  It  is  to  be  hoped, 
that  in  view  of  the  great  object  before  us,  the  placing  of  the  go- 
vernment in  patriotic  hands,  party  rancor  will  be  banished — 
parly  difference,  on  other  questions,  will  be  forgotten — and  that 
the  democratic  supporters  of  the  present  chief  magistrate,  the 
democratic  whigs,  and  the  democratic  anti-masons  may,  with- 
out loosing  their  party  names,  or  giving  up  their  parly  organi- 
zation, be  cordially  invited  to  participate. 

The  committee  inform  the  friends  of  gen.  Harrison,  throughout 
the  state,  that  the  proposed  convention,  is  not  intended  to  in- 
terfere with  one  called  by  the  democratic  anli-masnnic  state 
committee,  which  is  to  assemble  at  the  same  lime.  That  con- 
vention has  its  own  specific  objects,  and  will  be,  it  is  believed, 
not  unfriendly  to  the  people’s  candidate.  But  as  the  support- 
ers of  gen.  Harrison,  are  not  confined  to  any  one  party,  the 
committee  recommend,  that  all  who  prefer  him  for  president  of 
the  United  States,  to  the  federal  nomiuee  at  Ballimore,  hold 
meetings  in  their  respective  counties,  and  choose  delegates  to 
the  proposed  state  convention,  equal  to  the  number  of  repre- 
sentatives and  senators,  each  district  or  county  is  entitled  to  in 
the  state  legislature. 


HENRY  K.  STRONG, 'I 
D.  KRAUSE,  I 

JOHN  FOX, 

JNO.  STAHI..  I 

JOEL  BAILEY,  | 

ANDREW  KEEFER. 
JNO.  A.  STEIII-EY, 
GEO.  W.  BOYER, 
JOHN  CAMERON, 
WM.  McCLURE, 
WILLIAM  DUCK. 
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GEN.  HARRISON  AND  THE  ANTI-MASONS. 

The  chairman  and  secretary  of  the  state  committee  of  the 
anU-masonic  party  in  Pennsylvania,  recently  addressed  a letter 
lo  gen.  Harrison,  interrogating  him  relative  to  his  opinion  of 
that  party.  “Before  we  determine  the  line  of  conduct  proper 
to  be  pursued,  (they  say),  we  beg  leave  to  be  assured  of  the 
fact,  whether  you  are,  or  are  not,  in  principle  an  anti-mason, 
as  known  and  recognised  by  the  anti-masonic  party  of  Penn- 
sylvania.” 

’ The  reply  of  gen.  Harrison  is  distinguished  at  once  by  the 
correctness  of  its  sentiments  and  by  the  frankness  with  which 
they  are  avowed.  He  says: 

“As  I am  not  informed  of  the  principles  which  govern  the 
anti-niasonic  party  of  Pennsylvania,  otherwise  than  that  they 
are  opposed  to  masonry,  I must  leave  you  to  judge  of  my  prin- 
ciples and  opinions  in  relation  to  that  order,  from  the  fact,  that 
neither  myself  nor  any  of  my  family  have  ever  been  members, 
and  from  that  of  my  having  been  in  situations  where  the  strong- 
est inducements  existed  to  become  a member,  arising  from  the 
example  of  my  intimate  friends  and  associates,  and  that  too 
at  a tune  when  the  society  had  never  been  impeached  either  in 
relation  to  its  general  tendency  or  to  the  conduct  of  any  of  its 
members. 

“You  will  readily  conclude,  gentlemen,  from  this  statement, 
that  I have  never  been  partial  to  the  masonic  order.  But  I 
should  feel  that  I had  been  deficient  in  candor  and  disappoint 
your  expectations  of  the  ‘explicit  reply’  which  you  request,  if  I 
were  not  to  add,  that  should  it  ever  be  my  fortune  to  be  elevat- 
ed to  that  high  office  to  which  I have  been  designated  by  the 
partiality  of  some  of  my  fellow  citizens,  I could  on  no  account 
suffer  my  opinions  of  masonry  to  influence  my  conduct  to  the 
prejudice  of  those  who  differ,  and  amongst  whom,  however 
they  may  err  in  relation  to  masonry,  are  to  be  found  a full  pro- 
portion of  the  taleut  and  the  public  and  private  virtues  of  the 
nation. 

“If  masonry  is  an  evil,  it  must  be  corrected  by  public  opi- 
nion, by  the  people  themselves,  and  not  by  their  agents,  and 
least  of  all  those  who  administer  the  government  of  the  United 
States.  By  them  no  qualifieaiions  of  a citizen  could  be  admit- 
ted which  is  not  declared  by  the  constitution  itself,  no  partici- 
pation withheld  in  the  advantages  which  it  is  its  great  object 
equally  lo  secure  to  every  description  of  citizens.” 

LEGISLATURE  OF  NEW  JERSEY. 

Mr.  Vrootn  is  re-elected  governor  of  this  state,  and  Mr.  James 
D.  Westcott,  secretary. 

Gov.  Vroom  thus  speaks  of  slavery — 

“I  am  not  aware,  however  that  any  legislative  action  is  ne- 
cessary on  this  subject.  The  freedom  of  speech  and  the  right 
of  peaceful  discussion  may  not  be  restrained.  The  prudence  and 
good  sense  of  the  community  will  determine  how  far  these 
rights  are  to  be  exercised,  when,  by  such  exercise,  the  property 
and  lives  of  a portion  of  our  fellow  citizens,  and  the  peace  and 
quiet  of  all,  are  put  in  jeopardy.  Hitherto  they  have  been 
used  in  such  way  as  to  show,  that  while  we  yield  none  of  our 
principles,  we  respect  the  rights  and  feelings  of  others.  This 
is  the  strongest  proof  that  can  be  given  of  the  correctness  of 
the  public  sentiments  among  us,  on  this  interesting  topic.” 

The  expenditures  during  the  last  fiscal  year  were  ^106,000, 
and  the  income  about  $115,000.  A large  portion  of  the  income 
IS  derived  from  the  Delaware  and  Raritan  canal  company  and 
the  Camden  and  Amboy  rail  road  company,  the  amount  re- 
ceived from  them  tVrr  transit  duties  and  dividends  for  the  cur- 
rent year  being  thirty-six  thousand  dollars. 

Steady  progress  is  making  in  the  erection  of  the  new  peni- 
tentiary, which  when  finished  will  cost  upwards  of  two  hun- 
dred thousand  dollars.  The  number  of  convicts  now  in  the 
state  prison  is  117.  The  earnings  of  the  prison  for  the  last 
year  amount  to  $3,769,  and  the  expenses,  including  salaries,  to 
$9,189. 

New  Jersey  has  a large  school  fund,  amounting  now  to 
$*212, OoO.  To  the  interest  of  this  a sufficient  addition  is  made 
to  appropriate  annually  twenty  thousand  dollars  for  the  sup- 
port of  common  schools.  Owing  to  the  want  of  system  and 
regtrlar  strpervision  the  trustees  to  whom  this  sum -is  paid  over, 
“are  unable  to  furnish  any  account  of  the  mode  in  which  it  is 
expended,  or  lo  ascertain  whether  it  is  productive  of  any  prac- 
tical benefit.” 

The  act  to  suppress  Ihe  circulation  of  bank  notes  under  the 
denomination  ol  five  dollars  has  gone  into  operation,  governor 
Vroom  says,  without  inconvenience  to  the  public.  Corpora- 
tiorrs,  he  recommends,  of  any  descriptions,  should  be  sparingly 
created.  The  last  legislature  promptly  rejected  the  only  petition 
that  was  made  to  it  for  a new  bank.  This  course,  he  says,  re- 
ceived the  unqtralified  approbation  of  the  people,  and  he  sug- 
gests that  it  should  not  be  incautiously  departed  from. 

After  speaking  of  the  soils  and  minerals  peculiar  to  the  dif- 
ferent regions  of  the  stale,  the  governor  says: 

“The  limestone  tract  lying  upon  the  Dr  laware  river  has  been 
explored,  and  the  relations  of  this  rock  to  the  anthracite  re- 
gions of  Pennsyl v.inia,  determined  by  aid  of  its  fossils;  and  no, 
doubt  remains,  if  any  before  existerl,  that  all  the  formations 
embraced  in  the  northern  parts  of  our  stale  are  older  than  the 
co.il,  and  therefore,  that  a search  for  that  mineral  in  this  state 
wouhi  only  prove  a profitless  waste  of  time  and  money.” 

The  following  re.solutions  have  passed  the  legislaturc-^ 
Whereas,  in  all  representative  governments,  the  sovereignty  of 

the  people  is  an  indisputable  truth;  they  have  a right,  and  it 


is  their  duty,  upon  all  proper  occasions,  to  instruct  their 

representatives,  in  the  duties  which  they  require  them  to 

perform — Therefore, 

Be  it  resolved,  by  the  council  and  general  assembly  of  the  state 
of  New  Jersey,  That  our  eenators  in  congress,  be,  and  they 
are  hereby  instructed,  to  vote  for,  and  use  their  influence  to 
have  expunged  from  the  journal  of  the  United  States  senate, 
the  resolution  passed  on  the  28th  of  March,  1834,  declaring 
“That  the  president  in  Ihe  late  executive  proceedings,  in  re- 
lation to  the  public  revenue,  had  assumed  upon  himself  au- 
thority and  power,  not  conferred  by  the  constitution  and  laws, 
but  in  derogation  of  both.”  The  same  having  passed  that  body 
without  warrant  of  law. 

Resolved,  That  our  senators  in  congress,  be,  and  tliey  are 
hereby  instructed,  and  our  representatives  in  congress  request- 
ed to  vote  against  the  recharter  of  the  bank  of  the  United 
States,  and  against  the  chartering  any  oth«ir  bank  or  similar 
institution. 

Resolved,  That  the  particular  attention  of  our  senators  be 
called  to  the  foregoing  resolutions,  and  that  they  be  respectfully 
requested  to  conform  thereto,  or  resign  their  seats  in  the  se- 
nate of  the  United  Stales. 

Resolved,  I'liat  our  senators  and  represeniatives  in  congress, 
be  requested  to  lay  before  congress  the  foregoing  resolutions. 

Resolved,  That  the  governor  of  this  state  be  requested  to 
forward  a copy  of  the  aliove  resolutions,  to  each  of  our  sena- 
tors and  representatives  in  congress,  at  the  opening  of  their 
next  session. 

ANTI-MASONIC  MEETING. 

The  anti-masonic  party  of  the  United  States,  whatever  we 
may  think  of  its  course  on  some  occasions  heretofore,  and  of 
some  of  its  peculiar  tenets,  is  entitled  to  respect  for  its  funda- 
mental political  doctrine,  the  supremacy  of  the  laws;  a 
doctrine  common,  we  trust,  and  as  far  as  we  know,  to  republi- 
cans throughout  the  union.  This  doctrine  we  find  solemnly  re- 
asserted in  the  late  proceedings  of  the  general  convention  of 
the  anti-masonic  party  in  Vermont,  with  reference  to  the  acts 
and  doctrines  of  the  present  administration,  with  so  much  force, 
that  it  is  due  to  them  on  that  account,  as  well  as  to  apprise  our 
readers  of  their  views  concerning  the  impending  canvass  for 
the  presidency,  that  we  should  spread  their  proceedings  at  large 
before  our  readers,  as  follows:  [ATaf.  Int. 

From  the  Vermont  State  Journal. 

The  anti-masonic  members  of  the  council  and  house  of  repre- 
sentatives of  the  state  of  Vermont,  and  other  gentlemen  attend- 
ing the  legislature,  met  in  convention,  according  to  previous  ap- 
pointment, October  19th,  1835. 

Mr.  Flint,  of  the  council,  called  to  order,  and  on  nomination 
of  Mr.  Hebard,  his  honor  the  lieut.  governor  was  chosen  chair- 
man, and  D-  M.  Camp,  secretary. 

Mr.  Slade,  from  a committee  previously  appointed  for  that 
purpose;  reported  a preamble  and  resolutions,  which  were  seve- 
rally read  and  adopted,  as  follows,  to  wit: 

The  anti-masons  of  Vermont,  having  deemed  it  necessary  to 
make  their  opposition  to  freemasonry  political,  and  to  organize 
a party  for  that  purpose,  have,»in  prosecuting  the  purpose  of 
their  organization,  been  brought  into  conflict  with  two  other 
parties  in  the  stale.  While  standing,  however,  upon  the  ground 
of  a distinct  political  organization,  and  contending  with  freema- 
sonry as  it  has  been  found  to  exist  in  the  other  parties,  they  have 
not  been  indifferent  to  the  principles  involved  in  the  controver- 
sy of  those  parties  with  each  other.  Respecting,  as  those  prin- 
ciples do,  interests  of  great  national  importance,  the  anti-ma- 
sons of  Vermont  would -not  have  been  true  to  themselves  or 
their  country,  if  they  had  failed  to  investigate  them,  and  to 
make  the  result  of  their  investigation,  to  some  extent,  the  basis 
of  their  political  action.  They  have,  accordingly,  freely  exa- 
mined the  great  question  involved  in  the  present  admirrislra- 
lion  of  the  national  government.  Its  principles  and  policy  have 
been  made  by  them  the  subject  of  frequent  deliberation,  and 
their  views  have  been  frequently  expressed  in  resolutions  and 
addresses  of  their  representative  bodies.  These  views  are  well 
known;  and  would,  under  ordinary  circumstances,  need  no  re- 
iteration. But,  inasmuch  as  the  time  approaches  when  the  arr- 
ti-masons  of  Vermont  will  be  called  on  to  act  in  an  election 
deeply  involving  the  welfare  of  the  whole  country,  and  in  which 
their  attachment  to  the  princijiles  they  have  avowed,  will  be 
put  to  a severe  trial,  it  would  seem  lo  he  fitting  that  they  should 
re-examine  those  principles,  and  decide  whether  they  will,  with 
the  firmness  and  constancy  of  anti-masons,  maintain;  and  carry 
them  out  in  the  approaching  contest. 

Impressed  with  a conviction  of  the  importance  of  this  sub- 
ject, and  of  the  present  crisis,  a meeting  of  anti-masonic  mem- 
bers of  the  legislature,  and  other  citizens,  now  convened  at  the 
state  house  in  Montpelier,  after  full  deliberation,  do  come  to 
the  following  resolutions: 

1.  Resolved.  J’hrit  there  cannot  safely  exist  in  a free  govern- 
ment any  iiisiiintiou  involving  a concentration  of  mind  and  ef- 
fort, which  shall  be  so  organized  and  conducted  as  to  evade  a 
JUST  RESPONSIBILITY  TO  PUBLIC  OPINION;  and  that  we  hold  in 
profound  veneration,  the.  parting  admonition  of  the  father  of  his 
country,  that  “all  combinations  and  associations,  under  what- 
ever plausible  character,  with  the  real  design  to  direct,  control, 
counteract  or  awe,  the  regular  deliberations  and  action  of  the 
constituted  an  ihoriiies,  are  destructive  of  the  fundamental  prin-^ 
ciple  of  obedience  to  the  laws,  and  of  fatal  tendency.” 
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2.  Resolved,  Th.it  a gnverimit^nt  of  i.aws,  equally,  openly  and 
Jiisily  adiiiinislered,  and  einanaung  from  the  will  of  the  people, 
constiluliunally  expressed,  is  the  governinenl  which  llie  Iraniers 
t)f  our  consiiiuiion  intended  to  establish  and  perpetuaie;  and 
tiiat  we  have  sought  to  abolish  the  institution  of  freemasonry 
because  we  believe  it  to  be  opposed  to  this  fuiidainental  {iiinci- 
ple  of  our  civil  instilnlions. 

3.  Resolved,  That  the  efBcacy  of  anti-masonry  depends,  main- 
ly, upon  its  moral  power;  and  that  its  advocates  can  never  liope  to 
give  to  thal  power  full  effect,  unless  they  convince  the  world  that 
they  perceive  the  extent,  and  feel  the  force,  of  their  principles, 
by  carrying  them  out,  in  their  just  application  to  other  public 
evils  upon  which  they  have  a legitimate  bearing. 

4.  Resolved,  That  a free  government  cannot  he  su  stained,  un- 
less, in  its  admiiiistraiion,  the  ground  be  hrinly  taken,  and 
steadfastly  inaiutaiued,  that  the  selection  of  men  for  office  shall 
be  subservient  to  the  support  of  principles,  and  not  tiie  selection 
of  principles  subservient  to  the  elevation  of  men. 

5.  Resolved,  That  the  prominent  danger  to  be  apprehended  in 
our  national  government  is  from  the  grasping  tendency  of  the  ex- 
ecutive power,  and  that  this  danger  has  been  fearfully  illustrat- 
ed in  the  history  of  its  administration  during  the  last  six  years. 
Especially  has  it  been  evinced; — 

In  the  repeated  exercise  by  the  president,  of  the  veto  power, 
upon  grounds  not  contemplated  by  the  framers  tif  the  constitu- 
tion, and  tending  to  bring  the  entire  legislation  of  the  govern- 
ment under  the  control  of  its  executive  departnimit: 

In  the  exercise  of  the  power  of  removal  and  appointment, 
without  regard  to  the  question, “Is  he  honest,  capable  and  faith- 
ful to  the  constitution?”  but  solely  with  a view  to  strengthen 
party  organization,  and  secure  party  devotion: 

In  the  policy,  thereby  manifested,  of  converting  the  officers 
of  government  from  public  trusts,  conferred  by  the  president  as 
the  constitutional  executive,  to  rewards  of  partisan  services, 
conferred  by  him  as  the  head  of  a party: 

In  the  practical  application  of  this  great  engine  of  power  to 
the  purposes  of  moulding  public  opinion,  and  securing  a senate 
and  house  of  representatives  subservient  to  executive  will:  and, 

III  claiming  an  unlimited  control  over  all  the  official  acts  of 
the  officers  subject  to  removal  by  the  president — thereby  mak- 
ing them  in  effect,  the  instruments  of  his  tvill,  rather  than  the 
ministers  of  the  law,  and  the  impartial,  upright,  faithful  agents 
of  the  whole  people. 

6.  Resolved,  That  the  tendency  of  these  assumptions  of  power 
is,  to  subvert  the  empire  of  the  constitution  and  laws,  diminish 
the  reverence  for  them,  which  has,  hilhert(r,  given  them  a silent 
and  resistless  energy — give  currency  and  impunity  to  a bold  and 
daring  spirit  of  innovation — bind  men  to  the  executive  by  the 
ties  of  interest,  rather  than  to  the  consitution  and  the  coun- 
try, by  the  force  of  elevated  and  patriotic  principle — substitute 
a government  of  influence  for  a government  of  law;  and  thus, 
gradually,  to  bring  all  the  o(»erations  of  the  government  within 
the  gra-:p  of  executive  conir<il. 

7.  Resolved,  That  we  see  in  these  abii'jesof  power  a manifest 
departure  from  the  simplicity  and  purity  of  the  early  adminis- 
tration of our  "overnmenl;  and  regard  thetn  as  the  carryin"  out, 
(though  under  the  venerated,  but  abused  hames  of  democracy 
and  republicanism) , of  the  very  principles  which  rendered  the 
ndmifiistration  of  the  elder  Aitams  so  justly  obnoxious  to  the 
democratic  republicans  of  ’98. 

8.  Resolved,  That  any  attempt  by  a president  of  the  U-  States, 
to  interfere,  in  any  manner,  with  the  election  of  his  successor, 
should  he  regarded  as  a manifest  abuse  of  his  personal  and  offi- 
cial influence,  and  a dangerous  invasion  of  the  freedom  and 
purity  of  elections;  and  that,  whenever,  and  by  whomsoever 
made,  it  should  be  met  with  the  stern  and  indignant  rebuke  of 
every  freeman  in  the  country. 

9 Resolved,  That  the  spirit  of  innovation  which  has  distin- 
guished the  present  administration  of  the  national  government, 
is  an  impressive  commentary  on  the  parting  admonition  of  the 
father  of  his  country,  that  “the  habits  of  thinking  in  a free  coun- 
try should  inspire  camion  in  those  entrusted  with  its  adminis- 
tration, to  confine  themselves  within  their  respective  constitu- 
tional spheres;”  that  “the  spirit  of  encroachment  tends  to  con- 
nolidale  the  powers  of  all  the  departments  in  one,  and  thus  to 
create,  whatever  the  form  of  government,  a real  despotism;” 
and  that  “any  change,  by  usurpation,  for  the  avowed  purpose 
of  remedying  evils,  though  in  one  instance,  it  may  he  the  in- 
strument of  good,  is  the  customary  weapon  by  which  free  go- 
vernments are  destroyed.” 

10.  Resolved,  That  the  executive  department  of  the  govern- 
ment of  the  IJ.  Stat(!s,  in  all  its  branches,  was  instituted  for  the 
simple,  intelligible  and  safe  pur|<ose  of  carrying  into  execution 
the  laws;  and  that,  therefirre,  the  late  sanction,  by  tlie  post- 
master general,  of  tiie  violation  of  the  public  mails,  on  the 
ground  th.at  the  public  safety  required  the  suppression  and  de- 
Piruction  of  their  contents,  is  a flaerant  violation  of  the  consti- 
tution, inasmuch  as  it  is  a manifest  snbsiimtion  of  executive 
Will,  for  the  au’h  irity  of  well-defined  and  established  law. 

11.  Resoh'cd,  That  a disposition  manifested  by  rulers  and  peo- 
ple, to  “take  the  responsibility^^  of  throwing  off  con.slituiional  and 
legal  restraints,  is  among  the  most  alarming  and  portentous  in- 
dications of  the  pre.sem  period;  and  that  we  feel  ourselves  call- 
ed on,  to  cherish,  with  increasing  solicitude,  and  to  maintain 
with  unflinching  firmness,  the  broad  and  comprehensive  prin- 
ciple— applied,  with  an  enlightened  and  ju«t  discrimination,  by 
the  lamented  Wirt,  to  the  cause  of  anti-masonry— that  the 
taws  should  be  supreme. 


12.  Resolved,  'I’hat  the  just  appreciation  of  the  extent  tind 
force  of  the  leading  principles  of  anti-masonry,  which  has  been 
produced  in  the  anti-masons  of  Vermont,  by  Uie  discussions 
upon  tiie  masonic  question,  has  tended  to  give  a decided  and 
consistent  cltaraclei  to  their  opposition  to  the  almses  of  the  ex- 
i.sting  admiiiistraiion  ol  the  national  government;  and  that  the 
purity  ol  those  principles,  and  their  steady  and  inflexible  firm- 
ness in  maintaining  lliem,  fnrni.'h  the  surest  guaranty  thal  Ver- 
mont will  be  saved,  both  from  freemasonry,  and  from  a predo- 
minance of  the  anti-republican  principles  and  policy  of  that  ad- 
ministration. 

13.  Resolved.  That  it  is  inconsistent  w’ilh  the  true  princijile  of 
the  freedom  of  elcciiun.s,  that  the  right  of  any  portion  of  (lie 
people  to  briug  forward,  .and  sustain  tlieir  own  candidates  for 
office,  should  be,  in  any  manner  impugned;  that,  therefore,  the 
assumption  by  the  friends  of  one  of  tlie  candidates  for  the  pre- 
sidency, thal  the  efl'orts  to  bring  out  a third  candidate  are  un- 
worthy aileinpls  to  prevent  an  election  hy  the  people,  is  wholly 
nnwarranled;  and  that  the  censure  implied  iii  such  assumption 
may,  witli  as  much  propriety,  be  extended  to  those  who  make 
it,  as  to  those  against  witom  it  is  directed. 

14.  Resolved,  That  we  will  never  .suffer  opposition  to  n.»,  or 
to  onr  candidates  for  office,  come  from  what  quarter  it  may,  to 
produce  in  us  tlie  shadow  of  tiirniiig  from  tiie  ground,  and  the 
whole  ground,  which  we  have  deliberately  taken;  holding  as  too 
sacred  to  he  made  the  sport  of  resenimenls,  onr  devotion  to 
those  principles,  which,  we  firmly  believe,  involve,  esseiiiially, 
the  present  interests,  and  tlie  final  destiny  of  our  beloved 
country. 

15.  Resolved,  Tliat  the  anti-masonic  state  committee  of  this 
state,  be  requested  to  lake  iniuiedi.iie  nie.isnres  to  ascertain  how 
far  the  anti-masons  of  Vermont  may  expect  the  co-operation  of 
anti-masons  in  other  states,  in  the  proposed  national  convention 
for  the  purpose  of  nominating  caiididaies  for  presitleiit  and  vice 
president;  and  that  tliey  notify  tlie  delegates  who  have  been  ap- 
pointed to  represent  this  state  in  such  conveniioii,  of  tlie  result 
of  such  measures. 

16.  Resolved,  That,  in  case  either  of  said  delegates  he  unable 
to  attend  the  eonvention,  should  it  he  Inddeti,  he  be  authorised 
to  appoint  a substitute  to  supply  his  place  therein. 

On  motion  ofMr.  Knapp, 

17.  Resolved,  That  the  proceedings  of  this  meeting  he  signed 
by  the  chairman  and  secretary,  for  pnbliealioti  in  the  newspa- 
pers in  this  slate;  and  that  the  editors  of  the  Boston  Advocate, 
and  the  Philadelphia  Sun,  be  requested  to  publish  tlie  same. 

On  motion,  the  meeting  was  dissolved. 

SILAS  H.  JENISOM,  chairman. 

D.  M.  Camp,  secretary. 

—•“^0  ® C<w«— 

LEGISLATURE  OF  TENNESSEE. 

In  the  Tennessee  house  of  assembly,  Oei.  16ili,  the  following 
resolutions,  which,  together  with  some  other.s,  had  been  moved 
on  a previous  day  by  Mr.  McClain,  were  taken  up,  considered 
and  adopted: 

Whereas,  the  people  of  the  state  of  Tennessee,  in  1822,  in 
1825,  and  again  in  1827,  animated  by  a sineere  rietertninaiioii  to 
support  those  cardinal  doctrines  and  principles  vvliich  bad  dis- 
liiignished  the  true  republican  |iarty  from  the  commencement 
of  the  federal  governnient  up  to  that  period,  and  reform  those 
practices  which  appeared  to  he  erroneous  and  to  eonstitnte 
abuses  in  the  policy  and  admiMistraiion  of  the  government, 
bronglit  forward  general  Andrew  .lacksoii,  onr  present  distin- 
guished chief  inagistr.ile,  as  a person  qualified  hy  his  princi|)les, 
energy  and  great  popularity,  to  effect  those  ohjeeis.  And 
whereas,  among  the  most  important  of  those  objects  were:  1st. 
To  secure  to  the  people  the  exercise  of  the  right  of  suffrage  in 
tile  election  of  the  president  of  tiie  United  Stales,  independent 
of  the  influence  and  dictaiicm  of  eaiicns  nominations.  2d.  To 
resist  the  esiahlislimem  of  the  practice  of  eleeiitig  the  president 
of  the  United  Slates  according  to  any  plan  of  regular  succession 
among  the  great  fnticlionai  ies  of  the  government.  3d.  Tlielimi- 
tatiori  and  control  of  executive  patronage  within  such  safe  and 
expedient  Imnnd.s  as  to  secure  the  freedom  and  purity  of  the 
elective,  franchise  against  all  undue  official  influences.  And 
whereas,  we  are  firmly  persuaded  tliat  the  principles  upon 
which  general  Jackson  wa«  originally  nominated  and  supported 
for  the  presidency  hy  the  people  of  the  state  of  Tennessee,  have 
lost  nothing  of  their  truth  nr  importance  by  the  lajisc  of  time 
and  change  of  circumstances,  we  fee!  impelled  by  a proper  re- 
gard for  consistency,  now,  when  again  palled  upon  to  reconsi- 
der them  in  reference  to  the  choice  of  a succ  ssor,  to  reaffirm 
them  by  a renewed  ami  solemn  declaration.  [This  paragraph 
was  mlopted  tiy  a vote  of  53  to  18  J 

In  the  organization  and  proceedings  of  the  late  Baltimore 
convention  we  perceive  the  same  violation  of  the  spirit  of  the 
constitution,  the  same  tendency  to  a usurpation  of  the  rights 
and  powers  of  the  people  in  the  election  of  pre.sident,  the  same 
spirit  of  infrigiie,  tlie  same  liability  of  the  members  to  be  cor- 
rupted and  influenred  in  their  course  by  the  promise  and  ex- 
pectation of  office,  wbieli  we  saw  in  the  organization  and  pro- 
ceedings of  tlie  congre.ssional  caiicii.s  in  1823.  and  then  con- 
demned in  the  most  public  and  solemn  manner.  [Vcasdl, 
nays  31.] 

And  whereas,  no  individual  has  been  presdnted  to  the  consi- 
deration of  the  American  people  as  a candidate  for  the  next 
presidency,  whose  character  and  political  opinions  afford  the 
same  guaranty  for  the  maintenance  of  those  principles  which 
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broiig'il  general  Jackson  into  office,  and  for  carrying  out  the 
prineipal  measures  of  liis  adininistralioii,  and  which  so  well  ac- 
cord with  the  political  sentiments  of  the  people  of  Tennessee, 
as  .set  forth  in  this  preamble,  as  our  fellow  citizen  Hugh  L. 
White — therefore,  [ifeas  56,  nays  16.] 

Resolved,  That  Hugh  L.\wson  White  be  recommended  to 
the  people  of  the  United  Slates  as  a man  eminently  qualified  to 
fill  Hie  office  of  piesidenl.  [Yeas  60,  nays  12  ] 

Resolved,  That  we  approve  generally  of  the  principles  and 
policy,  both  foreign  and  domestic,  of  the  administration  of  the 
federal  goveriunenl  during  the  term  of  service  of  our  present 
distinguished  chief  magistrate,  general  Andrew  Jackson.  Yeas 
69,  nays  3 ] 

Correspondence  between  the  hon.  Hugh  L.  White  and  the  com- 
mittees of  the  two  houses,  appointed  to  inform  him  of  his  nomi- 
nation for  the  presidency  by  the  legislature  of  Tennessee. 

Nashville,  October  23,  1835. 

To  the  hon.  Hugh  L.  White: 

Sir:  The  undersigned  have  been  appointed  a committee  of 
the  general  assembly  to  inform  you  that  the  people  of  the  state 
of  Tennessee  have,  by  their  representatives,  nominated  you  to 
their  fellow  citizens  of  the  United  States  for  the  office  of  chief 
magistrate.  This  duty,  we  conceive,  will  be  best  di.scharged 
by  communicating  to  you  the  preamble  and  resolutions  adopted 
by  both  houses  of  the  general  assembly.  From  them  you  will 
learn  the  principles  upon  which  the  nomination  was  made. 
These,  as  also  all  the  ailending  circumstances,  we  take  leave 
to  say,  appear  to  us  no  less  honorable  to  the  people  of  the  state 
than  to  yourself.  By  this  act,  they  have  shown  a discrimina- 
tion and  devotion  to  principle  worthy  the  imitation  of  posterity. 

We  avail  ourselves  of  this  occasion  to  tender  to  you  the  as- 
surances of  our  esteem  and  veneration  for  your  character,  and 
our  ardent  wishes  for  your  personal  happiness. 

WM.  LEDBETTER,  1 

R.  H.  HINDES,  } com.  on  the  part  of  the  senate. 

T.  H.  CAHIL,  > 

ADDISON  A.  ANDERSON, 

WILLIAM  McCLAIN, 

GRANVILLE  D.  SEARCY, 

SION  ROGERS, 

G.  W.  CHURCHWELL, 

HARVEY  M.  WATTERSON, 

WM.  B.  CAMPBELL, 

J.  A.  MABRY, 

CHARLES  READY, 

ROBERTSON  TOPP, 

Nashville,  October  2ith,  1835. 

Gentlemen:  I have  the  honor  to  acknowledge  the  receipt  of 
your  communication  under  date  of  yesterday,  enclosing  a copy 
of  a preamble  and  resolutions  of  the  general  assembly  of  the 
slate  of  Tennessee  recommending  me  as  a suitable  person  to 
succeed  the  present  chief  magistrate  of  the  United  States. 

To  receive  evidence  at  any  time  that  the  representatives  of 
the  people  of  my  own  stale  continue  to  repose  confidence  in 
me  would  be  highly  gratifying;  but  at  this  particular  time,  and 
after  such  multiplied  efforts  have  been  unceasingly  made,  from 
various  quarters,  to  destroy  my  reputation,  to  receive  such  tes- 
timony of  increased  confidence.  Is  matter  calculated  to  call 
forth  my  most  profound  acknowledgments. 

Some  of  those  who  are  members  of  the  present  general  as- 
sembly, and  who  were  members  of  the  same  body  two  years 
ago,  can  bear  testimony  to  the  fact  that  I earnestly  endeavorcfd 
to  prevent  my  name  from  being  submitted  to  the  American  peo- 
ple for  the  highest  office  within  their  gift;  but  my  efforts  Imve 
been  unavailing.  A state  of  things  has  been  produced  which 
induced  a portion  of  my  political  friends  to  believe  the  interest 
of  the  country  would  be  promoted  by  the  use  of  my  name  as  a 
candidate;  and  when  applied  to,  on  various  occasions,  I have 
given  my  consent,  and  now  I take  this  opportunity  to  state  that 
this  consent  will  not  be  withdrawn. 

In  common  with  a large  majority  of  the  citizens  of  Tennes- 
see, I was  an  humble  advocate  of  the  principles  set  forth  in  the 
preamble  to  your  resoluiion.  Time  and  increased  experience 
iiave  tended  to  confirm  me  in  the  opinion  that  on  the  mainte- 
nance of  these  principles  the  liberties  of  the  people  of  the  Unit- 
ed Slates  essentially  depend. 

From  the  formation  of  the  federal  constitution  up  to  this  time 
there  have  been  parties  in  the  United  Stales;  when  they  are  se- 
parated upon  principles,  each  may  honestly  believe  the  perma- 
nent welfare  of  the  country  depends  upon  having  the  govern- 
ment administered  upon  the  principles  which  they  advocate, 
and  may  honorably  use  every  fair  effort  to  elevate  their  own 
party  and  put  down  their  opponents.  But  when  an  attempt  is 
made  to  create  a party  not  founded  upon  any  settled  principles, 
composed  of  men  belonging  to  every  poliiical  sect,  iiavirig  no 
common  bond  of  union  save  that  of  a wish  to  place  one  of 
themselves  in  the  highest  office  known  to  the  constitution,  for 
the  purpose  of  having  all  the  honors,  offices  and  emoluments  of 
the  government  distributed  by  him  among  his  followers,  I con- 
sider such  an  association,  whether  composed  of  many  or  few,  a 
mere  faction,  which  ought  to  be  resi.sied  by  every  man  who 
loves  his  country  and  wishes  to  perpetuate  his  liberty. 

To  conciliate  the  favor  and  procure  the  support  of  any  man 
or  set  of  men  belonging  to  any  party,  I have  not  changed  or 
agreed  to  change  any  one  political  principle  I ever  avowed. 
T'hose  upon  which  I have  heretofore  practiced  shall  continue  to 


he  my  guide  in  whatever  situation  I may  be  placed,  so  long  as 
I believe  them  to  be  correct,  disdaining,  as  f hope  I ever  shall, 
an  attempt  to  win  my  way  to  power  upon  one  set  of  principles, 
and  then  to  practice  upon  another. 

Tlirongh  you,  I beg  leave  to  tender  to  the  general  assembly 
my  unfeigned  and  heartfelt  thanks,  for  this  additional  evidence 
of  their  continued  and  unshaken  confidence;  and  for  yonrsejves 
be  pleased  to  accept  the  assurance  that  I arn,  with  sentiments 
of  the  highest  respect,  your  most  obedient  servant, 

HU.  L.  WHITE.* 

Messrs.  William  Ledbetter,  &c. 

The  following  is  governor  Carroll’s  late  message  to  the  legis- 
lature of  Tennessee. 

Fellow  citizens  of  the  senate  and  of  the  house  of  representatives: 

Believing  that  the  governor  elect  would  be  qualified  into  of- 
fice and  enter  upon  the  executive  duties  in  a few  days  after  the 
organization  of  the  general  assembly,!  have  deemed  it  most  re- 
spectful not  to  present  my  views  on  any  subject  relating  to  the 
interests  of  the  slate,  which  would  have  to  be  acted  on  after  I 
had  ceased  to  be  in  office.  Very  respectfully, 

WM.  CARROLL. 

Executive  office,  Nashville,  1th  October,  1835. 

Governor  Carroll,  in  taking  leave,  made  a very  feeling  speech. 
He  thus  alluded  to  his  humble  career  in  early  life: 

“I  cannot,  I never  will  forget,  that  twenty-five  years  ago,  I 
came  among  you  a poor,  obscure,  inexperienced  boy — unknow- 
ing and  unknown,  a stranger  in  a land  of- strangers:  but  I was 
in  Tennessee,  and  I found  friends,  generous,  hospitable  friends, 
who  took  me  by  the  hand,  and  have  ever  since  kindly  aided  me 
in  all  my  wishes.  During  the  late  war,  I was  honored  by  my 
fellow  citizens  with  the  different  appointments  of  captain,  bii- 
gade  inspector,  inspector  general  and  major  general;  and  subse- 
quently they  have  favored  me  with  their  suffrages  as  chief  ma- 
gistrate of  the  state,  in  six  elections,  embracing  a period  of 
twelve  years.  In  relation  to  the  ability  with  which  I discharg- 
ed the  duties  of  those  various  stations,  1 am  willing  to  abide  by 
the  award  of  my  brave  companions  at  Talladega,  Emuefau, 
Enotechopco,  the  Horse  Shoe  and  New  Orleans,  and  the  impar- 
tial verdict  of  my  countrymen.” 

JUDGE  WHIT^-AT  HOME. 

On  the  recent  visit  of  judge  White  to  Nashville,  where  the 
legislature  was  in  session,  he  was  received  with  the  greatest 
demonstrations  of  respect,  public  and  private.  The  Banner  of 
the  9th  nit.  says:  “The  parade  yesterday,  and  dinner  given  to 

‘Someone  has  amused  himself  with  seeking  out  Mr.  Ritchie'* 
“opinions”  of  judge  While,  as  though  they  were  worth  some- 
thing! Some  of  them  are  as  follows: 

From  the  Enquirer  of  May,  1835. 

Judge  White  is  a man  of  the  most  vigorous  mind,  and  one  of 
the  purest  politicians  in  the  United  States. 

From  the  same,  May  6fh,  1831. 

Is  there  a man  in  the  United  States  of  common  sense  and 
common  candor,  who  knows  the  character  of  Hugh  L.  White, 
who  will  believe,  for  one  moment,  that  he  can  be  any  man’s 
man!  There  is  not  in  this  world,  a more  pure,  lofty,  indepen- 
dent and  high-minded  gentleman.  Judge  While,  I know,  ffoin 
an  intimate  knowledge  of  his  character  and  exalted  worth,  that 
there  is  nothing  his  lofty  spirit  would  spurn  with  more  indigna- 
tion, than  the  imputation  that  he  belonged  to  any  man!  He 
never  sought  office,  and  he  never  received  one  that  was  not 
pressed  upon  him;  and  our  fears  here  at  this  time  are,  that  he 
cannot  be  induced  to  accept  the  situation  that  has  been  offered 
him  in  the  new  cabinet.  He  is  the  bosotn  friend  of  the  presi- 
dent, and  may  possibly  yield  to  his  pressing  solicitations,  but  I 
think  it  doubtful. 

From  the  same.  May  QOth,  1831. 

Judge  White.  We  are  sorry  to  understand  that  be  has  de- 
clined the  appointment  of  secretary  of  war.  It  is  said,  that  hia 
letter  to  the  president  reached  Washington  on  Friday  last — and 
that  he  assigns,  in  the  most  touching  manner,  his  reasons  for 
declining.  The  domestic  afflictions  of  this  worthy  man  have 
been  severe,  almost  beyond  exarnple.  They  have  preyed  upon 
his  spirits  and  stript  public  life  of  all  its  attractions.  He  has 
lost,  in  rapid  succession,  nine  children,  and  lately  his  beloved 
wife.  His  only  remaining  child  (Mr.  Armstrong)  is  now  threat- 
ened with  the  same  complaint  which  has  proved  so  fatal  to  his 
family.  Every  generous  heart  will  sympathise  in  his  feelings — 
while  we  lament  the  loss  of  so  pure  and  accomplished  a man  to 
the  councils  of  his  country. 

From  the  same.  May  ‘24th,  1831. 

Who  is  to  be  secretary,  we  know  not.  We  hope  it  will  be 
some  firm,  high-minded  man;  honest,  capable,  faithful  to  the 
constitution — one  of  your  Jefferson  republican.*;  a m.an,  if  w.e 
can  get  him,  Kfce  judge  While,  above  fear  and  above  reproach. 

From  the  same  of  May  28. 

We  know  of  no  arrangement  [the  appointment  of  judge  White 
to  be  secretary  of  war]  which  could  be  more  satisfactory  to  our- 
selves and  we  presume  it  must  be  so  to  the  opposition,  who 
have  not  hesitated  to  lavish  their  praises  upon  the  man,  when 
they  understood  that  he  had  declined  the  office.  How  long  they 
will  continue  their  endorsement  of  his  character,  is  another  part 
of  speech — not  longer  tharrone  revolution  of  the  moon — ^or,“ere 
those  shoes  were  old.”  For  ourselves,  we  shall  hail  his  ap- 
pointment with  the  greatest  satisfaction. 

Mr.  R.  has  “seven  principles” — the  five  loaves  and  two  fishes.] 


com.  on  the  part 
[of  the  hotise  of 
representatives. 
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the  hon.  Hugh  L.  White>  was  the  greatest  display  ever  made  in 
IVashville  since  the  honors  paid  to  Lafayette.” 

The  speakers,  members,  and  officers,  of  bolli  houses  of  the 
general  assembly,  the  governor  elect  of  the  slate,  a number  of 
the  members  of  congress,  the  clergy  of  the  Presbyterian  synod, 
the  president  of  the  university  of  Nashville,  and  the  pastors  of 
the  different  churches  in  Nashville,  together  with  such  stran- 
gers of  distinction  as  the  commiilee  of  invitation  were  aWare 
of  being  in  the  city,  were  invited  as  guests.  A number  of  mi- 
iliary  companies  from  The  neighboring  towns,  as  well  as  those 
of  Nashville,  turned  out  on  the  day  of  the  dinner,  to  join  in  the 
procession,  and  give  eclat  to  the  festival.  We  annex  some  of 
the  toasts  given  at  the  dinner: 

“0«r  country — Not  the  north,  nor  the  south,  nor  the  east, 
nor  the  west,  but  our  whole  country.” 

The  constitution  of  the  United  States— Sages  and  patriots 
breathed  into  it  the  breath  of  life;  may  that  life  prove  immor- 
tal. 

The  American  people— Quick  to  perceive,  and  prompt  to 
guard,  their  rights;  they  will  yield  up  the  elective  franchise  to 
neither  friends  nor  foes. 

George  Washington,  “the  father  of  his  country,”  and  the 
model  of  heroes  and  statesmen;  hi$  fame  increases  with  the 
iapse  of  years. 

James  Madison— A commentator  on  the  constitution,  whose 
light  does  not  mislead. 

Our  distinguished  guest,  the  hon.  Hugh  L.  White;  the  en- 
lightened and  impartial  judge,  the  consistent  republican  states- 
man, and  the  uncompromising  foe  to  corruption  in  every  shape. 
We  have  admired,  supported,  .and  cherished  him  through  forty 
years  of  public  service,  we  will  still  honor,  cherish,  and  support 
him. 

[The  applause  which  followed  this  toast  was  long,  loud,  and 
reiterated.  Judge  White,  through  the  president  of  the  day,  re- 
turned his  thanks,  but  declined  making  a speech,  on  account 
of  recent  ill-health,  and  of  his  present  attitude  before  the  peo- 
ple. He  then  offered  the  following  toast]: 

By  the  hon.  Hdgh  L.  White:  The  volunteer  companies  of 
Columbia,  Franklin  and  Nashville — The  aged  need  feel  no  so- 
licitude on  account  of  their  children— they  will  always  be  safe 
while  under  the  guardianship  of  young  men  so  enlightened, 
patriotic  and  fearless. 

The  present  congress  of  the  United  States — May  they  be  pa- 
triots of  the  “olden  stamp,”  and  not  partisans  of  the  modern 

day. 

The  army  and  navy  of  the  United  States — The  gallant  defen- 
ders of  their  country’s  honor,  at  home  or  abroad. 

The  American  fair — Bright  ornaments  of  our  own,  our  na- 
tive land,  and  helpmates  meet  for  freedom’s  sons. 

VOLUNTEER  TOASTS. 

By  J.  W.  Perkins:  Hu.  L.  White  and  col.  Newton  Cannon — 
Tennessee  has  always  shown  herself  willing  and  ready  to 
award  the  meed  of  praise  and  honor  to  the  wise,  the  good,  and 
the  patriotic. 

[Here  col.  Cannon  rose,  and,  with  his  thanks  for  the  compli- 
ment, offered  the  following  toast]: 

By  col.  N.  Cannon,  governor  elect:  The  principles  of  repub- 
lican government,  ever  sate  while  entrusted  to  the  hands  of  the 
enlightened  citizen.s  of  Tennessee. 

By  John  Shelby:  The  hon.  John  Bell — Unseduced  by  the 
love  of  office;  unawed  by  the  frowns  of  power;  he  walks  unhurt 
in  the  midst  of  the  fire  of  invective  and  calumny,  which  his 
enemies  kindled  (or  his  destruction,  and  corilinue.s  the  consis- 
leul,  unshaken,  and  faithful  champion  of  the  true  principles  of 
republican  government. 

[Mr.  Bell  then  rose,  made  some  eloquent  remarks  upon  his 
position,  and  the  endeavor  which  was  now  in  progress  to  injure 
him  and  the  cause  he  advocates;  and  concluded  with  the  fol- 
lowing toast]: 

By  the  hon.  John  Bell:  Our  country  and  its  institutions — The 
destiny  of  both  hangs  upon  the  triumph  of  the  piinciples  upon 
which  judge  White  is  supported,  and  the  overthrow  of  the  max-’ 
ims  and  practices  of  the  o|)position. 

The  “Globe”  speaking  of  this  entertainment,  says — 

Sometimes  “executive  patronage”  was  the  toast,  with  an 
tnuendo  intimating  its  abuse,  and  the  president’s  inaugural  ad- 
dress quoted  to  bring  it  home  to  him.  Sometimes  “the  elec- 
tive franchise”  was  given,  with  the  hint  that  it  was  in  danger 
from  the  stale  in  which  tfie  country  was  brought  by  general 
Jackson.  Sometimes  “the  right  of  selecting  our  own  rulers,” 
Was  drunk,  with  the  hint  that  it  would  be  maintained  against 
the  power  by  which  it  is  now  threatened.  Then,  again,  all  this 
was  repeated  in  different  forms;  as  “the  freedom  of  elections,” 
“untrammelled  by  executive  patronage” — then  the  president’s 
words  were  paraphrased,  about  delegates  fresh  from  the  peo- 
ple, and  turned  into  “fresh  from  the  intriguers  of  official  pow- 
er.” In  a word,  almost  the  whole  fury  of  the  dinner,  of  which 
judge  White’s  military  overture  was  the  precursor,  was  directed 
to  glorify  judge  White  and  degrade  the  president.  And  yet, 
with  the  usual  disguise  of  ambuscade  enemies,  the  men  who 
prepared  this  opportunity  to  assail  him,  under  the  pretence  of 
doing  honor  fo  his  friend!  seek  to  conceal  their  real  design  by 
paying  to  the  president  personally  the  compliment  of  a toast— 
but  they  do  it  in  such  a way,  ns  to  discover  to  their  allies  of  the 
opposition,  the  deadly  tiosiility  they  bear  to  him.  They  first 
toast  GEORGE  W.AS II I NGTON  in  capitals — then  THOMAS 
JEFFERSON  in  capitals— then  JAMES  MADISON  in  capitals 


—HUGH  L.  WHITE  himsplf  is  given  In  capitals;  but  when 
they  come  to  the  president,  they  drop  down  to  the  lutle  letter 
in  which  they  print  the  name  of  isaac  hill,  to  disparage  him. 
They  give  it  thus: 

7.  The  president  of  the  United  States — We  respect  him  for  his 
talents,  honor  tiiin  for  his  services,  and  love  him  for  his  virtues. 
— Great  applause. 

Jud^e  White  and  Mr.  Polk.  A public  dinner  was  given  to 
judge  White  on  the  20th  of  October,  by  the  citizens  of  Maury 
county,  Tennessee.  In  describing  the  festival,  the  Columbia 
Observer  says,  “it  was  a proud  day  for  Maury;  The  solid  yeo- 
manry of  the  county  were  present,  and  participated  in  the  ho- 
nors done  to  a man  in  whom  Tennessee  has  so  long  and  so  con- 
fidently confided,  and  in  whom  she  has  never  had  her  trust 
abused.” 

The  committee  of  arangements  invited,  among  others,  the 
honorable  James  K.  Polk  to  be  present,  to  which  invitation  that 
gentleman  returned  the  following  answer: 

Columbia,  October  14<A,  1835. 

Gentlemen:  I have  this  moment  received  your  note  of  invi- 
tation to  dine  on  Tuesday,  the  20th  inst.  and  have  the  honor  to 
decline  it.  Your  obedient  serv’t,  JAMES  K.  POLK. 

To  Messrs.  Wm.  E.  Kennedy,  M.  D.  Copper,  Robert  Mack, 
and  others,  sub-committee. 

— -MoC®  e«w— 

WHEAT— IMPORTANT  DISCOVERY. 

The  New  York  Farmer  publishes  a letter  from  rev.  Mr. 
Coleman,  announcing  an  important  discovery  for  the  destruc- 
tion of  the  grain  fly. 

The  grain  fly  or  insect,  which  for  a few  years  past  has  been 
destructive  to  wheat  in  many  parts  of  the  country,  has  this 
year  extended  its  ravages,  and  excited  wherever  he  made  his 
appearance,  very  serious  alarm.  An  eminent  farmer  in  the 
state  of  New  York  wrote  to  me  a year  since,  that  he  must  give 
up  the  cultivation  of  wheat,  as  his  crops  were  so  much  in- 
jured that  he  hardly  obtained  a return  equal  to  the  seed  sown. 
I knew  another  instance  in  the  same  state  where,  though  the 
straw  was  large  and  the  appearance  promising,  yet  from  thirty 
bushels  sown  hot  more  than  seven  were  obtained.  1 have 
known  other  cases  in  which  the  whole  field  has  been  mowed 
and  sold  for  litter;  and  in  a recent  excursion  up  the  valley  of 
the  Connecticut,  I have  heard  comjtlaints  eveiy  where,  and 
seen  hundreds  and  hundreds  of  acres  so  destroyed  that  the 
grain  they  would  yield  would  hardly  pay  for  reaping.  Besides 
this,  the  same  insect  has  destroyed  many  fields  of  rye  in  the 
same  manner  as  the  wheat,  and  had  been  found  this  year  in  the 
oats;  the  progress  of  the  insect  has  been  about  forty  miles  a 
year;  and  a distinguished  gentleman  in  Vermont,  a practical 
and  extensive  farmer,  remarked  that  he  feared  they  would  on 
this  account  be  obliged  to  relinquish  the  cultivation  of  small 
grains. 

The  habit  of  the  insects  have  not  yet  been  accurately  ob- 
served. 1 myself  have  not  yet  seen  the  fly,  but  have  seen  the 
worms  in  the  kernel  after  the  grain  has  been  destroyed.  He  is 
represented  as  being  a small  reddish  fly,  which  is  seen  hovering 
over  the  wheat  fields  in  immense  numbers,  whilejust  in  flower, 
and  has  been  observed  to  alight  upon  the  kernel  or  bud,  to 
ascend  it,  and  then  descending  in  the  inner  side,  to  deposite  liis 
egg  between  the  stock  and  the  kernel.  I purposely  avoid  the 
use  of  all  scientific  terms,  wishing  to  be  understood  by  common 
farmers.  From  this  egg  the  worm  is  generated,  which  entirely 
consumes  the  grain  while  in  the  milk,  leaving  nothing  but  the 
husk,  in  which  are  found  several  small  yellow  worms,  about 
an  eighth  of  an  inch  in  length.  As  the  work  of  destruction  is 
now  completed,  any  farther  observation  of  his  habits  are  of  no 
importance,  unless  we  can  some  way  reach  so  as  to  destroy 
the  germ  of  the  future  insect.  No  preparation  of  the  seed  or 
ground,  has  yet  been  found  effectual  to  this  end. 

The  continuance  of  the  fly  upon  the  grain  is  thought  not  to 
exceed  three  or  four  days,  and  they  are  seen  in  great  numbers 
just  at  night.  Some  farmers  have  found  late  sewing  a partial 
security  as  the  season  for  the  flies  has  passed  away  liefore  the 
wheat  was  in  condition  for  their  attack.  Spring  wheat  sown 
as  late  as  the  20th  of  May  has  in  a great  measure  escaped, 
while  some  sown  as  late  as  the  7th  and  8th  of  June  has  been 
untouched  though  in  case  of  such  very  late  sowing,  the  farmer 
will  be  v(  ry  fortunate  if,  in  attempting  to  escape  the  fly,  he 
does  not  get  nipt  by  the  fro.^t. 

I have  now,  however,  the  extraordinary  happiness  of  an- 
nouncing to  the  agricultural  public,  what  there  is  reason  to 
believe  will  prove  an  effectual,  as  it  is  a reasonable  and  feasible 
preventive.  Should  it  prove  effectual,  the  remedy  will  be 
worth  millions  and  millions  of  dollars  to  the  country.  It  was 
communicated  to  me  on  a late  tour  of  agricultural  inquiry  and 
observation,  by  Dr.  Eiiquant  Lyman,  of  La^ca^ll  r,  N.  H.  an 
intelligent,  an  enlightened  and  practical  farmer,  whose  crop  of 
wheat  usually  averages  from  twenty-five  to  thirty  hnshcls  per 
acre.  It  consists  in  the  ai»plicalion  of  fine  slacked  lime  to  the 
wheat  just  at  the  tiim;  of  its  hi’ading  out  and  flowering,  at  the 
rate  of  abont  a peek  to  the  acre. 

It  IS  sown  broadcast  upon  the  wheat  while  the  dew  is  on, and 
the  field  is  rendered  white  with  it.  'J’hc  best  mode  of  applying 
it  is  with  the  hand,  and  for  the  person  who  sows  it,  taking  his 
proper  breadth  or  cast  to  w’alk  backwards,  so  that  he  may  not 
cover  himself  with  the  lime.  It  must  be  sown  while  the  w.heat 
is  wet  or  the  dew  i-  mi,  and  the  philosophy  of  its  application 
is  very  simple.  'I'lic  maggot  of  the  fly  is  deposited  between 
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grain  and  the  stalk.  It  is  of  course,  an  animal  substance. 
The  lime,  or  alkali  mixing  with  the  dew,  is  carried  down  upon 
it,  and  neutralises  or  destroys  it.  Dr.  Lyman  has  now  tried 
this  preventive  three  successive  years,  and  has  invariably,  as 
he  assures  me,  saved  his  crops  while  those  of  his  neighbors 
have  been  destroyed. 

I visited  at  ttie  same  time,  the  field  of  a Mr.  Bellows  in  the 
same  town,  who  had  been  advised  by  Dr.  Lyman  to  make  this 
application.  The  field  consisted  of  several  acres.  He  did  it, 
and  it  has  proved  successful;  and  what  is  strongly  confirmatory 
of  the  value  of  this  remedy,  is  the  fact,  that  a field  of  rye,  be- 
longing to  Mr.  Bellows,  adjoining  his  wheat,  and  I think 
within  the  same  enclosure,  which  was  not  limed,  has  been 
nearly  destroyed  by  the  fly. 

These  are  ceriainly  very  important  experiments,  and  I make 
no  delay  in  presenting  them  to  the  public.  Dr.  Lyman  has 
promised  me  a more  particular  account  of  the  experiment  and 
result,  and  likewise  Mr.  Bellows,  which,  as  soon  as  received, 
I shall  be  happy  to  communicate.  I have  received  an  indirect 
and  indefinite  communication,  that  the  same  experiment  has 
been  successfully  made  in  Gilmanton,  N.  H.  but  I have  not 
yet  been  able  to  obtain  either  the  name  or  the  details. 

HENRY  COLEMAN. 

Meadowbanks,  September  15th,  1825. 

■ -■■>>0®  9«w— 

BANK  MATTERS. 

The  United  States  branch  bank  at  Cincinnati  has  made  dispo- 
sition of  all  its  concerns  to  the  banks  of  that  city,  in  the  follow- 
ing manner: 

The  Commercial  bank  takes  the  banking  house  on  Main  be- 
tween 3d  and  4th  streets,  and  the  debts  due  the  branch  at  St. 
Louis. 

The  Lafayette  bank  takes  the  current  debt  owing  to  the  branch 
in  the  city,  amounting  to  $880,000. 

The  Ohio  Life  Insurance  and  Trust  company  purchases  the 
suspended  debt  due  the  branch,  and  has  the  option  to  lake 
$400,000  of  the  debt  due  the  agency  on  bond  and  mortgage;  is 
to  redeem  the  notes  of  the  branch,  receive  and  collect  all  col- 
lection paper,  pay  the  deposites  doe  to  individuals,  and  gene- 
rally to  become  the  depository  of  the  bank  of  the  United  States, 
and  its  agent.  The  bank  of  the  United  Stales  deposites  with 
the  Trust  company  $400,000  for  20  years,  taking  therefor,  certi- 
ficates of  deposite  at  5 per  cent. 

A ^^little  monster.”  One  of  the  state  banks,  in  Vermont, 
having  been  suspected  of  a violation  of  its  charter,  a committee 
was  appointed,  by  the  legislature,  to  overhaul  its  affairs  and  re- 
port thereon  to  that  body.  In  their  report,  the  committee, 
among  other  developments  of  the  mysteries  of  banking,  state 
that  “the  banking  room  of  this  institution  is  in  a wooden  build- 
ing occupied  as  a store — that  the  place  of  deposite  for  the  notes, 
bills,  papers  and  specie  of  the  bank,  is  a tvooden  desk — and  that 
the  books  of  the  bank  consisted  of  one  or  two  sheets  oj  paper 
pinned  or  stitched  tagetherl” 

The  stolen  notes  of  the  Merchants'  and  Mechanics'  bank  of 
Wheeling.  The  following  is  the  first  intelligence  of  the  stolen 
notes  so  long  advertised,  which  we  copy  from  the  Louisville 
Journal  of  the  23d  ult. 

“We  understand  that  two  fellows  were  engaged  yesterday,  in 
this  city,  in  circulating  notes  of  the  Merchants’  and  Mechanics’ 
bank  of  Wheeling  of  genuine  impression,  but  false  filling  up. 
One  of  the  men  has  been  committed  to  jail.  These  bills  are 
undoubtedly  a part  of  those  recently  stolen  while  on  their  tran- 
sit from  Baltimore  to  Wheeling.” 

Since  the  above  was  in  type,  we  learn  that  one  of  the  men 
succeeded  in  imposing  about  $4,000  in  these  posf  nofes  upon  the 
collector  of  the  port  of  Louisville,  which  lead  to  his  arrest.  On 
the  receipt  of  the  information  here,  on  Tuesday,  we  understand 
that  an  officer  in  company  with  a gentleman  wlio  is  confident 
of  being  able  to  identify  the  man  in  custody  as  one  on  whom 
suspicion  had  fallen,  at  the  time  the  box  containing  the  blank 
notes  was  missed  from  the  transportation  line,  proceeded  im- 
mediately to  Louisville.  We  also  further  learn  that  all  the  pa- 
per has  been  recovered. 

THE  UNITED  STATES  BANK. 

Some  speculation  has  been  indulged  as  to  the  rise  in  the  price 
of  the  United  Slates  bank  stock,  when  in  a few  months  the 
charter  of  that  institution  will  expire.  One  paper  refers  it  to 
the  approaching  dividend;  another,  perceiving  that  it  is  far  in 
advance  of  any  customary  half  yearly  dividend,  affects  to  think 
that  some  new  mode  of  obtaining  a charier  has  been  discover- 
ed, and  that  with  a hope  founded  upon  a probability  of  that 
event,  the  holdr-rs  of  the  stock  have  set  a higher  value  upon 
their  possessions.  Whether  this  supposition  ts  or  is  not  true 
we  are  wholly  unable  to  say;  but  we  think  we  discover  in  the 
circumstances  of  the  bank  enough  to  warrant  the  present  price 
which  the  stock  bear.-?  in  market,  without  any  reference  to  the 
protiahility  of  a renewed  charier.  Some  of  the  circumstances 
to  which  we  refer  are  these: 

in  the  first  place,  the  wiseacres  who  have  been  for  the  last 
seven  years  prophesying,  and  endeavoring  to  promote  evil  to  the 
bank,  have  promised  to  themselves  a partial  fulfilment  of  the 
predictions  in  the  winding  up  of  the  branches,  especially  those 
at  a distance  from  the  parent  hank;  but  unfortunately  for  these 
croakers,  the  wisdom  of  those  to  whom  the  business  of  the  bank 
has  been  entrusted  has  so  arranged  these  difficult  matters,  that 
all  fear  of  losses  to  the  institution,  or  injurious  operations  upon 


the  community,  has  been  removed.  Here,  then,  is  one  evil  re- 
moved. Secondly,  these  prophesiere  of  evil  things  ventured  the 
prediction,  that  when  the  bank  should  close  its  concerns,  it 
would  be  found  tliat  its  capital  would  not  be  entire. 

Now  what  is  the  true  state  of  the  matter?  In  July  the  bank 
declared  a dividend  from  its  profits  for  the  last  six  months,  of  Sr. 
per  cent,  on  its  capital  stock  of  $35,000,000,  and  at  the  same 
time  passed  to  the  credit  of  the  surplus  fund  the  clever  sum  of 
$500,000.  In  two  months  there  will  be  another  dividend,  pro- 
bably of  four  per  cent,  and  if  not  more,  it  is  likely  that  there 
will  be  another  addition  to  the  surplus  fund  of  $500,000,  making 
the  whole  surplus  about  five  millions  of  dollars.  Is  it  strange 
then,  with  these  circumstances  understood  by  the  capitalists 
generally,  that  there  should  be  a demand  for  United  States  bank 
stuck,  and  that  such  a demand  should  cause  an  enhancement 
of  its  price?  {U,  S.  Gaz. 

From  the  New  Haven  Herald.  The  people  near  the  head  of 
the  Long  wharf,  yesterday,  were  quite  astonished  to  see,  borne 
on  the  breeze  and  whirling  about  in  eddies,  a large  quantity  of 
those  gilded  butterflies,  or  beautiful  prints,  which  the  “better 
currency”  patriots  call  rag  money,  in  the  shape  of  hundreds, 
fifties,  and  smaller  denominations  of  monsfer  and  pet  bank  bills. 
There  was  a general  scramble  among  the  canaille  to  “divide 
the  spoils,”  and  all  distinctions  of  party  were  merged  in  that 
fundamental  principle  of  humanity,  getting  money.  Oh  count- 
ing up,  after  the  contest,  some  had  thirty,  some  sixty,  and  some 
hundreds  of  dollars,  but  it  was  instantly  proclaimed  to  be  coan- 
terfeit,  and  off  the  parties  posted  to  the  nearest,  the  Mechanics’ 
bank,  to  ascertain  its  quality.  Mr.  Filch,  the  cashier,  not  only 
pronounced  it  good,  but  immediately  identified  it  as  part  of  a 
sum  of  money,  amounting  to  700  dollars,  which  he  had  a short 
lime  before  paid  to  Mr.  S.  Trowbridge,  of  the  packet  office, 
Long  wharf.  Mr.  T.  had  lost  it  from  his  pocket  soon  after 
leaving  the  bank,  and  did  not  discover  his  loss  until  advised  of 
the  circumstances  detailed  above.  We  understand  he  has  re- 
covered all  but  158  dollars,  for  which  a reward  is  offered. 

The  semi-annual  dividends  of  the  Philadelphia  banks,  for  the 
last  six  months,  have  been  as  follows — 2 at  6 per  cent.  4 at  5 per 
cent.  1 at  4i  per  cent.  4 at  4 per  cent,  and  1 at  3^  per  cent. 

The  Fayetteville  (N.  C.)  Observer  of  the  27th  ult.  says— “We 
begin  already  to  experience  the  effects  of  that  derangement  of 
the  currency  which  will  surely  follow  the  withdrawal  of  the  U. 
Stales  bank.  We  understand  that  considerable  amounts  of  U. 
Slates  bank  notes  have  been  sold  in  this  place  within  a week 
past  at  one  percent,  premium;  and  that  in  other  parts  of  the 
state  a higher  premium  has  been  paid.” 

(^;^Thus  has  already  come  to  pass,  what  we  predicted  would 
happen,  after  the  termination  of  the  charier  of  the  bank. 

Banks  in  Rhode  Island, 

The  following  are  the  footings  of  the  abstract  from  the  returns 
made  by  the  banks  of  this  state,  to  the  general  assembly,  at  their 


late  session: 

Capital  stock  paid  in, $8,750,581  07 

Deposites, 1,696,927  90 

Debts  due  from  banks, ...189,486  60 

Bills  in  circulation, 1,644,289  67 

Dividends  unpaid,  2,462  25 

Profits  on  hand, 318,937  05 


Total  amount  due  from  banks, $12,602,684  54 

Debts  due  from  directors, .985,407  30 

Debts  due  from  other  stockholders, ..814,041  39 

Debts  due  from  all  others, 9,286,095  04 

Specie, ...566,416  12 

Bills  of  other  banks, 379,618  12 

Deposites  in  other  banks, 290,290  II 

Bank  and  other  stock, 149,752  33 

Real  estate, 171,680  81 

Furniture  and  other  property, 1,078  20 

Total  amount  of  resources, 12,661,379  51 


The  increase  of  capital  during  last  year  is. . . .$112,215 

The  New  Orleans  Gas  Light  and  Banking  co.  has  pur- 
chased the  branch  bank  of  the  United  Slates,  at  New  Orleans. 
We  understand  that  the  terms  are  from  one  to  four  years  cre- 
dit, and  that  the  transfer  is  to  take  place  on  the  1st  January 
next. 

7’he  amount  of  discounts  of  the  New  Orleans  branch  must  be 
nearly  four  millions  of  dollars.  This  sum,  in  addition  to  the 
large  capital  of  the  gas  company,  and  the  custom  deposite  and 
the  lucrative  exchange  business  of  that  important  branch  to 
which  it  must  succeed,  will  give  it  great  advantages  and  ability 
to  serve  the  commercial  community. 

The  Nashville  branch  is  now,  we  believe,  the  only  western 
branch  of  the  bank  of  the  United  States  that  remains  to  be 
closed. 

Our  merchants  are  generally  satisfied  with  this  manner  of 
clo.sing  its  concerns.  The  duty  becomes  now  imperative  on 
the  local  banks,  especially  on  the  pet  banks,  to  make  the  fullest 
arrangements  for  the  immense  amount  of  domestic  exchange 
transactions  now  left  to  them.  The  experiment  is  now  only 
for  the  first  to  he  fairly  tried.  [iV.  Y.  American. 

The  bank  of  England.  At  a late  meeting  of  the  proprietors  of 
the  bank  of  England,  the  usual  dividend  of  four  per  cent,  for 
six  months  was  voted,  on  the  report  of  the  directors.  In  an- 
swer to  inquiries  made,  the  governor  stated,  that  the  earnings 
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of  the  6 months  fell  short  of  the  dividend  by  the  sum  of  £19,000, 
Diid  in  the  preceding  six  months  £10,000,  but  that  the  directors 
thought  that  in  consideration  of  llie  large  capital  of  the  bank, 
that  circuiiisiances  might  occur  which  will  enable  them  to  con- 
tinue the  dividend  at  the  same  rate,  they  thought  it  fair  to  take 
a larger  period  of  lime  to  determine  whether  it  would  be  neces- 
tary  to  reduce  it. 

In  answer  to  other  inquiries  it  was  staled,  that  the  losses  of 
the  bank  some  years  ago,  by  the  forgeries  of  Faiintleroy, 
amounted  to  the  sum  of  £300,000,  and  that  recently  a coinpro- 
Jiiise  had  been  made  with  the  partners  of  Fauntleroy,  by  which 
they  had  paid  the  bank,  in  lieu  of  all  claims  upon  it,  25  per 
cent,  of  the  amount  of  the  loss,  or  £95,000.  This  payment  was 
not  inciiided  in  the  dividend,  which  was  independent  of  it,  tnit 
was  cariied  to  the  fiiiid  set  apart  for  meeting  losses,  from  which 
it  seems  the  whole  loss  of  £360,000  had  been  deducted,  leaving 
it  a minus  quantity.  This  payment  was  about  sufficient  to 
make  the  fund  good. 

From  the  New  Orleans  True  American. 

“The  Union”  of  Saturday  suggests  the  expediency  of  in- 
creasing the  banking  capital  of  the  state;  and  gives  the  follow- 


ing account  of  its  banking  capital: 

Orleans  bank, ^500,000 

Bank  of  Louisiana, 4,000,000 

Louisiana  State  bunk, 2,000,000 

Consolidated  association, 2,000,000 

City  bank, 4,000,000 

N.  O.  Canal  and  Banking  company, 4,000,000 

Mechanic’s  and  Tiaders’ bank, 2,000,000 

Gas  Lieht  bank, 6,000,000 

N.  O.  and  Carrollton  bank, 3,000,000 

Aichafalaya  bank,, 2,000,000 

Union  bank, 7,000.060 

The  Citizens’  bank....... 12,000,000 


$49,000,000 

Deduct  the  capital  of  the  Citizens’  bank  not  paid 
in,  also  a large  portion  of  the  Gas  Light,  Carroll- 
ton, Mechanics  and  Commercial  bank  stock,  and 


a portion  of  the  Union  bank  bonds  unsold,  21,000,000 

Leaves  a balance  of $28,000,000 


actually  employed  in  banking  operations,  and  for  which  the 
banks  are  authorised  to  issue  their  notes — notes  of  course  issu- 
ed on  mortgages  and  sureties  in  the  coffers  of  the  banks. 

It  is  expected  that  several  new  charters  for  banks  will  be 
prayed  fur  at  the  ensuing  session  of  the  legislature;  one  of  these 
is  to  be  a life  insurance  and  trust  company;  another  for  the  new 
hotel  in  St.  Louis  street;  and  another  a bank  without  rnonei/, 
but  with  authority  to  issue  notes  representing  the  landed  pro- 
perty of  those  concerned,  bearing  a kind  of  progressive  interest, 
and  redeemable  in  five  years. 

Apart  from  the  peculiar  features  of  the  acts  of  incorporation 
to  be  prayed  for,  the  question  of  the  expediency  of  creating  any 
new  banks  at  all,  is  of  sufficient  importance  to  attract  the  at- 
tention of  the  cuniinunity. 

The  bank  of  Delaware,  at  Wilmington,  has  declared  a half 
yearly  dividend  of  five  per  cent,  and  an  extra  dividend  of  the 
Buiiie  amount. 


The  following  paragraph  is  from  the  Times,  the  principal 
administration  paper,  of  New  York,  of  Saturday  last. 

'■'•The  money  market.  The  state  of  the  money  market  is  a 
subject  of  general  interest,  and  those  who  are  suffering  under 
the  sudden  change  which  has  taken  place,  naturnlly  inquire  for 
the  causes  which  have  produced  it.  It  is  difficult  to  assign  any 
adequate  cause  for  the  severe  pressure  which  at  present  exists 
for  if  we  lake  the  operations  at  the  stock  exchange  as  an  indi- 
cation of  the  slate  of  the  money  market,  it  would  appear  that 
we  are  again  visited  with  a return  of  that  terrible  disorder  here- 
tofore denominated  the  bank  panic.  We  think  the  alarm  is  un- 
reasonable, and  although  interested  persons  have  been  instru- 
mental in  producing  it  for  selfish  purposes,  yet  we  think  the 
banks,  and  particularly  the  deposite  banks,  are  censurable  for 
allowing  so  great  a sensation  to  be  produced,  when  there  is  so 
little  cause  for  it.  We  are  sorry  to  see  them,  by  their  want  of 
concert,  and  by  their  excessive  jealousy  and  fear  of  one  ano- 
ther, furnishing  an  argument  to  the  friends  of  the  United  States 
hank  in  favor  of  a great  institution,  as  a general  regulation  of 
banking  operations,  and  also  furnishing  arguments  to  the  Jack 
Cades  of  the  day  against  all  banks  whatever,  on  the  ground 
that  the  derangement  of  business  which  they  produce  by  their 
sudden  expansions  and  contractions,  is  but  poorly  compensated 
for  by  all  the  benefits  which  they  confer  upon  the  public.” 

[The  Globe  has  some  remarks  on  the  preceding,  which  we 
shall  copy.] 

United  States  hank.  So  mtich  has  been  said  of  various 
branches  having  been  sold  out,  that  we  have  ascertained  from 
an  authentic  source  that  the  following  branches  have  been  dis- 
posed of. 

Branch  at  Portsmouth,  Branch  at  Mobile, 


Hartford, 

Burlington, 

Utica, 

Buffalo, 

Baltimore, 

Fayetteville, 

CharIcBloti. 


Now  Orleans, 
Natchez, 

St.  Louis, 
Louisville,  . 
Cincinnati, 
Lexington, 


The  other  branches  will  be  closed  as  soon  as  practicable,  the 
object  of  the  bank  being  to  effect  a final  close  on  terms  most 
agreeable  to  the  communities  where  the  debt  was  contracted. 
We  doubt  if  this  retreat  of  the  bank  before  a powerful  and  ac- 
tive opponent,  will  not  figure  hereafter  as  a blight  prize  in  the 
history  of  finance. 

To  the  commercial  public  we  have  only  one  word  to  add, 
that  in  all  cases  where  they  are  disposed  to  find  fault  with  the 
bank  lor  refusing  to  take  drafts  on  places  where  they  had 
branches  established,  and  which  are  now  closed,  or  are  in  the 
course  of  closing,  as  the  “law  directs,”  they  should  weigh  ihe 
matter,  and  ask  how  far  it  will  be  the  duty  of  iht;  deposite 
banks  to  supply  the  facilities  heretolore  afforded.  We  have 
always  believed  that  the  stale  banks  could  not,  from  the  nature 
of  things,  do  what  the  United  States  bank  has  done,  and  was 
doing.  One  boat  of  ten  tons  may  do  a certain  duty,  but  len 
boats  of  the  same  tonnage,  though  they  combine  a power  of  160 
tons,  cannot  navigate  a water  (hitch  them  together  as  you  will) 
as  conveniently  and  safely  as  one  vessel  of  100  tons. 

[AT.  Y.  Dai.  Adv, 


CENSUS  OF  THE  CITY  OF  NEW  YORK. 


Males.. . . 

131,522 

Females.. 

138,a51 

Total 

269,873 

COMPARATIVE  STATEMENT. 

1835. 

1830. 

Increase, 

1st  ward 

10,243 

11,331 

2d 

7,540 

8,203 

3d 

10,864 

9,599 

1,285 

4th 

15,420 

12,705 

2,715 

5th 

18,490 

17,722 

768 

6th 

16,837 

13,.570 

3,267 

7ih 

21,482 

15,873 

5,600 

8th 

28,560 

20,729 

7,831 

9ih 

20,566 

22,810 

lOih 

20,936 

16,436 

4,498 

11th 

26,815 

14,915 

11,930 

12th 

24,437 

11,308 

13,129 

13ih 

17,025 

12,598 

4,427 

l4th 

17,365 

14,288 

3,817 

15th 

12,904 

Total— 1835 

269.873 

202,589 

1830 

202,589 

Increase 

67,284 

Increase  in  the  wards,  as  above 

71,280 

Decrease. 

1st  ward 

1,089 

2d  “ 

663 

9lh  “ 

2,244 

— 

3,996 

67,284 

The  decrease  in  the  two  lower  wards  is  caused  by  the  de- 
mand for  new  stores. 

The  fifteenth  is  a new  ward,  taken  from  the  ninth,  which  ac- 
counts for  the  decrease  in  the  latter. 

The  total  increase  in  the  last  five  years,  is  a fraction  more 
than  thirty-three  per  cent. 

The  population  of  the  city  of  New  York  appears  to  be  at 
length  accurately  ascertained,  and  amounts  to  269,873 — a iittle 
more  than  half  (138,351)  being  females.  The  total  number  of 
births  last  year  was  8,917:  the  deaths  5,930.  The  whole  number 
of  voters  is  given  in  the  census  at  42,936.  There  are  besides 
27,538  FOREIGNERS  NOT  NATURALIZED:  1,893  paupers:  18,102 
persons  of  color,  of  whom  75  have  properly  enough  to  be  eiiti- 
lled  to  vote.  The  city  contains  4,476  acres  of  land.  [Star. 


Buildings  in  this  city.  From  the  Daily  Advertiser.  Accord- 
ing to  a statement  in  the  Daily  Adverli.ser,  there  are  now  erect- 
ing in  this  city,  below  23d  street,  seven  hundred  and  ninety- 
seven  dwellings  and  stores,  including  those  where  the  digging 
of  Ihe  cellars  has  commenced,  and  those  finished  and  not  yet 
tennanied.  Of  these  there  are  in  the 


First  ward 70 

Second 56 

Third 32 

Fourth 9 

Fifth 18 

Sixth 13 

Seventh 67 

Eighth 35 

Ninth 96 

Tenth....  16 

Eleventh 130 

Twelfth 86 

Thirteenth 37 

Fourteenth .■ 26 

Fifteenth 106 


797 


Total 
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There  are  also  sixteen  churches  erecting  or  just  finished,  a 
custom  house,  a house  of  detention,  a university,  a college,  a 
lyceum,  a reservoir,  Astor’s  hotel,  Harmony  hall,  and  25  other 
buildings,  making  a grand  total  of  846. 

The  island  of  New  York.  We  understand  it  is  ascertained  by 
actual  survey,  that  this  island  comprises  thirteen  thousand 
acres,  and  it  is  estimated  that  one  thousand  acres  will  eventu- 
ally be  added  to  it  by  extending  into  the  rivers  and  the  filling 
up  of  marshes.  The  first  thousand  acres  is  comprised  in  the 
line  below  Grand  street,  from  river  to  river — from  Grand  street 
to  twenty-first  street  there  are  two  thousand  acres.  In  these 
3,ii00  acres,  it  is  supposed  there  are  yet  vacant  lots  sufficient 
to  accommodate  not  only  the  whole  present  population  of  the 
i'land  but  enough  more  to  make  up  the  number  of  300,000 — or 
thenurnberof  100,000  inhabitants  to  one  thousand  acres,  al- 
lowiiis  about  the  same  density  of  population  that  now  exists  be- 
low Canal  street.  It  may  be  seen  from  this,  that  the  whole  is- 
land is  capable  of  accommodating  nearly  a million  and  a half  of 
inhabitants — and  if  our  population  continues  to  increase  in  the 
same  ratio  it  has  done  for  the  last  30  or  40  years,  the  island  will 
be  filled  to  its  whole  extent,  in  a period  of  less  than  half  a cen- 
tury. • [Mer.  M. 

— *"0©  @ ©«*— 

THE  UTICA  CONVENTION. 

A correspondent  of  the  “New  York  American”  gives  the 
eubseqtient  proceedings  that  followed  the  convention  at  Utica: 

The  little  vil)«ge  of  Vernon,  Oneida  county,  of  Trollope  no- 
toriety, is  in  a fair  way  to  have  its  fame  augmented;  at  least  if 
one  may  trust  to  the  fidelity  of  the  following  narrative,  com- 
piled from  the  common  report  of  the  place,  during  a recent 
sliort  sojourn  there. 

It  appears  that  a considerable  number  of  delegates  to  the  late 
abolition  convention  at  Utica,  on  their  way  from  that  place  to 
Peierboro’  took  lodgings  on  Wednesday  night,  the  2lst  inst.  at 
the  Eagle  tavern  and  at  the  stage  house  in  Vernon.  As  soon 
as  this  became  known,  some  three  or  four  of  the  leading  politi- 
cians of  the  place,  assisted  by  about  an  equal  number  of  their 
“tail,”  and  a due  quantity  of  inconsiderate  boys,  held  a meet- 
ing at  the  academy,  and  resolved,  among  other  things,  to  ad- 
journ in  a body  to  the  taverns,  and  demand  of  the  landlords  to 
dismiss  their  guests  forthwith,  that  they  might  be  driven  out  of 
town.  Accordingly,  with  blowing  of  tin  trumpets,  rattling  of 
tin  pans,  cowbells,  &.c.  and  such  whooping  and  hooting,  as 
might  be  appropriate  at  an  Indian  powwow,  the  mob  appeared 
before  the  Eagle  tavern,  and  so  far  succeeded  in  their  design, 
that  the  travellers  were  actually  called  together,  (some  from 
their  beds),  and  requested  to  leave  the  house.  They  refused 
to  do  so,  fastened  the  doors  to  the  room  in  which  they  were  as- 
sembled, and  thus  defied  the  mob.  A parley  at  length  ensued, 
and  it  was  agreed  that  the  strangers  might  remain  unmolested, 
if  they  would  depart  at  five  o^clock  on  Thursday  morning. 

Tire  mob  then  proceeded  to  the  stage  house  and  made  the 
same  demand.  But  captain  I.  Hand,  its  proprietor,  has  seen 
salt  water,  and  knows  how  to  treat  a meeting.  He  promptly 
refused  compliance — told  his  guests  to  remain  as  long  as  they 
clnise,  and  guaranteed  their  safety  while  beneath  his  roof.  This 
manly  conduct  on  the  part  of  the  landlord,  abashed  the  rioters; 
they  retired,  paraded  the  streets  for  an  hour  or  two  in  the  dis- 
orderly manner  above  named,  and  after  listening  to  a brilliant 
harangue  from  a member  of  the  bar!  who  marshalled  their  ca- 
reer, and  being  earnestly  conjured  to  assemble  again  at  five 
o'clock,  they  dispersed. 

About  5 o’clock,  while  it  was  yet  dark,  the  travellers  started 
on  their  way  to  Peterboro’,  but  in  and  near  the  village  found 
the  road  encumbered  with  logs,  placed  there  on  purpose  to  re- 
tard their  progress.  While  ciigaged  in  removing  the  obstruc- 
tion, they  were  attacked  by  a rabble  and  pelted  with  mud,  ad- 
dled eggs,  clubs  and  stones.  One  gentleman  was  struck  upon 
the  face  by  a stone,  so  violently  as  to  deprive  him  of  conscious- 
ness for  a considerable  period;  two  had  their  hats  knocked  off, 
which  were  seized  and  destroyed  by  the  assailants,  and  nearly 
all  were  covered  with  mud  and  filth.  The  occupants  of  seve- 
ral wagons,  which  happened  to  be  passing  at  this  lime,  hut  who 
had  not  Slopped  at  the  village,  were  treated  in  the  same  man- 
ner. 

When  these  facts  became  known,  there  was,  it  seems,  a very 
general  expression  of  indignation  at  this  outrage.  After  a day 
or  two  of  deliberation,  some  of  the  principal  inhabitants  issued 
a “notice”  (a  copy  is  now  in  my  pos.session),  to  the  citizens  of 
the  village,  opposed  to  the  transactions  of  Wednesday  night 
and  Thursday  morning,  to  assemble  and  take  the  afifair  into 
consideration.  Instantly  the  rioters  sent  expresses  into  all 
parts  of  the  township,  and  under  various  false  pretences,  called 
together  a large  number  of  their  political  friends,  intending, 
through  their  assistance,  to  prevent  any  expression  of  public 
opinion  in  reprobation  of  the  late  outrage.  In  this  they  failed. 
After  a hard  struggle,  resolutions  were  reported,  and  unani- 
inotisly  adopted,  severely  censuring  the  recent  transactions, 
and  calling  upon  all  good  citizens,  in  all  parts  of  the  land,  to 
aid  in  putting  down  every  new  indication  of  the  mobbing  spirit. 
Yet  they  succeeded  in  getting  a vote,  by  means  of  which  the 
publication  of  the  resolutions  is  suppressed! 

Such  is  a plain  history  of  the  facts  in  this  case,  as  collected 
on  the  spot;  .and  the  names  of  most  of  the  individuals  ettneern- 
ed  in  the  outrage  are  known,  and  freely  mentioned.  It  is,  per- 
haps, fortunate  for  the  cause  of  justice,  that  several  of  the  suf- 
ferers are  residents  of  the  neighboring  towns  of  Hampton, 


Whitpsboro’  and  Rome;  for  them,  it  is  an  easy  matter  to  seek 
legal  redress,  and  some  of  them,  I was  informed,  have  already 
been  making  inqtiiries  preparatory  to  that  purpose.  It  is  sup- 
posed, also,  that  the  whole  affair  will  be  brought  under  the  cog- 
nizance of  the  grand  jury  at  the  next  sitting  of  the  county 
court. 

But  what  a picture  is  here  presented!  In  a community  as 
moral  and  orderly  as  can  be  found  in  any  portion  ofthese  Unit- 
ed Stales,  in  the  absence  of  all  excitement  calculated  to  pro- 
duce commotion,  a mob  is,  at  the  expense  of  much  artful  exer- 
tion, raised  and  induced  to  violate  law,  justice  and  decency; 
a meeting  of  peaceable  citizens,  assembled  to  express  their  dis- 
approbation of  such  conduct,  is  intruded  upon,  overruled  and 
not  permitted  to  publish  their  opinions;  and  because  it  may 
subserve  a temporary  party  purpose,  men  of  character  and  in.- 
fliience  are  found,  who  uphold  and  abet  such  proceedings,  by 
aiding  to  screen  from  justice  the  offenders.  God  help  my  coun- 
try! A TRAVELLER. 

New  York,  Oct.  30,  1835. 

P.  S.  Should  the  accuracy  of  the  above  be  challenged,  I 
doubt  not  but  that  the  signatures  of  several  respectable  citizens 
of  Vernon,  well  known  in  this  city,  could  be  procured  in  con- 
firmation of  its  truth. 

MR.  O’CONNELL. 

This  “lion  of  the  day”  was  lately  in  Scotland — the  following 
are  extracts  from  his  speech  delivered  at  Edinburgh.  His  mis- 
sion, he  said,  “was  to  produce  a reform  in  the  house  of  lords” — 

Referring  to  the  lords,  Mr.  O’Connell  said — 

They  put  him  very  much  in  mind  of  a practice  sometimes 
followed  in  his  country,  of  taking  oft'  the  ears  of  a pig,  and 
greasing  its  tail,  and  then  allowing  it  to  become  the  properly  of 
the  first  person  that  could  bold  it.  (Laughter.)  There  they 
are,  the  soaped  and  greased  heads  of  society.  (Cheers.)  Tliere 
they  are,  the  real  swinish  multitude — (loud  cheers) — as  igno- 
rant and  mulish  as  their  prototypes.  (Cheer.s.)  There  was  a 
countryman  once  went  from  Kilcullen  to  Naas  to  purchase  a 
pig — (A  laugh) — well,  he  bought  one,  and  as  he  was  driving 
the  pig  from  Naas  to  Kilcullen  he  met  a friend,  who  asked  him 
where  he  was  driving  it  to;  he  answered  to  Dublin;  on  which 
his  friend  said  he  was  taking  the  road  to  Kilcullen.  Silence, 
says  the  other,  if  the  pig  hears  he’s  going  to  Kilcullen,  he’ll  be 
off  to  Dublin  in  a minute.  (Laughter.)  That  was  just  like  the 
house  of  lords.  (Great  laughter.)  Only  iet  him  (Mr.  O’Con- 
nell) say  he  was  for  Dublin,  and  the  lords  were  off  in  an  oppo- 
site direction.  (Cheers.)  This  was  literally  the  case  with  the 
lords.  There  was  Londonderry,  snorting  and  squeaking— 
(laughter) — Winchelsea,  piously  groaning — (loud  laughter) — 
and  Wellington,  the  swine-herd  general.  (Continued  laughter.) 
There  they  floundered  about  in  the  mud,  and  if  the  people  do 
not  choose  to  submit  to  have  the  mud  thrown  on  them,  they 
must  insist  that  a parcel  of  oxen  shall  not  be  arrayed  in  the 
panoply  of  armor,  but  that  human  beings  shall  fill  their  places; 
that  swinish  propensities  be  banished  from  among  the  rulers  of 
the  nation.  (Cheers.)  They  have  now  made  the  house  of 
commons,  the  house,  in  a great  measure,  of  the  people.  But 
the  work  is  not  finished.  He  never  heard  that  Scotland  was  in 
the  habit  of  leaving  half  done  work.  He  had,  as  they  said,  in 
his  country,  a pretty  notion  that  they  didn’t  like  half  finished 
jobs.  (Loud  laughter.)  Would  they  leave  the  piece  in  the 
loom  half  finished — would  they  on  any  pretence  lake  a half  hog 
for  a man.  (Cheers.)  The  lords  had  driven  us  to  this  point. 
There  would  be  no  need  for  change  if  the  lords  acted  with 
sense,  and  went  with  us;  but  when  they  would  only  pay  the 
people  lO.s.  6d.  per  pound  of  their  just  debt,  they  were  telling 
us,  as  Anglesea  once  told  him  (Mr.  O’Connell)  agitate,  agitate, 
agitate;  and  here  we  are  taking  their  lordships’  advice.  Hav- 
ing shown  them  the  futility  of  reform  unless  we  had  a reform 
of  the  house  of  lords;  having  shown  them  that  there  was  no 
use  of  a reformed  house  of  commons,  if  they  were  to  have  the 
Aspley  house  divan,  declaring  that  they  would  reject  their 
measuies,  the  toast  he  had  to  propose  was  “A  speedy  reform 
of  the  house  of  lords.”  (Hear,  hear.)  It  was  idle  to  congre- 
gate as  they  now  did,  and  avow  the  necessity  of  a reform 
in  the  house  of  lords,  if  they  were  to  fall  asleep  afterwards, 
without  making  any  exertion  for  its  accomplishment.  No  one 
could  gain  any  advantage  for  his  country,  unless  he  continued 
the  struggle.  Down  with  the  house  of  lords — (cheers)— and 
the  present  scheme  of  legislation.  Down  with  the  oligarchy. 
(Cheers.)  Down  with  the  Ap.sley  house  coterie.  (Cheers.) 
Down  with  the  swinish  multitude.  (Cheers.)  They  all  agreed 
in  this. 

From  the  London  Morning  Chronicle. 

There  is  one  part  of  Mr.  O’Connell’s  speech  at  the  Edinburgh 
dinner  th.it  is  worthy  of  peculiar  attention.  We  allude  to  the 
concluding  part  of  bis  address  in  which  he  adverts,  in  language 
ofburning  and  impassioned  eloquence,  to  the  condition  and 
prospects  of  his  native  country,  and  his  own  policy  with  regard 
to  the  all-important  question  of  a legislative  union.  In  the  ex- 
pressed sentiments  of  Mr.  O’Connell  upon  these  topics,  what 
Englishman  is  there,  with  a heart  to  feel  and  a pulse  to  throb 
with  sympathy  for  liberty,  and  detestation  of  slavery  and  op- 
pre.ssioti,  that  will  not  cordially  concur  in  these  animated  and 
eloquent  expressions? — 

“I  naturally  plead  for  Ireland  (says  Mr.  O’Connell)  and  vt’ho 
can  blame  me?  I have  already  done  my  country  some  service; 
and  I do  imagine  that  if  I were  to  descend  to  my  grave  to-mor- 
row, I should  do  so  with  this  consolation,  that  I left  my  country 
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better  at  iny  death  than  I found  her  at  my  hirth.  It  lias  been 
eaid  that  England  and  Scotland  was  opposed  to  a repeal  of  the 
union.  Why,  so  arn  1,  if  justice  be  done  to  Ireland.  My  ob- 
ject in  this  mission  is  to  excite  the  people  of  England  and 
Scotland  in  favor  of  nry  country,  and  so  to  render  the  repeal  of 
the  union  unnecessary,  by  making  it  a real  union  instead  of  a 
parchment  union.  Why  should  not  the  people  of  Ireland  have 
the  franchise  the  same  as  England  and  Scotland  havei’  Why 
should  they  not  have  corporate  rights  as  England  and  Scotland 
liave.^  Why  should  they  not  be  treed  from  the  domination  of  a 
paltry  faction  as  England  and  Scotland  are.^  why  should  not  the 
conscietices  of  the  Irish  be  free  and  unfettered  as,  thank  God 
for  it,  the  people  of  England  and  Scotland  are?  Answer  these 
questions  in  the  negative,  and  I tell  you,  that,  though  the  game 
may  be  liopeless,  you  drive  me  to  become  a repealer  again. 
Answer  them  in  the  affirmative,  and  Ireland  will  join  you  heart 
and  hand,  and  will  be  ready  to  fight  your  battles.  England  and 
Ireland  have  too  long  answered  to  the  fable  of  the  dwarf  and 
the  giant,  where  the  dwarf  gels  all  the  blows  and  the  wounds, 
and  the  giant  comes  in  for  the  honor  and  plunder.  Now,  I tell 
you  wirwill  not  endure  that  Ireland  should  be  the  dwarf  by  the 
side  of  such  a giant  power  as  England!  But  raise  her  political 
stature  to  the  standard  of  England  and  Scotland,  and  then — 
hurrah  for  tlie  union!  For  six  tiundred  years  the  iron  hoof  of 
misrule  has  trampled  upon  iho  green  isle  of  my  lovely  land. 
Her  soil  is  fertile  to  exuberance,  for  no  summer  sun  scorches  it 
to  sterility,  nor  does  the  winter  chill  it  into  barrenness— fertile 
to  exuberance  are  her  valleys — lovely  are  her  rivers,  as  they 
rush  from  the  sides  of  her  mountains,  and  flow  through  her 
green  plains — oh!  not  to  bear  on  their  bosoms  the  products  of 
her  commerce— would  to  heaven  it  were!  but  exporting  from 
the  land  the  very  necessaries  of  life,  while  their  banks  are  lined 
with  a starving  population.  Her  harbours  are  safe  from  every 
gale,  and  open  at  every  hour  of  tide,  and  yet  though  a solitary 
sail  may  occasionally  be  seen  on  her  seas,  commerce  she  has 
none— her  sons  wander  over  every  land  as  the  accused  of  hea- 
ven, and  they  are  to  be  found  in  every  country  toiling  for  that 
subsistence  which  is  denied  them  at  home — supported  in  their 
exile  only  by  the  exuberance  of  their  native  spirits,  and  sighing 
in  secret  sorrow  that  they  shall  never  more  behold  the  land  of 
their  birth.  Why  is  Ireland  without  commerce?  Misgovern- 
nient.  Why  is  she  without  manufactures?  Misgovernment. 
Why  are  her  sons  starving  among  fields  that  teem  with  pro- 
duce? Misgovernment.  I call  upon  you  to  rid  your  souls  of 
the  crime  of  acquiescing  in  this  mischief.  I shall  carry  back  to 
iny  own  country  a tale  of  joy.  1 sliall  tell  my  countrymen  that 
I read  in  the  countenances  of  the  manly,  shrewd  and  discern- 
ing people  of  Scotland  a delerininaiion  to  join  us  in  the  snug- 
gle for  our  rights.  1 shall  tell  them  that  a nation,  never  ex- 
ceeded in  the  arts  of  war,  and  in  the  bravery  of  her  sons — I 
shall  tell  them  that  a country  which,  in  the  words  of  our  coun- 
tryman, who  was  an  orator,  soars  in  the -full  blaze  of  the  arts 
and  sciences,  ‘with  an  eye  that  never  winks,  and  a wing  that 
never  tires.’  I will  tell  them  that  Scotland  strong  in  her  man- 
ly sons  and  generous  sentiments,  has  vowed  that  Ireland  shall 
be  free.” 

It  is  the  injustice  which  lory  government  have  inflicted  upon 
Iieland — it  is  the  trampling  upon  the  rights  of  the  many  for  the 
advantage  and  ascendency  of  the  few — it  is  the  attempting  to 
govern  a great  and  populous  community  as  a tributary  province 
or  a conquered  colony,  that  have  raised  up  against  British  do- 
minion the  warmest  and  best  of  the  offsprings  of  the  sister  is- 
land. ‘ Do  justice  to  Ireland,”  says  Mr.  O’Connell,  “and 
make  the  union  with  England  a real  instead  of  a parchment 
♦land.”  Let  Ireland  be  governed  upon  equitable  principles — 
let  the  Irishman  be  treated  as  the  Englishman — the  Catholic 
as  the  Protestant,  and  the  two  countries  may  go  hand  and 
hand,  and  their  union  will  be  a source  of  mutual  strength,  and 
a guarantee  of  mutual  prosperity.  But  what  right  have  we  to 
expect  that  Irisimien  will  tranquilly  acquiesce  in  llritish  domi- 
nion, ii  the  legislative  union  beiween  the  two  countries  is  to  be 
made  the  means  of  perpetuaiing  the  grievances  under  which 
Ireland  labors — if  it  is  to  be  made  the  medium  of  ruling  a peo- 
ple esseniiiilly  Catholic  upon  orange  and  ascendency  principles? 
A union  like  that,  resting  as  it  does  upon  no  ground  of  reason, 
can  be  only  niainlaiiied  and  perpetuated  by  the  sword.  Like 
Mr.  O’Connell,  we  desire  a real  union — a union  of  interests — a 
union  of  affection  and  of  sympathy.  Every  other  species  of 
union  is  but  an  empty  sound;  it  is  a mere  mockery  of  language 
— a word,  and  not  an  idea — a name,  and  not  a thing. 

The  following  is  another  extract  from  the  same  speech,  and 
well  shews  the  manner  of  his  addresses — 

“From  you  my  ihonghls  wander  to  the  oppressed  land  of  my 
birth.  I remember  her  romantic  valleys  and  her  splendid  hills; 
the  evergreen  verdure  of  her  plains;  the  sound  of  her  mountain 
streams  falls  on  niy  ear;  the  rush  of  her  wave.s  against  the 
cliff',  announcing  with  the  voice  of  eternity  that  that  nation  is 
not  to  be  enslaved  nor  degraded.  (Renewed  cheers.)  My 
countrymen  will  hear  with  delight  the  manner  in  which  I was 
received  in  England  and  in  Edinburgh.  (Long  and  loud  cheer- 
ing ) That  stioul  shall  reach  from  one  end  of  Ireland  to  the 
other,  and  many  a true-hearieil  Irishman  will  feel  his  heart  ani- 
mated and  iinlilieil  within  him  when  he  hears  how  Scotland 
has  ri  reived  the  hiiinble  individual  now  before  you.  Many  an 
Irish  mother,  while  she  hugs  her  babe  to  her  breast,  and  sings 
it  to  repose  with  an  Irish  air,  will  mix  the  noble  strain  of 
‘Auld  Lang  syne,’  or  ‘Scots  wba  hae  wi’  Wallace  bled,’  and  as 


the  accents  lull  her  babe  to  sleep,  will  raise  a prayer  to  God  to 
bless  the  generous  peojile  who  stood  by  oulti  Ireland  in  her 
days  of  need.”  (Immense  applause.) 

[He  was  received  by  immense  multitudes  of  people,  at  many 
places  in  England,  and  at  Glasgow  and  Edinburgh,  &c.] 

The  opposing  party  to  O^Connell  are  “not  slow,”  in  their  re- 
marks upon  him,  as  the  following  sjieeimen  may  shew: 

A late  number  of  Bell’s  Life  in  London  contains  a caricature 
of  infinite  humour,  representing  Daniel  O’Connell,  (a  most  ca- 
pital likeness),  with  his  hat  in  his  hand  behind,  and  looking  over 
his  shoulder  with  one  eye  cocked,  while  a groupe  of  beggars  of 
most  significant  physiognomy  and  costume  are  each  striving  to 
deposite  his  mile  of  ihei  “rint”  or  tribute. 

Air — “TAe  Exile  of  Erin.” 

There  came  for  the  rim  a big  beggar  of  Erin — 

His  shoulders  were  broad,  and  his  features  were  brass; 

And  his  countrymen  hail’d  him  with  uproar  and  cheering, 
While  the  Catholic  clargy  prepared  for  high  mass. 

But  the  rint  day  attracted  his  heart’s  fond  devotion — 

For  this  he  return’d  to  his  isle  of  the  ocean; 

And  for  this  in  ould  Ireland  he  stirr’d  up  commolion. 

And  humbugg’d  the  ragged  and  indigent  class. 

“Ould  Ireland,”  he  cried,  “will  I ever  forsake  ye? — 

No!  you’ll  find  that  my  nerves  are  as  firm  as  a flint; 

To  your  wrongs  and  your  sufferings,  at  length  I’ll  awake  ye. 
But  yet  it  is  proper  to  give  you  a hint. 

When  against  Saxon  despots  defiance  I’m  hurling. 

The  banner  of  freedom  through  Ireland  unfurling, 

You  all  are  aware  that  my  motives  are  sterling — 

So  come  forward  like  trumps  wid  de  Catholic  riot. 

“See  these  tears  on  the  mug  of  the  big  agitator. 

At  the  cruel  oppression  you’re  dpom’d  to  endure; 

But  trust  me,  my  jewels,  that  sooner  or  later, 

O’Connell’s  the  lad  that  will  find  you  a cure. 

Then  keep  up,  brave  boys— be  united  and  steady; 

For  1 am  the  patriot  that  always  will  head  ye. 

But  never  forget  to  come  down  with  the  ready 

Sure,  who  will  deny  that  my  motives  are  pure!” 

“Tunder  and  turf,  if  I ever  betray  you! 

Through  thick  and  thin  still,  your  good  I’ll  pursue,  • 
Gratitude  warm,  for  your  friendship  1 pray  you — 

Ties  eighty  thousand  attach  me  to  you. 

Heaven  sliield  ould  Ireland  from  every  disaster! 

Heaven  shower  prosperity  faster  and  faster! 

Drop,  my  brave  Paddies,  some  browns  in  my  castor — 

Sure  arn’t  it  giving  the  devil  his  due?” 

Mr.  OWonncll,  the  Americans,  and  slavery.  The  agitator  o/ 
Ireland,  having  made  himself  the  arbiter  of  that  country,  rs  try- 
ing his  hand  in  Great  Britain,  as  we  have  before  stated,  and  m 
a speech  at  Glasgow,  of  which  we  find  a partial  report  in  the 
London  Spectator,  he  thus  honors  America  anew  with  his  no^ 
tice: 

The  name  of“slave”  he  said,  had  no  doubt  been  abolishetf, 
but  that  of  apprenticeship  had  been  introduced  in  its  stead — 
And  what  was  apprenticeship?  All  knew  well  enough  what  it 
was  in  this  country;  but  what  was  it  in  the  West  Indies?  An 
old  woman  of  70  was  told  that  she  was  no  longer  a slave,  but 
an  apprentice.  And  what  a delightful  consolation  to  the  tooth- 
less, black  old  lady,  to  receive  such  information!  All  whom  he 
addressed  knew  that  his  friend  Stanley,  who  had  put  his  name 
on  the  work  of  emancipation,  without  recognising  the  labors  of 
his  friends,  was  no  enamored  of  the  system  of  apprenticeship, 
that  he  proposed  extending  it  to  1!2  years;  so  that  the  old  lady  of 
70  would  have  the  gratifying  prospect  of  being  made  entirely 
free  at  the  joyous  and  merry  age  of  82.  He  wished  to  impress 
upon  the  meeting  the  necessity  of  urging  upon  the  legislature 
the  immediate  abolition  of  the  apprenticeship.  Mr.  F.  Buxton 
had  pledged  himself  to  bring  in  a bill  at  the  next  session  of  par- 
liament for  the  immediate  abolition  of  negro  apprenticeship  in 
the  British  colonies;  and  of  his  success  in  that  measure  there 
could  be  no  doubt,  were  he  backed,  as  he  ought  to  be,  by  the 
public  voice.  The  Americans,  in  their  conduct  towards  thcslaves, 
were  traitors  to  the  cause  of  human  liberty,  foul  detractors  of  the 
democratic  principle,  and  blasphemers  of  that  great  and  sacred 
name  which  they  pretend  to  recognise.  In  reprobation  of  that 
disgraceful  conduct  his  voice  had  been  heard  across  the  wide  and 
deep  Atlantic.  Like  the  thunder-storm  in  its  strength  it  had  ca- 
reered against  the  breeze,  armed  with  the  lightning  of  Christian 
truth.  He  would  have  the  proud  Americans  know  that  alt  par- 
ties in  this  country  united  in  condemnation  of  their  present  con- 
duct; and  he  would  also  have  them  learn  that  the  w'orst  of  all 
aristocracies  was  that  which  prevailed  amongst  themselves — an 
aristocracy  which  had  been  aptly  denominated  that  of  the  skin. 
Many  a white  skin  covered  a black  heart;  and  an  aristocrat  of 
the  skin  was  the  proudest  of  the  proud.  Republicans  were  pro- 
verbially proud;  and  tlierefore  Ae  to  taunt  the  Ameri- 

cans with  the  superlative  meanness,  as  welt  as  in  justice,  of  their 
assumed  airs  of  superiority  over  their  black  fellow  citizens. — 
Whilst  this  continued,  he  would  never  cease  to  hurl  his  taunts 
across  the  Atlantic.  And  oh,  but  perhaps  it  was  hi.s  pride  that 
dictated  the  hoiie,  that  some  black  O’Connell  might  arise 
amona  the  slaves,  who  would  cry  “agitate,  agitate,  agitate,” 
till  the  two  millions  and  a half  of  his  fellow  sufferers  learned  the 
secret  of  the  strength — learned  that  they  were  two  millions  and  a 
half. 
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We  have  the  pleasure  to  present  a supplement  to  the 
present  number  of  the  Register — so  as  to  make  it  con- 
tain 24  pages. 

The  Nashville  Banner  states,  that  very  favorable  ac- 
counts of  the  cotton  crops  on  the  borders  of  the  Mis- 
sissippi, have  been  received,  and  that  in  the  upper  part 
of  Arkansas,  the  average  quantity  will  be  from  1,500 
to  2,000  pounds  to  the  acre. 

The' Cincinnati  papers  of  the  7lh  acknowledge  the  re- 
ceipt of  fresh  oysters  in  five  days  from  Baltimore,  car- 
ried over  land  to  Wheeling  by  the  hew  line  of  oyster 
wagons,  and  thence  sent  down  the  Ohio  by  steamboat. 
Such  are  the  expedition  and  diligence  employed  by  the 
proprietors  of  this  line,  that  they  deliver  oysters  from 
Baltimore  at  Cincinnati  in  less  time  than  the-marl  is 
carried  between  the  two  cities.  This,  it  w'ould  appear 
from  the  papers,  has  been  done  several  times  of  late. 
A correspondent  of  tire  Globe  notices  in  the  following 
letter  the  manner  in  which  this  new  trade  is  conducted: 
Extract  of  a letter  dated,  Brownsville,  (Pa.)  Nov.  9th,  1835. 

“Quite  a novel  trade  has  sprung  up  on  the  line  of  the  road. 
*Tis  the  establishment  of  a line  of  four  horse  wagons,  mounted 
on  steel  springs,  conveying  oi/s<ers  from  Baltimore  to  Wheel- 
ing, and  thence  by  steamboats  to  Cincinnati,  travelling  as  re- 
gular and  fast  as  the  mail. 

“Unril  informed  of  some  particulars  in  the  business,  I could 
not  imagine  how  such  an  extensive  speculation  was  to  succeed. 
Yet  it  not  only  does  so,  but  proves  so  profitable,  that  we  are 
likely  to  have  more  regular  oyster  lirie.s  than  stage  coach 
lines.  It  appears  the  oysters  are  received  from  Norfolk  by  the 
steamboats.  Daily  a load  is  opened  and  put  in  to  tin  canisters, 
holding  six  and  twelve  dozen.  These  canisters  are  packed  in 
barrels  with  ice,  and  in  this  state  forwarded  in  two  and  a half 
days  to  Wheeling,  where  the  ice  is  renewed,  and  then  sent  on 
to  Cincinnati.  They  transport  400  large  size  canisters  at  a 
load,  weighing  2,100  lbs.  a very  light  load  for  four  horses.  These 
sell  at  Wheeling  at  50  to  $I  75  per  canister,  as  also  at  any 
changing  place  of  horses  on  the  line  of  the  road,  and  at  Cincin- 
nati sell  for  ^3  per  canister — making  the  value  of  a load  at 
Wheeling  from  ^00  to  ^700,  and  at  Cincinnati  ^1,200.  Com- 
pare this  with  a load  of  stage  passengers,  the  maximum  of 
which  is  $90. 

^ “The  oyster  wagons  are  arranged  to  carfy  their  load  under, 

* and  seats  on  top  for  passengers,  taking  the  latter  only  as  re- 
turn freight,  at  $5  from  Wheeling  to  Frederick,  which  the 
agents  tell  me,  pays  all  their  expense.  They  change  horses 
every  ten  and  twelve  miles,  and  take  no  more  passengers  than 
can  lay  down  in  the  wagons — making  the  conveyance  as  com- 
fortable as  the  stages. 

“Of  all  wild  speculations,  this  strikes  me  as  most  so.  Yet 
it  appears  so  lucrative,  that  the  half  tine,  (three  limes  a week), 
has  been  increased  to  a daily  line,  and  this  not  likely  to  supply 
the  demand. 

“Somebody  profits  by  the  repairs  of  the  road  at  any  rate;  and 
western  people  can  now  eat  fresh  rock-fish  and  oysters  in  per- 
fection on  the  Ohio  river.” 

Cincinnati,  Nov.  7.  We  this  morning  received  a present 
of  a canister  of  ire.sh  oysters  from  Messrs.  Hazen  & Gates,  in 
five  days  from  Baltimore — beating  the  mail  again.  Our  latest 
date  by  mail  is  Saturday  last — seven  days.  We  wish  these 
gentlemen  could  have  the  contract  for  carrying  it.  Then  there 
would  be  no  delays.  The  United  Slates  mail  beaten — shame- 
fully beaten,  by  an  oyster  wagon!!!  Shame  where  is  thy 
blush!! 

We  may  well  ask — •^‘tvhaPs  broke  /oose,”  on  seeing  the 
following  article  from  an  ,Mrkansas  paper.  We  are  glad 
tliat  the  people  of  this  territory,  have  so  easily  gotten  rid 
of  the  notes  of  the  bank  of  JVIaryland,  which  had  been 
sent  to  them  abundantly  ! 

“People  of  Arkansas,  beware!  The  engine  of  corruption 
and  foul  abomination,  the  bank  of  the  United  Stales,  the  mam- 
moth destroyer  of  our  liberties,  THE  RED  HARLOT  FORE- 
TOLD IN  HOLY  WRIT,  is  among  you.” 

The  “gunpowder  Piercy’’’'  is  feared — though  dead,  by 
“humbug”  politicians.  There  are  many  Falslaffs  still. 

An  inexliaustible  mine  of  plumbago,  according  to  the 
Boston  Mercantile,  has  been  discovered  in  Hillsborough, 
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New  Hampshire.  This  is  the  material  which,  when 
boiled  ill  oil,  is  cut  into  our  fine  lead  pencils.  It  is  also 
used  for  polishing — for  crucibles,  and  to  prevent  friction 
in  machinery. 

The  lead  mines  in  Wythe  county,  Virginia,  yield  an- 
nually from  150  to  200  tons.  The  Abingdon  Statesman 
thinks  the  quantity  would  be  much  augmented,  and  also 
many  other  of  the  rich  mineral  resources  of  south  west- 
ern Virginia,  in  iron,  salt,  gypsum,  marble,  copper,  &c. 
developed  if  there  was  a rail  road  from  thence  to  an  east- 
ern market. 

Cumberland,  Maryland,  has  long  been  celebrated  for 
the  beauty  and  abundance  of  its  excellent  coal— now  about 
to  come  into  “the  market”  by  the  Chesapeake  and  Ohio 
canal.  It  is  very  rich — and  high  expectations  are  enter- 
tained of  it — that  will  be  more  than  realized.  But  the 
“Civilian”  of  the  10th  inst.  has  the  following  account  of 
a new  discovery  that  promises  also  to  be  of  mighty  im- 
portance to  this  mountain  region  of  our  state. 

We  have  just  been  informed  that  an  extensive  quantity  of 
gypsum,  or  plaster  of  Paris,  has  been  discovered  on  the  lands 
owned  by  Campbell  Hendrixon  and  others,  on  Willis’  creek, 
thirteen  miles  above  Cumberland.  Mr.  H..  had  some  of  this 
plaster  ground  a year  or  two  ago,  and  put  on  clover,  and  it  prov- 
ed quite  equal  to  the  best  imported  plaster  in  its  effect.  It  has 
also  been  tried  in  various  other  ways,  with  such  beneficial  ef- 
fect, as  to  render  it  certain  of  being  of  a superior  quality.  Se- 
veral tons  of  it,  we  are  further  informed,  will  be  ground  at  Mr. 
Cornelius  Devore’s  mill,  this  winter,  for  /urther  experiment. 
Mr.  H.  and  others  are  now  making  preparations  to  work  the 
plaster  on  an  extensive  scale.  Having  purchased  an  eligible 
site,  they  purpose  the  erection  of  a mill,  &c.  and  there  can  he 
no  doubt  hut  their  investment  will  prove  highly  valuable  and 
profitable. 

This  discovery  adds  another  to  the  many  arU^antages  this  sec- 
tion of  country  possesses  in  articles  of  trade,  which  will  be  ren- 
dered doubly  valuable  when  our  different  works  of  internal  im- 
provement are  completed,  and  avenues  to  the  different  markets 
are  opened,  of  which  our  Chesapeake  and  Ohio  canal  will  afford 
one  of  the  most  important  means  of  transportation. 

The  Cumberland  Advocate  gives  the  following  account 
of  some  late  determinations  of  the  board  of  the  Chesa- 
peake and  Ohio  canal — they  have  selected  what  is  called 
the  “lower  level.” 

The  canal  basin  is  to  be  formed  about  one  hundred  yards  be- 
low the  chain  bridge,  a little  to  the  left  of  the  mouth  of  Willis* 
creek,  at  the  western  end  of  Hoblitzell’s  and  Hoy’s  island.  It 
takes  a narrow  strip  off  the  lots  now  owned  and  occupied  by 
Messrs.  H.  Wineow,  M.  Fisher,  J.  Shriver,  S.  Charles,  A.  Rus- 
sel, M.  Rizer,  jr.  G.  G.  Wineow  and  D.  Shriver,  who  have  givep' 
the  right  of  way.  ‘ 

The  dam,  to  be  constructed  at  Beall’s  island,  about  one  mile 
below  the  town,  will  back  the  water,  it  is  said,  as  far  up  Willis* 
creek  as  the  old  market  house,  which  is  near  the  centre  of  the 
town,  forming  all  tiie  way  a canal  or  basin  sufficient  to  transact 
any  amount  of  business  required.  It  is  also  to  back  the  water 
in  the  Potomac  to  a point  near  2 miles  above  or  south  west  of 
the  town,  which  will  join  Willis’  creek  at  its  mouth  (as  the  river 
now  does)  and  join  the  basin  by  a guard  lock. 

The  whole  when  completed  will  form  a splendid  basin  of 
about  four  miles  long  and  between  a half  and  a quarter  mile 
wide.  It  will  present  more  the  appearance  of  a lake  than  a 
basin,  and  will  be  competent  to  hold  more  than  one  thoosand 
canal  boats  at  the  same  time — and,  as  one  of  our  townsmen  re- 
marked a short  time  since,  “it  will  afford  pleasure  boats  with 
sail — steamboats,  coal  boats  and  trade  boats;  and  will  be  a 
place  of  general  resort  for  fishes  and  water  fowl  of  every  de- 
scription.” 

It  may  be  said  of  Cumberland  that  she  is  rising.  Nothing 
can  now  prevent  it.  Her  situation  is  healthy  and  romantic. 
She  has,  or  soon  will  have,  one  of  the  most  splendid  canals  in 
the  United  Slates,  leading  from  her  centre  eastward  to  the  me- 
tropolis of  the  nation — thence  to  any  port  in  the  world.  And 
leading  from  her  centre  westward,  there  is  an  unrivalled  Mc- 
Ailainized  road,  which  is  destined  to  convey  to  her  depots  a 
large  portion  of  the  western  trade. 

The  New  York  Sun  says:  “The  land  on  which  the 
Astor  hotel  stands  is  valued  at  250,000  dollars,  and  near«> 
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ly  that  sum  has  already  been  expended  in  the  erection  of 
the  building.  It  will  be  hnished  next  year.” 

A late  article  in  Silliman’s  valuable  Journal,  says  that 
in  Potter  county,  Penn,  within  the  space  ol  five  miles, 
are  found  tlie  head  waters  of  the  Alleghany,  Susquelt^an- 
nah  and  Gennessee  rivers,  the  first  flowing  into  the  Gull 
of  Mexico — the  2d  into  the  Chesapeake  and  tiie  3d  into 
Lake  Ontario. 

The  report,  published  in  our  last,  that  several  persons 
were  killed  in  the  late  “row”  between  the  Americans 
and  British,  in  New  Hampshire — is  not  true;  as  the  fol- 
lowing account  from  the  JVew  Hampshire  Statesman  in- 
forms us: 

“We  have  further  information  from  the  Indian  Stream  coun- 
try, where,  as  it  appears,  the  affairs  of  tlie  settlers  are  not  in  a 
very  quiet  condition.  Since  our  last  advices  the  British  autho- 
rities have  invaded  Ihe  territory,  and  a citizen  had  been  carried 
off.  in  a successful  attempt  to  rescue  whom,  it  appears,  blood 
has  been  spilt,  although  no  lives  lost  as  yet.  We  can  only  ex- 
press what  we  have  before,  that  if  New  Hampshire  means  to 
maintain  her  jurisdiction  there,  there  is  necessity  for  speedy 
and  efficient  action. 

“It  may  be  well  to  mention  that  the  citizen  was  rescued,  and 
the  shots  tired  in  the  province  of  Canada,  and  not  in  New  Hamp- 
shire. 

‘‘After  giving  an  account  of  the  arrest  of  one  BliVnchard  and 
his  peaceable  rescue,  the  statement  proceeds  as  follows: 

“Soon  after  Mr.  Blanchard’s  departure,  those  who  had  been 
conducting  him,  from  the  best  information  which  can  be  gained, 
formed  a group  in  the  highway,  near  esqr.  Rae’s,  with  Mr.  Rae 
and  some  others  added  to  them.  A man  by  the  name  of  Aldrich, 
in  company  with  one  other  person,  both  on  horseback,  rode 
near  this  assemblage,  when  Mr.  Rae  ordered  Aldrich  to  stand 
liis  ground,  which  was  accomplished  by  taking  his  horse  by  the 
reins.  Mr.  Aldrich  insisted  upon  his  right  to  use  the  highway 
80  long  as  he  was  peaceable,  and  was  strenuously  opposed  to 
being  stopped;  whereupon  Mr.  Rea,  thinking  it  not  incompati- 
ble with  his  dignity,  threw  a stone  with  extreme  violence,  and 
hit  Mr.  Aldrich  on  his  head,  which  caused  the  blood  inflow 
freely.  At  seeing  such  a harsh  measure  resorted  to,  one  in  the 
gang,  supposed  to  be  Taylor,  from  Indian  Stream,  discharged  a 
musket  at  Aldrich,  but  without  effect.  By  this  time  the  tumult 
had  culled  forth  quite  a number.  Aldrich  having  within  his 
reach  a cutlass,  thought  things  had  been  carried  far  enough  to 
justify  him  in  a free  use  of  it.  Accordingly  he  struck  Mr.  Rae 
over  the  head  with  it,  which  produced  a wound  not  materially 
differing  from  the  one  he  bad  just  received  from  the  hand  of  Mr. 
Rae,  except  that  it  was  done  rather  smoother.  During  the  fray 
it  is  understood  several  muskets  were  discharged  but  happily 
without  any  other  effect  than  wounding  one  person  in  the  thigh, 
not  considered  dangerous.  The  name  of  this  person  is  Young, 
who  resides  in  Hereford.  To  finish  recording  this  much  to  be 
regretted  scene,  I must  say  that  Mr.  Aldrich,  with  the  assist- 
ance of  a few  others,  succeeded  in  carrying  Mr.  Rae  to  Canaan, 
a distance  of  about  two  miles,  where  his  wound  was  dressed, 
and  he  respectfully  treated,  notwithstanding  it  is  believed  that 
the  present  difficulties  in  relation  to  Indian  Stream  territory  are 
produced  through  his  management  and  misrepresentation.  Mr. 
Aldrich  resides  at  Indian  Stream,  and  is  one  whom  the  provin- 
cial government  has  undertaken  to  protect  against  the  civil  au- 
thorities of  New  Hampshire. 

^‘Sieivardstown,  October  27, 1835.” 

Extracts  from  the  inaugural  address  of  the  new  gover- 
nor of  the  state  of  Michigan!  Is  Mr.  Secretary  Horner 
thus  to  be  disposed  of? 

“The  change  of  government  which  is  now  in  the  process  of 
completion,  has  placed  us  in  a new  and  delicate  relation  to  the 
legislative  and  executive  authorities  of  the  union.  It  is  believ- 
ed, however,  that  the  difficulties  presented  by  the  new  attitude 
assumed  by  the  people  of  Michigan,  will  readily  disappear  be- 
fore the  light  of  examination  and  precedent,  and  that  a course 
of  forbearance  and  respect  to  the  rights  and  pow-ers  of  others, 
entirety  consistent  with  our  own,  will  smooth  our  advancement 
to  the  high  destiny  before  us. 

“By  the  provi.sions  of  the  constitution,  which  has  just  receiv- 
ed the  decisive  sanction  of  the  people,  all  laws  now  in  existence 
in  the  territory  of  Michigan,  not  repugnant  to  this  constitution, 
remain  in  force  until  they  expire  of  their  own  limitation,  or  may 
be  repealed  by  an  act  of  state  legislation.  All  writs,  recogni- 
zances and  other  legal  instruments,  prosecutions  and  proceed- 
ings at  law,  are  declared  to  be  valid  and  binding.  All  officers, 
civil  and  military,  holding  territorial  offices  and  appointments 
under  the  authority  of  the  United  States,  continue  to  hold  and 
exercise  them  until  superseded  under  this  constitution.  lam 
not  aware  that  the  constitution  of  itself  immediately  supersedes 
any  officer  of  the  federal  appointment,  except  the  governor  and 
the  secretary  of  the  territory.  No  inconvenience  or  detriment  to 
the  welfare  of  the  state,  or  to  the  interests  of  the  union,  can 
proceed  from  so  partial  a change.  The  administration  and  ex- 
ecution of  the  subsisting  laws  will  proceed  without  interrup- 
tion. The  judicial  and  otljer  functionaries,  deriving  their  com- 
miaeiona  from  the  United  States,  will  continue  to  enjoy  their 


respective  stations,  and  to  perform  their  duties,  until  the  legi.s- 
laiure,  giving  due  time  for  the  legislation  of  congress  on  the 
subject  of  our  admission  into  the  union,  may  deem  it  expedient 
to  oiganize  a state  judiciary,  and  to  authorise  the  election  or 
appointment  of  other  officers,  under  the  t oiisiitution.  No  in- 
te.i mission  of  harmonious  action  and  co-opcraiion  between  the 
local  and  federal  auihoiities  can  be  rationally  aniicipated.” 

The  London  Quarterly  Review,  in  comparing  Lafay- 
ette with  Washington  says — “He  had  the  moderation 
of  Washington  without  his  wisdom;  his  simplicity  but  not 
liis  strength;'  his  amiability  disjoined  from  his  activity 
and  foresight.  He  was,  tlierefore,  always  respected — 
and  always  forgotten.” 

The  Review  prefers  an  hereditary  peerage  to  an  elec- 
tive one,  because  the  hereditary  peer  does  not  possess  the 
talent  that  raised  his  ancestor,  and  because  a peerage 
of  all  uncommon  talent  would  be  danp-erous  to  any  mo~ 
,iarchy.''  “ 

The  following,  in  point,  though  not  in  brevity,  is  fully 
equal  to  Mr.  Polk's  declination  of  an  invitation  to  a din- 
ner that  was  given  to  judge  White,  in  Tennessee — see 
page  181. 

Washington,  Sept.  1\th,  1835. 

Gentlemen:  It  will  be  out  of  my  pow  er  to  avail  my- 
self of  the  invitation  you  have  done  me  the  honor  to  give 
me,  to  the  festival  jrroposed  to  be  given  by  the  democra- 
tic republican  citizens  of  New  York,  to  testify  their  high 
respect,  c3c.  for  the  character  of  colonel  R.  M.  John- 
son, &c.  on  the  5th  of  October  next. 

“1  am,  gentlemen,  your  obedient  servant, 

“Jouif  Forstth.” 

At  a meeting  of  the  anti-masons  of  Chester  county,  and 
others,  opposed  to  Martin  Van  Buren  for  the  presiden- 
cy, held  in  the  borough  of  West  Chester,  on  Tuesday 
the  10th  of  November,  inst.  at  the  house  of  J.  Dickinson, 
Morgan  J.  Thomas  was  appointed  chairman,  John  Bald- 
win, esq.  and  Mark  A.  Hodgson,  vice  presidents,  James 
M.  Hughes  and  Henry  S.  Evans,  secretaries — 

The  following,  among  other  resolutions,  was  adopted: 

Resolved,  That  our  delegates  be  instructed  to  represent  to  the 
ami-masonic  convention,  as  the  sense  ol  this  meeiing,  that  Da- 
niel Webster  is  our  first  choice  as  a candidate  for  the  presiden- 
cy,-and,  if  a majority  of  the  conveiilion  should  be  opposed  to 
his  nomination,  that  this  meeting  would  be  gratified  by  the  no- 
mination of  William  H.  Harrison,  and  that  we  will  give  hiia 
our  cordial  and  united  support. 

The  beautiful  state  of  things  in  Pent,  is  thus  describ- 
ed in  a letter  dated  Payta,  July  18: 

“A  reaction  h.as  taken  place,  and  general  Gamarra,  (an  ex- 
president)  aided  by  general  Santa  Cruz,  the  supreme  chief  of 
Bolivia,  are  now  in  the  neighborhood  of  Lima  with  a force  of 
moie  than  5,000  men;  and  Salavery’s  troops  are  joining  them 
every  opportunity.  I trust  the  rebel  chief’s  career  will  be 
short,  and  that  the  port  of  Payta  will  be  opened  again. 

The  Cincinnati  Gazette  publishes  a letter  from  D.  W. 
Hullum,  an  aged  clergymen,  the  father  of  one  of  the  five 
gamblers  hung  by  the  citizens  of  Vicksburg,  addressed 
to  the  governor  of  Mississippi.  The  letter  is  an  appeal 
to  the  governor  for  justice.  Having  waited  in  vain  to 
learn  that  the  ordinary  steps  had  been  taken  to  bring  the 
culprits  to  trial,  Mr.  Hullum  brings  the  subject  before 
governor  Runnels,  and  through  him  and  the  public  jour- 
nals “asks  that  as  a favor  which  the  laws  of  my  country 
entitle  me  to  demand  as  a matter  of  risht.”  He  gives  a 
brief  statement  of  the  aflair  at  Vicksburg.  He  affirms 
that  there  is  no  part  of  the  United  States  where  “the 
despicable  vice  of  gambling”  is  so  generally  practised 
among  the  officers  of  the  law,  from  the  supreme  judge 
down  to  the  constable.  His  letter  concludes  as  follows: 

“'I’liese  are  startling  truths,  and  I allude  to  tliem  not  to  pal- 
liate the  offence,  but  to  show  that  the  recent  crusade  at  Vicks- 
burg was  not  so  much  the  result  of  a deep  and  abiding  sense  of 
justice  and  virtue,  as  it  was  of  wicked  hearts,  bad  passions, 
personal  revenge  and  a reckless  spirit  of  insubordination  to  the 
laws.  As  an  evidence,  one  of  the  principal  actors  was  in  the 
constant  habit  of  visiting  gaming  houses,  and  who  had  pre- 
viously, by  his  seductive  arts,  contributed  perhaps  more  than 
any  other  man,  to  lead  the  unfortunate  victim  of  his  personal 
vengeance  into  these  sinks  of  iniquity. 

“Enclosed  are  the  names  of  16  persons*"  who  were  engaged  in 
this  horrid  tragedy,  and  the  names  of  nine  witnesses  of  the  fact, 
which  I humbly  trust  you  will  forward  without  delay  to  the  at- 

*Nanies  omitted  in  copy. 
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lortiey  geiiernl,  or  other  officer  at  Vicksburg,  charged  with  the 
prosecution  ol  the  defendants.  Kespectfully, 

“DaKE  W.  HULLUM.” 

A New  Orleans  paper  of  the  3lst  ult.  thus  notices  the 
chaiij^e  in  tlie  appearance  of  that  city,  produced  by  the 
return  of  the  cool  and  healthy  season: 

Our  ciiy  bids  fair  to  be  full— and  running  over.  Already  is 
our  levee  lined  with  its  forests  of  masts,  and  sooty  cylinders — 
the  pioduels  of  a loreign  and  domestic  world  crowding  our 
warehouses  and  shops— the  dust  has  become  thickened  to  a 
palpable  consistency,  and  the  deserted  streets  of  summer  preg- 
nant with  life,  and  ail  that  so  recently  carried  the  pall  and  lan- 
guid aspect  of  the  summer  months,  now  puts  on  Ahe  livery  of 
busy  active  commerce. 

The  Charlottesville  “Jeffersonian  Republican”  of  Wednes- 
day last,  says:  “Mr.  Van  Buren,  the  vice  president  of  the  U. 
States,  has  been  on  a visit  to  Mr.  Wm.  C.  Rives  since  Friday 
last;  yesterday  he  arrived  at  the  Eagle  hotel  in  this  town,  where 
many  of  our  citizens  called  upon  him,  and  had  the  pleasure  of 
an  introduction;  they  find  him  to  be  a gentleman  of  plain  and 
dignified  manners,  and  one  whom  they  will  take  pleasure  in 
elevating  to  the  highest  office  within  their  gilt.  While  here  he 
visited  the  university  of  Virginia,  with  which  he  expressed  him- 
self highly  gratified.  We  understand  that  he  will  visit  Monti- 
cello,  where  the  immortal  Jefferson  reposes,  to-day — and  that 
he  will  visit  Mr.  Madison  on  Friday,  and  then  proceed  to  the 
seat  of  government,” 

We  are  informed  by  a letter  received  in  this  city,  that  the 
Cherokee  council  lately  assembled  at  Red  Clay,  have  terminat- 
ed their  session,  without  having  come  to  any  measures  definite 
to  their  affairs  in  relation  to  a treaty.  The  Ross  and  Ridge  par- 
ties, as  they  were  termed,  have  amalgamated  their  interests  for 
the  general  good  of  the  whole  people,  and  delegates  have  been 
appointed,  selected  from  both  parties,  consisting  of  20,  with 
full  power  to  make  a treaty  with  the  commissioners  at  present 
appointed  by  the  general  government;  and  should  such  fail,  the 
delegation  will  proceed  to  Washington  city,  and  endeavor  to 
effect  the  same  with  the  president  and  senate,  upon  such  terms 
as  may  be  satisfactory  to  all,  so  as  to  put  an  end  to  the  contro- 
versy now  existing.  [SatiannaA  Republican. 

We  learn  that  a new  die  for  the  coins  of  the  United 
States,  is  now  in  a state  of  preparation,  and  will  be  ready 
for  use  in  the  ensuing  year.  The  design  was  prepared 
by  Sully,  and  is  said  to  be  exceedingly  beautiful.  It  is  a 
full  length  image  of  the  Goddess  of  liberty,  in  a sitting 
posture,  with  one  hand  resting  on  a shield  containing  the 
coat  of  arms  of  the  United  States.  On  the  reverse,  will 
be  the  American  eagle,  as  at  present,  without  however 
the  shield  and  coat  of  arms  with  wliich  his  breast  is  dis- 
figured, and  which  somewhat  resembles  a gridiron,  exhi- 
biting the  bad  taste  of  broiling  a bird  with  his  feathers  on. 
The  first  coin  struck  with  the  new  device,  will  be  the 
dollar,  of  which  there  have  none  been  coined  for  thirty 
years.  [Philadelphia  Gazette. 

It  is  whispered  among  the  quid  nuncs,  that  governor 
Cass  is  to  be  sent  to  England,  and  that  general  Ripley 
will  be  appointed  to  fill  his  place  in  the  cabinet. 

[ Washingto7i  JVIirror. 

Another  report  states  that  gov.  Wolf  is  to  succeed  gov. 
Cass. 

A great  public  dinner  was  given  at  Jackson,  in  N. 
Carolina,  a few  days  ago,  to  W.  P.  JVLangum^  senator 
of  the  United  States  from  that  state,  and  B.  W.  Leigh^ 
senator  from  Virginia.  For  numbers,  respectability  and 
enthusiasm,  it  is  said  to  have  been  without  a parallel  in 
that  part  of  the  country. 

Dr.  R.  H.  Rose,  of  Silver  Lake,  Susquehannah  county, 
has  this  year  sent  to  market,  by  the  Ithaca  rail  road, 
seven  tons  of  wool  in  one  lot,  which  he  has  sold  to  Benj. 
Knower,  Albany,  for  $10,000. 

The  government  is  arming  all  the  principal  fortresses 
in  the  United  States,  with  great  activity— in  anticipation 
perhaps,  of  a controversy  with  France. 

Gen.  James  Hamilton  has  been  appointed  president  of 
the  new  bank  of  Charleston,  S.  C. 

The  following  paragraph  from  the  London  Standard, 
the  leading  tory  daily  newspaper,  is  an  evidence  of  the 
great  effects  produced  by  the  perseverance  of  the  reform- 
ers in  England: 


“It  is  useless  to  attempt  to  conceal  the  existence  of  abuses  in 
our  institutions;  or  to  shut  our  eyes  to  the  fact  that  a very  great 
number  of  the  best  disposed  of  our  fellow  subjects  view  those 
abuses  through  an  exaggerated  medium,  and  a medium  con- 
founding with  them  things  which  are  purely  indifferent;  and  in 
some  instances,  institutions  that  are  positively  beneficial.  Un- 
der such  circumstances,  it  is  not  only  the  policy,  but  the  duty, 
of  a wise  statesman  to  distinguish  between  what  is  really  use- 
ful on  one  side,  and  what  is  abusive  or  indifferent  on  the  other, 
by  freely  surrendering  to  justice,  and  even  to  the  prejudices  of 
public  opinion,  all  that  can  be  surrendered  without  wrong.” 

Gratitude.  From  the  Alexandria  Gazette.  Upon  a re, cent 
visit  to  the  tomb  of  Washington,  I was  much  gratified  by  the 
alterations  and  improvements  around  it.  Eleven  colored  men 
were  industriously  employed  in  levelling  the  earth  and  turfing 
aiound  the  sepulchre.  There  was  an  earnest  expression  of 
feeling  about  them,  that  induced  me  to  inquire  if  they  belonged 
to  the  respected  lady  of  the  mansion.  They  stated,  they  were 
a few  of  the  many  slaves  freed  by  general  George  Washington, 
and  they  had  offered  their  services  upon  this  last  and  melan- 
choly occasion,  as  the  only  return  in  their  power  to  make  to 
the  remains  of  the  man  who  had  been  more  than  a father  to 
them;  and  they  should  continue  their  labors  as  long  as  any  thing 
should  be  pointed  out  for  them  to  do.  Will  not  this  act  wipe 
away  the  stain  of  ingratitude  so  long  affixed  to  the  character  of 
the  colored  man?  I was  so  interested  in  this  conduct  that  I in- 
quired their  several  names,  and  the  following  were  given  me: 
Joseph  Smith,  Sambo  Anderson,  William  Anderson  his  son, 
Berkley  Clark,  George  Lear,  Dick  Jasper,  Morris  Jasper,  Levi 
Richardson,  Joe  Richardson,  William  Moss,  William  Hays,  and 
Nancy  Squander,  cooking  for  the  men.  I trust  their  names 
will  not  be  forgotten,  and  that  the  circumstance  here  mention- 
ed may  be  a recommendation  to  them  during  life.  M. 

Fairfax  county^  Va.  Nov,  14,  1835. 

Judge  White.  Nothing  can  exceed  the  fierceness  and  ran- 
cor with  which  judge  White  is  assailed  in  the  Globe.  All  the 
weapons  of  warfare  are  turned  against  his  devoted  head.  Every 
species  of  missile  is  hurled  without  scruple  at  his  political  cha- 
racter-irony, ridicule,  denunciation,  taunt,  invective— all  are 
brought  to  bear  with  determined  malice  against  this  new  object 
of  attack  and  annoyance.  See  how  cold-blooded  is  the  follow- 
ing: 

“For  years  he  (judge  White)  sat  in  the  senate  like  a ‘grand- 
sire  cut  in  alabaster,’  as  motionless  as  stone.  His  posture  per- 
pendicular—his  hands  clasped,  his  eyes  fixed — each  particular 
hair  combed  as  straight  as  a plummet  line  to  his  shoulders,” 
&c.  &c. 

After  this  description  the  scene  is  made  to  change,  and  the 
old  judge  is  represented  as  a “supple  jack  cutting  capers” — “a 
man  of  pasteboard  flung  into  postures  by  Clay,  Calhoun,”  &c. 
&c. 

This  is  all  palatable  in  a certain  quarter,  we  presunae,  but  its 
effect,  especially  in  Tennessee,  is — awful.  {Alexandria  Gaz. 

Governor  Schlet,  the  new  governor  of  Georgia,  en- 
tered upon  the  duties  of  his  office  on  the  4th  inst.  In  a 
short  inaugural  address  to  the  two  houses  of  the  legisla- 
ture, he  alludes  in  these  terms  to  the  subsiding  of  the  ex- 
citement on  the  nullification  question: 

“But  the  recent  disputes  concerning  the  right  and  mode  of 
state  interposition,  have  lost  much  of  their  interest.  The  tariff 
which  produced  them  is  in  the  progress  of  reduction,  and  there 
is  little  reason  to  apprehend  that  its  odious  policy  will  be  re- 
newed. Whatever,  therefore,  may  have  been  the  true  point  of 
difference  between  the  two  parties  in  this  state  upon  that  sub- 
ject, no  good  can  be  effected  by  continuing  the  contest.  We 
ought  rather  to  unite  our  energies  in  common  efforts  for  the 
common  good.” 

He  speaks  on  the  slavery  question,  in  the  following 
passage,  in  a similar  spirit  with  his  predecessor: 

“Our  present  danger,  one  which  calls  for  the  co-operation  of 
every  southern  patriot,  is  from  another  quarter;  not  from  the 
general  government,  but  from  a sect  of  crazed  enthusiasts  vvho 
are  endeavoring  to  enlist  insurrection  and  rapine,  conflagration 
and  massacre,  under  the  banners  of  philanthropy.  The  aboli- 
tionists are  themselves  few  and  contemptible.  But,  If  their 
machinations  are  connived  at,  or  even  so  tolerated  that  they 
can  with  impunity  assail  us  through  the  various  channels  of  in- 
tercourse resulting  from  a common  government,  it  is  probable 
that  we  shall  long  remain  under  the  same  social  system  with 
those  states  to  which  they  belong. 

“The  evil  which  menaces  our  institutions  has  sprung  up 
among  our  northern  brethren;  it  is  daily  under  their  eyes,  and 
it  is  for  them  to  devise  and  apply  the  remedy.  If  their  profess- 
ed regard  for  the  union  is  sincere,  they  will  do  so,  and  allay  the 
tide  of  discontent  now  rolling  and  swelling  from  the  Potomac 
to  the  gulf.  Hitherto  there  is  no  ground  for  distrust,  and  we 
should  not  permit  ourselves  to  doubt  the  sincerity  of  their  de- 
clarations, unless  constrained  by  the  evidence  of  facts.  But  in 
the  meantime,  as  the  future  is  uncertain,  we  ought  to  be  pre- 
pared for  the  worst  contingency.  Let  us  calmly  explore  the 
sources  of  danger  and  the  means  of  security,  applying  ourselves 
with  cool  determination,  to  such  precautionary  measures  as  a 
sound  policy  may  indicate.” 
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George  Thompson.  This  miserabie  creature  has  left  the 
United  States  no  more  to  return.  He  sailed  from  Boston  a few 
days  ago  for  the  British  province  of  New  Brunswick.  He  has 
gone  with  all  his  sins  upon  his  head.  Not  a word  of  apology  or 
explanation  has  been  otfered  by  him  or  by  the  abolitionists  who 
have  foisted  him  upon  the  public,  in  reply  to  the  afhdavits 
which  have  been  published  proving  that  in  1830  he  was  con- 
victed of  being  a thief,  having  stolen  from  his  employers  no  less 
a sum  than  £ 160  sterling,  or  about  $750— and  that  after  having 
been  forgiven  for  a previous  offence  of  the  same  character.  No 
apology  has  been  given  for  his  having  assumed  the  clerical 
office  under  which  he  preached  repeatedly,  though  never  hav- 
ing been  authorised  to  do  so  by  the  forms  or  authority  of  any 
denomination.  [N.  Y.  Jour,  of  Com, 

From  Texas.  The  New  Orleans  Bee  of  the  5th  fur- 
nishes the  following  information  from  our  neighboring 
“republic:” 

By  the  schooner  Halcyon  which  arrived  yesterday  from  Me- 
tamoras,  we  have  obtained  Mexican  papers  of  a late  date. 
They  confirm  the  fact  of  the  Texians  having  captured  the  gar- 
rison at  Golish,  but  attribute  it  to  a forced  march  on  their  part 
at  midnight  during  the  absence  of  general  Cos,  and  the  sleeping 
of  the  Mexicans,  while  they  assert  that  Cos  had  rallied  his  for- 
ces determined  to  be  amply  revenged. 

It  appears  almost  beyond  a doubt  from  the  tone  of  the  re- 
marks in  the  government  journals,  that  Alvarez  had  taken  Aca- 
pulco; and  had  entrenched  his  forces  there  ready  for  action. 
This  will  produce  a diversion  in  the  south  in  favor  of,  and  its 
consonance  with  the  movements  of  the  Texians. 

But  Santa  Anna  will  have  enough  to  do  in  his  schemes  of  ag- 
grandizement; and  in  establishing  the  central  system.  Disturb- 
ances on  an  extensive  scale  have  occurred  at  Puebla;  and  even 
in  the  city  of  Mexico  many  persons  of  influence  and  talent  have 
combined  to  esiabiish  the  government  of  1833,  or  to  adhere  at 
least  to  the  federal  system.  The  legislature  of  the  state  of  Ta- 
maulipas  have  refused  to  hold  a session  to  confirm  the  late  de- 
cree of  the  supreme  congress,  and  have  sent  deputies  to  Mexi- 
co to  that  effect.  Other  stales,  with  Guanajuato  and  Jalisco, 
are  likely  to  follow  this  example,  and  to  favor  the  movements 
of  the  Texians  in  supporting  the  Mexican  federal  system.  If 
the  latter  shall  succeed  and  adhere  to  that  system,  the  spirit  of 
resistance  may  pervade  the  legislatures  and  citizens  of  most 
Mexican  states. 

The  opposition  of  the  Texians  has  been  the  subject  of  much 
furious  and  frothy  denunciation  among  the  myrmidons  and  sa- 
tellites of  Santa  Anna.  We  present  the  following  as  a speci- 
men: 

Gregorio  Gomez,  colonel  of  the  battalion  Tres  Villas,  and 
commandant  of  this  town,  to  his  brothers  in  arms  and  to  the 
inhabitants. 

Friends:  It  is  now  proved  that  the  fears  of  all  good  Mexicans 
have  been  loo  well  founded.  The  hypocritical  and  false  pro- 
mises of  the  Texian  colonists  have  not  deceived  the  enlightened 
part  of  the  nation:  These  ungrateful  traitors,  these  unnatural 
guests,  in  return  for  the  liberality  and  the  favors  shown  them 
by  our  country,  are  attempting  now  to  plunge  a murderous 
poiiinard  in  her  bosom.  The  crisis  in  which  the  republic  is 
now  involved  has  favored  their  plans.  They  have  openly  de- 
clared their  rebellion;  and  attempt  no  less  than  dismembering 
that  rich  part  of  our  territory,  where  they  have  been  received 
with  such  liberal  hospitality.  By  the  last  official  accounts  we 
have  learned  that  they  have  already  begun  to  act.  The  weak 
garrison  stationed  at  Bahia  del  Espiritu  Santo  has  been  captur- 
ed by  the  rebels,  who  have  taken  military  possession  of  the 
place.  What  will  be  the  consequence  of  such  wanton  proceed- 
Inas,  if  not  the  complete  annihilation  of  those  usurpers.^  Is 
Iheie  a Mexican  who  would  not  be  fired  with  indignation  at  be- 
holding the  national  honor  and  integrity  of  territory  violated  by 
a L'ang  of  lawless  foreigners.’  Foreigners  they  are  certainly  by 
birth  and  principles;  and  by  their  treacherous  conduct  they  have 
forfeited  all  the  privileges  and  immunities  granted  to  them  by 
our  too  generous  country. 

It  is  now  an  internal  question,  when  the  members  of  the 
B.ime  family  may  be  involved  in  domestic  quarrels;  but  it  is  a 
question  where  adventurous  foreigners  are  preying  upon  us,  to 
rob  us  of  one  of  our  most  precious  gems,  whilst  we  are  delibe- 
rating on  the  ways  and  means  to  regulate  properly  the  whole  of 
our  public  concerns.  Thousand  curses  on  the  Mexican  who 
should  be  da.>«tardly  enough  to  join  the  murderous  and  anti-na- 
tional plot!  his  name  should  be  branded  with  infamy;  and  his 
crime  never  forgotten  by  his  brethren.  Let  us  then  appeal  to 
arms,  let  us  rally  round  the  government,  and,  with  the  native 
bravery  of  Mexicans,  let  us  rush  on  these  gangs  of  perfidious  fo- 
reigners. Let  us  dispel  them  as  the  wind  doth  a flying  cloud; 
and  let  us  avenge  her  honor,  sullied  in  so  atrocious  a manner. 
Such  are  the  sentiments  of  your  brother  in  arms,  and  of  your 
comrade  who  is  ever  ready  to  sacrifice  his  life  in  defence  of 
such  a noble  cause.  Gregorio  Gomez. 

Santa  Jlnna  de  Tamaulipas,  Oct  17, 1835. 

Many  parties  of  volunteers  were  leaving  Louisiana, 
Alabama,  Mississippi  and  others  of  the  south  western 
states,  for  the  relief  of  Texas.  The  New  Orleans  Bul- 
letin says — “We  are  informed  by  a passenger  in  the 
Pearl,  that  several  skirmishes  had  taken  place,  which 


had  resulted  uniformly  in  favor  of  the  Texians.  A re- 
port that  was  prevalent  some  weeks  since,  that  the  CJa- 
manche  Indians  would  join  the  Mexican  forces,  is  totally 
unfounded,  for  an  engagement  had  taken  place  between 
the  Indians  and  Mexican  soldiers,  and,  like  many  great 
battles  we  read  of  in  modern  history,  victory  was  claim- 
ed by  both  sides.  Be  this  as  it  may,  our  informant  says 
that  he  saw  on  the  field  of  battle  several  dead  horses  and 
Indians.  Our  informant  furthermore  states,  that  the 
Texians  had  resolved  to  have  Santa  Anna  or  his  head, 
and  to  that  effect  were  about  putting  the  Mexican  ports 
in  a state  of  blockade,  and  the  moment  that  the  dictator 
entered  the  province  of  Texas,  to  establish  such  a force 
on  their  frontier  as  to  make  escape  hopeless.” 

A party  of  about  100  men  were  to  sail  from  New  York 
to  join  the  people  of  Texas. 

From  the  Albany  Argus — 1824.  “It  is  idle  in  this  slate,  how- 
ever it  may  be  in  others,  to  strive  even  for  a moderate  support 
of  Mister  Jackson.  He  is  wholly  out  of  the  question,  as  far  as 
the  votes  of  New  York  are  in  it.  Independently  of  the  disclo- 
sures of  his  political  opinions,  he  could  not  be  the  republican 
candidate.  He  is  respected  as  a gallant  soldier,  but  he  stands 
in  the  minds  of  (lie  people  of  this  stale  at  an  immeasurable  dis- 
tance from  the  executive  citair.” 

From  the  same — published  by  the  same  person,  1835.  “It  is  not 
probable  that  a single  state  in  the  union  will  give  a vote  for  ge- 
neral Harrison.” 

A GALE  AT  Buffalo.  From  the  Advertiser  of  Nov.  12.  The 
water  rose  to  a height  unknown  to  our  oldest  inhabitants,  co- 
vering the  entire  flats  several  feel  in  depth.  On  the  east  of  Main 
street,  extending  nearly  to  Seneca  street,  it  presented  the  ap- 
pearance of  an  inmiense  lake,  furiously  raging,  threatening  de- 
struction to  the  inhabitants  of  that  section.  Boats  were  con- 
tinually in  motion,  bringing  the  people  from  their  houses,  which 
in  many  instances  were  overthrown,  or  floating  before  the  wind, 
some  entirely  demolished,  and  others  were  carried  a considera- 
ble distance  from  their  former  location.  The  amount  of  indi- 
vidual suffering  is  beyond  calculation,  and  we  fear  a number  of 
lives  have  been  lost,  although  our  information  upon  that  point 
is  so  contradictory  that  we  are  unable  to  give  particulars.  The 
damage  sustained  by  the  owners  of  lumber  and  wood  is  im- 
mense. The  merchandise  upon  the  wharves  was  greatly  da- 
maged, and  a large  amount  destroyed.  The  shipping  in  the 
harbor,  also,  suffered  much.  The  scene  throughout  was  grand 
and  melancholy.  The  fury  of  the  wind — the  raging  of  the  wa- 
ters— the  dashing  of  the  spray — the  confusion  which  prevailed 
throughout  the  day,  combined,  rendered  the  scene  truly  grand 
and  awful. 

We  learn  from  the  Columbia  Intelligencer,  that  the 
Santa  Fe  traders  have  principally  arrived  at  that  place — 
that  they  have  met  with  their  usual  success — and  have 
brought  with  them  about  $200,000  in  specie,  besides  300 
mules,  furs,  &c.  [S'L  Louis  Herald. 

The  “degeneracy  of  the  times”  is  thus  shewn: 

The  Cincinnati  Whig  of  Tuesday  last,  contains  a list 
of  the  criminals  who  have  been  convicted  during  the 
present  term  of  the  court  of  common  pleas  for  tliat  coun- 
ty. We  learn  from  it  that  twenty  persons  have  been 
sentenced  to  the  penitentiary,  and  one  to  be  hung.  Two 
were  sentenced  to  the  penitentiary  for  counterfeiting — 
one  to  remain  ten  years,  the  other  seven  years;  six  for 
grand  larceny,  two  to  remain  seven  years,  and  the  other 
four,  five  years;  four  for  horse  stealing — one  to  remain 
seven  years,  the  other  tliree,  three  years;  two  for  rob- 
bery with  intent  to  kill — both  to  remain  fifteen  years, 
one  of  them  deaf  and  dumb;  one  for  arson — to  remain 
fifteen  years;  five,  (all  negroes),  burglary  and  larceny- 
one  to  remain  seven  years,  the  other  four,  five  years. 
Cowan  was  sentenced  to  be  hung  on  the  27th  inst.  for 
the  murder  of  his  wife  and  two  children. 

A man  is  also  to  be  hung  at  Troy,  Miami  county, 
Ohio,  during  the  present  month,  having  been  convicted 
of  murder  in  the  first  degree. 

This  may,  indeed,  be  considered  an  awful  catalogue- 
strong  proof  of  the  degeneracy  of  the  times. 

The  two  men.  Black  and  Brown,  arrested  in  Louis- 
ville for  passing  spurious  post  notes  on  the  Merchants* 
and  Mechanics’  bank  of  Wheeling,  have  been  sentenced 
to  the  penitentiary  of  Kentucky,  the  former  for  six,  and 
the  latter  for  ten  years.  No  part  of  the  blank  notes 
has  yet  been  recovered.  It  is  now  pretty  well  ascer- 
tained that  there  are  persons  in  jtlie  west  engaged  in  cir- 
culating this  money.  The  public  should  be  on  the  look 
out.  {Wheeling  Times. 
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The  number  of  students  at  present  at  the  University 
of  Virginia,  amounts  to  237 — a much  larger  number  than 
at  any  previous  time.  Dormitories  were  erected  for  the 
accommodation  of  only  220.  The  Charlottsville  Advo- 
cate thinks  that  it  would  he  wise  in  the  legislature  to 
extend  the  buildings  and  establish  more  professorships, 
military  and  agricultural.  [Richmond  Compiler. 

SatTAiLT.'  Under  the  head  of  “the  Die  is  Cast,”  we 
notice  the  following  paragraph  in  the  Pennsylvanian, 
which  looks  as  if  the  “family  quarrel”  was  far  from 
being  settled. 

After  professing  for  several  weeks  a desire  to  harmonize  the 
democratic  party — to  bury  the  past  in  oblivion,  and  to  move  as 
one  man  hereafter  to  rescue  the  state  from  the  anti-masons 
and  Whigs,  and  to  secure  the  electoral  vote  of  Pennsylvania  for 
the  candidates  of  the  national  convention— the  leading  Wolf 
paper  of  this  city  has  published  a call  of  the  democrats  of  the 
third  district,  friends  of  governor  Wolf  and  the  7lh  of  March 
assemblage,  to  take  measures  to  secure  the  success  of  the  unau- 
thorised electoral  ticket,  framed  without  authority  at  Harris- 
burgh  on  the  7th  of  March  last. 

This  is  at  least  an  unequivocal  act — the  die  is  cast.  The 
advocates  of  this  dangerous  and  suicidal  course  have  thrown 
off  the  mask,  and  boldly  plunged  into  the  Rubicon.  Be  it  so. 
It  is  useless  to  regret  what  it  seems  impossible  to  remedy. 

The  decisive  blow  is  thus  deliberately  struck,  and  nothing 
remains  to  the  freemen  of  Pennsylvania  but  a single  question: 
Will  you  tamely  surrender  your  rights  or  defend  them  to  the 
last.  We  trust  the  universal  answer  will  be — every  thing  for 
harmony,  but  nothing  to  force. 

A Philadelphia  Van  Buren  paper  attributes  the  defeat  of  their 
party  in  Pennsylvania  to  the  open  electioneering  of  gen.  Jack- 
son  against  one  of  the  candidates  for  governor!  It  says,  “but 
for  his  unfortunate  toast  on  the  4th  of  July,  in  favor  of  Wolf, 
as  a ‘patriotic  governor,’  Muhlenberg  would  have  been  elect- 
ed. That  toast  came  in  at  a crisis  when  Muhlenberg  was  shoot- 
ing far  ahead  of  Wolf;  and  when,  without  its  tendency  to  keep 
parties  in  their  old  positions,  he  must  have  progressed  to  a 
triumph.  After  that  toast  came,  however,  the  scene  has  chang- 
ed, and  the  cause  of  Muhlenberg  was  an  up-hill  business — he 
remained  stationary — and  to  that  toast  must  be  attributed  the 
loss  of  his  election.” 

From  Arkansas,  Little  Rock,  Oct.  27.  We  are  pleased  to 
find  that  the  tide  of  emigration  to  Arkansas  has  recommenced, 
this  fall,  with  renewed  vigor.  The  ferry  at  this  place  has  been 
crowded,  for  several  days,  with  movers,  going  south — some  to 
Texas,  but  principally  to  settle  the  fertile  lands  in  the  Red  river 
country.  Among  those  who  have  passed  through  town  since 
Sunday  morning,  we  presume  there  were  not  less  than  300  ne- 
groes. We  also  understand  that  the  road  leading  from  Mem- 
phis to  this  place  is  literally  lined  with  movers — all  destined  for 
the  southern  part  of  the  territory.  They  are  generally  from 
Tennessee  and  Alabama,  and  a large  number  from  N.  Carolina. 

A shocking  accident  happened  yesterday  afternoon,  at  the  ferry 
landing,  on  the  north  side  of  the  river.  A Mr.  Kirkpatrick, 
from  Tennessee,  who  was  emigrating  to  Texas  with  his  family, 
while  conversing  with  a fellow  emigrant,  was  shot  in  the  back 
part  of  his  head,  by  the  accidental  discharge  of  a gun  in  the 
hands  of  one  of  his  own  children,  a very  small  lad.  He  was 
still  alive  this  morning,  but  has  not  spoken  since  the  accident, 
and  we  understand  there  is  scarcely  a hope  of  his  surviving. 
We  have  just  learnt  that  he  is  dead. 

Birds  at  sea  seventy  miles  from  land.  The  Charleston 
Mercury  states  that  during  the  late  gale  at  the  south,  whilst  the 
schr.  Laura,  captain  Walker,  was  in  about  latitude  30,  north, 
and  to  the  eastward  of  the  gulf  stream,  about  70  miles  from 
land,  she  was  visited  by  a very  large  number  of  land  birds, 
which  appeared  to  have  been  blown  off  by  the  wind,  then  blow- 
ing very  hard  from  north  to  northwest.  Many  were  swept  be- 
yond the  vessel,  and  in  the  endeavor  to  return  on  board,  fell 
exhausted  into  the  water  and  perished.  A great  number  came 
on  board,  and  were  sheltered  in  the  cabin.  72  were  killed  and 
eaten  by  the  sailors.  As  near  as  can  be  recollected  the  follow- 
ing birds  were  identified:  red-headed  woodpeckers,  reed  birds, 
mocking  birds,  blue  jays,  stone  plovers,  large  blue  herons,  and 
night  herons.  They  remained  with  the  vessel  until  the  gale 
abated,  when  such  as  were  able  took  their  departure  for  the 
land.  At  the  same  time  immense  flocks  of  wild  geese  were 
Been  flying  over,  some  of  which  manifested  a disposition  to 
alight  upon  the  rigging. 


Elegant  present.  We  called  yesterday  at  the  silver  plate 
manufactory  of  the  Messrs.  Wilson,  n\.  the  south  west  corner  of 
Cherry  and  Fifth  street;  and  saw  one  of  the  most  elegant  tea 
sets  that  has  ever  been  manufactured.  It  consisted  of  one  cof- 
fee pot,  one  tea  pot,  one  water  pot,  one  sugar  bowl,  one  slop 
bowI,|one  cream  ewer,  and  another  piece,  together  with  two 
dozen  tea  spoons,  all  of  splendid  workmanship,  of  approved 
modern  patterns  and  of  fine  silver,  weighing  upwards  225 
ounces.  W’e  will  give  the  inscription  which  the  larger  pieces 
of  4he  set  bear,  and  our  readers  will  then  judge  of  the  direction 


of  the  whole,  the  motives  of  the  contributors,  and  the  delicacy 
of  the  means  adopted  to  express  theit  feelings: 

“Presented 

to  Mrs.  William  J.  Duane,  grand  daughter  of  Dr.  Franklin,  as 
a testimony  of  respect  for  her  own  virtues,  and  those  of  her 
husband,  late  secretary  of  the  United  States  treasury,  whose 
regard  for  the  law's  was  visited  on  him  by  deprivation  of  office, 
loss  of  official  lavor,  and  political  and  partisan  persecution.” 
This  rich  tribute  of  respect  for  public  goodness,  for  unbend- 
ing integrity,  will  be  the  more  acceptable  to  the  distinguished 
individual  whose  worth  is  commemorated,  that  another,  whose 
virtues  are  also  noted,  is  made  the  receiver.  [U.  S.  Gaz. 

Trade  with  South  America.  The  Alexandria  Ga- 
zette says— 

We  are  indebted  to  a gentleman  of  this  place  for  the  follow- 
ing abstract  of  clearances  from  the  United  Stales  for  the  coast 
of  Brazil  and  the  Rio  de  la  Plata,  from  October  31,  1834,  to  Oc- 
tober 31,  1835,  which  has  been  carefully  made  up,  and  will  be 
found  a valuable  table  for  reference: 

Eastport — barques  1.  Portland— brigs  1.  Portsmouth— ships 
2,  brigs  2.  Salem — ships  1,  barques  1,  brigs  25,  schooners  6. 
Lynn — brigs  1.  Boston — ships  6,  barques  7,  brigs  52,  schooners 

1.  New  York — ships  15,  barques  2,  brigs  43,  schooners  7.  Phi- 
ladelphia— ships  5,  barques  3,  brigs  25,  schooners  7.  Baltimore 
— ships  2,  barques  3,  brigs  31,  schooners  3.  Alexandria — brigs 

2,  schooners  1,  steamboat  1.  Norfolk — barques  2.  Richmond 
— ships  11,  barques  1,  brigs  4.  New  Orleans — ships  1.  Total, 
259. 

Recapitulation- ships  43,  b.arques  20,  brigs  176,  schooners  19, 
steamboat  1. 

Of  the  above  vessel.=,  cleared  for  South  America,  11;  Brazil, 
11;  Lisbon  and  Brazil,  1;  Para,  17;  Maranham,  13;  Paraiba,  1; 
Pernambuco  40;  Pernambuco  and  Rio,  1;  Bahia,  14;  Bahia  and 
India,  1;  Rio  Janeiro,  81;  Rio  and  India,  2;  St.  Catharines,  .3; 
Rio  Grande,  22;  Porto  Allegre,  1;  Montevideo,  21;  Buenos  Ayres, 
11;  Montevideo  and  Buenos  Ayres,  5;  La  Plata,  2.  Total,  259 
— of  which  220  to  Brazil  and  39  to  La  Plata. 

Of  these,  four  were  foreign  vessels,  viz:  2 Brazilian  brigs,  1 
Brazilian  schooner,  and  1 Austrian  brig. 

Some  of  the  above  vessels  which  cleared  fora  Brazilian  port, 
closed  their  voyages  at  the  La  Plata. 

One  brig  from  Boston  for  Montevideo,  has  not  been  heard 
from,  or  was  not  for  six  months  after  sailing.  Several  other 
vessels  cleared  for  Brazil — one  from  Baltimore  was  lost  a few 
days  out — and  two  or  three  others  put  back  and  did  not  clear 
again  for  Brazil. 

Heights  of  mountains.  The  following  are  the  heights  of 
the  highest  mountains  in  the  United  States,  above  the  level  of 
the  sea,  namely: 

Mount  Washington,  in  New  Hampshire,  hitherto  account- 
ed the  highest  mountain  in  the  U.  States— highest  peak  6,2.34 


Mansfield  mountain — Vermont  4,279 

Saddle  mountain,  Massachusetts  4,000 

Round  Top,  highest  of  the  Catskills  3,804 

Peaks  of  Otter,  Virginia  3,955 

Table  mountain,  Burke,  j !25  3,421 

Grandfather  | * 5,556 

Yeate’s  Knob  I » 5,895 

Black,  at  Thomas  Young’s  f 3 5.946 

Roan  5*  6,038 

Highest  Peak  of  the  Black  J » 6,436 


The  “Spring  of  Eternal  Youth.”  The  Sliver  spring  on 
the  west  side  of  Lake  George,  which  is  described  by  those  who 
have  seen  it,  as  a very  beautiful  fountain  of  water,  and  well 
deserving  the  appellation  by  which  it  is  known,  has  been  re- 
sorted to  during  the  past  summer,  by  a large  number  of  the 
Seminole  Indians,  for  the  purpose  of  using  the  waters  as  a re- 
medy for  febrile  diseases  which  have  been  prevelant  among 
them  the  past  season.  Their  method  is,  to  drink  freely  of  the 
water,  and  bathe  frequently  in  the  spring.  In  about  three  days 
they  complete  a cure,  and  are  able  to  return  to  their  homes. 
Our  informant  slates  that  an  Indian  woman  came  to  the  spring 
apparently  very  sick:  and  by  the  use  of  the  water,  she  became 
enabled  to  resume  her  journey  homewards  on  the  fourth  day 
after  her  arrival  at  the  spring,  a distance  of  60  miles.  The 
spring  is  not  known  to  possess  any  medical  quality  unless  it  be 
the  extreme  purity  of  the  water;  and  perhaps  it  is  only  the 
mode  of  applying  the  remedy,  which  has  had  such  complete  suc- 
cess among  them,  and  which  gives  a virtue  to  the  spring  that 
in  reality  it  does  not  possess.  It  is  probable  that  the  idea  of 
the  “Spring  of  Eternal  Youth”  arose  from  similar  circum- 
stances, and  which  induced  some  of  the  early  discoverers  of 
this  coniiuent  to  proceed  in  search  of  it.  [Florida  Herald. 

The  origin  of  the  word  foolscap  paper.  It  is  well 
known  that  Charles  the  I,  of  England,  granted  numerous  mo- 
nopolies for  the  support  of  his  government.  Among  others 
was  that  of  manufacturing  paper.  The  water  mark  of  the  finer 
sort  of  paper,  was  the  royal’ arms  of  England.  The  consump- 
tion of  this  article  was  great  at  this  time,  and  large  fortunes 
were  made  by  those  who  had  purchased  the  exclusive  right  to 
make  and  vend  it.  This  among  other  monopolies  was  set 
aside  by  the  parliament  that  brought  Charles  to  the  scaffold, 
and  by  way  of  showing  their  contempt  for  the  king,  they  or- 
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<dered  Uie  royal  arms  to  be  taken  from  paper  and  a fool  with  his 
cap,  and  bells,  to  be  substituted.  This  was  done  in  1649.  And 
J have  seen  old  manuscripts  written  between  that  period  and 
1660,  bearing  a distinct  water  mark— a fool  wearing  tire  dress 
he  is  described  as  appearing  in,  about  the  courts  of  the  British 
nrortarchs.  Cromwell,  when  secure  in  his  power,  changed  the 
water  niaTlc  by  strbstituting  a dragon  grasping  in  his  hand,  ar- 
rows of  fire,  and  afterwards  by  putting  his  own  coat  of  arnts  in 
its  place.  When  Charles  11  came  to  the  throrre  he  restored 
the  royal  arms  to  paper  and  enlarged  the  size  of  the  sheet.  It 
is  now  more  than  an  hundred  and  seventy-five  years  since  the 
fool’s  cap  and  bells  were  taken  from  paper,  but  still  paper  of 
the  size  which  the  rump  parliament  ordered  for  their  journals, 
bears  the  name  of  the  water  mark  then  ordered  as  an  indignity 
to  Charles. 

Lower  Canada.  After  reading  carefully  a speech  of  the 
new  governor,  at  the  opening  of  the  parliament  of  Lower  Ca- 
nada, we  were  led  to  hope  that  the  existing  difficulties  between 
tlte  legislative  and  executive  powers  of  the  government,  would 
goon  be  brought  to  an  amicable  termination.  The  complexion 
of  the  intelligence  this  morning  is  adverse  to  such  an  opinion. 

It  appears  that  on  Tuesday  of  last  week,  Mr.  Moran  submitted 
to  the  house  the  draft  of  an  answer  to  the  speech.  The  Minerve, 
a paper  printed  in  the  French  language,  says  that  the  docu- 
ment is  not  “a  simple  reho  of  the  speech^  but  a firm  and  able 
exposition  of  the  rights  of  the  assembly,  and  of  the  demands  of 
the  people.”  Referring  to  this  subject  the  Montreal  Courier 
remarks,  that  “the  extravagant  scenes  of  the  former  sessions 
are  in  process  of  being  speedily  re-enacted  during  the  present.” 

[i\T.  Y,  paper. 

ELECTIONS. 

Massachusetts. 

The  Baltimore  Patriot  says— The  old  bay  state  is  still  true  to 
herself,  true  to  the  constitution  and  true  to  whig  principles. — 
Owing  to  the  anti-masons  having  united  in  the  support  or  Mr. 
Everett,  the  whig  candidate  for  governor,  and  thus  rendered  his 
election  certain  without  an  effort,  there  was  not  that  zeal  and 
perseverance  manifested  in  the  election  this  year  which  cha- 
racterized that  of  last  year.  Still  the  state  is  safe;  she  will 
have  a whig  governor,  a whig  lieutenant  governor,  a whig  execu- 
tive council,  a whig  senate  and  a whig  house  of  representatives. 
Old  Massachusetts  is  old  Massachusetts  still.  Her  true  and  pa- 
triotic hearts  remain  nnseduced  and  unsubdued. 

In  two  hundred  and  thirty-four  towns,  nearly  all  in  the  state, 
Mr.  Everett’s  vote  is  34,986;  judge  Morton’s  31,838;  Mr.  Arm- 
strong’s 1,679. 

Marcus  Morton,  one  of  the  judges  of  the  supreme  court  of  the 
state,  has  been  the  standing  Jackson  candidate  for  governor 
during  the  last  ten  or  twelve  years,  and  has  had  the  honor  of 
being  so  often  run  down  and  defeated,  that  at  last,  it  is  said, 
defeat  has  no  terrors,  but  rather  a charm  for  him.  But  he  is 
careful  in  the  mean  time,  not  to  doff  the  ermine.  He  argues 
that  he  can  mingle  with  and  direct  the  movements  of  his  party, 
and  send  up  the  electioneering  war-whoop  at  every  annual  elec- 
tion—and  still  set  on  the  bench  an  impartial  judge,  unbiased 
and  uninfluenced! 

For  lieut.  governor,  the  Van  Burenites  and  the  anti-masons 
united  upon  William  Foster;  hence  the  difference  between  Mr. 
Foster’s  vote  and  that  of  George  Hull,  the  whig  candidate,  is 
far  less  than  that  between  the  candidates  for  governor.  In  one 
hundred  and  eighty  towns  heard  from,  Mr.  Hull’s  vote  is  34,556; 
and  Mr.  Foster’s  23,292.  Suffolk  county  (composed  of  Boston 
and  Chelsea)  has  elected  six  whig  senators;  Essex  five,  one 
vacancy;  Worcester  six;  Hampshire  two;  Plymouth  one;  Barn- 
stable one;  Nantucket  one;  Franklin  one;  total  23.  As  far  as 
heard  from,  the  Van  Buren  men  and  anti-masons  had  elected 
six.  The  house  of  representatives  will  be  whig  by  an  over- 
whelming majority.  Thus  has  Massachusetts  sustained  her- 
self. And  what  she  has  done,  has  been  effected  on  the  majo- 
rity principle;  a plurality  does  not  elect  in  that  state. 

A later  return  shews  that  the  majority  of  Mr.  Everett,  over 
all  other  candidates,  is  11,370— forty-four  towns  still  to  be  heard 
from,  which,  it  is  said,  would  increase  it. 

Mr.  Bordon  of  the  Bristol  district.  This  gentleman  has  been 
placed  on  the  lists  of  the  members  of  the  next  congress,  in  which 
their  party  politics  are  designated,  under  the  head  of  doubtful. 
It  seems  from  the  following  letter,  which  we  copy  from  the 
Washington  Globe,  that  he  wishes  to  be  transferred  from  that 
column  to  the  ranks  of  the  Van  Buren  men.  This  reduces  the 
classification  of  the  members  of  Massachusetts  to  eleven  whigs, 
and  one  Van  Buren  man.  [Boston  Daily  J3d. 

Fall  River,  Mass.  Nov.  5,  1835. 
Messrs.  Blair  8t  Rives:  Most  of  the  papers  in  the  United 
States  that  have  given  the  political  cast  of  the  members  of  con- 
gress elect,  (the  Globe  not  excepted),  have  set  down  Mr.  Natha- 
niel B.  Borden  of  this  (Bristol)  district  “doubtful.^  This  is  in- 
correct, and  does  Mr.  Borden  injustice.  Mr.  B.  is  a Van  Buren 
man,  and  is  so  considered  and  acknowledged  by  his  constitu- 
ents. There  would  be  as  much  impropriety  in  putting  down 
William  Sprague,  of  Rhode  Island,  anti-Van  Buren,  as  in  so 
placing  Mr.  Borden.  Both  will  be  found  among  his  supporters. 

Note— 1 have  this  moment  seen  Mr.  Borden  and  shown  him 
the  above.  He  remarks:  “T/te  statement  is  correct.^' 

Georgia. 

The  legislature  of  the  state  of  Georgia  assembled  at  Milledge- 
vHle  on  Mouday,  the  2d  inst.  R,  M,  Echols^  was  cliosim  presi- 


dent of  the  senate,  and  Mr.  Day,  (of  Jones),  speaker  of  the 
house  of  representatives.  The  strength  of  ftarlies  (union  vs. 
state  rights)  is  in  the  senate  54  to  31,  and  in  the  house  ol  repre- 
sentatives 102  to  68. 

FOREIGN  ARTICLES. 

London  dates  of  October  10. 

The  accession  of  M.  Mendizabal  to  the  Spanish  ministry  is 
still  considered  highly  favorable  to  the  queen’s  cause.  A gene- 
ral pacification  is  expected  to  flow  from  it.  iSubmissions  were 
yet  making  to  the  government.  Mina,  recovered  from  his  ill- 
ness, has  accepted  the  chief  command  in  Catalonia.  The  Car- 
lists  are  said  to  have  been  beaten  at  Vallariago.  Don  Carlo.", 
like  Romulus,  has  suddenly  disappeared  from  his  army — su|»- 
posed  to  have  gone  to  Topliiz.  Mendizabal’s  policy  is  directed 
towards  the  re-establishment  of  the  cortez.  The  Spaniards  un- 
derstand the  nature  of  this  body  better  than  the  subdivision  of 
the  chambers  into  proceres  and  procuradores.  They  cling  with 
idolatrous  attachment  to  their  ancient  insiiiutions. 

But  another  account  says — A letter  from  Perpignan  says: 
The  Carlist  faction  was  daily  increasing  in  Catalonia,  and  in- 
tercepted all  the  roads  between  France  and  Barcelona,  Giron 
and  Figuieras. 

The  Carlist  armies  are  extremely  numerous  and  well  disci- 
plined. The  queen’s  troops,  in  the  state  they  are  now,  could 
never  cope  with  the  former.  The  proclamation  of  the  consti- 
tution of  1812  is  the  only  banner  round  which  all  the  Spaniards 
will  assemble,  and  disperse  at  once  the  enemies  of  their  liber- 
ties. Now  that  the  provincial  junta  have  adhered  to  the  for- 
mation of  the  new  cabinet,  the  several  queen’s  regiments  sent 
against  them  will  join  the  army  of  Cordova;  the  militia  raised 
by  the  .said  juntas  will  bring  an  additional  formidable  force  into 
the  field,  and  save  Spain  from  the  yoke  of  the  holy  alliance. 

There  i.s  nothing  in  the  extracts  from  the  French  papers  con- 
cerning the  indemnity  to  the  United  States.  The  trial  of  Fies- 
chi  is  postponed  until  next  spring.  Marshal  Gerard  has  been 
appointed  to  the  lucrative  post  of  chancellor  to  the  legion  of 
honor,  made  vacant  by  the  death  of  marshal  Motier. 

There  is  talk  of  the  fitting  out  of  an  expedition  at  Genoa,  by 
the  king  of  Sardinia,  to  take  Don  Miguel  back  to  Portugal. 

The  autocrat,  while  SHrronnded  with  the  military  pomp  at 
Kalisch,  forgot  the  cries  of  suffeiing  Poland.  He  was  deaf  to  all 
their  supplications,  and  to  the  discredit  of  the  female  sex,  it  is 
averred  that  the  empress  has  shewn  herself  particularly  hostile 
to  every  application  made  to  the  throne. 

The  monument  on  the  battle  field  of  Culm,  was  laid  by  the 
potentates,  and  their  courts  and  priests  assembled  at  Topliiz, 
with  great  pomp  and  ceremony.  The  emperors  of  Russia  ami 
Austria,  and  king  of  Prussia,  and  prince  Melternich  in  the  first 
rank,  princes  and  princesses  in  the  second,  and  the  whole  un- 
covered. The  emperors  and  empresses  embraced  and  kissed. 

It  is  affirmed  that  40,000  peasants  have  perished  with  cholera 
in  the  deserts  of  Mecca,  being  previously  worn  down  with  fa- 
tigue and  hunger. 

RAIL  ROAI? MEETING. 

At  a meeting  of  the  citizens  of  Baltimore,  called  upon 
a requisition  to  that  effect  by  the  m.ayor  of  the  city  on 
Thursday,  the  19th  November,  on  motion,  gen.  Samuel 
Smith,  mayor  of  the  city,  was  called  to  the  chair,  and 
B.  I.  Cohen  and  John  Kettlexvell  appointed  secretaries. 

The  chairman  in  a few  brief  remarks  stated  the  object 
of  the  meeting,  and  caused  to  be  read  the  proceedings  of 
a meeting  held  at  Brownsville,  Penn,  urging  a convention 
in  that  town  on  the  25th,  with  a view  to  the  early  com- 
pletion of  a rail  road  from  Cumberland  to  the  Ohio  ri- 
ver, and  to  which  his  attention  had  been  called  by  the 
committee  of  correspondence  in  the  follow  ing  letter: 

To  gen.  Samuel  Smith,  mayor  of  the  city  of  Baltimore. 

Brownsville,  Nov.  4lh,  1835. 

Dear  sir:  We  beg  leave  to  invite  your  attention  to  llie  fore- 
going proceedings  of  a l.irge  and  very  rvspectable  meeting  of 
tlic  inhabitants  of  this  town  .and  its  vicinity — and  ns  we  do  not 
doubt  that  you  will  heartily  approve  the  wishes  of  that  meetinti, 
we  earnestly  solicit  your  special  attendance  at  the  convention 
to  be  held  at  this  place  on  the  25ih  instant,  and  your  infineii- 
tial  co-operation,  iti  the  measures  by  which  they  hope  to  fix  the 
public  attention  upon  the  present  necessity  of  giving  jirompt 
and  effectual  aid  to  se.ctire  the  early  compleiion  of  a road  that 
will  extend  endless  blessings  upon  a vast  region  of  our  common 
and  happy  country.  We  remain,  respectfully,  &.c.  your  ob’t 
serv’is, 

G.  H.  Bowman,  Jonathan  Bimis,  John  L.  Dawson,  John 
Snowden,  Ttiomap  Sloan,  Hugh  Keys,  William  Barknian,  Geo. 
Shuman,  William  R.  Campbell,  James  Miller,  Ze(iheniah  Car- 
ter, Israel  Miller,  Samuel  J.  Kiepps,  E.  L.  Blain,  W.  H. 
Clarke,  Eli  Ahranis.  Wesily  Fro.«t,  William  F.  Coplan,  John  A. 
Gormly,  Danifd  N.  Rohinson,  Nathan  Graham. 

Mr,  C.  F.  JMayer  addressed  the  meeting,  and  after  a 
forcible  appeal  submitted  the  tbllowing  resoiulions,  which 
w-ere  unanimously  adopted: 

Whereas,  it  has  been  declared  to  be  expedient  by  a 
meeting  of  the  citizens  of  Brownsville,  Bridgeport  and 
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their  vicinities,  in  Pennsylvania,  that  a convention  should 
be  held  at  Brownsville,  on  Wednesday  the  t^5th  day  of 
November,  for  the  purpose  of  considering  and  adopting 
such  measures  as  may  seem  most  likely  to  cause  a rail 
road  to  be  constructed  promptly  from  Wheeling  and  Pitts- 
burgh via  Brownsvilie  to  Cumberland:  Jind  "whereas,  the 
inhabitants  of  this  city  feel  that  they  liave  a deep  and  di- 
rect i.iterest,  in  common  with  the  people  of  Virginia, 
Pennsylvania,  Oliio'and  other  western  states,  in  the  con- 
struction of  tiiat  road  and  such  other  works  of  national 
cliaracter  as  may  advance  the  welfare  of  Maryland  and 
her  sister  states — and  anxiously  desire  that  tlm  opinions 
and  wishes  of  the  citizens  of  as  large  a portion  of  this 
union  should  be  expressed  on  these  subjects  in  explicit 
terms  and  in  an  authentic  n>anner — to  insure  if  it  be  pos- 
sible the  general  adoption  of  their  opinions  and  the  ful- 
filment of  their  wishes;  Therefore  it  is  by  this  meeting 

1.  Jiesolved,  That  we  cordially  approve  of  the  pro- 
ceedings of  the  citizetis  of  Brownsville,  Bridgejtort  and 
their  vicinity,  and  cheerfully  mute  in  recommending  that 
a convention  be  held  at  Brownsville  on  Wednesday,  the 
25th  of  November,  to  be  formed  of  delegates  from  the 
towns,  cities,  counties,  districts  and  states  that  may  find 
it  convenient  to  be  represented  therein,  and  that  feel  an 
interest  in  the  construction  of  said  rail  road  and  of  sueV, 
other  woi'ks  of  national  character  as  may  advance  tl».e 
welfare  of  Maryland  and  her  sister  states,  for  the  pur- 
pose of  considering  and  adopting  such  measures  as  shall 
seem  most  likely  to  insure  the  early  completion  of  said 
ix)ad  and  the  construction  of  such  other  works. 

2.  Resolved,  That  a delegation  of  thirty  citizens,  the 
mayor  to  be  one,  and  ex-officio  chairman,  be  appointed 
by  the  chair,  to  represent  this  city  in  said  convention — 
with  authority  to  fill  any  vacancy,  to  appoint  a committee 
of  correspondence  and  other  sub-committees — and  power 
to  consider  and  recommend  the  adoption  of  such  mea 
sures  by  those  in  authority  as  in  their  judgment  seem 
most  likely  and  proper  to  accomplish  the  objects  of  this 
meeting;  and  that  the  delegates  attending  shall  constitute 
a quorum. 

3.  Resolved,  That  the  proceedings  of  this  meeting  be 
forwarded  for  publication  in  the  several  newspapers  print- 
ed in  Maryland,  the  states  of  Pennsylvania,Virginia,  Ohio. 
Kentucky,  Indiana,  Illinois,  Missouri,  the  territory  of 
Michigan,  and  the  District  of  Columbia. 

The  chairman  appointed  the  following  committee  un 
der  the  second  resolution-. 


Charles  F.  Mayer, 
James  W.  McCulIoh, 
Jacob  Albert, 

James  Swan, 

James  Carroll,  jr. 
Samuel  W.  Smith, 
Columbus  O’Donnell, 
Samuel  Moore, 
Charles  Howard, 
Joseph  W.  Patterson, 
John  Kettlewell, 
Joseph  Cushing, 
William  Krebs, 
Benjamin  I Cohen, 
Samuel  Jones,  jr. 


T.  W.  Hall, 

■Christian  Keener, 
William  Crawford,  jr. 
John  P.  Kenned}-, 
George  11.  Mosher, 
.Tohn  S.  McKim, 

David  Stewart, 

Samuel  O.  Hoffman, 

J.  V.  L.  McMahon, 
Samuel  D.  Walker, 
John  S.  Shriver, 
William  F.  Murdoch, 
William  C.  Shaw, 
W’^illiam  G.  Harrison, 
Hush  Birckhead. 


convention,  with  authority  to  fill  any  vacancy  that  may 
occur  in  their  body,  and  to  act  on  all  subjects  thaCEf)^ 
be  submitted  to  said  convention. 

2d.  Resolved,  That  Edward  Gray,  Nathaniel  H.  EHi- 
cott,  Henry  V.  Somerville,  James  Swan,  John  T.  Randle, 
Joshua  Trimble,  Elias  Brown,  Hugh  Ely,  J.  H.  Carroll, 
William  S.  Winder,  George  Ellicott,  William  Jamison, 
George  Bram well,  William  Fanning,  John  Philpot,  John 
T.  H.  Worthington,  William  Tagart,  Dr.  J.  Shower, 
William  Houck,  John  Murray,  jr.  Joseph  Stul,  Robert 
Baker,  Joseph  Jamison,  Samuel  Worthington,  Nicholas 
R.  Merry  man,  Thomas  Love,  John  Ridgely,  of  Hampton, 
M.  Rogers,  George  Schley,  Richard  Frisby,  William 
Howard,  William  Jenkins,  Wm.  F.  Johnson,  Ephraim 
Bell,  Joseph  Walker,  James  Turner,  Dr.  John  C.  Or- 
rick,  Jas.  Hoshel,  Peter  Hoffman,  John  Michaels,  Joshua 
Hutchins,  Walter  Perdue,  John  B.  Holms,  Dixon  Stans- 
bury,  Judson  M.  Duckett,  James  C.  Gittings,  Charles 
Howard,  James  Mahool,  David  Ridgely,  William  Reed, 
general  Tobias  E.  Stansbury,  John  Spear  Smith,  E.  J T. 
Woodward,  Josiah  Green,  Robert  Hayward,  Henry  Buz-  . 
zard,  C.  Grimes,  Henry  Brown,  Samuel  Hartley,  Dr. 
Fort,  be  the  said  delegation. 

3d.  Resolved,  That  these  proceedings  be  published  in 
the  daily  journals  Ov"  the  city  of  Baltimore,  and  a copy  be 
furnished  to  said  delegation. 

(Signed)  JOSHUA  TRIMBLE,  chairman. 

N.  H.  Ellicott,  secretary. 


BALTIMORE  AND  OHIO  RAIL  ROAD. 

Annual  report  of  the  superintendent  of  transportation  of  the  Bal- 
timore and  Ohio  rail  road  company, 

Offi.ee  of  transportation,  B.  ^ O.  rail  road  co.  1st  Oct.  1835. 
Philip  E.  Thomas,  esq.  president: 

Sir:  I have  the  honor  to  submit  to  you  the  tabular  statement 
of  the  operations  of  this  rail  road,  for  the  year  terminating  this 
day. 

It  w'ill  be  seen  on  referring  to  these  documents — marked  C, 
No.  1 to  No.  6— that  the  total  receipts  have  been  $363,368  10, 
being,  for  passengers,  $93,540  23,  and  for  tonnage,  $169,827  88. 
It  will  be  also  Ibund  that  the  expenses  have  been  $156,204  38: 
and  that  the  net  revenue  has  been  $107,163  71;  being  an  in- 
crease in  the  gross  receipts  of  this  year,  over  those  of  the  last, 
of  $57,931  52;  and  of  $34,588  54  in  the  net  revenue. 

On  further  comparing  the  other  general  operations  of  the  road 
for  the  last  year,  with  the  preceding,  results  of  an  equally  satis- 
factory character  will  be  found  to  have  taken  place.  Among 
these,  it  will  be  remarked,  that  the  amount  of  tonnage  has  aug- 
mented from  that  of  1834,  16,513  tons,  viz: 

Tons.  cwt. 

Total  quantity  of  1835 72,634  11  

do.  of  1834 56,120  17  3 21 


The  meeting  then  adjourned. 

SAML.  SMIT  fl,  chairman. 

John 

HAIL  ROAU  CONTENTION. 

At  a meeting  of  the  citizens  of  Baltimore  county  held 
at  Ellicott’s  Mills  on  the  19lh  day  of  November,  instant, 
Joshua  Trimble  was  called  to  the  chair,  and  Nathaniel 
H.  Ellicott  was  appointed  secretary. 

The  meeting  being  organized,  the  proceedings  of  the 
citizens  of  Brownsville,  advising  that  a convention  should 
be  held  in  that  place  on  the  25th  day  of  this  month,  for 
the  purpose  of  adopting  such  measures  as  may  be  deem- 
ed proper  and  necessary  to  cause  a rail  road  to  be  con- 
structed fi’om  Cumberland  to  Brownsville,  and  thence  to 
Wheeling  and  Pittsburgh,  being  read  and  considered,  it 
was  unanimously 

Resolved,  That  this  meeting,  cordially  appi'oving  that 
proposition,  and  anxiously  desiring  the  early  construction 


Increase  16,513  13  ~ 7 
Again:— It  will  be  seen  also,  that  during  the  year  the  augmen- 
tation in  the  transportation  of  flour — the  great  staple  of  this 
market— has  been  considerable,  amounting  as  the  aggregate 
does  to  268,162  barrels,  viz: 

Total  quantity  of  1835 268,162  bbls. 

do.  do.  of  1834...... 182,211  “ 

Increase 85,951  “ 

This  increase  to  the  business  of  the  road,  has  been  principal- 

ly caused  by  the  trade  received  from  the  neighboring  counties 
of  Virginia,  since  the  extension  of  the  railway  to  Harper’s  Fer- 
ry; and  in  relation  to  this  business  it  may  not  be  irrelev.’u  t to 
state,  that  it  is  almost  exclusively  a new  trade,  secured  to  Bal- 
timore by  the  operation  of  this  work,  having  by  its  means  been 
wiihdU'awn  from  other  '■syarkels  in  favor  of  this  city.  In  refer- 
ence to  the  extent  of  this  improvement,  it  is  found  that  the 
quantity  of  flour  transported  on  this  road  from  the  Potomac 
alone,  has  exceeded  that  conveyed  during  the  previous  year 
from  the  same  quarter,  by  65,200  barrels,  viz: 

The  total  quantity  from  the  Potomac,  for  1835,  being.... 87 ,605 
do.  do.  for  1834,  being.... 22,405 

Increase 65,200 

It  will  be  seen,  on  reference  to  the  statement  of  expenses, 
that  an  increased  amount  has  been  disbursed  in  the  repairs  of 
the  rail  road.  This  has  been  occasioned,  principally,  by  the 
necessity  of  renewing  considerable  portions  of  the  wood  work, 
which  had  become  decayed.  Every  effort  has  been  made  to 
control  this  growing  source  of  expense,  but  it  is  one  which 
will  probably  for  some  time  continue  to  augment.  These  re- 
pairs have  for  the  year  amounted  to  $25,103  63. 

It  has  not  been  deemed  necessary,  with  the  tables  now  pre- 
sented to  you,  to  submit  any  detailed  statement  of  the  opera- 
tions of  the  Washington  branch  of  this  work,  during  the  brief 
period  of  its  being  used  by  the  public.  It  may,  however,  be  sa- 
tisfactory to  exhibit  on  this  occasion,  a concise  return  of  its 
gross  receipts.  These,  from  the  20th  July,  when  it  was  opened, 


of  said  road,  will  appoint  a delegation  to  repair  to  said  1 as  far  as  Bladensburg,  have  been,  viz: 
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Fot  July,  (for  12  days) 
“ August 
“ Sepuiiiber 


Passengers. 

1,564 

4,394 

6,189 


Amount. 
3,209  72 
9,028  15 
14,451  95 


Total  12,U7  $26,689  82 

The  work  was  further  used  througliout  Us  entire  extent  to 
Washington,  on  tlie  25lh  August;  and  it  will  be  observed,  that 
since  that  period,  a decided  improvement  has  taken  place  in 
its  revenue.  Respectfullv  suluniued, 

W.  VVOODVILLE,  siif^dt  B.  4*  O.  R.  R. 
[C— No.  3.] 

Slateitient  of  the  aggregate  revenue  received  on  the  Baltimore 
and  Ohio  rail  road,  from  the  1st  October,  1834,  to  the  30ih  of 
September,  1835,  viz: 


Uurvng 

thfC  fflOTt* 

troni  passenger') 

From  tonnage. 

Total. 

of 

Pas^rs 

.Mmount. 

Tons. 

Amount. 

October 

Nov. 

Dec. 

January 

Feb. 

March 

April 

May 

June 

July 

August 

Sept. 

8,163 

6,138 

5,142 

3,310 

3,126 

4,069 

6,428 

8,479 

9..538 

12.744 

4,778 

14,943 

$8,289  79 
5,679  09 
5,260  89 
4,041  24 
3,891  61 
6,653  62 
7, .307  37 
8,3.56  18 
8,804  91 
10,512  .52 
12,3-28  30 
12,414  70 

6,836  5 2 7 
5,944  9 .3  14 
5,387  6 3 14 
4,278  2 0 14 
4,826  8 2 14 
6,677  4 0 0 
7,213  17  1 21 
7,189  15  0 14 
6,048  9 0 0 
4,640  12  1 7 
5,908  1 2 0 
7,682  18  2 7 

$14,476  80 
11,852  92 
1 1 ,889  68 
13,206  90 
13,071  .56 
16,512  37 
18,357  05 
19,618  14 
15,583  57 
9,081  40 
10,871  93 
15,305  56 

$22,766  59 
17, .532  01 
17,150  57 
17,248  14 
16,964  17 
23,163  99 
25,661  42 
27,974  32 
24,388  48 
19,593  92 
23,200  23 
27,720  26 

Total 

97,758 

93,540  32 

72,634  11  0 

0 

169,827  88 

263,368  10 

RECAPITULATION. 

Transportation,  Revenue. 

97,758  passengers $93,540  22 

72,634  11  0 0 tons 169,827  88 

Total $263,368  10 

[No.  4.] 

Statement  of  the  expenses  incurred  in  working  the  Baltimore 
and  Ohio  rail  road,  for  the  official  year  ending  on  the  30ih 
September,  1835,  viz: 

Item  1.  Moving  power,  including  feed,  shoeing  and  attend- 
ance on  the  stock,  their  harness  and  pay  of  drivers;  the  expense 
of  working  the  railway  in  the  streets,  and  inclined  planes;  to- 
gether with  the  estimated  wear  and  tear  of  horses,  &c.  and  their 
depreciation  in  value,  ($5,787  65)  $76,732  24 

2.  Salaries  of  agents  and  conductors,  and  the  super- 
intendent of  transportation  16,623  59 

3.  Depot  expenses,  and  expense  of  stations  on  the 

road,  and  of  supervisors  at  the  same  12,868  43 

4.  Contingencies  and  repairs  7,742  89 

5.  Repairs  of  railways  25,103  63 

6.  Repairs  of  wagons,  coaches  and  locomotives; 
and  contingencies,  per  returns  of  the  superintendent 

of  machinery  17,138  58 


$156,204  36 

[No.  5.] 

General  statement  of  the  receipts  and  expenses  of  the  Baltimore 
and  Ohio  rail  road  company,  from  the  1st  October,  1834,  to 
the  30th  September,  1835. 

Receipts. — Revenue,  viz: 

From  passengers $93,540  22 

tonnage 169,827  88 

$263,368  10 

Expendihires. 

Expensesof  transportation $113,967  18 

Repairs  of  railway 25,103  63 

“ of  machinery 17,133  58 

Net  revenue ..107,163  71 


Leather 2.55  15  3 0 

Hardware 69  6 2 21 

Paper 27  6 2 0 

Miscellaneous 1,833  5 0 14 

Tons 46,979  0 2 0 

REPORT  OF  THE  SUPERINTENDENT  OF  MACHINERY. 

Office  oj  the  department  0/  machinery  of  the  B.  4'  O-  R.  R.  Co. 

October  1,  1835. 

In  making  the  annual  report,  of  the  present  amount  and  con- 
dition of  machinery  under  his  care,  and  also  of  the  improve- 
ments in  construction,  that  experience  has  suggested  during  the 
past  year,  the  undersigned  begs  leave  to  submit  the  following, 
viz: 

There  are  now  in  actual  service  upon  the  road 
7 locomotive  engines. 

1,030  burden  cars  on  4 wheels. 

48  burden  cars  on  8 wheels. 

44  passenger  cars,  of  which  25  are  on  8 wheels,  the  rest  on 
4 wheels. 

Of  the  110  burden  cars  ordered  by  the  board,  and  put  under 
contract,  48  as  above  stated,  are  iti  actual  service.  The  re- 
mainder are  in  llial  advancement  of  progress  that  as  soon  as 
the  wheels  and  axles  and  the  bolsters  can  be  furnished,  they 
will  be  ready  to  be  put  up  and  brought  into  service. 

The  necessary  attention  has  been  paid  to  keeping  all  the  ma- 
chinery in  as  complete  a state  of  repair  as  was  practicable,  and 
in  the  construction  of  tliat  which  has  been  made  new  during 
the  year,  alterations,  which  experience  has  demonstrated  to  be 
improvements,  have  been  made.  The  jilan  adopted  of  placing 
the  cars  both  for  the  transportation  of  passerrgers  and  of  mer- 
chandise upon  8 wheels  instead  of  4,  together  with  improve- 
ments made  in  the  running  gears,  appears  to  be  attended  with 
the  most  happy  results.  These  alterations  and  imptovenrcnis 
it  is  confidently  believed  will  materially  lend  to  the  comfort  and 
safety  of  the  passengers,  as  well  as  to  lh6  preservation  of  the 
more  tender  and  perishable  articles  of  commerce.  At  the  same 
time  the  interests  of  the  company  will  most  be  promoted,  by  the 
increased  durability  of  the  machinery,  which  will  be  iheneces- 
sary  result  of  some,  if  not  of  all  of  these  improvements.  While 
it  is  believed  that  the  machinery  on  the  Baltimore  and  Ohio 
rail  road  is  in  as  advanced  a state  of  im|>rovement  as  that  of  any 
other  rail  road,  yet  it  is  not  to  be  presumed  that  Ihe  ne  plus  nitres 
Ofperfeciinn  in  the  construction  is  yet  reached.  All  Ihat  can 
be  claimed  in  this  respect  is,  that  endeavors  have  been  used  to 
effect  an  approximation  to  that  point.  Farther  advances  in 
this  career,  must  be  left  to  the  progressive  march  of  invention 
in  mechanical  science.  Respectfully  submitted, 

GEORGE  GILLINGHAM,  srrpl.  of  machinery. 

To  Philip  E.  Thomas,  prest.  of  Balt.  4'  Ohio  railroad. 


$263,368  10 

[No.  6.] 

Abstract  of  tonnage  transported  eastwardly  on  the  Baltimore 
and  Ohio  rail  road,  from  the  1st  October,  1834,  to  the  30th 
September,  1835,  inclusive. 

Commodities.  Weight. 


Flourv 

Tobacco-. 

Grain  . 

268,162  barrels 

..2,309  hhds 

......25,861  12*2  21 

Provisions 

Live  stock 

Whiskey, . ... . . ... . . . 

Granite 

Soap-stone 

Lime  and  limestone 

Firewood 

Lumber *261  3 2 21 

Ore  and  oclire 1 0 

Iron  

AVool 00  Tj  1 01 

Coitoa  and  cotton  goods 

BANK  OF  THE  UNITED  STATES, 

The  following  are  the  items  in  the  returns  of  the  United  States 
bank,  for  the  months  of  October  and  November, 

Oct.  1st.  Nov  fst. 
Bills  discounted  on  personal  security  $31,335,717  $27,135,923 
Do.  on  bank  stock 

Do.  on  other  security 


3,043,279 

5,960,646 


3,364,005 

9,176,075 


Domestic  bills  of  exchange 


40.339,643 

19,823,605 


39,676,003 

17,853,048 


60,163,248  57,529,053 

Baring,  Brothers  & Co. 

Hotlenger  & Co,  &c.  1,719,961  611,281 

Specie  12, .545, 652  10,224,675 

Due  from  state  banks  3,456,832  3,514. .564 

Due  to  do.  4,108.827  2,828,993 

Notes  of  stale  banks  on  hand  1,707,575  2, .349. 808 

Individual  deposites  5,708,7.50  5,406,962 

Circulation  24,403,074  23,031,667 

The  loans  on  “personal  security,”  have  been  diminished, 

probably  by  the  sale  of  some  of  the  branches  which  were  com- 
pleted during  the  last  month;  and  those  on  “other  securities,” 
have  been  increased  through  the  same  cause. 

The  aggregate  of  loans,  it  will  be  seen,  has  decreased  over 
two  millions  and  a half  of  dollars,  during  the  month  of  October. 

It  would  seem  to  have  been  the  policy  of  the  bank  to  conti- 
nue its  expansions,  while  it  was  negotiating  and  selling  out  its 
branches,  and  as  soon  as  it  had  accomplished  that,  to  contract. 
Let  those  who  are  now  suffering,  watch  the  operations  of  the 
bank.  [Globe. 

0(^We  wonder  if  it  were  possible  for  the  bank  to  do  any  thing 
that  would  be  agreeable  to  tlie  “Globe,”  even  if  such  a silly  at- 
tempt were  made,  and  appease  Mr.  Whitney!  It  is  now  abused 
for  contracting  its  loans,  as  it  lately  was  for  extending  them. 
The  preceding  shews  an  immaterial  diminution  in  loans  on  per- 
sonal and  other  securities;  and  of  two  millions  in  bills  of  ex- 
change; but  also  a diminution  of  three  and  a quarter  millions 
in  specie,  and  in  the  hands  of  foreign  bankers,  of  1,300,000  in 
deposites,  and  nearly  a million  and  a half  in  circulation. 

— 

DESCRIPTION  OF  A FRENCH  FRIGATE. 

The  following  description  of  a crack  French  frigate,  the 
Dido,  capt.  Percival. 

The  Dido  has  naturally  been  an  object  of  interest  among  na- 
val men,  being  one  of  a class  of  frigates  of  a very  superior  force. 
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Ft.  In. 

Length  on  the  line  of  flotation  177  2 

Breadth  moulded  46  3 

Height  of  post  above  water  6 6f 

Draught  ot  vvater  amidships  20  8^ 

Depth  in  hold  amidships  22  lOf 

No. 

. „ . ( main  deck  30  30  pounder  long  g'lns. 

Armament  j 30  30  do.  earronades. 

Total  60 

N.  B.  A French  30-pounder  is  equivalent  to  a 33-pounder 
English. 

Her  complement  of  men  is  480,  the  whole  of  whom  are  sail- 
ors, the  French  having  no  distinct  corps  on  board  their  ships 
corresponding  to  our  marines.  Their  seamen  are  all  trained  to 
military  duty;  they  have,  however,  a few  artillerymen  on  board 
their  ships  of  war.  The  Dido  has  eighteen,  which  is  about  one 
in  twenty-seven. 

It  has  been  remarked  by  every  one  who  has  visited  the  ship, 
that  she  is  altogether  in  very  high  order.  Her  main-deck  guns 
are  fitted  with  percussion  hammers  of  very  ingenious  construc- 
tion, instead  of  the  common  fire-lock;  and  each  gun  has  a slid- 
ing sight  at  the  breach,  to  regulate  the  pointing  of  the  piece  ac- 
cording to  the  distance  of  the  object  to  be  fired  at.  The  ship’s 
company  mess  upon  the  main  deck;  a considerable  portion  of 
that  part  of  the  lower  deck,  which  is  fitted  with  mess  tables  in 
a Briiish  frigate,  being  set  apart  for  racks  for  the  reception  of 
the  clothes  and  accoutrements  of  the  crew.  There  is  an  ov£n 
fitted  amidships,  on  the  lower  deck,  as  the  French  bake  daily 
at  sea,  every  person  on  board  being  allowed  half  a pound  of  soft 
bread  per  diem,  in  addition  to  one  pound  of  biscuit.  And  here 
it  may  be  remarked  that  their  biscuits  are  made  square  for  the 
convenience  of  stowage,  and  are  stowed  away  in  square  cases, 
by  which  contrivance  no  space  is  lost.  The  gunner’s,  boat- 
swain’s and  carpenter’s  store-rooms,  are  less  capacious  than 
ours  in  general;  they  are  in  excellent  order,  communicating 
with  each  other  as  one  general  store. 

The  Dido  is  built  with  a circular  stern,  w’ith  very  little  ex- 
ternal work  or  ornament;  and  the  head  is  rendered  very  plain  in 
appearance,  from  the  circumstance  of  the  head  rail,  &c.  being 
wholly  lined  over.  The  French  continue  to  place  the  bowsprit 
cap  square  to  the  stive  (or  inclination)  of  the  bowsprit,  a pe- 
culiarity by  which  one  of  their  men-of-war  is  immediately 
recognised.  We  understand  that  there  are  many  things  with- 
out board,  which  the  practised  eye  of  an  English  shipwright 
would  improve  upon;  but  it  must  in  justice  be  said,  that  the 
general  equipment  and  internal  arrangement  of  the  Dido  are 
admirable.  She  has  the  character  of  being  an  uneasy  ship  at 
sea.  [EngZis/r  paper. 

- @ 

OUR  RELATIONS  WITH  FRANCE. 

The  following  article  from  the  “Globe”  of  the  13th,  shews 
that  our  relations  with  France  are  cotnpletely  in  a '‘snarl” — 
and  how  they  will  he  made  straight,  is  the  difficulty.  The  arti- 
cle seems  to  have  been  prepared  in  a bad  humor. 

We  quote  from  the  National  Gazette  the  extract  and  com- 
ment which  follows: 

The  United  States  Gazette  of  this  morning  avers  that  it  has 
learnt  what  follows: 

^‘The  French  king  and  ministers  are  certainly  desirous  of 
having  the  business  settled  agreeably  to  the  treaty,  but  they 
must  justify  themselves  to  the  chambers  and  the  nation.  They, 
however,  neither  desire  nor  expect  any  explanation  which  can 
ui  the  remotest  degree  reflect  dishonor  upon  the  government  of 
the  United  States.  It  would  be  sufficient  that  the  president,  in 
his  next  message,  should  express  his  conviction  that  the  French 
king’s  government  had  acted  in  good  faith,  (and  there  can  be 
no  doubt  of  the  fact),  and  to  express  his  surprise  that  his  former 
message  had  been  construed  into  a menace,  as  the  very  reverse 
was  declared  upon  the  face  of  it.” 

All  this,  however,  can  be  nothing  more  than  presumption. 
Until  the  treaty  has  been  executed — that  is,  until  the  indemni- 
ty, now  universally  acknowledged  to  be  due,  has  been  paid — 
the  president  is  not  likely  to  be  convinced  that  the  French 
king’s  government  has  acted  in  good  faith;  and  we  have  no 
right  to  ask  or  expect  that  he  will  express  in  his  message  what 
he  does  not  feel.  The  Now  York  Courier  and  Enquirer  of  yes- 
terday furnishes  this  story. 

Here  the  Gazette  gives  a long  cock  and  bull  story  from 
Webb’s  paper,  about  “a  formal  demand”  upon  the  French  mi- 
nistry by  baron  Rothschild,  &c.  &c.  (who  was  never  authorised 
to  make  a demand,  and  never  made  one),  and  about  assuran- 
ces, unofficially,  “from  the  French  ministry,  that  if  he  would 
cause  his  approval  of  Mr.  Livingston’s  letter  to  be  officially 
communicated,  it  would  be  considered  an  ample  explanation,” 
&c.  &c.  &c.  (a  statement  heretofore  made  in  the  Courier  and 
Enquirer,  and  promptly  contradicted  in  the  Globe  by  authority, 
from  both  sides,  concerned,  French  and  American).  There  is, 
however,  nothing  in  these  speculations  and  iiiqtiiries  of  the 
New  York  print  worthy  of  reply— but  we  may  add  a word  in 
support  of  what  Mr.  Walsh  has  said  to  the  United  Slates  Ga- 
zette. 

This  print  asserts,  that  the  president  should,  before  the  first 
movement  towards  a compliance  with  the  treaty  on  the  part  of 
the  French  king,  express  his  conviction  “thuttfie  French  king’s 


government  had  acted  in  good  faith.”  Now  let  us  see  what  the 
“good  faith”  of  the  French  king  obliges  him  to  do,  according  to 
his  own  solemn  declaration,  as  a man  and  a magistrate.  Here 
are  his  words,  signed  with  his  own  name  upon  the  treaty. 

“Nous,  ayant  agreable  la  susdite  convention  en  toute  et  cha- 
cune  des  dispositions  qui  y sont  contenues  de  damns,  lant  par 
nous  que  par  nos  heritiers  ei  successeurs,  qii’elle  esl  acceptee, 
approuvee,  ratifiee  et  confirmee, el  par  ces  presenles  signees  de 
noire  main  nous  I’acceptons,  approuvons,  ratifions  et  confir- 
mons.  Promettant,  en  foi  et  parole  de  roi,  de  I’observer  et  de 
la  faire  observer  inviolablement,  sans  jamais  y conlres  venii  ni 
permettre  qu’il  y soil  contrevenu,  direciement  ni  indirecte- 
ment,  pour  quelque  cause  el  sous  quelque  pretexte  que  ce  soil. 
En  foi  de  quoi,  nous  avons  fait  mellre  noire  sceau  a ces  pre- 
sentes. 

Fait  au  palais  royal,  a Paris,  le  31  aout  1831. 

LOUIS  PHILIPPE. 

Par  le  roi, 

Horace  Sebastiani.” 

Translation  of  the  ratification  of  the  treaty  of  July  4th,  1831,  by 
the  king  of  the  French. 

We  having  found  the  above  convention  agreeable  in  all  and 
each  of  the  dispositions  therein  contained,  do  declare  by  our- 
selves as  well  as  by  our  heirs  and  successors,  that  it  is  accept- 
ed, approved,  ratified  and  confirmed;  and  by  these  presents 
signed  by  our  hand,  we  do  accept,  approve,  ratify  and  confirm 
it.  Promising,  on  the  faith  and  word  of  a king,  to  observe  it, 
and  to  cause  it  to  be  observed  inviolably,  without  ever  contra- 
vening it,  or  suffering  it  to  be  contravened,  directly  or  indirect- 
ly, for  any  cause  and  under  any  pretence  whatever.  In  faith 
whereof,  we  have  caused  our  seal  to  be  affixed  to  these  pre- 
sents. Given  at  the  royal  palace,  the  thirty-first  of  August,  one 
thousand  eight  hundred  and  thirty-one.  LOUIS  PHILIPPE. 

By  the  king: 

Horace  Sebastiani. 

Let  us  suppose  that  the  first  violation  of  this  most  sacred  and 
sovereign  act  was  excusable,  upon  the  ground  that  the  cham- 
bers refused  to  appropriate — let  ns  suppose  that  the  delay  of  the 
king,  in  the  first  instance,  in  bringing  the  subject  before  the 
chambers,  and  subsequent  postponement  of  the  fulfilment  of 
Mr.  Serrurier’s  promise— that  the  subject  should  be  brought  to 
the  consideration  of  the  new  chambers  at  the  earliest  possible 
moment— fully  accounted  for;  what  is  to  satisfy  the  world  at 
large  now,  when  the  money  is  actually  voted,  for  the  continued 
violation  of  that  covenant  on  the  part  of  the  king,  when  he  has 
so  solemnly  avowed,  on  the  “word  of  a king,”  shall  be  inido- 
late — “shall  be  observed  without  contravening,  or  suffering  it  to 
be  contravened,  directly  or  indirectly, /or  any  cause,  or  under 
any  pretence  whatever.” 

The  world  will  say,  whether  the  king,  who  has  the  presi- 
dent’s express  declaration,  that  no  menace  was  meant  by  the 
message — whether  the  king,  who  has  Mr.  Livingston’s  several 
letters,  disavowing  for  his  government  the  false  construction 
put  upon  the  message  by  the  factious  at  home  and  abroad,  to 
torture  it  into  insult,  whether  the  king,  who  has  already  receiv- 
ed through  the  same  channels  whence  the  message  reached 
him,  the  president’s  official  approbation  of  Mr.  Livingston’s 
official  disavowal,  twice  repeated  in  his  communications,  does 
not,  in  continuing  to  withhold  the  payment  of  the  indemnity, 
upon  the  plea  that  this  point  is  not  sufficiently  explained,  con- 
travene the  treaty,  not  for  any  cause  which  he  is  pledged  not 
to  allow  to  operate,  but  for  a mere  pretence,  which  the  terms  of 
his  ratification  still  more  emphatically  forbid. 

The  public  will  be  able  to  decide  hereafter,  if  they  cannot 
now,  what  the  promises  and  good  faith  of  certain  kings  are 
worth.  They  assuredly  are  very  slow  in  fulfilling  them,  com- 
pared with  republican  presidents.  The  ratification  by  the  pre- 
sident was  as  follows: 

Now,  therefore,  be  it  known  that  I,  Andrew  Jackson,  pre- 
sident of  the  United  States  of  America,  have  caused  the  said 
convention  to  be  made  public,  to  the  end  that  the  same  and 
every  clause  and  article  thereto,  may  be  obseived  and  fulfilled 
with  good  faith  by  the  United  Stales  and  the  citizens  thereof. 

In  consequence  of  this,  the  president  and  congress  at  once 
passed  the  necessary  laws,  giving  France  great  privileges  and 
benefits  under  the  treaty,  which  she  has  been  enjoying  ever 
since,  while  not  a dollar  has  yet  been  paid  to  us. 

“Look  on  this  picture  and  on  this” — republican  faith  and 
promises  in  America,  contrasted  with  kingly  faith  and  promises 
in  France. 

— - 

THE  ABOLITION  QUESTION. 

It  appears  by  the  Charleston  Courier,  that  a late  eastern  pa- 
per, entitled  the  the  Vermont  Telegraph,  had  indirectly  claimed 
the  late  Mr.  Grimke— so  celebrated  for  genius  and  learning  ill 
his  profession,  and  so  distinguished  for  worth  of  character — as 
an  advocate  for  the  immediate  abolition  of  slavery.  An  impu- 
tation so  derogatory  to  his  fame,  his  eldest  son,  Mr.  Grimko 
Drayton— the  last  name  the  son  adopted  as  that  of  his  maternal 
grand  father — hastens  to  remove.  This  he  does  in  the  most 
satisfactory  manner;  shewing  that  his  father,  although  an  enemy 
to  slavery  as  an  abstract  principle,  yet  believed  the  condition 
of  the  slave  in  Carolina  more  enviable  than  that  of  correspond- 
ing classes  of  men  in  other  countries.  He  advocated  the  re- 
ligious improvement  of  the  negroes,  and  was  a friend  to  the 
colonization  societies.  The  admirers  of  the  late  Mr.  Grimke, 
abroad  as  well  as  at  home,  will  be  gratified  at  his  son’s  thus 
stepping  forward  and  vindicating  his  fame. 
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From  the  Boston  Evening  Transcrijit.  The  Liberator  was 
published  as  usual  on  Saturday.  Il  appears  to  have  been  got 
up  leinporarily,  in  the  absence  of  Mr.  Garrison,  by  Mr.  C.  C. 
Burleigh,  who  gave  an  account  ot  the  proceedings  on  Wednes- 
day evening,  under  his  own  signature.  As  Mr.  Burleigh  pro- 
fesses to  give  his  evidence  as  an  eye  witness,  we  shall  lake  the 
liberty  to  corn  el  two  errors  of  his  slaleiiieni  in  the  following 
paragraph.  Mr.  Burleigh  says: 

I saw  Garrison  between  two  men  who  held  him  and  led  him 
along,  while  the  throng  pressed  on  every  side,  as  if  eager  to 
devour  bun  alive.  His  head  was  bare,  his  face  a little  more 
highly  colored  than  in  his  most  tranquil  moments,  as  if  Bushed 
by  moderate  exercise,  and  his  countenance  composed.  I have 
been  informed  that  when  seized  he  uttered  not  a word,  nor 
raised  a hand  lor  his  defence,  but  yielded  unresistingly,  in  per- 
fect accordance  with  his  well  known  principles. 

When  Mr.  Garrison  was  led  out  of  Wilson’s  lane,  we  stood 
on  the  curb  stone  of  the  side  walk,  wiihin  two  feet  of  him 
when  he  passed  us.  There  was  no  crowd  pressing  on  every 
side— on  the  contrary,  the  crowd  seemed  disposed  to  retire,  as 
if  awe  siircken,  and  when  he  came  out  of  the  lane  with  the 
two  young  men  who  had  him  in  charge,  there  was  not  six  per- 
sons within  nearly  two  rods  distance  of  them.  His  countenance 
was  not  composed,  or  Bushed  as  if  by  moderate  exercise.  It 
was  rleadly  pale,  whilst  a ghastly  stntle  was  diflTused  over  his 
palid  features,  which  we  shall  never  forget  whilst  we  live. 
We  have  seen  men  hung  and  shot,  and  led  out  to  be  hung  and 
shot — not  once  only,  but  frequently — and  never  saw  a counte- 
nance that  aflecied  us  so  sensibly.  Mr.  Burleigh  was  misin- 
formed in  another  respect.  Mr.  Garrison,  when  dragged  from 
his  biding  place,  did  utter  a word.  He  fell  down  upon  his 
knees,  clasped  his  hands,  and  prayed  for  mercy  with  the  ardor 
ef  despair;  and  when  assured  that  no  one  should  hurl  him,  he 
seemed  scarcely  to  know  what  was  said  to  him,  or  what  he 
was  about. 

Words  of  jirophecy.  The  Harpers  of  New  York  have  just  pub- 
lished volume  V and  VI  of  the  complete  works  of  James  K. 
Paulding,  containing  “letters  from  the  south  by  a northern  man” 
The  letters  are  descriptive  of  customs,  manners,  scenery  and 
indeed  of  men  and  things  in  general  in  the  interior  of  Virginia, 
and  was  first  written  and  published  in  the  year  1817.  On  the 
great  question  of  slavery  the  author  looked  with  the  eye  of  a 
philanthropist  and  a patriot,  while  his  recorded  opinions  ex- 
hibit the  forecast  of  a statesman.  We  have  been  struck  with  the 
spirit  of  prophecy  displayed  in  the  following  passage,  written 
eighteen  years  ago. 

“The  second  cause  of  disunion  will  be  found  in  the  slave 
population  of  the  south.  Whenever  the  misguided,  or  wilfully 
malignant  zeal  of  the  advocates  of  emancipation  shall  institute 
as  it  one  day  doubtless  will,  a crusade  against  the  constitu- 
tional rights  of  the  slave  owners,  by  sending  among  them  fana- 
tical agents,  and  fanatical  tracts,  calculated  to  render  the 
slave  di.-affected,  and  the  situation  of  the  master  and  his  family 
dangerous;  when  appeals  shall'be  m.tde,  under  the  sanction  of 
religion,  to  the  passions  of  these  ignorant  and  excited  blacks, 
calculated  and  intended  to  rouse  their  wor.<t  and  most  danger- 
ous passions,  and  to  place  the  very  lives  of  their  masters,  their 
wives  and  children,  in  the  deepest  peril;  when  societies  are 
formed  in  the  sister  stales,  for  the  avowed  purpose  of  virtually 
destroying  the  value  of  this  principal  item  in  the  property  of 
a southern  planter;  when  it  becomes  a question  moved  in  the 
legislatures  of  the  other  states,  or  of  the  general  government, 
whether  the  rights  of  the  master  over  his  slave  shall  be  any 
longer  recognised  or  maintained,  and  when  it  is  at  length  evident 
that  nothing  will  preserve  them  but  secession,  then  will  certain 
of  the  stars  of  our  beautiful  constellation  “start  rriadly  from  their 
spheres,”  and  jostle  the  others  in  their  wild  career.  There  is 
no  dissenting  voice  in  the  south  on  this  vital  question,  and  the 
movement  will  be  unanimous.  Let  the  fanatics  he  checked  in 
time,  in  their  mad  r areer;  if  the  union  is  worth  preserving.” — 
Vol.  1,  pp.  172-182. 

The  aholilionists.  The  grand  jury  of  Frederick  county,  Va. 
have  found  a true  bill  against  “the  Abolition  society  of  New 
York,  and  every  member  thereof,  and  especially  Arthur  Tap- 
pan,”  who  is  considered  the  prime  mover  and  organizer  of  said 
society.  Tim  jury  in  their  presentment,  earnestly  recommend 
to  the  judges  and  magistrates  of  that  slate,  vigilance  and  in- 
creased energy  in  the  detection  of  all  fanatical  emissaries,  and 
in  the  suppression  of  their  nefarious  schemes  and  publications. 
They  also  request  the  state  legislature  to  lake  into  considera- 
tion the  existing  laws  against  “writing  or  printing  books, 
pamphlets,  or  other  writings,  advising  or  encouraging  insurrec- 
tion, and  the  circulation  of  all  such  documents,”  and  to  enact 
such  further  law.s,  with  increased  penalties  for  their  infringe- 
ment, as  shall  prove  effectual. 

It  is  proposed  in  the  New  Orleans  Union,  that  the  legislature 
of  Louisiana  should  pass  a law  prohibiting  the  emancipation  of 
any  slave  in  that  state,  without  the  owner  shall  make  provision 
to  send  the  slave  to  Liberia. 

It  was  stated  at  the  colonization  meeting  on  Thursday  even- 
ing, that  Virginia  would  probably  enforce,  ere  long,  the  law  of 
that  state  which  forbids  free  blacks  to  live  within  its  bounds. 
We  have  conversed  with  gentlemen  who  have  travelled  I'ecent- 
ly  in  Virginia,  and  find  the  opinion  general  that  this  will  be  the 
result.  The  law  when  enacted,  was  so  offensive  to  the  belter 
feelings  of  the  Virginians,  that  it  has  lain  a dead  letter.  But 
the  excitement  and  apprehension  which  now  exist,  have  chang- 


ed the  opinions  of  the  people.  What  shall  we  do  with  these 
hosts  of  nriserable  beings.^  Will  the  abolitionists  receive  iheni 
into  their  houses,  and  provide  employment  or  otherwise  support 
them.^  Or  must  they  be  driven  back,  or  lell  to  sufler,  and  many 
of  them  to  become  the  tenants  ot  our  almshouses  and  prisons.'’ 

[Jour.  Com. 

Extract  from  a presentment  of  the  grand  jury  of  Cass  county, 
Georgia:  'J'he  grand  jury  cannot  close  on  the  present  occasion, 
without  noticing  with  deep  abhorrence  the  intermeddling  of  the 
fanatics  and  vicious  of  the  north,  with  the  slave  population  of 
the  south.  This  question — the  question  of  slavery — is  settled; 
no  good  can  now  result  (rom  agitating  it,  and  much  and  lasting 
mischief  inay  be  the  consequence.  The  friends  of  humanity 
generally,  as  well  at  the  north  as  the  south,  will  no  doubt  use 
their  utmosi  iuBiii-nce  in  order  to  the  suppression  of  the  wick- 
ed and  diabolical  scheme?,  that  seem  to  be  organizing  by  the 
abolitionists  of  the  country,  'i'he  good  people  of  the  north  will 
remember  that  they  have  an  important  interest  in  this  matter, 
as  well  as  the  owners  of  the  slaves.  This  may  be  the  question 
upon  which  this  union,  sooner  or  later,  may  tumble  into  ruirrs. 
The  slaveholding  states,  will  never  consent  that  any  control 
shall  be  had  over  this  species  of  their  property  but  by  them- 
selves, and  must  view  those  who  dare  to  tamper  with  this  mat- 
ter, as  their  enemies,  and  should  treat  them  as  such.  The  tael 
need  not  longer  be  disguised,  there  are  regularly  organized  ope- 
rations in  some  of  the  non-slaveliolding  states,  which  have  for 
their  direct  object,  a dangerous  interlerence  with  our  black 
population.  As  yet,  these  operations,  as  far  as  the  jury  are  in- 
formed, have  been  distinct  from  ail  religious  denominations  of 
the  country.  Yet  this  jury  would  express  their  unaffeeted  ap- 
prehensions from  the  number,  character,  talents  and  respecta- 
bility of  these  agitators,  that  the  church  is  destined  to  be  ere 
long  the  medium  through  which  the  premeditated  mischief  is  to 
be  accomplished.  I'his  remark  is  made  with  the  profoundest 
deference  to  the  religious  sentiments  of  the  country,  and  it  is 
Sincerely  hoped  that  no  such  will  be  ofiended  with  the  sugges- 
tion, that  all  will  lend  their  aid  and  iuBuence  in  checking  the 
evil.  The  jury  would  respectfully  recommend  to  their  fellow- 
citizens  throughout  the  slate  the  propriety  of  watchfulness  over 
the  missionaries,  and  the  conduct  of  all  the  missionary  agents 
that  are  passing  through  the  country  for  the  purpose  of  estab- 
lishing tract,  temperance,  Bible,  and  all  societies  of  the  kind. 
For,  judging  from  past  experience,  it  is  through  this  channel  the 
greatest  danger  is  to  be  apprehended.  If  they  are  honest  and 
correct,  as  they  should  be  in  their  business,  they  can  have  no 
objections  to  this  caution,  and  if  otherwise,  the  sooner  they  are 
detected  the  belter. 

-•“**©  @ ©<«•— 

THE  SLAVE  QUESTION. 

Extract  from  the  Charleston  Mercury. 

“It  must  be  admitted,  that  the  right  to  demand  j’appan,  either 
under  the  law  of  nations,  or  the  constitution  of  the  U.  Slates,  is 
very  doubtful.  Even  among  ourselves  we  find  strong  objrfc- 
tions  urged  against  such  a proceeding.  We  have  now  before 
us  a letter  from  one  of  the  ablest  lawyers  and  statesmen  of  the 
southern  states,  in  which,  speaking  of  this  proposition,  he  says, 
‘the  plan  for  arresting  the  incendiaries  will  not  do.  A man, 
while  under  the  jurisdiction  of  another  sovereignly,  cannot  be 
made  amenable  to  this,  by  an  existing  law,  and  I have  strong 
doubts,  whether,  according  to  the  principles  of  international 
law,  it  could  be  done  at  all  without  committing  an  aggression 
upon  the  other  sovereignty.  What  would  South  Carolina  say, 
if  the  government  of  any  other  state  should  pronounce  our  doc- 
trines treason,  and  attempt  to  punish  our  citizens  for  promul- 
gating them,  ft  would  be  the  very  worst  form  of  consolida- 
tion.’ Now,  if  such  doubts  exist  among  ourselves,  what  pros- 
pect is  there  of  the  surrender  of  Tappan  by  the  slate  of  New 
York,  should  he  he  demanded  by  the  executive  of  South  Caro- 
lina.? The  question  would  have  to  be  decided,  not  by  our 
judges,  but  by  those  of  New  York,  influenced,  not  by  the  public 
opinion  and  policy  of  the  south,  but  by  northern  feelings  and 
sympathies.  The  argument  that  a citizen  of  New  For*,  who 
had  never  gone  out  of  the  jurisdiction  of  that  sovereignty,  was 
to  he  dragged  before  the  tribunals  of  another  state,  to  be  tried 
and  punished  there,  and  perhaps  sacrificed  for  an  ofl'ence  com- 
mitted in  New  York,  we  have  no  hesitation  in  saying,  would 
arouse  a stale  pride,  and  produce  a popular  excitement,  against 
which  it  would  be  in  vain  to  contend.  All  nations  are  ex- 
ceedingly jealous  of  snflTering  persons  of  any  description  to  be 
taken  out  of  their  jurisdiction  for  trial  and  punishment  else- 
where. Even  notorious  criminals  and  deserters  are  given  up 
reluctantly.  The  surrender  of  Jonathan  Robbins,  under  a trea- 
ty, and  by  order  of  our  own  courts,  created  a ferment  which 
shook  the  government  almost  to  its  foundations;  and  let  the  ex- 
periment be  tried  when  il  riray,  we  will  venture  to  predict,  that 
the  cry  of  the  accused,  ‘I  am  a citizen  of  New  York,’  will  he 
found  irresistible,  and  that  no  civil  magistrate  will  be  found  hold 
enough  to  deliver  him  up  to  the  officer  of  another  state.  If  the 
executive  of  New  York  should  agree  to  do  so,  his  proceedings 
would  probably  be  arrested  by  the  judges — and  should  they  re- 
fuse to  interfere,  the  criminal  would  be  rescued  by  the  mob. 
And  even  if  all  these  difficulties  were  overcome,  and  Tappan 
was  delivered  to  our  sheriff,  and  brought  to  Charleston,  it  is 
hardly  to  be  doubled,'  that  a state  of  things  would  then  arise  not 
at  all  calculated  to  produce  any  beneficial  result.  That  the 
sympathies  of  the  north  would  be  strongly  excited  in  behalf  of 
the  accused,  in  whose  person  it  would  be  believed  the  laws  and 
constitution  had  been  grossly  violated,  cannot  admit  of  a doubt. 
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r/ic  offence  would  be  forgotten^  and  Tappan,  now  execrated  or 
coiMjeiiwted  by  a large  purtiuu  o(  the  iioriliern  people,  would  be 
held  up  as  a victim  ol  oppression,  and  would  at  once  become  a 
martyr,  whose  blood,  il  it  were  shed,  would  be  the  seed  of  the 
abolition  church.  Such  would  be  the  eft'eei,  if  Tappan  w ere 
surrendered  at  the  demand  ol  our  executive.  The  etlect  wouid 
be  even  more  deplorable,  should  he  be  seized  unlawfully  and 
brought  by  force  within  our  limits.  Every  man  in  the  stale  ol 
New  York  would  then  consider  the  case  as  his  own.  This 
open  violation  of  the  sovereignty  of  New  York  and  the  rights  of 
her  citizens,  would  kindle  a flame  that  must  destroy  at  once  all 
sympathy  with  the  south.  The  whole  north  would  be  roused, 
and  It  is  much  to  be  feared  that  the  great  body  of  the  people 
would  soon  be  enlisted  in  the  cause  of  abolition.  A very  little 
reflection  would,  we  should  think,  convince  every  one  of  the 
fatal  tendency  of  such  a measure.  The  forcible  seizure  and 
abduction  of  one  individual,  would  make  every  man  feel  that 
lie  himself  was  not  secure — and  what  is  liberty  without  security'} 
Besides,  wouid  not  such  measures  lead  to  retaliation.^  Tappan 
is  rich.  Would  not  his  sons  be  prompted  to  employ  that  wealth 
in  the  abduction  of  some  of  our  citizens,  to  be  held  as  hostages 
for  their  father’s  safely?  And  where  is  all  this  to  end,  except 
in  a total  alienation  of  the  north  from  the  south,  attended  by 
the  bitterest  animosities,  leading  to  outrage,  bloodshed  and 
murder.  But  suppose  that  Tappan  were  brought  to  Charles- 
ton to-morrow,  and  lodged  in  jail  to  await  his  trial,  would  the 
case  be  then  free  from  difficulty?  Under  what  law  could  he  be 
indicted?  Could  he  be  charged  under  the  act  of  1832,  with  hav- 
ing ‘counselled,  aided  or  hired  any  slave  or  person  of  color  to 
rise  in  rebellion?’  We  apprehend  not,  since  it  could  not  be 
proved  that  he  had  any  communication  whatever  with  any  such 
person.  If  charged  under  the  act  of  1820,  with  having  ‘circu- 
lated or  brought  into  this  slate  any  written  or  printed  paper 
with  intent  to  disturb  the  peace  and  security  of  the  same  in  re- 
lation to  the  slaves  of  the  people  of  this  slate,’  he  might  plead 
not  guilty,  and  defy  the  production  of  a tittle  of  proof  in  support 
of  the  allegation.  It  is  more  than  probable  that  it  could  not  be 
proved,  that  he  had  ever  even  put  one  of  the  incendiary  papers 
into  the  post  office.  He  must  then  be  condemned  without 
proof,  and  fined  and  imprisoned,  or  be  acquitted.  And  what 
then?  Would  he  be  finally  discharged  and  suffered  to  return  to 
New  York  in  triumph?  Or  would  not  his  release  from  prison 
be  immediately  followed  by  his  being  hanged  up  at  the  lamp 
post,  in  violation  of  all  law,  and  in  open  dehance  of  the  autho- 
rity of  our  courts  of  justice!  What,  then,  would  become  of  the 
good  faith  and  honor  of  the  state,  and  the  obligation  of  interna- 
tional law  between  the  states?  And,  above  alt,  of  the  harmony 
and  good  understanding  which  should  exist  among  the  people 
of  these  states?” 

emancipation.  * 

From  the  African  Repository  for  November. 

The  statement  in  our  last  number  (p.  264)  that  the  late  gen. 
Samuel  Blackburn  had  emancipated  his  slaves,  has  been  con- 
firmed by  a letter  from  his  executor  to  the  secretary  of  the  Co- 
lonization society.  The  number  is  forty-six,  and  the  testator  has 
charged  his  estate  with  all  the  expenses  attending  their  voyage. 

Alexander  Donelson,  of  Davidson  county,  Tennessee,  lately 
deceased,  also,  by  his  will,  declared  that  all  his  negroes  (about 
twenty  in  number)  should,  at  his  death,  be  free,  on  condition  of 
their  going  to  Liberia;  and  Mr.  Stockly  Donelson,  the  adminis- 
trator, is  preparing  them  for  emigration  thither.  Ample  funds 
are  also  provided  for  clothing  them,  for  furnishing  them  with 
suitable  tools,  and  for  paying  the  expense  of  their  voyage. 

Mr.  James  Ogden  in  the  vicinity  of  Lynchburg,  Va.  lately  de- 
ceased left  a valuable  young  colored  woman  and  her  4 or  5 chil- 
dren free,  and  means  to  defray  their  expenses  to  Liberia. 

A colored  woman  with  several  children  has  been  placed  in 
charge  of  the  Lynchburg  Auxiliary  Colonization  society,  for 
•migration  to  Liberia.  This  society  had  before  sent  thither 
some  of  the  most  valuable  slaves  of  the  same  owner. 

A writer  in  the  New  York  Observer  slates  that  capt.  R.  a 
gentleman  who  had  emigrated  from  Viiginia  to  Mississi]ipi,  re- 
cently assembled  his  slaves  (about  twenty  in  number)  and  of- 
fered them  the  privilege  of  settling  in  Liberia.  They  were  dis- 
tinctly informed  that  if  they  went  to  Liberia,  they  must  expect 
sickness  and  privations,  and  all  the  ditficulties  experienced  by 
settlers  in  a new  and  distant  country.  That  the  great  advan- 
tages of  their  removal  would  be  to  their  children.  There  they 
could  educate  their  children,  and  they  could  leave  them  in  a 
land  of  freedom  and  of  equal  rights,  where  each  could  “sit  un- 
der his  own  vine  and  fig-tree.” 

They  are  all  desirous  of  going,  and  next  winter  is  the  time 
fixed  for  their  departure.  The  value  of  these  slaves  at  present 
prices  is  not  far  from  ten  thousand  dollars. 

Another  writer  adds:  “In  one  of  the  neighboring  counties  of 
Alabama,  is  a family  of  twelve  blacks.  Six  arc  free  and  six  are 
slaves.  The  father  of  the  family  is  a Baptist  preacher.  A few 
colonization  men  in  the  neighborhood  are  about  to  procure  the 
freedom  of  those  in  bondage,  by  counting  out  the  dollars,  and 
will  aid  the  whole  family  in  removing  to  one  of  the  colonies  of 
freemen,  planted  on  the  shores  of  Africa.” 

Application  has  been  made  to  the  Colonization  society  to 
send  to  Liberia  Chapman  Payne,  a colored  man  lately  emanci- 
pated by  major  M.  M.  Payne,  of  the  U.  S.  army.  Chapman 
Payne  is  about  24  years  old,  healthy,  strong,  of  ordinary  intelli- 
gence, and  acquainted  with  house  service,  mining  and  navi- 
gation. 


BANK  MATTERS. 

The  anti-monopolists  of  New  York  have  given  notice  that 
they  intend  to  apply  to  the  next  legislature  for  the  following  acts 
of  incorporation: 

For  an  act  for  the  charier  of  an  insurance  company  for  sea 
and  inland  risks  w ith  a capital  of  $350,000,  and  the  privilege  of 
increasing  it  to  any  sum  not  exceeding  $500,000,  to  be  located 
in  the  city  of  New  York,  and  to  be  entitled  the  Allas  insurance 
company. 

For  an  act  to  incorporate  a bank  in  the  city  of  New  York,  to 
be  called  the  Jackson  bank  of  the  state  of  New  York,  with  a 
capital  of  two  millions  of  dollars,  and  permission  to  increase 
the  same  if  necessary,  to  any  amount  not  exceeding  in  the  whole 
four  millions  of  dollars,  with  such  privileges  and  restiictioiis  as 
the  legislature  may  be  pleased  to  enact. 

For  an  act  to  increase  the  capital  of  the  Tradesmen’s  bank,  in 
the  city  of  New  York,  to  $1,000,000. 

For  an  act  of  incorporation  for  a charter  for  a bank  with  a 
capital  of  $500,000,  to  be  called  the  Sixth  Avenue  bank,  to  be 
located  on  the  corner  of  Fourth  street  and  the  Sixth  avenue,  or 
adjacent  thereto,  for  the  benefit  of  mechanics  and  traders  in  the 
upper  part  of  the  city. 

For  an  act  for  the  incorporation  of  a company  for  the  con- 
struction o.'’  a rail  road  from  the  city  of  New  York  to  some  point 
in  the  county  of  Dutchess. 

For  an  act  for  an  extension  of  the  period  for  commencing  and 
completing  the  New  Yoik  and  Albany  rail  road,  and  for  such 
an  alteration  of  the  charter  as  will  secure  to  the  stockholders 
such  portion  of  said  road  as  they  may  from  time  to  time  com- 
plete. 

For  an  act  for  the  incorporation  of  a company  to  insure  against 
loss  and  damage  by  fire,  with  a capital  of  $400,000,  to  be  locat- 
ed in  the  upper  part  of  the  city  of  New  York  in  the  Twelfth 
ward,  and  to  be  called  the  Northern  Insurance  company. 

For  an  act  for  the  incorporation  of  a company  for  the  im- 
provement of  the  navigation  of  the  Harlem  river,  from  the  Hud- 
son to  East  river,  and  making  a canal  for  vessels  through  Spit- 
endevil  creek. 

Fot  an  act  for  the  incorporation  of  the  Flour  Merchants’  bank 
in  the  city  of  New  York,  with  a capital  of  $750,000. 

For  an  act  granting  an  additional  increase. of  $800,000  to  the 
capital  slock  of  the  Greenwich  bank,  of  the  city  of  New  York. 

For  an  act  for  the  charter  of  an  insurance  company  for  sea 
and  inland  risks,  with  a capital  of  $300,000,  with  liberty  to  in- 
crease the  same  to  any  sum  not  exceeding  $500,000.  Said  com- 
pany to  be  located  in  the  city  of  New  Y"oik,  and  to  be  entitled 
the  Merchants’  Marine  Insurance  company. 

We  copy  the  following  from  the  New  Orleans  Bulletin  of  the 
2nd  inst. 

$3,000  reward.  The  above  reward  of  $3,000  together  with 
all  reasonable  expenses  will  be  paid  by  the  Union  bank  of  Loui- 
siana for  the  appri'hension  and  delivery  at  the  jail  in  New  Or- 
leans of  Dudley  W.  Babcock,  late  cashier  of  the  branch  of  this 
bank  at  Clinton,  who  has  absconded  with  the  funds  of  the  in- 
stitution to  the  amount  of  about  $30,000. 

Babcoek  is  a native  of  Rhode  Island,  is  about  5 feet  6 or  8 
inches  high,  is  of  a sickly  appearance  and  sallow  complexion, 
has  dark  hair,  large  dark  eyes,  high  forehead,  and  large  promi- 
nent nose.  J.  B.  PERAULT,  cashier  U.  bank  of  La. 

Speaking  of  the  existing  pressure  in  the  money  market  in 
New  York,  the  Globe  holds  the  following  language: 

To  us  it  appears  clear,  that  the  great  and  increasing  com- 
merce of  New  York  will  require  all  the  active  capital  and  bank 
facilities  of  the  place;  and  that  the  stock  of  banks  located  in 
distant  states,  which  are  now  held  there,  as  well  as  the  stocks 
in  many  of  the  local  enterprises,  must  find  investments  in 
FOREIGN  capital;  and  that  until  that  is  done,  as  the  instal- 
ments will  continue  to  be  called  for  as  due,  the  pressure  which 
now  exists  will  increase  in  severity. 

The  bank  of  England  refuses  to  discount  any  paper  bearing 
the  accredited  endorsement  of  joint  slock  companies,  that  cir- 
culate their  own  notes  without  the  name  of  any  known  mer- 
chant in  addition.  This  has  caused  much  excitement  among 
the  joint  stock  companies  of  the  manufacturing  districts. 

Who  does  not  remember  the  efforts  made  by  the  Jackson  men 
some  two  years  ago  to  show  that  the  bank  of  the  United  Stales 
would  not  be  able  to  meet  her  responsibilities:  even  in  the  rea- 
sons for  removing  the  deposites,  this  was  one  relied  on  to  some 
extent.  The  leaders  knew  belter — but  they  wished  to  deceive 
the  simple  ones:  and,  to  a degree,  they  succeeded.  But  how  is 
it  now?  There  is  no  paper  more  greedily  sought  for  than  hers. 
And  in  winding  up,  she  has  no  difficulty  in  selling  out  hr  rdebt.s, 
and  branches,  on  the  most  advantageous  terms.  Indeed  she  has 
more  bids  for  such  contracts  than  can  be  satisfied.  [Lex.  Intel. 

Banking  in  Vermont.  The  condition  and  management  of  the 
Essex  bank  at  Guildall,  Vt.  says  the  Hartford  Review,  is  under- 
going the  examination  of  a committee  of  the  legislature.  From 
the  report  of  a commissioner,  it  appears  that  its  capital  stock 
paid  in  is  $20,000.  That  this  sum  was  paid  in  on  the  15lh  of 
April,  1833,  and  on  the  same  day  about  $17,000  of  it  was  loan- 
ed to  the  stockholders  on  a pledge  of  the  stock  and  the  notes 
of  individuals  who  subscribed  for  stock— that  on  the  22d  April 
$400,  and  on  the  6lh  May  .$1,015  more,  was  loaned  in  the  same 
way,  making  in  all  about  $18,415.  That  for  these  sums  notes 
were  given  payable  on  demand,  which  bad  not  been  paid  on 
the  time  of  examination — that  the  resources  of  the  b.ank 
• amounted  to  $46,466  45,  and  its  liabilities  to  $44,317  21— that 
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the  banking  room  is  a wooden  building,  occupied  as  a store — 
and  the  place  of  deposile  for  its  notes,  bills,  papers  and  specie,  a 
wooden  desk — that  the  books  consisted  of  one  or  two  sheets  of 
paper  pinned  or  stitched  together — that  the  funds  of  the  bank 
have  been  n)onopolized  f(»r  the  benefit  of  the  officers  and  stock- 
holders of  the  bank — that  in  tlie  month  of  February,  1834,  a 
time  of  great  pecuniary  distress,  a large  loan  was  made  to  one 
of  the  officers  of  itie  bank,  and  that  the  bank  had  been  in  the 
habit  of  reporting  as  deposites  in  Boston  the  notes  of  individuals, 
some  of  which  were  not  due  at  the  time  of  the  report.  The 
foregoing  are  the  principal  facts  contained  in  the  report,  and 
we  need  not  say  that  they  do  not  furnish  the  most  conclusive 
evidence  of  solvency,  or  that  they  ought  not  to  inspire  the  ful- 
lest confidence  in  the  management  of  its  officers. 

We  understand  that  the  exchange  clerk  of  the  Commercial 
bank,  while  on  his  way  from  the  bank  of  Pennsylvania  to  the 
former  institution,  yesterday  morning,  lost  a bank  book  con- 
taining upwards  of  fifteen  thousand  dollars.  An  offer  of  one 
thousand  dollars  has  been  offered  for  its  recovery.  It  is  to  be 
hoped  that  it  will  be  speedily  restored. 

We  have  just  been  informed  that  the  bank  book  containing 
the  whole  of  the  money  was  picked  up  by  a young  girl.  It  was 
promptly  restored  to  the  bank,  the  officers  of  which  liberally 
rewarded  the  finder  with  a donation  of  one  thousand  dollars. 

[Philad.  Inq. 

^ueer  rumors.  The  New  York  Daily  Advertiser  says — Sto- 
ries of  a very  ugly  character  have  recently  got  into  circulation, 
touching  certain  prominent  patriots  belonging  to  the  regency, 
and  who  sit  in  high  places  at  Albany.  It  is  said  that  poor  Bar- 
tow is  a scape-goal  for  others,  that  unfortunately  for  them,  but 
fortunately  for  the  public,  he  left  his  private  letters  behind, 
which  have  disclosed  certain  checks  deeply  implicating  others 
as  concerned  in  stock  jobbing.  The  subject  may  be  hushed  up, 
if  the  party  can  pay  up— but  if  not  the  Commercial  bank  will 
publish  names  and  amounts. 

— © ©♦«.— 

THE  MONEY  MARKET. 

From  the  Washington  Globe. 

In  the  New  York  Times  of  the  7th  inst.  there  appeared  an  ar- 
ticle under  the  above  head.  It  speaks  of  a •‘sudden  change 
which  has  taken  place;”  of  a “severe  pressure  which  at  present 
exists,”  and  of  a “bank  panic.”  Also,  of  a “want  of  concert,” 
and  a “Jealousy  and  fear  of  one  another,”  existing  among  the 
banks,  and  declares  them,  and  “particularly  the  deposite 
banks,”  to  be  “answerable  for  allowing  so  great  a sensation  to 
be  produced,  when  there  is  so  little  cause  for  it.”  It  con- 
cludes thus:  “We  invite  the  deposite  banks  to  consider  well 
their  course.” 

That  we  might  be  enabled  to  form  an  accurate  judgement  re- 
garding the  insinuations  thrown  out  in  the  article  from  which 
we  quote,  against  the  deposite  banks  in  the  city  of  New  York, 
we  have  made  application  at  the  proper  quarter,  to  see  the  dif- 
ferent returns  of  their  condition  and  business,  and  we  have 
been  led  to  the  conclusion  that  these  insiuuations  are  without 
any  foundation,  as  well  as  most  unjust. 

ft  appears  by  the  first  returns  of  the  three  deposite  banks  in 
New  York,  made  after  their  selection  by  the  treasury  depart- 
ment, about  the  1st  of  October,  1833,  that  the  whole  discounts 
of  the  three  amounted  to  $9,539,480 

By  the  returns  of  the  same  for  the  1st  of  the  present 

month,  the  whole  discounts  are  13,533,313 


Increase  of  discounts  over  the  amount,  Oct.  1833  $3,993,833 

By  the  statements  of  the  three  deposite  banks  made  up,  one 
on  the  31st  ult.  and  two  on  the  2d  instant,  it  appears  that  there 
was  due  to  them  from  other  city  banks  $1,737,173 

Due  by  them  to  other  city  banks  585,126 


Actual  balance  due  the  deposite  banks  $1,152,047 

The  same  statements  show  that  the  deposite  banks  had  on 
hand  notes  of  other  city  banks  amounting  to  $2,556,855 

The  whole  circulation  of  the  three  at  the  sabie  timd 
was  but  1,899,139 


Amount  of  city  bank  notes  on  hand  beyond  the  whole 
circulation  $657,716 

The  whole  sum  at  the  credit  of  the  United  States  treasury  at 
the  same  lime,  in  the  three  deposite  banks,  was  ■ $7,070,263 

This  sum,  it  is  believed,  is  greater  than  it  has  before  been  in 
New  York  for  many  years,  if  ever. 

It  ought  to  be  mentioned,  that  the  deposite  banks  had,  at  the 
special  request  of  the  treasury  department,  considerably  in- 
creased their  specie,  at  the  date  of  the  last  mentioned  returns, 
having  then  in  their  vault--  $2,608,960. 

We  think  that  when  the  Times  look  at  the  increase  of  dis- 
counts, nearly  four  millions  of  dollars,  by  the  deposite  banks, 
since  they  have  been  the  depositories  of  the  public  money — at 
the  balance  due  by  the  other  city  banks  to  them  of  eleven  hun- 
dred and  fifty  thousand  dollars — at  the  balance  of  city  bank 
notes  on  hand  of  six  hundred  and  fifty  thousand  dollars— at  the 
whole  amount  of  their  own  circulation,  and  the  large  amount 
of  specie  which  they  have  placed  in  their  vaults,  they  will  find 
that  they  have  done  great  injustice  to  the  deposite  banks,  and 
must  look  to  other  causes  than  those  assigned  by  them  for  the 
“sudden  change”  and  “.severe  pressure  which  at  present  exist  ” 
On  examining  the  returns  of  the  hank  of  the  United  States, 
we  find  the  whole  loans  at  the  branch  in  New  York,  including  I 


domestic  exchanges  by  the  1st  of  October  statement,  1833, 


were  $6,297,552 

On  the  1st  of  October,  1835,  they  were  $10,338,972 

Increase,  $4,041,420 

By  the  statement  of  the  1st  inst.  they  were  $9,972,611 

Decrease  in  October  last,  $366,361 


During  the  month  of  October,  the  loans  on  personal  security 
at  New  York  decreased  $573,682— and  those  on  other  securities 
were  somewhat  increased.  This  may,  in  part,  account  for  the 
pressure  upon  the  merchants.  In  addition  to  this  the  line  of 
domestic  bills,  in  the  general  statement,  was  diminished  during 
the  month  of  October,  $1,970,557. 

The  amount,  it  is  believed,  was  principally  in  bills,  which 
fell  due,  and  were  paid,  in  the  city  of  New  York,  to  the  branch 
there.  The  payments  of  this  amount  to  an  institution  which 
was  itself  curtailing  at  the  time  they  were  made,  were  well  cal- 
culated to  lead  to  some  pressure  upon  the  other  banks. 

We  are  well  satisfied  that  the  foundation  of  the  “severe  pres- 
sure which  at  present  exists”  in  New  York,  is  chiefly  to  be 
found  in  other  causes  than  have  as  yet  been  alluded  to  by  any 
of  the  papers  which  have  met  our  eye. 

The  active  operators  of  that  city  have  purchased  too  much  and 
sold  too  little.  It  is  well  known  that  during  the  last  two  years, 
a vast  many  companies  have  been  incorporated  by  the  legisla- 
tures of  various  states,  such  as  banks  and  rail  roads  with  large 
capitals,  a great  amount  of  which  has  been  taken  by  the  enter- 
prising dealers  of  New  York. 

We  now  recollect  the  bank  of  Kentucky,  the  Northern  bank 
of  Kentucky,  the  Slate  bank  of  Illinois,  the  New  Orleans  Gas 
company,  the  Ohio  Life  and  Trust  company,  and  the  Vicksburg 
bank  in  Mississippi,  with  capitals  of  two  to  three  millions  of 
dollars.  The  instalments  for  those  institutions  have  been  call- 
ed for  regularly,  and  so  far  as  the  stock  continues  to  be  held  in 
New  York,  the  operation  is  to  transfer  so  much  capital  from 
that  city  to  the  places  where  the  various  institutions  are  locat- 
ed. Besides  these,  there  are  a number  of  extensive  rail  roads 
now  making  in  the  state  of  New  York  which  are  employing  a 
vast  amount  of  capital. 

To  us  it  appears  clear  that  the  great  and  increasing  commerce 
of  New  York  will  require  all  the  active  capital  and  bank  facili- 
ties of  the  place;  and  that  the  stocks  of  banks  located  in  distant 
states,  which  are  now  held  there  as  well  as  the  stocks  in  many 
of  their  local  enterprises,  must  find  investments  in  foreign  capi- 
tal; and  that  until  that  is  done,  as  the  instalments  will  continue 
to  be  called  for  as  due,  the  pressure  which  now  exists  will  in- 
crease in  severity. 

BOTH  SIDES— FROM  TENNESSEE. 

Fr9m  the  Nashville  Republican,  November  3. 

The  Hon.  John  Bell  made  a speech  at  Lebanon,  on  Saturday 
last,  of  which  a correspondent  gives  the  following  account: 
^‘Lebanon,  Oct.  31sf,  1835. 

“My  dear  sir:  Our  representative,  the  hon.  John  Bell,  ad- 
dressed his  constituents  o(  Wilson,  at  the  court  house  in  this 
place  to-day.  There  was  present  to  hear  him  a large  and  re- 
spectable portion  of  his  constituents  of  this  county.  The  speech 
was  characterized  by  that  boldness  of  thought  and  clearness  of 
expression  which  are  so  conspicuous  in  the  harangues  of  this 
accomplished  and  talented  man.  The  purity  of  his  political 
principles,  and  the  freedom  with  wliich  they  are  at  all  times,  as 
well  as  upon  this  occasion,  expressed,  have  fastened  his  name 
and  his  virtues  so  firmly  in  the  affections  of  his  constituents 
here,  that  no  abuse  from  his  enemies  can  reach  him,  much  less 
wrest  him  from  their  affections. 

“1  will  give  you  a brief  analysis  of  Mr.  Bell’s  speech,  though 
in  doing  that  I shall  fall  far  short  of  conveying  to  you  an  ade- 
quate idea  of  the  effect  and  manner  of  the  speaker.  He  expos- 
ed and  castigated,  in  severe  but  dignified  language,  the  tortuous 
course  of  some  of  his  colleagues  last  winter  upon  the  White 
question;  and  demonstrated  the  duplicity  and  injustice  with 
which  they  had  treated  him.  He  showed  the  inconsistency, 
and  necessary  insincerity  of  the  leaders  of  the  Van  Buren  party 
in  this  slate,  in  the  outcry  they  are  making  about  the  danger  of 
dividing  the  party,  and  bringing  the  election  into  the  house  of 
representatives.  He  charged  them  with  co-operating  with  men, 
who  had  shown  by  their  votes  last  winter,  that  they  are  oppos- 
ed to  an  amendment  of  the  constitution,  by  which  the  election 
should  be  kept  out  of  the  house  in  all  future  elections;  and  that 
a majority  of  Mr.  Van  Btiren’s  supporters  in  the  late  congress 
were  opposed  to  that  measure. 

“Mr.  Bell  represented  in  an  indignant  and  withering  manner 
the  system  of  official  influence  which  was  threatened  in  our 
(dections.  lie  described  corruption  as  alieady  stalking  abroad 
naked  and  undisguised  in  the  highways  and  market-places,  and 
openly  and  impudently  offering  her  bribes.  He  did  not  think, 
in  the  history  of  the  government,  that  an  example  could  be 
found,  such  as  we  had  lately  witnessed,  of  men  who  had  been 
for  years  notoriously  seeking  and  expecting  offices,  becoming 
the  active  partisans  of  those  from  whom  they  expected  their 
commission. 

“The  condition  of  ihe  public  press  in  this  slate  was  explain- 
ed and  commented  upon,  and  the  alarming  circumstances  at- 
tending the  establishment  and  support  of  the  papers  lately  es- 
tablished to  support  Mr.  Van  Buren.  He  said  it  was  something 
altogether  new  in  this  state,  but  we  were  only  in  the  green  tree 
in  this  respect. 
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“Mr.  jBeH  concluded  by  stating  his  determinations  to  adhere 
to  those  principles,  which  he  had  supported  for  the  last  ten 
years;  and,  as  the  best  means  of  sustaining  them,  as  well  as  to 
prevent  the  success  of  the  most  odious,  alarming  and  corrupt- 
ing system,  which  had  ever  threatened  the  purity  of  elections 
aikd  the  liberties  of  the  country,  he  would  stand  by  the  banner 
of  White  to  the  last. 

“I  have  thus  attempted  an  analysis  of  a speech  in  a few  lines, 
which  occupied  the  speaker  an  hour  in  the  delivery.  He  was 
animated  and  happy  in  all  his  explanations;  and,  judging  from 
the  effect  produced  upon  the  assemblage,  had  touched  chords 
which  found  a response  in  the  bosoms  of  all  present.  The  in- 
terest created  by  Mr.  Bell  was  thrilling,  and  the  effect  tremen- 
dous. Well  may  we,  his  immediate  constituents,  be  proud  to 
honor  a patriot  so  pure,  a man  so  honorable,  a politician  so 
watchful  and  independent.” 

From  the  Globe  of  Nov.  16. 

Extract  of  a letter  dated  Nashville  (Ten.)  Nov.  1,  1835. 

“Yesterday  we  had  our  great  festival — a dinner  to  Carroll, 
Grundy,  Polk  and  Johnson,  at  Vauxhall.  The  parade  on  the 
square  and  the  procession  to  the  garden  were  equal  to  those  of 
1834,  when  the  president  was  last  here.  The  whole  affair  has 
been  triumphant.  Men  of  the  first  standing  from  all  the  neigh- 
boring counties  attended  in  crowds,  and  Nashville  and  David- 
son counties  never  turned  out  better  upon  any  former  ocsasion. 
Mr.  Grundy  made  the  very  best  speech  1 have  ever  heard  from 
him.  He  commenced  by  an  open  denunciation  of  the  entire 
scheme  of  making  judge  White  president.  He  said  he  would 
not  answer  the  small  dirty  slanders  of  the  local  press  of  the  city, 
nor  of  the  men  who  controled  it.  He  was,  he  said,  in  pursuit 
of  higher  game.  He  dissected  the  different  branches  of  the  op- 
position, and  gave  a suceinct  history  of  the  formation  of  the 
new  White-whig  parly  in  this  state.  He  denounced  its  course 
and  purposes;  he  dealt  plainly  with  every  thing;  he  gave  a com- 
pendious history  of  Mr.  Van  Buren’s  whole  political  career  from 
the  time  he  first  entered  the  New  York  legislature  up  to  this 
time,  and  vindicated  him  against  every  charge  which  his  ene- 
mies have  ever  brought  against  him.  He  said  the  press  here, 
which  is  now  loudest  in  the  abuse  of  Mr.  V.  B.  formerly  abused 
him  (Mr.  G.)  for  not  having  made  a speech  in  the  senate  in  fa- 
vor of  that  gentleman,  on  his  nomination  to  the  English  mis- 
sion. He  said  he  and  judge  White  voted  for  the  nomination, 
but  as  he  was  then  abused  for  not  making  a speech  for  Mr.  V. 
B.  he  intended  now  to  make  up  arrears,  and  from  this  day  forth 
they  should  not  accuse  him  of  not  making  speeches  in  favor  of 
that  gentleman  upon  every  suitable  occasion  which  might  offer. 
His  speech  was  made  up  of  a powerful  array  of  facts,  argu- 
ments, withering  satire  and  ridicule,  which  no  man  can  better 
employ  before  a public  assembly  than  Mr.  G.  He  will  never 
again  be  accused  of  not  speaking  for  Mr.  V.  B.  in  our  newspa- 
pers. He  was  over  and  over  again  interrupted  by  the  most 
thundering  applause. 

“Colonel  Polk  followed,  and  his  effort  was  attended  by  equal 
marks  of  approbation.  It  was  his  first  speech  in  this  city. 
Many  hundreds  of  the  spectators  had  never  seen  or  heard  him 
before.  He  spoke  truth  plainly,  and  gave  a full  history  of  the 
rise  and  progress  ol  the  White  cause.  He  cried  aloud  and  spar- 
ed not.  He  took  occasion  to  vindicate  the  president  most  tri- 
umphantly against  the  charge  of  dictation,  and  demonstrated 
the  mercenary,  contemptible  tergiversations  of  the  press  in  this 
stale.  He  vindicated  Mr.  Van  Buren  against  all  the  common 
charges  brought  against  him  by  the  White  politicians  and  news- 
papers. 

“Mr.  Johnson  made  a first  rate  impression.  His  speech, 
which  immediately  followed  colonel  Polk’s,  was  replete  with 
fact-s,  arguments,  and  reasoning.  He  said  he  had  avowed  him- 
self for.Mr.  Van  Buren  in  the  late  canvass,  and  that  he  had 
been  sustained  by  his  constituents  in  his  avowal.  He  gave  a 
liistory,  as  Mr.  G.  and  colonel  Polk  had  done,  of  his  knowledge 
of  the  agency  and  influence  exercised  by  the  whigs  and  nullifi- 
ers,  in  bringing  out  judge  White.  He  said  it  was  this  agency 
which  had  disgusted  him  with  the  whole  scheme,  and  caused 
him  instantly  to  revolt  at  the  whole  movement.  He  drew  a 
parallel  between  the  claims  and  qualifications  of  Mr.  Van  Bu- 
ren and  judge  White,  and  gave  the  preference  clearly  to  the 
former,  on  that  ground  alone,  independent  of  all  party  consid- 
erations. His  speech  was  received  with  the  loudest  cheering 
and  most  hearty  applause. 

“I  omitted  to  mention  that  governor  Carroll,  laboring  under 
the  effects  of  severe  indisposition,  made  the  first  speech.  A 
better  speech  from  an  old  soldier  to  his  old  companions  in  arms, 
was  never  made.  He  recounted  all  his  connexions  with,  and 
services  perlbrmed  under,  general  Jackson,  and  of  his  whole 
course  in  civil  office  since  the  war.  He  stated  atid  reiterated 
the  opinions  which  he  had  professed  throughout  the  late  can- 
vass, in  relation  to  the  presidency.  He  said  he  fell  prouder  this 
day,  consigned  to  a private  station,  than  he  would  have  felt  in 
being  elevated  to  the  chair  of  slate,  at  the  expense  of  his  prin- 
ciples and  parly.  Every  sentence  he  uttered,  was  responded  to 
by  loud  and  long  continu(;d  slutuis  of  approbation. 

“The  speaking  commenced  at  an  unusual  early  hour;  and  the 
delivery  of  the  speeches  1 have  already  mentioned,  occupied 
the  time  until  nearly  sunset.  After  the  gentlemen  tnentioned 
had  concluded,  Messrs.  Nicholson,  Guild,  Moore  of  Lincoln, 
Ridley,  Humphreys,  &c.  were  severally  honored  with  toasts, 
and  vociferously  called  lor.  Colonel  Moore,  Mr.  Nicholson 
and  colonel  Guild,  had  respectively  to  respond  to  the  calls  and 


sentiments  expressed,  but  no  time  was  left  for  speaking.  The 
company  called  upon  each  to  go  on,  but  time  did  not  permit  any 
to  do  more  than  to  say  a few  words,  and  offer  such  sentiments 
as  were  prepared  for  the  occasion. 

“All  in  all,  I have  never  been  at  a public  meeting  at  which  I 
think  there  was  more  order  observed.” 

THE  GRAND  WHIG  FESTIVAL. 

Baltimore^  November  14. 

Thursday  was  a proud  day  for  the  whigs  of  Baltimore  and  of 
Maryland.  It  will  be  remembered  in  our  victories  hereafter,, 
and  will  cheer  on,  animate,  and  give  an  impetus  to  the  whig 
cause  in  its  future  struggle  against  executive  dictation,  and  the 
disciplined  army  of  officeholders  and  their  followers.  It  wilt 
be  remembered  for  the  grand  and  imposing  display  it  presented 
of  true  and  patriotic  hearts,  resolving  to  support  the  constitu- 
tion and  the  laws,  and  to  oppose  manfully,  successfully  and 
unitedly,  the  officeholders’  party  and  its  executive  nominated 
candidates,  Messrs.  Fan  Buren  and  Johnson!  It  will  be  re- 
membered for  the  glorious  interchange  of  good  feelings,  of  pa- 
triotic whig  sentiments  which  there  took  place  between  the 
whigs  of  Maryland  and  their  brethren  orf  Pennsylvania,  and 
which  made  all  hearts  present  beat  with  patriotic  joy.  It  will 
be  remembered  for  the  glorious  determination  which  was  there 
agreed  upon,  to  cast  aside  all  prejudices,  predilections  and  par- 
tialities, for  the  country’s  good,  and  unite,  one  and  all,  upon 
that  candidate  for  president,  who  shall  be  found  to  be  the  firsj 
choice  of  the  greatest  number  of  the  people  opposed  to  Van  Bu- 
ren and  Johnson.  It  will  be  remembered  for  the  heartfelt  and 
long  repealed  cheers  of  approbation  which  went  up  from  thou- 
sands of  freemen,  in  ratification  of  so  glorious  a determination. 
In  fine,  the  day  was  a glorious  one,  which  will  never  be  oblite- 
rated from  the  remembrances  of  those  who  participated  in  its 
festivities. 

The  following  gentlemen  were  appointed  officers  of  the 
day:— 

The  venerable  LUKE  TIERNAN,  president. 

Major  general  William  McDonald,  hon.  Nathaniel  F.  Wil- 
liams, James  M,  Buchanan,  esq.  Isaac  Munroe,  esq.  colonel  J5. 
L.  Finley,  James  W,  Me Culloh,  esq,  colonel  William  Steuart, 
general  S.  C.  Leakin,  T.  Yates  Walsh,  esq.  Joshua  Jones,  esq. 
Samuel  McClellan,  esq.  general  George  W.  Williamson,  Peter 
Leary,  esq.  vice  presidents. 

After  the  viands  were  removed,  the  following  regular  toasts 
were  read  by  James  W.  McCulloh,  esq.  one  of  the  vice  presi- 
dents. 

REGULAR  TOASTS. 

1.  The  late  election  in  Maryland — Its  result  is  a noble  pledge 
of  her  attachment  to  the  true  principles  of  liberty. 

2.  The  constitution  of  the  United  States  of-America. — AUbe 
the  charter  of  a general  government,  and  a sacred  compact  be- 
tween the  slates. 

3.  The  union — It  sprang  from  kindred  affections,  and  by 
these  will  be  preserved. 

4.  Our  guests  from  Philadelphia— The  welcome  representa- 
tives of  the  political  chivalry  of  Pennsylvania. 

When  the  immense  cheering  which  followed  the  announce- 
ment of  this  sentiment  had  subsided,  col.  McKenney,  of  the 
Pennsylvania  delegation,  who,  in  the  mean  time,  was  called 
for  loud  and  long,  rose  to  respond  to  the  call  and  to  the  senti- 
ment. As  he  stepped  upon  the  stand,  a tall  gentleman,  with 
an  intelligent  countenance,  and  a head  as  white  as  though  it 
had  been  frosted  with  many  a winter,  greeted  with  nine  hearty 
cheers  from  the  whole  company.  When  these  had  subsided, 
he  began  by,saying,  that  he  had  been  directly  challenged  to 
respond  to  the  sentiment  just  offered,  and  he  asked  who  ever 
knew  a Marylander  to  refuse  an  honorable  challenge.^  About 
sixty  miles  from  the  place  he  was  then  addressing  them,  he 
said,  in  the  good  old  state  of  Maryland,  God  bless  her!  (loud 
cheers)  he  first  drew  breath.  He  never  felt  happier  than  on 
the  present  occasion,  when  addressing  so  many  patriotic  breth- 
ren of  his  native ^taie.  He  felt  assured,  that  he  could  always 
tell  a true  Marylander  wherever  he  should  meet  his  counte- 
nance; he  carried  with  him  a warm,  patriotic  heart,  forth  from 
which  flowed  a genial  moisture,  forming  a kind  of  atmosphere, 
so  that  when  two  Marylanders  met  they  could  recognize  each 
other  instanter!  lie  said  it  had  been  his  lot  to  drop  anchor  in 
another  state,  in  old  Pennsylvania,  the  key  stone  of  the  federal 
arch.  That  state  had  for  some  time  been  merged  in  gross  poli- 
tical darkness;  but  the  cloud  had  been  at  last  dispelled,  and  old 
Pennsylvania  was  once  more  free,  God  bless  her!  (Thunder- 
ing applause.) 

About  a year  ago,  said  he,  the  whigs  of  Baltimore  sent  a 
committee,  with  my  friend  James  M,  Buchanan,  at  its  head, 
to  the  whigs  of  Philadelphia,  bearing  us  a beautiful  whig  flag, 
as  a testimonial  of  your  then  recent  triumph  and  your  good 
wislies  for  your  Pennsylvania  friends.  My  friend  Buchanan 
said  to  us,  acce()t  this  flag,  and  when  “you  do  the  genteel  thing 
in  Pennsylvania,  you  may  return  it  to  us.”  My  friends,  we 
went  to  work,  f can  assure  you,  and  we  resolved  to  cease  not, 
and  tire  not,  till  the  good  work  was  accomplished.  When 
your  last  glorious  victory  took  place,  which  you  are  now  as- 
sembled to  honor,  there  was  a shout  went  up  from  tens  of  thou- 
sands of  hearts  in  old  Pennsylvania  which  reached  to  Heaven. 
We  were  animated  and  inspired  by  it.  We  resolved  to  gain  a 
victory  also.  Old  Pennsylvania  is  rather  slow  in  moving,  but 
when  she  does  move,  she  goes  right  straight  ahead,  as  major 
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Jack  Downing  says,  and  all  nater  can’t  stop  her.  We  have  tri- 
umped!  Pennsylvania  is  regenerated!  and  now  we  have  bronght 
yon  back  your  flag!  Pennsylvania  will  have  no  more  to  do 
with  Van  Burenism.  Her  substantial  Dutchmen  have  taken 
their  pipes  out  of  their  mouths,  taken  the  Kinderhooker  up, 
looked  at  him  deliberately,  and  said  they  would  not  have  him; 
that  he  was  too  much  of  a fox  for  them,  and  therefore  hu  must 
be  kept  at  home  at  Kinderhook;  he  would  not  do  for  president; 
they  liked  Old  Hickory  pretty  well,  and  there  was  another  man 
they  thought  might  do  to  take  his  place,  and  that  was  the  hero 
of  Tippecanoe,  hut  as  for  Van  Buren  he  was  too  much  of  the 
fox  by  a good  deal! 

He  said  there  was  one  point  upon  which  he  would  touch, 
and  then  close.  He  wished  to  see  that  man  united  upon,  who 
should  be  found  to  be  the  best  calculated  to  secure  the  triumph 
of  the  whigs.  God  forbid  that  we  should,  by  standing  out  for 
personal  partialities  and  individual  preferences,  suffer  the  coun- 
try to  fall  into  the  slough  of  Van  Burenism!  Were  his  own  re- 
vered father  now  living,  and  a prominent  whig  candidate  for 
the  presidency,  if  by  remaining  so,  he  prevented  the  union  of 
the  friends  of  the  constitution,  so  help  him  heaven,  he  would 
vote  against  him.  7’he  whigs  must  rally  together — must  go 
together,  if  they  would  rescue  the  country  from  the  mal-ad- 
uiinistration  which  now  disgraces  it.  He  concluded  his  re- 
marks, which,  not  taking  notes  at  the  time,  we  are  totally  in- 
adequate to  do  justice  to,  by  offering  the  following  sentimeut: 
The  WHIGS  of  the  union,  and  the  union  of  the  whigs.  (Loud 
and  long  continued  applause.) 

Mr.  Buchanan  being  loudly  called  upon  for  a speech,  rose 
and  remarked,  that  instead  of  occupying  the  time  with  a speech 
of  his  own,  he  would  introduce  to  his  fellow  citizens  Mr.  Creed, 
of  the  Pennsylvania  delegation,  who  would  address  them,  and 
to  whom,  he  was  well  assured, they  would  listen  with  far  great- 
er ple.asure  than  to  any  thing  which  he  might  himself  offer. 
Mr.  Creed  was  then  loudly  called  for:  he  rose  and  spoke  for 
some  time  with  great  spirit,  power  and  effect;  but  we  are  un- 
able to  give  even  an  outline  of  his  speech,  as  we  are  also  of 
llie  speeches  of  several  other  gentlemen  who  spoke  on  the  oc- 
casion. 

5.  The  presidency  of  the  United  Stales — ft  should  never  be 
won  by  stratagem,  seized  by  ambition,  nor  controled  by  fac- 
tion. 

6.  The  election  of  ’36— May  it  mark  the  era  of  reform,  and 
sweep  from  the  seats  of  power  the  dividers  of  spoils. 

7.  The  next  administration — Into  whose  hands  soever  it  may 
fall,  let  him  not  claim  to  execute  the  law  “as  he  understands 
it!” 

8.  The  senate  of  the  United  States — Dignified  by  master 
spirits  whose  patriotism  and  eloquence  have  shed  around  our 
government  imperishable  renown.  - 

9 Party  feeling — A holy  sentiment  when  it  distinguishes  the 
defenders  of  free  institutions  from  those  who  would  destroy 
them. 

10.  The  sages  and  soldiers  of  the  revolution — Immortal  honor 
to  the  dead,  and  generous  succor  to  the  living. 

11.  The  opponents  of  dictation — They  will  yield  their  per- 
sonal preferences  when  their  country’s  good  demands  it. 

12.  The  army  and  navy  of  the  United  States — Grateful  for 
their  services,  we  glory  in  their  fame. 

13.  Our  country-women — The  honored  and  cherished  com- 
panions of  freemen. 

Volunteers. 

, By  Luke  Tiernan,  president  of  the  day.  Henry  Clay — The 
history  of  his  country  is  a monument  to  his  renown. 

.Ashland,  4th  Nov,  1835. 

Gentlemen:  I am  honored  with  your  invitation  to  the  cele- 
bration of  the  late  triumph  in  Maryland  of  the  whigs,  at  the  ge- 
neral election,  proposed  on  the  11th  inst.  Sharing  cordially 
in  all  their  feelings  and  sympathies  on  the  occasion,  I should 
be  delighted  to  participate  in  the  contemplated  festival,  but  I 
regret  that  it  will  not  be  in  my  power  to  leave  home  at  that 
time. 

I sincerely  hope  that  the  auspicious  event  which  you  intend 
to  commemorate,  and  other  similar  events,  may  lead  to  the  de- 
feat of  the  Baltimore  convention,  which  you  justly  so  much 
deprecate.  I believe,  with  yoti,  that  the  election  of  Martin 
Van  Buren,  tinder  all  the  circumstances  by  which  it  is  attempt- 
ed to  be  brought  abotit,  and  with  the  consequences  which 
would  necessarily  flow  from  it,  would  be  fatal  to  the  purity  and 
existence  of  our  institutions.  Entertaining  sincerely  this  con- 
clnsion,  I offer  as  a sentiment  at  your  festival. 

Union  and  concert,  and  a sacrifice  of  all  individtial  attach- 
ment, in  the  support  of  a presidential  candidate  opposed  to  the 
Baltimore  nomination. 

I have  the  honor  to  be,  gentlemen,  with  great  respect,  your 
friend  and  obd’t  servant,  H.  CLAY. 

To  Messrs.  David  Hoffman,  Luke  Tiernan,  James  W.  Mc- 
Ciilloh,  N ilhanicI  F.  Williams,  John  Glass,  James  M.  Bu- 
chanan, T.  H Carroll,  T.  Yates  Walsh,  Win.  Pinkney, 
Benj.  Deford,  S.  C.  Leakin,  E.  L.  Finley,  Wm.  H.  Norris, 
Geo.  W.  Williamson,  Jas.  Wilks,  jr.  John  W.  Woods. 

By  James  W.  McCulloh,  vice  president.  Daniel  Webster 
— The  profound  jurist,  the  enlightened  statesman,  and.  the  de- 
voted patriot. 

Boston,  Nov.  4,  1835. 

Gentlemen:  On  my  return  to  town,afteran  absence  of  some 
days,  I have  the  pleasure  to  receive  your  letter  of  the  21si  of 


October,  inviting  me  to  attend  a festival,  intended  to  be  given 
in  Baltimore,  on  the  11th  instant. 

1 hope  it  is  not  doubted,  that  I regard  the  cause,  whose  tri- 
umph in  Maryland  is  thus  to  be  celebrated,  as  the  true  caose  of 
the  country,  of  patriotism,  and  of  civil  liberty;  and  I assure  you, 
gentlemen,  that  I rejoice  sincerely,  in  every  evidence,  and  es- 
pecially in  such  decisive  manifestations  as  Maryland  has  re- 
cently given,  of  the  prevalence  among  our  fellow  citizens,  of 
principles,  over  devotion  to  men;  of  paramount  attachment  to 
the  constitution;  aud  of  unwavering  resolution  to  maiulain  all 
those  guards  for  liberty,  which  our  forefathers  have  established 
for  us.  1 should  have  very  true  pleasure  in  being  with  you  and 
your  friends,  on  the  proposed  occasion,  if  it  were  in  my  power; 
but  indispensable  duties  at  home  will  occupy  me,  till  the  period 
shall  arrive  when  1 must  go  to  Washington  for  the  winter.  I 
pray  you  to  signify  to  the  gentlemen,  when  assembled,  not  only 
my  congratulations  for  the  success  which  they  celebrate,  but 
my  high  respect  for  the  people  of  Maryland,  for  the  indepen- 
dence, the  consistency  and  the  true  love  of  civil  liberty,  which 
they  have  so  signally  manifested.  I am, gentlemen,  with  much 
personal  regard,  your  friend  and  obedient  servant, 

DANIEL  WEBSTER, 

To  Messrs.  David  Hoffman  and  others. 


By  James  M.  Buchanan,  vice  president.  John  C.  Calhoun — 
The  late  war  attests  his  patriotism — his  great  works  of  national 
improvement  are  the  proofs  of  his  statesmanship,  and  the  ar- 
dent aitacliment  of  his  friends  the  fruit  of  his  private  virtues. 

Fort  Hill,  4th  November,  1835. 

Gentlemen:  The  mail  of  yesterday  brought  me  your  note  of 
the  21st  ult.  inviting  me  in  the  name  of  tne  citizens  of  Balti- 
more, opposed  to  the  president  nominating  a successor,  to  at- 
tend a festival  to  be  given  on  the  llth  inst.  in  honor  of  the  late 
triumph  in  Maryland,  by  those  opposed  to  the  e.\ecutive  nomi- 
nee. The  great  distance  and  the  shortness  of  the  time  put  it 
out  of  my  power  to  attend.  No  one  can  look  with  greater  alarm 
than  I do,  on  the  attempt  of  the  chief  magistrate  to  appoint  hia 
successor.  Should  it  succeed,  open  and  undi.sguised  as  it  is, 
and  resting,  as  it  almost  exclusively  does,  on  the  avowed  sub- 
serviency of  the  nominee  to  the  will  of  the  president,  without 
those  high  qualifications  and  services,  on  his  part,  calculated 
to  command  the  regard  of  the  people,  or  to  fit  him  for  the  duties 
of  the  high  office  to  which  he  aspires,  it  would  afford  conclu- 
sive proof  of  the  consummation  of  executive  usurpation,  over 
the  other  departments  of  the  government,  and  the  constitution 
and  liberty  of  the  people. 

Entertaining  these  views,  I regard  with  pleasure  the  decided 
victory  achieved  by  Maryland  in  the  late  election,  over  the  pre- 
sident’s nominee,  and,  of  course,  over  executive  dictation.  It 
is  the  more  honorable  to  the  state,  placed  as  she  is  so  near  the 
focus  of  influence  and  corruption,  while  others  more  remote 
and  less  exposed  have  yielded  such  ready  obedience  to  the  nod 
of  power.  Her  victory  cannot  but  have  an  important  bearing, 
in  deciding  the  present  struggle  favorably  to  the  cause  of  liberty; 
but  a regard  to  truth  compels  me  to  say,  that,  in  my  opinion, 
whatever  may  be  the  result  of  the  pending  contest  between  the 
people  and  the  president,  the  time  must  come,  and  that  far 
sooner  than  it  is  anticipated,  when  executive  influence  and 
power  will  forever  silence  the  popular  voice,  unless,  indeed, 
the  friends  of  liberty  and  free  institutions  shall  zealously  and 
honestly  unite  in  a common  effort  to  eradicate  the  causes, 
which  have  given  such  extraordinary  power  and  influence  to 
the  executive  department  of  the  government,  and  placed  the 
country  in  its  present  dangerous  condition.  They  may  be 
almost  traced  to  the  same  origin,  the  fiscal  action  of  the  govern- 
ment. While  millions  on  millions  are  heaped  up  in  the  trea- 
suiy,  beyond  the  expenditure  of  this,  the  most  extravagant  of 
all  administrations,  constituting  an  immense  fund  to  act  on  the 
cupidity  of  the  mercenary,  and  to  unite  in  one  solid  and  com- 
pact band  ail,  in  and  out  of  office,  who  prefer  their  own  ad- 
vancement to  the  public  good,  any  attempt  to  arrest  the  pro- 
gress of  power  and  corruption  must  end  in  disappointment  and 
failure.  It  will  be  found  almost  impossible  to  elect  honest  and 
capable  men,  or,  if  such  should  be  elected,  to  administer  the 
covernnient  honestly  and  fairly,  or  with  a single  eye  to  the  pub- 
lic interest.  Here  lies  the  root  of  the  disease,  and  if  there  be 
not  intelligence  and  patriotism  enough  to  apply  a remedy,  it  re- 
quires not  the  gift  of  prophecy  to  predict  the  end,  whatever  may 
be  the  termination  of  the  present  presidential  struggle.  I do 
not  by  these  remarks  intend  to  damp  the  ardor  of  those,  who 
are  at  present  so  zealously  and  honorably  engaged  in  defeating 
executive  interference  and  dictation,  in  what  belongs  exclu- 
sively to  the  free  and  voluntary  choice  of  the  people.  My  ob- 
ject is  far  different,  to  elevate  their  views  to  the  real  cause  of 
the  disease,  and  to  direct  their  aim  to  the  point,  where  every 
blow  would  tell,  and  where  victory,  when  achieved,  instead  of 
being  temporary,  would  be  complete  and  permanent.  With 
great  respect,  I am,  &c.  &c.  JOHN  C.  CALHOUN. 

To  Messrs.  D.  Hoffman,  and  others. 

By  col.  E.  L.  Finley,  vice  president.  General  William  H. 
Harrison — as  wise  in  council  as  in  arms  successful. 

Cincinnati,  Nov.  5lh,  1835. 

Gentlemen:  I had  the  honor  to  receive  on  Saturday  last,  at 
the  moment  when  1 was  setting  out  to  visit  a sick  member  of 
my  family  in  the  country,  your  letter  of  the  21st  ultimo,  and  I 
avail  myself  of  the  first  leisure  flom  oflicial  duties  to  answer  it. 
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It  is  with  great  regret  that  I am  obliged  to  decline  the  invitation 
with  which  you  have  honored  me,  but  I am  compelled  to  do  so. 
The  victory  which  it  is  your  intention  to  celebrate,  is  eminent- 
ly enliiied  to  that  distinction,  as  well  tor  the  importance  of  its 
results  as  the  manner  in  wliich  it  was  achieved.  Ttie  battle 
was  t'ought  and  won  under  the  banner  of  the  constitution,  and 
as  all  battles  should  be  won  for  a republic,  by  the  voluntary 
efforts  of  tlie  (leople.  They  came  to  the  field  under  the  influ- 
ence of  no  party  organization;  then  array  exhibited  no  combin- 
ed movements,  no  evidence  of  training,  nor  disciplined  obedi- 
ence to  the  will  of  a present  or  absent  commander,  but  a spon- 
taneous movement  under  the  impulse  of  patriotic  feelings. 
The  victory  is  gained,  but  they  ask  for  no  division  of  the  spoils. 
They  are  cairied  to  the  credit  of  the  nation  for  the  common  be- 
nefit of  the  victors  and  the  vanquished.  I ask  leave  to  remark, 
that  although  a devoted  admirer  of  the  military  discipline,  I 
want  words  to  express  my  sense  of  the  mischiefs  which  will 
follow  the  admissions  of  any  <>f  its  principles  into  the  civil 
affairs  of  the  government,  for  the  purpose  of  operating  upon  the 
elective  franchise  of  this  free  people. 

I beg  leave,  gentlemen,  to  offer  you  a toast,  having  reference 
to  the  opinions  which  I have  taken  the  liberty  to  intrude  upon 
you.  1 must  beg  you  also  to  pardon  the  western  character  of 
the  phraseology  in  which  it  is  written: 

The  people  of  the  United  States.  May  they  ever  re- 
member that  to  preserve  their  liberties  they  must  do  their  own 
voting  and  their  own  fighting. 

I have  the  honor  to  he,  gentlemen,  w’ith  great  respect  and 
consideration,  your  humble  servant,  W.  H.  HARRISON. 

To  Messrs.  David  Hoffman,  esq.  and  others. 

By  T.  Y.  Walsh,  vice  president.  Hugh  L.  White — Those 
love  him  most  who  know  him  best. 

Knoxville,  Nov.  2d,  1835. 

Gentlemen:  On  yesterday  1 received  your  polite  invitation 
to  be  present  at  a state  festival,  to  be  given  in  the  city  of  Balii- 
niore  on  the  11th  instant. 

My  distance  from  you  puts  it  out  of  my  power  to  accept  this 
invitation. 

For  this  mark  of  respect,  I feel  very  grateful,  and  regret  that 
iny  situation  compels  me  to  deny  myself  the  pleasure  of  being 
present  with  you. 

With  sentiments  of  the  highest  respect,  I am,  your  most  obe- 
dient servant,  HUGH  L.  WHITE. 

Messrs.  David  Hoffman,  and  others. 

By  Joshua  Jones,  vice  president.  General  James  Thomas, 
governor  of  Maryland — A sterling  patriot,  an  enlightened  states- 
man, an  accomplished  gentleman  and  a good  man. 

[The  governor  was  prevented  from  attending  the  festival  by 
the  ill  slate  of  bis  health] 

By  gen.  G.  W.  Williamson,  vice  president.  Hon.  William 
J.  Duane — Most  esteemed  by  his  fellow  citizens  when  for  the 
faithful  and  fearless  discharge  of  a high  trust  he  was  denounced 
by  the  lawless  power  “a  refractory  subordinate”— for  “ ’tis 
worth  makes  the  man,  and  want  of  it  the  fellow.” 

Philadelphia,  October  26th,  \835. 

Gentlemen — I have  had  the  honor  to  receive  your  letter,  in- 
viting me  to  your  state  festival  intended  to  celebrate  the  recent 
triumph,  in  Maryland,  of  those,  who  are  opposed  to  the  eleva- 
tion of  Mr.  Van  Buren  to  the  presidential  chair.  According 
with  you  in  opinion,  as  I do,  in  this  instance,  it  would  give  me 
pleasure  to  be  one  of  your  guests;  but  circumstances,  not  to  be 
conlroled,  will  prevent  the  gratification  of  my  wishes.  It  may 
not  be  improper,  however,  to  express  to  you  some  of  the  senti- 
ments which  the  occasion  calls  forth. 

The  practicability  of  institutions  such  as  ours  has  been  a 
problem  for  more  than  two  thousand  years.  The  experiment 
has  been  often  made  In  vain,  and  we  have  been  about  half  a 
century  engaged  in  making  it  ourselves.  In  his  day,  Mr.  Jeffer- 
son said  it  was  successful.  Have  we  the  same  confidence  still.^ 
Do  our  fellow  citizens  act  (in  the  only  way  in  which  they  can 
maintain  their  liberties)  with  the  same  anxiety  for  the  republic, 
which  they  feel  for  their  wives  and  children.?  On  the  contrary, 
is  not  political  education  greatly  neglected.?  While  we  are  al- 
most morbidly  tenacious  about  our  rights,  are  not  our  corres- 
ponding duties  almost  unknown  or  unperformed!  Are  not  mass- 
es of  those,  who  claim  to  be  a part  ofan  intelligently  governing 
power,  led  to  vote  as  directed  by  selfish  demagogues,  just  as 
flocks  of  sheep  are  driven  by  the  whistles  of  their  keepers  or 
the  barking  of  their  dogs.? 

Heretofore  all  republics  have  fallen,  not  in  the  first  instance, 
as  is  often  incorrectly  said,  under  the  arms  of  military  chief- 
tains, but  beneath  the  artifices  of  pretended  friends  of  the  peo- 
ple. It  was  to  escape  the  odious  thraldom  of  such  political  im- 
posters, that  the  citizens  of  many  free  slates  submitted  to  a 
single  despot.  A similar  fate  to  ourselves  has  been  predicted 
by  the  enemies  of  reform  in  Europe.  The  people  there  are 
warned  to  beware  of  such  institutions  as  ours,  and  the  warning 
is  given  in  consequence  of  the  usurpations,  corruptions  and 
outrages,  which  have  been  of  late  so  boldly  practised  amongst 
us.  To  these  tokens  of  decay,  another  is  now  added— The  pre- 
sident has  designated  his  successor,  and  the  terrors  of  party  ex- 
communication  arc  denounced  against  all  who  may  dare  to  dis- 
obey this  political  bull. 

That  your  state  resists  this  downward  course  is  encouraging. 
That  Tennessee  revolts  at  it  is  still  more  cheering.  And  I am 


not  without  hope,  that  abused  Pennsylvania  is  following  the 
example.  In  this  state,  a large  portion  of  the  democratic  re- 
publican family,  of  which  1 have  ever  been  a member,  have  at 
all  times  had  the  courage  as  well  as  the  wisdom  to  think  and 
act  for  themselves.  They  have  scorned  to  be  drilled  by  deser- 
ters from  all  party  flags,  mere  followers  of  political  camps,  ready 
to  strip  the  spoils  from  friend  or  foe.  Such  independent  men 
will  be  especially  watchful  in  times  like  the  present.  Indeed, 
towards  Mr.  Van  Buren  (and  I say  it  dispassionately)  no  con- 
siderable part  ol  the  freemen  of  Pennsylvania  have  ever  been 
partial.  And  I add,  what  candid  men  of  every  party  must  ad- 
mit, that  the  mass  of  our  citizens  are  anxious  to  have  as  his 
opf)onenl  some  individual,  whom  they  may  support  consistently 
with  their  principles. 

It  must  be  obvious,  therefore,  that  successful  opposition  to 
Mr.  Van  Buren  depends  upon  the  means  that  may  be  employed 
to  resist  him.  It  seems,  we  are  so  fortunate  as  to  have  many 
citizens  worthy  of  the  executive  chair;  and  yet  so  unfortunate 
as  not  to  have  one,  whose  claims  are  so  transcendant  as  la 
overshadow  all  others,  or  against  whom  objections  may  not  be 
successfully,  however  unjustly  made.  There  appears  to  be  no 
alternative,  therefore,  between  submission  to  the  dictation  of 
the  president,  and  resistance  to  it  through  that  candidate,  who 
may  be  the  least  likely  to  provoke  opposition  or  arouse  preju- 
dice. I am  not  one  of  those  who  favor  the  preference  of  what 
is  expedient  for  what  is  right.  In  personal  affairs,  or  in  public 
stations,  the  rule,  that  what  is  right  is  alone  expedient,  may  be 
safely  adhered  to.  But,  casting  our  eyes  upon  the  history  of 
free  stales,  and  particularly  our  own,  it  can  scarcely  be  doubted, 
that  what  is  expedient  is  sometimes  absolutely  right  also. 

As  the  approaching  contest  must  end  in  weal  or  woe  for  the 
republic;  the  suggestion  must  naturally  rise  in  the  minds  of  dis- 
passionate men,  that  sectional  predilection  and  individual  aspi- 
rations should  be  generously  and  wisely  sacrificed.  And  if  this 
shall  not  be  done,  it  may  be  well  to  e.^cape  from  the  excite- 
ments of  our  election  altogether,  and  to  shout,  like  faithful  vas- 
sals, “great  is  our  president— he  has  kindly  given  us  a succes- 
sor.” Accept,  gentlemen,  my  thanks  for  the  courtesy  mani- 
fested in  your  letter,  and  believe  me,  very  respectfully,  yours, 

W.  J.  DUANE. 

To  David  Hoffman,  esq.  and  others,  co.mmitlee  of  invitation, &c. 

By  gen.  S.  C.  Leaken,  vice  president.  Mathew  Carey,  esq — 
The  good  Samaritan,  “who  is  never  weary  of  well  doing.” 

By  Wm.  H.  Norris.  John  Sergeant — Law,  logic  and  elo- 
quence. 

Philadelphia,  Nov.  9,  1835. 

Gentlemen:  I have  to  acknowledge  your  letter  of  the  21st 
October  last,  in  which  you  do  me  the  honor  to  invite  me  to  a 
festival  to  be  given  in  Baltimore  on  Wednesday  next,  to  cele- 
biate  the  late  most  signal  triumph  in  Maryland.  It  would  af- 
ford me  great  pleasure  to  accept  your  invitation,  and  to  mingle 
in  the  enjoyments  of  our  fellow-citizens,  who  have  so  much 
distinguished  themselves  by  their  gallant  and  persevering  sup- 
port of  good  principles,  setting  an  example,  which  if  faithfully 
followed  throughout  the  union,  cannot  fail  to  rescue  our  coun- 
try and  our  republican  institutions  from  the  dangers  that  have 
seemed  to  menace  them.  My  engagements  here,  however,  are 
of  such  a nature  as  not  to  permit  me  to  leave  home,  and  I can 
only  express  to  you  my  earnest  wishes  for  your  continued  suc- 
cess in  the  good  cause.  Very  respectfully  and  truly,  your 
friend  and  fellow  citizen,  JOHN  SERGEANT. 

To  Messrs.  David  Hoffman,  esq.  and  others. 

Please  give  for  me  the  following: 

The  whigs  of  Maryland— May  their  example  of  energy  and 
harmony  in  a good  cause,  be  followed  throughout  the  union, 
’till  whig  principles  be  every  where  established,  and  our  whole 
country  blessed  with  the  revival  of  the  spirit  of  the  revolution. 

By  Geo.  W.  Chaylor,  chief  marshal.  The  late  and  present 
whig  members  of  congress — Unawed  and  unseduced  by  power; 
when  our  country  is  asked  for  her  riches,  she  may  turn  to  them, 
and  say  “there  are  my  jewels.” 

By  Isaac  Munroe,  vice  president.  Joseph  Ritner,  the  gover- 
nor elect  of  Pennsylvania — The  rock  upon  which  faction  has 
foundered.  Honest — intelligent — patriotic — the  “key-stone 
state”  may  well  be  proud  of  the  farmer  of  Washington  county. 

Col.  McKenney  responded:  This  sentiment,  Mr.  President, 
demands  a response.  As  the  organ  of  ihe  Pennsylvania  dele- 
gation, I feel  that  I am  called  upon.  Joseph  Ritner  Aas  been 
the  rock  on  which  the  faction  of  the  key-stone  state  has  foun- 
dered— Joseph  Ritner  is  the  honest,  intelligent  and  patriotic  ci- 
tizen which  he  has  been  described  to  be.  I am  happy,  on  this 
occasion,  in  Maryland,  and  before  five  thousand  noble  hearted 
citizens,  friends  of  the  constitution  and  of  liberty,  to  put  the 
seal  of  my  approbation  upon  a sentiment  so  just.  Joseph  Rit- 
ner will,  in  a short  time,  demonstrate,  by  his  acts,  that  he  is  the 
governor  of  the  commonwealth  of  Pennsylvania,  and  that  he  is 
honest,  intelligent,  patriotic. 

By  Samuel  Fox,  of  Philadelphia.  The  key-stone  slafc— There 
are  stone-masons  and  brick-masons,  and  strong  arms  and  warm 
hearts,  and  liberty  lovers  enough  there,  to  keep  little  Martin, 
with  his  fingers,  or  any  body  else^s  fingers,  from  picking  the 
‘'key-stone^^  out  of  that  arch. 

By  Charles  F.  Mayer.  The  memory  of  John  Marshall — 
His  patriotic  life  was  his  country’s  glory — his  wisdom  and  puri- 
ty will  be  cherished  while  her  constitution  endures. 
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By  Wtn.  P.  Creed,  of  the  Philadelphia  whig  committee.  The 
U’higs  of  Maryland — Their  successful  struggle  in  defence  of  con- 
stitutional liberty,  merits  the  approbation  of  all  good  men. 

By  O.  Tower.  The  wings — Their  whole  country  is  their 
home — union  their  motto — correct  free  principles  and  the  en- 
largement of  political  liberty  their  guiding  star — the  regetieration 
of  the  political  world  their  article  of  faith,  and  ultimate  success 
their  glorious  hope. 

By  Sansom  Perot,  esq.  of  Philadelphia.  The  whigs  of  Ma- 
ryland— 'I'heir  proverbial  hospitality  has  been  exceeded,  by  their 
kind  attentions  to  their  friends  from  Ptiiladelpliia. 

All  opportunity  to  reciprocate,  is  anxiously  desired. 

By  S.  P.  Allen,  esq.  of  Philadelphia.  Daniel  Webster — 
The  able  advocate  of  the  constitution;  the  noblest  American 
to  expound  it  as  chief  justice. 

By  John  Krems,  esq.  of  Philadelphia — 1836— May  that  year 
be  to  the  United  States  what  light  is  to  the  world,  a dissipater 
of  darkness  and  its  deeds. 

By  J.  S.  Merriketi— May  the  whigs  of  ’36  join  their  efforts  in 
giving  the  death  blow  to  the  last  dying  struggle  of  Jacksonism. 

[We  have  been  obliged  to  omit  many  toasts  and  letters  from 
want  of  room.] 

RETURN  OF  THE  WHIG  FLAG. 

On  the  artival  of  the  committee  Irom  Philadelphia  at  the 
Eutaw  House  with  the  flag,  col.  E.  L Finley,  on  the  part  of 
the  Baltimore  committee,  made  the  following  address: 

Gentlemen:  The  whigs  of  Baltimore  have  deputed  us  as  a 
coiiiniiliee,  to  greet  their  brethren  of  Philadelphia,  and  to  con- 
graiuluie  them,  upon  the  triumph  which  they  so  lately  achiev- 
ed. In  tendering  to  you,  as  their  representatives,  their  congra- 
tulations, our  pleasure  is  enhanced  by  the  remembrance  of 
the  anxious  solicitude  with  which  we  awaited  the  result  of 
your  late  political  contest;  for  in  it  were  involved  considera- 
tions of  vital  importance  to  the  character  and  safety  of  our  re- 
public. It  was  a struggle  betw'een  the  minions  of  power,  and 
the  people,  whom  they  had  deluded — between  the  tyranny  of 
the  few,  and  the  freedom  of  the  many.  It  was  a contest  be- 
tween the  constitution  on  the  one  hand,  and  executive  usurpa- 
tion and  official  corruption  on  the  other.  Upon  its  result  is  to 
depend  whether  the  administration  of  the  general  government 
is  to  be  lestored  to  its  original  purity,  or  its  encroachments  and 
abuses  be  sanctioned  and  perpetuated,  and  the  mere  will  of 
the  president  be  substituted  for  the  law  of  the  land. 

The  free  people  of  this  country  bad  been  regularly  bargained 
for  and  sold,  and  were  to  be  transferred  to  the  political  joblier 
of  Kinderhook.  It  was  for  the  people  to  say  whether  they 
would  ratify  the  bargain.  The  whigs  of  Philadelphia  have 
answered  in  a voice  that  cannot  be  misunderstood.  How 
cheerily  it  must  have  sounded  in  the  old  “Hall  of  Independ- 
anoe,”  where  their  forefathers  in  1776,  first  proclaimed  those 
whig  principles,  which  their  descendants  in  1835,  so  nobly  sus- 
tained! Its  voice  resounded  over  the  hills  and  through  the 
valleys  of  the  “Acysfone  sfafe.”  Its  citizens  have  awakened 
from  the  delusion  which  had  so  long  chained  them  to  the  car 
of  the  political  juggernauts  of  the  day:  and  when  the  great  con- 
test is  fought,  they  too  will  be  found  battling  on  the  side  of  the 
constitution. 

Twelve  months  only  have  past,  since  the  young  whigs  of 
Baltimore,  presented  Uie^ag  under  which  they  had  fought  and 
conquered,  to  the  young  whigs  of  Philadelphia.  Thcv  received 
it  as  a valuable  relic  and  pledged  themselves  to  rally  under  its 
folds  and  fight  until  they  loo  had  conquered.  They  have  fought 
and  they  have  conquered.  Let  there  be  then  inscribed  upon  that 
flag— “The  whigs  of  Philadelphia  have  redeemed  their  pledge 
to  lire  whigs  of  Baltimore.” 

Gentlemen:  In  the  name  and  on  behalfof  the  whigs  of  Bal- 
timore, we  again  most  cordially  greet  you. 

To  the  above  col.  McKenney  made  the  following  replv: 

Sir:  On  behalf  of  our  brethren  of  Philadelphia,  and  as  the 
organ  of  the  committee  fiom  that  city  now  present,  allow  me  to 
respond  to  the  greeting  of  our  brethren  of  Baltimore,  by  thank- 
ing them  for  the  cordial  welcome  with  which  we  are  received. 
We  are  here,  sir,  in  the  spirit  of  the  occasion— having  come  to 
mingle  our  rejoicings  with  yours  on  your  late  glorious  triumph 
over  those  who  seek  to  establish  for  themselves  a succession, 
and  to  bind  the  free  people  of  this  union  to  the  car  of  their  own 
choosing. 

Sir,  It  is  certainly  true  that  considerations  of  vital  importance 
to  the  character  and  safety  of  the  republic  were  involved  in  the 
result  of  the  recent  political  contest  in  Pennsylvania,  and,  we 
sir,  like  our  patriotic  brothers  of  Maryland,  were  deeply  anx- 
ious pending  the  struggle.  But  sir,  in  our  darkest  hours,  we 
were  cheered  and  encouraged  when  we  remembered  that  Mary- 
land was  victorious,  and  had  cast  under  her  feet  the  chains  with 
which  it  was  attempted  to  bind  her.  Yes  sir — Maryland  and 
her  victory  kindled  additional  zeal  in  the  bosom  of  the  whigs 
of  Pennsylvania,  and  not  a small  portion  of  our  success  is  to  be 
attributed  to  the  encouraging  example  set  us  by  your  patriotic 
state. 

It  may  be  permitted  to  me,  sir,  who  am  a Marylander  by 
birth,  to  express  on  this  occasion  the  j-oy  I felt,  when  the  tid- 
ings reached  me  that  M.arylaiid  was  free!  Much  as  I had  loved 
the  land  ol  iny  birth,  I lelt  that  it  was  now  more  endeared  to 
me  than  ev.  r.  Pcnnsyl vania — with  her  eyes  turned  to  Mary- 
land, could  not  tail,  vviih  so  bright  an  example  before  her,  to 
accompli.'h  what  she  has.  Pennsylvania  is  patriotic — yes  sir, 
she  loves  liberty,  and  is  devoted  to  this  union,  but  lured  by  the 


proriiises  of  deceitful  rulers,  she,  for  a while,  lost  her  character 
but  awakened  to  her  condition,  and  comprehending  the  true 
character  of  her  seducers,  she  resolved  to  cast  them  off- and 
she  has  done  so. 

Sir,  the  present  is  indeed  the  sort  of  contest  which  you  have 
so  eloquently  described  it  to  be.  The  people  every  where  are 
comprehending  its  nature,  and  are  beginning  to  shudder  at  the 
prospect  which  is  before  them.  Once  awakened  to  a clear  per- 
ception of  the  evils  that  threaten  our  beloved  country,  other 
states,  following  the  noble  example  of  Maryland,  and  Pennsyl- 
vania, will  spurn  from  them  the  men  and  the  doctrines  that  a 
faction  is  at  this  moment  attempting  to  fasten  upon  them.  Yes 
sir,  it  is  true  the  business  of  a transfer  is  at  this  moment  going 
on;  and  an  open  attempt  is  made  to  sell  the  free  citizens  of  this 
free  republic  to  him  of  Kinderhook.  Pennsylvania,  sir,  pledged 
to  the  cause  of  the  union;  and  I give  in  her  name  a pledge  that 
the  principles  which  have  recently  so  gloriously  distinguished 
her,  will  be  carried  out  when  the  great  contest,  to  which  you 
have  refered,  shall  have  commenced,  and  the  battle  of  liberty 
and  the  constitution,  against  slavery  and  aiiaictiy,  is  fought — 
Pennsylvania  will  be  seen  in  the  majesty  of  her  might,  in  the 
front  rank  of  the  contest.  Sir,  when  a year  ago,  and  a few  days 
before  the  elections  of  last  year,  your  whig  committee  left  ih 
charge  of  our  whig  brethren  a flag,  with  an  inscription  on  one 
side,  accompanied  by  a request  that  when  it  was  reiiirned,  it 
should  bear  a corresponding  inscription  on  the  other;  Pennsyl- 
vania was  then  struggling  to  be  free — but  her  enemies  prevail- 
ed. We  could  not,  under  such  circumstances  return  the  flag. 
We  retained  it,  and  fulfilled  our  pledge,  rallied  under  its  folds, 
and  now,  sir,  (here  col.  McKenney  called  for  the  flag),  it  is  re- 
turned to  you  with  the  inscription — “Pennsylvania  regenerat- 
ed, responds  to  Maryland.”  Once  more,  sir,  in  the  name  of 
our  friends  in  Pennsylvania,  and  of  the  committee  present,  I 
tender  our  thanks  for  the  warm  and  friendly  greetings  which 
have  met  us  here. 

VAN  BUREN  MEETING. 

From  the  Huntsville  (Ala.)  Democrat. 

Pursuant  to  adjournment,  a large  assemblage  of  the  citizens 
of  Jackson  county,  met  together  in  the  court  house  in  the  town 
of  Bellefonte- col.  James  Smith  was  called  to  the  chair,  and 
James  Colwell  appointed  secretary.  R.  T.  Scott,  in  behalf  of 
the  committee,  then  offered  the  following  preamble  and  rcsolur- 
tions: 

The  committee  to  whom  was  referred  the  presidential  qoes- 
tion,  with  instructions  to  report  to  this  adjourned  meeting,  have 
had  the  same  under  consideration,  and  now  beg  leave  to  sub- 
mit for  consideration  the  following  views: 

At  this  important  crisis,  when  a great  political  struggle  is  going 
on,  the  republican  party,  vs.  the  bankites,  modern  whigs,  nulli- 
fiers,  &c.  your  committee  deem  it  necessary  to  act  vyith  the 
great  republican  party,  and  by  unity  of  action,  defeat,  if  possi- 
ble, the  movements  of  the  combination.  Your  committee, 
therefore,  recommend  to  this  meeting,  the  propriety  of  selecting 
seven  delegates  to  attend  the  Van  Buren  convention,  to  set  the 
first  Monday  in  December  next,  in  Tuscaloosa,  for  the  purpose 
of  choosing  electors  to  be  run  on  the  Van  Buren  ticket,  for  this 
state;  this  is  a mea.^ure  that  they  deem  highly  necessary,  as 
ihey  are  aware  that  the  present  contest  is  to  result  in  the  con- 
tinuance and  perpetuation  of  the  principles  that  characterize 
the  measures  of  the  present  able  and  efficient  administration, 
by  the  election  of  Mr.  Van  Buren  on  the  one  hand — or  to  bring 
about  a new  state  of  things,  by  the  election  of  judge  White  on 
the  olher.  We  deem  it  right  and  legitimate  to  adopt  those  mea- 
sures best  calculated  to  defeat  the  opposition,  and  to  keep  the 
election  if  possible  out  of  the  house  of  representatives,  a niea- 
.«ure  at  all  times,  and  under  every  circumstance,  to  be  deprecat- 
ed. We  recommend  primary  meetings  among  the  people  to 
bring  about  unity  of  action,  to  enable  the  republican  party  to 
act  when  it  is  necessary  as  one  undivided  whole. 

Therefore  be  it  resolved,  by  this  meeting.  That  the  represen- 
tatives from  this  county  are  hereby  instructed  to  vote  for  the 
nomination  of  Martin  Van  Buren,  of  New  York,  for  the  next 
presidency,  if  the  subject  should  come  before  the  next  legisla- 
ture, and  to  reverse  the  conditional  nomination  of  judge  White, 
prematurely  entered  into  the  last  session. 

Be  it  further  resolved.  That  the  representatives  from  this  coun- 
ty are  hereby  invited  to  attend  the  Van  Buren  convention  dur- 
ing its  session,  or  as  many  of  them  as  see  proper  to  do  so,  to  act 
in  concert  with  the  delegates  from  this  county. 

The  preamble  and  resolutions  were  then  adopted  by  the  meet- 
ing, and  James  Doran,  sen.  David  Cawlfield,  R.  T.  Scott,  Eldred 
Williams,  James  Smith,  Benjamin  Snodgrass  and  John  Jones, 
(Blue  Spring  Cove),  were  appointed  the  delegates  to  attend  the 
convention. 

Daniel  Martin,  esq.  then  offered  the  following  resolution. 

Be  it  resolved,  by  this  meeting,  That  Reuben  Chapman,  our 
representative  elect  in  congress,  be  instructed  to  vote  for  James 
K.  Polk,  of  Tennessee,  or  any  other  person  who  may  be  known 
and  run  as  the  Van  Buren  candidate  for  the  speaker  of  the  house 
of  representatives,  in  opposition  to  John  Bell,  of  Tennessee,  as 
we  have  long  since  viewed  him  as  a deserter  from  the  republi- 
can ranks.  The  resolution  was  adopted. 

J.  B.  Stephens  moved  that  the  proceedings  of  this  meeting  be 
signed  bv  the  chairman  and  secretary,  and  then  be  sent  to 
Huntsville  for  publication.  JAMES  SMITH,  chairman. 

James  Colwell,  secretary. 

October  28,  1835. 
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THE  WEBSTER  MEETING. 

From  the  Pittsburgh  AdvocatCy  November  9. 

We  liave  barely  time  to  call  ilie  attention  of  onr  readers  to 
the  proceedings  of  a meeting  held  in  this  city  on  Saturday  last, 
and  published  in  our  paper  of  this  morning.  Seldom  have  we 
seen  a meemig  more  respectable  as  to  numbers,  and  never  one 
more  sterling  in  character.  The  hour,  however,  at  which  the 
nieetinu  was  holden,  precluded  the  attendance  of  many  of  our 
working  men.  W'e  would  that  they  had  been  all  present,  to 
have  beheld  and  united  in  the  unanimity  which  breathed  through 
all  the  proceeditigs;  that  they  might  have  tnanifested  by  their 
voices,  what  even  his  enemies  believe  in  their  hearts,  that  Da- 
niel Webster  is  the  unbending  advocate  of  the  poor  man’s  rights, 
and  the  matchless  supporter  of  the  whole  union.  Spirited  ad- 
dresses were  delivered,  and  received  with  enthusiastic  cheers. 

The  prospects  held  out  by  this  assemblage  of  freemen,  are 
gladdening.  Nothing  is  more  sure  than  that  the  friends  of  the 
constitution  in  Weslert^^ Pennsylvania  will  stand  by  and  honor 
its  mighty  champion.  Let  his  friends  over  the  mountains  se- 
cond the  nomination,  and  the  state  is  secure  for  Webster. 

From  the  same. 

Great  public  meeting.  Agreeably  to  a notice,  signed  by  a large 
number  of  citizens,  and  published  in  several  papers  of  this  city, 
a very  large  and  respectable  meeting  took  place  in  the  court 
house  in  this  city,  on  Saturday,  the  7th  instant,  at  two  o’clock, 
P.  M.  It  was  called  to  order  by  A.  W.  Foster,  esq.  upon  whose 
motion  Benjamin  Bakeweil,  esq.  was  chosen  president,  and 
Messrs.  John  Irwin,  David  Shields,  Robert  Hilaiids,  William 
Marks,  William  Eiclibaum  and  M.  B.  Lowerie,  vice  presidents; 
and  Samuel  Church,  Qilando  Metcalf,  esqs.  appointed  secreta- 
ries. 

The  object  of  the  meeting  having  been  stated  by  the  chair- 
man to  be  the  nomination  of  the  honorable  Daniel  Webster,  to 
the  oiBce  of  president  of  the  United  States,  the  following  resolu- 
tions were  moved  by  Mr.  Thomas  Bakeweil,  and  unanimously 
adopted  by  the  meeting: 

Whereas,  the  period  approaches,  when  the  free  and  indepen- 
dent citizens  of  the  United  States  will  be  called  upon  to  exer- 
cise the  most  important  of  those  political  privileges  in  the  elec- 
tion of  a chief  magistrate  of  the  union: 

^nd  whereas,  it  is  the  indisputable  right  of  freemen  peaceably 
to  assemble,  to  discuss  all  subjects  relative  to  their  political 
welfare,  and  to  select  such  candidates  for  office  as  they  deem 
best  qualihed  to  discharge  the  duties  thereof,  and  whose  elec- 
tion will  most  fully  promote  the  national  prosperity. 

And  whereas,  the  various  evils  which  threaten  the  harmony 
and  tranquillity  of  the  nation,  can  only  be  averted  by  the  elec- 
tion of  a president,  whose  attaciiment  to  the  constitution  is  un- 
doubted, whose  recognition  of  the  original  compromise  on  which 
it  is  founded  is  unequivocal, and  whose  reputation  at  home  and 
abroad  for  talents,  patriotism  and  ingenuity,  is  thoroughly  estab- 
lished. Therefore, 

Resolved,  That,  in  the  opinion  of  this  meeting,  the  stability  of 
the  union  is  alike  endangered  by  the  assaults  of  nullification 
and  the  more  insidious  attacks  of  executive  usurpation,  and 
that  it  is  of  vital  importance  to  the  welfare  of  the  nation,  to  se- 
lect a candidate  for  the  presidency  who  is  equally  able  and  rea- 
dy to  sustain  the  constitution,  and  defend  the  laws,  from  what- 
ever quarter  their  violation  may  be  menaced. 

2d.  Resolved,  That  this  meeting  most  cordially  approve  of,  and 
respond  to,  the  sentiments  of  their  anti-masonic  fellow  citizens 
of  Vermont,  as  expressed  in  the  following  resolution  adopted 
by  them,  viz: 

Resolved,  Th^t  any  attempt  by  a president  of  the  U.  States, 
to  interfere,  in  any  manner,  with  the  election  of  his  successor, 
should  be  regarded  as  a manifest  abuse  of  his  personal  and  offi- 
cial influence,  and  a dangerous  invasion  of  the  freedom  and 
purity  of  elections;  and  that,  whenever,  and  by  whomsoever 
made,  it  should  be  met  with  the  stern  and  indignant  rebuke  of 
every  freeman  in  the  country.” 

3d.  Resolved,  That,  in  the  opinion  of  this  meeting,  the  duties 
of  the  president  of  the  United  States  are  essentially  of  a civil 
character,  and  that,  until  a second  Washington  shall  arise,  the 
elevation  to  the  chief  magistracy  of  a free  country  of  any  indi- 
vidual whose  military  fame  constitutes  his  sole  claim  to  the 
notice  of  his  fellow  citizens,  is  to  be  deprecated  as  fraught  with 
the  utmost  hazard  to  the  liberties  of  the  nation,  and  subversive 
of  the  principles  of  the  constitution. 

4th.  Resolved,  That,  as  citizens  of  Pennsylvania,  we  can  sup- 
port no  candidate  for  the  office  of  president  of  the  United  States, 
who  has  not  manifested  himself  to  be  the  able  and  zealous  ad- 
vocate of  national  industry,  internal  improvement,  and  those 
other  great  principles  of  political  economy,  on  which  is  based 
the  prosperity  of  this  commonwealth. 

5th.  Resolved.  That,  influenced  by  these  consideration.^,  and 
fully  convinced  that  in  the  person  and  character  of  Daniel  Web- 
ster, of  Massachusetts,  are  united  in  the  highest  degree,  the  vir- 
tues and  qualifications  requisite  for  the  faithful  discharge  o(  the 
arduous  duties  of  the  presidency,  this  meeting  earnestly  and 
conscientiously  recommends  him  to  be  supported  by  their  fel- 
low citizens  for  the  highest  office  in  the  gift  of  a free  people, 
and  pledges  itself  to  use  all  honorable  means  to  promote  his 
election,  firmly  believing  that  all  true  friends  of  the  country  can 
honestly  unite  in  his  support,  and  that  by  such  support  they 
will  most  efficiently  promote  the  prosperity  of  the  nation — the 
integrity  of  the  constitution — the  supremacy  of  the  laws — and 
the  perpetuity  of  the  union. 
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6th.  Resolved,  That  Webster  belongs  to  the  nation,  and  the 
whole  nation.  That  his  views  of  national  policy  extend  as  well 
to  the  country  on  the  Ohio  and  Mississippi,  as  to  that  on  the 
Merrimack — that  no  contracted  8yste^n  of  vicious  policy  will 
ever  degrade  this  illustrious  statesman  to  the  level  of  the  mere 
politician — that  this  meeting,  therefore,  confidently  relies  on 
the  good  sense  and  patriotism  of  all  their  fellow  citizens,  op- 
posed to  the  present  national  administration,  for  their  co-opera- 
tion in  the  prosecution  of  all  honorable  means  to  promote  his 
election  to  the  office  of  president  of  the  United  States. 

7ih.  Resolved,  That  as  the  anti-masons,  and  a large  majority 
of  the  Whigs  of  Pennsylvania,  have,  by  the  recent  election  of 
Joseph  Ritner,  the  anti-masonic  governor,  shown  a spirit  of  har- 
mony which,  without  involving  any  sacrifice  of  principle  pecu- 
liar to  either,  has  produced  a result  equally  gratifying  to  both, 
this  meeting  indulges  the  hope  that,  in  the  presidential  canvass, 
equal  harmony  may  prevail,  and  that,  by  similar  success,  the^ 
inviolability  of  the  constitution  and  the  supremacy  of  the  laws* 
may  be  vindicated  and  established. 

8th.  Resolved,  7’h.at  this  meeting  earnestly  recommends  to 
the  friends  of  Daniel  Webster  throughout  the  slate,  that  a con- 
vention be  held  at  Hari  isburgh,  on  the  4th  day  of  January  next, 
for  the  purpose  of  selecting  such  candidate  for  vice  president  as 
said  convention  may  consider  w'orthy  of  that  high  and  honora- 
ble office,  and  most  likely  to  be  acceptable  to  the  friends  of  their 
country;  to  form  an  electoral  ticket  if  they  should  deem  it  ad- 
visable, and  further  requests  that  meetings  may  be  held  in  the 
several  counties  of  the  state,  as  early  as  convenient,  to  choose 
delegates  for  said  convention,  equal  in  number  to  the  members 
of  assembly  from  each  county. 

9th.  Resolved,  That  R.  Biddle,  Dr.  Sellers,  Thomas  Williams, 
Robert  Mackie,  Charles  Avery, Michael  Allen,  John  D.  McCord, 
J.  Speer,  Wm.  Bell,  John  Tassey,  Wm.  Wade,  Benj.  Bake- 
weil, David  Shields,  Robert  Hilands,  Wm.  Marks,  Wrn.  Eich- 
baum,  M.  B.  Lowerie,  Samuel  Church  and  Orlando  Metcalf,  be 
appointed  a committee  to  communicate  the  proceedings  of  this 
meeting  to  Mr.  Webster,  and  to  correspond  with  the  friends  of 
Daniel  Webster  in  this  state,  and  throughout  the  union. 

10th.  Resolved,  That  George  Darsie,  Alexander  Foster,  S. 
Caldwell,  Thomas  Bakeweil  and  T.  Williams,  be  chosen  dele- 
gates to  represent  this  county,  in  the  convention  to  be  held  at 
Harrisburgh,  on  the  4th  day  of  January,  with  power  to  fill  va- 
cancies in  their  own  body. 

GREAT  MEETING 

OF  THE  DEMOCRATIC  REPUBLICANS  IN  PHILADELPHIA. 

The  Harrison  town  meeting  held  in  Independence  square, 
Monday  afternoon,  was  large,  and  in  all  respects  creditable  to 
the  hero  of  Tippecanoe,  and  to  the  gentlemen  who  were  ac- 
tive in  getting  it  up. 

Benjamin  Duncan,  esq.  late  sheriff,  presided,  assisted  by  a 
number  of  gentlemen  as  vice  presidents.  The  meeting  was  ad- 
dressed, and  in  eloquent  and  appropriate  language,  by  James 
C.  Biddle,  Thomas  L.  McKenney,  John  C.  Montgomery  and 
Charles  Naylor,  esqrs.  whose  remarks  were  heartily  responded 
to,  and  elicited  frequent  bursts  of  applause.  While  they  ad- 
verted in  animated  and  becoming  terms  to  the  claims  and  me- 
rits of  gen.  Harrison,  to  his  character  as  a soldier  and  as  a ci- 
vilian, they  all  took  occasion  to  say  that  they  held  their  coun- 
try— the  constitution  and  the  laws,  paramount  to,  and  of  more 
importance  than  their  personal  attachment  to  any  individual, 
and  in  the  true  spirit  of  magnanimity  and  patriotism  avowed  a 
willingness  to  go  for  the  most  available  candidate — for  the  pa- 
triot who,  at  the  proper  time,  and  after  proper  deliberation, 
may  seem  best  calculated  to  unite  the  whole  opposition — whigs 
as  well  as  anti-masons — and  hence  to  defeat  Marlin  Van  Bu- 
ren.  This  is  the  true  course:  the  course  that  cannot  but  se- 
cure union  and  concert  of  action,  and  secure  the  triumph  of 
our  cause  and  our  principles.  We  annex  the  preamble  and  re- 
solutions: 

Whereas,  the  people  of  the  United  States,  in  their  primary 
meetings,  have  emphatically  expressed  their  abhorciice  of  an 
official  nomination  of  a candidate  for  the  chief  magistracy  of 
the  union,  and  their  determination  to  resist  all  attempts  to  re- 
present such  nomination  as  the  free  expression  of  the  popular 
will: 

And  whereas,  nmny  of  our  fellow  citizens  in  this  and  other 
states,  have  publicly  announced  iheir  preference  for  William 
H.  Harrison,  of  Ohio,  as  a man  superior  in  every  moral  and  in- 
lelleetual  requisite  to  the  individual  designated  by  the  present 
incumbent  as  his  regular  successor;  and  from  his  position  be- 
fore the  people,  better  calculated  to  command  the  harmonious 
support  of  all  the  opponents  of  executive  misrule,  than  any  or 
either  of  the  eminent  men  now  in  the  public  eye: 

And  whereas,  the  citizens  of  the  city  and  county  of  Philadel- 
phia cortlially  and  earnestly  concur  in  this  preference,  believ- 
ing it  to  be  founded  on  a just  estimate  of  personal  merit,  and  a 
sense  of  what  is  due  to  the  great  ends  of  conciliation  and  com- 
promise. Therefore, 

Resolved,  by  the  citizens  of  the  city  and  county  of  Philadel- 
phia, in  general  town  meeting  assembled,  That  they  regard  the 
nomination  of  William  H.  Harrison,  of  Ohio,  proceeding  as  it 
does  from  the  people,  and  being  the  result  neither  of  intrigue 
nor  dictation,  as  a great  popular  movement,  which  will  and 
ought  to  lead  to  a triumphant  issue. 

Resolved,  That  the  civil  services  of  general  Harrison  have 
been  such  as  to  justify  a grateful  people  in  entrusting  to  his  ad- 
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miniatratioii  the  affairs  of  their  beloved  country,  and  authorise 
the  belief,  from  his  past  association  with  the  purest  and  best  of 
American  statesmen,  that  he  will  be  led  to  call  to  his  councils 
those  who  have  always  been  true  to  the  great  principles  of  con- 
stitutional freedom  as  practised  in  better  times,  and  to  the  best 
interests  and  policy  of  a confederated  republic. 

Retolved,  That  in  his  military  success,  the  fruit  of  heroic  gal- 
lantry and  ardent  devotion  to  his  country’s  cause,  we  see  a 
proud  memorial  which  neither  time  nor  calumny  can  deface, 
and  in  it  we  recognise  a strong  confirmation  of  our  estimate  of 
his  civil  qualihcations,  illustrating  a capacity  fur  action  as  con- 
spicuous in  troubled  us  in  peaceful  times,  and  a decision  of 
character  and  firmness  of  purpose,  which  exercised  as  they  al- 
ways have  been,  in  strict  subordination  to  the  paramount  au- 
thority of  the  law,  add  force  to  other  and  higher  claims. 

Resolved,  That  the  great  agricultural  interests  of  Pennsylva- 
nia, and  the  middle  and  western  states,  admonish  us  to  be  regu- 
lated in  our  choice  of  a candidate  for  the  presidency,  by  a pre- 
ference for  one  who  has  the  strongest  and  most  direct  sympathy 
with  them,  and  can  best  sustain  them;  and  that  we  will  sup- 
port William  H.  Harrison,  because  we  know  him  to  be  espe- 
cially the  friend  of  those  interests,  and  able  and  willing  to  sus- 
tain them. 

Resolved,  That  we  exhort  our  fellow  citizens  throughout  the 
union,  who  agree  with  us  in  determined  opposition  to  the  elec- 
tion of  Martin  Van  Buren,  to  give  to  the  claims  of  William  H. 
Harrison  a disinterested  and  patriotic  consideration,  and  if  they 
concur  with  us  in  regarding  him  as  a candidate  equally  quali- 
fied and  better  calculated  to  gain  the  popular  favor  than  others, 
to  unite  with  us  in  giving  him  a cordial  and  earnest  support. 

Resolved,  That  in  the  expression  of  our  preference,  under  ex- 
isting circumstances,  for  William  H,  Harrison,  we  do  not  mean 
to  depart  from  the  line  which  respect  for  the  opinion  of  others 
points  out,  and  that  our  delegates  to  the  Harrisbuigh  conven- 
tion be  instructed  to  pursue  that  course,  which  a deliberate 
and  patriotic  consideration  of  the  whole  subject,  may  satisfy 
them  to  as  the  best,  having  no  ends  but  the  honor  and  prosperi- 
ty of  our  country,  and  the  security  of  its  institutions,  and  no 
personal  preferences  which  should  not  yield  to  higher  claims  of 
duty  to  the  republic. 

Resolved,  That  we  concur  fully  in  the  propriety  of  the  sug- 
gestion of  the  democratic  central  committee,  at  Harrisbiirgh,  in 
relation  to  a convention  to  meet  in  December  next,  for  a nomi- 
nation of  a president  and  vice  president  of  the  United  Slates, 
and  recommend  to  the  ward.s,  districts  and  townships,  to  elect 
delegates  on  Friday  evening  next,  to  meet  in  city  and  county 
delegation,  to  choose  delegates  to  such  convention. 

B.  DUNCAN,  prestdenf. 

Francis  M.  Buck,  John  Johnson,  John  M.  Ogden,  Daniel 
Clarke,  William  L.  Book,  John  E>.  Keen,  Jos.  Smith,  George 
Sharswood,  Peter  Kevoiidt,  Michael  Day,  John  Bakeovcn,  N. 
C.  Foster,  W.  F.  Hughes,  Gideon  Scull,  George  Bolden,  J.  B. 
Hutchinson,  vice  presidents, 

Jesse  Williamson,  James  Hanna,  Charles  D.  Lybrand,  Wm. 
P.  Eeeny,  Richard  Penn  Smith,  secretaries. 


LAWRENCE-THE  MADMAN. 

The  following  highly  interesting  account  of  Lawrence,  the 
politico-maniac,  who  attempted  the  life  of  general  Jackson,  will, 
we  hope,  be  studied  carefully  by  all  political  editors.  It  is 
taken  from  the  Georgetown  Metropolitan — and  must  make  some 
persons  feel  queer  while  they  read  it.  But  it  answered  well,  as 
one  of  the  “humbugs”  of  the  day.  These  “bugs”  have  lost  the 
poor  merit  of  novelty.  They  have  been  too  common. 

Through  the  kindness  of  a medical  friend,  we  had  an  oppor- 
tunity afforded  us  lately  to  pay  a visit  to  the  all  but  too  celebrat- 
ed Lawrence.  This  individual,  who  had  so  nearly  attained  in 
our  annals  the  rank  of  a Ravaillac,  or  a Felton,  is,  as  is  well 
known,  confined  in  the  jail  of  Washington  in  default  of  suitable 
accommodation  in  the  District,  for  lunatics. 

Now  that  the  apprehensions  which  may  be  fairly  presum- 
ed to  have  been  erileriained  with  regard  to  his  trial  must  have 
subsided,  and  when  the  atrocity  of  his  attempt  had  lost  the  wild 
novelty  of  excitement,  and  ordinary  feelings  might  have  been 
supposed  to  have  resumed  their  sway;  we  felt  the  greatest  in- 
terest to  know,  from  personal  observation,  how  far  a peculiar 
idiosyncracy  might  have  contributed  incitement  to  the  tremen- 
dous deed  with  which  he  is  identified. 

We  found  Lawrence  sitting  before  the  stove  in  the  room 
which  he  occupies  in  common  with  that  Crandall  who  has  to 
thank  the  jail  for  an  escape  from  Lynching,  and  another.  He 
is  a short  thick-set  man,  with  an  exterior  by  no  means  unpre- 
possessing. . At  first,  his  conversation  had  nothing  in  it  at  all 
indicating  insanity.  He  spoke  of  his  confinement,  of  his  health, 
appetite,  &c.  in  a inanner  perfectly  natural  and  appropriate, 
and  the  conversation  wandered  off  into  a variety  of  sulijects, 
on  all  of  which  he  delivered  himself  with  ease  and  volubility, 
his  countenance  evidencing  all  the  while,  as  far  as  physiogno- 
my afforded  a clue,  a degree  of  openness  and  candor  which  we 
would  scarcely  have  expected.  It  was  not  until,  as  it  were,  by 
an  accidental  contingency  of  the  conversation,  that  the  bank 
was  mentioned,  that  the  disea.sed  chord  in  his  mind  was  touch- 
ed. Once,  however,  woke,  it  jarred  the  whole  system.  He 
entered  into  the  subject  with  great  eagerness,  and  detailed  at 
length  his  intentions  and  plan.s  for  killing  the  president.  Among 
other  remarkable  instances,  if  we  might  .so  speak  of  that  lucidi- 
ty of  cuuuing,  by  which  madmen  are  known  to  carry  out  their 


schemes — he  stuteil  that  he  reserved  his  fire  at  the  president 
until  he  felt  sure  from  his  position  that  the  hall  after  pasaing 
through  him  would  not  kill  another — he  expressed  great  sorrow 
for  the  failure  of  his  attempt,  and  said  that  the  powder  had  been 
abstracted  from  the  pistol  the  night  before  by  one  of  his  fellow 
boarders — that  when  he  saw  the  president  coming,  he  had  “the 
presence  ol  mind,”  we  quote  his  own  woids,  “to  look  into  the 
mouth  of  his  pistols  to  see  that  all  was  right,  and  observing  the 
balls,  concluded  that  it  was  so.”  It  may  here  be  mentioned  as 
an  evidence  of  Lawrence’s  general  humanity,  that  he  said,  on 
the  question  being  put  to  him,  that  he  would  rather  have  given 
up  his  rights  than  gained  them  by  hilling  another  person  than 
the  president.  On  asking  him  how  he  could  find  the  heart  to 
take  away  the  life  of  so  venerable,  as  well  as  good  and  excel- 
lent a man  ns  general  Jackson,  he  said  he  conceived  he  was 
doing  no  more  than  attacking  a public  robber,  and  talked  very 
wildly,  and  with  great  volubility,  on  his  royal  inheritance,  and 
his  rights  to  the  sword  and  bank.  On  asking  him  whether  he 
would  have  shot  Mr.  Van  Buren  in  the  same  way,  he  said  “cer- 
tainly,” if  he  peisisted  in  Jackson’s  policy  of  keeping  him  from 
the  sword  and  bank — but  he  refused  to  say  whether  he  would 
shoot  Mr.  Poindexter,  on  our  pursuing  out  the  case  into  the 
probability  of  his  being  president,  he  seemed  to  think  that  Mr. 
Poindexter  or  any  other  opposition  member  would  grant  him 
his  rights,  and  said  uniformly  that  the  majority  of  the  senate 
and  a great  part  of  the  house  of  representatives  were  on  his 
side. 

During  all  this  conversation,  the  evidence  of  insanity  in  Law- 
rence were  very  apparent,  the  ceaseless  motion  and  wandering 
direction  of  the  eye,  the  excited  and  tremulous  pulse,  and  a 
tongue  thickly  furred,  left  no  doubt  a.^  to  his  ailment — and  there 
were  times  when  his  countenance  assumed  an  expression  of 
almost  demoniacal  ferocity. 

On  the  whole,  this  interview  with  Lawrence  left  no  doubt  on 
our  minds  that  the  ingenious  supposition  of  several  editor.*,  that 
his  was  a case  of  pure  political  madness,  was  correct.  We  are 
not  prepared  to  say  that  his  state  of  mind  was  induced  by  the 
speeches  of  the  memorable  panic  session— but  every  thing  that 
fell  from  him  would  tend  to  show  that  they,  at  least,  were  a 
strong  operating,  though,  doubtless,  an  imperceptible  cause. 

SILK  MANUFACTORY. 

We  believe  that  few  of  our  readers  are  aware  of  the  extent 
to  which  the  manufacturers  of  articles  from  the  cocoon  is  car- 
ried in  New  England.  We  take  from  the  Providence  (R.  I.) 
Journal  the  subjoined  account  of  an  establishment  in  that  city. 

“The  Rhode  Island  silk  company  which  was  late  the  ‘Valen- 
tine silk  company,’  was  incorporated  at  the  recent  session  of 
our  legislature,  with  a capital  of  ^100,000..  Their  factory  is 
situated  upon  Eddy  street,  the  next  building  to  the  old  glass 
house.  The  machinery,  with  which  it  is  nearly  filled,  is  pro- 
pelled by  a six  horse  power  steam  engine.  The  steam  is  gen- 
erated with  the  siftings  of  anthracite  coal,  at  an  expense  of  33 
cents  per  day.  This,  till  recently,  useless  and  refuse  portion  of 
the  coal  is  ignited  and  rendered  about  as  valuable  as  any  other, 
by  the  aid  of  Reynold’s  patent  blowing  appaiatus.  While  pre- 
paring their  machinery  and  instructing  their  operatives  in  the 
art,  they  have  manufactured  from  16  to  1 ,800  yards  of  rich,  heavy 
goods.  The  number  of  hands  has  recently  been  very  much  in- 
creased, and,  with  the  additional  power  looms  about  to  be  put 
in,  the  company  contemplate  making  from  .300  to  dOO  yards  of 
goods  per  week.  Of  course,  as  there  is  no  domestic  supply, 
they  are  compelled  to  manufacture  foreign  silk.  Another  year, 
however,  they  will  probably  derive  a considerable  amount  of 
their  raw  material  from  their  own  plantation.  This  plantation 
is  on  the  western  border  of  the  city,  and  consists  of  thirty-six 
acres  of  land  particularly  well  adapted  to  the  growth  of  the 
mulberry  tree,  and  is  already  in  a high  stale  of  cultivation. 
Upon  it  there  is  a large  well  finished  two  story  house,  and  a barn 
and  granary — a cocoonery  150  feet  tong,  built  last  spring,  and 
about  16,000  mulberry  trees  of  very  vigorous  growth,  most  of 
which  are  five  years  old,  and  the  remainder  four.  From  these 
trees  it  is  estimated  that  an  average  amount  of  at  least  2,000 
pounds  of  wound  silk  may  be  produced  per  year,  for  the  next 
five  years,  or  two  ounces  to  a tree — and  for  the  succeeding  five 
years  double  the  amount.  This  is  a moderate  estimate  compar- 
ed with  the  one  made  by  the  Boston  company,  and,  indeed, 
compared  with  the  results  of  experience,  of  those  who  have 
been  engaged  in  growing  silk  in  Connecticut  for  many  years. 
The  company  are  about  putting  out  40,000  more  trees,  of  three 
year’s  growth,  in  hedges  after  the  Italian  mode.  These,  it  ia 
estimated,  will  yield  an  average  rate  of  one  ounce  of  wound 
silk  to  a tiee  per  year  for  the  next  five  years,  or  3,.500  pounds  per 
year.  The  total  product  of  the  farm  in  silk,  according  to  this 
estimate,  would  be  worth,  at  four  dollars  per  pound,  $18,000. 
One  half  of  this  amount  is  allowed  for  attendance  upon  the  co- 
coonery and  winding  the  silk  into  a marketable  slate,  leaving  a 
net  profit  of  $9,000.  In  addition  to  this  ought  to  be  reckoned 
the  value  of  the  crops  of  corn  and  potatoes  which  the  best  con- 
dition of  the  trees  will  requite  should  be  planted  among  them. 
With  a liberal  application  of  fish,  which  abound  as  a manure 
within  less  than  a mile  of  the  farm,  it  may,  beyond  doubt,  be 
rendered  much  more  productive  than,  in  the  above  calculations, 
is  anticipated,  and  by  planting  in  hedge  rows  100,000  more  trees, 
which  it  is  competent  to  sustain,  it  would  of  course  yield  a 
manifold  increase  of  silk.  On  one  side  of  the  farm  is  a beau- 
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liful  pond  from  wliicli  the  trees  may  be  watered,  by  the  aid  of  a 
force  pump,  in  any  period  of  drought. 

— ••►♦o®  o*«~— 

NEW  THEODOLITE. 

We  just  had  time  to  examine  the  beauty  of  ihe  workmanship 
of  the  follow’ing  described  instrument,  at  the  fair  of  the  late 
New  York  Institute,  during  our  ill  fated  visit  to  that  city;  and 
to  conclude  that  no  one  was  superior  in  the  line  ot  their  profes- 
sion to  our  respected  neighbors,  Messrs.  Ewin  4'  Meartte. 

New  York,  October  27,  1835. 

7V>  Mr.  Samuel  Stone: 

Dear  sir:  We  have  all  tlie  greatest  pleasure  in  communicat- 
ing the  decision  we  have  been  gratified  in  making  upon  your 
improved  theodolite.  Some  of  the  institute,  and  others  practi- 
cally skilful  in  the  operation  of  mathematical  instruments  for 
mensuration,  have  had  opportunity  of  seeing  actual  measure- 
ments made  with  your  theodolite  during  the  fair  of  this  insti- 
tute, and  are  gratified  in  testifying  that  it  is  capable  of  measur- 
ing distances  without  measuring  the  ground  by  a chain.  The 
distance  ascertained  by  your  instrument,  104  feet  5 inches,  was 
confirmed  by  careful  measurement  with  a pole.  Besides  this, 
we  have  the  pleasure  to  add  that  a distinguished  professor  in 
this  city,  and  another  in  Philadelphia,  are  satisfied  and  freely 
attest  that  the  principles  of  your  improvement  above  referred  to 
is  new. 

We  all  hope  you  may  derive  the  profit  and  honor  your  inven- 
tion deserves,  and  I have  great  pleasure  in  adding  especially 
my  own  testimony  of  your  merit  to  that  of  the  managers  who 
have  awarded  you,  for  your  improvement,  the  highest  premium 
of  the  institute,  a gold  medal,  and  remain  yours,  respectfully, 
GEORGE  SULLIVAN, 
president  pro,  tern,  of  the  Am.  Institute,  N.  Y. 

Improved  theodolite — made  by  Ewin  & Heartte,  Baltimore. 
Invented  and  exhibited  by  Samuel  Stone.  We  cannot  do  jus- 
tice to  this  splendid  invention,  as  well  as  elegant  specimen  of 
workmanship,  in  the  brief  catalogue  we  are  giving,  so  well  in 
any  other  way,  as  to  let  the  inventor  speak  for  himself— we 
therefore  give  his  own  words. 

“This  instrument  embraces  all  the  principles  of  a modern 
theodolite;  besides  which,  it  contains  the  following  improve- 
ments. The  first  improvement  is  a circular  revolving  plate, 
aliding  or  resting  upon  the  limb  of  the  instrument.  The  upper 
surface  of  which  forms  a plane  with  the  upper  surface  of  the 
limb;  on  which  are  delineated  a set  of  mathematical  numbers, 
which  supply  the  place  of  a table  of  logarithms,  and  all  other 
logarithmic  tables. 

“In  the  second  place,  this  instrument  is  so  constructed  as  to 
supersede  the  necessity  and  use  of  a chain  in  all  eases.  The 
distance  of  any  visible  object  can  be  ascertained  at  one  station, 
as  far  as  a flag  staff  can  be  distinctly  seen  through  the  telescope 
of  the  instrument,  to  the  exactness  of  chains,  links  and  deci- 
mals. 

“It  also  calculates  the  latitude  and  departure  of  every  course 
run,  and  the  base  and  perpendicular  of  all  elevations.  It  fur- 
ther embraces  all  the  fundamental  rules  of  common  arithmetic, 
viz:  multiplication,  division,  single  rule  of  three,  interest,  men- 
suration of  superfices  and  solids,  guaging,  &c.  Any  question 
in  plain  trigonometry,  right  angled  or  oblique,  can  be  solved  on 
the  instrument  correctly;  including  all  questions  that  can  be 
performed  by  logarithms  or  logarithmic  tables.  The  whole 
without  the  use  of  figures  or  a mathematical  calculation.” 

HYDRAULIC  CEMENT. 

We  have  recently  seen  several  articles  in  the  newspapers, 
commendatory  of  a composition  discovered  by  Mr.  Obadiah 
Parker,  formerly  of  Onondaga  county,  but  now  a resident  of 
New  York.  Within  a day  or  two  we  have,  ourselves,  had  an 
opportunity  of  examining  different  works  constructed  with  this 
wonderful  and  useful  substance,  and  are  prepared  to  add  our 
testimony  in  its  favor.  This  composition  is  made  from  a liquid 
mortar,  which  on  being  exposed  to  the  air,  forms  a solid  sub- 
stance of  stone  in  a few  days,  and  becomes  as  hard  as  flint,  and 
is  capable  of  taking  a most  beautiful  polish.  Of  all  the  inven- 
tions or  discoveries  of  the  present  age,  the  hydraulic  cement 
bids  to  prove  the  most  beneficial,  and  it  will,  doubtless,  ere 
long,  lake  the  place  of  brick  and  stone,  and  even  marble,  for  all 
the  purposes  for  which  those  articles  are  now  used.  This  com- 
position is  peculiarly  adapted  for  cisterns,  aqueducts,  &c.  as  it 
Is  not  operated  upon  by  heat  or  cold,  and  is  much  cheaper  than 
other  materials. 

In  order  to  test  the  quality  of  this  cement,  Mr.  Parker  has  re- 
cently constructed  a building  in  Amos  street  in  which  no  other 
material  has  been  used.  All  persons  who  are  desirous  of  satis- 
fying themselves  of  its  utility  can  examine  this  building,  and  if 
they  have  any  doubts  they  will  be  instantly  removed.  On  the 
tame  premises  may  also  be  seen  patterns  of  cisterns,  aqueducts, 
&c.  which  have  been  prepared  by  Mr.  Parker  for  the  satisfac- 
tion of  such  persons  as  wish  to  use  the  cement.  But,  it  appears 
the  inventor  does  not  intend  to  confine  its  use  to  building  pur- 
poses alone,  as  he  is  now  making  preparations  to  employ  it  in 
making  busts.  He  has  already  tried  several  experiments  which 
have  proved  entirely  successful,  and  in  a short  time  will  be  pre- 
pared to  receive  orders  for  this  species  of  work. 

Mr.  Parker  has  obtained  a patent  for  his  important  discovery, 
and  has  recently  disposed  of  rights  for  several  of  the  eastern 
states;  when  the  hydraulic  cement  becomes  more  generally 
known,  he  will  have  no  difficulty  in  disposing  of  his  rights  in  all 
the  states  of  the  union.  [N.  F.  paper. 


SCHEDULE  OF  PAY  OF  THE  ARMY  AND  NAVY  U. 
From  the  Army  and  Navy  Chronicle. 


NAVY  PAY,  AS  AUTHORIZED  BY 
LAW. 

No  naval  grade  to  correspond 
in  pay. 

Captains. 

Com.  squadrons  $4,500 

On  other  duty  3,500 

Captain. 

Commanding  squadron  4,000 
On  other  duty  3.500 

Off  duty  2,500 


No  naval  grade  to  corres- 
pond in  pay. 


Master  commandant. 

In  command  2,500 

On  other  duty  2,100 

Leave  of  absence  1,800 


Lieutenant, 

Commanding  1,800 

On  other  duty  1,500 

Leave  of  absence  1,200 


No  naval  grade  to  correspond. 


No  naval  grade  to  correspond. 


army  pay,  corresponding 

WITH  NAVAL  RANK. 
Major  general. 

On  duty  $5,000 

Leave  of  absence  4,500 

Brigadier  general. 

On  duty  4,500 

Leave  of  absence  3,500 

Colonel. 

Commanding  regiment  or  posts 
or  performing  staff  duty  4,000 
On  other  duty  3,500 

Leave  of  absence  2,500 

■ LteAtendnt  colonels. 
Commanding,  regiments  or 
po^fe^  ' 3,000 

Oh6^rMty  2,5G0 

Leavjeqf  absence  2,000 

Major. 

Commanding  regiment  or 
post  2,500 

On  other  duty  2,100 

Leave  of  absence  1,800 

Captain. 

Commanding  post  or  compa- 
ny 1,800 

On  other  duty  1,5C0 

Leave  of  absence  l,20O 

First  lieutenant. 

Com’g  com.  A.  D.  C.  adjutant, 
as’tqr.  master,  A.  C.  S.  when 
acting  as’t  qr.  master  1,200 
On  other  duty  1,000 

Leave  of  absence  900 

Second  lieutenant. 

Com’g  company  or  performing 
staff  duty,  as  above  1,100 
On  other  duty  ^ 900 

Leave  of  absence  800 

Passed  midshipman.  Brevet  second  lieutenant. 

On  duty 
Waiting  orders 

Midshipman. 

On  sea  service 
On  other  duty 
Leave  of  absence 
Surgeons  and  assistant  sur-  The  pay  of  army  surgeons  and 
geons.  assistant  surgeons,  has  re- 

cently been  raised  to  corres- 
pond with  the  navy. 
Assistant  com.  subsistence. 
To  receive  in  addition  to  pay 
in  line  per  annum  100 

No  additional  pay  for  the  ex- 
ercise of  brevet  rank. 

Officers  temporarily  perform- 
ing duties  of  a higher  grade, 
to  receive  the  compensation 
allowed  to  such  grade,  while 
actually  so  employed. 

And  the  above  yearly  allowance  to  be  in  full  for  all  compen- 
sation or  allowance  that  shall  be  received  utider  any  circum- 
stances whatever,  by  officers  of  the  army  except  for  travelling 
expenses,  when  under  orders,  for  which  ten  cents  per  mile 
shall  he  allowed;  and  a reasonable  commutation  for  quarters 
and  fuel,  when  the  same  is  not  furnished  in  kind. 


750 

Commanding  company 

900 

600 

On  other  duty 

750 

Leave  of  absence 
Cadets. 

600 

400 

350 

300 

At  all  times 

350 

Naval  officers  attached  to  ves- 
sels for  sea  service,  are  al- 
lowed one  ration  per  day,  (25 
cents),  or  $91  per  annum. 


THE  REVIEWS  AT  KALlSCtt. 

The  following  account  which  arrived  by  the  Hamburgh 
mail,  the  feats  performed  by  the  disciplined  barbarians,  whom 
the  emperor  of  Russia  has  brought  from  the  Asiatic  con- 
fines of  his  empire  to  participate  in  this  spectacle,  will  be  read 
with  some  interest.  The  details  are  at  least  amusing;  but  as 
upon  the  whole  there  is  more  of  theatrical  exhibition  than  of 
military  skill  in  the  performance:  the  expectation  of  the  as- 
tonishment which  the  Prussian  papers  expect  will  be  produced 
throughout  the  rest  of  Europe  by  this  fantastic  display  will 
doubtless  be  completely  disappointed. 

'‘Kalisch,  September  13fA.  This  forenoon  at  eleven  o’clock, 
divine  service  was  performed  for  all  the  troops  in  the  Ru.esian 
and  Prussian  camps.  The  Russian  guards  assembled  before 
the  half  opened  handsome  imperial  army  church,  and  the  Prus- 
sian army  before  the  altar  erected  in  the  open  air.  Divine  ser- 
vice commenced  at  the  same  lime  at  all  parts  of  the  camp. 

“The  sovereigns,  and  princes  and  their  innumerable  suites, 
attended  first  the  Greek  service,  in  which  the  imperial  church 
singers  took  part,  and  afterwards  the  Protestant  service,  which 
was  performed  by  the  Protestant  chaplain  of  the  1st  regiment 
of  foot  guards,  the  regimental  band  executing  the  vocal  and 
instrumental  music.  Along  with  Prussian  guards  was  the  Fin- 
land rifle  regiment,  which  is  also  of  the  Protestant  religion. 
After  divine  service  was  over,  each  regiment  was  drawn  up 
before  the  tents,  and  officers  du  jour  of  all  the  infantry  regi- 
ments defiled  before  his  majesty  the  king  of  Prussia.  After 
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tliis,  detachments  of  all  the  cavalry  regiments  passed  in  the 
same  manner.  The  Circassian  Kurds  and  Ural  Cossacks  of  the 
line  in  particular,  attracted  the  attention  of  all  the  spectators. 

A small  detaeliinent  of  the  first  gave  proof  of  the  equestrian 
skill  of  those  people;  a sheet  of  paper  was  laid  on  the  ground, 
and  each  as  he  rode  past  in  full  gallop  fired  at  it,  and  never 
missed  eiiher  with  t»istol  or  musket.  This  was  only  the  pre- 
lude to  one  of  tlie  most  interesting  manoeuvres  that  it  is  pos- 
sible to  imagine — namely,  the  exercise  of  the  Mussulman  regi- 
ment, and  of  the  whole  regiment  of  the  line  of  the  Ural  Cos- 
sacks. Both  regiments  in  their  remarkable  Asiatic  costume, 
were  drawn  up  on  the  eminence  before  the  imperial  pavillion, 
from  which  there  is  a gentle  declivity  of  the  plain.  Tlie  spec- 
tacle commenced  with  the  combats  of  single  pairs  of  the  Mus- 
sulman regiments;  with  incredible  dexterity  these  people  per- 
formed their  exercise,  with  their  horses  in  full  gallop,  fired  as 
they  fled  at  their  pursuers,  and  hung  down  on  one  side  of  their 
horses  to  cover  themselves;  and  as  soon  as  the  advancing 
party  had  fired  again,  with  loud  cries  immediately  resumed  the 
offensive;  the  single  pairs  were  gradually  joined  by  more,  so 
that  at  length  the  whole  in  the  wildest  confusion  were  engag- 
ed, and  gave  a terror-striking  picture  of  the  mode  of  fighting  of 
these  Asiatic  people. 

Out  if  the  performances  of  the  Mussulman  regiment  were 
extraordinary  they  were,  if  possible,  surpassed  by  the  Ural  Cos- 
sacks; some  of  them  at  full  gallop  not  only  picked  up  their 
caps  which  had  been  thrown  into  a pile  of  lighted  straw,  but 
leaped  30  or  40  times  from  their  horses,  and  on  again  in  rapid 
succession.  At  last  the  whole  regiment  standing  on  their 
horses  made  an  attack  with  a tremendous  war-wlioop,  resem- 
bling a frightful  howl.  We  should  in  vain  attempt  to  describe 
the  strange  and  surprising  effects  of  this  scene.  What  we  have 
hitherto  seen  only  in  a circus,  such  as  Franconi’s  or  Astley’s 
was  here  executed  by  a whole  regiment  in  a wide  plain.  The 
interesting  exhibition  was  concluded  by  a detachment  of  the 
Mussulman  regiment.  The  individual  combatants  had  small 
darts  fastened  to  a cord,  which  they  threw  at  each  other  with 
admirable  dexterity,  but  of  course  pulled  them  back  before  they 
could  reach  the  bodies  of  their  opponenls.  Alter  these  military 
exercises  were  concluded,  the  sovereigns  and  princes  returned 
to  the  town,  where  there  was  a grand  dinner,  to  which  the 
colonels  of  all  the  regiments  in  camp  were  invited. 

On  the  15lh  there  was  a grand  parade  of  all  the  troops  which 
were  drawn  up  in  four  lines;  the  infantry  formed  the  first  two 
lines,  title  Prussian  infantry  being  on  the  right  wing  of  the  first 
line;  the  cavalry  formed  a third,  and  the  artillery  the  fourth. 
The  emperor  received  the  Prussian  king  with  his  sword  drawn, 
at  the  right  wing  of  the  first  line,  aiid  presented  to  him  a report. 
The  troops  were  690i  battalions,  68  squadrons  and  136  pieces  of 
artillery,  m all  about  54,000  men.  The  sovereigns  and  the  em- 
press on  horseback,  followed  by  the  princes  and  a countless 
number  of  spectators,  rode  amidst  uninterrupted  acclamations 
along  the  lines,  and  returned  to  the  right  wing  of  the  infantry, 
where  they  halted  while  the  troops  marched  by,  which  they 
did  twice;  the  second  time  the  itifnntryin  columns,  four  bat- 
talions together,  the  cavalry  in  a trot.  His  majesty  the  king 
gave  a grand  dinner.  As  our  troops  met  with  the  most  friendly 
reception  on  their  arrival,  the  most  perfect  harmony  has  con- 
tinued to  prevail,  the  Russian  officers  and  men  do  every  thing 
to  make  the  camp  as  agreeable  as  possible  to  bur  troops.  The 
provisions  are  excellent.  The  emperor  has  ordered  the  ra- 
tions of  meat  to  be  doubled,  so  that  each  man  has  a pound  of 
meat  daily. 

A drum  major  of  the  Russian  guards  is,  it  seerns,  an  object 
of  much  attention  at  Kalisch,  on  account  of  his  extraordinary 
stature.  When  standing,  his  head  is  said  to  be  on  a level  with 
liny  other  man’s  on  horseback.  He  is  accompanied  by  his 
wife,  who  is  less  than  the  ordinary  female  size. 

The  Russians  and  Circassians.  The  following  fact  is  illus- 
trative of  the  animosity  of  the  Circassians  against  Russia.  The 
total  ahscfiee  of  salt  throughout  Circassia  is  the  source  of 
ge.ncral  privation.  This  necessary  of  life  may  be  obtained  at  a 
very  low  rate  on  the  Russian  territory,  while  it  can  be  im- 
ported from  Trebisond  or  Rize'h  only  in  small  quantities,  and  in 
consequence  also  of  the  risks,  at  a most  exorbitant  price.  Yet, 
in  order  efTectiially  to  prevent  every  communication  between 
the  Russians  and  Circ.issians,  the  assembly  has  decreed  that 
every  individual  detected  in  having  purchased  Russian  salt 
should  be  considered  guilty  of  high  treason,  and  condeiniird  to 
capKal  punishment.  Far  from  being  daunted  by  the  military 
display  of  Russia,  and  dismayed  on  hearing  of  the  immense 
preparations  for  the  ensuing  campaign,  the  Circassian,  taught 
by  40  years’ success  to  consider  fiimself  invincible,  seems  to 
await  the  renewal  of  the  attack  with  the  impatience  of  a 
sportsman  at  the  approach  of  the  game  season.  The  injury 
tlie  trade  of  Circassia  is  subjected  to  in  consequence  of  the 
Russian  |hlockade  is,  Recording  to  some  statements,  trifliner, 
and  amply  compensated  by  the  rich  booty  their  marauding 
parties  succeed  every  year  in  securing.  Russian  slaves  have 
become  of  late  so  common  in  the  Caucasus,  that  it  is  a re- 
proach for  a family  to  be  without  one.  They  are  eiiher  de- 
eerlers  nr  prisoners.  In  order  to  get  as  much  as  possible  out 
of  them,  every  slave  is,  on  his  arrival,  provided  with  a wife,  a 
pair  of  oxen  and  a hut.  His  occupations  consist  in  cultivating 
the  ground,  and  begetting  children  ad  libitum,  for  the  benefit  of 
his  master.  A Russian  whose  life  has  been  divided  between 
the  drudgery  of  serfage  and  the  hardships  of  military  discipline, 
it  js easily  conceived,  is  heartily  satisfied  with  a similar  mode 


of  existence.  According  to  the  testimony  of  the  Circassians, 
it  would  appear  that  in  June  last  a division  of  the  Russian 
fleet,  consisting  of  sail,  landed  a party  of  troops  on  the  coast 
ol  Ahassia,  in  order  lo  render  tlieniselves  masters  of  the  ca.^ile 
of  Gliianghoitrze.  The  inhabitants,  aware  of  the  design,  op- 
dosed  hilt  a feeble  resistance  lo  their  landing.  It  was  not  be- 
fore the  Russian  colninn  had  advanced  more  than  a league 
into  the  interior  of  tlie  country,  that  the  Circassians  who  re- 
mained concealed  in  the  woods,  rushed  upon  the  invaders. 
After  an  obslinale  conflict,  the  Russians  were  forced  lo  return 
lo  the  sea  side,  where  they  re-embarked,  after  experiencing  a 
very  heavy  loss.  [Times. 

■ @ ft 

CHARACTER  OF  NELSON. 

BY  SIR  JAMES  MACKINTOSH. 

He  seems  to  have  been  bom  with  a quick  good  sense,  an  af- 
fectionate heart,  and  a high  spirit;  lie  was  susceptible  of  the 
enthusiasm  eiiher  of  the  tender  or  of  the  proud  leeliiigs;  he 
was  easily  melted  or  inflamed;  to  say  he  was  fearless  seeiu.-*  ri- 
diculously unnecessary:  he  was  not  merely  averse  lo  falsehood 
or  artifice,  hut  he  was  in  the  highest  degree  simple  and  frank. 
Tlie.se  qualities  of  his  heart  arc  not  meniiumd  lor  the  idle  pur- 
pose of  paiiegyrick;  however  singular  it  may  seem,  I will  ven- 
ture lo  affirm  that  they  formed  no  small  part  of  the  genius  of 
Nelson;  they  secured  attachmeni  and  confidence,  and  they  re- 
vealed to  him  the  feelings  of  other  men — that  great  secret  in 
the  art  of  command,  which  reason  alone  can  never  disclose. 
His  understanding  was  concentrated,  on  his  professions;  and  as 
danger  must  always  excite  where  it  does  not  disturb,  it  acted 
on  his  mind  in  the  moment  of  action,  with  tlie  highest  stimu- 
lant power,  and  roused  liis  genius  lo  exertions  greater  than  the 
languor  of  tranquillity  could  have  produced.  Still  Windham 
certainly,  and  perhaps  Fox,  met  captain  Nelson  at  Holkam, 
wiiiioui  suspecting  that  he  was  more  than  a lively  and  gallant 
officer.  ******* 

Why  is  it  not  possible  to  wipe  out  from  lii.«tory  the  scenes  in 
the  hay  of  Naples.  I read  over  tlie  passage  which  respects 
them  three  or  four  times,  in  hopes  of  di>i  ov(  ring  a vindication; 
hut,  alas!  it  is  impossible.  It  niiglil  be  llionglit  aifectnlion,  hut 
it  is  true,  that  1 have  read  iheni  with  no  small  pain.  The 
breach  of  faith  to  tlie  garrisons  of  the  two  castles,  is  certain  and 
too  atrocious.  The  execution  of  Carraccioli  is  an  art  which  1 
forbear  lo  characterise.  The  writers  admit,  that  at  this  execu- 
tion was  present  that  ferocious  woman  who  lowered  the  illus- 
trious name  of  an  English  inulroii  to  the  level  of  a Parisian  fish- 
woman,  and  who  made  our  chosen  hero  an  iiistriiineiu  in  deeds 
of  cruelty  and  dishonor.  The  contrast  between  these  horrible 
executions  and  the  profligate  splendor  of  Palermo  in  the  au- 
tumn of  1799,  as  it  appears  by  sir  3’.  ITowbridge’s  letters,  re- 
minds the  reader  of  that  union  of  efTeininacy  and  barbarity 
wliich  marks  ttie  worst  of  the  Roman  emperors.  From  this 
moment  tlie  charm  of  the  kind  and  lionesl  Horatio  Nelson  is 
gone.  His  correspondence  wiih  his  poor  wife  becomes  cold 
and  rare.  She,  the  companion  of  his  poverty  and  ohseiiiily, 
entirely  loses  him,  at  the  moment  when  he  became  the  most 
celebrated  man  in  Europe.  His  excellent  fallier,  notwithstand- 
ing the  virtues  and  the  glory  of  his  son,  seems  nobly  lo  have 
joined  his  injured  wife.  What  excites  the  most  bitter  regret 
is,  that  he  who  has  seduced  into  barbarity,  and  public  as  well 
as  private  perfidy,  had  a soul  full  of  honor  and  humanity;  that 
lie  was  the  same  who  never  (innished  a seamen,  and  whose 
nerves  were  convulsed  at  seeing  him  punished,  that  he  was  the 
very  same  whom  the  sailors  called  “Nel,  bold  as  a lion,  and 
mild  as  a lamb.” 

MRS.  SOMERVILLE,  THE  FEMALE  ASTRONOMER. 

This  lady  is  we  believe  a little  over  forty  years  of  .age.  She 
was  born  in  Scotland.  When  about  filieen  years  old,  she 
happened  to  overhear  her  brother,  repeating  at  a school  ex- 
ercise, the  demoiisi ration  of  a proposition  in  geometry.  Her 
attention  was  arrested,  and  her  genius  then  felt  its  first  con- 
scious impulse  of  its  master  spring.  She  instanly  procured  a 
copy  ofEuclid,  and  found  delight  in  exploring  its  pages. 

Sometime  afterwards  she  inquired  of  professor  Playfair,  if 
there  would  beany  harm  in  a young  Indy  studying  Latinl  He 
asked  her  why  she  w'ished  lo'siiidy  Latin.  She  replied,  be- 
cause I long  to  read  Newton’s  ‘•jtrincljna.'’' 

He  encouraged  her  lo  make  the  unusual,  and  as  it  was  then 
thought,  daring  attempt.  Besidt.-s  the  Lniiii,  she  is  possessed 
of  every  modern  scieniific  language,  and  is  without  donlit,  one 
of  the  very  first  asiroiioiiiers  of  this  age.  Her  name  shining 
over  England,  together  with  that  of  La  Place  on  the  continent 
of  Europe,  and  Bowditch  in  America,  consliiiiies  the  great 
constellation  of  astronomical  science  of  the  present  day. 

How  inscriiiable  are  the  workings  of  genius!  Where  it  has 
not  been  kindled  by  nature,  no  art  ignites  it.  It  is  beyond  the 
power  of  rirciimstances  to  quench  its  flame.  Astronomy  and 
mathematies  have  found  their  most  illiisirioiis  votaries,  in  our 
times,  not  in  the  chairs  of  professorships  with  learned  titles, 
and  rich  endowments — not  in  the  silent  retreats  of  academical 
leisure— blit  in  the  legislative  halls  of  revolutionary  France, 
on  the  deck  of  an  American  mercliantman,  and  amid  the  cares 
of  the  nursery ! 

A friend  of  ours,  when  visiting  Mrs.  Somerville’s  family, 
itappened  to  ask  her  husband  what  was  contained  in  certain 
drawers  he  was  opening.  He  replied,  “Mrs.  Somerville’s  di- 
plomas.” She  has  received  them  from  literary  and  scieiiliflc 
societies  in  all  parts  of  the  world  -cxcejit  .America! 
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Tlie  following  anecdote  will  show  the  opinion  entertained  of  i 
her  by  La  Place,  with  whom  she  had  long  been,iii  the  habit  of 
corresponding  on  scientific  subjects.  She  has  been  twice  mar- 
ried, first  to  a Mr.  Gli-gg,  and  afterwards  to  Dr.  Somerville, 
her  present  husband.  Tliese  incidents  of  her  domestic  history 
were  unkown  to  La  Place,  and  he  once  told  a friend  that  there 
were  probably  but  two  women  in  the  world  who  could  read 
his  Mecanique  Celeste,^’  one  of  them  was  Mrs.  Glegg,  the  other 
Mrs.  Somerville! 

But  besides  her  wonderful  attainments  in  this  department, 
Mrs.  Somerville  is  an  accomplished  scientific  and  practical 
musician,  a first  rate  painter  in  oils,  a learned  chemist,  and  a 
thorough  mineralogist  and  botanist!! 

At  the  same  time  this  extraordinary  woman  is  a pattern  of 
social  and  domestic  virtue,  discharging  in  a most  e,\emplary 
manner  every  duty  to  her  friends  and  family.  Her  society  is 
delightful,  her  manner  engaging,  and  her  heart  evidently  the 
abode  of  every  amiable  affection  and  Christian  grace. 

[Torch  Light. 

MACHINERY! 

A prophecy  of  the  “Gtofie,”  made  upon  the  passage  of  the 
“gold  bill:” 

“In  eight  or  nine  months  from  this  time,  every  substantial 
citizen  will  have  a long  silken  purse,  of  fine  open  net  work, 
through  the  interstices  of  which  the  yellow  gold  will  shine  and 
glitter.  Then  travellers  will  be  free  from  the  pestilence  of 
ragged,  filthy  and  counterfeit  notes.  Every  substantial  man 
and  every  substantial  man’s  wife  and  daughter,  will  travel  upon 
gold.  The  satelites  of  thr  bank  alone,  to  show  their  subjection 
to  their  liege  monarch,  will  repine  at  the  loss  of  the  paper.” 

The  “silken  purses”  that  were  purchased  in  “obedience  to 
orders,”  disappeared,  with  the  Virginia  “mail  contractor” 
from  Baltimore,  ficficeen  two  days;  and  the  “great  stream  of 
gold  that  should  have  fiowed  up  the  Mississippi,”  has  slopped 

The  “king  of  Spain,”  has  issued  the  following  decree. 

“TAe  most  holy  virgin  de  los  Dolores  having  been  declared  by 
me  generalissimo  of  my  troops,  it  became  my  duty  from  motives 
of  veneration  and  piety,  to  distinguish  with  the  title  of  generalis- 
simo the  royal  standard,  which  bears  for  its  divice  this  august 
image,  and  in  consequence  I ordain  that  this  august  and  royal 
standard  be  not  lowered  before  any  person,  not  even  before 
me,  and  that  the  same  honors  and  salutes  be  rendered  to  it  as 
to  the  holy  sacrament.  Given  at  Estella,  this  2d  August,  1825. 

I THE  KIKG.” 

The  invasion  of  Carlos  has  made  tens  of  thousands  of  mothers 
of  griefs. 

In  consequence  of  the  desolating  progress  of  the  cholera  at 
Rome,  Leghorn  and  other  parts  of  Italy,  there  is  to  be  a great 
procession  at  Rome,  to  implore  heaven  to  remove  the  pesti- 
lence; and  the  image  of  the  Virgin  Madonna  DelLe  Neve,  which 
has  not  been  visible  for  years,  is  to  be  carried  to  St.  Peter’s,  at- 
tended by  the  pope,  cardinals  and  clergy.  The  prevalence  of 
cholera  postpones  the  delightful  winter  tour  to  Italy,  which 
travellers  are  accustomed  to  take  at  this  season. 

IMPORTANT  LEGAL  OPINION. 

From  the  New  York  Journal  of  Commerce. 

The  annexed  opinion  of  judges  Thompson  and  Betts  was  pro- 
nounced this  morning  before  the  grand  jury  of  the  circuit  court 
sitting  in  this  city. 

It  will  relieve  the  friends  of  Texas  from  some  anxiety  in  re- 
gard to  past  movements,  and  give  them  confidence  in  respect  to 
what  is  future. 

The  grand  jury  of  the  United  States  for  the  southern  district 
of  New  York,  in  the  second  circuit,  respectfully  submit  to  the 
honorable  circuit  court  of  the  United  Stales,  the  following  in- 
quiry in  relation  to  a matter  at  present  under  their  considera- 
tion. 

“Is  it,  or  not,  a violation  of  the  6th  section  of  the  act  of  con- 
gress passed  on  the  20th  of  April,  1818,  entitled  an  act  in  addi- 
tion to  an  act  for  the  punishment  of  crimes  against  the  United 
Slates  therein  mentioned,  that  meetings  should  be  held  in  this 
district,  and  cominiitees  appointed  to  provide  means  and  make 
collections  for  the  purpose  of  enabling  the  inhabitants  of  Texas 
to  engage  in  a civil  war  with  the  sovereignty  of  Mexico,  now  at 
peace  with  the  United  Stales.  (Signed) 

“GIDEON  TUCKER.” 

In  answering  the  foregoing  inquiry,  the  court  will  confine  it- 
self to  the  facts  staled,  and  the  section  of  the  law  referred  to. 
The  inquiry  is,  whether  meetings  held  in  this  district  or  state, 
and  committees  appointed  to  provide  means  and  make  collec- 
tions for  the  purpose  of  enabling  the  inhabitants  of  Texas  to  en- 
gage in  a civil  war  with  the  sovereignty  of  Mexico,  is  a viola- 
tion of  the  section  of  the  law  referred  to.  That  section  of  the 
act  is  as  follows: 

“Sec.  6.  And  he  it  further  enacted.  That  if  any  person  shall, 
within  the  territory  or  jurisdiction  of  the  United  Slates,  begin, 
or  set  on  foot,  or  provide,  or  prepare  the  means  for  any  military 
expedition  or  enterprise,  to  be  carried  on  from  thence  against 
the  territories  or  dominions  of  any  foreign  prince  or  state,  or  of 
any  colony,  district  or  people,  with  whom  the  United  States  are 
at  peace,  every  person  so  offending  shall  he  deemed  guilty  of  a 
high  misdemeanor,  and  shall  be  fined  not  exceeding  three  thou- 
sand dollars,  and  imprisoned  not  more  than  three  years.” 

This  section  applies  only  to  military  expeditions  and  enter- 
prises to  be  carried  on  from  the  United  Stales  against  any  foreign 


power  with  which  we  are  at  peace.  “No  person  shall  begin  or 
set  on  foot,  or  provide  or  prepare  the  means  for  any  military 
expedition  or  enterprise  to  be  carried  on  from  thencef’  that  is, 
from  the  United  Slates,  or  the  lerriiory  within  their  jurisdiction. 
Donations  in  money,  or  any  thing  else,  to  the  inhabitants  of 
Texas,  to  enable  them  to  engage  in  a civil  war  with  the  sove- 
reignty of  Mexico,  is  in  no  sense  beginning  or  setting  on  foot, 
or  providing  the  means  for  a military  expedition  from  the  Unit- 
ed States  or  their  lerriiory.  The  answer,  therefore,  to  the  ques- 
tion put  by  the  grand  jury  is,  that  the  facts  stated  do  not  amount 
to  any  offence  under  the  6th  section  of  the  act  referred  to. 

BANK  OF  MARYLAND  against  THOMAS  ELLICOTT. 

This  long  contested  case,  in  which  the  jury  was  sworn  at 
Bel-Air  on  the  27ih  August,  was  closed  on  Saturday  (31st  Oc- 
tober) by  a verdict  for  the  plaintiff's  for  ^5,000,  with  interest 
from  7ih  October,  1833. 

The  examinations  of  evidence  both  oral  and  written,  and  the 
arguments  of  counsel,  which  have  occupied  the  court  more  than 
two  months,  took  a most  discur.«ive  range,  and,  as  the  public 
already  knows,  diverged  to  long  and  laborious  investigations  of 
of  collateral  matters  to  which  incidental  circumstances  had  at- 
tached an  exciting  interest,  but  having  no  necessary  connec- 
tion with  any  question  upon  which  the  pecuniary  claim  against 
the  defendant  at  all  depended.  Of  all  these  matters,  as  well  as 
a more  comprehensive  and  detailed  view  of  all  the  grounds 
upon  which  the  real  question  of  right  in  this  action  was  con- 
tested before  the  court  and  jury,  a full  report  will  probably  be 
given  to  the  public  sometime  hence,  two  professional  reporters 
having  attended  the  trial  fur  that  purpose.  All  that  it  is  now 
practicable  to  do  for  the  satisfaction  of  the  public  curiosity,  and 
for  the  information  of  those  who  are  studious  of  the  law  of  con- 
tract as  it  becomes  progressively  settled  in  the  jurisprudence  of 
the  state,  is  to  give  a concise  and  exact  report  of  the  particular 
question  upon  which  the  court  ultimately  decided  the  law  of  the 
case  against  the  defendant;  accompanied  merely  by  some  pre- 
fatory references  to  such,  and  to  such  only,  of  the  facts  in  the 
ease  as  are  adverted  to  in  the  terms,  or  necessary  to  explain 
the  principles,  of  the  court’s  opinions. 

Among  the  evidence  adduced  by  the  plaintiffs  the  first  was  a 
check  on  the  bank  of  Maryland,  7th  Oct.  1833,  drawn  by  Evan 
Poultney,  and  on  its  face  payable  to  Thomas  Ellicott  or  bearer, 
for  ^25,000;  which  was  presented  to  the  paying  teller  by  Mr.  P. 
himself,  and  the  amount  paid  into  his  own  hands  at  the  coun- 
ter. The  paying  teller  stated  on  his  examination  that  he  was 
under  the  impression,  but  not  certain,  that  Mr.  Ellicott  was  at 
the  same  lime  in  the  back  room  of  the  bank,  which  was  the 
president’s  room;  recollected  certainly  that  Mr.  E.  was  several 
times  at  the  bank  about  that  time,  on  business  relating  to  the 
Tennessee  bonds;  and  that  whenever  he  came  to  the  bank  he 
usually  went  into  the  president’s  room;  that  Mr.  P.  immediate- 
ly on  receiving  the  money,  retired  to  this  room,  where  it  was 
supposed  he  found  Mr.  E.  and  paid  him  the  money.  The  plain- 
tiffs then  produced  the  books  of  the  bank,  and  the  several  en- 
tries therein  relating  to  thi«  transaction:  in  the  book  denomi- 
nated the  ^'personal  account  ledger,’^  containing,  among  other 
accounts,  Mr.  P’s  account  with  the  bank,  this  check  is  regular- 
ly charged  to  him,  on  the  7ih  October,  1833,  and  in  the  same 
account  he  stands  credited  on  the  15th  October  by  cash  “paid 
T.  Ellicott  on  the  7th  inst.  on  the  Tennessee  bonds— $25,000:” 
The  “deposite  book”  credits  him  as  for  a deposite  of  $25,000 
on  the  15th  October,  thus,  “E.  Poultney  for  this  sum  paid  T. 
Ellicott,  7ih  instant,  on  Tennessee  bonds  at  5 per  cent:”  in  the 
“general  account  cash  book”  cash  is  credited  on  the  15th  Octo- 
ber thus,  “productive  slock  for  commission  of  5 per  cent,  paid 
T.  Ellicott  on  the  7ih  inst.  by  E.  Poultney  on  $500,000  stale 
bonds  of  Tennessee  to  be  sold  in  London — $•25,000;”  and  in  the 
“general  account  ledger,”  in  an  account  headed  “productive 
slocks,”  is  a similar  entry,  under  the  same  date,  charging  pro- 
ductive slocks  “to  cash  for  commission,”  &c. 

Of  the  twelve  directors  of  this  bank,  six  were  called  to  prove 
that  they  were  not  informed  of  this  payment  at  the  time,  nor 
with  one  exception,  till  after  the  failure  of  the  bank;  one  of 
them  receiving  his  first  information  of  it  some  three  or  four  days 
before  the  failure.  The  evidence  of  these  directors  also  went  to 
this,  that  in  consequence  of  the  accumulation  of  the  slock  of 
the  hank  in  the  hands  of  E Poultney,  the  president,  he  was  ge- 
nerally considered  and  treated  by  the  board  as  the  proprietor  of 
the  bank,  and  that  the  management  of  its  concerns  was  impli- 
citly submitted  to  his  control  and  direction  as  being  considered 
the  party  really  interested  in  its  success. 

The  Tennessee  bonds,  mentioned  in  the  various  entries  in  the 
bank  books,  were  purchased  by  the  bank  of  the  Union  bank  of 
Tennessee  in  May,  1833.  At  a meeting  of  the  board  of  the  bank 
of  Maryland  on  the  5ih  of  June,  1833,  (the  president  and  seven 
of  the  directors  being  noted  as  present)  the  following  resolution 
was  passed: 

“Messrs.  E.  T.  Ellicott  and  Hugh  McElderry,  who  were  ap- 
pointed at  a former  meeting  of  the  board  to  proceed  to  Philadel- 
phia and  New  York  to  sell  or  dispose  of  the  Tennessee  bonds 
belonging  to  this  bank,  reported  that  they  had  not  been  able  to 
accomplish  any  satisfactory  arrangement  for  them — whereupon 
it  was  resolved,  that  the  president  be  authorised  to  make  the 
best  disposition  of  them  he  can  for  the  interest  of  the  hank.” 

These  bonds,  bearing  endorsements  in  blank,  were  made  ne- 
gotiable and  transferable  by  mere  delivery  from  hand  to  hand; 
and  their  first  appearance,  after  the  passing  of  the  above  resolu- 
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lion,  was  in  ihe  Imiiiis  of  Mr.  Glenn,  who,  having  purchased  of 
the  Union  bank  of  Marjiand  G,000  shares  of  ilie  slock  of  lliat 
bank,  deposited  and  pledged  ihe  bonds  as  collateral  security  to 
hid  own  note  for  the  purchase  money  on  the  I4ih  June.  On 
the  29lh  June  1,000  of  those  shares  were  pledged  to  the  Union 
bank,  under  a power  of  attorney  from  Mr.  Glenn,  for  a loan  to 
the  house  of  I’ouliney,  Ellicoli  & Co.  and  on  the  6lh  July,  -JjOUO 
of  the  same  shares  (including  the  1,000  before  pledged)  were 
sold  and  transferred  to  that  house  under  the  same  or  a like 
power  from  Mr.  Glenn.  On  the  1st  July,  Mr.  Glenn’s  note  for 
the  purchase  of  the  Union  bank  stock  was  withdrawn  and  E. 
Poultney’s  pul  in  its  place;  and  at  the  same  time  Mr.  Glenn 
gave  a written  order  on  the  cashier  of  the  Union  bank  to  deli- 
ver the  Tennessee  bonds  to  E.  Poultney  or  order,  who  immedi- 
ately pledged  them  again  as  collateral  security  to  his  own  note. 
The  transaction  stood  thus,  the  4,000  shares  of  Union  bank 
stock  remaining  after  the  sale  of  2,000  shares  to  Poultney,  Elli- 
cott  fit  Co.  continuing  in  the  name  of  Mr.  Glenn,  and  the  Ten- 
nessee bonds  pledged  in  the  Union  bank  for  E Pouliney’s  note 
given  in  place  of  Mr.  Glenn’s  for  the  purchase  of  6,000  shares, 
till  the  5ih  October.  On  that  day  a written  proposition  was 
sent  in  by  Mr.  Johnson  to  the  president  and  directors  of  the 
Union  bank,  suggesting,  upon  recent  and  certain  information, 
that  if  the  government  were  put  in  possession  of  undoubted  se- 
curity from  the  Union  bank,  a much  larger  amount  of  public 
money  than  will  arise  from  the  revenue  to  be  collected  in  the 
port  of  Baltimore,  would  at  once  be  placed  under  the  control  of 
that  bank.  Mr.  Johnson  then  proposed  on  behalf  of  the  bank 
of  Maryland  that  the  Union  bank  should  purchase  at  f 110  the 
Tennessee  bonds,  which  the  bank  of  Maryland  “now  holds  un- 
der its  control,”  and  which  stood  pledged  to  the  Union  hank  as 
collateral  security,  fitc.;  that  the  proceeds  should  be  applied  to 
the  payment  of  the  notes  given  for  the  4,000  shares  of  Union 
bank  stock,  and  that  the  Unit  n bank  should  lend  ^300,000  on 
that  stock.  By  way  of  inducement  to  the  Union  bank  to  adopt 
this  proposition,  Mr.  Johnson,  in  his  communication  to  the 
Union  bank,  says  that  these  bonds  would  constitute  an  unques- 
tionable security  to  the  government  to  the  extent  of  half  a mil- 
lion, upon  the  faith  of  which  he  knows  the  secretary  of  the  trea- 
sury would  cause  the  public  deposites  to  accumulate  to  an  ex- 
tent mur^  greater  than  he  can  even  do  under  the  existing  ar- 
rangement; whereby  the  Union  bank  will  have  the  power  not 
only  to  promote  its  own  immediate  interest,  but  to  relieve  the 
pressure  which  may  otherwise  fall  on  the  community,  and  the 
bank  of  Maryland  also  have  it  in  its  power  greatly  to  promote 
the  latter  object.  The  contract  for  the  purchase  of  the  bonds  of 
the  Union  bank  was  concluded  the  same  day,  at  108,  reserving 
to  the  bank  of  Maryland  one-half  of  any  profit  from  any  future 
sale  of  the  bonds  by  the  Union  bank  at  a higher  rate;  and  on  the 
same  day  the  bank  of  Maryland  executed  a formal  bill  of  sale  of 
Ihe  bonds  to  the  Union  bank.  The  remaining  4,000  shares  of 
Union  bank  stock  were  then  distributed  by  Mr.  Glenn  between 
himself  and  Messrs.  Evan  Poultney,  Evan  T.  Ellicott  and  Re- 
verdy  Johnson,  1,000  shares  to  each,  who  had  their  four  several 
notes,  $75,000  each,  and  each  note  secured  by  a pledge  of  the 

1.000  shares  of  the  Union  bank  stock  held  by  each,  discounted 
at  the  Union  bank,  and  the  whole  proceeds  of  the  discounts 
passed  in  that  bank  to  the  credit  of  the  bank  of  Maryland;  but 
the  four  discounts,  $75,000  each,  ever  after  continued  in  the 
Union  bank  in  the  names  of  Messrs.  E.  Poultney,  E.  T.  Ellicott, 
Glenn  and  Johnson,  upon  the  individual  notes  and  pledges  of 
their  respective  portions  of  the  4,000  shares  of  Union  bank  stock, 
without  any  reference  whatever  in  the  Union  bank  to  the  bank 
of  Maryland,  except  the  transfer  to  its  credit  of  the  amount  of 
the  several  discounts.  The  transaction  resulted  in  the  Union 
bank’s  becoming,  on  the  5th  October,  the  purchaser  instead  of 
the  pledgee  of  the  Tennessee  bonds,  and  in  paying  off  Evan 
Poultney’s  note  for  the  purchase  of  the  Union  bank  stock.  This 
happened  Just  two  days  before  the  payment  of  the  $25,000  by 
Evan  Poultney  to  Thomas  Ellicott. 

The  whole  transaction  in  the  Union  bank  from  the  14th  June 
to  the  5ih  October,  of  the  purcha.se  of  the  Union  bank  stock, 
pledging  the  Tennessee  bonds,  and  the  subsequent  transfer  of 

2.000  shares  of  the  stock  under  powers  from  Mr.  Glenn,  appear- 
ed exclusively  the  acts  of  Mr.  Glenn  and  Mr.  Poultney  in  their 
individual  capacities  without  reference  to  their  cap.icities  as 
president  and  director  of  the  bank  of  Maryland,  was  so  consi- 
dered and  treated  in  the  Union  bank,  where  no  suspicion  was 
entertained  of  its  being  on  account  of  the  bank  of  Maryland. 

No  trace  is  found  in  the  hooks  of  the  bank  of  Maryland  of  any 
authority  to  purchase  on  its  account  the  6,000  shares  of  the 
Union  bank  stock,  or  of  any  recognition  of  an  interest  in  that 
purchase,  before  receiving  credit  for  the  individual  discounts 
on  the  stock  on  the  5th  October;  nor  was  any  notice  taken  in 
the  bank  of  Maryland  of  the  Tennessee  bonds  or  of  the  use  that 
had  been  made  of  them  between  the  5lh  June  and  5lh  October. 

The  minuter  circumstances  of  the  transactions,  prior  and 
■ubseqiieni  to  the  5lh  October,  are  not  material  to  the  present 
purpose,  which  is  simply  to  illustrate  the  particular  points  of 
the  court’s  ultimate  decision  on  the  law  of  the  case,  not  to 
■thte  the  details  of  mere  fact  controverted  between  the  parties. 
The  plaintifTs  insisted  it  was  clear,  upon  the  whole,  that  all  the 
transactions  in  the  Union  bank,  from  beginning  to  end,  in  rela- 
tion to  the  purchasing  of  the  6,000  shares,  the  pledging  of  the 
Tennessee  bonds,  the  sale  of  a part  of  that  stock,  and  getting 
discounts  on  the  residue,  were  really  at  the  risk  and  account 
and  for  the  use  of  the  bank  of  Maryland,  though  done  in  the 
names  and  upon  the  personal  responsibilities  of  individuals: 


that  Thomas  Ellicott  contracted  to  sell  the  bonds  in  London  as 
a mere  sub-agent  of  Evan  Poultney  in  his  c.ipaeiiy  of  president 
and  .agent  of  the  bank,  under  the  resolution  of  the  board  of  the 
5ih  June:  that  this  agency,  according  to  the  entry  in  the  “g**!!!-- 
rul  account  cash  book,”  was  to  sell  the  bonds  in  London  after 
the  15th  October;  and  that,  as  he  had  done  nothing  in  the  busi- 
ness after  that  dale,  he  was  enlilled  to  no  part  of  his  commis- 
sions; or  if  there  were  a preceding  contract  to  sell  them  on 
commission,  that  contract  was  pul  an  end  to  by  the  sale  to  the 
Union  bank  tiefore  he  had  earned  a cent  of  the  commission.o; 
and  in  either  case  that  he  had  received  the  money  without  any 
valuable  consideration:  that  his  agency  was  rightfully  revoc.a- 
ble  at  the  will  and  pleasure  of  his  principal,  and  the  virtual  re- 
vocation of  it  by  the  sale  of  the  bonds  to  the  Union  bank  gave 
him  no  claim  to  any  thing  but  mere  indemnity  for  any  actual 
trouble  or  expense  incurred  by  him  before  the  revocation,  not 
to  compensation  for  any  profit  he  might  have  realised  by  being 
permitted  to  go  on  with  the  execution  of  his  contract;  and,  as 
he  had  incurred  no  actual  trouble  or  expense,  that  he  was  en- 
titled to  no  compensation,  and  therefore  that  the  pretended  pay- 
ment was  nothing  more  than  a sheer  gift  in  fraud  of  the  bank: 
that  though  the  money  was  drawn  on  E.  Poultney’s  own  check, 
yet  that  he  had  then  no  balance  but  certain  funds  really  belong- 
ing to  the  bank  though  placed  to  the  credit  of  an  amount  in  his 
name  as  representing  the  bank;  and  that  the  subsequent  entries 
by  which  the  check  was  made  good  left  it  as  they  found  it,  a 
check  in  effect  drawn  on  and  paid  out  of  bank  funds,  and  after- 
wards passed  through  the  mere  forms  necessary  to  the  regulari- 
ty of  the  account. 

For  the  defendant,  on  the  other  hand  it  was  insisted,  that  in 
point  of  fact  his  contract  was  made  with  E.  Poultney  individu- 
ally and  on  his  personal  account  before  the  5ih  October,  and 
whilst  the  Tennessee  bonds  were  held  by  Poultney  .and  abso- 
lutely disposable  by  him  as  owner:  that  all  the  tran.^aclions  in 
the  Union  bank,  respecting  the  purchase  of  stock  and  the 
pledging  of  the  bonds,  indicated  that  they  were  on  the  personal 
account  and  risk  of  the  individuals  appearing  as  parties,  and 
that  they  might  themselves  have  claimed  all  the  benefit  of 
those  transactions  without  the  bank  of  Maryland  having  in  its 
power  to  gainsay  it;  or  the  bank  might  have  thrown  the  whole 
upon  those  individuals,  and  lefused  to  recognise  any  part  of  the 
transaction  as  on  the  bank’s  account:  that  these  transactions, 
connected  with  E.  Poultuey’s  generally  conceded  interest  as 
being  in  effect  proprietor  of  the  bank  itself,  showed  that  his 
contract  both  with  the  Union  bank  and  with  the  defendant, 
who  in  the  exercise  of  the  discretionary  power  of  owner  of  the 
bonds,  which  he  was  under  no  obligation  to  return  to  the  hank, 
but  that  he  was  at  the  most,  only  accountable  to  the  bank  for 
the  price  of  the  bonds:  that  if  the  money  paid  to  the  defendant 
were  in  fact  the  same  drawn  out  by  the  check,,  still  it  was  paid 
as  the  money  of  E.  Poultney  individually,  that  the  check  was 
drawn  on  his  personal  resources  or  credit  (it  matters  not 
which)  and  the  defendant  was  not  answerable  how  or  where 
the  payer  of  the  money  obtained  it;  and  the  subsequent  act  of 
the  bank  adopting  that  payment  and  making  good  the  check 
was  an  affair  exclusively  between  him  and  the  bank,  in  which 
the  defendant  had  no  concern,  and  which  therefore  could  raise 
no  contract  or  liability  between  him  and  the  bank:  that  the  con- 
tract between  E.  Poultney  and  the  defendant  was  not,  in  fact, 
in  the  nature  of  a naked  delegation  of  a mere  power  or  authori- 
ty to  sell  the  bonds,  revocable  at  pleasure,  but  in  the  nature  of 
a power  coupled  with  an  interest:  a binding  contract,  in  short, 
guaranteeing  to  the  defendant  his  employment,  and  his  conti- 
nued authority  to  execute  it,  and  giving  him  an  interest  in  the 
bonds  and  a lien  on  them  or  the  proceeds  to  the  extent  of  the 
stipulated  commissions:  that  such  a contract  was  not  rightfully 
revocable  at  the  pleasure  of  Ihe  employers,  and  if  his  revoca- 
tion could  have  the  force  of  determining  the  defendants  effec- 
tive power  under  the  contract,  and  prevent  him  from  the  speci- 
fic execution  of  it,  still  it  wotild  be  a breach  of  positive 
contract,  for  which  the  defendant  was  entitled  to  compensa- 
tion to  be  liquidated  by  the  same  measure  and  upon  the  same 
principles  applicable  to  the  breaches  of  executory  contracts  in 
general:  that  the  true  and  established  measure  of  such  compen- 
sation is  not  any  actual  loss,  trouble  or  expense  incurred  in 
partly  lixecuting  or  in  preparing  to  execute  the  contract,  but 
the  clear  profit  which  would  have  accrued  to  the  defendant  if 
he  had  been  permitted  to  go  on  with  the  complete  execution  of 
the  contracts  that,  measured  by  this  standard,  the  compensa- 
tion actually  receiveB  by  the  defendant  was  not  exorbitant  or 
tinreasonabie,  even  if  it  were  a matter  open  to  inquiry  whether 
it  were  reasonable  or  unreasonable  as  it  did  not  exceed,  if  in- 
deed it  did  not  fall  short  of  a fair  estimate  of  what  he  might 
have  honestly  cleared  by  a fulfilment  of  the  contract:  inasmuch 
as,  in  the  first  place,  he  was  entrusted  with  other  extensive 
commissions  to  be  executed  in  London  at  the  same  time, 
which  would  have  greatly  more  than  compensated  all  the 
trouble  and  expenses  of  his  mission,  leaving  his  commissions 
on  the  sales  of  Tennessee  bonds  so  much  clear  gain:  and  as  in 
the  second  place,  he  might  fairly  calculate  on  a sale  of  the 
bonds  at  110,  making  the  gross  amount  of  sales  $5.50,000,  on 
which  his  commission  at  5 per  cent,  would  have  been  ^27,.500; 
the  actual  sale  to  the  Union  bank  might  be  set  down  as  equiva- 
lent to  110,  since  that  bank  had  authorised  its  finance  commit- 
tee to  give  that  price,  but  had  finally  bargained  for  108,  with 
the  advantage  to  the  bank  of  Maryland  of  sharing  equally  Ihe 
profit  of  any  future  sale  above  that  price;  but  taking  the  actual 
sale  as  at  only  108,  the  gross  amount  was  $540,000,  the  com- 
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missions  upon  which  would  be  ^27,000;  so  lhat  in  either  case, 
the  compensation  actually  received  by  the  defendant  was  less 
by  $2,500  or  $2,000  than  the  commission  he  might  have  earned 
under  the  contract;  and  either  of  these  sums  was  sufficient  to 
coverall  his  expenses,  &c.  and  leave  a clear  gain  of  $25,000. 
But,  the  counsel  for  defendant  further  insisted  that  the  money 
had  been  paid  upon  a final  adjustment  and  liquidation  between 
the  parties  of  the  amount  of  compensation  due  to  the  defen- 
dant, lhat,  in  the  absence  of  any  actual  fraud,  such  a liquida- 
tion by  private  adjustment  was  final  and  conclusive,  and  it  was 
not  afterwards  to  be  made  a question  whether  the  compensa- 
tion was  fixed  at  too  high  or  too  low  a rale;  the  prospective 
profits  of  a contract  being  just  as  valuable  a consideration  for 
liquidating  the  compensation  under  it  at  a, stipulated  sum,  as 
any  actual  loss,  trouble  or  expense  incurred  by  the  party  to  be 
compensated.  . 

In  the  course  of  deciding  objections  to  the  mere  admissibility 
of  evidence,  in  the  early  stages  of  the  trial,  the  court  had  in- 
timated opinions  bearing  on  some  of  these  points,  but  no 
formal  instructions  on  them  to  the  jury  liad  been  asked  or 
given  before  the  general  summing  up  of  the  counsel  to  the 
jury  had  commenced.  After  the  summing  up  of  the  opening 
counsel,  for  the  plaintiff’s  and  the  answer  of  the  defendant’s 
counsel  had  been  concluded,  the  plaintiff’s’  counsel  conceiving 
that  the  defendant’s  counsel  had  argued  the  case  to  the  jury 
upon  principles  inconsistent,  in  some  respects,  with  the  pre- 
viously declared  opinions  of  the  court,  and  in  other  respects 
repugnant  to  the  rules  of  law,  propounded,  before  he  went  on 
with  his  reply,  a set  of  written  instructions  from  the  court  to 
the  jury,  which  were  granted  by  the  court  in  the  following 
terms. 

1.  “If  the  jury  from  the  evidence,  that  the  $25,000  in  con- 
troversy in  this  case  was  received  by  the  defendant  before  the 
institution  of  this  suit  from  Evan  Poultney  the  then  president 
of  the  bank  of  Maryland,  and  that  the  same  was  the  money  of 
the  plaintiff’s,  and  that  Poultney’s  check  for  the  same  on  the 
7th  October  as  given  in  evidence  by  plaintiffs  was  paid  out  of 
the  money  or  funds  of  the  plaintiffs,  and  that  Poultney  after- 
wards on  the  15th  of  the  same  month  took  to  himself  a credit 
for  the  said  sum  of  $25,000  so  delivered  by  him  to  defendant — 
that  then  the  jury  must  find  a verdict  for  plaintiff’s,  if  they 
also  find  that  said  sum  was  given  defendant  by  said  Poultney 
on  account  of  the  bank  of  Maryland  without  consideration. 

2.  “That  as  the  case  now  stands,  the  entries  in  the  account 
of  said  Poultney  with  said  bank  as  given  in  evidence  by  plain- 
tiff of  the  7th  and  15th  October,  1833;  in  relation  to  said  $25,000, 
as  also  the  entry  of  the  I5th  October  in  the  general  account 
cash  book  in  these  words  “1833,  October  15.  To  cash  paid 
coiRinission  of  5 per  cent,  to  Thos.  Ellicott  by  Evan  Poultney  on 
7th  inst.  on  $500,000  slate  bonds  of  Tennessee  to  be  sold  in 

London  by  said  Ellicott $25,000,”  are  evidence  from  which 

the  jury  may  find  that  said  $25,000  was  received  by  defendant  of 
said  Poultney  as  agent  of  said  plaintiffs  and  out  of  plaintiffs’ 
funds,  on  a contract,  then  or  before  then,  made  with  defendant 
and  said  Poultney  as  such  agent,  that  he  the  defendant  would  in 
consideration  thereof,  thereafter  stW  the  Tennessee  bonds  men- 
tioned in  said  entry  in  London,  for  and  on  account  of  said 
bank;  and  if  the  jury  find  that  the  said  money  was  so  received 
by  the  defendant  on  such  a contract,  and  that  said  bonds 
were  never  sold  by  defendant  under  such  contract,  and  that 
such  sale  become  impossible  by  a sale  to  Union  bank  before 
the  institution  of  this  suit,  that  then  the  plaintiffs  are  entitled 
to  recover,  unless  the  jury  shall  find  that  in  execution  of  said 
contract  and  whilst  the  same  was  in  force  the  defendant  in- 
curred trouble  or  expense;  and  in  that  event  the  defendant  is 
only  entitled  to  retain  out  of  the  said  $25,000,  such  portion 
thereof,  as  the  jury  may  find  to  be  a reasonable  indemnity  for 
such  trouble  and  expense,  and  that  it  is  the  duty  of  the  de- 
fendant to  show  the  jury  by  evidence  lhat  he  did  incur  such 
trouble  and  expense,  and  not  the  duty  of  the  plaintiffs  to  show 
that  no  such  trouble  or  expense  was  incurred. 

3.  “That  in  the  estimation  of  the  amount  which  defendant  is 
entitled  to  retain  within  the  meaning  of  the  above  prayer,  the 
jury  are  not  at  liberty  to  allow  the  defendant  any  thing  for  any 
gain  or  profit  that  he  might  have  been  able  to  make  had  he 
been  permitted  to  sell  the  said  bonds  in  London,  or  for  any 
trouble  or  expense  that  he  would  have  incurred  had  he  dis- 
posed of  said  bonds  in  London. 

4.  “If  the  jury  find  from  the  evidence  that  the  $25,000  were 
paid  out  of  the  moneys  of  the  plaintiffs  by  Poultney  to  de- 
fendant on  the  7th  October,  1833,  and  that  said  money  was 
demanded  by  defendant  under  a contract  before  then  entered 
into  between  him  and  Poultney,  by  which  in  consideration  of 
a commission,  the  defendant  had  agreed  to  proceed  with  the 
Tennessee  bonds  mentioned  in  the  evidence  to  London  and 
there  to  sell  them,  and  that  defendant  had  no  other  title,  interest 
or  claim  on  said  bonds  than  such  contract  gave  him,  and  if  they 
also  find  lhat  said  money  was  given  to  saM  defendant  in  conse- 
quence of  said  demand  by  said  Poultney,  and  that  no  trouble  or 
expense  was  incurred  by  defendant  under  such  contract,  and  if  thej’ 
also  find  that  said  bonds  when  such  contract  was  entered  into 
were  the  property  of  the  bank  of  Maryland  and  continued  to  be 
the  property  of  said  bank  until  they  were  sold  by  said  bank  on 
the  5th  October,  1833,  to  the  Union  bank  of  Maryland,  if  the  jury 
find  that  such  sale  was  made;  and  if  they  also  find  that  said 
Poultney  in  entering  into  said  contract  with  defendant  for  the 
sale  of  said  bonds  acted  under  the  authority  vested  in  him 
by  the  resolution  of  the  board  of  directors  of  said  bank  of  the 


5th  of  June,  1833;  that  the  said  money  was  paid  to  said  de 
fendant  without  consideration  by  said  Poultney,  and  that  said 
payment  is  void  and  the  plaintiffs  are  entitled  to  recover  the 
whole  amount  thereof;  and  lhat  it  is  immaterial  whether  the 
defendant  knew  that  the  bonds  were  the  property  of  the  bank  or 
not  either  when  he  entered  into  such  contract  with  Poultney 
to  sell  said  bonds,  or  when  he  received  the  said  $25,000.” 

The  court  having  granted  the  foregoing  instructions,  at  the 
instance  of  the  plaintiffs’  counsel,  the  defendant  by  bis  counsel 
prayed  the  court  to  add  the  following  instructions  to  the  jury. 

1.  “That  ihe  nature  and  terms  of  the  contract  belwen  Evan 
Poultney  and  the  defendant  concerning  the  sale  of  the  bonds, 
and  the  right  or  authority  in  virtue  of  which  Poultney  entered 
into  the  contract  with  defendant,  are  questions  of  fact  and  of 
inferences  of  fact  from  all  the  evidence  of  the  case,  which  are 
left  to  the  jury  to  decide  upon  consideration  of  the  whole  evi- 
dence.” (Which  instruction  was  admitted.) 

2.  “That  the  evidence  referred  to  in  the  said  granted  instruc- 
tions, taken  in  connection  with  all  the  other  evidence  in  the 
case,  is  evidence  from  which  the  jury  may  find,  if  such  they 
determine,  to  be  the  true  result  and  conclusion  of  fact  from  the 
whole  evidence,  that  such  contract  was  not  in  the  nature  of 
a mere  delegation  of  a naked  power  or  authority  to  the  de- 
fendant, revokable  at  the  pleasure  of  Poultney  or  of  the  plain- 
tiffs, to  sell  the  bonds  in  London  on  a commission  of  5 per 
cent,  but  was  an  absolute  and  unconditional  contract  for  the 
selling  of  the  bonds  by  defendant  on  commission,  stipulating 
that  he  should  have  and  enjoy  the  advantages  of  being  so  em- 
ployed to  sell  such  bonds,  and  the  profits  arising  from  such 
employment,  and  vesting  him  with  an  interest  in  or  lien  on  the 
proceeds  from  the  sale  of  such  bonds,  to  the  extent  of  the  com- 
mission allowed  him  by  such  contract. 

3.  “That  if  such  were  the  nature  and  terms  of  the  contract 
as  last  above  supposed,  and  if  the  specific  execution  of  such 
contract  were  prevented  and  defeated,  and  the  contract  broken 
and  put  an  end  to  by  the  act  of  the  plaintiff’s  by  Ihe  sale  of  the 
bonds  to  the  Union  bank,  on  the  5th  October,  1833,  or  if  the 
defendant  consented  to  waive  his  right  and  interest  in  the  con- 
tract, and  to  relinquish  the  said  employment  and  the  advan- 
tages thence  resulting,  in  order  to  enable  Poultney  or  the  plain- 
tiff’s to  effect  the  sale  of  the  bonds  of  the  Union  bank,  upon 
condition  of  his  being  compensated  for  the  advantages  and 
profits  of  the  contract  and  employment  so  relinquished  by 
him,  then  he  was  entitled  to  compensation  under  such  con- 
tract adequate  to  the  clear  profit  he  might  have  made  by  being 
allowed  to  go  on  with  the  specific  execution  of  the  contract.” 

But  the  court,  at  the  instance  of  the  plaintiffs’  counsel,  sub- 
stituted for  the  two  last  preceding  instructions,  the  following 
instruction  to  the  jury. 

“The  jury  may  infer  from  all  the  evidence  in  the  cause,  that 
by  the  terms  of  the  contract  between  Poultney  and  Ellicott  for 
the  sale  of  the  bonds  in  London,  it  was  agreed  and  stipulated 
that  he,  Ellicott,  should  have  a lien  on  the  bonds  in  case  the 
authority  vested  in  him  to  sell  the  bonds  should  be  revoked  by 
the  principal;  and  that  if  the  jury  should  so  find,  that  the  de- 
fendant was  entitled  to  compensation  under  such  contract 
adequate  to  any  trouble  or  expense  he,  Ellicott,  had  sustained 
in  preparations  for  his  journey;  in  case  the  jury  should  believe 
the  sale  of  the  bonds  in  London  was  prevented  by  Poultney, 
or  his  lien  was  waived  at  the  instance  of  Poultney  reserving 
his  right  to  indemnity  and  compensation.” 

4.  “That  the  evidence  referred  to  in  the  said  granted  in- 
structions, taken  in  connection  with  all  the  other  evidence  in 
the  case,  is  evidence  from  which  the  jury  may  find,  if  such 
they  determine  to  be  the  .true  result  and  conclusion  of  fact 
from  the  whole  evidence,  that  such  contract  did  not  remain 
executory  and  dependent  on  a future  sale  of  the  bonds  in  Lon- 
don, after  the  date  of  the  entry  in  the  said  books  on  the  15th 
October,  1833,  and  lhat  such  payment  was  not  a payment  in 
advance  or  in  anticipation  or  contemplation  of  such  future 
execution  of  the  contract,  but  that  the  contract  had  been 
finally  put  an  end  to  and  determined  at  or  before  the  payment 
of  the  $25,000,  on  the  7th  of  the  same  month;  and  that  the 
said  sum  of  money  was  paid  in  consideration  of  the  profit  the 
defendant  was  entitled  to  realise  under  the  contract,  and  upon 
an  adjustment  and  liquidation  of  his  compensation  for  having 
such  contract  put  an  end  to  and  determined.” 

This  was  granted  in  connection  with  the  2d  of  the  instruc- 
tions before  granted,  at  the  instance  of  the  plaintiffs. 

5.  “That  the  evidence  referred  to  in  said  granted  instruc- 
tions, taken  in  connection  with  the  whole  of  the  evidence  in 
the  case,  is  evidence  from  which  the  jury  may  find  that  Poult- 
ney, at  the  lime  he  made  such  original  contract  with  the  de- 
fendant was  either  vested  with  the  rights  of  proprietor  of  the 
bonds  by  transfer,  with  a view  to  dispose  of  them  at  discretion 
and  in  his  own  name  as  transferee,  but  for  the  benefit  of  the 
bank  of  Maryland,  and  under  a duty  to  account  to  the  bank 
for  the  proceeds  from  the  disposal  of  the  bonds;  or  that  he  acted 
in  such  contract,  aud  in  such  liquidation  or  adjustment,  as 
the  regularly  constituted  agent  of  the  bank,  and  in  execution  of 
full  and  discretionary  authority  from  the  bank,  according  as 
the  jury  may,  upon  consider.-uion  of  all  the  evidence  in  the 
case,  determine  to  be  the  true  result  and  conclusion  of  fact 
from  such  evidence.” 

The  granting  of  this  instruction  by  the  court  was  made  sub- 
ject at  the  plaintiff’s’  instance,  to  the  following  modification: 

“But  there  is  no  evidence  from  which  the  jury  can  imply  or 
infer  an  authority  to  Evan  Poultney  from  the  bank  of  Mary- 
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land,  to  give  away  tlie  money  of  the  bank  of  Maryland,  or  to 
pay  to  Thomab  Ellicott,  either  under  said  original  contract  or 
under  said  liqiiidHiion,  the  moneys  of  the  hank  as  a liquidation 
of  damages  under  such  contract,  if  the  jury  should  tind  no 
service  had  been  rendered,  money  expended  or  loss  incurred 
by  said  Ellicott  under  or  in  execution  of  said  contract.” 

6.  ‘‘That  it  is  competent  and  proper  to  be  left  to  the  jury, 
and  for  the  jury  to  determine  if  such  they  find  to  be  the  true 
result  and  conclusion  of  fact  from  the  whole  evidence  in  the 
case,  that  after  the  payment  of  the  said  sum  of  money  by  said 
Poullney  to  defendant,  the  president  and  directors  of  said  bank 
deliberately  adopted  and  confirmed  such  adjustment  and  liqui- 
dation of  the  defendant’s  compensation  as  is  above  supposed 
in  the  4th  of  the  instructions  now  prayed  of  the  court  on  the 
part  of  defendant,  and  the  said  payment  by  said  Poultney  to  the 
defendant  upon  such  adjustment  and  liquidation;  and  that  the 
several  entries  in  the  books  of  said  bank,  on  the  15th  October, 
1833,  relating  to  such  payment,  were  so  made  in  consequence 
of  such  adoption  and  confirmation  of  the  said  Poullney’s  said 
transactions  in  the  premises.” 

In  granting  this  instruction  the  court  also  annexed  to  it,  at 
the  instance  of  the  plaintitfs,  the  following  modificalioii: 

‘•But  if  the  jury  find  Irom  the  evidence,  that  the  president 
and  directors  of  said  bank  never  had  any  knowledge  of  said 
payment  of  ^25,000  by  Poultney  to  the  defendant  as  aforesaid, 
and  did  not  in  fact  adopt  and  confirm  the  same,  then  such  en- 
tries in  said  books  are  not  evidence  of  any  such  adoption  and 
confirmation;  and  even  if  the  jury  should  find  that  there  was 
any  such  adoption  or  confirmation  in  (act  of  such  liquidation 
and  payment,  by  said  Poultney  to  said  Ellicott,  by  said,  presi- 
dent and  directors,  after  such  knowledge,  if  such  payment  was 
in  fact  known  to  and  sanctioned  by  them;  yet,  if  the  jury  also 
find  from  the  evidence,  that  such  liquidation  and  payment  was 
made  with  and  to  Thomas  Ellicott,  under  his,  said  Ellicoit’s 
contract  with  Evan  Poultney  as  the  agent  of  the  bank  of  Mary- 
land in  relation  to  the  sale  of  the  Tennessee  bonds,  when  in 
fact  the  said  Thomas  Ellicott  had  not  incurred  any  loss,  sus- 
tained any  trouble  or  expended  any  money  in  execution  of  said 
contract— then  the  plaintiffs  are  not  bound  by  such  liquidation 
and  payment  and  are  entitled  to  recover  back  the  money  so 
paid.” 

7.  “If  the  jury  find  from  the  whole  evidence  in  the  case;  that 
the  said  sum  of  iiioney  was  paid  by  E.  Poultney  to  the  defen- 
dant, upon  such  adjustment  and  liquidation  of  compensation, 
under  such,  a contract  entered  into  under  such  authority  and 
sanctions,  and  so  put  an  end  to  and  determined  or  broken  or 
waived  and  relinquished  on  condition  before  such  payment,  as 
in  the  several  instructions  above  prayed  on  the  part  of  the  de- 
fendant are  above  supposed,  then  the  measure  of  compensation 
to  which  he  was  entitled  at  the  time  of  such  adjustment  and 
liquidation  is  to  be  taken  as  conclusively  ascertained  and  liqui- 
dated; unless  such  adjustment  and  liquidation  be  proved  to  the 
satisfaction  of  the  jury  by  the  evidence  in  the  case  to  have  been 
operated  by  fraud  and  collusion  against  the  plaintiffs;  that  in 
such  case  the  burthen  of  proving  such  fraud  and  collusion  is  on 
the  plaintiffs.” 

The  allowance  of  this  instruction  also  was  restricted  by  add- 
ing the  following  modification  at  the  instance  of  the  plaintiffs: 
“Or  unless  the  jury  find  from  the  evidence  that  such  sum 
was  paid  to  the  said  Thomas  Ellicott  in  liquidation  of  the  da- 
mages sustained  by  said  Ellicott  under  said  contract — when  in 
fact  no  trouble  had  been  suffered,  loss  sustained  or  expense  in- 
curred by  said  Ellicott  in  the  execution  of  said  contract.” 

“8.  That  the  check  of  said  Poultney,  dated  7th  October,  1833, 
for  i§25,000,  the  charge  thereof  on  that  day  in  his  account,  and 
the  subsequent  eniiies  in  the  books  of  said  bank  relating  to  said 
$•25,000  on  the  15th  of  the  same  month,  produced  in  evidence 
by  the  plaintiffs,  do  bear  on  their  face,  apart  from  the  other 
evidence  in  the  case,  that  the  said  check  was  drawn  and  the 
said  money  paid,  in  his  individual  name  and  on  his  personal 
credit  and  responsibility,  and  that  afterwards  on  the  said  15th 
October,  the  said  plaintiffs  for  the  first  time  assumed  upon 
themselves  such  payment,  and  thereupon  for  the  first  time  ap- 
propriated and  applied  the  funds  of  said  bank  to  the  indemnity 
of  said  Poultney,  by  giving  him  a credit  in  account  against  the 
charge  of  the  said  check  then  standing  against  him;  and  that 
the  burthen  is  on  the  plaintiffs,  of  repelling  the  presumption  so 
arising  on  the  face  of  said  writings,  by  evidence  proving  to  the 
satisfaction  of  the  jury,  that  the  said  check  was  originally 
drawn,  and  that  the  money  thereon  drawn  was  originally  paid 
by  said  Poultney  as  agent  for  and  on  behalf  of  the  plaintiffs,  and 
out  of  their  funds:  and  unless  the  jury  find  from  the  other  evi- 
dence in  the  case  that  the  presumption  so  arising  on  the  face  of 
said  writings  has  been  repelled  by  sufficient  proof  to  tliecontra- 
ry  from  the  other  evidence  in  the  case,  then  and  in  that  case 
there  was  no  such  priority  of  contract  between  plaintiffs  and 
defendant  as  entitles  the  plaintiffs  to  recover  back  the  said 
$25,000,  or  any  part  thereof  in  this  action. 

“9.  If  the  jury  find  that  the  $25,000  paid  by  said  Poultney  to 
defendant  and  claimed  in  this  suit,  was  the  money  drawn  from 
said  bank  by  said  Poultney  on  his  said  check,  presented  by 
himself  at  the  counter  of  said  bank,  and  there  paid  into  his  own 
hands  by  the  proper  ofticer  of  said  bank,  out  of  the  defendant’s 
presence;  that  the  said  sum  of  money  being  so  drawn  by  said 
Poultney  on  his  said  check,  was  paid  over  by  him  to  the  defen- 
dant, and  by  the  defendant  received  as  his  the  said  Poultney’s 
own  money,  paid  out  of  his  own  individual  resources  or  credit, 
and  upon  his  personal  responsibility,  without  the  defendant’s 


having  any  notice  or  knowledge  at  the  time  of  its  being  ihe  said 
bank’s  money.  Or  of  its  being  for  and  on  account  of  said  bank; 
that  the  said  check  was  drawn  and  presented  by  said  Poullney 
in  his  individual  name  and  capacity,  and  upon  his  individual 
re.sources  or  credit  in  said  bank;  and  at  his  own  risk  and  ac- 
count, not  officially  as  president,  or  otherwise  representative  or 
agent  of  said  bank,  that  said  check  was  so  paid  at  the  counter, 
and  charged  in  his  account  as  his  individual  check  drawn  and 
paid  on  his  personal  resources  or  credit  on  his  personal 
responsibility  to  said  bank,  though  it  were  an  over-draft 
without  funds  to  his  personal  credit  in  said  bank  to  answer 
such  check;  that  the  said  check  and  the  money  thereon 
drawn,  and  the  payment  so  made  by  said  Poullney  to  defen- 
dant, all  stood  upon  the  individual  resources  or  credit  and 
upon  the  personal  responsibility  of  said  Poultney,  from  the  7tli 
to  the  15lh  October,  1833;  and  that  the  said  payment  to  defen- 
dant was  then  for  the  first  time  adopted  by  the  plaintiffs,  and 
the  said  Poultney  for  the  first  lime  relieved  and  indemnified 
from  the  personal  charge  and  responsibility  for  said  payment, 
by  means  of  the  credit  on  the  last  of  those  days  entered  to  his 
credit  in  his  account,  and  of  other  of  the  said  ejitries;  and  that 
the  defendant  had  no  part  nr  privity  in  nr  to  the  subsequent 
acts  of  the  plaintiffs,  by  which  they  so  adopted  such  payment: 
Then  and  in  that  case  there  was  no  privity  of  contract  between 
plaintiffs  and  defendant  in  respect  of  the  said  payment  of  the 
said  $25,000  entitling  the  plaintifis  to  recover  the  same,  or  any 
part  thereof,  in  this  action.” 

The  allowance  of  each  of  these  two  last  instructions  was 
also  made  subject  to  a modification  added  by  the  court,  at  the 
plaintitl’s  instance,  as  follows: 

“But  if  the  jury  find  from  the  evidence  that  the  said  money 
was  paid  by  Evan  Poultney,  under  a contract  made  with  said 
Ellicott,  by  said  Poultney,  as  the  agent  of  the  bank  of  Mary- 
land, and  for  and  on  account  of  said  hank,  to  sell  the  Tennes- 
see bonds  for  said  bank,  and  was  paid  by  said  Poultney  to  said 
Ellicott,  either  as  an  advance  under  such  contract,  or  in  liqui- 
dation of  the  damages  under  such  contract:  or  if  they  find  that 
such  payment  being  so  made,  that  the  said  check  was, in  fact 
paid  or  made  good  by  the  money  of  the  bank,  standing  in  the 
name  of  Evan  Poultney,  then  there  is  such  a privity  of  contract 
between  the  plaintiffs  and  the  defendant  as  is  sufficient  to 
maintain  this  action.” 

Two  of  the  propositions  of  law,  which  seem  to  be  deducible 
from  these  instruction.^,  are  of  great  interest  and  importance, 
and  have  probably  for  the  first  time  in  this  case,  been  distinctly 
piopounded  for  a judicial  discussion  direct  to  the  point.  These 
positions,  as  generalised  from  the  more  technical  and  complex 
form  of  the  instructions,  are: 

1.  That  a contract,  by  which  one  person  agrees  to  employ 
another,  and  that  other  agrees  to  execute  any  business,  such  as 
a sale  of  property  on  commission,  importing  reciprocal  rights 
aiict  interests  in  the  contract;  as,  on  the  part  of  the  employer  to 
exact  the  faithful  performance  of  the  business,  and,  on  the  part 
of  the  agent,  to  perform  it  and  earn  the  remuneration  incident 
to  performance,  is  nevertheless  subject  to  all  the  conditions  of 
a mere  delegation  of  authority  to  an  agent  or  attorney,  and  so 
is,  of  right,  revocable  at  the  will  and  pleasure  of  the  employer; 
such  revocations  entitling  the  agent  to  no  compensation  but  for 
actual  trouble  or  expenses  incurred  under  contracts,  not  for 
any  profit  or  advantage  that  might  have  accrued  from  its  per- 
formance; and  this,  notwithstanding  the  agency,  may  hav«  been 
revoked  and  the  contract  put  an  end  to  by  compact  between 
the  parties,  and  upon  condition  of  the  agent’s  being  compensat- 
ed for  the  prospective  advantages  and  profits  lost  by  giving  up 
his  agency. 

In  this,  a broad  and  most  important  distinction  is  established 
between  a contract  going  to  constitute  one  person  agent  for 
another,  and  executory  contracts  in  general.  The  principle 
seems  to  be  admitted,  as  of  universal  application  to  executory 
contracts  in  general,  that  the  party  breaking  it  and  preventing 
the  performance  of  it,  is  liable  to  the  other  for  compensation  in 
damages  equivalent  to  the  clear  profits  or  advantages  that 
would  have  accrued  to  him  from  a complete  execution  of  the 
contract:  the  end  and  purpose  of  such  compensation  being  to 
put  the  party  suffering  by  the  breach  of  contract,  in  as  good  a 
situation  as  the  actual  performance  of  the  contract  would  have 
placed  him  in. 

2.  The  second  of  these  propositions  is,  that  if  the  employer, 
through  the  instrumentality  of  another  agent,  comes  to  settle- 
ment and  adjustment  with  the  agent  who  had  been  employed 
by  the  fiist  contract:  and  liquidates  his  compensation  at  a stipu- 
lated sum  for  the  breach  or  waiver  of  the  contract,  such  liqui- 
dation IS  not  conclusive  or  binding,  if  it  appear  that  the  agent 
in  the  first  contract  had  incurred  no  actual  trouble  or  expense: 
and  this,  notwithstanding  no  actual  fraud  or  collusion  is  impu- 
table to  the  settlement,  in  which  the  sum  of  coinpcnsution  was 
fixed  and  liquidated. 

In  this  also,  a contract  for  the  employment  of  an  agent  forms 
a marked  and  iinportanl  cxcepliim  to  contracts  in  general;  since 
the  general  principle  is  beyond  dispute,  that  a liquidation  of 
damages,  for  a breach  or  waiver  of  contract,  at  a stipulated 
Slim,  is  conclu.sive  on  the  parties  and  precludes  all  future  ques- 
tion whether  the  stipulated  sum  were  loo  much  or  too  little  un- 
less the  transaotioii  be  vitiated  by  actual  fraud. 

Exceptions  have  been  reserved  to  these  insiriiclions,  and  the 
principles  on  which  they  stand  may  possibly  become  the  sub- 
ject of  interesting  discussion  before  the  court  of  appeals. 


NfliES’  WEEKLY  REGISTER. 

Fourth  series.  No.  13— Vol.XIU.]  BALTIMORE,  NOV.  28,  1835.  [Vol.  XLIX.  Whoee  No.  1,263 


THE  PAST — THE  PRESENT — FOR  THE  FUTURE. 


EDITED,  PRINTED  AND  PUBLISHED  BT  H.  NILES,  AT  $5  PER  A'^fNUM,  PAYABLE  IN  ADTANCE. 


It  is  now  said  that  the  surplus  revenue,  by  the  end  of 
the  current  year,  will  exceed  twenty  .millions  of  dollars. 
Some  way  must  be  found  to  get  rid  of  it — for  the  time 
being,  at  least;  or  the  banks  in  which  it  is  deposited  will 
begin  to  think  that  it  is  their  own.  There  is,  besides, 
the  stock  of  the  bank  of  the  U.  States,  which,  it  is  most 
probable,  will  be  paid  off  at  once,  as  it  were — to  relieve 
the  fears  of  the  good  and  simple  people  who  “questioned 
its  solvency!” 

The  public  lands  have  produced  a greater  amount  than 
ever  was  received  in  a former  year.  The  customs,  too, 
have  been  large.  What  beneht  would  accrue  if  the  sur- 
plus, for  a few  years,  were  placed  at  the  disposition  of 
the  several  states,  according  to  population  ? How  many 
tliousands  would  obtain  employment,  education,  &c.— 
and  how  great  the  general  improvement  and  ameliora- 
tion of  ihe  whole  country  that  would  follow  it!  The 
pptxseesis  of  the  public  lands,  may,  surely,  be  thus  dis- 
tributed. They  now  yield  no  interest — they  lie  idle  in 
the  banks;  but  given  back  to  the  people,  they  will  return 
to  them  not  less  than  15  or  20  per  cent,  in  facilities  or 
comforts  afforded,  and  cause  the  “wilderness  to  blossom 
like  the  rose.” 

And  besides,  the  money  must  not  lie  idle — for  the 
accommodation  of  the  “deposite  banks.”  Ijet  it  circulate. 
The  present  necessity  for  this  is  so  great,  that  Mr.  Clay'^s 
bill,  or.soraething  like  it,  will  certainly  pass  both  houses 
of  congress,  and  without  much  opposition. 

The  following  important  matters  have  immediate  rela- 
tion to  the  proceedings  of  the  town  meeting  held  last 
week  in  Baltimore,  shewing  the  ascents  and  descents  of 
the  proposed  rail  way  over  the  Alleghanies — by  Jonathan 
Knight,  civil  engineer,  as  contained  in  the  9th  annual  re- 
port of  the  Baltimore  and  Ohio  rail  road  company. 
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A>  llin  result  of  iliese  recontioissaHces,  Mr.  Knight,  in  his  re- 
port, further  remarks: 
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“These  exannnations  have  resulted  in  a perfect  conviction 
on  my  part,  of  the  entire  feasability  of  a rail  road  from  Cumber- 
land to  the  Ohio  river:  and  moreover,  that  it  is  entirely  practi- 
cable to  construct  a rail  road,  within  reasonable  limits  of  ex- 
pense, from  Cumberland  to  Wheeling,  and  likewise  to  Pitts- 
burgh, upon  which  the  motive  power  may  be  that  of  steam  by 
locomotive  engines,  and  dispensing  entirely  with  fixed  or  sta- 
tiocKtry  engines,  with  their  inclined  planes,  ropes  and  other 
fixtures.” 

In  conclusion,  Mr.  Knight  remarks; 

“Supposing  the  rate  of  speed  to  be  14  miles  per  hour,  the  112 
miles  of  distance  between  Cumberland  and  the  Monongahela  at 
Brownsville  will  be  travelled  in  eight  hours;  and  the  70  miles 
thence  to  Wheeling,  in  5 hours:  The  rate  of  travelling  between 
Brownsville  and  Pittsburgh,  on  account  of  the  more  gentle  cur- 
vatures, may  beat  the  rate  of  17  miles  an  hour,  and  the  50  miles 
of  distance  aiong  the  Monongahela  between  those  two  towns 
would  be  passed  over  in  3 hours.  Consequently  the  time  em- 
ployed by  the  locomotive  engine  and  its  train  of  passenger 
coaches,  in  passing  the  182  miles  of  distance  between  Cumber- 
land and  Wheeling,  would  be  13  hours,  and  the  average  rale  of 
speed  14  miles  per  hour.  In  passing  the  162  miles  between 
Cumberland  and  the  city  of  Pittsburgh  the  time  would  be  11 
hours  at  an  average  of  14^  miles  an  hour — and  iri  traversing  the 
120  miles  between  the  cities  of  Pittsburgh  and  Wheeling  the 
time  would  be  8 hours,  and  the  rate  of  speed  15  miles  an  hour 
upon  an  average. 

“The  speed  here  assigned  will  therefore  carry  the  passengers 
from  Cumberland  to  the  Ohio  river  during  the  day-light  of  a 
single  day:  And  when  the  rail  road  shall  be  completed  from  the 
city  of  Baltimore  to  Cumberland,  this  portion  of  the  line  will 
likewise  be  travelled  in  an  equal  space  of  time  at  the  rate  of  16 
or  17  miles  an  hour:  consequently  the  entire  distance  from  Bal- 
timore to  the  Ohio  river  will  be  passed  in  24  hours  travel;  and 
that  without  exceeding  the  rale  of  speed  already  attained  upon 
this  road  as  well  as  on  several  other  lines  of  railway  in  this 
country,  where  the  locomotive  steam  engine  is  employed.” 

The  call  to  bold  a convention  at  Brownsville,  Pa.  to 
extend  the  Baltimore  and  Ohio  rail  road  from  Cumber- 
land to  the  waters  of  the  Ohio,  at  Pittsburgh  and  Wheel- 
ing, &c.  has  been  very  generally  responded  to;  and  we 
suppose  that  a numerous  meeting  took  place  on  the  25th 
instant,  as  suggested  for  the  time  of  its  assembling.  We 
observe  that  many  of  the  most  noble,  (because  the  most  • 
worthy)  citizens  of  many  places,  have  been  appointed 
delegates;  and  we  hope  that  their  united  councils  may 
produce  the  effect— that,  by  the  time  when  the  Chesa- 
peake and  Ohio  canal  shall  reach  Cumberland,  the  rail 
road  will  be  made  to  the  Ohio,  at  the  points  designated. 
The  state  of  Maryland  is  deeply  interested  in  this  mat- 
ter, and  will,  surely,  lend  her  credit  to  carry  it  through. 
This,  in  the  present  state  of  competition,  is  no  time  for  a 
“shill  I — shall  I”  doctrine  and  principle — a non-com- 
mittal practice.  “Go  a-head,''' — “go  a-head”  ought 
only  to  influence  us. 

We  learn  from  Arkansas  that  the  legislature  of  that 
territory  has  passed  an  act,  without  the  approbation  of 
the  governor,  for  elciting  delegates  to  a convention  for 
the  purpose  of  forming  a constitution  for  the  future  state 
OF  Arkansas — which  convention  is  to  assemble  on  the 
first  day  of  January. 

It  is  to  be  wished,  that  the  local  legislature  had  walled 
to  obtain  leave  to  call  a convention — which  would  have 
been  clieerfnlly  granted.  It  is  a respect  due  to  the  pa- 
rent government,  though  it  has  been  unobserved,  and  to 
a great  extent,  in  Michigan — which,  probably,  will  pro- 
duce some  bad  feelings  before  the  matter  is  settled.  It 
is  reqtiiring  to  be  admitted,  without  the  formality  of 
knocking,  into  a great  and  glorious  confederacy  of  states. 

On  the  7tli  November,  inst.  there  was  a great  celebra- 
tion of  the  anniversary  of  the  battle  of  Tippecanoe,  at 
Paris,  Kentucky.  Gov.  JMoorehead,  ex-govemor  JMet- 
calfe  and  many  other  distinguished  guests  were,  present, 
aiu!  some  sent  apologies  for  their  non-attendance' — among 
■them  general  Harrison,  the  commander  in  that  fight,  ac- 
companied the  following  toast— 
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Garrard's  troop  of  Bourhon  light  dragoons — The  heroes  of 
Mississinnwny  and  the  defenders  of  the  front  and  most  danger- 
ous of  the  lines  of  Fort  Meigs. 

Tlie  following  letters  were  received  from  the  senators 
from  Kentucky: 

Jishlund,  51  h November,  18.'}5. 

Gentlemen:  I have  the  honor  to  acknow  ledge  the  receipt  of 
your  invitation  to  the  celebration  of  the  anniversary  of  the  bat- 
tle of  Tippecanoe  on  the  7th  in.>;l.  which  was  resolved  on  by  a 
number  of  citizens  o(  Bourbon  county.  1 feel  gratetui  sensibi- 
lity for  this  friendly  proof  of  your  aitachiHent  and  confidence, 
and  higly  flattered  by  the  partial  estimate  of  which  you  have 
been  pleased  to  make  of  niy  public  services,  particularly  during 
the  late  war.  1 feel  myself  that,  on  that  occasion,  I did  nothing 
more  than  my  duty  required  of  me,  as  a citizen;  and  it  is  a great 
satisfaction  to  me  that,  throughout  my  whole  public  career,  1 
have  honestly  strove  fuithtully  to  serve  iny  country.  Of  the 
value  or  effect  of  any  services  reiidered  by  me  it  belongs  not  to 
me  but  to  others  to  judge. 

1 share  with  you,  g*  ntlemen,  in  the  feeling  which  prompts 
you  to  render  appropriate  liMiiors  to  those  who  gallantly  (iMight 
our  battles,  during  Ihe  l.vte  war.  Among  them,  the  gentleman 
whom  you  design  more  especially  to  honor  by  your  festival,  de- 
servedly stands  high  and  prominent.  And  having  served  with 
him  in  the  councils  of  the  nation,  I take  pleasure  in  bearing  tes- 
timony to  the  purity  ot  intention  and  fidelity  by  which  he  ever 
appeared  to  me  to  be  distinguished. 

I regret  that,  being  busily  engaged  in  necessary  preparations 
for  my  departure  from  home,  I cannot  accept  the  invitation 
with  which  you  have  favored  me;  but  I wish  you  all  the  plea- 
sure and  good  cheer  which  you  can  possibly  participate.  1 am, 
with  great  respect,  your  friend  and  ob’t  servant.  II.  Clay. 

Messrs.  If  m.  Garrard,  &c.  &c.  committee  of  invitation. 

Frankfort,  November  5,  18.35. 

Gentlemen:  I have  had  the  pleasure  to  receive  yoiir  letter  of 
the  3d  insl.  conuiiiing  ei  ino.st  kind  and  flattering  invitation  to 
your  iiilendeil  celebration  of  the  battle  of  Tippecanoe,  and  in- 
forming me  that  gen.  Win.  H.  Harrison  had  been  invited  to  at- 
tend as  chief  gue^t.  It  is  with  great  regret  that  I find  myself 
prevented  by  indispensable  professional  engagements  in  the 
courts  now  in  session  Id  re,  from  accepting  your  invitation,  and 
participating  in  the  civic  feast,  so  worthy  of  the  noble  hospita- 
lity and  public  spirit  of  your  county. 

My  syrnpalhies  will  all  be  with  you. 

Be  pleased,  gi-ntlemen,  to  accept  my  acknowledgments  for 
the  very  kind  and  complimentary  expressions  with  which  you 
have  been  pleased  to  accompany  your  invitation.  1 liave  the 
honor  to  be,  with  great  respect,  &c.  yours,  &c. 

J.  J Crittenden. 

Letters  were  also  received  from  C.  S.  7'oddand  James 
G iirard,  very  flattering  to  their  old  commander,  gen. 
H irrison;  and  governor  J\foorehead,  ex-governor 
calfe,  major  John  Chambers,  and  others,  being  warmly 
to.isted,  replied  to  the  compliments  paid  to  them  at  con- 
•iderabie  length.  A great  degree  of  enthusiasm  jirevail- 
ed.  About  1,800  person  were  present — many  of  whom 
had  served  in  the  western  campaigns. 

The  following  are  some  of  the  toasts  given  at  the  “Van 
Buren”  festival,  JVashville: 

By  Thomas  J.  Read.  Col.  Joseph  C.  Guild— The  talented  re- 
presentative of  Sumner  county;  he  knows  his  duty,  and  has  the 
firmness  to  do  it,  regardless  of  the  yelping  of  the  “Republican,” 
the  “Whig  &.  Banner,”  and  the  frowns  of  the  While  whiggery, 
no-party  party,  the  most  unprincipled,  selfish  and  vindictive  of 
all  parties. 

By  John  McIntosh.  Col.  Thomas  H.  Benton's  erpunging  re- 
solution—Niolenlly  opposed  by  the  impeaching,  trying  and  sen- 
tencing tory  faction  of  Ihe  senate  of  the  United  States,  and  the 
enemies  of  general  Jackson  every  where;  feared  and  evaded  by 
his  pretended  friends,  because  it  rends  the  flimsy  veil  by  which 
Uiey  hoped  to  deceive  the  people,  and  shows  them,  some  like 
puppets,  dancing  by  White-Bell-wire,  and  others,  with  the 
“thirty  pieces”  in  one  hand,  and  an  insidious  dagger  in  the 
other,  they  laud  Jackson  to  the  skies,  smile  in  his  face,  and 
offer  to  kiss  him,  and  slab  him  at  ihe  same  time. 

By  James  Pennington.  Whigism,  banki«m,  nullifiers  and 
slate  rights  men,  all  eoncentratiii"  on  White — what  does  it  fore- 
tell? Corruption  and  fiaud. 

By  C.  l.ewis,  of  Sumner  county.  The  trap  baited  by  Bell, 
Crockett  & Co.  has  caught  a few  opposition  suckers,  but  no 
true  Jackson  men. 

By  T.  J.  Read.  The  Whig  8t  Banner,  the  willing  conduit  of 
filth  and  detraction,  and  the  apt  instrument  of  the  party  it 
serves. 

By  R.  M.  Boyers,  of  3umner.  Tennessee!  Republican  Ten- 
nessee! The  home  of  Jackson!  How  great  is  thy  fall,  when 
thou  permiitest  thyself  to  be  noosed  and  led  at  will  by  a few  de- 
sigrtinfi  demagogues! 

The  jSTashvUle  Republican  publishes  a toast,  sent  by 
the  reverend  James  Givin,  in  these  terms — ■ 

By  the  rev.  James  Gwin.  Wheti  renegade  foreigners, 
insolent  lacquies,  grooms  and  blackleg  gamblers,  meddle 


in  politics,  it  is  high  time  for  clergymen  and  honest  men 
to  warn  the  good  people  of  their  danger. 

The  follow  ing  resolution,  submitted  to  the  legislature 
of  New  Jersey,  at  its  late  sitting,  was  rejected  by  a large 
majority: 

^'Resolved,  Thai  onr  senators  and  representatives  in  congress 
be  requested  to  mainiain  Ihe  principles  and  doctrines  set  forth 
by  the  president  of  the  United  Stales,  in  his  first  jiiangiiral  ad- 
dte?s  upon  the  subject  of  executive  patronage,  and  that  they 
accordingly  give  him  a decided  support  in  all  measures  calcu- 
lated to  effect  the  correction  of  all  abuses  which  may  biing  the 
patronage  of  the  federal  government  into  conflict  with  tht.'  free- 
dom of  elections.” 

Baltimore  remains  blessed  with  health.  Wltole  num- 
ber of  interments  last  week  28 — of  which  16  were  of  pi  r- 
soiis  under  5 years  old.  In  Philadelphia  the  interments 
were  103.  In  Boston  80 — 29  by  measles.  In  New  York 
148. 

Sleighing  was  very  good  in  Quebec  on  tlie  12th  inst. 
and,  according  to  the  Mercnry  of  that  city,  the  roads  in 
the  vicinity  were  very  much  obstiucted  by  snow  drifts. 

On  Sunday  night  last,  there  w as  a great  fall  of  snow  at 
Boston  and  Albany,  &c.  It  was  of  the  depth  of  six  or 
eight  inches.  The  weather,  at  Baltimore,  has  been  ex- 
ceedingly raw  and  cold — for  much  snow  has  fallen  with- 
in 30  or  40  miles  of  us,  in  the  current  w eek.  We  also 
had  a slight  fall  of  snow,  yesterday  morning. 

The  cars  on  the  Lowell  rail  road  made  the  trip  from 
Boston  to  Lowell  on  Tuesday  afternoon,  in  Jifty-jive  mi- 
nutes, including  a stop  at  the  half-way  house  of  three 
minutes.  The  distance  is  nearly  26  miles — so  tliat  the 
cars  travelled  at  the  rate  of  thirty  miles  an  hour.  The 
rate  of  travel  is  five  hundred  passengers  every  day. 

The  people  of  New  York  are  so  much  pleased  with 
their  wooden  pavement,  that  a resolution  has  been  sub- 
mitled  to  pave  the  w hole  ol  Broadw  ay,  from  Wall  to  l4th 
street,  with  wood.  Different  kinds  are  required  for 
the  sake  of  an  experiment,  on  a great  scale;  and  the  pie- 
ces to  be  six  inches  square,  and  eighteen  inches  long. 

The  extent  of  the  emigration  westward  may  be  infer- 
red from  the  following  paragraph  which  we  find  in  th» 
St.  Louis  Times — 

Not  levs  than  six  hundred  passengers  landed  uiion  our  wharf 
this  morning  from  the  various  steamers  from  the  Ohio  river. 
It  produced  a scene  of  bustle  and  life,  truly  animating.  Among 
them  we  observe  several  families  with  their  wagons,  horses, 
household  furniture,  negroes,  &c.  doubtless  bound  tor  the  in- 
lerioi  of  our  slate,  while  many  reshipped  to  wend  their  way  up 
the  Mississippi,  and  towards  the  selling  of  the  sun. 

It  appears  to  be  ascertained  that,  on  board  the  vessels 
w recked  on  Lake  Erie  in  the  late  gale,  there  were  38 
lives  lost.  Other  wrecks  have  been  seen,  and  the  amount 
of  loss  is  supposed  to  be  very  incomplete. 

Died,  in  Philadelphia,  on  Moitday  last,  col.  William 
Duane,  in  the  seventy-sixth  year  of  liis  age — famous,  for 
many  years,  as  editor  of  the  “Aurora.” 

The  “Globe”  lately  saitl  that  **~ivealth  rvas  a prima  Ja- 
de evidence  of  -worth” — which  Mr.  Blair  is  laboring 
much  to  “expunge,”  but  without  effect. 

The  New  Orleans  True  Anterican  of  the  10th  instant, 
says:  The  night  before  last,  Mr.  John  Donovan,  of  this 
city,  aiul  bis  lady,  having  had  occasion  to  remain  late 
from  home  on  a visit,  left  their  two  young  children  in 
charge  of  a servant,  who  was  directed  to  give  the  chil- 
dren, in  case  they  were  restless,  a small  quantity  of pa- 
ragoric.  The  case  occurred;  but  instead  of  paragoric, 
the  serv.'tnt  mistook  the  phial,  and  gave  laudanum, 

the  effects  of  w hich  were  fatal  to  both  of  them. 

According  to  tables  given  in  the  American  Almanac 
for  1836,  the  population  of  all  the  British  provinces  north 
of  ns  is  one  million  one  hundred  and  forty  thousand. 
The  jiopulation  of  Upper  Canada  has  nearly  doubled  in 
five  years.  The  wltole  number  of  iuhabitaiits  in  the  Bii- 
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llsh  West  Indies  air.ounts  to  nearly  a million,  of  whom 
only  about  eighty  thousand  are  white. 

A diamond  has  been  found  in  North  Carolina.  It  was 
in  a rough  state,  but  on  being  subjected  to  the  usual  tests, 
was  ascertained  to  be  genuine. 

A good  many  cows  are  being  killed  on  the  Boston  and 
Providence  rail  road,  by  coming  into  contact  with  the 
cars. 

Census  of  Boston.  The  census  of  the  city  proper  is  just 
completed,  and  found  to  be  77,387,  giving  an  increase  in  five 
years  of  16,006,  or  26  per  centum.  South  Boston  has  not  been 
returned.  East  Boston  and  Forts  Independence  and  Warren 
contain  964  inhabitants. 

To  show  the  population  of  Boston,  the  towns  of 
Charlestown,  &c.  should  be  added.  They  belong  as 
much  to  that  city,  as  the  island  of  New  York  belongs  to 
JVew  York — and  Kensington,  Spring  Garden,  Sic.  &c.  to 
Philadelphia. 

The  British  auxiliary  force  of  volunteers  collected  at 
Bilboa  and  tlie  north  of  Spain,  already  amounts  to  be- 
tween 7 and  8,000  men — that  of  the  French  5,000 — Por- 
tuguese 7,000 — tlte  Spanish  army  itself  being  25,000. 

One-fourth  of  the  city  of  Cesarea  has  been  destroyed 
by  an  earthquake,  burying  500  persons  under  the  ruins. 
Ten  villages  in  the  vicinity  have  also  been  destroyed. 
One  of  them  entirely  disappeared. 

The  following  bold  but  correct  view  of  the  evils  of 
Kiobocracy  deserves  an  attentive  reading; 

We  tell  ilie  people  of  the  United  States,  that  unless  they  look 
well  to  themselves,  the  day  of  their  de.struction  is  at  hand. 
They  are  trying  to  destroy  themselves.  We  do  denounce  as  a 
traitor,  every  man  who  encourages,  in  any  shape,  or  under  any 
pretext,  the  putting  down  and  abrogating  of  the  laws.  We  dis- 
claim every  man  who  advises  the  people  to  take  the  law  into 
their  own  hands,  no  matter  for  what  cause,  no  matter  for  what 
good  reason,  no  matter  to  answer  what  end  of  justice,  no  mat- 
ter how  much  good  may  for  once  be  done  thereby.  We  say 
that  every  man  who  deprives  or  attempts  to  deprive  the  veriest 
wretch  that  breathes  God’s  atmosphere,  of  the  right  of  trial  by 
jury,  for  any  crime,  is  virtually  a traitor — not  only  to  his  coun- 
try, but  to  his  own  best  rights  and  dearest  interests.  Men  who 
unchain  a mob,  are  liae  men  Who  unchain  the  plague  and  the 
pestilence.  It  may  rid  them  and  their  country  of  their  enemies 
and  its  scourges;  but  will  also  sweep  them  away  in  its  poison- 
ous career.  We  should  take  him  to  be  insane  who  should  sit 
on  the  brink  of  a vole  mo,  and  throw  into  it  the  inflammable 
matter  to  produce  an  eruption,  but  we  see  men  advocating  mob 
law  and  anarchy,  on  the  score  of  expediency,  (as  if  any  expe- 
diency can  Justify  overwhelming  the  law),  and  we  still  suffer 
them  to  preach  on.  [.Arkansas  Mvocate. 

A late  Louisville  Journal  thus  “knocks  the  noise,”  or 
rather  the  “senses,”  out  of  a contemporary. 

“We  learn  that  the  editor  of  the  Georgetown  Sentinel,  on 
Sunday  last,  fell  down  the  stairs  of  his  own  office.  If  he  wasn’t 
taken  up  senseless,  the  tumble  must  have  greatly  improved 
him.” 

JVhah  calls  the  editor  of  the  “Globe”  Fieschi,  and  his 
publication  the  inf^nal  machine,  and  so  do  many  others, 
after  him — and  a writer  in  the  Richmond  Enquirer 
the  name  of  Mr.  Calhoun,  as  John  Catiline  Calhoun. 

The  public  property  in  the  city  of  New  Orleans  ex- 
cluding the  public  squares,  is  valued  at  1,268,000  dol- 
lars. 

Of  four  hundred  and  four  persons  committed  to  the 
Boston  house  of  correction  from  March  5th  to  Nov.  1st, 
1835,  221  were  native  Americans  and  18.3  foreigners. 
Of  the  commitments  by  the  police  court,  195  were  com- 
mon drunkards,  and  of  the  remainder,  says  the  superin- 
tendent, “it  is  my  opitiion  that  at  least  three-quarters 
may  trace  the  origin  of  their  offences  to  the  too  free  in- 
dulgence in  spirituous  liquors.” 

The  New  York  Mercantile  AdvertiFer  of  Saturday  says— 
“There  is  a prospect  of  an  amicable  settlement  of  all  the  politi- 
cal difficulties  which  have  so  long  kept  the  Canadas  in  a state 
of  ferment.  It  appear.s  that  lord  Gosford  had  been  instructed 
by  the  whig  ministry  to  pursue  a conciliatory  policy,  and  the 
£•^,000,  for  contingencies,  have  beefi  unconditionally  yielded 
by  him  to  the  assembly,” 


Mr.  George  Dearborn,  (says  the  Alexandria  Gazette), 
the  eminent  publisher  of  New  York,  has  in  press,  “No- 
tices of  the  war  of  1812,  between  the  United  States  and 
Great  Britain,  by  general  Armstrong.”  The  work,  as 
may  be  readily  supposed,  will  give  authentic  accounts  of 
the  operations  during  the  war,  and  be  severe  upon  the 
pul)lic  men  of  the  day,  so  far  as  they  were  concerned  in 
the  events  of  the  time.  It  will  be  in  two  volumes — the 
first  of  which  will  be  published  in  December,  and  the 
otlier  as  soon  after  as  j)Ossible. 

The  cotton  crop.  New  Orleans,  Nov.  7.  We  cannot  pos- 
sibly make  tlie  crop  of  tbe  United  Slates  over  60,UU0  bales  larger 
than  last  year.  We  speak  advisedly  and  with  confidence  when 
we  say,  that  tlie  quantities  set  down  oppo.site  Tennessee,  North 
Alabama,  Mis.«issippi,  Louisiana  and  Mobile,  are  a fair  and 
liberal  allowance  for  these  states,  and,  if  any  thing,  rather  over 
titan  under  what  these  respective  states  will  produce. 

The  quality  of  Mississippi  and  Louisiana  cotton  tliis  season, 
is  much  belter  than  it  has  been  for  three  years.  The  prices 
range  from  15  a 16c.  for  Liverpool  fair  to  good  fair,  and  17c.  for 
fine  fancy  brands,  but  our  market  is  very  languid. 

Estimate  of  the  cotton  crop  of  1835-6. 

Georgia 260,000  bales. 

.South  Carolina 225,000 

North  Carolina 35,000 

Virginia 40,000 

New  Orleans,  or  Tennessee,  North  Alabama,  ? .cn  non 

Mississippi  and  Louisiana \ 

Mobile 240,000* 

Florida 70,000* 


1,320,000 

[The  bale  is  an  indefinite  quantity,  and  some  other 
better  way  of  giving  an  idea  of  quantity  should  be  adopt- 
ed. What  difficulty  rs  there  in  giving  us  the  pounds? 
A bale  used  to  be  rated  hs  from  300  to  350  lbs.  but  now- 
averages  from  400  to  4.50  lbs.  in  consequence  of  the  very 
frequent  uses  of  packing  presses,  &c.  A gentleman, 
conversant  with  the  cotton  trade,  informs  us  that  the  bala 
is,  at  least,  25  per  cent,  more  than  formerly.] 

A few  days  since  we  gave,  as  an  “interesting  remi- 
niscence,” a letter  from  gen.  Hamilton  to  gen.  Greene, 
giving  an  account  of  the  defection  of  Arnold  and  the 
capture  of  Andre.  We  now  present  our  readers  with 
another  letter,  written  by  the  father  of  his  country  to  go- 
vernor Clinton,  on  a subject  which  was  at  that  time  pe- 
culiarly interesting  to  the  American  people.  We  could 
not  present  our  readers  with  any  thing  that  would  be 
read  with  more  avidity  or  pleasure:  [A*.  Y.  Gaz, 

“Head  quarters,  Springfield,  June  18,  1780. 

*‘Dear  sir:  I have  received  advice  which  appears  to  be  direct, 
that  the  legislature  of  this  state  has  determined  on  a draft  from 
the  militia,  to  serve  for  the  campaign,  under  their  own  officers, 
instead  of  being  incorporated  with  their  continental  battalions. 
This  mode,  if  adopted,  will  be  attended  with  so  many  inconve- 
niences, if  followed  by  the  stales  in  general,  will  be  so  abso- 
lutely pernicious  to  all  the  prospects  of  the  campaign,  that  I 
cannot  forbear  taking  the  liberty  to  send  brigadier  general 
Knox  to  represent  on  my  pan  the  ill  con.^equenccs  of  the  mea- 
sure, and  the  superior  advantages  of  the  plan  recommended  in 
preference. 

“I  entreat  your  excellency  to  procure  him  the  honor  of  a 
conference  with  the  Ingislature  for  this  purpose.  The  crisis  is 
so  delicate  and  important — the  honor  and  intere.«ts  of  tliese' 
elates  so  i!sscnlially  depend  on  a Judicious  and  vigorous  exer- 
tion of  our  resources  at  this  jiincluie — that  I cannot  but  mani- 
fest my  anxiety  when  I see  any  measures  in  agitation  thal 
threaten  the  disappointment  of  our  liopes,  and  take  every  step 
in  my  power  to  prevent  their  being  cariicd  into  execution.  On 
military  questions,  the  officers  of  the  army  have  a right  to  flat- 
ter themselves  their  coii!itry  will  place  some  confidence  in  their 
experience  and  judgment,  and  it  is  the  policy  of  every  wise 
man  to  do  it.  I cannot  doubt  that,  on  reconsideration,  the 
zeal  and  ardor  whicit  have  distinguislted  the  councils  of  thit 
state,  will  embrace  what  the  true  interests  of  America  on  this 
occasion  demands.  I have  the  honor  to  be,  with  every  senti- 
ment of  respect  and  esteem,  your  excellency’s  most  obedient 
and  humble  servant,  ’ G.  Washington. 

“His  excellency  gov.  C/infon.” 

The  National  Intelligencer  says— An  officer  on  board  the  U. 
States  frigate  Potomac,  now  in  the  Mediterranean,  writes  to 
his  friend  at  Charleston,  under  date  of  August  20tb,  an  account 
of  hia  summer’s  cruise,  in  which  he  says  that  the  frigate  was, 
on  the  4th  of  July,  off  Tripoli,  where  she  fired  a salute  of  17 
guns,  in  honor  of  the  glorious  day,  when  the  following  incident 
occurred;  “The  second  gun  fired  came  very  near  doing  a great 
deal  of  damage — it  liad  been  shotted,  and  the  gunner  had  for- 


‘Regarding  these  two,  there  seems  to  be  bo  diffcreiiceof  opi- 
nion. 
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gotten  to  draw  the  charge — the  shot  passed  through  the  bows  of 
the  flag  ship  Delaware  about  50  yards  otf.”  The  reader  cannot 
fail  to  remember  that,  by  a similar  inadvertence  of  the  gunner 
on  board  another  of  our  national  vessels,  a year  or  two  ago,  in 
the  harbor  of  Toulon,  a shot  was  fired  into  a Ftench  ship  of 
war,  which  did  muah  damage  and  produced  great  excitement 
on  shore,,  and  an  ill  feeling  which,  if  some  accounts  are  to  be 
believed,  yet  exists  in  the  minds  of  some  of  the  naval  men  of 
that  country.  They  will,  it  is  presumed,  cease  to  entertain 
any  further  remains  of  ill  will  in  regard  to  that  unfortunate  ca- 
tastrophe, when  they  find  that  the  commodore’s  ship  of  our 
own  squadron  has  been  subjected  to  similar  chance-medley. 

The  axe.  The  power  of  the  American  axe,  (says  Latrobe 
in  his  book  on  the  United  States),  and  the  shill  with  which  it 
is  wielded,  may  well  excite  the  admiration  of  an  European. 
The  weapon  itself  is  no  more  to  be  compared  with  the  vile 
chopper  commonly  seen  in  the  hands  of  one  of  our  woodmen, 
than  a gimblet  can  be  compared  to  a centre-bit.  It  is  formed 
upon  a different  principle — the  handle  is  set  far  forward,  and  it 
acts  upon  the  tree,  more  from  the  wedgelike  form,  its  own 
weight,  and  the  skilful  swing  which  gives  it  impetus,  than  from 
any  great  exertion  of  strength  on  the  part  of  the  woodman.  In 
fact,  sleight,  more  than  strength,  is  employed  in  its  use.  The 
rapidity  with  which  the  huge  trees  of  the  forest  fall  before  a 
single  pair  of  well-swung  axes  is  really  marvellous;  and  the  axe 
may  rank  with  maize  and  steam  as  one  of  the  three  things 
which  have  conquered  the  western  world. 

Increase  or  the  slave  population  in  the  United  States. 
The  following  statements  will  show  the  progressive  increase  of 
the  slave  population  of  the  United  States  since  1790.  The  enu- 
merations are  official: 

Total  number  of  slaves. 

In  1790 697,697 

In  1800 896,849 

In  1810 1,191,364 

In  1820 1,538,064 

In  1830 2,010,436 

Thus  the  increase  since  the  first  census  up  to  the  time  the 
last  was  taken,  has  been  1,312,739! 

This,  to  be  sure,  is  a rapid  gain— more  rapid,  considering  the 
nature  of  the  increase,  than  could  be  wished — but  the  whites  in 
the  mean  time  have  gained  almost  in  a two-fold  ratio — dou- 
bling, or  almost  doubling,  in  twenty  years.  The  next  census 
will  show  even  a greater  proportionable  gain  of  the  whites. 

[Boston  Gazette. 

Great  rise  of  property.  We  have  within  the  last  few 
weeks  recorded  several  sales  showing  the  rapid  advance  of  pro- 
perty ill  the  town  of  Cumberland,  at  the  present  termination  of 
the  Chesapeake  and  Ohio  canal.  We  have  now  to  add  from 
a letter  before  us,  another  sale  by  David  Shriver,  esq.  of  that 
place,  of  the  property  at  present  occupied  by  him,  comprehend- 
ing about  400  acres,  for  the  round  sum  of  $180,000!  The  pur- 
chase is  understood  to  have  been  made  by  a company  of  gentle- 
men, who  are  already  engaged  in  laying  out  streets  through  the 
property.  [Balt.  Patriot. 

Interior  navigation.  We  learn  from  the  Wellsburg  Tran- 
script that  a boat  arrived  at  the  whnrf  about  a week  ago,  w'iih 
39  emigrants  bound  for  Susanna,  100  miles  above  St.  Louis, 
Missouri.  It  was  built  on  the  bank  of  the  Susqiiehannah  river, 
ill  Luzerne  county,  Pennsylvania,  had  ascended  the  Siisque- 
hannah  to  the  Pennsylvania  canal,  and  from  thence  passed  up 
the  canal  to  Ilollidaysbtirg,  a distance  of  173  miles.  At  Holli- 
daysburg  it  was  put  on  the  rail  road  cars  and  transported  over 
the  Alleghany  mountain  to  Johnstown,  at  the  western  base  of 
ihe  mountains.  The  distance  between  these  two  last  points  is 
36  miles,  and  the  road  passes  over  an  elevation  of  2,370  feet 
above  the  level  of  the  ocean.  At  Johnstown  the  emigrant  was 
again  launched  into  the  canal,  which  it  descended  to  the  Ohio 
river  at  Pittsburgh,  a distance  of  120  miles.  Here  it  entered  the 
Ohio  and  took  its  departure  for  the  Mississippi;  which  river  it 
will  ascend  to  the  place  of  its  final  destination.  [Compiler. 

The  Boston  tea  party.  This  political  event,  which  was 
the  entering  wedge  of  the  drama  of  the  revolution,  is  ever  a 
.subject  of  deep  interest.  Mr.  B.  B.  Thatcher  the  other  evening 
gave  an  interesting  lecture  upon  it  at  the  Boston  lyceum,  in 
which  he  disclosed  many  particulars  hitherto  unknown.  It  ap- 
pears that  those  revered  patriots  John  Hancock  and  Samuel 
Adams,  were  both  among  the  number  of  disguised  Indians,  who 
were  present  and  assisted  on  the  occasion.  [Bosf.  paper. 

Harford  trials.  The  Gazette  of  the  2.3d  instant 
says:  “We  learn  from  Bel-Air,  that  Mr.  Nelson,  on  the 
part  of  the  traversers,  closed  his  address  to  the  jury  on 
Friday,  and  on  Satnitlay  iriorning,  Mr.  Jones  having  de- 
clined speaking— Mr.  Richardson  commenced  his  reply 
on  the  part  of  the  state — but  having  been  unwell  for  seve- 
ral days,  and  his  illness  increasing  with  the  exertion  of 
speaking — he  became  too  much  indisposed  to  proceed — 
and  the  court  found  it  necessary  to  adjourn  till  this  morn- 
ing.” 


Later — the  parties  acquitted.  We  learn  from  Bel-Air, 
that  on  Tuesday  the  trial  of  the  Messrs.  Poultneys  & Co. 
which  has  been  so  long  before  the  Harford  county  court, 
was  brought  to  a close,  and  that  the  jury,  after  a short 
absence,  came  into  court  with  a verdict  of  not  guilty. 
We  have  heard  it  stated,  that  a full  account  of  the  trial 
will  soon  be  prepared  and  made  public.  {Pat. 

Emigration  of  females  to  Van  Dieman’s  Land.  The  ship 
Boadicea,  lately  sailed  from  Gravesend  for  Hobart’s  Town,  Aus- 
tralia, with  200  young  female  emigrants.  100  of  them  Irish — 
the  rest  Scotch  and  English.  The  sex  are  in  good  demand  in 
Van  Dieman’s  Land.  The  shipment  consisted  of  a remarkably 
handsome  assortment  for  beauty,  correct  morals  and  education; 
many  of  them  from  the  foundling  ho.«pilal  at  Cork  and  Dublin 
schools,  and  there  is  no  doubt  they  will  find  a ready  market. 

[N.  Y.  Star. 

St  Peter’s  church,  at  Rome.  Spain  formerly  paid  annual- 
ly eighty  thousand  dollars  toward  the  repairs  of  tlie  building  of 
St.  Peter’s.  The  same  country  paid  a large  sum  to  the  Lateran. 
Annual  repairs  of  great  expense  are  necessary,  in  order  to  pre- 
vent the  cupola  from  breaking  down.  It  has  already  many 
cracks;  and  as  the  money  for  repairs  is  wanting,  they  increase. 
An  earthquake  would  soon  change  the  gigantic  work  into  ruins. 
There  is  now  an  iron  hoop  of  several  millions  of  pounds  around 
the  cupola.  'J’he  real  estate  belonging  to  the  fahrica,  the  reve- 
nues of  which  are  applied  to  repairs  only,  is  far  from  being  suf- 
ficient. 

Governor  Tacon  is  one  of  the  most  extraordinary  men  of 
the  age.  His  government  is  energetic  in  the  extreme,  but  at  the 
same  time  liberal  and  impartial.  He  has  |)urged  Havana  of  the 
desperadoes,  who  used  to  render  that  place  so  unsafe  to  stran- 
gers, and  has  reformed  the  civil  and  political  condition  of  the 
whole  island.  While  Spain  is  torn  by  convulsions,  Cuba  pre- 
sents a spectable  of  peace  and  prosperity,  which  is  almost  un- 
paralleled. 

The  amount  annually  raised  by  taxation  in  Ihe  island 
of  Cuba  is  $14,175,000,  of  which  the  crown  of  Spain  re- 
ceives more  than  one- half.  The  aggregate  is  thus 


made  up: 

Royal  revenue, $7,412,000 

Church  taxes, ....416,000 

Casualties, 250,000 

Post  office  revenue, .' 997,000 

Municipal  do 100,000 

Census  do 4,000,000 

Lottery  do 1,000,000 


Of  the  nature  and  formation  of  coal.  From  Sillimart^s 
Journal.  “The  immense  beds  of  bituminous  coal  found  in  the 
valley  of  the  Ohio,  fill  the  mind  with  wonder  and  surprise,  as  it 
reflect  on  the  vast  forests  of  arborescent  and  sandstone,  until  the 
whole  series  had  accumulated  plants  required  in  their  forma- 
tion. Age  after  age,  successive  growths  of  plants,  springing 
np  in  the  same  region,  were  enlomed  beneath  thick  strata  of 
shale  to  a depth  of  more  than  a thousand  feet;  while  beneath 
the  whole  lay  the  bed  of  an  ocean  floored  with  fossil  salt.  In- 
dications of  coal  are  found  at  intervals,  across  the  great  valley, 
from  the  Alleghany  to  the  Rocky  mountains.  It  is  found  near 
the  surface  in  Kentucky,  Ohio,  Indiana,  Illinois  and  Missouri, 
and,  without  doubt,  may  be  found  beneath  the  extensive  tertiary 
deposiles,  wliich  form  the  substratum  of  the  great  prairies  in 
the  central  and  northern  parts  of  the  western  states.  As  low 
down  as  New  Madrid  on  the  Mississippi,  coal  was  thrown  up 
from  beneath  the  bed  of  the  river,  by  the  great  earthquake  of 
1812 — a sufficient  proof  of  its  continuation  in  the  most  depress- 
ed pan  of  the  great  valley. 

That  coal  is  of  vegetable  origin,  none  who  has  read  much  on 
the  subject,  or  personally  examined  the  coal  beds,  will  now 
deny.  Time  was,  when  it  was  considered  a peculiar  mineral 
product,  formed  in  the  earth  in  the  same  manner  and  at  the 
same  t/me  with  the  rocks  that  surround  it.  The  produce  of  its 
chemical  analysis  being  altogether  vegetable,  and  the  artificial 
formation  of  coal  from  wood  by  sir  James  Hall,  have  silenced 
all  dniibt.s  on  the  subject.  The  only  mystery  now  is,  how  such 
vast  quantities  of  vegetable  matter  could  be  aecumiilated  and 
grow  on  the  spot  where  they  were  buried.  That  they  grew  in 
general,  on  the  surface  now  occupied  by  the  coal,  appears 
certain  from  the  perfect  state  in  which  the  most  delicate  leaves 
and  stems  are  preserved.  Had  they  been  transported  by  cur- 
rents of  water,  and  especially  from  any  distance,  it  is  hardly 
possible  that  they  should  not  have  received  more  damage.  The 
climate  at  that  period  must  have  been  both  more  warm  and 
more  humid  than  at  present,  as  many  of  the  plants  are  of  those 
families  which  now  grow  only  in  tropical  climates;  and  as  the 
laws  of  nature  never  change,  this  may  be  deemed  a correct  in- 
ference. 

The  Jackson  cheese.  Yesterday  were  exhibited  in  our  vil- 
lage len  of  Ihe  most  splendid  cheese  ever  manufactured  in  this 
state,  or  in  the  nation.  Their  aggregate  weight  was  8, 150  lbs. 
highly  ornamented  with  paintings  upon  the  belts  and  coverings 
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aTOMnd  them,  interlarded  with  appropriate  historical  extracts 
and  statistics  of  state  and  national  character.  The  mammoth 
cheese,  measuring  three  feet  nine  inches  in  diameter,  two  feet 
thick  and  weighing  1,400  pounds  was  superscribed  to  Andrew 
Jackson,  president  of  the  United  States.  It  appears  from  an 
account  in  the  Pulaski  Banner,  that  there  was  a great  display 
in  transporting  them  from  Sandy  Creek,  where  made,  to  Sel- 
kirk, where  shipped  on  board  the  schooner  North  America  lor 
this  place.  We  received  the  Banner  too  late  for  insertion,  but 
it  appears  that  about  sixty  gray  horses  were  employed  in  the 
procession,  guns  were  fired,  &c.  They  will  proceed  upon 
the  canal  via  Syracuse,  Utica,  Schenectady,  Troy  and  Al- 
bany, thence  to  New  York,  at  all  of  which  places  the  citizens 
will  have  an  opportunity  of  seeing  them. 

[Oswego  (N.  Y.)  Observer. 

The  FLOOD  AT  THE  WEST.  It  appears  from  a statement  in 
the  Rochester  Daily  Advertiser,  that  the  quantity  of  water  pass- 
ing in  the  Genesee  river,  through  Rochester,  in  the  usual  state 
of  the  river,  is  about  20,000  cubic  feet  per  minute;  and  that  the 
quantity  passing  per  minute  in  the  same  river,  during  the  late 
flood,  as  measured  by  Harvey  Ely,  esq.  was  5,164,185  cubic 
feet,  or  more  than  one  hundred  and  eight  limes  the  quantity 
usually  passing! 

Seamen  in  the  United  States.  We  learn  from  the  last 
report  of  the  board  of  directors  of  the  Boston  Seamen’s  Friend 
society,  that  the  number  of  seamen  belonging  to  the  United 
States,  estimated  with  as  much  accuracy  as  possible,  is  103,000; 
of  whom  there  are  in  foreign  trade  50,000,  in  the  coasting  trade, 
in  vessels  of  nearly  or  over  100  tons  burden,  25,000,  in  the  cod 
fishery  5,000,  in  steam  vessels  1,100,  and  in  the  United  States 
navy  6,000. 

Steam  power  in  Cornwall.  The  aggregate  of  the  steam 
engines  reported  in  this  county  in  1834,  was  in  round  numbers 
about  5,000  horse  power,  working  without  intermission,  or 
equivalent  to  the  actual  labor  of  upwards  of  18,000  horses. 
They  are  computed  to  raise  20,000  gallons  of  water  to  a mean 
height  of  120  fathoms,  or  14,000,600  gallons  to  the  height  of  one 
foot  per  minute.  The  course  of  the  New  river,  from  its  rise 
Bear  Hertford  to  London,  is  forty-two  miles,  in  which  it  de- 
scends I7i  feet  with  a velocity  of  three  feel  in  a second,  supply- 
ing to  the  reservoirs  an  average  quantity  of  18,000  gallons  per 
minute.  The  Cornish  engines  would  therefore  be  sufficient  to 
foree  the  whole  supply  of  forty-six  such  rivers  from  the  reser- 
voir back  to  their  sources.  [Mingin  Review. 

Few  things  impossible.  “It  is  impossible,”  said  some, 
when  Peter  the  great  determined  to  set  out  on  a voyage  of  dis- 
covery, through  the  cold  northern  regions  of  Siberia,  and  over 
immense  deserts;  but  Peter  was  not  discouraged,  and  the  thing 
was  done. 

“It  is  impossible,”  said  many,  when  they  heard  of  a scheme 
of  the  good  Oberlin’s.  To  benefit  his  people,  he  had  deter- 
mined to  open  a communication  with  the  high  road  to  Stras- 
burg,  so  that  the  productions  of  de  la  Roche  (his  own  village), 
might  find  a market.  Rocks  were  to  be  blasted,  and  conveyed 
to  the  banks  of  the  river  Briiche,  in  sufficient  quantity  to  build 
a wall  for  a road  along  its  banks,  a mile  and  a half,  and  a 
bridge  across  it.  He  reasoned  with  his  people,  but  still  they 
thought  it  was  impossible;  but  he  seized  a pickaxe,  put  it 
across  his  shoulder,  proceeded  to  the  spot,  and  went  to  work, 
and  the  peasants  soon  followed  him  with  their  tools.  The  road 
and  bridge  were  at  length  built,  and  to  this  day,  the  bridge 
bears  the  name  of  the  “Bridge  of  Charity.” 

“It  is  impossible,”  said  some  as  they  looked  at  the  impene- 
trable forests  which  covered  the  ragged  flanks  and  deep  gorges 
of  mount  Pilatus  in  Switzerland  and  harkened  to  the  darfng 
plan  of  a man  named  Rupp,  to  convey  the  pines  from  the  top  ol’ 
the  mountain  to  the  lake  of  Lucerne  a distance  of  nearly  nine 
miles.  Without  being  discouraged  by  their  exclamations,  he 
formed  a slide  or  trough  of  24,000  pine  trees,  6 feet  broad,  and 
from  4 to  6 feet  deep;  and  this  slide  which  was  contemplated 
in  1812,  was  kept  moist.  Its  length  was  44.000  English  feet. 

It  had  been  conducted  over  rocks,  or  along  their  sides,  or  over 
deep  gorges  where  it  was  sustained  by  scaffolds;  and  yet  skill 
and  perseverance  overcame  every  obstacle,  and  the  thing  was 
done.  The  trees  slid  down  from  the  mountain  into  the  lake 
with  wonderful  rapidity.  The  large  pines,  which  were  one 
hundred  feet  long,  ran  through  the  space  of  eight  miles  and  a 
third  in  about  six  minutes. 

A gentleman  who  saw  this  great  work,  says:  “Such  was  the 
speed  with  which  a tree  of  the  largest  size  passed  any  given 
point,  that  he  could  only  strike  it  once  with  a stick  as  it  rushed 
by,  however  quickly  he  attempted  to  repeat  the  blows.” 

Say  not  hastily,  then,  of  any  thing, “It  is  impossible.”  It 
may  not  be  done  in  an  hour,  or  a day,  or  a week;  but  perse- 
verance will  finally  bring  you  to  the  end  of  it.  “Time  and 
patience,”  says  a Spanisli  proverb,  “will  turn  a mulberry  leaf 
into  silk.” 


The  pdbltc  offices.  The  Georgetown  Metropolitan  says— 
“So  great  has  been  the  increase  of  the  public  business  exe- 
cuted in  the  departments  of  late  years,  that  the  present  spacious 
edifices  have  been  found  altogether  inadequate  to  its  transac- 


tion. In  the  war  department,  especially,  this  is  observable, 
and  several  entire  ranges  of  buildings  on  the  other  side  of  the 
street  are  now  occupied  by  different  bureaus,  which  could  not 
be  .accommodated  in  the  executive  building.  Within  the  last 
week,  the  increasing  pressure  of  public  business  has  caused  ad- 
ditional and  extentive  alterations.  The  head  quarters  of  the 
army,  and  the  ordnance  office,  have  been  removed  to  a new 
building  erected  for  the  purpose  opposite  the  war  department; 
and  the  rooms  they  recently  occupied  are  now  in  the  posses- 
sion of  the  fourth  auditor,  clerks  and  other  officers. 

“Besides  this,  every  spare  inch  of  room  in  the  building  has 
been  turned  to  account,  and  the  very  cellars,  now  comfortably 
fitted  up,  are  converted  into  offices.  The  treasury  department 
is  still  worse  off  for  accommodation;  the  entire  business  of  that 
important  branch  of  the  government  being  now  conducted,  and 
the  valuable  papers  belonging  to  it  exposed,  since  the  fire,  in 
private  and  very  insecure  buildings.  The  quarter  master’s  of- 
fice is  located  in  a small  frame  cottage,  and  there  is  scarce  an 
office  under  the  government  which  does  not  feel  the  want  of  a 
suitable  accommodation. 

“In  fact,  the  time  has  come  when  the  exigency  of  the  nation- 
al service  will  require  at  the  hands  of  congress,  as  suggested  by 
the  hon.  Mr.  Jarvis,  of  Maine,  last  winter,  the  erection  of  a 
great  structure,  worthy  of  this  immense  country,  in  which  the 
vast  business  necessary  for  its  government  can  be  concentrated 
and  carried  on  with  suitable  facilities;  and  some  such  plan  will, 
most  probably,  be  effected  in  the  coming  session  of  congress.” 

Trial  of  Abner  Kneeland.  The  trial  of  Abner  Kneeland, 
came  on  yesterday,  before  the  supreme  court  in  session  in  this 
city.  It  will  be  recollected  that  he  was  indicted  for  blasphemy 
about  two  years  since,  and  convicted,  in  the  municipal  court — 
from  which  decision  he  appealed  to  the  supreme  court.  The 
trial  came  on  and  after  eloquent  and  learned  arguments  on 
both  sides,  the  case  was  submitted  to  a jury,  who  could  not 
agree,  eleven  being  in  favor  of  conviction,  and  one  opposed. 
The  case  was  again  tried — with  precisely  the  same  result. 
Yesterday  was  the  fourth  time  fliiat  this  case  was  brought  be- 
fore a jury.  In  the  afternoon,  judge  Wilde  delivered  a very 
able  and  impartial  charge— and  the  jury  retired;  soon  alter 
which  Ihe  court  adjourned.  This  morning,  the  jury  came  into 
court  with  a verdict  of  guilty.  It  will  thus  be  seen  that  of 
forty-eight  petit  jurors,  who,  after  a full  hearing,  have  decided 
on  this  case,  forty-six  have  been  in  favor  of  the  guilt  of  the 
prisoner.  The  offensive  language  attributed  to  Mr.  Kneeland 
was  not  only  blasphemous,  but  disgustingly  obscene,  md  such 
as  should  not  be  tolerated  in  any  Christian  or  civilized  commu- 
4iity,  where  it  is  desirable  to  preserve  the  proprieties  of  life,  or 
semblance  of  religion.  We  hope  that  the  result  of  this  trial 
will  be  a warning  to  the  impious  and  licentious,  and  show 
them  that  even  in  this  country,  where  the  press  is  to  all  in- 
tents and  purposes  as  free  as  the  circumambiant  air  we  breathe, 
yet  that  gross  blasphemy  and  obscenity  combined,  will  not  be 
tolerated  by  public  opinion  or  the  laws  of  the  land. 

A motion  was  filed  for  arrest  of  judgment — which  wiil  be  de- 
cided by  a full  bench.  In  the  meantime  the  defendant  has  re- 
cognised for  his  appearance  in  the  sum  of  $500. 

[Boston  Mere.  Jopr, 

BANK  matters. 

.A  bill  is  before  the  legislature  of  the  territory  of  Arkansas  to 
establish  a bank,  to  be  called  the  “Union  bank  of  Arkansas,” 
with  a capital  of  two  millions  of  dollars.  P.  S.  We  see  that 
the  project  has  been  negatived  in  the  house  of  assembly. 

Peter  Bacot,  esq.  cashier  of  the  branch  bank  of  the  United 
States  in  Charleston,  has  received  the  appointment  of  cashier 
of  the  same  institution  in  New  Orleans. 

The  U.  S.  branch  bank  at  Pittsburgh  has  been  sold  to  the 
Merchants’  & Manufacturers’  bank  of  that  place.  The  terms  of 
sale  are  said  to  be  liberal,  spreading  the  payments  to  the  bank 
over  the  space  of 4 years,  in  annual  instalments,  at  an  interest 
of  five  per  cent. 

United  States  bank  stock  sold  in  New  York,  on  Saturday,  at 
111  a llli. 

The  St.  Louis  Republican  states  that  on  the  6th  inst.  the  con- 
tract was  concluded  by  which  the  debts  due  the  branch  of  the 
U.S.  bank  in  that  city  were  transferred  to  the  Slate  bank  of  Il- 
linois. 

Further  notices  of  application  to  the  legislature  of  New  York, 
for  acts  of  incorporation. 

For  a bank  to  be  located  in  the  city  of  New  York  to  be  called 
the  Pearl  street  bank,  with  a capital  of  two  millions  of  dol- 
lars. 

For  a rail  road  from  the  city  of  Troy  to  unite  with  the  Hud- 
son and  Berkshire  rail  road  at  the  most  convenient  place,' with 
a branch  of  said  road  to  Lebanon,  with  a capital  of  ^00,000. 

For  an  amendment  of  the  third  section  of  the  act  to  incorpo- 
rate the  stockholders  of  the  Mechanics’  and  Farmers’  bank,  in 
the  city  of  Albany,  so  as  to  authorise  the  directors  to  elect  any 
one  of  their  number  president  of  said  institution. 

For  an  act  to  increase  the  capital  of  the  Canal  bank  of  Albany 
from  $30,000  to  $500,000.  ' 

For  the  Rochester  City  bank,  with  a capital  of  $.500  000,  tabe 
located  in  Rochester. 

For  the  renewal  of  the  charter  of  the  Trivoli  Manufacturing 
company. 
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For  « rail  road  leading  from  the  village  of  Ballston  Spa,  by 
the  most  convenient  and  direct  routes,  to  some  point  on  the 
Utica  and  Schenectady  rail  road,  with  a capital  of  $200,0>)0. 

For  an  act  to  incorporate  the  New  York  and  Charleston 
•teamboat  company,  with  a capital  of  $250,000,  to  be  vested  in 
Bteam  vessels  to  navigate  between  said  ports. 

For  the  incorporation  of  a bank,  to  be  called  the  Wool  Grow- 
ers’ bank,  with  a capital  of  $2.50,000,  and  to  be  located  at  Nor- 
wich, Chenango  county. 

For  the  incorporation  of  a bank,  with  a capital  of  $300,000,  in 
the  village  of  Ithaca,  and  called  the  Tompkins  county  bank. 

For  the  charter  of  a ba^ik,  with  a capital  of  ,$500,000,  to  be 
called  the  Tompkins  bank,  and  to  be  located  in  the  eleventh 
ward  of  the  city  of  New  York. 

For  an  act  to  increase  the  capital  stock  of  Ihebank  of  Albany, 
$180,000.  [^Ib.  Jhlv. 

The  whole  present  amount  of  applications  is  thus  summed  up 
in  the  Albany  Argus: 

Banks $19,442,000 

Insurance  companies 2.550,000 

Rail  road  do 3,840,000 

Bridges,  turnpikes,  &c 2.567,000 

Total $28,399,000 

The  New  York  Gazette  of  yesterday  says: — “We  are  a«stired 
that  one  of  the  pet  banks,  with  a capital  of  more  than  2,000  000 
dollars,  and  government  funds  to  the  amount  ol  nearly  3.000,0oo 
had  not  under  discount,  ten  days  ago,  more  than  3 000,»  (i0  dol- 
lars. Is  this  conclusive  proof,  Mr.  Star,  that  that  bank  is  en- 
4eavoring  to  relieve  the  commercial  embarrassments? 


ELECTIONS,  &c. 

New  York. 

The  Albany  Argus  gives  a list  of  the  members  of  the  new  le- 
igislature  of  New  Vork,and  classifies  them  as  follows: 

Senate — Van  Buren  28,  whigs  4,  comprising  the  members 
from  the  8th  district. 

.Assembly — Van  Buren  110,  whigs  18.  [The  election  through- 
out the  state  was  permitted  to  go  by  default  the  whigs  making 
no  concerted  opposition.] 

This  is  proved  by  a paragraph  from  the  “Argus”  of  the  18th 
inst.  as  follows: 

It  is  a striking  characteristic  of  this  election,  that  in  nearly 
every  quarter  of  the  state,  the  opponents  of  the  democracy  have 
abandoned  the  open  ground  of  opposition.  From  a rally,  such 
as  they  had  never  before  surpassed  in  this  state.,  with  the  aid  of 
uncounted  means,  panic  agencies  and  bank  devices — they  have 
fallen,  in  a single  year,  to  a state  of  little  else  than  passive  sub- 
mission to  the  overwhelming  expression  of  the  popular  voice. 
In  a few  instances  in  which  they  have  offered  opposing  tickeis, 
in  counties  where  they  have  hitherto  succeeded  by  large  majo- 
rities, they  have  been  signally  defeated  now,  or  are  successful 
by  a very  meagre  vote.  Even  in  the  eighth  senate  district, 
where  last  year  their  m.ajority  was  about  10,000  votes,  they  car- 
ry their  senator  by  less  than  200:  and  the  aggregate  majority 
against  them  on  the  assembly  tickets  in  the  several  counties, 
M upwards  of  1,500! 

From  the  Cincinnati  Whig. 

We  copied,  a short  time  since,  an  article  intended  to  show 
the  popular  vote  in  the  several  senatorial  districts  in  this  state, 
at  the  late  election.  We  find  that  article  to  be  very  erroneous 
and  exceedingly  unfavorable  to  the  whigs.  We  therefore  sub- 
J^oiu  a correct  table,  whiclt  demonstrates  that  Ohio  is  sound, 
and  will  unquestionably  go  for  the  Whig  cause  at  the  next  elec- 
tion. It  will  be  seen  that  although  the  Van  Burenites,  at  the 
recent  election,  elected  eight  senators  from  the  subjoined  fifteen 
aenatorial  districts,  yet  the  vote  of  the  people,  in  those  districts, 
gives  to  the  whigs  a majority  of  five  thousand  two  hundred  and 
twenty-nine. 

Van  Buren  majorities. 

Adams  and  Brown 200 

Clermont 300 

Belmont 40 

Hamilton 285 

Perry  and  Morgan .250 

Ross 102 

Shelby,  Dark,  Vc 100 

Richland ,300 

1,577 

Anti-Van  Buren  majorities. 

'Cuyahoga 300 

Clark  and  Champaign 599 

Ifighland,  Stc.-,. 750 

Pickaway,  &c. 225 

Athens,  Hocking,  fitc 1,843 

M'lfkingdom. 400 

AxiUaJluJa,  3,689 


The  late  lieut.  governor  of  Massachusetts  has  accepted  the 
whig  nomination  for  the  mayoralty  of  Boston. 

Pennsylvania. 

From  the  PhUndelphia  Inquirer  of  Nov.  23. 

A large  and  highly  respectable  meeting  of  the  friends  of  Mr. 
Cloy,  was  held  at  Caret’s  Bolivar  Hotel,  on  Satuiday  evening 
last.  Col.  John  G.  Wahnough  was  called  to  the  chair,  and 
essrs.  Cope  and  Mucnferly  were  appointed  secretaries. 

We  rejoice  to  be  enable  to  state  that  the  proper  spirit  pervad- 
ed  the  meeting — that  a general  disposition  was  manifested  to 
yield  all  personal  atlacbmentfi,  in  order  to  promote  union  and 
harmony  and  a concert  of  action  among  the  entire  opposition, 
and  thus  to  insure  the  triumph  of  our  cause  and  our  candidate 
in  1836.  The  meeting  was  addressed  in  the  course  of  the  even- 
ing by  Josiah  Randall,  esq.  col.  John  G.  Wahnough,  col.  John 
H.  Powell,  .and  one  or  two  other  gentleinen.  3’be  merits  and 
services  of  Mr.  Clay  were  adverted  to  by  each  of  the  speaker.*, 
and  in  language  of  the  strongest  eulogy;  but  the  sentiment  was 
universal  that  the  present  is  not  the  time  to  urge  the  claims  of 
any  particular  individual,  to  the  exclusion  or  disparagement  of 
the  other  distinguished  gentlemen  of  the  opposition;  and  that 
hence,  in  order  to  allow  the  whole  opposition  an  opportunity 
concentrating  their  strength,  and  harmonizing  in  their 
course,  it  is  expedient  to  hold  a general  convention,  at  some  fu- 
ture period,  in  which  the  whole  paity  may  be  fairly  represented 
the  claims  of  the  various  c.indidates  canvassed — nnd  the 
most  available  selected.  A resolution  to  this  effect  was  offered 
by  Mr.  Randall,  and  adopted  without  a dissenting  voice. 
Another  resolution  was  adopted  empowering  the  chairman  and 
secretaries  to  appoint  a committee  for  the  piirpo.se  of  making  ar- 
rangements for  a general  town  meeting  for  llie  election  of  dele- 
gate.s  to  the  proposed  convention. 

The  friends  of  Mr.  Clay  have  in  this  matter  pursued  a mag- 
nanimous course — a course  admirably  calculated  to  allay  the 
strife  that  has  existed  among  us — a course  that  we  have  reason 
to  believe  will  meet  with  the  hearty  concurrenee  of  all  who  are 
opposed  to  the  Albany  regency — whether  the  fiitnds  of  Wel>- 
sler,  Harrison,  Everett,  or  any  other  distinguished  member  of 
the  opposition. 

ELECTION  FOR  GOVERNOR  OF  PENNSYLVANIA. 


October,  1832. 


October,  1835. 


Deduct. 


7,806 

.1,577 


Majority  against  Van  Buren. ....5,229 
Thus  it  will  be  perceived,  that  out -of  the  15  senators  elected 
frq.in  the  above  districts,  the  Van  Baremtes  succeed  in  electing 
while  the  voice  of  the  people  was  in  favor  of  the  whigs 
iby  « majority  of  5,229!  Does  not  this  speak  volumes? 


Counties. 

Adams 

Alleghany 

Armstrong 

Beaver 

Bedford 

Berks 

Bradford 

Bucks 

Butler 

Cambria 

Centre 

Chester 

Clearfield 

Columbia 

Crawford 

Cumberland 

Daupliin 

Delaware 

Erie 

Fayette 

Franklin 

Greene 

Huntingdon 

Indiana 

Jefferson 

Juniata 

Lancaster 

Lebanon 

Lehigh 

Luzerne 

Lycoming 

Mercer 

Mifflip 

Montgomery 

Northampton 

Northumberland 

Perry 

Philadelphia  city 
Philadelphia  county 
Pike 

Potter  and  McKean 

Schuylkill 

Somerset 

Snsquehniinah 

Tioga 

Union 

Venango 

Warren 

Wn.aliington 

Wayne 

Westmoreland 

York 


Rilner. 

Wolf. 

Rilner. 

Wolf.  . 

Iduhlen. 

1,679 

1,0.30 

1,517 

406 

911 

3,506 

3.094 

3,848 

2,854 

378 

959 

1 .975 

1,100 

1,874 

188 

1,481 

1,440 

1.669 

1,066 

354 

1,561 

1.629 

2,036 

1,604 

46 

3,435 

3,758 

3,022 

1,733 

4,194 

920 

1,685 

1,239 

1,504 

405 

2,862 

3,202 

3,532 

2,525 

857 

1,032 

1,204 

1,306 

1,059 

237 

340 

598 

694 

610 

38 

1,016 

1,920 

1,070 

1,742 

446 

4,301 

2,374 

4,051 

1,799 

1,577 

288 

513 

323 

335 

290 

829 

1,768 

767 

869 

1,246 

895 

1,502 

999 

877 

814 

1,807 

2,326 

1,746 

1,491 

1,136 

2,285 

1,.575 

2.320 

780 

719 

1,791 

918 

1,240 

699 

403 

1,792 

1,170 

1,943 

164 

1,280 

1,806 

2,440 

1,708 

1,1.32 

1,378 

2.516 

2,234 

2,207 

1,423 

1,336 

1,355 

1,009 

1,075 

366 

997 

2,189 

1,657 

2.5.55 

1,324 

423 

1,106 

813 

1,524 

991 

14 

173 

249 

246 

356 

3 

692 

686 

763 

588 

211 

6.387 

4.124 

7,018 

4,283 

471 

1.906 

1,002 

1.968 

621 

436 

1,624 

1..564 

1.914 

841 

1,204 

1,583 

2,064 

1.488 

618 

1,886 

986 

1,729 

1,277 

1,1.59 

935 

1,5.53 

1,347 

1,686 

522 

935 

834 

782 

872 

909 

los 

2,933 

2.972 

3014 

1,744 

1,599 

1,820 

3,376 

2.560 

3,135 

458 

1.084 

1,415 

'883 

779 

1,237 

697 

1,284 

760 

701 

802 

4,9.57 

3. .5.58 

5.(142 

1.801 

l,.35l 

t 5,9.50 

6,263 

5.591 

6,0.33 

2,7.54 

71 

613 

66 

620 

88 

1 37 

368 

128 

413 

56 

954 

1,328 

833 

456 

1,172 

1,855 

744 

2,031 

542 

89 

475 

1,146 

594 

87 

789 

446 

710 

468 

868 

176 

2,131 

1,021 

2,185 

.578 

6.53 

406 

1,261 

613 

847 

467 

218 

4.50 

250 

44.5 

310 

2,889 

2,749 

3,179 

2,464 

379 

241 

606 

226 

744 

85 

1..549 

3,542 

2,192 

2,6.52 

757 

2.367 

2,357 

2,665 

1.070 

1 ,658 

88,186 

91,235 

94,003 

65,889 

40,737 
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CONVENTION  QUESTION  IN  PENNSYLVANIA. 

Notwiliii<taiidiiig  the  majority  of  eleven  thousand  votes  in  tlie 
state  favorable  to  an  alteration  of  the  constitution,  it  appears 
that  the  anti-convention  dislricMs  have  a majority  of  members 
in  the  lejiislature.  The  following  is  the  arrangement  of  the  dis- 
tricts on  the  vote  for  and  against  a convention.  {Daily 


For. 

Alleghany  4 

Armstrong  1 

Beaver  2 

Brad  lord  and  Tioga  2 

Butler  1 

Columbia  1 

Crawford  1 

Cumberland  2 

Erie  1 

Fayette  2 

Green  1 

Huntingdon  2 

Indiana  and  Jefferson  1 

Luzerne  2 

Lycoming,  Potter  & McKean  2 


Mercer 
Biisquehannah 
Venango  and  Warren 
Washington 
Westmoreland 


Jlgainst 

Adams 
Bedford 
Berks 
Bucks 

Cambria  and  Somerset 
Centre  and  Clearfield 
Chester 
Dauphin 
Delaware 
Franklin 
Juniata  and  Mifiliii  2 

Lancaster  6 

Lebanon  1 

Lehigh  2 

Montgomery  3 

Northampton, Wayne  & Pike  4 
Northumberland  1 

Perry  1 

Philadelphia  city  & county  15 
Schuylkill  1 

Union  2 

York  3 


34 

Michigan. 

The  annunciation  of  the  election  of  two  persons  by  the  legis- 
lative of  the  slate  of  Michigan  to  represent  that  state  (when  it 
shall  become  a state)  in  the  senate  of  the  United  Sjates,  it  ap- 
pears, was  premature  when  made,  but  has  been  verified  by  the 
subsequent  action  of  the  legislature.  On  the  lOth  inst.  Lucius 
Lyon  and  John  Norvell  were  elected,  by  the  legislature  of  Mi- 
chigan, senators  in  the  congress  of  the  United  States.  Mr. 
Lyon  was  nominated  unanimously  by  each  branch  of  the  legis- 
lature. Mr.  Norvell  was  chosen  in  joint  ballot,  the  two  houses 
not  agreeing  In  their  noniinatioB.  The  contest  was  between 
Mr.  .Noreeii  and  John  Biddle,  In  the  senate  Mr.  Biddle 

was  nominated  on  the  third  ballot,  by  a vote  of  10  to  6.  In  the 
house  of  representatives  Mr.  Norvell  received  27  to  20  for  Mr. 
B.  In  joint  ballot,  the  vote  stood  for  Mr.  Norvell  35,  for  Mr. 
Biddle  28.  Both  these  gentlemen  are  said  to  be  friends  of  the 
present  administration  of  the  government. 

From  the  Missouri  Republican  “Growing  out  of  the  hasty 
proceedings  on  the  pan  of  Michigan,  another  question  is  likely 
to  occupy  the  attention  of  congress.  A portion  of  the  country 
embraced  within  the  territory  of  Michigan,  was  excluded  by  the 
consiiiution  from  the  limits  of  the  stale.  This  country  is  known 
as  the  Wisconsin  territory,  for  the  organization  of  which,  seve- 
ral bills  have  been  annually  reported  to  congress.  The  people 
inhabiting  it,  not  wishing  to  be  deprived  of  a rcpreseHlaiive  at 
Washington,  last  October  held  regular  elections,  in  each  of  the 
counties,  for  delegate  to  congress,  under  an  act  of  the  legisla- 
tive council  of  Michigan.  Colonel  George  W.  Jones,  of  Iowa 
county,  was  the  successful  candidate;  and  we  are  advised,  that 
he  intends  to  repair  speedily  to  Washington,  to  claim  his  seat. 
His  competitors  were  major  Martin  and  judge  Doty,  of  Green 
Bay — each  of  whom,  although  an  election  was  going  on  at  the 
same  time  in  Michigan  for  state  officers,  received  within  her 
limits  a large  number  of  votes  for  the  office  of  territorial  dele- 
gate. In  the  event  of  the  exclusion  of  the  representatives  of 
the  state  of  Michigan  from  seats  iti  congress,  it  is  understood 
that  colonel  Jones  will  claim  to  be  received  as  the  delegate 
from  the  territory  of  Michigan,  as  well  as  that  of  Wisconsin,  he 
having  been  chosen  by  the  voice  of  a majority  of  those  who 
voted  on  the  occasion,  within  the  original  hounds  of  Michigan. 
Colonel  Jones’  position  seems  to  us  altogether  tenable,  and  as 
we  know  that  he  has  the  best  interests  of  the  Wisconsin  terri- 
tory at  heart,  we  hope  he  may  be  able  to  sustain  his  right  be- 
fore tlie  house  of  lepresentatives.” 

Mississippi. 

From  the  National  Intelligencer.  All  the  returns  we  have 
from  Mississippi  give  Lynch  (anti-Van  Buren)  for  the  office  of 
governor,  a majority  over  Runnels,  (Van  Buren),  viz: 

Hinds  county  majority  for  Lynch 166  vote.s 

Rankin  “ “ “ 2o3  “ 

Madison  “ “ « 152  “ 


Majority  for  Lyneh  in  three  counties  515  votes. 

The  Jackson  (Mi.)  Banner  says:  “We  feel  no  doubt  of  the 
election  of  judge  Lynch  as  governor  of  this  state.” 

The  votes  for  two  members  of  congress  appear  to  have  been 
cast  in  about  the  same  proportion  as  those  for  governor. 

The  Louisville  Advertiser  says — The  first  tidings  from  this 
state  breathe  the  notes  of  victory.  In  Lowndes  county  the 
whole  democratic  ticket  has  succeeded  by  an  overwhelming 
m.^jority;  the  official  returns  give  Runnels,  the  democratic  can- 
didate, 514  votes,  his  competitor,  Charles  Lynch,  received  223: 
Claiborne  and  Edwards  are  the  republican  candidates  for  con- 
gress— the  first  received  559,  and  the  latter  517  votes;  the  can- 
didates of  the  nullifying  White  party  are  Dickson  and  Wil- 
kins, the  first  got  206  and  the  last  164  votes.  The  Columbus 
Democratic  Press  says:  “For  the  county,  we  have  elected  four 


good  men  and  true,  (one  for  the  senate,  and  three  for  the  house 
of  representatives).  Tliey  are  all  Jackson  Van  Buren  men, 
and  will  vote  for  Rctbert  J.  Walker.  We  have  heard  inofficial- 
ly  from  Munroe,  Noxubee,  Oaktibbeeha  and  Winston  counties. 

In  all  these  the  democratic  ticket  is  said  to  have  succeeded  by 
immense  majorities.  We  shall  have  official  returns  from  most 
of  the  counties  by  our  next  ” 

The  Louisville  Journal  of  the  17ih,  a whig  paper,  has  the  fol- 
lowing: 

We  have  no  returns  of  the  Mississippi  election,  except  what 
we  find  in  the  State  Rights  Banner  of  the  5th  inst.  a paper  pub- 
lished in  the  town  of  Jackson.  In  Hinds  county,  the  majority 
of  Mr.  Lynch,  the  White  candidate  for  governor,  is  166.  In 
Rankin  county,  his  majority  is  203.  In  Madison  county,  his 
majority  is  152.  The  Banner  says:  “We  have  no  doubt  of  the 
election  of  judge  Lynch  as  governor  of  this  state,  from  all  that 
we  know  or  believe.  His  majority,  we  believe,  will  exceed 
one  thousand  votes.” 

FOREIGN  NEWS. 

We  do  not  know  what  they  are  fighting  about  in  Venezuela, 
but  the  following  extracts  from  letters  received  shews  us  that 
another  war  prevails  among  the  chieftains — 

Laguyra,  October  31. 

Dear  sir:  You  will  be  surprised  to  hear  that  we  have  the  n - 
bels  close  upon  us  again.  On  the  19th,  they  all  embarked  from 
Cumana,  having  only  Monagas;  with  about  400  men — and  pass- 
ed this  a week  ago  yesterday,  for  Puerto  Cabello,  where  they 
safely  landed  with,  it  is  said,  about  800  men.  They  marched 
out  of  Puerto  Cabello  on  Tuesday  last.  The  gover|^or’8  troops 
having  retired  towards  Naguanagua,  not  far  from  Valencia, 
where  it  is  supposed  they  wid  give  battle,  reinforcements  liav- 
ing  gone  from  Caraccas,  under  Codaza  and  xMontilla,  and  by  let- 
ters received  last  night,  they  report  skirmishing  had  begun  oq 
the  evening  of  the  27ih  October;  so,  to-day’s  post  must  bring  us 
important  news. 

L.  has  this  moment  came  in  to  say  he  has  a letter  from  the 
con.>:nl  in  Puerto  Cabello.  The  troops  landt  d there  by  the  re- 
bels were  720  men  in  ail,  and  they  immediately  m.arched  in  the 
expectaiion  of  gelling  into  Valencia  before  a sufficient  number 
of  troops  could  be  got  together  to  oppose  them.  Their  plan  is  so 
soon  as  they  get  into  Valencia,  if  they  do  get  in,  to  blockade 
this  port,  and  they  have  at  their  disposal  21  sail  in  all,  of  course 
most  part  small  craft,  Baluches  schooner  being  the  largest. 
Report  says  there  are  400  cavalry  and  600  infantry  government 
troops  between  Saneslevan  and  Valencia,  and  as  Montilla  mu.st 
reach  in  time  with  reinforcements,  I trust  there  is  no  doubt  of 
the  vagabonds  being  completely  routed — if  successful, God  alone 
knows  how  serious  the  consequence  may  be  to  all  of  us.  Paez 
does  nothing,  he  has  most  of  the  troops  with  him,  and  pretends 
to  be  looking  after  Monagas,  who  has  400  more.  h. 

Laguyra,3\st  October,  4 o’clock.  Official  news  has  just  ar- 
rived from  Valencia  that  the  reformist  troops  have  been  com- 
pletely defeated,  4 to  600  men  killed  and  Carrigo  wounded  and 
prisoner.  300  men  have  escaped  to  Puerto  Cabello. 

31sf  October,  half  past  5.  This  moment  the  post  is  in,  and  as 
captain  Douglas  is  just  going  on  board,  I have  only  lime  to  say 
Carrigo  is  a prisoner  in  Valencia.  Some  60  to  100  men  killed 
of  the  rebels,  as  many  wounded  and  prisoners,  and  about  400 
made  their  escape  to  Puerto  Cabello.  This  is  glorious,  and  1 
hope  Codazi  and  Montilla  will  follow  them  up  and  make  an  end 
of  them. 

October  31.  ft  is  truly  most  shameful  neglect  on  the  part  of 
the  United  States  government,  that  no  vessel  of  war  has  come 
to  see  after  American  interest  here — whereas  a British  sloop 
of  war  has  been  here  for  two  months  and  for  some  weeks  on 
short  allowance. 

MEXICO. 

From  the  New  York  Commercial. 

The  packet  ship  Montezuma,  captain  Davis,  arrived  yester- 
day from  Vera  Cruz,  (sailed  on  the  6th  instant)  brings  advices 
from  that  port  to  the  5ih,  and  from  Mexico  to  the  1st,  inclusive. 

The  tidings  of  the  recent  movements  in  Texas  had  reached 
the  capiiol,  and  as  to  be  expected,  had  produced  a great  excite- 
ment. The  mo.st  energetic  measures  were  resorted  to  without 
a moment’s  delay,  and  there  is  every  appearance  that  we  shall 
soon  hear  of  serious  doings  in  the  revolted  province.  A strong 
feeling  of  ill  will  and  suspicion  against  the  Americans  resident 
in  Mexico  was  arou.sed,  and  apprehensions  were  entertained  of 
injury  to  their  persons  and  property.  A large  number  of  com- 
missions for  privateers— the  accounts  say  five  hundred — had 
been  received  at  Vera  Cruz,  to  be  given  out  as  occasion  might 
require.  The  archbishop  of  Mexico  and  the  bishop  of  Puebla, 
had  undertaken  to  furnish  the  g.overnment  with  a million  of  dol- 
lars to  carry  on  the  war.  [This  is  the  most  important  move- 
ment of  the  whole,  for  the  government  is  notoriously  afflicted 
with  extreme  poverty.] 

A division  of  two  thousand  infantry  had  been  ordered  to  as- 
semble at  Metamoras,  and  three  hundred  cavalry  under  general 
Montezuma  had  begun  their  march  to  Monterry  in  Texas.  It 
was  said  that  general  Santa  Anna  himself  would  proceed  thi- 
ther to  take  the  chief  command. 

The  new  constitution  had  been  adopted  by  congress  and  pro- 
claimed. Soirte  opposition  was  made,  but  without  effect.  The 
following  translations  from  some  of  the  Mexican  papers,  are 
taken  from  the  Journal  of  Commerce: 

Mexico,  30fh  October.  The  colonists  of  Texas  have  revolted 
against  the  supreme  gbVelrnmcnt,  or  id  speak  more  correctly. 
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•gainal  the  nation  which  has  shown  them  such  generous  hospi- 
tality>^iid  lavished  upon  them  means  by  wliieh  they  might  live 
und  even  enrich  themselves.  It  is  not,  fellow  citizens,  a (jnes- 
lion  of  jpronoimciawiento  in  favor  of  federalism  or  centralism, 
or  of  who  shall  govern.  What  these  ungrateful  men  aspire  to 
is,  to  rob  Mexico  of  the  fertile  soil  to  which  lln!y  were  admit- 
ted, without  any  other  condition  than  submission  to  the  laws  of 
the  country  which  they  hypocritically  swore  to  obey. 

A handlul  of  perfidious  adventurers  seduced  or  led  on,  it  is 
said,  by  those  enemies  of  their  native  soil,  Lorenzo  Zavala  and 
Jose  Antonio  Mejia — from  a corner  of  the  republic,  from  the 
very  spot  whither  they  were  from  compassion  allowed  to -go, 
endeavor  to  impose  laws  on  and  trifle  with  the  heroic  and  va- 
liant Mexican  people.  They  would  deal  with  us  as  the  viper 
did  with  the  simple  and  humane  husbandman,  who  warmed  it 
in  his  bosom  to  bring  it  to  life;  but  they  are  greatly  mistaken. 
The  siipreme  government  has  called  into  action  all  its  resour- 
ces, and  the  supreme  congress  was  engaged  last  night  in  devis- 
ing new  ones  to  preserve  the  Mexican  territory  entire,  and  to 
make  an  example  of  the  ungrateful  and  wicked  adventurers 
who  atteinpit  0,0  dismember  it  and  insult  the  generous  nation 
which  gave  them  shelter  and  hospitality. 

W«liave  been  assured  that  an  express  was  sent  last  night  to 
caM  the  illustrious  conqueror  of  Tampico  to  come  and  place 
li'iniself  at  tlie  head  of  the  troops  that  are  on  their  march  against 
these  land  pirates  of  a new  description.  Now,  more  than  ever, 
we  should  he  wise  and  rally  round  the  supreme  government,  to 
avoid  becoming  the  plaything  of  a handful  of  banditti,  whom 
we  have  inconsiderately  fostered.  We  repeat  that  this  is  not  a 
political  question,  nor  nothing  like  it.  It  is  a question  of  na- 
tional honor,«iia«ie fully  outraged  and  otherwise  assailed. 

We  Mexicans,  every  where  justly  bear  the  character  of  pos- 
sessing a nice  sense  of  honor  and  bravery — let  us  prove  that  we 
•deserve  it;  lei  us  place  at  the  disposal  of  the  government  all  the 
resources  in  our  possession;  let  us  take  up  arms  and  march 
against  the  robbers  of  Texas,  that  nothing  more  may  remain  of 
them  than  there  does  ofTroy,  the  memory  that  it  once  existed. 
Justice  IS  on  our  side,  we  are  not  the  aggressors,  we  have  been 
insolently  and  audaciously  provoked,  let  the  punishment  be 
terrible,  that  may  serve  as  an  example.  The  Supreme  Being 
is  just  and  merciful  and  will  not  forsake  us. 

The  general  of  brigade.  Marlin  Perfeclo  de  Cos,  general-in- 
•chief  and  inspector  of  the  internal  eastern  states,  to  the  troops 
tinder  his  command. 

Soldiers!  The  veil  which  has  long  concealed  the  perfidious 
designs  of  the  colonists  is  at  length  withdrawn.  These  un- 
grateful men  have  revolted  against  our  government,  and  as- 
sumed the  right  to  live  as  they  like,  without  any  subjection  to 
. the  laws  of  the  republic.  They  are  presumptuous  enough  to 
believe  that  the  nation  which  has  adopted  them  as  her  sons, 
has  not  sufficient  power  to  subdue  them  and  compel  them  to 
share  that  obedience  to  which  they  have  sworn. 

It  would  not  be  surprising  if  to  mislead  the  ignorant,  by  even 
engaging  in  a war,  they  were  to  try  to  conceal  their  real  views, 
this  fact  however  is  indisputable,  that  their  projects  are  entire- 
ly contrary  to  the  national  interests.  If  to  this  time  they  have 
succeeded  in  avoiding  punishment  for  other  crimes  they  have 
committed,  it  has  been  by  means  of  the  false  protestations  daily 
made  by  them. 

SoJdtersl  We  shall  only  delay  the  commencement  of  the 
campaign,  for  such  time  as  is  necessary  to  concentiate  all  our 
Ibrces  and  will  then  prove  to  the  colonists,  that  the  Mexican 
soldiers  have  never  feared  dangers,  and  conquer  with  greater 
glory  a boastful  enemy. 

From  the  inhabitants  of  this  city,  and  the  people  of  the  fron- 
tier we  receive  the  firmefft  support,  for  it  is  not  possible  for 
them  to  forgeltlieir  own  honor  for  a moment,  or  disgrace  the 
Mexican  name.  Let  us  then  consider  them  as  worthy  country- 
men, said  rely  on  their  exertions  to  support  a cause  which  has 
•become oiatienal  and  therefore  common  to  all. 

•Comradesf!  t see  with  pleasure  your  entluisiasnn.  I view 
with  satisfaction  your  high  discipline,  and  with  the  other  esti- 
mable qualities  which  distinguish  you,  I can  easily  foresee  the 
result  of  a campaign,  in  w-hieh  your  valor  will  bring  the  rebels 
to  irepeinaiice,  who  have  thought  the  time  had  arrived  to 
•ealize  their  pldiis  as  premature  as  they  are  injurious  to  the 
xepublic. 

Sahliers!  A ftcr  fatigue  -comes  repose,  we  shall  obtain  it  co- 
tvered  with  glory,  this  will  be  the  inevitable  result  of  your  valor. 

MARTIN  PERFECTO.de  COS. 

£elar,  October  13,  1835. 

Latest  from  Texas. 

Tr,om  (he  New  Orleans  Bulletin  of  November  10. 

We  are  indebted  to  a friend,  arrived  last  evening  from  Na- 
cogdoches, for  the  latest  information  from  Texas.  He  informs 
IIS  that  general  Houston  left  San  Felippe  about  the  22d  ult. 
with  a con.-.i<ierable  reinforcement  of  troops,  to  join  the  com- 
•iiiander-in-chief,  Austin,  near  San  Antonio.  Our  informant 
also  slates  that  he  met  a company  of  eighty  men  from  the 
neighborhood  (if  Nacogdoches;  another  of  33,  and  another  of 
■25,  from  the  same  aetllemenl;  and  the  company  of  about  60 
wliich  went  from  this  place,  who  were  to  be  joined  at  Nacog- 
•iloclies  by  an  additional  corps— all  of  whom  were  in  high  ht  alili 
:and  spirits,  and  marching  on  to  San  Antonio.  Alim?  cavalry 
•coirrpairy  «fl6  men,  from  the  neighborhood  of  Natchez,  were  also 
met  on  the  way.  On  the  25th  ult.  a letter  was  received  from 
l.abadie,  stating  that  a lieutenant  had  captured  a Mexican 
/rom  whom  be  learned  thal  there  was  a reiuforcement  of  Mexi- 


cans, of  abmii  400,  coming  on  to  join  general  Cos,  whose  army 
con.^isted  in  all  of  about  1,700  men. 

The  balance  of  our  informotioii  is  appended. 

Circular — to  the  jiuhlic. 

We  have  just  received  by  the  bands  of  Dr.  Hoxey,  a letter 
dated  lOlli,  (roin  bead  quarters,  staling  llial  a vigorous  defence 
may  be  expected  Ironi  the  enemy,  an  extract  of  which  we  send 
on  for  your  information. 

To  the  council  of  safety,  4'c. 

The  army  will  take  up  the  line  of  march  to-morrow  morning 
for  tlie  Salado,  which  is  five  miles  oil  Bajar — there  it  will  lake 
up  a secure  position,  to  await  further  reinforcements.  It  is 
now  fully  ascertained  that  the  citizens  are  well  affected  to  our 
cause.  Since  the  taking  of  La  Bahia,  the  enemy  has  been 
busily  engaged  in  fortifying  San  Antonio,  by  barricading  the 
streets,  and  planting  cannon  on  the  lop  of  the  church,  cutting 
down  trees,  and  in  every  way  exerting  themselves  to  make  a 
vigorous  defence.  The  army  is  in  high  spirits,  and  eager  to 
advance;  but  at  the  same  lime  not  disposed  to  act  precipitately. 

S.  F.  AUSTIN,  commander-in-chief. 

W.  D.  C.  Hall,  adjt.  and  inspector  gen. 

Tlie  council  sends  this  out  for  your  information,  hoping  you 
will  lose  no  time  in  affording  to  our  friends  the  reinforcement 
so  earnestly  solicited,  with  all  possible  speed.  Dr.  Hoxey  says 
general  Austin  attempted  a coiiimunicaiion  to  gen.  Cos,  and 
received  for  reply  that  he  could  only  view  us  or  treat  us  as  re- 
bels. 

R.  ROYALL,  president, 

JOS.  BRYAN, 

DANIEL  PARKER, 

LORENZO  DE  ZAVALA. 

S.  Houston,  secretary. 

POSTSCRIPT. 

A letter  just  received  from  general  Austin,  dated  the  20lh 
instant,  inforrtis  us  that  a division  of  the  army  had  advanced 
and  taken  up  a position  at  Salado,  within  five  miles  of  Sail  An- 
tonio, ill  doing  which  they  had  come  in  contact  with  the  ad- 
vanced guard  of  the  enemy,  who  still  coiiiiiiued  in  sight,  on  the 
hill  between  our  troops  and  Sail  Antonio;  general  Austin  con- 
tinues to  urge  reinforcements  to  hasten  as  fast  as  possible. 

San  Felippe  De  Austin,  Oct,  24. 
Dear  sir:  Knowing  that  your  paper  has  a very  extensive 
eirciilaiioii  in  the  United  Stales,  and  believing  that  many  of 
your  readers  feel  a deep  interest  in  the  affairs  of  Texas  at  this 
time,  I take  the  liberty  of  enclosing  for  your  publication,  a cir- 
cular, containing  extracts  of  a letter  from  general  Austin,  from 
wliicli  you  will  learn  that  we  will  have  something  to  do  in  re- 
ducing San  Antonio.  The  forces  of  the  (iieiiiy  and  that  of  the 
volunteers  are  about  equal  in  number.  General  Austin  des- 
patched a communication  to  general  De  Cos,  by  a Mexican, 
stating  that  lie  was  supporting  Hie  principles  of  the  coiisliliition 
of  1824,  and  inquiring  liow  our  flag  would  be  received.  His  re- 
ply was,  ‘‘disband  your  forces,  return  home  peaceably,  and 
then  perhaps  I will  listen  to  your  petitions,  at  present  I can 
only  regard  you  as  rebels  and  traitors.”  We  will  leach  him 
that  we  have  rights  independent  of  a dictator  or  military  power, 
and  that  his  haughty  reply  cannot  influence  Americans  to  com- 
promise their  rights.  Yours,  &c.  JOSEPH  BRYAN. 

iJl^Parlies  of  volunteers,  (210  from  New  York*)  for  the  aid 
of  the  Texians,  are  moving  towards  the  scene  of  action,  from 
many  places  in  the  United  Stales.  There  will,  probably,  be 
some  hard  duly,  much  suflfering  and  not  a little  fighting,  before 
all  is  over. 

The  Boston  papers  contain  a letter  signed  B.  Ilammatt  Nor- 
ton, of  which  the  following  is  part.  It  will  be  seen  tliut  the  peo- 
ple of  Boston  are  minded  to  let  the  Texians  fight  their  own  bat- 
tles: 

To  the  editor  of  the  Courier: 

Having  exerted  myself  to  the  utmost,  in  the  city  of  Boston, 
to  obtain  some  assistance  for  my  friends  and  fellow  country- 
men in  Texas,  (who  I believe  are  engaged  in  a war  as  patriotic 
and  justifiable  as  that  in  which  our  forefathers  were  success- 
ful), and  having  failed  in  the  attempt  to  enlist  the  liberal  feel- 
ings of  its  citizens,  it  will,  in  my  opinion,  be  useless  to  hold  the 
adjourned  meeting,  called  at  Faneuil  Hall, on  Tuesday  evening 
next.  1 ilierefore  hope  the  chairman  will  take  no  farther  steps 
to  effect  it. 

The  amount  collected  is  in  the  hands  of  the  secretary,  and 
will  be  paid  over  to  those  who  have  subscribed,  after  defraying 
the  necessary  expenses  of  the  meeting. 

Extract  from  a letter  just  received  in  this  city,  dated  Vera  Cruz, 
Nov.  6 1835. 

“Tfiis  country  is  in  a bad  skoation.  They  have  shut  the  port 
(of  Vera  Cruz)  and  allowed  no  vessels  to  leave  for  several  days 
past.  They  have  been  embarking  aiiiinunilion  to  Texas.  They 
are  (I  am  told)  collecting  troops  in  the  interior  likewise  lor 
Texas,  ami,  if  they  send  them,  this  part  of  the  country  will  be 
worse  off  if  possible,  than  it  has  been  since  they  revolted  from 
Spain.  The  North  Americans  are  very  inucli  di>liked,  espe- 
cially since  Texas  lias  taken  the  steps  which  she  has.  I have 
had  some  opportunity  of  knowing  the  character  of  this  people, 
luiving  been  among  them  much;  at  one  lime  I reiiuiiiied  among 
them  eight  moiilhs.”  Nut.  Intel. 

*Ii  is  said  that  about  100  of  these  “backed  out,”  before  the 
vessel  sailed. 
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“BRETHREN  OF  PRINCIPLE.” 

In  early  life,  more  llian  twenty-eight  years  ago,  we  were 
a prominent  member  of  the  Tammany  society,  at  Balti- 
more— or  an  association  of  more  than  five  hundred  per- 
sons, to  take  care  of  the  “democracy”  of  Maryland — 
with  two  or  three  brandies.  For  some  time,  all  things 
proceeded  smoothly.  The  society  was  “united  in  prin- 
ciple,” and,  by  ^^combitiations,’’  produced  wonders  at  the 
polls!  But  pretty  soon  political  demagogues,  and  per- 
sons thirsting  for  the  loaves  and  fishes,  mercenary  and 
selfish  slaves,  desirous  of  feeding  at  the  public  crib,  came 
amongst  us,  and  forced  very  many  of  us  to  retire,  or 
be  used  as  a cloak  for  designing  men;  and  so  it  was, 
that  all  the  flags  and  other  appurtenances  of  the  society 
soon  passed  into  oblivion — the  society  itself  suffering  a 
swift  destruction;  even  the  cap  oj  liberty  and  the  toma- 
hawk, that  we  had  so  often  used  as  “segamore,”  disap- 
pearing, and  to  be  “seen  of  men  no  more!”  It  was  kill- 
ed by  an  abuse  of  its  power,  and  “died  the  death  of  the 
wicked,”  unregretted.  Knowing  the  elements  of  the  so- 
ciety at  New  York,  (the  only  one  now  in  existence),  we 
have  long  expected  t,l,ie  dissolution  of  the  “order,”  at  that 
place:  but  it  is  the  very  focus  of  officeholders  and  office- 
hunters,  and  so  far  has  “stuck  together”  past  our  compre- 
hension— being  managed  by  persons  whose  '•‘•principle 
is  their  interest,^’’  as  a bawling  politician  of  Pennsylvania 
once  said;  but  its  fate  is  sealed,  and  it  will  become  as  a 
bye-word  and  a reproach,  like  all  other  packed  caucusses, 
conventions,  &c. — for  it  is  impossible  that  the  people  can 
lend  themselves,  and  give  the  force  of  their  “combina- 
tions,” for  the  support  of  the  mercenary  creatures — the 
lean,  lank  and  filthy  officehunters,  seeking  the  very  ofials 
of  “the  kitchen.  ” 

The  disgusting  events  that  lately  happened  in  New 
York,  and  the  fate  of  the  society,  is  thus  described  in  the 
^e-u)  York  Evening  Post — whose  editor,  a few  days  since, 
most  probably,  directed  its  movements! 

From  the  New  York  Evening  Post. 

The  dynasty  of  the  Tammany  society  and  its  origin.  “Hones- 
ty is  tlie  best  policy,”  as  well  in  politics  as  in  morals,  in  public 
as  well  as  in  private  life.  Political  events  in  this  city,  especial- 
ly for  some  years  past,  have  clearly  proven  that  this  lime-estab- 
lished maxim  is  as  directly  at  variance  with  the  “usages”  of  the 
“oldest  and  wisest  of  the  party,”  as  it  can  be  from  double  deal- 
ing of  any  kind.  The  proverb  must  be  false,  and  we  must  be 
greatly  in  error  in  our  calculations,  if  at  no  very  distant  date 
the  “oldest  and  wisest”  are  not  despised  as  the  most  contempti- 
ble, pernicious  body  of  Solomons  that  ever  existed,  if  they  are 
not  hated  by  the  people  for  a political  course  of  infamous  hypo- 
crisy, selfish  treachery  and  corruption,  which  true  wisdom 
would  have  shunned,  and  honest  patriotism  would  have  scorn- 
ed. A course  which  the  meaner  qualities  of  the  mind,  cunning 
selfishness,  and  tlie  imbecility  of  expediency,  could  only  Jiave 
sanctioned. 

These  political  charlatans,  “the  oldest  and  wisest”  of  the 
party,  comprehend  those  who  are  the  ruling  dynasty  of  the 
Tammany  society,  it  is  time  that  the  people  should  know  that 
if  there  are  honest  men  in  that  society,  yet  most  of  the  dicta- 
tion, corruption,  intrigue  and  mismanagement  in  the  democra- 
tic parly,  has  originated  from  bad  politicians  who  are  members 
of  that  society.  The  whole  union  does  not  contain  any  man 
more  opposed  to  equal  rights  and  equal  laws— more  in  favor  of 
charters  and  special  legislation,  than  the  ruling  dynasty  of  the 
Tammauy  society. 

This  society  influences  the  committees,  directs  the  officehold- 
ers, and  rules  the  destinies  of  the  party.  It  presses  on  the  de- 
mocracy like  an  oppressive  incubus,  crushing  and  restraining 
the  free  and  glorious  circulation  of  independent  sentiment  and 
democratic  principles.  The  corrupt  adherents  will  not,  and  the 
timid  portion  of  the  parly  dare  not,  murmur  against  that  politi- 
cal organization. 

Many  men  of  broken  fortunes  have  joined  this  society  and 
obtained  office.  Most  of  the  officeholders  in  the  city  and  stale 
belong  to  this  iioliiical  machine  which  rules  the  parly.  During 
the  election  the  sachems  forbid  the  use  of  any  part  of  Tammany 
Hall  to  the  anti-monopolists,  though  some  of  them  are  stock- 
holders of  that  building.  The  emissaries  of  that  society,  for  an 
electioneering  purpose,  spread  a report  of  the  death  of  an  ob- 
noxious editor,  and  on  the  evening  of  the  same  day,  he  was 
formally  excommunicated  by  the  young  men’s  cominittee,  and 
the  sheriff  with  his  staff,  and  the  other  official  incumbents,  ma- 
Uislrales,  sachems,  &c.  were  arranged  in  the  high  jdace  of  the 
big  room  to  overawe  the  people  as  sovereigns  over  them.  Are 
these  men  democrats.^*  Did  they  feel  themselves  above  the  so- 
vereignly of  the  people? 

The  independence  of  one  able  editor  has  been  a grievous  of- 
fence to  a dynasty  that  has  nrade  whole  committees,  as  well  as 
individuals,  obey  its  dictation,  immolating  the  manly  impulses 
of  human  nature  on  the  shrine  of  expediency.  Liberty  cannot 
iMrospeij  or  be  safe,  while  any  such  combinations  or  societies  1 


exist.  That  stuff— the  bombast  about  seasons  of  buds,  flowers, 
fruits,  storms  and  snows,  is  only  a guise  under  which  to  carry 
on  political  intrigue  and  management.  At  all  events,  the  jour- 
nalist who  degrades  his  columns  by  the  insertion  of  such  absurd 
matter,  should  be  paid  at  least  double  price  for  printing  phrases 
opposed  to  the  genius  and  language  of  civilization;  a mere  pue- 
rile affectation  of  savage  life,  as  all  the  itumpery  of  grand  sa- 
chems, sagamore,  &c.  of  the  Tammany  society,  certainly  is. 
The  grand  sachemships  and  the  members  of  the  society  are 
much  better  qualified  for  stock-jobbing,  officeseeking,  deceiving 
the  people  and  inducing  vicious  legislation , than  for  the  pursuit 
of  an  Indian  warrior.  Pretty  fellows  for  the  backwoods!  They 
are  only  Americans  in  name,  except  from  the  manly  sentiments 
and  just  principles  of  the  patriots  of  the  interior,  and  to  whom 
they  are  as  strange  as  any  foreigners  speaking  the  same  lan- 
guage. 

BHITISH  INTERFERENCE. 

From  the  New  England  Spectator. 

Letter  from  the  secretary  of  the  British  and  Foreign  Anti-slave- 
ry society  to  George  Thompson. 

My  dear  Thompson:  All  I can  do  at  the  present  moment  is 
to  write  you  a hasty  letter,  in  answer  to  those  you  have  lately 
written  me,  and  for  which  I am  much  obliged. 

We  have  been  much  engaged,  during  several  past  months,  in 
ascertaining  the  true  state  of  the  apprentices  m the  West  In- 
dies. There  can  be  no  doubt  that  their  condition  is  deplorable, 
nay,  worse,  in  many  respects,  than  it  was  when  they  were  call- 
ed slaves.  The  pamphlets,  &c^  which  accompany  this,  will 
give  you  a tolerably  correct  account  of  the  whole  matter.  Im- 
mediate emancipation  is  the  only  doctrine  that  will  stand  the 
test  of  experiment.  We  have  proved  it,  and  can  therefore 
speak  with  certainty  upon  the  subject. 

At  the  opening  of  the  next  session,  Mr.  Buxton  will  move  for 
the  abolition  of  the  apprenticeship,  and  I trust,  will  be  backed 
by  the  people  generally,  in  order  that  they  may  get  rid  of  the 
abomination. 

The  disgraceful  scenes  which  have  recently  taken  place  in 
the  United  States,  must  lead  the  northern  stales  to  inquire  what 
is  their  duty  under  present  circumstances.  Surely,  the  public 
indignation  will  be  excited,  and  steps  will  be  taken  to  express 
it. 

Dr.  Cox  will  be  taken  to  account,  on  his  return  to  this  coun- 
try, for  his  dastardly  conduct  in  the  United  Slates.  He  will  not 
of  course  be  allowed  to  remain  on  our  committee.  I am  sorry 
that  I cannot  pursue  this  letter  farther.  I have  on  my  right 
hand  a gentleman  just  arrived  from  Cuba,  who  gives  a horrible 
account  of  the  slave  trade  there;  and  on  my  left,  a Mr.  Knill, 
from  New  York,  who  is  detailing  the  state  of  things  with  you. 

Praying  that  you  may  be  divinely  protected  and  directed,  I 
remain,  my  dear  friend,  yours  very  truly, 

JOHN  SCROBLE. 

London,  October  1,  1835. 

It  is  doubtful  whether  in  the  universal  liistory  of  mankind, 
there  is  to  be  found  a more  offensive  and  contemptible  piece  of 
impertinence  than  the  intermeddling  of  the  British  and  Foreign 
Anti-slavery  society,  in  the  affairs  of  this  country.  It  is  a great 
pity  that  the  old  women  of  both  sexes,  who  compose  that  insti- 
tution are  not  provided  with  some  employment,  were  it  nothing 
more  useful  than  sticking  pins  into  papers,  or  reeling  skeins  of 
cotton,  which  might  serve  to  keep  them  from  “pottering”  with 
matters  that  are  none  of  their  business.  At  all  events  they  might 
exhaust  their  fussy  energies  upon  the  helots  of  their  own  coun- 
try; it  will  be  time  enough  for  them  to  cross  the  Atlantic  with 
their  sympathies,  when  there  are  no  more  gin-palaces  in  Lon- 
don; when  the  work  houses  throughout  England  are  cleared  of 
their  crowded  pauper  inmates — and  when  starvation  with  mad- 
ness, rapine  and  murder  in  its  train,  no  longer  stalks  in  terror 
among  the  peasantry  of  Ireland.  We  do  not  mention  these 
things  in  reproach  of  England;  far  from  it:  our  purpose  is  but  to 
show  that  if  the  anti-slavery  society  is  tormented  by  the  goad- 
inge  of  its  charity,  there  is  a field  in  which  it  may  labor  to  more 
profit  than  is  likely  to  attend  its  opeiations  here.  We  would 
remind  it  of  the  adage — although  with  an  application  somewhat 
more  extensive  in  its  ordinary  use — that  “charity  begins  at 
home.” 

Whether  Dr.  Cox  w'ill  be  permitted,  or  will  desire  to  remain 
upon  the  committee,  we  cannot  pretend  to  say;  but  we  must 
take  leave  to  mention  that  Mr.  John  Scroble  would  have  shown 
his  charity,  if  not  his  prudence,  to  rather  more  advantage,  by 
reserving  his  opinions  of  that  reverend  gentleman’s  conduct 
until  he  had  some  better  information  on  which  to  form  them, 
than  the  statements  of  his  “dear  Thompson.”  Dr.  Cox  arrived 
in  this  country  filled  with  erroneous  notions,  and  honestly  be- 
lieving that  the  object  of  his  mission  was  noble  and  exalted  and 
worthy  of  his  sacred  calling.  But  he  was  a man  of  sense  and 
pure  intentions.  He  found  that  he  had  been  deceived;  that  he 
could  not  do  what  was  required  of  him  without  wounding  his 
own  conscience,  and  working  even  greater  evils  than  he  came 
to  cure;  he  found  loo  that  the  man  with  whom  he  was  associ- 
ated in  the  work,  was  a swindler  and  a hypocrite* — one  with 

*A  letter  has  recently  been  received  in  this  city  from  a highly 
respectable  clergyman  now  in  England,  in  which  he  says  that 
the  proof  of  Thompson’s  delinquencies  is  ample  and  unshaka- 
ble: and  that  those  delinquencies  were  committed  after  he  had  • 
made  profession  of  religion,  and  was  regularly  authorised  as  a 
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whom  he  could  hold  no  fellowship  without  degradation;  and  he 
obeyed  the  dictates  of  bis  conscience  by  refusing  to  join  in  the 
war  of  intemperate  abuse,  and  falsehood,  and  unchristian  slan- 
der with  which  that  associate  began  his  unhallowed  task. 

He  saw  the  truth;  and  he  has  gone  back  to  them  who  sent 
him  here,  to  let  them  also  see  the  truth,  if  they  will  not  close 
their  eyes  against  it.  He  carries  w'ith  him  the  proofs  of  his  as- 
sociate’s iniquity;  if  after  these  are  shown,  the  niisrepresenta- 
lions  of  that  bold  bad  man  are  to  be  leceived'  in  preference  to 
his  testimony — if  Dr.  Cox,  on  the  dcHunciation  of  George  Thomp- 
son, is  to  be  dismissed  from  the  committee,  he  will  have  reason 
to  rejoice  that  his  connexion  with  such  an  institution  is  closed; 
his  conscience  will  approve  and  good  men  will  sustain  him. 
And  should  there  be  no  church  for  him  in  England,  he  will  find 
one  here,  and  many  who  will  rejoice  to  compensate  him  for  all 
that  he  may  have  lost  by  anti-slavery  persecution. 

[The  British  people  have  been  paying  about  £2,500,000  ster- 
ling, or  12,000,000  dollars,  in  the  shape  ol  extra  duties  on  sugar, 
for  the  prolertion  of  slavery  in  the  West  Indies,  and  the  pros- 
tration of  ftce  labor  in  the  East  Indies,  and  still,  we  suppose, 
pay  the  same  sum  for  the*  sake  of  the  “apprentice  system;” 
whieh  is  more,  much  mote,  than  all  the  tithes,  (which  O'Con- 
nell talks  so  much  about),  as  being  paid  by  the  people  of  Ire- 
land, though  howling  against  slavery  in  the  United  States — and 
wishing  to  do  all  that  Thompson  attempted,  though  his  heart 
would  fail  him,  (as  Thompson's  did),  were  he  to  visit  the  land 
that  he  would  charitably  Ae\a«e  with  “blood  and  slaughter.” 
The  extra  duty  has  existed  many  years — and  we  have  not  heard 
that  it  has  been  repealed.] 

THE  WEST  INDIES. 

Late  accounts  give  us  the  following  as  the  state  of  the  “ap- 
prentice system,”  in  the  British  West  India  islands: 

At  Barbadoes,  the  apprenticeship  system  works  as  badly  as 
elsewhere.  The  negroes  partially  liberated  are  lazy  and  inso- 
lent. 

At  St.  Christopher’s  Mr.  Cable,  the  negro  editor  of  a newspa- 
per, has  been  imprisoned  for  contempt  of  court. 

At  Dominica,  much  excitement  existed  in  consequence  of 
the  false  statement  made  by  a Mr.  Stephens  before  the  anti- 
slavery society  at  London,  of  cruelty  towards  an  apprentice, 
which  statement  was  predicated  on  misrepresentations  sent  to 
him  by  a Mister  Eadblie,  a colored  gentleman,  member  of  the 
assembly. 

At  St.  Vincent,  the  apprentices  behaved  well.  Out  of  9,000 
laborers,  only  859  had  been  brought  up  for  correction. 

The  apprentices  worked  well— the  governor  having  left  their 
direction  to  the  stipendiary  magistrates. 

At  Demarara  there  had  been  much  trouble.  A Mr.  Van  Der- 
pant  had  been  imprisoned  by  a Stype,  for  ejecting  insolent  ap- 
prentices from  his  house  who  had  struck  him. 

The  Jamaica  Chronicle  says,  not  a vessel  scarcely  arrives 
without  a fresh  importation  of  preachers,  Psalm  books  and 
Bibles,  and  yet  every  day  the  negroe.'^  are  becoming  more  licen- 
tious and  corrupt.  Singing  psalms  at  the  chapels  is  made  an 
excuse  and  cloak  by  the  apprentices  lor  laziness.  They  do  not 
many  of  them  work  over  two  hours  a day.  The  streets  of 
Kingston,  once  famed  for  their  orderly  quiet,  are  now  the  scenes 
of  drunken  debauchery,  negro  drumming  and  dancing — much 
of  It  under  the  mask  of  preaching  and  singing  at  the  evening 
conventicles.  “Jamaica,”  says  the  editor,  “soon  promises  to 
become  as  pestiferous  a sink  of  vice  and  corruption  as  the  most 
libertine  enthusiast  can  desire.” 

Q(j?--The  duties  payable  on  sugar  imported  into  Great  Britain, 
by  the  revised  tariflf  of  1828,  were  as  follows: 

Of  the  produce  or  manufacture  of  any  country  within  the  limits 
of  the  East  India  company’s  charter,  the  cwt,  £1  17  0 

Of  any  British  possession  in  America,  17  0 

Of  any  other  place,  3 3 0 

THE  LABORING  CLASSES  IN  EUROPE. 

From  the  Connecticut  Observer, 

The  North  American  Review  for  October,  commences  a dis- 
cussion of  this  subject,  which,  if  the  conclusion  equals  the 
present  portion,  ought  to  be  circulated  by  thousands,  as  a tract, 
throughout  the  land.  We  have  just  been  looking  it  over — and 
the  feeling  which  crowds  on  the  mind  would  embody  itself,  as 
regards  our  own  country,  in  the  laimuage  of  the  Psalmist,  “He 
hath  not  dealt  so  with  any  nation!”  A better  service,  in  the 
present  state  of  things,  could  not  well  be  rendered  by  the  pas- 
tors in  our  churches,  than  on  the  coming  anniversary  of  thanks- 
giving, to  contrast  the  blessings  enjoyed  by  the  common  people 
in  the  United  States,  with  those  enjoyed  by  the  laboring  classes 
of  Europe.  The  gratitude  of  our  countrymen  is  cold — nay, 
they  are  too  often  disposed  to  complain  and  be  discontented — 
when,  if  tliey  knew  the  peculiar  favors  they  receive  from 
heaven,  the  voice  of  complaining  would  give  place  to  the  song 
of  praise.  We  trifle  with  our  privileges,  because  we  do  not 
know  their  comparative  value;  and  are  discontented  with  our 
lot,  because  we  know  not  how  much  more  enviable  it  is  than 
that  of  moat  others.  'I'lie  Psalmist  did  not  think  it  an  improper 
mode  of  exciting  his  gratitude,  to  contrast  the  mercies  bestow- 
ed on  Jacob  with  those  bestowed  on  oth».‘r  lands.  “He  hath  not 
dealt  so  with  any  other  nation.” 

minister  of  the  gospel.  Since  his  excommunication,  he  has  tiot 
been  received  into  any  Christian  church  in  England. 

[N.  F.  Com. 


The  writer  of  the  interesting  article  to  which  we  have  just 
referred,  notices  the  condition  of  the  laboring  claeses  of  Europe, 
in  respect  “to  the  rate  of  wages,  the  burden  of  l.ixution,  the 
means  of  subsistence,  the  facilities  of  acquiiing  education  and 
the  share,  if  any,  which  these  classes  have  in  the  government.” 
The  facts,  in  regard  to  each  of  these  particulars,  ought  to  make 
those  hang  their  heads  with  shame,  who,  in  this  countiy,  talk 
of  the  oppression  of  the  laboring  classes  by  the  ricli,  and  of  the 
withholding  of  rights  from  the  common  people. 

In  Norway,  “the  ordinary  food  of  the  peasantry,  is  bread  and 
gruel,  both  prepared  of  oat  meal,  with  an  occasional  intermix- 
ture of  dried  fish.  Meal  is  a luxury  which  they  rarely  enjoy.” 
In  Sweden,  the  dress  of  the  peasantry  is  prescribed  by  law. 
“Their  food  consists  of  hard  bread,  dried  fish  and  gruel,  without 
meat.” 

In  Denmark,  “the  peasantry  are  still  held  in  bondage,  and 
are  bought  and  sold  together  with  the  land  on  which  they 
labor.” 

In  Russia,  “the  bondage  of  the  peasantry  is  even  more  com- 
plete than  it  is  in  Denmark.”  The  nobles  own  all  the  land  in 
the  empire,  and  the  peasantry  who  reside  upon  it  are  trans- 
ferred with  the  estate. 

“A  great  majority  have  only  cottages,  one  portion  of  which 
i.s  occupied  by  the  family  while  the  other  is  appropriated  to  do- 
mestic animals.  Few,  if  any,  have  beds — but  sleep  upon  bare 
boards,  or  upon  parts  of  the  immunse  Sfbves  by  which  their 
houses  are  warmed.  Their  food  consists  of  black  bread,  cab- 
bage, and  other  vegetables,  without  the  addition  of  butter.” 

In  Poland,  “the  nobles  are  the  proprietors  of  the  land,  and 
the  peasants  are  slaves.”  A recent  traveller  says,  “1  travelled 
in  every  direction,  and  never  saw  a wheaten  loaf  to  the  east- 
ward of  the  Rhine,  in  any  part  of  Northern  Germany,  Poland 
or  Denmark.  The  common  food  of  the  peasantry  of  Poland, 
“the  working  men,”  is  cabbage,  potatoes,  sometimes,  but  not 
generally,  peas,  black  bread  and  soup,  or  rather  gruel,  without 
the  addition  of  butter  or  meat.” 

In  Austria,  “the  nobles  are  the  proprietors  of  the  land,  and  the 
peasants  are  compelled  to  work  for  their  masters  during  every 
day  of  the  week  excepting  Sunday.  The  cultivators  of  the 
soil  are  in  a state  of  bondage.” 

“In  Hungary  their  stale  is,  if  possible,  still  worse.  The 
nobles  own  the  land,  do  no  work  and  pay  no  taxes.  The  la- 
boring classes  are  obliged  to  repair  all  the  highways  and  bridges, 
are  liable  at  any  lime  to  have  soldiers  quartered  upon  them, 
and  are  compelled  to  pay  one-tenth  of  the  produce  of  their 
labor  to  the  church,  and  one-ninth  to  the  lord  whose  land  they 
occupy.” 

Of  the  people  of  France,  “seven  and  a half  millions  donut 
eat  meat,  or  wheaten  bread.  They  live  upon  barley,  rye,  buck- 
wheat, chesnuts,  and  a few  potatoes.”  [We  saw  it  stated  the 
other  day,  that  some  workmen,  we  forget  in  what  part  of  New 
England,  had  a turn  out,  because  their  employers  would  not 
furnish  them  with  tea  and  coffee  at  dinner!] 

The  common  wages  of  a hired  laborer,  in  France,  is  $37  .50 
for  a man,  and  $18  75  for  a woman,  anunally.  “The  taxe* 
upon  the  land  are  equal  to  one-fifth  of  its  net  products.” 

In  1791,  there  were  700,000  houses  in  Ireland.  Of  these, 

1 13,000  were  occupied  by  paupers— and  more  than  500,000  had 
only  one  hearth.  The  average  wages  of  a laborer  is  from  nine 
and  a half  to  eleven  cents  a day. 

Among  the  laboring  classes  of  the  industrious  Scotch,  “meat, 
except  on  Sndays  is  rarely  used.” 

In  England,  the  price  of  labor  varies.  “The  Nottingham 
stocking-weavers,  as  stated  by  them  in  a public  address,  after 
working  from  fourteen  to  sixteen  hours  in  a day,  only  earned 
from  four  to  seven  shillings  a week,  and  were  obliged  to  sub- 
sist upon  bread  and  water,  or  potatoes  and  salt! 

— 

GOLD  MINING. 

The  following  is  published  in  the  newspapers  without  saying 
from  whence  derived. 

We  understand  that  the  gold  brought  into  the  mint  for  coin- 
age from  the  mines  of  our  southern  states,  during  the  year  end- 
itig  on  the  30th  September,  1835,  has  fallen  short  of  the  quanti- 
ty exhibited  by  the  official  returns  of  the  previous  year,  the  lat- 
ter amount  having  been  $743,000  and  former  $‘654,000,  shewing 
a difference  of  $89,000.  Up  to  the  year  ending  on  30th  Septem- 
ber, 1833,  the  quantity  had  progr«!»sively  increased  from  the 
period  of  the  first  working  of  the  mines  in  1824,  and  had  the 
same  ratio  of  increase  continued,  the  quantity  brought  for  coin- 
age during  the  last  year  would  have  been  a million  and  a quar- 
ter of  dollars.  The  falling  off  appears  to  have  taken  place  in 
North  Carolina  and  Virginia,  as  will  appear  from  the  following 
statement,  derived  from  an  authentic  8o:irce,  for  the  years  end- 
ing 30th  September,  1834  and  1835,  respectively,  omitting  frac- 
tions. 

From  North  Carolina  there  was  received. 


in  1834  $340,000 

in  1835  261,000 

Dimitiution  $79,000 

From  Georgia,  in  1834  $291,000 

in  1835  308,000 

Increase  $17,000 
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South  Carolina,  In  1834  ^32,000 

in  1835  49,000 

Increase  17, 000 

Virginia,  in  1834  <|80,000 

in  1835  36,000 


ciilly.  The  character  of  oiir  territory,  for  intelligence  and  pru- 
dence, must  suffer  greatly,  in  the  estimation  of  the  country. 
The  managers  of  our  affairs,  who  have  been  so  very  intollerant 
to  ail  who  differed  from  them,  and  who,  we  think,  were  quali- 
tied  to  give  them  instruction,  have  proved  themselves  very,  very 
unprofitable  servants. 


Diminution  , '$44,000 

This  diminution  of  quantity  is  ascribed  by  some  who  have 
paid  attention  to  the  sulijeci,  in  part,  to  the  exhaustion  of  what 
are  called  the  deposite  mines  and  the  delay  in  getting  vein  mines 
into  operation  with  proper  machinery;  in  part  to  the  overvalua- 
tion of  lands  supposed  to  contain  gold  by  their  present  owners, 
who  are  too  poor  to  work  them  themselves  and  reluse  to  sell 
them  at  a moderate  price  to  others  who  would  work  them;  and 
in  part  to  the  fact,  that  the  high  price  of  cotton  has  given  a 
greater  reward  to  labor  employed  on  the  surface  of  the  earth 
than  to  that  employed  in  looking  for  wealth  under  ground. 

We  think  it  probable  that  the  latter  cause  assigned  has  been 
the  most  powerful  in  its  operation,  and  we  have  not  a doubt, 
that,  if  an  account  current  were  opened,  exhibiting  on  the  debit 
aide  all  the  sums  expended  in  mining,  in  digging,  in  smelting 
mild  transporting  the  metal,  in  the  cost  of  land,  buildings  and 
implements,  as  well  as  the  value  of  all  the  time  tost  in  fruitless 
efforts  to  find  the  precious  object,  and  exhibiting  on  the  credit 
aide  the  value  of  all  the  gold  sold  and  coined,  the  mining  of  the 
four  states  would  in  the  aggregate  be  shewn  to  be  a less  profita- 
ble business  than  would  have  been  the  employment  of  the  same 
capital  and  labor  in  agriculture.  It  is  true  that  every  now  and 
then  a man  makes  a fortune  by  mining,  just  as  a man  sometimes 
draws  a high  prize  in  a lottery,  but  where  one  gains  a dozen 
lose,  and  of  gains  we  always  hear,  but  of  losses  seldom. 

The  following  table  exhibits  the  quantity  of  gold  brought  to 
•he  mint  in  the  succeeding  years,  ending  on  30ih  September, 
but  does  not  comprise  the  quantity  sold  for  the  purpose  of  being 
manufactured  without  being  coined. 


1824 

^5,000 

1831 

$520,000 

1825 

17,000 

1832 

678,000 

1826 

20,000 

1833 

868,000 

1827 

21,000 

1834 

743,000 

1828 

46,000 

1835 

654,000 

1829 

140,000 



1830 

446,000 

$4,178,000 

A gold  mine  of  incalculable  value  has  recently  been  discover- 
ed in  Habersham  county,  Georgia.  The  gold  is  said  to  be  large 
and  often  picked  up  by  the  hands  in  fifty  and  one  hundred  dol- 
lar pieces.  A few  hands  in  one  day  obtained  1,390  pennyweights. 
The  owners  of  the  lot  on  which  the  gold  is  found  are  A.  & J. 
McGhee  & Co. 

C^A  great  deal  of  gold  was  exported  in  ingots— the  chief  of 
the  mines  in  the  south  being  worked  on  foreign  account.  How 
the  case  is  now,  we  are  not  informed — but  as  gold  has  a higher 
mtandard  value  in  the  United  States  than,  as  we  believe,  in  any 
other  couniry,  and  as  most  of  its  value  is  expended  in  the  “get- 
ting” of  it,  it  is  highly  probable  that,  at  present,  it  finds  its  way 
chiefly  to  our  mint. 

MICHIGAN. 

It  has  been  already  staled  on  the  authority  of  Philadelphia 
and  Washington  papers,  that  the  legislature  of  Michigan  has 
made  choice  of  two  senators  in  congress.  This  intelligence  has 
nru  reached  us  in  the  Detroit  papers.  By  yesterday’s  mail,  how- 
ever, we  have  the  Detroit  Journal  of  the  3d  and  7ih  inst.  from 
which  it  appears  that  the  newly  elected  state  legislature  met  on 
the  2d,  and  that  the  governor  elect,  Mr.  Mason,  delivered  a 
speech.  The  Journal  expresses  the  opinion  that  the  said  legis- 
lature possesses  just  that  portion  of  power,  which  is  possessed 
by  a temperance  society.  This  paper  gives  no  account  of  the 
proceedings  of  the  legislature.  Tlie  Journal  of  the  7th  states 
that  the  president  had  decided  that  the  laws  establishing  the  ter- 
ritorial government  were  still  in  force,  and  that  it  is  his  duty  to 
iiiainiain  the  territorial  goveriimeni,  until  it  is  abrogated  by  the 
aaine  power  which  created  it.  Of  the  soundness  of  this  position 
we  conceive  there  can  be  no  doubt.  It  is  not  stated  in  what 
form  this  decision  was  communicated,  nor  are  we  informed  of 
the  proceedings  of  either  the  terriiorial  or  state  government 
thereon.  The  following  paragraph  furnishes  all  the  informa- 
tion afforded  by  the  Journal  of  the  7lh. 

The  state  of  Michigan  is  demolished.  We  were  well  assured 
before,  that  it  was  a fabric  without  a foundation — a castle  in 
the  air — with  all  the  batteries  of  law  and-  authority  pointed 
against  it,  and  ready  to  blow  it  into  pieces,  ft  is  demolished, 
and  the  chutelans  are  buried  under  the  fragments. 

Our  positions,  which  the  castle-in-ihe-air-parly  pronounced 
to  he  the  doctrines  of“knaves  and  fools,”  are  sustained  by  the 
decision  of  the  cabinet  and  the  president  of  the  United  Stales. 
It  is  declared,  that  the  laws  of  congress  establishing  the  territo- 
rial government  are  of  the  same  force  as  any  other  laws  of  con- 
gress, and  that  it  is  the  duty  of  the  president  of  the  United  States 
to  maintain  the  territorial  government  until  it  is  abrogated  by 
the  power  which  created  it;  and  that  any  attempt  to  establish 
another  government  within  the  said  territory  or  any  part  of  it, 
without  the  consent  of  congres.s,  will  be  unlawful. 

We  think  there  is  no  probability  of  the  admission  of  Michigan 
aa  a stale,  on  her  present  footing.  The  men  who  have  had  the 
management  of  the  affairs  of  Michigan,  have  led  us  into  diffi- 


DINNER  TO  MESSRS.  MANGUM  AND  LEIGH. 

We  copy  the  following  from  the  Petersburg  Intelligencer  of 
yesterday.  The  Boyriiown  Expositor,  from  which  the  notice  of 
the,  dinner  is  extracted,  did  not  reach  us:  {Richmond  Whig. 

“The  Whigs  of  Norihamploii,  North  Carolina,  gave  a dinner 
to  judge  Mangiim  and  B.  W.  Leigh,  esq.  on  the  6lh  inst.  No 
detailed  account  of  the  proceeding  has  been  received.  We 
learn,  however,  from  the  Boydtown  Expositor,  that  the  compa- 
ny amounted  to  about  800  persons,  and  that  every  thing  went 
off  in  the  happiest  style.  Col.  A.  Joyner  presided,  assisted  by 
seven  vice  presidents.  The  Expositor  says:  ‘The  toast  compli- 
mentary to  Mr.  Leigh  was  received  with  universal  applause. 
As  soon  as  the  cheering  had  subsided,  Mr.  L.  rose  and  spoke 
one  hour  and  a half,  in  his  peculiar  and  brilliant  style,  marked 
by  that  undaunted  independence  which  has  ever  signalized  his 
character.  The  speaker  was  often  interrupted  by  the  frequent 
cheering  of  his  delighted  audience.  After  several  other  regular 
toasts  were  drank,  the  one  in  honor  of  judge  Manguin  was 
read,  which  continued  to  receive  long  and  loud  applause.  We 
shall  not  attempt  to  give  even  a faint  detail  of  this  speech;  we 
will  only  remark,  that  in  our  humble  judgment,  it  far  exceeded 
any  effort  in  point  of  oratory  that  we  have  ever  before  listened 
to.  The  enthusiastic  cheering  which  frequently  rent  the  air, 
was  the  very  best  evidence  that  his  remarks  were  warmly  re- 
ceived. After  speaking  for  more  than  two  hours,  he  closed  by 
giving  a sentiment  complimentary  to  the  whig  county  of  North- 
ampton.’ ” 

A correspondent  of  the  Richmond  Whig  gives  some  further 
details  of  the  speeches  of  Messrs.  Leigh  and  Mangum.  “Mr. 
Leigh,”  says  our  correspondent,  “was  listened  to  with  deep 
attention,  and  drew  tears  from  many  of  his  hearers,  when  he 
alluded  to  the  perils  and  sacrifices  of  our  forefathers  in  achiev- 
ing the  blessings  which  we  now  enjoy.  He  depicted  in  glow- 
ing colors  the  vast  power  of  the  executive,  and  its  employment 
in  direct  interference  with  the  sacred  freedom  of  elections, 
touching  with  the  keenest  censure,  upon  the  servile  subser- 
viency of  the  collar  men.  He  spoke  of  judge  White  as  an  ho- 
nest, clear-headed  man,  whose  elevation  would  prove  like  oil 
upon  the  troubled  waters.”  From  our  correspondent’s  notes 
of  the  speech  of  Mr.  Mangum  we  extract  a few  passages:  ‘‘He 
spoke  ol  the  venerable  Macon  with  all  the  reverence  of  a duti- 
ful son:  he  deplored  the  uses  that  some  men  were  now  making 
oflhenameof  that  honest  man  for  the  vilest  purposes.  He 
slated  that  Mr.  Macon  had  not  read  a newspaper  for  the  last 
eight  years — that  he  was  surrounded  by  a set  of  political  despe- 
radoes, whose  object  was  to  ride  into  power  upon  the  influ- 
ence of  the  past  services  and  present  character  ol  that  once  vi- 
gorous minded  individual.  He  said  that  if  it  were  left  for  him 
to  name  the  next  president,  he  could  point  his  finger  to  the 
man.  [Here  the  judge  was  compelled  to  pause  by  the  deafen- 
ing cheers  with  which  the  audience  received  this  allusion  to 
Mr.  Leigh  ] But  he  said  that  he  should,  at  the  request  of  that 
individual,  drop  him;  and  his  next  choice  was  judge  White, 
who  possessed  all  the  honesty  of  purpose,  correctness  of  views 
and  clearness  of  comprehension  that  the  south  required.  He 
spoke  of  the  defeat  of  Mr.  Bell’s  election  as  certain,  and  said 
that  his  successor  had  been  already  selected  by  the  kitchen  ca- 
binet, and  with  sorrow  he  said  it,  their  choice  was  a Virgi- 
nian.” &c.  &c. 

HAREMAN  COUNTY,  TENNESSEE,  SEPT.  25,  1835. 

To  his  excellency  Hiram  G.  Runnels,  governor  of  the  slate  of 
Mississippi. 

Sir:  You  will  duly  appreciate  the  motives  and  feelings  which 
prompt  me  to  make  this  appeal  to  the  constituted  authorities  of 
the  state  of  Mississippi,  when  informed. that  I ant  the  aged  and 
distressed  father  of  John  Hulliitn,  who,  with  four  others,  fell  a 
victim  to  the  fury  of  a relentless  mob  at  Vicksburgh,  on  the  5th 
day  of  July  last,  and  I have  waited  with  patient  anxiety  to 
learn  that  the  ordinary  steps  had  been  taken  to  bring  the  cul- 
prits to  justice,  but  as  yet  I have  had  no  indication  that  any 
such  have  been  made,  either  by  the  executive,  judicial  or  minis- 
terial officers. 

I am  constrained,  therefore,  by  the  ties  of  parental  affection, 
and  a solemn  duty  which  1 owe  to  iny  country,  to  bring  the 
subject  directly  before  you,  and  through  you  and  the  public 
journals  to  ask  that  justice  as  a favor  which  the  laws  of  my 
country  entitle  me  to  demand  as  a matter  of  richt.  The  cir- 
cumstances of  this  unparalleled  outrage  have  been  so  exten- 
sively circulated  that  1 presume  you  are  in  possession  of  the 
most  prominent  facts,  enough  at  least  to  satisfy  you  and  the 
public  that  murders  have  been  committed,  and  that  murderers 
have  been  allowed  to  pass  with  impunity. 

In  ordinary  times  when  homicide  is  committed,  an  opportu- 
nity is  afforded  the  relatives  and  friends  of  the  deceased,  to 
visit  the  jurisdiction  of  the  offence  to  prosecute  the  criminals, 
hut  in  this  instance,  ! am  informed,  and  have  good  reason  to 
believe,  that  should  any  one  attempt  to  do  so  it  would  be  at  the 
hazard  of  his  life.  This  is  an  alarming  stale  of  society,  and 
which,  if  not  shortly  corrected  by  an  energetic  and  efficient  ad- 
I ministration  of  the  laws,  w'e  may  bid  adieu  to  liberty  and  jus- 
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lice,  the  wisdom  and  purity  of  our  boasted  institutions,  and 
all  those  constitutional  rights  and  privileges  which  are  the  pride 
and  glory  of  every  virtuous  American  citizen. 

1 should  consider  myself  a cold  and  unfeeling  father,  an  un- 
worthy member  of  society,  and  a faithless  professor  of  the  gos- 
pel of  peace,  if  1 omitted  to  present  this  humble  petition  for 
justice.  You,  sir,  as  governor  of  the  state  of  Mississippi,  are 
sworn  to  see  that  the  laws  are  faithfully  executed — you  are 
sworn  to  support  a constitutional  form  of  government  which 
declares  that  all  men  are  born  equally  free  and  independent — 
that  the  people  shall  be  secure  in  their  persons,  houses,  papers 
and  possessions  from  unreasonable  searches  and  seizures  with- 
out evidence  and  legal  process — that  the  right  of  trial  by  jury 
shall  remain  inviolate— that  courts  shall  be  open,  and  every 
man  for  an  injury  done  him,  in  his  lands,  goods,  person  or  re- 
putation, shall  have  remedy  by  due  course  of  law  without  sale, 
denial  or  delay,  and  that  no  freeman  shall  be  taken  or  imprison- 
ed, or  deprived  of  his  life,  or  properly,  but  by  the  judgment  of 
his  peers  or  the  law  of  the  land.  Yet  with  a total  disregard 
of  these  republican  declarations  and  the  solemn  oaths  and  ob- 
ligations to  support  them,  John  Ilullum,  a free  citizen  of  the 
United  States,  was  assailed  by  a mob  of  armed  men,  without 
warrant  of  law  or  the  charge  of  any  specific  offence!!  The 
door  of  the  house  in  which  he  was  tenanted  was  broken  down 
after  they  were  warned  of  the  consequences,  and  in  attempting 
to  defend  his  person  from  the  assaults  of  the  mob,  he  shot  and 
killed  Dr.  Bodley,  the  file  leader  of  the  gang,  which  he  had  a 
right  to  do,  and  what  any  other  man  similarly  situated  would 
have  done.  After  this  occurrence,  it  is  said  that  the  mobiles 
were  excited  to  a frenzy,  they  fired  into  the  room  and  John 
Hiillum  fell,  receiving  at  least  three  mortal  wounds.  In  this 
mangled  and  helpless  condition  he  was  brutally  dragged  to  a 
gallows  and  hung,  while  in  the  expiring  agonies  of  death. 

ft  was  alleged  he  was  a gambler — if  this  was  a fact,  it  was 
susceptible  of  proof,  and  he  was  amenable  to  the  laws;  and 
if  the  good  citizens  of  the  state  have  neglected  to  provide  an 
adequate  remedy  for  this  common  vice,  a heavy  weight  of  re- 
sponsibility rests  on  them.  It  is  a great  and  growing  evil,  and 
should  receive  the  pointed  reprobation  of  the  civilized  world; 
and,  to  arrest  it,  no  one  can  feel  a greater  solicitude  than  mj- 
self.  But  a greater  distinction  is  drawn  between  the  profes- 
sional and  the  occasional  gamester,  than  comports  with  my 
ideas  of  moral  philosophy.  The  thief  who  has  stolen  one- 
seventh  of  his  properly  has  a character  but  little  better,  if  any, 
than  he  who  has  pilfered  all  that  he  possesses.  So  with  the 
gambler;  one  act  of  gaming  is  as  much  an  evidence  of  evil  pro- 
pensity, as  one  theft  distinctly  marks  the  rogue.  The  man  who 
plays  for  money  once  a week  for  the  sake  of  unlawful  gain,  is  a 
gambler,  and  he  who  does  the  same  every  day,  is  but  a game- 
ster more  depraved:  they  are  nevertheless  both  gamblers  and 
should  have  the  same  place  assigned  them  in  society.  I make 
these  observations  with  no  other  view  than  to  place  the  sub- 
ject in  a proper  light,  and  that  all  those  who  are  guilty  of  the 
vice  of  gaming  may  be  stigmatised  agreeably  to  their  deserts. 
For  notwithstanding  the  apparent  shock  of  the  moral  sensi- 
bility Of  the  citizens  of  Mississippi,  there  is  no  part  of  the  United 
States  where  the  despicable  vice  is  so  generally  practised, 
among  the  officers  of  the  law  from  the  supreme  judge  down  to 
the  constable.  And  a species  of  gaming  without  doubt  more 
reprehensible  than  any  other,  (I  mean  turf  racing),  in  con- 
sequence of  the  specious  and  imposing  pretext  for  its  toleration, 
is  not  only  allowed  but  encouraged  in  the  whole  south,  as 
though  it  was  a domestic  virtue.  These  are  startling  truths, 
and  1 allude  to  them  not  to  palliate  the  offence,  but  to  show 
that  the  recent  crusade  at  Vicksburgh  was  not  so  much  the 
result  of  a deep  and  abiding  sense  of  justice  and  virtue,  as  it 
was  of  wicked  hearts,  had  passions,  personal  revenge  and  a 
reckless  spirit  of  insubordination  to  the  laws.  As  an  evidence, 
one  of  the  principal  actors  was  in  the  constant  habit  of  visiting 
Xaming  houses,  and  who  had  previously,  by  his  seductive  arts, 
contributed  perhaps  more  than  any  other  man,  to  lead  the  un- 
fortunate victim  of  his  personal  vengeance  into  those  sinks  of 
iniquity. 

Enclosed  are  the  names  of  16  persons*  who  were  engaged  in 
this  horrid  tragedy  and  the  names  of  nine  witnesses  of  the  fact, 
which  I humbly  trust  you  will  forward  without  delay  to  the 
attorney  general  or  other  officer  at  Vicksburgh  charged  with 
the  prosecution  of  the  defendants.  Respec.ifully, 

DUKE  VV.  IIULLUM. 

— 9 > 

JOHN  QUINCY  ADAMS. 

From  the  Bangor  (Maine)  iVhig,  Nov.  16. 

The  following  letter,  from  the  pen  of  the  hon.  John  Quincy 
Jidams,  addressed  to  Mr.  Southworth,  was  received  by  ns  seve- 
ral days  since;  but,  as  the  gentleman  to  whom  it  was  addressed 
was  daily  expected  in  town,  its  publication  has  been  omitted 
till  to-day: 

Quincy,  11  th  October,  183.5. 

S.  S.  Southworth,  editor  of  the  Bangor  Whig  and  Courier,  Ban- 
gor, Me. 

Sir;  I have  received  your  letters  of  the  4th  and  12th  inst. 
and,  with  the  latter,  the  Bangor  Courier  of  the  13th. 

In  your  letter  of  the  4lh,  you  gave  me  notice  that  you  should, 
on  the  then  ensuing  Tm  sday,  admit  to  the  columns  of  the  Ban- 
gor Whig  & Courier,  an  article  in  relation  to  me,  which  might 
do  me  political  injustice,  and  you  kindly  offered  me  the  co- 

*Names omitted  in  copy. 


lumns  of  your  press  to  reply.  For  this  notice,  and  this  offer,  I 
tender  you  my  thanks. 

In  the  Bangor  Courier  I find  two  articles,  headed  with  my 
name,  one  under  date  of  the  8lh,  and  one  of  the  12ih— both  of 
which  do  me  great  injustice — so  great,  indeed,  as  to  preclude 
the  propriety  of  a reply  from  me.  You  have  not  informed  me 
who  the  author  of  them  is;  nor  am  I desirous  to  know.  My 
conduct  is  open  to  the  comments,  and  my  motives  are  open  to 
the  surmises  of  all  observers  who  deem  them  of  sufficient  im- 
portance to  be  made  subjects  of  political  speculation;  but  I have 
never  thought  myself  bound  to  reply  to  assailants  whose  names 
and  motives  were  not  as  much  open  to  inspection  as  my  own. 

Your  letter  of  the  12th  refers  also  to  an  article  in  the  news- 
paper, under  the  head  of  “the  hon.  Tristam  Burges;”  in  refer- 
ence to  which  I have  to  observe,  first — That  my  letter  of  7th 
Sept,  last  to  Mr.  Pearce,  did  not  affirm,  as  it  first  appeared  in 
print,  “I  have  heard  Mr.  Burges  complain^’ — but  I have  heard 
Mr.  Burges  complains.  He  had  not  complained  to  me;  nor  did 
I affirm  that  he  had.  But  I had  heard  of  Mordecai — and  I had 
heard  the  result  of  the  senatorial  election  in  Rhode  Island. 
There  had  been  allusions  to  them  in  newspapers  that  I had 
seen;  though  certainly  not  in  the  minuteness  and  precision  of 
detail  for  which  your  article  in  the  Bangor  Courier  appeals  to 
the  testimony  of  Mr.  Burges  himself. 

Secondly.  The  party  charged  in  my  letter  of  7th  September 
to  Mr.  Pearce,  with  having  betrayed  Mr.  Burges  in  the  senato- 
rial election,  was  not  the  whig  party  of  Rhode  Island,  but  that 
portion  of  them,  “compounded  of  Hartford  convention  federal- 
ism, and  royal  arch  masonry.”  Among  the  whigs  of  Rhode  Is- 
land, there  were  many  warm  anti-masons— there  were  many 
pure  national  republicans,  who  had  never  bowed  the  knee  to 
the  baal  of  masonry  nor  truckled  to  the  secret  conclave  of 
Hartford.  None  of  these  betrayed  Mr.  Burges — nor  was  my 
charge  of  treachery  applied  to  them.  They  contributed  most 
essentially  to  the  recent  election  of  Mr.  Pearce  and  Mr. 
Sprague,  and  if  they  have  abandoned  the  whig  party  it  is  pre- 
cisely because  the  remnant  of  that  party  had  resolved  into' 
Hartford  convention  federalism  and  royal  arch  masonry,  and 
was  leading  them  to  a precipice. 

My  letter  to  Mr.  Pearce  named  no  individuals,  nor  was  there 
any  one  person  in  my  mind  to  whom  I meant  to  apply  the 
charge  of  treachery.  You  consider  the  individuals  alone  re- 
sponsible. I consider  it  as  characteristic  of  a party  having  no 
honest  common  principle  to  hold  them  together:  That  party 
not  being  the  whig  party,  but  the  compound  of  Hartford  con- 
vention federalism  and  royal  arch  masonry.  That  the  dissolu- 
tion of  the  whig  party  itself  will  follow  from  their  connexion 
with  it,  appears  to  me  probable.  They  have  lost  Rhode  Island 
— I trust  forever.  The  people  of  that  state  will,  I hope,  here- 
after be  kept  together  by  the  cement  of  a common  honest  prin- 
ciple. 

You  are  at  liberty  to  make  of  this  letter  what  use  you  think 
proper. 

I am,  with  acknowledgments  for  the  candor  of  your  proce- 
dure with  me  on  this  occasion,  sir,  your  obedient  servant, 

JOHN  QUINCY  ADAMS. 


THOMAS  H.  BENTON. 

Cincinnati,  November  12,  1835. 

To  hon.  Thomas  H.  Benton, 

Dear  sir:  The  undersigned,  citizens  of  Cincinnati,  in  behalf 
of  their  republican  brethren  of  this  place,  beg  leave  to  tender 
you  a PUBLIC  dinner,  at  such  time  as  may  suit  your  conveni- 
ence, in  honor  of  your  exalted  private  worth,  and  distinguished 
services  in  the  great  cause  of  democracy,  and  the  people’s 
rights. 

They  have  observed  with  unmixed  pride  and  gratification, 
the  independent  and  intrepid  stand  taken  by  you  in  the  most 
perilous  period,  as  we  conceive,  in  our  national  history,  since 
we  became  a free  people — and  with  a due  estimation  of  your 
toils  and  successful  exertions  in  the  senate  of  the  United  States, 
against  all  monopolies,  and  in  defence  of  the  constitutional  rinhts 
of  American  citizens,  wherever  and  by  whatsoever  means  they 
were  assailed.  We  beg  leave  to  pi  offer  to  you  the  homage  of 
our  sincere  regard,  and  lasting  gratitude,  and  confidently  che- 
rish the  hope,  that  you  may  find  it  convenient  to  gratify  your 
niimerniis  friends  by  an  acceptance  of  their  heartfelt  invitation. 

Very  respectfully,  your  obedient  servants. 


Robert  Punshon, 
John  C.  Avery, 
Joseph  Jonas, 

J.  S.  Armstrong, 
James  J.  Paran, 
E.  S.  Haines, 

J.  Strader, 

James  Johnson, 

J.  W.  Piatt, 

Wm.  Price, 
Roheit  T.  Lytle, 
Wm.  Burke, 
Moses  Dawson, 
Chas.  R.  Ramsay, 
J.  H Looker, 
Win.  I).  Jones, 


A.  W.  Patterson, 
William  Doty, 

M.  Brown, 

P.  McKay, 

T.  H.  Martin, 

J.  11.  Groesbeck, 
Amos  V\’illiainson, 
J.  Parry, 

J.  Undeiwood, 

P.  O.  Reilley, 
Rob’t  R.  Kennedy, 
Samuel  McHenry, 
William  Wiswell, 
Benjamin  Loder, 
W.  Parry, 

Wm.  M.  Walker. 


Cincinnati,  November  \3tk,  1835. 
Gentlemen:  I regret  that  it  is  not  in  my  power  to  accept 
your  most  kind  and  flattering  invitation.  It  would  be  a source 
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of  great  pride  and  gratification  to  me  to  be  able  to  meet  our  po- 
litical friends  in  the  way  you  propose;  but  circumstances  re- 
quire me  to  proceed  upon  my  journey,  and  to  postpone  to  some 
future  time  the  pleasure  I should  enjoy  from  a general  meeting 
with  the  democracy  of  this  beautiful  and  flourishing  city. 

The  kind  and  indulgent  terms  in  which  you  speak  of  my  pub- 
lic services,  cannot  be  otherwise  than  grateful  to  me;  but  the 
great  work  in  which  we  have  been  engaged,  and  to  which  you 
allude,  is  not  3’et  accomplished,  and  much  remains  to  be  done, 
both  in  the  state  legislatures  and  in  the  congress  of  llie  United 
States,  before  those  who  oppose  “alf  monopolies,’^  and  who  ad- 
vocate ^^constitutional  rights  of  the  American  people,”  should 
intermit  their  exertions  or  repose  from  their  labors.  We  have 
got  the  upper  hand,  for  the  present,  of  one  great  monopoly;  but 
the  states  abound  with  other  monopolies  just  as  much  at  war 
with  the  rights  of  the  people  as  that  great  one  was,  and  each, 
in  its  sphere,  capable  of  inflicting  great  and  pervading  injuries 
upon  the  real  people  who  live  by  their  own,  and  not  by  other 
people’s  labor.  Chartered  companies,  with  exclusive  and  ex- 
traordinary privileges,  are  the  legislative  evil,  and  the  oppro- 
brium of  the  age  in  which  we  live.  On  no  point  have  the  pow- 
ers of  legisla.tive  bodies  been  so  strangely  misunderstood  as  on 
this;  on  no  one  has  so  much  error  and  delusion  prevailed;  on 
no  one  is  there  such  need  for  light  among  the  people,  and  for 
united,  faithful,  vigorous  and  persevering  exertions  on  the  part 
of  those  who  defend  their  rights.  The  judiciary  should  be  the 
guardian  of  the  people’s  rights  in  this  case  as  well  as  in  others; 
but  judiciaries  are  loo  often  ^‘the  slave  of  precedent,”  and  refuse 
to  do  right  because  ‘Hhe  precedents”  are  in  favor  of  wrong.  In 
this  cause  the  remedy  is  with  the  people,  and  their  redress  must 
be  found  in  an  independent  press,  in  their  own  votes  at  elec- 
tions, and  in  the  perfect  subordination  of  their  representatives 
to  their  will. 

In  thanking  you,  for  the  honor  which  you  have  done  me,  I 
take  the  opportunity  to  congratulate  you  upon  the  unprecedent- 
ed and  unexampled  prosperity  which  pervades  every  part  of  our 
country,  and  blesses  every  portion  of  our  community,  which  so 
signally  disappoints  all  the  vaticinations  of  woe  and  misery 
from  president  Jackson’s  administration,  and  which  among  a 
thousand  other  beneficial  effects,  is  rapidly  dispelling  the  cloud 
of  prejudice  which  was  lately  existing  against  military  chief- 
tains, and  is  putting  our  military  men  upon  an  equal  footing 
with  all  other  citizens  for  the  most  exalted  offices  of  the  coun- 
try. I have  the  honor  to  be,  gentlemen,  your  obedient  servant, 
THOMAS  H.  BENTON. 

Messrs.  Robert  Punshon,  &c.  &c. 


RAISING  OF  WOOL. 

The  raising  of  wool  is  fast  becoming  the  great  business  of  this 
part  of  the  country,  to  which  their  productive  meadows,  and 
their  fine  pasturage  on  the  hills,  seem  admirably  adapted. 
Walpole,  Westminster,  Claremont,  Wethersfield,  Orford  and 
Lime,  all  river  towns,  have  long  been  distinguished  for  their 
improved  stock,  their  admirable  management,  their  extensive 
flocks,  and  their  fine  wool.  I had  the  pleasure  of  visititrg  some 
establishments,  which,  as  somewhat  connected  with  a recent 
discussion  of  the  comparative  value  of  the  Saxony  breed  of 
sheep,  it  may  not  be  uninteresting  to  notice. 

Mr.  Wm.  Jennison,  of  Walpole,  N.  H.  has  a flock  of  370 
sheep  and  lambs.  Fifty-four  of  these  are  pure  Saxony  ewes,  of 
the  finest  wool;  the  others  are  mixed,  though  finer.  Of  this  54 
pure  Saxony  ewes,  4 proved  barren;  and  from  the  remaining 
fifty  he  raised  this  year  48  lambs.  Their  average  yield  of  wool 
this  year,  was  2 lbs.  3 oz.  His  whole  clip  of  wool  was  sold 
without  selection  for  one  dollar  per  pound,  and  his  Saxony 
lambs  always  bring  $15  per  head.  The  demand  is  greater  than 
he  can  supply.  He  considers  his  Saxony  sheep  as  good  nurses, 
and  says  he  has  none  which  disown  their  lambs.  He  has  his 
lambs  come  the  last  of  March;  considers  clover  hay  the  best 
feed  for  his  sheep,  and  feeds  his  ewes  freely  with  potatoes,  at 
the  rate  of  about  one  quart  per  day  to  each.  He  washes  his 
sheep  in  pure  w.ater;  first  dipping  them  in  water,  and  taking 
them  out  immediately,  and  after  they  have  stood  wet  about  half 
an  hour,  then  taking  them  again  into  running  water,  and  the 
wool  is  easily  and  thoroughly  cleansed.  The  construction  of 
his  mangers  is  excellent.  The  barn  is  placed  on  a .side  hill, 
and  the  sheep  are  kept  on  the  ground  in  the  lower  story,  which 
is  open  to  the  yard,  but  can  be  closed  in  case  of  necessity;  and 
is  divided  into  compartments,  for  fifty  in  each.  The  hay  is  put 
into  the  mangers  from  above. 

I visited,  likewise,  the  establishment  of  Mr.  Hodgkins,  in 
Walpole;  who  has  a flock  of  800  sheep.  From  200  Saxon  ewes, 
he  this  year  raised  183  lambs;  but  his  usual  calculation,  found- 
ed on  long  experience,  is,  that  225  sheep  may  be  expected  to 
raise  200  lambs.  His  yield  of  wool,  washed  and  put  up  in  the 
finest  manner,  averages  2 lbs.  4 oz. — last  year,  2 lbs.  7 oz.  and 
it  is  understood  that  the  whole  lot  was  purchased  at  one  dollar 
per  pound.  He  does  not  permit  his  sheep  to  receive  the  buck 
until  three  years  old,  and  think.s  it  profitable  to  keep  them  until 
8 years  old.  He  thinks  that  the  wintering  of  100  sheep  will  re- 
quire 12  tons  of  hay.  He  found  by  experience,  that  in  one  case 
100  large  old  ewes  eat  a ton  of  hay  in  10  days;  in  another  case, 
on(!  ton  of  hay  in  12days.  Yearling  sheep  will  re(|uire  not  more 
th-an  two-thirds  as  much.  He  salts  his  shettp  twice  a week,  and 
.allows  about  four  quarts  rrf  salt  to  1 00  sheep  at  a time.  His 
sticcess  speaks  for  itself.  The  condition  of  his  wool,  which  I 
had  the  pleasure  of  seeing,  could  not  be  improved. 


There  are  many  other  flocks  in  this  vicinity  of  considerable 
extent,  and  managed  in  an  admirable  manner.  Leonard  Jar- 
vis, esq.  of  Claremont,  N.  H.  has  a very  extensive  flock  of  from 
1,500  to  2,000  of  Saxony  and  full  blooded  merino.  This  gentle- 
man sold,  the  last  spring,  the  clip  of  several  years,  amounting 
to  18,000  lbs.  Mr.  Calvin  Benton,  a distinguished  wool  dealer, 
has  given  his  certificate,  in  which  he  says  that,  “I  consider  it 
the  finest,  softest  and  most  valuable  lot  of  American  wool  ihal 
I have  ever  packed,  without  any  exception.”  William  Jarvis, 
esq.  of  Wethersfield,  Vt.  on  the  opposite  side  of  the  river,  has 
likewise  a flock  of  about  800  fine  wooled  sheep,  which  I had 
the  pleasure  of  seeing  last  spring  in  the  finest  condition  possi- 
ble. Both  these  gentlemen  are  able  to  furnish  the  Saxon  and 
the  merino  sheep  of  the  best  quality,  and  entirely  unmixed. 
[H.  Colman.] 

THE  AURORA  BOREALIS. 

This  wonderful  phenomenon  was  again  witnessed  on  the 
evenings  of  the  17lh  and  18th  inst.  Its  appearance  this  season 
was  unusually  magnificent,  especially  on  the  first  evening. 
Streaks  of  light  ran  up,  as  from  a bed  of  fire,  in  parallel  lines 
to  the  zenith,  displaying  the  richest  tints  of  the  rainbow,  while 
the  whole  northern  horizon  was  illumined  by  a rich  crimson 
flush  as  if  the  world  itself  was  enveloped  in  conflagration.  The. 
phenomenon  was  witnessed  with  much  interest  in  Boston, 
New  York  and  other  places. 

The  New  York  Evening  Star  says — 

A most  extraordinary  phenomenon  in  the  heavens,  was  wit- 
nessed in  this  city,  on  Tuesday  evening  between  the  hours  of 
half  past  ten  and  eleven.  An  arc  of  unusual  brilliancy  and  of 
dazzling  pink  and  white  colors  blended,  extended  from  the 
north  west  to  the  north  east  part  of  the  horizon.  It  was  com- 
posed principally  of  radiating  bands  of  a pink  color,  proceeding 
from  the  portion  of  the  horizon  named,  and  terminating  in  a 
common  centre  like  the  handle  of  a fan,  a little  to  the  west  of 
the  seven  stars,  which  were  then  in  the  zenith  and  where  the 
pink  colors  were  most  brilliant.  Occasionally  a streak  of  white 
alternated  with  the  pink,  but  the  latter  was  predominant.  The 
stars  which  it  spread  over  were  of  an  extraordinary  brilliancy. 
People  were  immediately  reminded  of  the  arc  which  was  seen 
in  1827,  but  which  was  composed  not  of  radiating  bands  from 
the  polar  horizon,  but  of  a regular  succession  of  white  parallel 
lines  in  transverse  order,  like  the  steps  of  a staircase,  from  the 
point  of  the  horizon  where  they  commenced  to  that  where  they 
terminated.  Some  thought  also  of  the  remarkable  shower  of 
stars  which  was  seen  November  12tli,  1833,  and  which  profes- 
sor Olmstead,  of  New  Haven,  predicted  would  return  at  the 
same  period.  But  there  was  no  analogy  whatever  to  that, 
though  we  understand  many  extraordinary  meteors  were  seen 
a few  nights  since. 

In  short,  this  was  a phenomenon  never  before  seen  in  tbfe 
country.  The  convergance  of  broad  deep  colored  pink  bands 
from  the  north,  of  a color  resembling  that  which  appears  a few 
moments  before  sunrise,  struck  every  body  with  astonishment. 
The  white  streaks  shot  through  this  and  finally  the  phenome- 
non disappeared  in  faint  radii  of  while  tinge  similar  to  the 
common  appearance  of  aurora  borealis.  The  avalanches  in 
Switzerland  are  said  to  give  a pink  color  to  the  plants  that 
grow  near  them.  Do  the  icebergs  of  the  pole  produce  the  same 
effect  on  the  aurora.?  There  were  a few'  who  thought  it  the 
tail  of  the  comet  rapidly  approaching  the  earth,  and  about  to 
cause  the  same  consternation  it  did  at  its  last  appearancCj  76 
years  ago,  when  it  spead  over  the  entire  horizon. 

Ot^It  is  said  that  the  fireman  turned  out,  in  some  of  the 
northern  cities,  to  extinguish  the  aurora!  as  once  happened  in 
Baltimore — when  the  editor  of  the  Register  was  nearly  run 
over,  in  a vain  attempt,  (as  president  of  one  of  our  fire  compa:- 
nies),  to  stop  their  progress  with  the  apparatus. 

THE  RATTLESNAKE. 

A writer  in  Silliman’s  Scientific  Journal  gives  an  account  of 
an  interesting  experiment  made  upon  the  body  of  a large  rattle- 
snake, a few  years  since,  in  the  northern  part  of  the  state  of 
Ohio. 

The  experiment  which  we  are  about  to  relate  was  made 
about  thirty  years  ago  by  judge  Woodruff,  in  order  to  test  the 
accuracy  of  a prevailing  notion  among  the  people,  that  the 
leaves  of  the  white  ash  were  highly  offensive  to  the  rattlesnake, 
and  that  this  horrid  reptile  was  never  found  on  land  where  the 
white  ash  grows.  It  is  the  uniform  practice  among  the  hunters 
who  traverse  forests  in  the  summer,  to  stuff  their  boots  and 
shoes  and  pockets  with  white  ash  leaves,  for  the  purpose  of  se- 
curing themselves  against  the  bite  of  the  rattlesnake;  and  it  is 
said  that  no  person  was  ever  bitten  who  had  resorted  to  this 
precaution. 

The  accounts  given  by  judge  Woodruff  mention  that  he  was 
one  of  a small  party  who  went  to  the  Mahoning  river  for  the 
purpose  of  hunting  deer.  The  party  took  their  station  on  an 
elevated  spot  fifteen  or  twenty  yards  from  the  water’s  edge. 
Here  the  men  watched  for  their  wished  for  game  about  an  hour; 
but  instead  of  a harmless  and  beautiful  deer,  they  saw  a large 
rattlesnake  which  had  crawled  out  from  among  the  rocks  be- 
neath them,  and  was  slowly  making  his  way  across  a narrow, 
smooth  sand  beach  towards  the  river.  Upon  hearing  the 
voices  of  the  men,  the  snake  halted  and  lay  stretched  out  with 
his  head  near  the  water.  It  was  now  determined  to  try  the 
ash  leaves.  Accordingly  search  was  made,  and  a small  white 
ash  sappling,  eight  or  ten  feet  long,  was  procured,  and  with  a 
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view  to  make  the  experiment  more  satisfactory,  another  *ap- 
pling  of  siiger  maple  was  cut.  In  order  to  prevent  the  snake’s 
retreat  to  his  den,  the  judge  approached  him  in  the  rear,  and 
When  he  had  advanced  within  almost  eight  feet  of  him,  the 
snake  coiled  up  his  body,  elevated  his  head  several  inches, 
brandishing  his  tongue,  and  thus  signified  his  readiness  for  bat- 
tle. 

The  judge  then  presented  his  while  ash  wand,  placing  the 
leaves  upon  the  body  of  the  snake.  The  snake  instantly  drop- 
ped his  head  upon  the  ground,  unfolded  his  coil,  rolled  over 
upon  his  back,  twitched  and  twisted  hi.s  whole  body  in  every  i 
lorm  but  that  of  a coil,  and  gave  signs  of  being  in  great  agony. 
The  white  ash  was  then  laid  by,  upon  which  the  snake  inime- 
diately  placed  himself  in  a coil,  and  assumed  the  altitude  of  de- 
fence as  before.  The  sugar  maple  stick  was  next  used.  The 
snake  darted  forward  in  a tw'inkling,  thrust  his  head  into  the 
leaves  “with  all  the  malice  of  the  under  fiends,”  and  the  next 
moment  coiled  and  lanced  again,  darting  his  whole  length  with 
the  swiftness  of  an  arrow.  After  repeating  this  several  times, 
says  the  judge,  I changed  his  fare — and  presented  him  the 
vvhiie  ash.  He  immediately  doused  his  peak,  stretched  him- 
self on  his  back,  and  writhed  his  body  in  the  same  manner  as 
hi  tiie  first  application. 

It  was  then  proposed  to  try  what  effect  might  be  produced 
upon  his  temper  and  courage  by  a little  flogging  with  the  white 
ash.  This  was  administered.  But  instead  of  arou.sing  him  to 
resentment,  proved  only  to  increase  his  troubles.  As  the  flog- 
ging grew  mure  severe,  the  snake  freqnenti}’  stuck  his  head 
into  the  sand  as  far  as  he  could  thrust  it,  seemed  desirous  to 
bore  his  way  into  the  earth  and  rid  himself  of  his  unwelcome 
visitors. 

Being  now  convinced  that  the  experiment  was  a satisfactory 
one,  and  fairly  conducted  on  both  sides,  we  deemed  it  ungene- 
rous to  take  Ins  file  after  he  had  contributed  so  much  to  gratify 
6ur  ciirio.sity,  and  so  we  took  our  leave  of  the  rattlesnake, 
with  feelings  as  friendly  at  least  as  those  with  which  we  com- 
menced our  acquaintance  with  him,  and  left  him  to  return  at 
leisure  to  his  den. 

‘ THE  PYRENEAN  PENINSULA.” 

An  able  writer  in  Hie  National  Intelligencer  has 

the  following  iiiteiesiing  statistical  particulars  respecting  Spain 
and  Portugal. 

When  we  turn  from  the  first  to  the  second  cause  assigned  for 
Spanish  decadence,  that  is,  the  banishment  of  the  Moriscoes, 
history  at  little  supports  the  induction.  Following  common 
vulgar  opinion,  the  expulsion  of  the  Mahometans  was  a sudden 
as  well  as  violent  revolution.  N^o  well-informed  Spaniard 
pretends  to  justify  the  policy  of  his  country  in  regard  to  the 
remnant  of  the  Moors  banished  by  a decree  at  once  foolish  and 
unjust.  But,  on  the  olher  hand,  no  person  pretending  to  pass 
judgment  on  the  subject,  ought  to  be  ignorant  or  neglectful  of 
the  fact,  that,  when  Hie  decree  of  Philip  HI,  in  1609-10,  was  en- 
forced, the  Moors  had  been  declining  upwards  of  680  years. — 
The  reign  of  Abderamin  III,  king  of  Cordova,  closed  Hie  fine 
Sarazen  line  in  Spain,  and  that  monarch  lived  to  witness  the 
battle  of  Simancas,  in  which  (A.  D 938)  Ramirez,  king  of  Leon, 
obtained  a splendid  victory,  witli  the  loss  on  their  side  of  80,000 
men  to  the  Sarazens.  Tlie  Moors  of  Spain  in  reality  never  re- 
covered from  the  fatal  efl’ecls  of  Hiis  defeat,  as  will  strongly  ap- 
pear from  the  following  historical  facts. 

A.  D. 

907.  Near  Pampeluna,  the  Sarazens  defeated  by  Sanco  Gar- 
cias 1,  king  of  Navarre. 

914.  Talavera  de  la  Reyna,  about  sixty  miles  S.  W.  from  Ma- 
drid, besieged  by  Ordogno  II,  king  of  Oviedo,  and  an 
army  of  Sarazens  attempting  its  relief,  are  utterly  de- 
feated. 

921.  Christians  defeated  at  Val  de  Junguera,  by  Abderamin  III, 
king  of  Cordova. 

938.  Great  and  decisive  battle  of  Simancas,  near  Valladolid, 
the  Sarazens  defeated,  with  the  loss  of  80,000  men,  by 
Ramirez,  king  of  Leon. 

1063.  Ramirez  I,  king  of  Aragon,  defeated  and  slain  at  Craos, 
by  a combined  army  of  Moors  under  tire  kiug  of  Sara- 
gossa, and  of  Christians  under  Sancho,  sun  of  Ferdi- 
nand I,  king  of  Castile. 

1065.  Barbastro  besieged  and  taken  from  the  Moors,  by  Sancho 
Ramirez,  king  of  Aragon. 

1087.  Alphoiiso  I,  king  of  Castile  and  Leon,  defeated  by  the 
Sarazens  at  Zeiaka,  near  Badajos,  under  Ben-Abad, 
king  of  Seville. 

1096.  Hticsca,  in  Aragon,  about  30  miles  N.  E.  from  Saragossa, 
besieged  and  t.aken  by  Peter  I,  king  of  Aragon,  after 
having  defeated  the  Maliometnns  attempting  its  relief. 
1100.  Barbastro,  which  bad  been  retaken  by  the  Moors,  was 
finally  recovered  from  them  by  Peter  1,  king  of  Aragon. 
1118.  The  Sarazens  are  utterly  defeated  at  Daroca,  in  Aragon, 
by  Alphonso  I,  king  of  Aragon. 

1134.  Alphonso  is  defeated  at  Fraga,  in  Aragon,  by  the  Maho- 
metans. 

1139.  A numerous  army  of  IMahomef.atis  receive  a severe  defeat 
at  Otiriqne,  in  Aletitejo.  from  the  Ciirisiians,  under  Al- 
phonsn  flenriqiiez.  Tliis  was  a very  important  battle, 
as  the  victorious  general  was  declared  king  by  his  army, 
on  the  field,  and  thus  commenced  the  Portuguese  mo- 
narchy. 


1139.  Santerein,  on  the  right  bank  of  the  Tagus,  about  50  mile* 
above  Lisbon,  taken  from  the  Moors. 

1147.  Lisbon  (then  Ulispoa)  taken,  and  made  the  capital  of  the 
new  kingdom. 

1184.  The  Moors,  under  Ali  Jacob  besiege  Santerein,  but  is  re- 
lieved by  the  now  aged  Alphonso.  Ali  Jacob  was 
slain. 

1189.  Algarva  is  recovered  from  the  Moors,  and  united  to  Por- 
tugal. The  Moors  defeated  at  Sylves,  in  Algarva,  and 
Elvas  in  Alenlejo. 

1212.  Great  battle  of  Tolosa,  in  Biscay,  about  12  miles  S.  W. 
from  St.  Sebastian, and  35  S.  W.by  W,  from  Bayonne, 
in  France.  The  Moors  were  totally  defeated  by  Al- 
phonso IX,  king  of  Castile.  The  Mahometans  of  Spain 
always  mourned  bitterly  at  the  lemembrance  of  the 
fatal  Tolosa. 

1217.  Alphonso  II,  king  of  Portugal,  defeats  the  Moorish  kings 
of  Cordova  and  Badajos,  who  both  fall  in  the  battle. 
1236.  Cordova,  after  having  been  a splendid  Mahometan  capital 
upwards  of  520  years,  is  taken  by  Ferdinand  III,  king, 
of  Castile  and  Leon. 

1248.  Seville,  after  a siege  of  fifteen  months,  followed  the  fate 
of  Cordova,  and  surrendered  to  Ferdinand  III,  after 
having  been  in  the  hands  of  the  Moors  about  520  years 
1340.  Salado,  near  Algesiras,  was  the  field  on  which  perished 
Hie  last  hope  of  the  Moors  in  Spain.  A combined  army, 
under  Alphonsus  XI,  of  Spain,  and  .^Ipboiisus  IV,  of 
Portugal,  gain  a victory,  which  completed  what  Tolosa 
had  began  iipward.s  o(  a century  before. 

Though  the  Mahometans  maintained  themselves  in  Grenada, 
or  the  south  eastern  purl  of  the  peninsula,  one  hundred  and 
fifty-two  years  after  the  battle  of  Salado,  it  must  be  evident 
from  the  enclosed!  synopsis,  that  their  reign  was  preserved  in 
the  interim  by  the  divisions  of  their  Christian  neighbors.  Again, 
long  before  the  joint  reign  of  Ferdinand  and  Isabella,  the  Ma- 
hometans had  been  driven  intoanairow  slip  along  Hie  Medi- 
terranean, of  about  180  miles  in  length,  by  a mean  not  exceed- 
ing 50  inland,  or  about  9,000  square  miles,  an  area  very  little 
above  the  one-twenty-fourth  pan  of  the  whole  of  the  peninsula. 
We  may  on  this  subject  safely  say,  that  if  the  expulsion  of  the 
Mahometans  had  any  great  effect  in  producing  Spanish  deca- 
dence, the  cause  must  have  been  long  in  operation,  since  it  be- 
gan, if  not  sooner,  in  the  reign  of  Ordogno  II,  who  forced  the 
Mahometans  so  far  to  recede  in  A.  D.  914,  as  to  enable  him  to 
Cross  the  Cantabiian  mountains,  and  remove  the  seat  of  his 
kingdom  from  Oviedo  to  Leon.  But,  in  point  of  fact,  we  may 
farther  say,  of  tlie  expulsion  of  the  Moors,  as  we  did  in  regard 
to  influx  of  money,  that  the  real  effect  was  directly  the  reverse 
of  what  is  so  commonly  and  confidently  asserted.  From  the 
moment  of  their  entrance  on  the  soil  of  Spain,  the  Mahometans 
were,  in  language,  customs  and  religion,  set  apart  from  the 
1 mixed  people  they  subdued.  In  every  trail  of  civilization,  it  is 
true,  the  Moors  were  superior  to  the  Chiisiians,  but  unless  one 
of  the  parties  had  merged  into  the  other,  no  great  poliiicaf  pow- 
er could  rise,  and,  therefore,  the  final  subjugation  of  the  Moors 
went  to  produce,  in  place  of  retarding,  the  prosperity  of  Spain. 


So  prevalent  indeed  is  misrepresentation,  in  regard  to  Spain, 
that  even  it  is  robbed  of  its  population.  A letter  writer,  dating 
from  Corunna,  and  quoted  into  the  National  Intelligencer  of 
Oct.  28th,  states,  that  “t/ie  whole  population  of  Spain  amounts 
to  10,609,000  souls,”  &c.  To  put  this  matter  at  rest  from  much 
higher  authority,  I have  compiled  the  following  tables  from  the 
Geography  ofLarenandiere,  Baibi  and  Huot,  Paris,  1830. 

Population  of  Spain  hy  captain-generalships. 


Navarre. 

Provinces. 

Population, 

Provinces. 

Population. 

Salamanca 

242,000 

Navarre 

275,000 

Valladolid 

198,000 

Guipuscoos 

Guipuscoa 

130,000 

2,183,000 

Biscay 

135,000 

Estramadura, 

Alava 

87,000 

Estramadura 

672.000 

New  Castile. 

352,000 

Madrid 

3.57,000 

Galacia. 

Guadalaxara 

220,000 

Asturies 

430,000 

Toledo 

355,000 

Santiago 

550,000 

Cuenca 

345,000 

Setanzos 

170,000 

Mancha 

385,000 

Corunna 

74,000 

- 

Lugo 

330,000 

1,662,000 

Orense 

390,000 

Valencia  and  Murcia. 

Tuy 

202,000 

Valencia 

1,074,000 

— 

Murcia 

470,000 

2,146,000 



*tragon. 

1,544,000 

Aragon 

790,000 

Jlndalusia. 

Catatonia. 

La  Carolina 

13,000 

Catalonia 

1,156,000 

Jaen 

275,000 

Old  Castile. 

Cordova 

380.000 

Avila 

110,000 

Seville 

680,000 

Burgos 

375,000 

Cadiz 

250,000 

Segovi.t 

143,000 

Soria 

■ 268,000 

1,598,000 

St.  Ande 

187,0ti0 

Grenada  and  Malaga. 

Leon 

295,000 

Grenada  and  Malaga  1,145,000 

Palenci? 

210.000 

Majorca,  or  Balearic 

1 Toro  and  Zomora 

155,000 

Islands 

255,000 
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8CMMARY. 

Navarre 275,000 

Guipuscoa 352,000 

Galicia .2,146,000 

Aragon . 790,000 

Catalonia 1 ,156,000 

Old  Castile 2,183,000 

New  Castile 1 ,662,000 

Estratnadura 672,000 

Andalusia 1,598,000 

Valencia  and  Murcia 1,544,000 

Grenada  and  Malaga 1,145,000 

Balearic  Islands 255.000 

13,778,000 

Colonies  in  Africa 217,000 

Do.  in  America 1,240,000 

Du.  in  Poipnesia 2,640,000 

Total  of  the  Spanish  monarchy 17,875,000 


In  brief,  with  all  that  has  been  said  to  the  contrary,  Spain,  is 
still  one  of  the  great  civilized  governments  of  the  Caucasian 
family  of  mankind.  Dr.  Robertson,  in  his  history  of  Charles  V, 
has  given  one  reason  for  the  decline  of  Spain,  worth  all  the 
others  put  together.  He  has  shown  in  what  manner  the  nation 
was  deprived  of  its  legislature,  and  the  consequence.  This  re- 
volution left  the  nation  to  the  two  combined  powers  of  priests 
and  courtiers.  The  sections  or  kingdoms,  kept  separate,  and 
with  minor  causes,  a lethargy  followed.  Let  the  nation  reco- 
ver its  representation  in  a general  legislature,  call  that  assem- 
bly by  what  name  soever,  and  Spain  will  rise  as  a Phcenix. 


Statistical  view  of  Portugal  from  document  principally  furnished 
by  M.  Ad.  Balbi. 


Pr«,ince.. 

Population, 

Pop.  to 
sq.  mile. 

Estramadura 

10,025 

811,000 

81 

Beira 

8,700 

1,024,000 

117 

Between  Douro  and  Minho 

2 900 

883,000 

304 

Trasos-Monles 

4,100 

310,000 

76 

Alem-Tejo 

10,400 

359,000 

34 

Algarva 

1,930 

113,000 

58 

Amount  of  Portugal 

38,055 

3,500,000 

92 

Add  population  of  Spain 

13,778,000 

Aggregate  population  on  the 

peninsula 

17,278,000 

FORTUGDESE  COLONIES. 


Asia. — Vice-royalty  of  India,  with  the  government  of 
Macao,  capital  Goa — province  of  Salsete  and 
Bardez— new  conquests,  capital  Diu,  on  the 


Malabar  coast  500,000 

Oceana. — Part  of  the  island  of  Timor,  almost  all 

Flores,  and  some  smaller  islands  45.000 

Africa. — Azores  Islands  220,000 

Madeira  Islands  100,000 

Cape  Verd  Islands  70,000 

Angola  Congo,  &c.  western  coast  375,000 

Mozambique,  eastern  coast  290,000 

1,600,000 

Add  population  of  Portugal  3,500,000 

Total  aggregate  of  Portuguese  monarchy  5,100,000 

To  which  add  total  aggregate  of  Spanish  monarchy  17,875,000 


Combined  aggregate  of  both  monarchies  22,975,000 


THE  BATTLE  OF  BLOODY  BROOK. 

[Mr.  Edward  Everett,  among  other  of  the  exertions  of  his 
untiring  mind,  recently  delivered  an  address  at  South  Deerfield, 
on  Connecticut  river,  in  commemoration  of  the  battle  fought  at 
Bloody  Brook,  in  king  Philip’s  war,  September  18,  1675.  We 
select  a passage  which  immediately  follows  an  account  of  the 
manner  in  which  that  aboriginal  monarch  was  killed.] 

Such  was  the  fate  of  Philip,  which  was  immediately  followed 
by  a termination  of  the  war,  in  every  quarter,  except  the  east- 
ern frontier.  It  was  a war  of  extermination  between  his  fol- 
lowers and  the  whites;  happy,  if  the  kindred  tribes  had  learned 
wisdom  from  the  fatal  lesson.  Thus  fell  king  Philip!  The 
ground,  on  which  we  stand,  is  wet  with  the  blood  which  flow- 
ed beneath  the  tomahawk  of  his  young  men;  and  the  darkness 
of  night  in  these  peaceful  vales  was  often  lighted  up,  in  days  of 
yore,  by  the  flames  of  burning  villages,  kindled  by  his  ruthless 
warriors.  But  that  blood  has  sunk,  not  forgotten,  but  forgiven, 
into  the  ground.  Havoc  and  dismay  no  longer  stalk  through 
these  happy  fields;  and  as  we  meet  to-day  to  perform  the  sim- 
ple and  affecting  riles  of  commemoration  over  the  grave  of  the 
gallant  victims  of  the  struggle,  let  us  drop  a compassionate  tear 
also  for  these  the  benighted  children  of  the  forest— the  orphans 
of  Providence — whose  cruelties  have  long  since  been  expiated 
by  their  fate.  It  could  not  be  expected  of  them  to  enter  into 
the  high  counsels  of  heaven.  It  was  not  for  them,  dark  and 
uninstructed  even  in  the  wisdom  of  man— to  comprehend  the 
great  design  of  Providence,  of  which  their  wilderness  was  the 
appointed  theatre.  It  may  well  have  exceeded  their  s»agacity, 
as  it  baffles  ours,  that  this  benign  work  should  so  often  have 
moved  forward  through  pathways  dripping  with  blood.  Yes! 
the  savage  fought  a relentless  war;  but  he  fought  for  his  native 


land,  for  the  mound  that  covered  the  bones  of  his  parents,  he 
fought  (or  his  squaw  and  pappoose;  no,  I will  not  defraud  them 
of  the  sacred  names  which  our  hearts  understand — he  fought  for 
his  wife  and  children.  He  would  have  been  not  a savage,  he 
would  have  befu  a thing,  for  v.'hich  language  has  no  name — for 
which  neither  human  nor  brute  existence  has  a parallel — if  be 
had  not  fought  for  them.  Why,  the  very  wildcat,  the  wolf,  will 
spring  at  ihe  throat  of  the  hunter,  that  enters  his  den — the  bear, 
the  catamount,  will  fight  for  his  hollow  tree.  I’he  Indian  was 
a man — a degraded,  ignorant  savage,  but  a human  creature — 
aye,  and  be  had  the  feelings  of  a man.  President  Mather,  in 
relating  the  encounter  of  ihe  1st  of  August,  1676,  the  last  but 
one  of  the  war,  says  “Philip  hardly  escaped  with  his  life  also. 
He  had  fled  and  left  his  pcage  behind  him,  al.so  his  squaw  and 
his  son  were  taken  captive,  aUd  are  now  prisoners  at  Plymouth. 
Thus  hath  God  brought  that  grand  enemy  into  great  misery,  be- 
fore he  quite  destroy  him.  It  must  needs  be  bitter  as  death  to 
him,  to  lose  his  wife  and  only  son,  (for  the  Indians  are  marvel- 
lous fond  and  affectionate  towards  llteir  children),  besides  other 
relations,  and  almost  all  his  subjects,  and  country  also.” 

And  what  was  the  fate  of  Philip’s  wife  and  his  son.^  This  is 
a tale  for  husbands  and  wives,  for  parents  and  children.  Young 
men  and  women,  you  cannot  understand  it.  What  was  the  fate 
of  Philip’s  wife  and  child?  She  is  a woman,  he  is  a lad.  They 
did  not  surely  hang  them.  No,  that  would  have  been  mercy. 
The  boy  is  the  grandson,  his  mother  the  daughter-in-law,  of 
good  old  Massassoit,  the  first  and  the  best  friend  the  English 
ever  had,  in  New  England.  Perhaps — perhaps,  now  Philip  is 
slain  and  his  warriors  scattered  to  the  four  winds,  they  will  al- 
low his  wife  and  son  to  go  back — the  widow  and  the  orphan — 
to  finish  their  days  and  sorrows  in  their  native  wilderness.  They 
were  sold  into  slavery;  West  Indian  slavery!— an  Indian  prin- 
cess and  her  child,  sold  from  the  cool  breezes  of  Mount  Hope, 
from  the  wild  freedom  of  a New  England  forest,  to  gasp  under 
the  lash,  beneath  Ihe  blazing  sun  of  the  tropics!*  “Bitter  as 
death;”  aye,  bitter  as  hell! 

Is  there  any  thing,  I do  not  say  in  the  range  of  humanity — is 
there  any  thing  animated,  that  would  not  struggle  against  this? 
Is  there,  I do  not  say  a man,  who  has  ever  looked  in  the  face 
of  his  sleeping  child — a woman, 

that  has  given  suck,  and  knows 

How  tender  ’tis  to  love  the  babe  that  milks  her; 
is  there  a dumb  beast,  a brute  creature,  a thing  of  earth  or  of 
air,  the  lowest  in  creation,  so  it  be  not  wholly  devoid  of  that 
mysterious  instinct  which  binds  the  generations  of  beings  toge- 
ther, that  will  not  use  the  arms,  wiiich  nature  has  given  it,  if 
you  molest  the  spot  where  its  fledglings  nestle,  where  its  cubs 
are  crying  for  their  meat. 

Then  , think  of  the  country,  for  which  the  Indians  fought! 
Who  can  blame  them?  As  Philip  looked  down  from  his  seat  on 
Mount  Hope,  that  glorious  eminence,  that 

throne  of  royal  state,  which  far 

Outshone  the  wealth  of  Orinus  or  of  Ind, 

Or  where  the  gorgeous  east,  with  richest  hand, 

Showers  on  her  kings  barbaric  pomp  and  gold. 

As  he  looked  down  and  beheld  the  lovely  scene  which  spread 
beneath,  at  a summer  sunset — the  distant  hill-tops  blazing  with 
gold,  the  slanting  beams  streaming  along  the  waters,  the  broad 
plains,  the  island  groups,  the  magestic  forests — could  he  be 
blamed,  if  his  heart  burned  within  him,  as  he  beheld  it  all  pass- 
ing, by  no  tardy  process,  from  beneath  his  control  into  the  hands 
of  the  stranger?  As  the  river  chieftains — the  lords  of  the  water- 
falls and  the  mountains — ranged  this  lovely  valley,  can  it  be 
wondered  at  if  they  beheld  with  bitterness  the  forest  disappear- 
ing beneath  the  settler’s  axe;  tlie  fishing  place  disturbed  by  hie 
saw  mills?  Can  we  not  fancy  the  feelings  with  which  some 
strong-minded  savage,  the  chief  of  the  Poeomtuck  Indians,  who 
should  have  ascended  the  summit  of  the  Sugar-loaf  mountain— 
(rising  as  it  does  before  us,  at  this  moment,  in  all  its  loveliness 
and  grandeur),  in  company  with  a friendly  settler,  contemplat- 
ing the  progress  already  made  by  the  white  man,  and  marking 
the  gigantic  strides  with  which  he  was  advancing  into  the  wil- 
derness, should  fold  his  arms  and  say,  “White  man,  there  is 
eternal  war  between  me  and  thee!  I quit  not  the  land  of  my 
fathers  but  with  my  life.  In  those  woods  where  I bent  my 
youthful  bow,  I will  still  hunt  the  deer;  over  yonder  waters  I 
will  still  glide  unrestrained  in  my  bark  canoe.  By  those  dash- 
ing waterfalls  I will  still  lay  up  my  winter’s  store  of  food;  on 
these  fertile  meadows  I will  still  plant  my  corn.  Stranger,  the 
land  is  mine!  I understand  not  these  paper  rights.  I gave  not 
my  consent,  when,  as  thou  sayest,  these  broad  regions  were 
purchased  for  a few  baubles,  of  my  fathers.  They  could  sell 
what  was  theirs;  they  could  sell  no  more.  How  could  my  fa- 
ther sell  that  which  the  Great  Spirit  sent  me  into  the  world  to 
live  upon?  They  knew  not  what  they  did.  The  stranger  came, 
a timid  suppliant— few  and  feeble,  and  asked  to  lie  down  on  the 
red  man’s  bear-skin,  and  warm  himself  at  the  red  man’s  fire, 
and  have  a little  piece  of  land,  to  raise  corn  for  bis  women  and 
children.  And  now  he  is  becoming  strong,  and  mighty,  and 
bold,  and  spreads  out  his  parchment  over  the  whole,  and  says, 
it  is  mine.  Stranger!  there  is  not  room  for  us  both.  The  Great 
Spirit  has  not  made  us  to  live  together.  There  is  poison  in  the 
white  man’s  cup;  the  white  man’s  dog  barks  at  the  red  man’s 
heels.  If  I should  leave  the  land  of  my  fathers,  whither  shall  I 
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fly?  Shall  I go  lo  the  south,  and  dwell  amojig  the  graves  of  the 
Tequots?  Shall  I wander  to  the  west?— the  fierce  Mohawk,  the 
man-eater,  is  iny  foe.  Shall  I fly  to  the  east,  the  great  water  is 
before  me.  No,  stranger,  here  1 have  lived,  and  here  will  1 die; 
and  if  here  thou  abidest,  there  is  eternal  war  between  me  and 
thee.  Thou  hast  taught  me  thy  arts  of  destruction;  for  that 
alone  I thank  thee;  and  now  take  heed  to  thy  steps,  the  red 
man  is  thy  foe.  When  thou  goest  forth  by  day,  my  bullet  shall 
whistle  by  thee;  when  thou  liest  down  at  night,  my  knife  is  at 
thy  throat.  The  noon-day  sun  shall  not  discover  thy  enemy, 
and  the  darkness  of  midnight  shall  not  protect  thy  rest.  Thou 
shalt  plant  in  terror  and  I will  reap  in  blood;  thou  shalt  sow  the 
caith  with  corn,  and  I will  strew  it  with  ashes;  thou  shalt  go 
forth  with  the  sickle,  and  I will  follow  after  with  the  scalping- 
knife;  thou  shall  build,  and  I will  burn,  till  the  while  man  or 
the  Indian  shall  cease  from  the  land.  Go  thy  way  for  this  time 
in  safety,  but  remember,  stranger,  there  is  eternal  war  between 
me  and  thee!” 

WESTMINSTER  ABBEY. 

By  Washington  Irving. 

1 rose  and  prepared  to  leave  the  Abbey.  As  I descended  the 
flight  of  steps  which  led  into  the  body  of  the  building,  my  eye 
was  caught  by  the  shrine  of  Edward  the  confessor,  and  I as- 
cended the  small  staircase  that  conducts  to  it,  to  take  from 
thence  a general  survey  of  this  wilderness  of  tombs.  The 
shrine  is  elevated  upon  a kind  of  platform,  and  close  around  it 
are  the  sepulchres  of  various  kings  and  queens.  From  this 
eminence  the  eye  looks  down  between  pillars  and  funeral  tro- 
phies to  the  chapels  and  chambers  below,  crowded  with  tombs, 
where  warriors,  prelates,  courtiers  and  statesmen  lie  moulder- 
ing in  their  “beds  of  darkness.”  Close  by  me  stood  the  great 
chair  of  coronation,  rudely  carved  of  oak,  in  the  barbarous 
taste  of  a remote  and  gothic  age.  The  scene  seemed  almost 
as  if  contrived,  with  theatrical  artifice,  to  produce  an  effect  on 
the  beholder.  Here  was  a type  of  the  beginning  and  the  end  of 
human  pomp  and  power  here  it  was  literally  but  a step  from  the 
throne  lo  the  sepulchre.  Would  not  one  think  that  these  in- 
congruous mementos  had  been  gathered  together  as  a lesson 
lo  living  greatness — to  show  it,  even  in  a moment  of  its  proud- 
est exaltation,  the  neglect  and  dishonor  to  which  it  must  soon 
arrive;  how  soon  that  crown  which  encircles  its  brow  must 
pass  away,  and  it  must  lie  down  in  the  dust  and  disgraces  of 
the  tomb,  and  be  trampled  upon  by  the  feet  of  the  meanest  of 
the  multitude.  For,  strange  to  tell,  even  the  grave  is  here  no 
longer  a sanctuary.  There  is  a shocking  levity  in  some  na- 
tures, which  leads  them  to  sport  with  awful  and  hallowed 
things,  and  there  are  base  minds,  which  delight  to  revenge  on 
the  illustrious  dead  the  abject  homage  and  grovelling  servility 
which  they  pay  to  the  living.  The  coffin  of  Edward  the  con- 
fessor has  been  broken  open,  and  his  remains  despoiled  of 
their  funeral  ornaments;  the  sceptre  has  been  stolen  from  the 
hand  of  the  imperious  Elizabeth,  and  the  effigy  of  Henry  the 
fifth  lies  headless.  Not  a royal  monument  but  bears  some 
proof  how  false  and  fugitive  is  the  homage  of  mankind.  Some 
are  plundered,  some  mutilated,  some  covered  with  ribaldry  and 
insult — all  more  or  less  outraged  and  dishonored. 

The  last  beams  of  day  were  now  faintly  streaming  through 
the  painted  windows  in  the  high  vaults  above  me;  the  lower 
parts  of  the  abbey  were  already  Wrapped  in  the  obscurity  of 
twilight.  The  chapels  and  aisles  grew  darker  and  darker.  The 
tiSgics  of  the  kings  faded  into  shadows;  the  marble  figures  of 
Che  monuments  assumed  strange  shapes  in  the  uncertain  light; 
the  evening  breeze  crept  through  the  aisles  like  the  cold  breath 
of  the  grave;  and  even  the  distant  footfall  of  a verger,  travers- 
ing the  poet’s  corner,  had  something  strange  and  dreary  in  its 
sound.  I slowly  retraced  my  morning’s  walk;  and  as  I passed 
out  at  the  portal  of  the  cloisters,  the  door,  closing  with  a jarring 
noise  behind  me,  filled  the  w'hole  building  with  echoes. 

1 endeavored  to  form  some  arrangement  in  my  mind  of  the 
objects  1 had  been  contemplating,  but  found  they  were  already 
falling  into  indistinctness  and  confusion.  Names,  inscriptions, 
trophies, had  all  become  confounded  in  my  recollection,  though 
i had  scarcely  taken  my  fool  from  off  the  threshold.  What, 
thought  I,  is  this  vast  assemblage  of  sepulchres,  but  a treasury 
of  humiliation;  a huge  pile  of  reiterated  homilies  on  the  empti- 
ness of  renown,  and  the  certainty  of  oblivion.  It  is,  indeed, 
the  empire  of  death;  , his  great  shadowy  palace;  where  he  sits  in 
state!,  mocking  at  the  relics  of  human  glory,  and  spreading  dust 
and  forg(!lfulness  on  the  monuments  of  princes.  ' How  idle  a 
boast,  after  all,  is  the  immortality  of  a name.  Time  is  ever 
silently  turning  over  his  pages;  we  are  too  much  engrossed  by 
the  story  of  the  present,  to  think  of  the  characters  and  anec- 
dotes that  gave  interest  to  the  past;  and  each  age  is  a volume 
thrown  aside  to  be  speedily  forgotten.  I'he  idol  of  to-day  pushes 
the  hero  of  yesterday  out  of  our  recollection;  and  will,  in  turn, 
be  supplanted  by  his  successor  of  to-morrow. 

CAVE  OF  FINGAL. 

[from  brooks’  letters.] 

July  30,  at  3 o’clock  in  the  morning,  we  left  Tobermory,  from 
whence  I wrote  you  last,  in  our  steaniboat  Highlander,  to  make 
a vi<it  to  the  celebrated  i-.land.s  of  Staff,!  and  Iona,  both  of  the 
Hebrides,  or  Western  Isles.  We  went  up  the  sound  of  Mull, 
and  around  the  island,  and  by  seven  or  eight  o’clock,  we  were 
within  sight  of  Iona,  which  we  jiassed  in  order  IQ  make  our 
first  landing  at  Staff'a  Our  object  in  visiting  Staffa  was  to  see 
the  celebrated  cave  of  Fingal,  or  Fingal’s  cave,  which  as  a geo- 


logical curiosity  is  one  of  the  greatest,  if  not  the  greatest,  in  the 
world.  It  is  the  British  Niagara— not  that  it  is  a cataract,  lor 
as  such  it  would  be  u failure — but  it  is  a natural  curiosity,  ex- 
citing as  much  wonder,  if  not  terror,  as  the  far-famed  cataract 
of  our  own  land. 

As  we  approached  the  coast  of  the  island,  which,  by  the  way 
is  small,  not  over  two  miles  in  circumference,  I could  with  a 
glass  easily  distinguish  some  of  the  peculiarities  of  its  forma- 
tion. With  some  difficulty,  we  made  a landing,  for  there  was 
not  a little  sea  there— not  from  the  steamboat  directly,  but  from 
that,  into  a large  boat,  which  some  of  the  neighboring  islanders 
who  understand  the  art  of  dodging  the  surf,  keep  for  the  pur- 
pose of  taking  visiters  ashore,  many  of  whom  resort  here  from 
all  parts  of  the  world.  The  moment  we  landed,  before  ascend- 
ing the  first  elevation,  we  found  ourselves  treading  upon  the 
tops,  or  capitals,  of  huge  basaltic  pillars,  that  seemed  confused- 
ly piled  together,  not  as  if  by  nature,  nor  by  the  hand  of  man, 
but  by  some  convulsion  of  the  elements.  As  we  clambered 
further  up,  we  found  these  columns,  or  pillars,  covered  with 
earth,  on  which  the  grass  was  growing — but  wherever  the  sea 
could  reach  them  and  lay  them  bare,  the  same  pillars  were  to 
be  seen  strewn  about  in  regular  confusion,  if  I may  adopt  such 
a phrase.  Now  the  pillars  slanted  much,  now  a little,  now 
they  were  almost  horizontal,  anon  they  were  perpendicular, 
which,  as  they  were  worn  away,  formed  stair-cases,  as  it  were, 
that  you  could  ascend  or  descend  with  ease.  But  all  these 
wonders  were  nothing  when  compared  with  the  last  object  we 
visited  on  the  south  eastern  promonotory — Fingal’s  cave.  No 
description  can  give  the  faintest  idea  of  it.  The  very  best  I 
ever  read,  left  but  a sorry  impression  when  compared  with  the 
great  reality.  It  seems  as  if  some  fearful  powers  had  been 
shaping  rocky  columns,  in  very  sport,  to  show  what  they  could 
do  in  imitation  of  man,  and  when  they  had  done  laughing  at 
their  play,  had  huiled  them  all  together  to  form  some  mis-sha- 
pen place  of  worship,  arched  over,  and  propped  up  with  threat- 
ening pillars.  The  sea  that  came  roaring  in,  might  have  been 
their  chant.  Imagine,  if  you  can,  some  rocky  island  of  preci- 
pitous sides,  thus  hollowed  out  for  three  hundred  feet,  with 
arches  and  pillars,  cathedral-like,  all  of  columns  of  basalt  rock, 
some  sixty  feet  in  height,  and  where  the  sea  comes  booming 
in  at  every  rush  of  the  tide.  1 crept  along  over  the  tops  of 
some  of  the  basalt  columns  as  far  as  it  was  safe  to  go— and 
when  I stopped,  and  tried  the  voice,  the  sound  was  that  of 
many  screams,  as  the  voice  was  broken  by  the  unequal  surface. 
The  sea-gods  might  have  had  a temple  here.  If  the  Romans 
had  known  this  place,  they  would  have  made  it  the  throne  of 
Neptune,  and  installed  his  trident  here.  Laborious  and  diffi- 
cult indeed  is  it  to  reach  this  place,  and  often  rough  and  stormy 
is  the  way — but  when  once  the  traveller  is  here,  he  never  will 
regret  that  he  has  come — for  a picture  will  be  on  his  mind  to 
last  his  life. 

Tradition  has  connected  this  stupendous  cave  with  Ihe  name 
of  Fingal— but  there  is  no  reason  to  believe  it  associated  with 
his  memory.  Strange  to  say,  this  great  curiosity  was  almost 
unknown  till  the  middle  of  the  last  century,  when  sir  Joseph 
Banks  was  induced  to  visit  it  by  a native  of  Ireland,  whose  de- 
scriptions made  it  known  to  the  world,  and  thus  stimulated  in- 
quiries. It  is  of  the  same  formation  as  the  Giant’s  Causeway, 
in  the  same  longitude,  and  not  many  miles  off,  and  the  same 
violent  effort  of  nature  that  produced  the  one,  probably  also 
produced  the  other.  The  average  diameter  of  the  basaltic  co- 
lumns is  about  two  feet,  but  they  often  extend  to  four.  The 
number  of  their  sides  vary  from  three  to  nine,  but  the  pentagon 
and  hexagon  are  the  prevalent  forms.  Fingal’s  cave,  however, 
is  not  all  that  is  to  be  seen  here,  though  the  most  remarkable  of 
all  the  curiosities.  Theie  are,  besides,  the  Cormorant’s  cave, 
and  the  Clamshell  cave,  all  wonders,  if  the  stupendous  wonder 
of  Fingal’s  cave  did  not  overwhelm  them  all. 

At  last,  nor  wearied  nor  satiated,  we  left  this  solitary  island 
— solitary  I say,  for  if  not  companionless  among  the  other  is- 
lands, yet  not  a soul  ventures  to  live  upon  it,  so  terrific  are  Ihe 
winters  and  storms — and  embarked  again  on  board  our  “High- 
lander.” Iona  was  the  next  object  of  curiosity — Iona,  or 
Icoimkill,  ns  it  is  often  called — which  Dr.  Johnson  visited  in 
his  famous  Highland  lour,  and  which  he  has  described  as  “the 
illustrious  island  which  was  once  the  luminary  of  the  Caledo- 
nian regions,  whence  savage  clans  and  roving  barbarians  de- 
rived the  benefits  of  knowledge  and  Ihe  blessings  of  religion.” 
Oh,  what  a reverse  of  the  picture  now,  and  what  a contrast 
with  what  it  was  once!  This  little  island,  that  was  indeed  in 
its  belter  days  a luminary,  is  now  a most  deplorable  object  to 
behold.  I do  not  know  whether  even  the  moral  training  the 
mind  must  have  in  visiting  such  a scene,  repays  the  traveller 
for  the  miseries  he  suffers.  Think  of  this,  the  chosen  burial 
place  of  no  less  than  sixty  kings — the  place  where  a Roman 
pope  thought  of  seeking  the  last  decades  of  Livy,  now  inhabit- 
ed by  a people  in  the  most  abject  condition,  without  the  spirit 
or  the  pride  of  the  savage,  and  yet  with  all  his  poverty,  whose 
palaces  now  w’ould  be  but  pig-sties  in  our  happy  land — and 
such  a people  living,  too,  where  the  asylum  of  learning  was 
during  the  dark  ages,  where  it  was  a glory  loo  to  live,  and  a 
pride  to  die;  now  trampling  reckle.^sly  over  the  broken  coffins 
of  Scottish,  Irish  and  Norwegian  kings — wiili  their  miserable 
hovels  wretchedly  contrasting  with  the  ruins  of  the  proud  cathe- 
dral their  fathers  reared?  Think  of  Ihe  havoc  lime  works — of 
Ihe  changes  he  effects!  What  Rome  was  once  to  Italy,  this  lit- 
tle island  was  lo  the  people  here;  and  what  many  a proud  city 
now  is,  Iona  was. 
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The  annual  meeting  and  supper  of  the  Baltimore  Ty- 
pographical society  was  held  at  Bailey’s,  on  Saturday 
evening  last.  The  editor  is  sincerely  thankful  for  the 
kindness  with  wliich  he  was  remembered  in  the  toasts 
given,  and  returns  the  good  wishes  of  his  many  friends 
present. 

Messrs.  Polk,  of  Tennessee,  and  JliasoR,  *bf  Virginia, 
ai'e  spoken  of  as  the  “administration”  candidate  for 
speaker  of  the  house  of  representatives — but  one  of  tliem 
will  be  dropped. 

Col.  Crockett  has  proceeded  to  Texas — to  end  his 
days  there.  A supper  was  given  to  him  at  Little  Rock, 
Arkansas. 

Dr.  Penvees  has  resignec  his  professorship  in  the  uni- 
versity of  Pennsylvania,  and  been  presented  with  a beau- 
tiful  vase,  in  testimony  of  tlie  respect  of  his  class — which 
was  affectionately  received  at  their  hands. 

The  late  Nathan  Tufts,  of  Charlestown,  Mass,  has 
left  by  his  will  the  sum  of  one  thousand  dollars,  for  the 
purpose  of  completing  the  Bunker  Hill  monument. 

The  copper  mines  of  Flemington,  New  Jersey,  are, 
it  is  said,  very  productive,  and  the  operations  of  the 
miners  conipletely  successful.  These  are  the  only  cop- 
per mines  in  the  United  States  that  have  paid  for  work- 
ing. 

Our  New  England  brethren,  it  would  seem,  are  culti- 
vating tobacco  with  no  little  success.  The  New  York 
Daily  Advertiser  says — “It  is  surprising  to  see  the  great 
quantity  ot  tobacco  that  is  constantly  arriving  from  Con- 
necticut river.  The  Bunker  Hill  brought  <lown,  last 
trip,  fully  equal  to  fifty  hogsheads.  We  learn  that  it  is 
not  only  cultivated  extensively  along  the  banks  of  the 
Connecticut  river,  but  that  it  commands  a much  higher 
price  in  this  market  than  any  other  American  tobacco.” 

There  is,  at  present,  a great  “demand”  for  money,  at 
New  York,  Philadelphia  and  Baltimore — which  chari- 

tably laid  to  the  proceedings  of  the  “pet  banks,”  at  the 
first  named  city,  and  to  the  anticipated  contents  of  the 
president’s  message,  in  relation  to  our  affairs  with  France. 

Flour  is,  just  now,  very  high,  for  ’■'■home  consumption'’' 
— for  there  is  little  demand  for  it  abroad.  We  are  told 
that  it  has  sold  for  seven  dollars,  and  upwards,  in  Balti- 
more. 

We  mentioned  sundry  great  cheeses  that  had  been 
madein  New  York,  and  were  passing  in  procession  to  the 
“gn,-at  emporium.”  We  are  informed  that  “the  cheese 
designed  for  the  i)resident  of  the  United  States,  weighs 
1,400  pounds;  and  tliere  are  besides  nine  others  of  al)out 
700  pounds  each,  for  the  vice  president,  ibe  governor  of 
this  state,  Mr.  Webster,  the  congress  of  the  United 
States,  the  common  council  of  the  city  of  New  York, 
and  other  persons  and  ])ublic  bodies.  The  great  cheese 
presented  to  president  Jefferson,  by  the  citizens  of  Che- 
shire Mass,  weighed  about  750  pounds.  Col.  Meacharn, 
[the  maker  of  them],  has  156  cows;  and  the  product 
of  his  dairy  for  the  present  year  is  nearly  60,000  pounds 
of  cheese.” 

There  have  been  great  s])eculations,  in  brandy,  salt- 
petre and  brimstone,  and  also  in  teas  in  New  York. 

By  the  late  wrecks  on  the  coast  of  Florida,  many 
specimens  ot  fraudulent  packages  of  gun-powder  have 
been  discovered,  in  boxes  and  casks  usually  employed 
for  the  transportation  of  dry  goods  and  hardware. 
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According  to  the  New  York  papers,  the  navigation  of 
the  Erie  canal  was  closed  early  last  week. 

The  “Albany  Evening  Journal”  says— 

‘•The  sudden  change  of  w eather  w'hicti  so  unexpectedly  clos- 
ed the  Erie  canal,  lias  sliut  out  from  thirty  to  forty  thousand 
barrels  of  flour,  whicli  liad  actually  been  shipped  for  New  York. 
The  various  transportation  lines  have  each  from  6 to  10  boats, 
loaded  with  flour,  Irozen  in  the  canal. 

“There  is  also  a large  quantity  of  merchandise  frozen  in.  Se- 
veral lake  boats,  with  merchandise,  lay  in  our  basin. 

“VVe  understand  that  there  are  about  150  boats  frozen  in  near 
the  Frankfort  lock,  12  miles  east  of  Utica.” 

Mr.  Webster  has  been  invited  to  partake  of  public 
ditmers  at  jYe-w  York  and  Philadelphia,  on  his  way  to 
the  south.  The  invitation,  at  New  Ydik,  is  signed  by 
more  thati  one  ihousand  of  the  most  respectable  ol  her 
citizens;  and  tin  friends  of  ’■‘■liberty  and  union,  noxo  and 
forever,  one  and  inseparable,"  w ere  called  to  meet  at  the 
Masonic  Hall,  on  the  4th  Dec.  (yesterday).  At  Phila- 
delphia, the  invitation  is  signed  by  Messrs.  Binney, 
Chauncey  and  many  others,  equally  respectable,  and  by 
several  whose  names  we  did  dot  expect  to  see  on  such  an 
occasion. 

General  instructions,  we  understand,  have  been  issued 
to  the  several,  district  attornies  of  the  United  States,  to 
notice  that  the  laws  in  observance  of  our  neutral  rela- 
tions w'lXh  JMexico,  are  duly  respected. 

Speculation  seems  to  be  “the  order  of  the  day”  almost 
every  wher-e.  Great  sales  ar-e  adver  tised  in  the  New 
York  papers,  at  the  thrifty  manufacturing  towrr  oi' Pater- 
S071,  N.  X which  coiUaiirs  14,000  rrdiabitants,  and,  by  a 
rail  road,  has  been  br  ought  w ithiii  art  hour  and  a half  of 
New  York.  The  Mor  ris  canal,  also,  runs  through  the 
tow  II.  It  affoi'ds  the  best  riiarket  in  New  Jer'sey  for  the 
agricultural  productions  of  the  state;  and  it  is  thought 
that  its  population  w ill  double  in  the  next  six  years.  ^Its 
manufactur  ing  r-esources  are  immense,  by  means  of  the 
Passaic.  And  at  Beaver,  Pa.  great  purchases  of  land,  at 
high  prices,  have  been  made,  chiefly  lor  manufacturing 
purposes,  and  especially  the  culture  of  silk. 

As  the  passenger  car  was  passing  over  the  Paterson 
rail  road  on  Friday,  last  week,  the  horses  took  fright  and 
turned  upon  a second  tr-ack  which  had  been  commenced, 
and  plunged  themselves,  car,  jrassengers  and  all,  heels 
over  head  into  the  ditch.  Several  persons  were  wound- 
ed. 

An  awful  fire  happened  in  JVeio  York  on  Sunday  last, 
in  Washington  Place,  Fifth  street,  Ikc.  by  which  eight 
four  story  dwelling  houses,  recently  erected,  with  a lum- 
ber yard.  &c.  wei-e  destroyed — w ith  sundry  smaller  build- 
ings on  Green  and  Four  th  streets,  and  a large  quajitity  of 
mechanics’  tools,  several  workshops  being  among  those 
consumed:  and,  at  least  one  man  was  killed  by  the  fall 
of  a mass  of  burning  lumber  on  an  adjoining  workshop. 
There  were  two  other  fires  on  the  same  day,  in  the  city 
named. 

The  agricultural  society  of  Ohio  recently  awarded  a 
premium  to  a farmer  for  raising  one  hundred  and  fifty- 
seven  bushels  of  corn  from  one  acre  of  ground. 

Mr.  Williams,  an  Irish  Quaker,  who  was  imprisoned 
8 months  at  Carlow,  for  refusing  to  jray  tithes  to  the  dean 
and  chapter  of  Loughlin,  has  been  released  under  the  act 
of  the  last  session,  relative  to  the  society  of  Friends. 

The  Providence  Jour-iial  contains  the  returns  of  a cen- 
sus just  taken  in  that  city,  by  which  it  appears,  that  the 
whole  number  of  inhabitants  is  19,277;  of  which  1,223 
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are  blacks.  In  1830,  the  wliole  number  was  16,832,  of 
wliich  1,213  were  blacks.  The  increase  has  been  between 
14  and  15  per  cent.  Only  46  while  males  over  75  years 
of  age — 107  females. 

The  legislature  of  Vermont  has  adjourned  after  a ses- 
sion of  five  weeks,  in  which  nothing  was  done  except  the 
granting  of  charters  to  manufacturing  associations,  and 
rejecting  every  applicatiouJ’or  new  banks,  which  we  think 
was  doing  much  good.  They,  among  other  matters,  ac- 
knowledged the  suspension  claims,  which  have  been  ten 
years  under  consideration.  They  also  erected  a new 
county.  The  last  day  of  their  sitting  continued  till  sun- 
rise. 

Stone  coal  of  the  first  quality  has  been  discovered  up- 
on the  pioiierty  of  the  Catawba  iron  works  in  Botetourt 
county.  The  Buchanan  Advocate  says:  “It  is  sujiposed 
to  be  of  the  description  of  that  found  in  England  and 
France  which  is  used  in  the  furnaces  for  the  manul’acture 
of  iron.  It  is  thought  to  differ  from  any  other  species  of 
coal  as  yet  discovered  in  the  United  States,  in  its  freedom 
from  those  qualities  which  have  made  other  coal  unfit  for 
furnace  purposes.  Should  this  be  discovered,  after  sa- 
tisfactory experiments,  to  be  the  fact,  it  will  be  immense- 
ly valuable  to  the  proprietors.” 

The  cotton  manufactories  in  Catalonia,  a fourth  which 
arc  at  Barcelona,  the  capital — employ  100,000  workmen, 
and  the  annual  value  is  given  at  325,000,000  reals.  They 
are  said  to  have  suffered  greatly  of  late  from  the  English 
having  thrown  large  quantities  of  their  goods  into  Spain. 

The  Telegraph  and  Texas  Register,  is  the  title  of  a 
newspaper,  quarto  form,  of  elegant  typography,  just  com- 
menced at  San  Felippe  de  Austin.  The  prosperous  con- 
dition of  Texas  is  but  little  known  we  believe — there  are 
already  60,000  inhabitants  in  the  province,  nearly  to  a 
man  Americans,  and  the  exports  of  cotton  this  year 
amount  to  10,000  bales! 

Major  Noah  is  published  as  a defaulter  for  the  sum — 
of  ninety' eight  cents. 

Mr.  Brooks,  writing  from  Frankfort  (on  the  Maine) 
under  date  of  August  19,  says — 

“We  Americans  again  come  to  a focus  in  Frankfort.  IIIne.«s 
brought  two  parties  to  a halt — and  the  weather  lias  been  close 
enough  to  make  any  one  ill,  who  don’t  leave  off  eating  for  a 
while,  which  is  my  panacea  for  all  diseases,  and  one  that  gives 
the  doctors  nothing  to  do.  A North  Carolina  bishop  is  here— a 
New  York  merchant  with  his  daughter  and  lady  protege — a New 
York  divine  with  his  daughter  too — a Mobile,  merchant,  my  two 
Connecticut  friends  and  myself.  A pretty  collection  of  wander- 
ing Americans  this,  at  a city  in  Germany!  Niles’  Register  and 
the  New  York  Gazette,  which  the  American  consul  loaned  us, 
made  us  very  happy.  Father  Niles,  I am  very  sure,  never  had 
such  a devourer  as  I was  of  his  statistics,  documents  and  dgures 
too.  As  for  New  York,  1 know  just  how  much  pig  iron  and 
linseed  oil  every  merchant  has  to  sell.  None  but  an  editor  can 
commiserate  the  condition  of  an  editor  deprived  of  newspapers, 
his  staff  of  life,  his  meat,  his  drink,  his  daily  bread.  1 ached  to 
see  one— can  1 get  a stronger  word?” 

The  Poughkeepsie  Eagle  says — 

The  census  of  this  county,  just  completed,  reveals  the  some- 
what startling  fact  that  we  have  decreased  in  population  since 
1830,  two  hundred  and  twenty-two  souls!  In  1820  the  popula- 
tion was  46, .585;  in  1825  it  was  46,701— increase  116.  In  1830 
it  was  50,926 — exhibiting  the  very  disproportionate  increase  of 
4,225.  By  the  present  census,  which  embraces  a period  of  time 
when  all  outward  and  visible  signs  would  indicate  n greater  in- 
crease than  at  any  time  heretofore,  it  is  50,704 — decrease  two 
hundred  and  twenty-two! 

Dutchess  county,  N.  Y.  has  decreased  in  po])ulation 
about  200  since  the  United  States  census  of  1830 — though 
the  gains  in  Ponghkee[)sie  and  Fishkill  townships  have 
been  considerable.  These  are  great  manufacturing  dis- 
tricts, and  their  fee  is  exceedingly  valuable.  The  cause 
assigned  is— -“emigration  to  the  west.”  But  it  should  be 
observed  that  the  population  of  Dutchess  was,  long  since, 
full — as  full  as,  on  any  account,  it  ought  to  be,  unless  be- 
cause of  its  manufactures.  'J'lie  lands  have  long  been 
held  at  a high  rate — which  they  more  than  maintain  at 
present.  In  1835  the  statement  presents  60,702  inhabit- 


ants— voters  10,611— aliens  960 — paupers  189,  persons  of 
color  not  taxed  2,071. 

Of  Onondaga  county,  N.  Y.  we  have  the  following  ae- 
count,  from  the  “Standard.” 

Mr.  Aaron  Burt,  of  tliis  town,  harvested  eleven  acres 
of  wheat  tliis  season,  vhich  averaged  over  46  bushels  to 
the  acre.  Mr.  Joseph  Savage,  also  of  this  town,  raised 
406  bushels  of  barley  from  7^  acres  of  land,  which  he 
sold,  after  reserving  16  bushels,  for  $247  88 — or  $33  06 
per  acre.  From  the  same  piece  of  land  he  had  last  year 
40  bushels  of  w heat  jier  acre.  Mr.  David  S.  Earl,  whose 
faim  lies  near  l.iverpool,  in  this  town,  raised  more  than 
500  bushels  of  oats  from  7 acres  of  land — being  more 
than  80  bushels  to  the  acre.  Mr.  John  Ross,  of  Otisco, 
had  68  bushels  of  barley  per  acre  from  a piece  of  land 
which  had  been  sown  with  the  same  croj)  for  six  years  iu 
succession,  and  which  at  no  time  has  yielded  less  than  it 
did  the  first  season.  The  barley  crop  in  the  town  of 
Pompey  is  estimated  to  have  yielded  the  farmers  of  that 
town  more  than  $60,000. 

Our  farmers  are  all  getting  rich,  and  farms  are  held 
and  sold  at  high  and  rapidly  increasing  prices. 

The  Salem  (Mass.)  Register  says — 

“Housewives  mu.«l  be  cautious  in  cooking  tlieir  cabbages. 
We  hear  that  in  cutting  open  a small  cabbage  boiled  w hole  in 
this  town  lately,  a reptile  of  the  lizard  species  was  found  in  it; 
and  on  giving  pieces  of  the  meat,  cooked  with  the  cabbage,  to  a 
dog  and  cat,  the  poisonous  effects  were  immediately  visible. 
The  dog  became  swollen  and  sick,  but  recovered — the  cat  was 
affected  in  the  same  way;  ran  off,  and  probably  died.  Had  the 
family  partaken  of  the  fooil,  disastrous  consequences  would  un- 
doubtedly have  followed.” 

The  Portuguese  prisoners  who  were  brought  into  Nor- 
folk in  June  last,  on  a charge  of  piracy,  will  be  set  at  li- 
berty. The  grand  jury  of  the  United  States  circuit  court, 
sitting  at  Richmond,  had  before  them  last  week  the  in- 
dictments setit  to  them  by  the  district  attorrey  against 
these  prisoners.  The  evidence  being  regarded  by  the 
grand  jui-y  as  insufficient  to  sustain  the  indictments,  they 
were  all  returned  “not  true  bills,”and  the  prisoners  will 
consequently  be  discharged.  The  attendance  of  the  prin- 
cipal witness  relied  on  b}'  the  United  States,  and  on  whose 
testimony  the  prisoners  were  committed,  could  not  be 
procured  he  having  left  the  Unite<l  Slates.  \Amer. 

A writer  iu  the  Charleston  Courier  thus  bears  testi- 
mony to  the  striking  worth  of  tlie  inhabitants  of  New 
England: 

“The  very  sterility  of  New  England,  by  impo.sing  upon  all 
classes  the  necessity  of  labor,  gave  strength  and  energy  to  her 
sons,  and  stability  to  her,  iiistilntions.  Her  severe  austerity 
arose  much  nriore  from  her  own  toils  .vtid  trials,  than  from  her 
puritan  ancestry;  and  bating  the  bigotry  and  miserable  exclu- 
siveness, which  among  the  vast  majority  of  her  sons,  can  find 
no  greatness  or  worth  beyond  her  own  borders,  she  confessed- 
ly stands  among  the  highest  of  any  people  upon  the  face  of  the 
earth,  for  the  possession  of  those  attributes  of  character,  from 
which  any  beneficial  and  blessing  liberty  can  spring.” 

Tlie  following  tribute  to  the  character  of  the  south  ia 
copied  from  an  essay  in  the  Portland  Courier: 

“The  writer  has  travelled  thousands  of  miles  in  the  southern 
country,  and  for  several  years  he  has  been  an  attentive  observ- 
er of  character  as  it  is  developed  beneath  a southern  sun.  He 
has  ntmgled  in  the  various  grades  of  society.  He  has  met  her 
citizens  under  all  circumstances,  favorable  and  unfavorable. 
With  these  oppoitiinilies  of  judging  he  would  certainly  come 
to  a very  different  conclusion.  Wherever  he  has  wandered 
the  hand  of  hospitality  has  been  extended  towards  him.  How 
sweetly  has  the  cheering  voice  of  welcome  fallen  upon  his  ear. 
Many  are  the  ofiiees  of  kindness  he  has  experienced,  and  not 
unfreqiienlly  from  the  hands  of  entire  strangers.  Grateful  is 
the  recollection  he  will  ever  cherish  of  scenes  that  are  past, 
hut  which  have  nhiained  the  most  hallowed  place  in  his  memo- 
ry. He  is  aware  that  his  pen  is  incapable  of  doing  justice  to 
this  subject,  but  he  would  do  violence  to  his  feelings  were  he 
to  suffer  this  opportunity  to  pass  without  recording  his  testimo- 
ny in  favor  of  the  citizens  among  whom  he  resides.  After 
wandering  through  the  dist.-ml  parts  of  our  wide  ex  tended  land, 
he  feels  authorised  to  say  that,  go  where  you  w’ill,  you  cannot 
find  a more  generous  and  patriotic,  a more  enlightened  and 
high  minded  people  than  those  who  have  received  such  a liberal 
share  of  abuse  from  the  northern  abolitionists.  Does  any  one 
doubt  this  assertion?  Let  him  come  and  examine  for  himself, 
and  he  will  find  this  to  be  the  language  of  truth  and  sober- 
ness.” 
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Our  coasting  traders,  says  the  Yarmouth,  Nova  Scotia, 
Herald,  are  doing  a poor  business  this  season;  the  Ame- 
ricans being  able  to  afford  a large  price  tor  fish,  and  to 
dispose  ot  their  dutiable  articles  free  of  duty,  have  well 
nigh  secured  the  whole  trade  to  themselves.  The  con- 
sequence is,  that  although  fisli  are  unusually  plenty, 
scarcely  one  of  our  vessels  can  procure  a cargo  at  what 
used  to  be  considered  a great  price.  By  the  existing 
treaty,  Americans  are  not  allowed  to  fish  within  three 
miles  of  our  shores,  nor  to  put  into  our  harbors  except 
in  stress  of  weather,  or  for  necessary  supplies;  never- 
theless, they  throng  into  tlic  harbors, /'or  the  pxirchase  of 
Jish,  even  within  a dozen  miles  of  the  capital.  Surely 
it  is  time  that  something  were  done  to  check  this  nefa- 
rious practice  of  our  neighbors;  and  we  trust  tliat  ere 
another  year  |)asses  an  armed  vessel  will  bie  stationed  on 
our  coast  for  that  purpose. 

Our  Nova  Scotia  neighbors  seem  to  be  sorely  afflicted 
by  tlie  Yankee  fishermen.  They  are  constantly  com- 
plaining that  Americans  are  encroaching  upon  their  fish- 
ing  grounds,  and  constantly'  threatening  to  keep  them  off 
by  an  armed  force.  Why  don’t  they  do  it? 

[ Calais  Advertiser. 

The  project  to  make  a rail  road  from  Cincinnati  to 
Charleston,  is  warmly  taken  up  in  the  latter  city — and: 
also  in  North  Carolina,  through  which  its  line  passes,  as 
the  following  from  the  “Courier”  wdll  shew: 

Cincinnati  and  Charlesto?i  rail  road.  We  are  gratifi- 
ed to  learn  that  letters  have  been  received,  by  our  com- 
mittee of  coi-respondence,  from  col.  Gadsden,  stating 
that  from  an  actual  examination  of  the  gaps  of  the  Saludi 
mountain,  it  is  tlie  opinion  of  the  engitieers,  that  the  con- 
templated rail  road  may'  be  made  to  cross  that  elevation 
with  more  facility  than  was  at  first  imagined.  The  charge 
of  a more  minute  examination  of  the  descent  of  Green 
river,  to  the  valley  of  the  Broad  river,  and  thence  along 
the  latter  stream  to  Columbia,  devolves  on  co\.  Brisbane; 
w'hile  col.  Gadsdeii'Avul  Mr.  Holmes  will  ascertain  the  fa- 
cilities of  entering  the  level  country  of  Kentucky,  by 
scaling  and  descending  the  Cumberland  mountain.  Col. 
Gadsden  writes  thus  encouragingly  of  the  great  enter- 
prize,  of  which  he  and  his  colleagues  are  the  zealous 
pioneers. 

“It  gives  me  great  pleasure  to  confirm  the  opinion  pre- 
viously communicated  of  the  deep  and  general  interest 
felt  on  this  subject  by  all  classes  of  citizens  in  Tennessee 
and  Kentucky,  as  well  as  South  Carolina — an  interest 
which  thus  far  has  been  demonstrated  by  the  kindest  at- 
tentions to  y'our  commissioners — individuals  cheerfully' 
imparting  the  most  valuable  information,  and  as  willing- 
ly affording  their  personal  services  to  assist  us  in  their 
explorations.  The  governor  of  North  Carolina  was  a 
few  days  sitice  at  Ashville,  and  addressed  its  citizens  on 
this  interesting  subject.  Indeed  I may  truly  say,  that  the 
very  mountains  are  in  commotion.  Old  Buncombe  is  as 
rniich  roused  as  she  ever  was  in  the  davs  of  the  revolu- 
tion, and  well  may  she  be,  for  if  this  road  is  constructed, 
passing  through  the  very  centre  of  one  of  the  healthiest 
though  hitherto  one  of  the  most  inaccessible  regions  of 
the  south,  it  will  work  a revolution,  morally,  physically 
and  politically,  as  important  to  this  section  of  the  coun- 
try as  that  effected  in  1776.” 

The  following  letter  from  judge  O’JVea//  to  general 
Hayne,  on  the  same  subject,  will  be  read  with  interest: 
Springfield,  fN'ovember  18,  1835. 

**^Dear  sir:  I received  by  the  last  mail,  your  report  on 
the  contemplated  rail  road  from  Cincinnati  to  Charles- 
ton. In  acknowledging  your  attention  to  me  in  sending 
It,  I take  the  same  occasion  to  express  my  hearty  concur- 
rence in  the  views  w hich  you  have  presented,  and  to  as- 
sure you  that  it  gives  me  sincere  pleasure  to  have  it  in 
mv  power  to  again  think  and  co-operate  with  you  in  a 
great  public  matter. 

^ “For  upwards  of  a month  I have  here  and  elsewhere 
given  the  enterprize  all  the  aid  1 could,  by  speaking  of 
its  vast  importance  to  us,  and  also  of  its  entire  practical 
bility. 

“From  my  knoioledge  of  the  cmintry  ^vctm  Columbia 
% to  Knoxville,  I do  not  hesitate  to  say,  that  the  road  may 
be  constructed  with  as  much  facility,  and  as  little  expense, 
as  the  rail  road  from  Charleston  to  Hamburg.  1 hope, 
however,  that  Carolinians  will  not  look  to  expense,  in 


this  matter.  Cost  what  it  may,  I hope  it  will  be  laid 
down  through  the  centre  of  the  state.  1 have  said  to  every 
one  with  whom  I have  conversed,  that  every  man  who 
could  spare  $100,  ought  to  lay  it  out  in  stock  in  this  en- 
terprize. In  this  way  the  farmer  and  small  capitalist  may 
be  induced  to  unite  in  the  work;  and  if  this  can  be  done, 
we  need  have  no  fears  foi- the  road;  it  can  be  constructed, 
if  necessary,  by  South  Carolinians  alone.  In  addition  to 
the  opening  of  books  for  the  stock  by  commissioners  at 
every  court  house  in  the  state,  I would  suggest  that  a few 
agents,  acquainted  with  the  people,  should  be  employed 
to  obtain  subscriptions. 

“There  is  no  scheme  of  internal  improvement  which 
has  ever  so  much  interested  me;  and  none  for  which  I 
should  be  willing  to  make  so  many  sacrifices.  For  if  it 
sticceeds,  South  Carolina  will  be  ]>rosperous  beyotid  all 
former  calculations;  and  the  union  of  the  states  yN  xW  be  as 
lasting  as  the  rocks  and  mountains  which  will  be  passed 
and  ovei’come  by  the  contemplated  road. 

“Any  thing  which  1 can  do  to  aid  the  enterprize  shall 
be  most  cheerfully  done.  Yours,  truly, 

“JoHy  B.  O’Neail. 

“The  hon.  Robert  T.  Hayne,  Charleston,  S.  C.” 

An  expensively  dressed  young  w'oman  was  committed 
to  prison  yesterday,  for  stealing  a pair  of  breeches  from 
a store  in  Chatham  street.  On  examining  a basket  she 
had,  it  was  found  to  contain  a pair  of  boots,  two  pair  of 
ladies’  shoes,  an  elegant  bead  bag  and  other  articles. 
She  gave  her  name  as  Ann  McMave,  a foreigner,  and 
said  she  came  to  seek  her  foi’tune.  [JV*.  T.  Post. 

“Fresh  oysters”  in  Cincinnati.  The  “oyster  line”  of 
Messrs.  Gates  & Hazen,  running  from  Baltimore  to  Wheeling 
and  thence  in  steamboats  to  Cincinnati,  seems  to  perform  ad- 
mirably. The  Cincinnati  Whig  of  the  19th  inst.  acknowledgea 
the  pleasure  of  having  seen  a fine  lotof“fresh  luxuries”  brought 
to  that  city,  from  Baltimore,  in  five  days  and  ten  hours.  Tliey 
consisted  of  lobsters,  ba«s,  pike,  black,  drum  and  cod  fish,  oys* 
ters,  oranges,  &c.  &c.  Many  of  these  articles  had  never  before 
been  brought  fresh  and  good  to  that  city.  One  of  these  good 
things — afresh  cod — had  been  purchased  at  the  New  York  mar- 
ket, something  less  than  a week  before  reaching  Cincinnati. 

Murder  wili,  out.  We  learn,  says  a Plattsburgh 
paper,  that  a letter  has  been  received  by  a gentleman  at 
Champlain,  from  a member  of  the  Vermont  legislature, 
stating  that  there  is  a convict  in  the  state  prison,  at  Wind- 
sor, Vermont,  who  has  confessed  the  crime  of  murder. 
Our  readers  will  doubtless  recollect  the  atrocious  mur- 
der committed  at  Champlain,  two  years  since,  upon  Miss 
Stevenson,  under  circumstances  the  most  shocking  and 
melancholy.  The  villain  is  said  to  be  in  jjrison  at  Wind- 
sor for  a felony',  and  from  the  tortures  of  a guilty  con- 
science, has  discovered  the  fact  of  being  the  perpetrator 
of  that  foul  murder.  We  understand  that  measures  have 
been  taken  to  get  possession  of  all  the  particulars,  and 
we  hope  to  lay'  them  soon  before  our  readers. 

J\Ioreofit.  “Fieschi”  has  discovered  that  Mr.  Bell, 
of  Tennessee,  has  recently  married  the  sister  of  JHr. 
Clay’s  son-m~laiv,  and  says — “We  may  expect  it  will 
NOW  be  settled  as  a family  matter,  as  well  as  a bank  bu- 
siness, either  that  Clay  shall  supercede  all  the  candidates 
of  the  opposition,  or  that  he  will  support  White  against 
them  all.” 

The  Buffalo  Democrat  say's—- 

The  year  1835  will  be  equally  rnerH'irable  in  Rochester  and 
Buffalo,  for  the  floods  with  which  both  cities  have  been  visited 
— the  one  from  the  Getiesee  river — the  other  from  Lake  Erie. 

The  late  rise  in  the  Genesee  is  probably  unprecedented  by 
any  former  flood  of  the  river.  At  least,  no  freshet  comparable 
to  it  has  occurred  within  the  knowledge  of  our  oldest  citizens. 
It  may,  however,  find  frequent  parallels  hereafter;  for  as  the 
country  becomes  belter  cleared,  the  water  (from  the  rain  or 
thawing  snow)  will  more  suddenly  find  its  way  to  the  river  than 
could  be  the  case  from  wild  land. 

By  calculations  ntade  a few  years  ago  by  the  rev.  Dr.  Penny, 
formerly  of  Rochester,  and  now  pre.sident  elect  of  Flarnilton  col- 
lege, it  appears  that  the  quantity  of  water  in  the  Genesee  river, 
in  its  usual  state,  is  about  20,000  cubic  feet  per  minute — with  a 
fall  w'ilhin  the  city  limits  whii  h makes  it  equal  in  force  to  1,920 
steam  engines  of20  horse  power. 

'I'he  greatness  of  the  late  flood  may  be  estimated  by  the  fol- 
lowing facts,  in  connexion  with  the  foregoing  statement. 

It  seems  that  the  quantity  of  water  wiiich  passed  in  the  Ge- 
nesee through  Rochester  on  this  last  occasion,  was  two  millioos 
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one  hundred  and  sixly-four  thousand  one  hundred  and  eighty- 
five  cubic  feet  per  minute! — upwards  of  108  times  mure  than 
the  usual  flow  of  the  river,  in  the  stale  in  which  the  rev.  Dr. 
Penny  measured  it. 

Canal  tolls.  It  has  been  ascertained  from  indispu- 
table sources,  that  the  canals  of  Pennsylvania,  state  and 
incorporated,  have  received,  in  tolls,  during  the  past 
season,  up  to  tlie  15th  of  October,  llie  sum  of  $1,231,566; 
and  that  during  the  same  period,  the  tolls  on  the  New 
York  canals,  ainounied  to  $1,212,600;  showing  a dif- 
ference of  $18,966  in  favor  of  the  canals  in  Pennsylvania. 

\^Philadelphia  Sentinel. 

Rdnawav  steam  engine.  One  of  the  most  curious  circum- 
stances in  lire  iiisiory  of  locomotive  engines  occurred  on  Sun- 
day afternoon,  at  the  depot  of  the  Leeds  and  Selby  railway,  at 
Leeds.  The  firemen  had  liglited  a fire  under  the  boiler  of  a 
locomotive  engiiie  which  was  attached  to  a train,  and  then  left 
it.  The  steam  got  np  sooner  than  they  anlieipaled,  and  the  en- 
gine set  off  witlioni  either  guide  or  train;  and,  being  unencum- 
bered, it  proceeded  with  fearlul  rapidity.  The  astonishment  of 
the  firemen  may  be  easily  conceived  when  they  found  ilie  en- 
gine out  of  sight.  'J'he  persons  who  saw  it  in  its  flight  were 
amazed  beyond  measure,  as  it  seemed  literally  to  fly.  At  length, 
when  llie  fire  abated  and  the  steam  lessened,  its  dangerous 
speed  gradually  slackened,  and  it  finally  stood  still  in  the  Mil- 
ford culling,  a distance  of  12  mites  from  Leeds. 

The  Boston  Journal  says — “We  understand  that  stoves,  in 
which  anthracite  coal  is  burned,  are  iniioduced  into  some  if  not 
all  of  the  rail  road  p<-)ssenger  cars,  which  are  pul  up  on  the  dif- 
ferent routes  from  this  city.  This  is  a great  improvement,  and 
lessens  the  evil  of  travelling  during  excessive  cold  weather. 

A splendid  steam  ship,  of  1,000  tons  and  300  horse  power,  to 
be  called  the  Auckland,  has  been  contracted  for  by  government, 
at  Glasgow,  to  navigate  the  Red  Sea.  The  contractor  is  Mr. 
Robert  N.ipier.  She  is  to  be  of  the  most  magnificent  descrip- 
tion, and  filled  out  as  a man-of-war  vessel. 

Experiments  in  iron  steamboats.  Caf  tain  Johnson,  of  the 
royal  navy,  has  arrived  at  Dublin,  from  England,  commissioned 
by  the  hmlsof  the  admiralty  to  institute  a course  of  experi- 
ments for  the  purpose  of  determining  the  amount  and  intensity 
of  local  magnetic  attraction,  and  correct  the  irregularities  of 
the  compass  on  hoard  vessels  constructed  of  iron;  and  to  ascer- 
tain and  report  on  the  efficiency  of  such  vessels  for  the  public 
service.  The  lords  of  the  admiralty  have  wisely  and  liberally 
undertaken  this  investigation,  so  ’interesting  in  a scientific 
point  of  view,  and  so  important  to  what  may  hereafter  be  the 
great  bulwark  of  the  nation— the  superiority  of  a fleet  of  British 
iron  steam  ships — the  iron  walls  of  Old  England!  The  design 
of  the  admiralty  was  no  sooner  known,  than  the  City  of  Dublin 
company,  in  the  most  liberal  manner,  expressed  their  willing- 
ness to  afford  every  facility  towards  the  accomplishment  of  the 
object  in  question. 

The  Pittsburgh  .Advocate  of  the  20th  ult.  gives  a fine  view  of 
the  opening  prospects  of  the  west,  in  a notice  of  the  steamboats 
just  finished,  and  being  built,  at  and  near  that  city. 

The  George  Washington,  500  tons  burthen,  with  splendid  up- 
per cabins,  with  50  separate  stale  rooms,  and  engines  of  250 
borse  power. 

The  Pennsylvania,  500  tons  burthen,  wUh  six  boilers  and 

flues. 

Tuskina,  300  tons  burthen,  admirably  and  commodiously 
finished. 

Pioneer,  burthen  1,000  bales  of  cotton. 

Also  light  draught  steamboats  Salem  and  Manin. 

These  vessels  have  all  been  launched  within  a few  days,  and 
they  will  be,  shortly  followed  by  a large  steamboat  of  700  tons 
burthen,  the  Prairie  of  400  Ions,  and  15  other  steamboats  of  from 
UK)  to  500  tons  burthen.  The  Advocate  adds — it  li.as  been  esti- 
mated that  the  arnonni  of  steam  and  oilier  boats  finished  and 
filled  out,  at  the  port  of  Pittsburgh,  within  one  year  up  to  1st 
January,  1830,  will  amoinit  to  one  million  of  dollars — a very 
handsome  item  fur  one,  out  of  many,  she  produces. 

More  “Lynching!”  The  Lousiana  Advertiser,  says — “On 
Wednesday  night,  last  W'eek,  a (ellow  nnmed  John  Joseph 
Short,  went  to  the  wood  yard  of  John  W.  Brock,  on  the  Mis- 
sissippi river  in  the  upper  part  of  this  parish  and  asked  for 
work.  This  was  given  him,  and  on  Thursday  morning.  Short 
and  Brock  when  to  the  woods,  the  latter  to  show  the  former 
were  to  commence  work.  Soon  after  passing  the  enclosure, 
as  Brock’s  buck  was  turned  upon  Short,  the  latter  gave  him  a 
blow  on  llie  back  of  the  heail  with  ilie  poll  of  his  axe  which 
brouglit  him  lo  the  ground.  The  blows  were  repeated  twice, 
when  Short  perceiving  life  still  lingering  in  his  vicliin,  he  turn- 
ed the  edge  of  his  axe-,  and  cut  his  throat  to  the  neck  bone. 
He  then  reiunied  to  the  house,  and  attempted  to  minder  a negro 
girl,  the  only  lemaining  human  being  on  the  place,  but  who 
escaptd.  Ilis  ullention  was  next  inrned  to  rotihiiig  ihe’house 
but  he  only  found  five  ilollars  in  money.  At  lliis  lime  he  per- 
ceived a stranger  approach,  he  ran  into  the  cane,  and  made  his 
escape  for  the  lime  being.  The  alarm  was  iiistuiiily  given  to 
the  cilittiis  of  Point  Coupee,  who  with  a zeal  that  reflects 


much  credit  on  them  turned  out  in  pursuit  of  the  murderer 
On  Friday  he  was  taken  on  a flat  boat  that  was  descending  the 
river,  carried  to  Point  Coupee,  where  he  was  tried  in  a sum- 
mary manner,  and  executed,  by  hanging,  on  Saturday. 

Before  he  was  executed,  Short  made  his  confession  from 
which  we  gather  the  marmei  of  the  murder  of  Brock.  He  also 
confesses  that  not  long  since  he  attempted  the  murder  of  a 
family  by  the  name  of  Orr,  a short  distance  from  Natchez;  and 
it  is  feared  he  succeeded  in  his  attempt  on  two  of  the  family. 
Thu  confession  will  be  published  in  pamphlet. 

Lynch  law  in  Colerain.  The  sect  known  as  perfectionists 
have  recently  been  making  some  converts  in  Colerain,  and 
holding  meetings  there  considerably  to  the  annoyance  of  the 
rnajoriiy  of  the  inhabitants.  We  learn  that  one  of  the  leaders, 
formerly  a resident  of  Montague,  who  was  suspected  of  taking 
with  his  female  disciples  some  liberties  inconsistent  with  the 
holiness  of  his  professions,  was  taken  out  a few  days  since,  rid- 
den nearly  three  miles  upon  a rail,  tarred  and  feathered  and  dis- 
missed with  an  admonition  to  quit  the  town — a piece  of  advice 
with  which  he  has  since  complied.  Whatever  may  have  been 
the  original  provocation,  however,  all  proceedings  of  this  cha- 
racter are  to  be  regretted  and  reprobated  equally,  whether  oc- 
curring nt  the  south  or  in  New  England,  and  whether  direct- 
ed against  immoral  acts,  or  erroneous  opinions.  Of  the  former, 
the  law  of  the  land  will  take  sufficient  cognizance;  and  the  lat- 
ter may  safely  be  left  to  the  test  of  dispassionate  and  calm  exa- 
mination. [Prauhlin  Mercury — Massachusetts. 

Governor  Swain,  of  North  Carolina,  in  bis  address  lo  the 
legislature,  holds  this  language  in  relation  to  the  abolition  ques- 
tion, and  to  the  duly,  as  he  considers  it,  of  the  southern  states 
to  unite  in  a call  upon  all  the  states  to  enact  penal  laws  against 
the  discussion  of  the  slave  question: 

The  spirit  of  fanaticism,  which  has  recently  been  manifested 
in  connection  with  one  species  of  our  population,  in  variotas 
sections  of  the  union,  demands  and  will  receive  your  serious 
consideration.  It  is  no  longer  possible  to  conceal  it,  if  we  would; 
and  it  becomes  us,  in  common  with  the  people  of  every  southern 
state,  to  speak  a language  upon  this  subject  which  will  not 
admit  of  misapprehension,  and  exhibit  a spirit  that  shall,  at 
least,  command  attention  and  respect.  The  extent  of  the  ope- 
rations and  designs  of  these  misguided  people,  will  be  best 
understood  by  an  examination  of  the  aecompanying  file  of 
papers,  published  under  the  patronage  of  the  society  of  imme- 
diate abolitionists  at  New  York;  which  has  been  transmitted  t© 
me  by  a citizen  of  this  state  for  your  use. 

The  subject  first  attracted  the  attention  of  the  legistaiHre  ii> 
1830,  when  the  evil  was  comparatively  in  its  infancy,  a»d  the 
publication  or  circulation  within  this  stale  of  these  incendiary 
newspapers  and  pamphlets,  was  made  a felony,  punishable  by 
fine,  whipping  and  the  pillory,  in  the  first  iiisiaiice,  and  deatl* 
for  the  second  offence.  It  is  apparent  to  all  who  have  any  ac- 
curate knowledge  of  our  condition,  that  the  public  safely  im- 
periously requires  the  suppression  of  these  wicked  and  mis- 
chievous publications,  injurious  alike  to  the  best  interest  of 
the  master  and  the  slave.  This,  I apprehend,  cannot  be  ef- 
fected without  the  co-operation  of  the  legislatures  of  the  states 
from  which  these  missiles  proceed.  Such  an  interference  with 
our  domestic  concerns  upon  the  part  of  the  citizens  of  a foreign 
stale,  either  encouraged  or  permitted  by  the  government,  would 
at  once  justify  a resort  to  the  modes  ordinarily  adopted  for 
the  adjustment  of  national  differences.  If  we  should  exercise 
greater  forbearance  in  the  present  instance,  it  is  not  because  the 
wrongs  we  sutler  are  less  injurious  or  mortifying,  when  inflict- 
ed by  the  hands  of  brethren.  The  obvious  design  and  tendency 
of  these  proceedings,  are  to  subvert  the  constitution  and  law# 
of  the  country;  .«iid  we  have,  therefore,  an  indubitable  right 
to  ask  of  our  sisir;r  states  the  adoption  of  such  mea.enres  as  may 
be  necessary  and  i«  nuisile  lo  suppress  iliem  totally  and  prompt- 
ly. Upon  this  qiit  - lion  there  is  no  diversity  of  interest,  and 
can  be]  no  diffeieiici;  of  opinion.  The  eiuiie  south  will  unite 
with  you  in  the  adoption  of  any  measures  which  may  seem 
best  calculated  lo  insure  union  of  counsels,  and  prompt  and 
eneigetic  action.  Under  the  perfect  conviction  that  there  is  no 
neutral  ground  which  can  be  occupied  either  with  safety  or 
honor,  and  that  to  delay  action  is  lo  increase  danger,  I can- 
not doubt  or  hesitate  as  to  the  course  which  it  becomes  us  to 
pursue.  It  is  therefore  respectfully  recommended  as  worthy 
your  consideration,  whether  resolutions  should  not  be  adopted, 
inviting  the  stales  united  with  us  by  the  ties  of  common  in- 
terest and  danger,  to  co-operate  with  us  in  the  adoption  of  such 
measures  as  may  be  necessary  lo  insure  our  s.ifely,  and  calling 
upon  the  legislatures  of  all  the  states  lo  enact  such  penal  laws 
upon  this  subject  as  may  be  necessary  to  perpetuate  the  bless- 
ings contemplated  in  the  formation  of  the  federal  constitution 
of  the  union. 

“Official.”  From  the  Globe.  Mr.  Van  Buren  ordinarily 
rides  in  a barouche  (we  think  a second  hand  purchase)  worth 
probably  two  hundred  and  fifty  dollars.  For  great  occasions, 
such,  for  instance,  as  the  inauguration  of  a president  or  vice 
president,  a 22d  of  February,  or  an  8lh  of  January,  or  4lh  of 
July  celebration,  he  has  a very  handsome  .American  carriage, 
drawn  by  a pair  of  beautiful  bays  of  the  Eclipse  blood.  VVe 
think  it  probable  he  sometimes  took  pleasure  in  giving  the  Bri- 
tish minister  an  airing  in  this  pretty  specimen  of  American  ma- 
nufacture, and  of  making  a display  of  the  bone  a»d  sinew  and 
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boliotn  of  the  American  Eclipses,  by  way  of  satisfying  sir 
Charles,  that  neither  the  strain  of  men  or  horses  has  degenerat- 
ed, but  rather  improved  on  this  side  the  water.  In  his  late 
visit  to  Mr.  Rives  and  president  Madison,  we  believe  that  Mr. 
Van  Buren  made  his  journey  in  a barouche,  which  in  difficult 
parts  of  the  road,  and  at  night,  lie  drove  himself. 

A New  Orleans  paper  of  late  date  mentions  that  Mr. 
Russell  of  the  Southwestern  theatre,  is  in  treaty  with  the 
celebrated  danseusCy  Taolioni,  to  whom  Madame  Ce- 
leste is  said  to  be  but  “a  circumstance”— and  that  she 
may  be  expected  in  New  Orleans  early  in  the  coming 
season. 

[Celeste  will  make,  however,  if  she  lives  and  has 
health,  the  handsome  sum  of  one  hundred  tho2isaud  dol- 
lars, in  the  current  year!] 

Miss  Martineau,  it  appears  from  the  Boston  papers,  has 
deemed  it  decorous  to  attend  an  abolition  meeting  in  that  city, 
and  to  make  a speech  on  the  occasion,  which  is  thus  reported 
in  Garrison’s  Liberator,  as  we  learn  from  another  Boston 
paper: 

“Some  account  was  then  given  by  several  ladies,  who  are 
engaged  in  soliciting  subscriptions  to  the  petition  to  congress, 
of  the  efforts  they  made,  and  their  various  successes.  At  this 
period  of  their  proceedings.  Miss  Martineau  rose  with  great 
dignity  and  simplicity  of  manner,  and  said,  I have  been  re- 
quested by  a friend  present  to  say  something  if  only  a word — to 
express  my  sympathy  in  the  objects  of  this  meeting.  I had 
supposed,  that  my  presence  here  would  be  understood  as  show- 
ing my  sympathy  with  you.  But  as  i am  requested  to  speak,  I 
will  say  ‘what  I have  said  through  the  whole  south,  in  every 
family  where  I have  been,’  that  I consider  slavery  as  incon- 
sistent with  the  law  of  God,  and  as  incompatible  with  the 
course  of  his  Providence.  I should  certainly  say  no  less  at  the 
north  than  at  the  south  concerning  this  utter  abomination— and 
I now  declare  that  in  your  principles,  I fully  agree.” 

Beauties  of  rotation  in  office.  An  accidental  meet- 
ing K»ok  place  not  long  since  in  one  of  our  streets,  between 
three  individuals,  who  joined  in  a hearty  laugh,  at  the  as- 
sociation of  ideas  forced  upon  them  by  the  occurrence.  One 
of  them  was  the  holder  of  an  office  yielding  a very  small  in- 
come, and  the  other  two  were  citizens  in  private  life.  Tlte 
last  time  tiiey  had  met  together  was  at  Harrisburgh,  in  the 
year  1822,  when  they  were  all  in  the  service  of  the  state.  One 
was  governor,  one  was  secretary  of  the  commonwealth,  and 
one  was  a senator.  Subsequent  to  that  period,  they  were  all 
engaged  in  the  service  of  the  general  government.  One  was  a 
senator  in  congress,  another  a cabinet  minister,  and  the  third 
was  employed  on  a foreign  mission.  The  vvlieel  had  turned 
round  with  them,  and  landed  iliem  all  upon  their  backs,  as  it 
has  done  all  who  have  gone  the  sanie  road  before  them,  and  as 
it  will  do  all  who  go  the  same  road  after  them.  As  a picture  of 
human  life,  this  spectacle  was  not  without  its  moral.  The 
stations  once  occupied  by  two  of  these  individuals  gave  them 
great  patronage,  and  wliilst  in  possession  <»f  it,  they  received 
the  same  sort  of  homage  that  wails  upon  all  men  in  power. 
We  will  now  venture  to  assert,  that  either  o(  them  could  point 
lo  hundreds  of  men  who  received  offices  at  their  hands,  and 
who  would  not  now  contribute  a dollar  for  their  relief,  if  they 
were  in  want,  such  is  the  nature  of  political  gratitude. 

[PAila.  Gazette. 

Ancient  Mexican  cotton  manufacture.  The  cotton  ma- 
nufacture was  found  existing  in  considerable  perfection  in 
America  on  the  discovery  of  that  continent  by  the  Spaniards. 
Cotton  formed  the  principal  article  of  clothing  among  the  Mexi- 
cans, as  they  had  neither  wool,  hemp  nor  silk,  nor  did  they  use 
the  flax  which  they  possessed  for  purposes  of  clothing,  and 
their  only  materials  for  making  cloth,  besides  cotton,  were  fea- 
thers, the  wool  of  rabbits  attd  hares,  known  in  commerce  as 
coney’s  wool,  and  the  fibrous  plant  called  the  maguei.  We  are 
informed  by  the  Abbe  Clavigero,  that  “of  cotton  the  Mexicans 
made  large  webs,  and  as  delicate  and  fine  as  those  of  Holland, 
which  were  with  much  reason  highly  esteemed  in  Europe. 
They  wove  their  cloths  in  different  figures  and  colors,  repre- 
senting different  animals  and  flowers.  Of  feathers  interwoven 
with  cotton  they  made  mantles  and  bed  curtains,  carpets  and 
other  things  not  less  great  than  beautiful.  With  cotton  also 
they  interwove  the  finest  hair  of  the  belly  of  rabbits  and  hares, 
after  having  made  and  spun  it  into  thread;  of  this  they  made 
most  beautiful  cloths,  and  in  particular  winter  waistcoats  for 
the  lords.”  Among  the  presents  sent  by  Cortez,  the  conqueror 
of  Mexico,  to  Charles  V,  were  “cotton  mantles,  some  all  white, 
others  mixed  with  white  and  black,  or  red,  green,  yellow  and 
blue;  waistcoats,  handkerchiefs,  counterpanes,  tapestries  and 
carpets  of  cotton;”  and  “the  colors  of  the  cotton  were  extreme- 
ly fine,”  as  the  Mexicans  had  both  indigo  and  cochineal  among 
their  native  dyes.  They  also  used  cotton  in  making  a species 
of  paper;  one  of  their  kinds  of  money  consisted  in  small  cloths 
and  cotton;  and  their  warriors  wore  cuirasses  of  cotton,  cover- 
ing the  body  from  the  neck  to  the  waist. 

[Battle’s  History  of  tke  cotton  manufacture. 


Distressing  accident.  Mr.  Levin  Phillips,  of  Dorchester 
county,  Maryland,  lost  his  life  on  Friday  last  in  a most  distres- 
sing manner.  He  was  engaged  in  making  some  little  repairs  to 
the  windmill  on  liis  farm,  when  liis  cloihes  caught  in  tlie  ma- 
chinery by  which  he  was  carried  round  with  great  velocity, 
dashed  itow  agairrst  the  floor  and  now  agaiitsi  other  parts  of  the 
rtrill  until  he  was  maiiwled  itt  a tirosf  sltockittg  manner.  Several 
physicians  were  called,  attd  it  was  at  one  linre  thought  that  life 
rrright  be  saved  by  amputating  both  of  his  legs;  but  it  was  soon 
after  fonrtd  that  even  this  would  irot  avail — that  the  ntangled 
man  ririisl  die.  He  expired  a few  hours  after.  Mr.  Phillips 
was  a farmer  of  considerable  celebrity  in  his  county,  and  a very 
respectable  citizen.  He  has  left  a wife  and  12  children  to 
mourn  his  loss.  IPatriot. 

Fire  in  the  New  Jersey  state  prison  at  Trenton.  On 
Tirnrsday  night,  about  20  ririnutes  after  the  prisoners  had  been 
reriroved  to  their  cells,  the  long  workshop  of  the  prison  was 
discovered  to  be  on  fire,  and,  from  the  absence  of  engines  and 
aid,  was,  with  all  its  materials,  looms,  &c.  consumed.  Sup- 
posed loss  to  the  state, $4,500.  The  fire  is  ascribed  to  the  con- 
victs, who  hurnl  a similar  shop  some  years  ago,  and  who  have 
recently  manifested  symptoms  of  uneasiness  at  the  prospect  of 
going  into  solitary  confinement  at  the  new  prison. 

A SINGULAR  INCIDENT.  Di’.  Flint,  ID  his  lecture  last 
week  on  the  anatomy  of  the  brain,  illustrated  the  as- 
tonishing influence  which  the  nervous  system  exercises 
over  the  whole  corporeal  and  mental  functions,  by  a well 
authenticated  anecdote,  which  is  too  remarkable  to  be  lost. 
He  stated  that  in  Berlin  in  Prussia,  an  individual,  during 
a violent  dispute  with  his  wife,  in  the  course  of  which 
both  ])arties  became  much  enraged,  undertook  to  admi- 
nister a little  solatary  chastisement.  He  struck  her  with 
his  hand  a slight  blow  on  the  back  of  her  neck.  The 
woman  instantly  fell  and  became  apparently  immediately 
deprived  of  all  sensation — 'and  after  various  methods 
were  resorted  to  without  success  to  reanimate  her,  she 
was  pronounced  to  be  dead — grave  clothes  were  provid- 
ed, and  some  persons  commenced  stripping  the  body  of 
its  apparel,  in  order  to  array  it  preparatory  to  its  inter- 
ment. On  removing  a kerchief  from  her  shoulders,  the 
woman  to  the  great  consternation  of  all  present,  started 
up,  assumed  a menacing  attitude,  and  proceeded  to  finish 
an  opprobrious  term  which  she  was  applying  to  her  hus- 
band when  he  struck  her  the  blow  that  appeared  to  have 
produced  sucit  serious  results. 

It  was  ascertained  on  subsequent  investigation  that  a 
pin,  which  confined  a certain  portion  of  her  garments  to 
her  neck,  was  by  the  force  of  the  blow,  driven  through 
the  integuments  and  spine,  until  it  reached  the  spinal 
marrow,  and  was,  the  cause  of  the  instantaneous  suspen- 
sion of  all  the  functions  of  body  and  mind.  She  was 
restored  to  consciousness  and  to  the  full  possession  of 
all  her  faculties,  so  soon  as  it  was  removed. 

[Boston  J\£er.  Adv. 

Depth  of  mines.  Kit’s  ptihl  copper  mine  in  the  Feet. 


Tyrol  mountains 2,764 

Sampson  mine,  at  Andreasburgh,  in  the  Hartz. 2,230 

Valericiana  mine,  Guanaxiiato,  Mexico 2,170 

Pearce’s  shaft,  consolidated  mines,  Cornwall 1,650 

Monk wearmouth  colliery,  Durham 1 ,600 

Wheal  Abraham’s  mine,  Cornwall.... 1,452 

Dolcoath  mine,  Cornwall. ... . 1,410 

Erton  mine,  Staffordshire 1,380 


The  deep  mines  in  the  Tyrol,  the.  Hartz,  and  the  Andes, 
above  described,  are  all  in  high  situations;  the  bottom  of  the 
Mexican  mine,  for  instance,  is  6,000  feet  higher  than  the  top  of 
the  Cornwall  shafts.  The  deepest  perforation  beneath  the  level 
of  the  sea,  consequently  the  nearest  approach  to  the  earth’s 
centre,  has  been  made  at  the  Monkwearmoutb  colliery  above 
described. 

Pearce’s  shaft,  Cornwall,  (1,338  feet  below  the  level  of  the 
sea),  was,  until  lately,  the  deepest  in  the  world,  the  superiority 
of  depth,  however,  must  now  be  ceded  to  Monkwearmoutb, 
which  is  1,513  feet  below  the  surface  of  the  German  ocean. 

[Laurence'>s  Geology  in  1835. 

Washington  city.  We  have,  with  considerable  trouble, 
procured  the  following  statement  in  relation  to  our  city  lands. 
For  the  present,  we  leave  the  subject  to  the  reflection  of  every 
man  in  Washington.  It  is  indeed  time,  Irish  time,  that  we 
were  awake  to  a sense  of  our  true  condition. 

The  circumference  of  Uie  city  is  14  miles.  The  aggregate 
length  of  the  streets  is  199  miles. 

do.  of  the  avenues  65 

Total  length  of  the  streets  and  avenues  264  miles. 

The  whole  amount  of  acres  in  the  streets  and  avenues,  after 
deducting  the  areas  of  the  Intersections  and  adding  the  opea 
spaces,  is  3,604  acres.  The  areas  of  the  public  reservations, 
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after  deducting  the  areas  of  reservations  10,  11  and  12,  which 
were  sold,  and  the  proceeds  applied  lo  improve  the  low  grounds 
south  of  I’eniisylvania  Avenue,  is  513  avres.  The  whole  area 
of  all  the  squares  of  the  city  amounts  to  131,684,176  square  feet, 
or  3,016  acres. 

One-halt  this  quantity,  or  1,508  acres,  was  reserved  for  the 
United  States,  and  the  other  half  assigned  to  the  proprietors. 
To  the  half  belonging  to  the  United  Slates,  must  be  added  28 
acres  for  the  reservations  10,  11  and  12  sold;  making  1,536  acres 
for  the  use  of  the  United  States.  [Mirror. 

British  West  Indies.  Aniigna  papers  tothe27lh  ultimo, 
have  been  received  by  the  New  York  Courier  & Enquirer. 
Tliey  state  that  a large  number  of  emigrants  are  constantly  ar- 
riving in  that  island  from  Madeira  and  the  Azores.  They  are 
brought  there  in  the  hope  that  their  labor  may  prove  a subsii- 
mie  for  that  of  the  emancipaletl  negroes.  The  papers  announce 
the  arrival  in  Demerara  of  one  vessel,  the  Mars,  with  236  emi- 
grants from  Madeira,  and  of  the  brig  Rising  Sttiles,  with  61 
males  and  15  females,  from  the  Cape  de  Verd  i.«lands.  'I'hey 
also  contain  a proclamation  from  the  governor  of  Madeira,  cau- 
tioning the  inhabitants  against  the  seductive  representations  of 
the  planters  in  the  British  possessions. 

In  Barbadoes  some  disturbances  had  taken  place  among  the 
slaves,  or  in  English  phraseology,  among  the  apprenticed  labor- 
ers, in  consequence  of  the  legislature  of  the  island  having  allot- 
ted to  them  a shorter  allowance  of  salt  fish  than  they  had  be- 
fore, which,  it  is  slated,  is  an  article  now  extieniely  scarce. 
The  employers,  say  the  papers,  would  gladly  have  entered  into 
an  arrangement  with  them,  by  substituting  an  increased  quan- 
tity of  molasses,  rum,  time  or  other  indulgences,  for  an  article 
80  difficult  lo  be  obtained,  but  they  insisted  upon  their  legal  al- 
lowance, and  had  in  some  places  been  so  turbulent  as  to  incur 
severe  corporeal  punishments. 

The  respective  islands  and  colonies  of  Anticua,  Bermuda, 
Bahamas,  St.  Christopher,  Dominica,  Gr.inada,  St.  Lucia,  I'ri- 
pidad,  Mauritius  and  the  Cape  of  Good  Hope,  are,  by  an  order 
in  council,  declared  to  have  made  that  adequate  and  satisfac- 
tory provision  for  the  slave  population,  required  by  the  act  of 
parliament  abolishing  slavery. 

Florida  wonders.  Pensacola,  November  14.  A few  days 
ago  some  gentlemen  standing  on  the  shore  of  St.  Andrews  bay, 
had  an  opportunity  of  witnessing  a singular  contest  between  a 
porpoise  and  a large  alligator.  The  contest  lasted  about  half  an 
hour,  at  the  end  of  which  time  the  alligator  gave  in,  and  soon 
after  floated  on  shore  in  a dying  condition.  He  was  found  lo 
have  been  literally  bruised  to  death  .by  the  strokes  which  the 
porpoise  was  seen  to  inflict  upon  him  with  his  tail. 

Tallahasse,  Non.  14.  As  three  negroes  belonging  to  the  hon. 
J.  M.  While,  were  passing  across  the  wood,  near  Moriticello, 
one  being  a little  in  advance  of  the  other  two,  was  attacked  by 
a very  large  panther  and  hurled  to  the  ground — his  companions 
coining  up,  one  of  whom  seized  the  panther  by  the  hind  legs, 
and  immediately  the  other  collared  the  huge  monster,  but 
from  the  severe  treatment  he  received,  was  forced  to  release 
his  hold.  At  this  critical  juncture,  the  one  who  had  been  at- 
tacked, seized  a stick,  and  despatched  him,  and  bore  his  body 
off  in  triumph.  The  above  facts  can  be  substantiated  by  six 
trespeclable  citizens  who  saw  the  animal  alter  the  negroes  re- 
turned uninjured  from  the  scene  of  slaughter. 

Boston  and  Providence  rail  road.  The  directors  have 
<Ieclared  a ■dividend  of  four  per  cent.  The  road  has  been  in 
operation  about  six  months,  imperfect  for  a part  of  the  lime: 
in  fact  the  arrangements,  especially  at  the  terminations,  are 
yet  quite  incomplete.  We  understand  the  exhibit  was  in  round 


numbers  as  follows: 

Whole  receipts, ^112,000 

Expenses, 28,000 

Net  profits, ,^84,000 

Dividend  4 percent 50  000 

Surplus  retained, $34,000 

r AT.  V.  .Tnuv 


ELECTIONS. 

The  accounts  from  Mississippi  are  altogether  contradictory. 
The  Natchez  Courier  of  November  11,  says: 

Sufficient  is  known  to  authorise  us  lo  place  reliance  upon 
the  election  of  the  honorable  Charles  Lynch,  for  governor,  over 
his  excellency  Hiram  G,  Runnels,  tUe  Van  Buren  candidate  for 
re-election.  It  also  appears  to  be  tolerably  certain  that  Dick- 
son (White)  and  Claiborne  (Van  Buren,  hut  under  pledges,) 
have  been  elected  to  represent  Mississippi  in  the  congress  of 
the  United  States.  As  Lynch’s  election  was  admitted  to  be  a 
fair  lest  of  the  strength  between  White  and  Van  Ilnren  in  Mis- 
sissippi, the  victory  is  one  of  great  importance,  and  will  exer- 
cise, we  think,  a beneficial  influence  upon  the  other  slates. 
Mississippi  has  deciiled  against  king  caucus,  and,  with  Tennes- 
see and  Pennsylvania,  she  has  treated  with  contempt  the  artful 
scheme  to  take  from  her  the  choice  of  her  serv.mus. 

And  the  “Globe”  has  letters  from  iackson,  Mississippi,  which 
say— 

“I  have  barely  time  to  inform  you,  4hat,  after  a violent  con- 
itest,  victory  has  crowned  our  labors.  We  have  elected  Bnonels 
<Van  Buren)  governor,  and  a majority  of  the  legislature.  IFal- 


ker’s  election  is  sure.  Claiborne  (Van  Buren)  is  elected,  and 
Dickson  has  beaten  Edwards  by  a small  niajonly.  Mississippi 
is  safe.” 

And  another  letter  dated  Madisonville,  (Mi.),  14ih  Novem- 
ber, says: 

“1  have  such  intelligence,  as,  in  my  opinion,  places  beyond 
doubt  the  election  of  Runnels  as  governor  of  llii.s  stale.  Wal- 
ker’s eleciioti  1 consider  as  nearly  certain.  Van  Hnren  is  gain- 
ing ground;  and  will,  I think,  receive  the  vote  of  Mississippi. 
Claiboine  (Van  Biiien)  is  c'.rtainly  elected  to  congress. 

“'I’lie  recent  insurrectionary  movements  in  this  state,  lost  us 
Madison  and  Hinds  counties,  and  injured  us  in  several  others. 

“Poindexter  is  formally  recommended  a.s  a candidate  lor  re- 
election  to  the  senate.  He  can  get  about  26  votes  out  of84.” 
From  the  Nashville  Republican  of  Nov.  21. 

We  received  no  papers  fiom  this  stale  on  Thursday  night, 
when  they  vveie  rlue.  We  are  indebted  for  the  following 
cheering  information  to  the  Columbia  Observer,  received  last 
nighi: 

Mississippi  election.  We  have  heard  from  19  counties. 
I,ynch  (the  White  candidate  for  governor)  has  received  6,898 
voles— Runnels  (Van  Buren)  5,396.  Runnels  is  a popular 
man,  and  has  been  governor  of  Mississippi  for  many  years. 
Lynch  has  but  little  personal  popularity,  and  entertains  pohii- 
cal  oi»inions,  we  have  been  inloimed,  still  more  unpopular. 
Under  all  these  disudvanlage:s,  the  White  candidate  runs 
ahead! 

Extract  of  a letter  to  one  of  the  editors  from  a member  elect  to 
the  Mississippi  legislature. 

“Our  elections  are  over.  Out  of  six  members  to  the  legisla- 
ture from  this  county,  only  one  is  in  favor  of  Van  Buren.  In- 
deed, the  White  ticket,  both  for  county  and  slate  officers,  is 
going  bravely  nheail,  so  far  as  we  have  heard. 

“1  stand  pledged  lo  vole  for  no  Va7i  Buren  man  for  United 
States  senator — as  do  a large  majority  of  our  legislature.” 

It  appears  that  in  North  Carolina,  Mr.  Speight,  a friend  of  the 
administration,  has  been  elected  by  the  legislature,  governor  of 
the  stale:  and  it  seems  that  the  offices  of  the  legislature  of  ..3/u- 
bama  are  opposed  to  the  Baltimore  nomiiialioii  of  president  and 
vice  president  of  the  United  Stales. 

The  Salem  Gazette  says:  “We  believe  we  are  right  in  saying 
that  Mr.  JEeereff  has  been  elected  to  the  chief  magistiacy  of 
Massachusetts  at  an  earlier  age  than  any  of  his  predecessors 
since  the  time  of  sir  Henry  Vane.  He  is  now  41  years  of  age. 
When  we  review  his  life,  it  is  astonishing  to  find  how  it  has 
been  crowded  with  labor,  public  service  and  distinguished  suc- 
cess.” 

The  following  paragraph,  from  the  New  Orleans  “True  Ame- 
rican” of  17th  November,  contains  information  of  considerable 
interest  at  this  moment: 

“We  learn  that  the  honorable  Charles  Gayarre,  our  senator 
to  congress,  who  has  lately  gone  to  Europe  for  the  benefit  of 
his  health,  has  written  a letter  to  the  speaker  of  the  house  of 
representatives  of  our  slate  legislature,  desiring  him  to  tender 
his  resignation  of  the  important  office  lo  which  he  had  been 
elected.” 

Pennsylvania  Legislature.  We  learn  from  a Harrisburgh  cor- 
respondent IhatATer  of  Union  county,  was  chosen 

speaker  of  the  house  of  representatives  on  the  first  ballot,  at 
the  meeting  of  the  legislature  on  3'uesday  last.  The  vote  was, 
for  Middieswarlh  68;  J.  A.  McClelland  16;  B.  A.  Kidlack  11; 
scattering  3— all  the  members  save  two,  being  present. 

The  senate  was  organized  at  3 o’clock,  P.  M.  by  the  election 
of  gen.  Cunningham,  (if  Mercer,  as  speaker  on  the  first  ballot. 
The  vole  was  as  follows:  CiinniRgham,  20;  A.  H.  Reed,  10; 
scattering  2.  All  the  members  present.  General  Cunningham 
was  supported,  as  speaker  of  the  senate,  by  the  anti-masons, 
Whigs  and  Muhlenberg  men,  and  Mr.  Read  by  the  Wolf  men.  In 
the  house  of  representatives,  the  strength  of  parties  is  thus 
stated:  anti-masons,  45;  whigs,  26;  Wolf  men,  17;  Muhlenberg, 
12.  The  message  of  gov.  Wolf  was  expected  to  be  sent  lo  both 
houses,  at  twelve  o’clock  on  the  following  day,  Wednesday. 

Philadelphia  [ivhig]  city  convention. 

At  an  ridjonrned  meeting  of  the  delegates  of  the  democratic 
whig  city  convention,  held  at  the  district  court  room  on  Tues- 
day evening,  December  1,  1835,  to  elect  delegates  to  the  con- 
vention to  be  held  at  Harrisburgh  on  the  14ih  December,  the 
following  gentlemen  were  elected: — 

John  Sergeant,  John  F.  While, 

John  M.  Scott,  Win.  A Crabb, 

Marcus  Montrlins,  Jacob  B.  Lancaster, 

Charles  A.  Repplier,  Thos.  Hanley, 

John  Lindsey. 

On  motion — it  was  resolved.  That  the  delegates  elected  have 
power  to  fill  all  vacancies. 

On  motion — the  following  resolutions  weie  unanimously 
adofited. 

Ilcsotved,  That  our  delegates  to  the  Harrisburgh  convention 
be  in.^trncted  to  pursue  that  course  which,  upon  full  and  free 
conference  with  their  brethren  from  other  parts  of  the  common- 
wealth, may  .ajipear  to  them  to  be  best  ada(iteil  to  rescue  the 
contury  from  its  present  domination;  to  restore  the  principles 
of  the  coiisiilniion  to  their  original  purity,  and  to  preserve  our 
republican  inslitnlions  unscathed. 

Resolved,  'I’liat  it  he  left  to  theiT  discretion  to  nominate  a can- 
didate frrr  the  chief  executive  office  from  among  the  many  great 
men  who  stand  conspicuous  in  the  sight  of  the  nation  as  defen- 
ders of  the  constitution— or  if  lh.R,  discretion  shall  so  dictate,  to 
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unit«  in  the  formation  of  an  otecloral  ticket,  unpledged  and 
uncoinniiued,  ami  to  assent  tollie  call  of  a national  convention. 

JOHN  M.  SCOTT,  president. 


Wm.  P.  Smith,  ) 
Jos.  Prick,  JR.  ) 


secretaries. 


FOREIGN  NEWS. 


The  New  York  Commercial  and  Mercantile  supply  the  fol- 
lowing items  of  intelligence  by  the  Roscoe,  from  Liverpool, 
October  25. 

Tlie  R'iscoe  has  brought  despatches  for  government,  which 
will  probably  communicate  intelligence  from  France.  The 
Formosa,  which  .sailed  from  New  Yorn  on  the  16ih  September, 
and  carried  despatches,  reached  Havre  on  the  14ih  October,  so 
that  lliere  might  have  been  time  for  answers  by  this  convey- 
ance. 

Nothing  extraordinary  appears  to  have  happened  in  Europe, 
except  the  departure  of  the  duke  of  Orleans  from  Paris  to  Al- 
giers, (as  some  say,  to  take  part  in  the  war,  and,  .according  to 
others,  in  consequence  of  a quarrel  with  his  father,  king  Louis 
Philippe) — and  except  also  a sudden  visit  of  the  emperor  of 
Russia  to  Vienna,  where  he  took  every  body  by  surprise — no 
intimation  of  his  approach,  or  even  of  his  intention,  having 
been  given.  Speculation  was,  of  course,  on  the  qui  vive,  but 
the  general  belief  seems  to  be,  that  it  was  nothing  more  than  a 
whim  of  his  imperial  majesty. 

The  Turkish  ambassador  had  arrived  at  Paris,  and  was  re- 
ceived with  great  attention,  which  is  supposed  to  indicate  a 
disposition  on  the  part  of  France  to  look  somewhat  sharply 
into  the  doings  of  Russia  on  the  side  of  Turkey. 

It  seems  to  be  very  generally  believed,  if  not  proved,  that  the 
French  government  has  been  secretly  aiding  Don  Carlos  with 
arms  and  money.  I'lie  English  government  have  remonstrated 
on  the  subject. 

Not  a word  of  our  “French  question,”  except  a rumor  that 
“general  Jackson  had  declared  his  intention  to  prohibit  com- 
mercial intercourse” — this  rumor  was  merely  stated  as  one  of 
the  conjectural  causes  of  a fall  in  the  French  funds. 

The  news  from  Spain  varies  little  from  previous  accounts. 
There  are  marchings  and  countermarchings — rumors  of  battles 
— and  much  boasting  on  both  sides.  The  new  ministry  were 
still  gaining  more  popularity — the  juntas  all  quiet — Count  de 
las  Navas  at  Madrid — the  freedom  of  the  press  proclaimed  ex- 
cept as  to  religious  topics — and  an  excellent  spirit  of  loyalty 
prevailing  among  the  grandees,  a number  of  whom  had  volun- 
teered to  raise  arms,  and  support  ten  battalions  for  the  queen’s 
service.  The  offer  was  of  course  accepted. 

The  Reindeer,  Dickens,  arrived  at  Falmouth,  on  the  19th  of 
October,  from  Mexico,  with  $7.50,000. 

The  English  papers  still  speak  with  great  alarm  of  numerous 
and  increasing  incendiary  fires— particularly  in  the  agricultural 
districts. 

The  Portuguese  troops  have  at  last  actually  marched  into 
Spain,  in  aid  of  the  queen — 6,500  in  number. 

The  king  of  Holland’s  .«p^ech,  at  the  opening  of  the  Dutch 
chambers,  has  much  disappointed  expectation.  The  following 
is  its  substance: — 1st.  The  government  refuses  to  give  any  in- 
formation of  a diplomatic  nature;  2d.  It  proclaims  a persistence 
in  the  same  system  as  it  has  observed  since  the  Belgian  revolu- 
tion; 3d.  It  testifies  to  a great  increase  of  the  prosperity  and 
sources  of  Dutch  India:  4lh.  Announces  measures  of  relief  for 
the  agricultural  districts;  5ih.  Admits  by  the  credit  paragraph, 
that  the  interest  on  the  Belgian  portion  of  the  debt  must  con- 
tinue to  be  paid;  6ih.  That  a remission  of  taxes,  to  a small  ex- 
tent, shall  take  place.  It  requires  no  great  foresight  to  per- 
ceive that  such  a speech  as  this  is  not  calculated  to  conciliate 
the  moneyed,  manufacturing  or  mercaniile  classes  of  Holland. 

General  Ituraldi  has  been  dismissed  by  Don  Carlos  and  the 
count  d’Espagne  appointed  captain  general  of  Catalonia  in  his 
stead. 


A later  account  states  that  count  d’Espagne  had  been  seized 
by  order  of  the  French  government,  at  Perpignan,  and  convey- 
ed a prisoner  to  Arles.  This  is  said  to  be  a great  disappoint- 
ment to  the  Carlists. 

It  was  reported  in  London  that  Mr.  O’Connell  was  about  to 
be  appointed  a privy  councillor! 

An  English  newspaper,  published  at  Havre,  had  been  seized 
under  the  new  laiv,  for  an  article  reflecting  on  the  king. 

The  cholera  has  somewhat  abated  in  Italy. 

Marriage  of  the  queen  of  Portugal.  We  iearn  that  the  duke 
of  Saxe  Cohourg  has  accepted  for  his  son  the  proposal  of  mar- 
riage with  the  queen  of  Portugal,  and  a courier  has  been  de- 
spatched to  Lisbon  with  the  marriage  contract  as  approved  by 
him.  The  young  prince  will  go  to  Lisbon  in  April  bv  Brussels 
and  London;  during  the  winter  he  will  study  the  Portuguese 
language.  He  already  speaks  the  Latin,  French,  English,  Italian 
and  Hungarian  languages  with  facility  and  elegance. 

Liverpool  cotton  market,  Friday,  October23.  Our  cotton  mar- 
ket has  not  been  so  steady  this  week  as  last,  nor  has  the  de- 
mand from  the  trade  been  so  good;  exporters  have  taken  2,250 
bales  of  American,  and  1.50  Surat,  and  speculators  700  Ameri- 
can. Buyers  of  ordinary  to  middling  qualities  of  American  have 
had  an  advantage  off  to  fd.  per  lb.  whilst  for  the  better  classes 
they  have  paid  the  full  prices.  Brazils  and  Egyptians  are  heavy 
of  sale,  the  former  at  fd.  the  latter  f to  Id.  decline. 

The  imports  this  week  are  24,091  bags,  and  the  sales  are  19,470 
bags,  viz:  70  Sea  I.dand,  21d.  to  2s.  4d. — 20  stained  do.  16fd. — 
7,080  bowed  7f  to  llfd.— 7,210  New  Orleans  7i  to  12d 1,250 


Alabama,  &c.  7f  to  12d. — 410  Pernambuco  1 If  to  13fd. — 330  Ba- 
hia lOf  to  12d. — 1,600  Maranham  1 Of  to  13d. — 50  Demarara13 
to  13fd — 10  Barbadoes  lOfd. — 280  Bahama,  See.  10  to  lOfd. — 50 
West  India  8d.— 440  Egyptian  12f  to  14fd.— 560  Surat  6f\o  8fd. 
and  10  Bengal  6fd.  per  lb. 

A private  letter  has  been  seen  by  the  editors  of  the  New  York 
Gazette,  from  which  the  following  is  an  extract: 

“Our  king  and  his  ministry  are  decidedly  in  favor  of  paying 
the  Americans  according  to  the  terms  of  the  treaty;  but  the 
press,  under  able  but  wicked  control,  has  operated  upon  the 
people,  and  rendered  this  act  of  justice  on  the  part  of  govern- 
ment unpopular,”  yet  the  writer  observes  the  money  will  proba- 
bly ultimately  be  paid. 

An  insurrection  had  broken  out  against  the  porte,  in  the  island 
of  Samos. 

Accounts  had  been  received  from  the  Cape  of  Good  Hope  to 
the  22d  of  August.  They  were  generally  satisfactory,  the  Bri- 
tish forces  every  where  dispersing  the  Caffres.  Two  small  par- 
ties of  English  soldiers,  18  in  number,  had  been  cutoff,  how- 
ever. A termination  of  hostilities  was  expected  soon  to  take 
place.  The  prospects  of  trade  and  commerce  were  extremely 
favorable. 

The  expedition  against  Abdel  Kader,  the  Arab  chief  who  still 
maintains  war  against  the  French  in  Algiers,  was  proceeding 
with  great  activity.  The  ships  which  have  been  fitting  out  at 
this  port  are  said  to  he  destined  against  this  point.  Marshal 
Clausel  was  to  have  the  chief  command. 

The  whole  of  the  convents  in  Spain  have  been  suppressed  by 
a royal  decree,  with  the  exception  of  a few  as  to  which  the  cor- 
tes  were  to  decide. 

Venice.  Extract  of  a letter  dated  the  lOih  instant.  “The 
alarm  at  this  place  on  account  of  the  approach  of  the  cholera, 
beggars  all  description.  Every  person  who  can  possibly  do  so 
is  flying.  Every  hotel  is  empty,  and  the  town  looks  absolutely 
deserted.  Notices  are  stuck  up  at  each  corner  imploring  people 
not  to  swear,  and  the  authorities  have  even  gone  so  far  as  to 
exhibit  old  St.  Marco’s  bones,  but  to  little  purpose.  There  was 
a suspicious  death  the  other  evening  in  the  Piazza,  a poor  fel- 
low having  dropped  down  (in  apoplexy,  I suppose,)  and  died  in 
a few  minutes,  which,  of  course,  greatly  increased  the  terror  of 
the  public.  Nearly  every  means  of  communication  are  at  an 
end,  and  people  are  afraid  to  go  any  distance  from  their  homes, 
lest  a cordon  should  be  drawn  to  prevent  their  return.” 

Expedition  from  .Africa  to  the  Clyde.  On  Thursday  afternoon, 
a scene  of  very  novel  and  interesting  description  was  exhibited 
to  the  people  of  Greenock.  A short  time  ago  we  mentioned 
that  our  able  townsmen,  Todd  & McGregor,  engineers,  had 
built  and  finished  a neat  little  iron  steamer,  and  that  her  ap- 
pearance on  ihe  river  had  excited  a great  deal  of  interest. . The 
beautiful  little  dandy  toy  of  a steamer  has  again  and  again  per- 
formed the  voyage  up  and  down  the  river,  to  the  satisfaction  of 
every  person  connected  with  her,  and  to  the  admiration  of  all 
who  have  witnessed  the  movements  of  this  great  curiosity.  On 
Wednesday  she  look  her  final  departure  from  the  Broomielaw, 
and  arrived  at  Greenock  in  the  afternoon,  where  she  announced 
her  arrival  by  a discharge  of  ordnance.  Immediately  after  her 
arrival,  she  was  taken  into  the  harbor  and  completely  disman- 
tled, and  was  on  Tuesday  afternoon  hoisted  on  hoard  the  brig 
Mischief,  a rakish  looking  old  slaver,  which  has  been  fitted  out 
by  a Glasgow  company  for  the  purpose  of  trading  with  the  in- 
land part  of  Africa.  The  novelty  of  the  scene  attracted  a great 
crowd  of  people.  The  little  steamer  is,  when  fully  equipped, 
in  working  order,  about  10  tons  weight,  and  is  intended  to  ex- 
idore  the  Niger  and  its  tributary  streams,  for  the  purpose  of 
trafficing  with  the  natives. 

The  emperor  of  Ritssia  suddenly  appeared  at  Vienna,  before 
the  Austrian  emperor  had  arrived  from  ToeplitZ — causing  much 
speculation,  and  disturbance  of  the  etiquette  of  the  court. 

Morey,  the  accomplice  of  Fieschi,  succeeded  in  starving 
himself  in  prison,  in  spite  of  the  remonstrances  and  care  of  his 
attendants. 

The  public  at  large  may  not  be  aware  that  by  an  act  passed 
in  the  last  session  (introduced  by  lord  Lyndhurst)  marriages 
between  the  widower  or  widow  and  a sister  or  brother  of  the 
deceased  wife  or  husband,  are  not  merely  voidable,  but  abso- 
lutely void. 

Pauperism  in  Europe.  Among  the  one  hundred  and  seventy- 
eight  millions  of  individuals  who  inhabit  Europe,  there  are  said 
to  be  seventeen  millions,  nine  hundred  thousand  beggars,  or 
persons  who  subsist  at  the  expense  of  the  community,  without 
contributing  to  its  resources.  In  Denmark,  the  proportion  is 
five  per  cent.;  in  England  ten  percent.;  in  Holland  fourteen 
per  cent. 

The  English  earl  of  Devon,  at  Paris,  has  left  to  his  butler, 
about  £120,000  sterling. 

The  king  of  Denmark  has  suddenly  given  to  his  people  a con- 
stitution— it  chiefly,  however,  provides  for  legislative  assem- 
blies, with  limited  powers. 

A mussulman  regiment  at  Kalish  drank  freely  of  Champaign 
wine,  eallini;  it  feu.  We  recollect  a Jew,  at  Baltimore,  who 
insisted  that  ham  was  mutton,  and  used  it  freely — some  years 
ago. 

TUSCAN  HATS. 

The  beauty,  durability,  and  above  all,  the  fashion  of  ladles’ 
Tuscan  hats,  have  introduced  them  into  this  country,  and,  it  is 
probable,  they  will  continue  to  be  an  important  and  profitable 
branch  of  the  silk  manufacture.  These  hats  are  made  of  a fa- 
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brie  the  warp  of  which  is  silk,  and  the  woof  Tuscan  straw. 
This  straw  is  the  product  of  a variety  of  beardless  wheat, 
bleached  by  the  sterility  of  the  soil  on  which  it  stows.  It  is 
cultivated  on  the  iininanured  calcareous  soil  in  'Fuscany,  sow- 
ed thick,  anti  harvested  hefore  it  is  fpiiie  ripe.  The  iiiaoufac- 
ture  of  Tuscan  straw  has  hcconie  the  source  of  the  prosperity 
of  the  valley  of  Arno.  It  is  the  production  of  entire  female 
Jahur,  as  no  part  of  the  male  population  engage  in  it.  Each  fe- 
male furnishes  her  portion  by  her  labor.  The  father  of  a (ami- 
Jy  has  a right  to  rerjuire  of  his  daughters  a certain  amount  of 
cktraestic  labor  on  his  farm;  but  it  is  performed  by  substitutes 
from  the  inounlaius.  Every  girl  purchases  for  a trifle  her 
straw,  which,  after  it  is  braided,  is  sold  to  the  Florence  iner- 
chante.  She  earns  from  .30  to  40  sous  fa  sous  is  about  9 mills] 
a day  in  braiding  straw,  from  which  she  has  to  pay  an  Appe- 
iiine  woman  for  performing  her  labor  on  the  farm  8 or  10,  thus 
saving  )b>y  commutation  a considerable  sum,  besides  the  delica- 
cy and  flexibility  of  her  fingers,  which  is  indispensable  to  the 
perfection  >of  a nice  article.  The  manufacturers  of  Tuscan 
straw  are  ‘the  shepherdesses  of  Arcadia,  whose  beauty  and 
graces  are  so  highly  spoken  of  by  travellers,  and  who  are  the 
pictures  of  health,  industry  and  cheerfulness. 

At  the  silk  factory  in  Hartford,  Connectictit,  this  article  is 
manufactured  in  large  quantities.  Abiuit  one  hundred  young 
ladies  are  constantly  engaged  upon  it,  occupy ing  as  many 
looms.  It  requires  some  little  time  for  a young  lady  to  acquire 
Uie  art  of  weaving  skilfully  and  dexterously,  but  when  acquir- 
ed she  will  weave  twenty  yards  a day,  for  which  she  is  paid 
from  tlw-ee  fo  seven  cents  n yard,  and  receiving  for  her  week’s 
work,  from  $3  to  $5.  Tlie  young  ladies  in  the  factory  are  in 
fine  health,  and  manifestly  etijoying  a hnoynnee  and  elasticity 
of  spirits  to  which  less  industrious  females  are  strangers.  The 
factory  turns  out  weekly  about  6,000  yards  of  this  article, 
which  is  sold  as  fast  as  rnanufaciuied,  at  an  average  price  of 
20  cents  a yard.  {Silk  Culturist. 

— -‘OS ® 9n»-  • 

STOCK  SPECULATIONS— CORNERING— GAMBLING. 
We  a short  time  since  gave  an  article  in  relation  to  the  va- 
rious stock  speculations  of  the  day,  and  the  rapid  progress  of 
the  gambling  spirit  among  the  community.  We  also  adverted 
to  the  progress  of  cornering,  and  vve  subsequently  noticed  the 
case  of  a highly  respectable  young  gentleman  of  this  city,  who, 
being  cornered,  or,  in  other  words,  unable  to  make  good  his 
contracts  for  slock  that  he  haf^  sold  on  time,  or  to  be  delivered 
at  a certain  period  after  the  lime  of  sale,  suddenly  disappeared 
from  the  city,  much  to  the  astonishment  and  anxiety  of  his 
friends.  In  our  last,  we  noticed  the  case  of  Henry  Bartow, 
esq.  cashier  of  the  Commercial  bank  of  Albany,  who,  as  is  stat- 
ed, also  became  a dabbler  in  stocks,  speculated  largely,  was 
cornered,  and  has  left  the  country  in  disgrace.  These  are  me- 
lancholy examples  of  the  fatal  system  of  gambling  in  stocks 
that  is  now  pursued  in  this  community  and  in  New  York,  and 
that,  unless  speedily  put  an  end  to,  will  plunge  hundreds  in 
ruin,  and  eventually  lead  to  the  destruction  of  the  stock  busi- 
ness altogether.  We  utterly  and  unequivocally  disapprove  of 
this  system,  whetlier  vve  speak  in  the  capacity  of  citizen,  editor 
or  broker — we  believe  it  to  be  demoralizing,  and  wrong — in 
short,  we  look  upon  it  as  a species  of  gambling,  of  the  most 
infatuating,  and  hence  of  the  very  worst  character.  The  cases 
we  have  mentioned  are  only  a few  of  many  that  have  occurred 
wilhin  the  last  few  months. 

No  later  than  yesterday,  a respectable  broker  related  to  us  as 
follows— few  months  since,  said  the  imlividual  to  whom  we 
refer,  a respectable  mechanic  in  Chesmit  street,  wlnt  liad 
caught  the  mania  of  the  times,  and  who  had  speculated  to  a trifl- 
ing extent,  and  with  sneess,  in  the  various  hank  stock.s  of  the 
city,  came  to  me,  and  requested  that  I would  di.M>ose  of  ciglit 
hundred  shares  of  the  stock  of  the  Philadelphia  and  Trenton  rail 
road  company  on  time,  that  is,  to  be  delivered  at  a certain  pe- 
riod after  the  sale.  I ofcourse,  as  in  duty  bound,  by  my  vocation, 
made  the  sale.  Week  after  week  elapsed  until  wilhin  a fortnieht 
of  the  time  designated  for  the  delivery  of  the  stock,  when  it  be- 
gan to  rise  in  price,  and  soon  advaitced  to  double  the  value  at 
which  my  customer  agreed  to  deliver  it.  He  "had  no  choice — he 
had  placed  the  money  in  my  hands  in  order  to  be  prepared  to 
consummate  the  bargain— and  although  I knew  that  by  paying 
the  excess  of  the  price  at  which  he  agreed  to  deliver  it,  and  at 
which  the  stock  might  ho  obtained,  that  I would  ruin  my  cus- 
tomer, still  I was  compelled  to  do  it,  or  assume  the  loss  myself. 
I therefore  paid  the  money,  and  in  less  than  two  weeks  from 
the  period  designated,  the  mechanic  alluded  to,  and  who  had 
ventured  his  all  in  this  rninous  speculation,  was  compelled  to 
make  an  assignment  for  the  benefit  ofhis  creditors.” 

The  man  was  mad,  we  exclaimed.  He  should  never  have 
ventured  such  an  amount  in  a hazardous  experiment  of  the 
kind.  ‘‘True,  very  true,”  repled  the  broker;  “but  how  many 
thousamls  have  been  victims  of  a similar  delusion!  He,  of 
course,  expected  to  gain  by  the  operation — and  was  probably 
tricked,  nr  deceived  into  the  sale,  by  the  very  men  who  profit- 
ed by  it.” 

Most  sincerely  do  we  trust  that  the  board  of  brokers  of  this 
city— comprising,  as  it  does,  some  of  the  best  and  purest  of 
nnr  citizens — men  who  would  shrink  as  from  a serpent, .from 
any  thing  like  a card  or  faro  table— will  make  an  effort  lo 
fliscoiirace  the  system  to  which  we  have  referred — the  eorner- 
■ing  -yslern— which  amounts  lo  nothing  more  than  a conspiracy 
<m  the  part  of  one  body  of  men,  to  cheat  another.  The  moral 
sense  of  this  community  revolts  at  this  system— the  public  are 


beginning  to  innriii{ir,  and  vve  are  assured,  by  those  who  have  a 
right  to  know,  lhal.il  will  not  be  much  longer  quietly  tolerated. 

[BickivelPs  Gaz, 

, PROCLAMATION. 

By  Edward  D„  "overnor  of  the  state  of  Louisiana. 

IVhereas,  the  Uiiiteil  iStates  are  now  at  peace  with  the  neigh- 
boring slates  of  Mexico,  in  which  some  hostile  movements  have 
occurred  between  the  existing, ^overnmeiil  liiere  and  a portion 
of  their  people,  in  which  contest  there  has  been  in  the  state  of 
Louisiana,  some  inanife.<talion  of  interest  which  might  lead  not 
only  to  an  infraction  of  our  laws,  but  to  a breach  of  national 
faith  and  honor. 

The  citizens  of  the  slate  and  others  wilhin  its  jurisdiction, 
are  reminded  of  the  provisions  of  the  second  section  of  the  act 
of  congress,  of  April  20ih,  1818,  which  is  in  these  words; 

“If  any  person  shall,  within  the  territory  or  jurisdiction  of 
the  United  Stales,  enlist  or  enter  himself,  or  hire  or  retain 
another  person  to  enlist  or  enter  hiniscll'  or  to  go  beyond  the 
limits  or  jurisdiction  of  the  United  States,  with  intent  to  be 
enli.sted  or  entered  in  the  service  of  any  foreign  prince,  state 
colony,  district  or  people,  as  a soldier,  a marine  or  seaman,  on 
board  of  any  vessel  of  war,  letter  of  marque  or  privateer,  every 
person  so  offending  shall  be  deemed  guilty  of  a high  misdemea- 
nor, and  be  fined  not  exceeding  one  thousand  dollars,  arid  im- 
prisoned not  exceeding  tiiree  years:  This  act  does  not  extend  lo 
the  subject  or  citizen  of  any  foreign  prince, slate  or  colony,  dis- 
trict or  people,  who  shall  transiently  be  within  the  U.  States, 
and  shall,  on  boaid  of  a vessel  of  war,  letter  of  marque  or 
privateer,  which  at  the  time  of  its  arrival  within  the  United 
States  was  armed  and  equipped  as  such,  enlist  nr  enter  himself, 
or  hire  or  retain  another  subject  or  citizen  of  the  same  foreign 
prince,  slate, colony,  district  or  people,  who  is  tr-ansiently  within 
the  United  Stales,  to  enlist  or  enter  himself  to  serve  such  foreign 
prince,  state,  colony,  district  or  people,  on  board  such  vessel  of 
war,  letter  of  marque  or  privateer,  if  the  United  States  shall 
then  be  at  peace  with  such  foreign  prince,  state,  colony, district 
or  people.” 

Now  therefore  I,  Edward  D.  White,  governor  of  Ihe  state  of 
Louisiana,  issue  this  my  proclamation,  calling  upon  all  ma- 
gistrates and  other  officers  of  justice,  and  npon  all  good  citizens, 
lo  assist  in  preventing  a violation  of  this  law,  and  in  bringing 
to  punishment  those  who  may  offend  against  it. 

Given  under  my  hand  and  the  seal  of  the  state  at  New  Or- 
leans, this  13th  (lay  of  November,  1835,  and  of  the  in- 
[l.  s.]  dependence  of  the  United  States  the  sixtieth. 

E.  D.  WHITE. 

-—••►V®  © ®w«— 

MR.  VAN  BUREN. 

■FroinTthe  Fredericksburg  Herald. 

Fredericksburg,  Nov..  21.  The  vice  president  of  the  United 
States  made  a visit»recently  to  Mr.  Madison,  Mr.  Rives,  and 
the  university  of  Virginia.  On  his  return  Ihrongh  Fredericks- 
burg, a public  dinner  was  temle^d  to  him  by  his  political 
friends  in  this  town  and  its  vremny/.  which,  as  will  be  seen  by 
the  correspondence,  below,  he  f^a?;  compelled  to  decline. 

Fredericksburg,  16fA  Nov.  1835. 

Hon.  M.  Van  Buren: 

Sir:  Yotir  fricnd.s  in  this  place  and  the  adjoining  counties, 
anxious  to  testify  their  high  regard  for  you  personally,  as  well 
as  the  (tisiinguished  station  which  you  occupy,  have  deputed 
us  lo  wail  on  you,  and  lender  you  a public  dinner,  lo  be  given 
on  to-morrow,  or  any  day  most  agreeable  to  yourself.  We  will, 
on  this  occasion,  make  no  other  allusion  to  the  part  which  you 
have  borne  in  the  prosperous  administr.-ition  of  Andrew  Jack- 
son,  than  that  it  receives  our  most  cordial  approbation.  Suf- 
fer us,  in  conclusion,  to  offer  individually,  and  in  the  name  of 
those  whom  we  represent,  our  confidence  in  your  views  on  the 
public  policy  of  the  country,  and  our  best  wishes  for  yoiir 
health  and  happiness.  Very  respeefnily,  vonr  obedient  ser- 
vants, CHARLES  MASON, 

CARTER  L.  STEVENSON, 
SAMUEL  PHILLIPS, 

HENRY  T.  PHILLIPS, 

JOHN  GOOLRICK, 

PETER  GOOLRICK, 

WM.  P.  CONWAY, 

S.  W.  SKINKER. 

Gentlemen:  I have  the  honor  to  acknowledge  the  receipt  of 
your  letter  inviting  me,  in  behalf  of  my  friends  in  this  place, 
and  Ihe  adjoining  counties,  to  a public  dinner. 

Being  under  tiie  necessity  of  leaving  Frederieksbirrg  this 
morning,  it  will  not  be  in  my  power  to  avail  myself  of  your 
kindness;  but  I am  noton  that  account,  I assure  you,  Ihe  less 
sensible  of  the  honor  conferred  upon  me  by  this  mark  of  re- 
spect from  a portion  of  rny  fellow  citizens,  long  and  justly  dis- 
tinguished for  their  attachment  to  republican  principles. 
Among  the  grounds  of  your  confidence,  yon  could  not  h.ave  se- 
lected one  more  gr.aie(iil  to  my  feelinffs  than  the  support  yoti 
are  pleased  to  attribute  to  me  of  the  administration  of  prosii^ent 
Jarkson.  It  has  been,  as  yon  truly  say,  a (irosperons  one;  and 
onr  country  will,  I trust,  h>ng  rejoice  in  its  results.  To  the 
president  it  has  imiecd  been  a field  of  honor,  but  not  less  so  to 
a large  majority  of  his  eonsiitm  nls.  The  firmness  with  which 
they  have  sustained  his  administr-ation  against  an  oppo.<iiion  of 
unprecedented  violence,  and  the  constantly  accumulating  testi- 
monials of  popular  approbation  which  reaches  us  through  the 
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iKillot  boxes,  are  cheering  to  Uie  sincere  friends  of  republican 
iiisiiujlious— they  afford  an  additional  illustration  of  the  great 
truth,  that  a public  servant,  who  does  his  duty  fearlessly,  and 
places  Ids  trust  in  the  people,  is  in  no  danger  of  being  deserted 
by  them  in  the  hour  of  trial. 

Allow  me  gentlemen,  to  reciprocate,  as  I most  cordially  do, 
your  expressions  of  personal  regard,  and  believe  me,  very  re- 
epectfully,  your  obedient  servant,  M.  VANBUREN. 

To  Messrs.  Charles  Mason,  Carter  L.  Stevenson,  Samuel 
Phillips,  Henry  T.  Phillips,  John  Goolrick,  Peter  Goolrick, 
W.  P.  Conway,  S.  W.  Skinker. 

SENATOR  PORTER. 

From  the  Louisiana  Advertiser. 

In  allusion  to  the  correspondence  known  to  have  passed  be- 
tween certain  individuals  of  New  Orleans  and  senator  Porter, 
one  of  the  most  respectable  of  our  cotemporary  journals  ob- 
aerves— “We  had  heard  of  this  correspondence,  but  desired  to 
wait  till  we  could  obtain  the  demand  and  reply,  and  publish 
them  in  full.”  We  are  happy  to  have  it  in  our  power  to  lay 
both  these  interesting  documents  before  our  readers.  Of  the 
letter  of  Judge  Porter  there  cannot  but  be  one  opinion.  His 
very  enemies,  if  he  have  any,  will  not  be  able  to  refuse  their 
testimony  to  its  manly  tone  and  lofty  bearing.  Ifit  were  pos- 
sible that  his  character  could  rise  in  the  scale  of  moral  excel- 
lence, this  production  would  have  the  effect  to  do  it.  Would 
to  heaven  that  the  expression  of  individual  feeling  was  always 
deliverer^n  this  vigorous,  yet  gentlemanly  tone.  The  princi- 
ple upot^Wiich  the  judge  refuses  the  explanations  sought  for 
from  him,  is  solid  and  unimpeachable,  and  may  serve  as  a use- 
ful maxim  to  others  placed  in  his  situation.  To  all  and  every 
matter,  he  says,  which  affects  his  relations  with  the  state  of 
Loytsiana,  he  will  ever  be  found  duly  sensitive;  but  that  the 
explanations  by  which  these  relations  may  be  correctly  under- 
stood and  maintained,  are  due  only  to  the  people  of  the  state, 
or  their  representatives;  and  that  he  cannot  recognise  the  gen- 
tlemen in  question  to  be  the  one  or  the  other. 

Were  this  important  distinction  firmly  acted  upon,  how  many 
unworthy  bickerings  would  be  avoided  between  public  men  and 
ftie  officious,  inquisitive  and  captious  spirits,  in  which  our  age 
so  largely  abounds. 

New  Orleans,  Oct.  6,  1835. 

Sir:  Doubts  are  entertained  by  some  persons  whether  you 
claim  to  have  become  a citizen  of  the  United  States  by  the  ad- 
mission of  Louisiana  into  the  union,  or  under  the  naturalization 
laws  passed  by  congress  while  others  again  are  of  opinion  that 
you  have  never  obtained  to  citizenship  in  any  way  in  which 
cun  be  constitutionally  to  foreigners. 

As  it  is  but  reasonable  that  such  doubts  should  be  removed, 
and  knowing  your  willingness  to  communicate  any  information 
upon  a point  which  so  materially  affects  the  relation  between 
you  and  the  people  of  Louisiana,  we  have  ventured  to  ask  the 
favor  of  you  to  state,  in  reply  to  this  note,  the  time  and  place 
at  which  you  became  a citizen  of  the  United  States,  and  whe- 
ther by  the  admission  of  Louisiana  into  the  union,  or  under  the 
naturalization  laws  passed  by  congress. 

We  beg  you  will  liave  the  goodness  to  pardon  the  trouble  this 
may  give  you,  and  to  be  assured  that  our  sole  object  is  to  arrive 
at  truih,  and  to  satisfy  the  minds  of  others  as  well  as  ourselves, 
upon  a subject  about  which  you  are  best  able  to  instruct  ns. 

We  have  the  honor  to  be,  very  respectfully,  your  obedient 
fmivdala,  J.  h.  HOWLAND, 

MARTIN  GORDON,  jun. 

J.  R.  STERETT, 

THOMAS  BANKS, 

H.  LOCKETT, 

MARTIN  GORDON,  sen. 
W.  BOGART, 

S.  W.  OAKEY, 

W.  CHRISTY, 

JOS  M.  KENNEDY, 

H.  B.  CENAS. 

To  tlie  hon.  Alex.  Porter. 

THE  REPLY. 

Oak  Latrn,  12<A  Oct.  1835. 

Gentlemen:  1 have  the  honor  to  acknowledge  the  receipt  of 
your  letter  of  the  6lh  instant,  in  which  you  state  that  doubts  are 
eulerlained  by  some  persons  how  I became  a citizen  of  the  U. 
Stales;  and  that,  “ns  it  is  hut  reasonable  such  doubts  should  be 
removed,’’  you  require  me  to  declare  to  you  “<Ae  time  and  place 
at  which  I became  a citizen  of  the  United  States,  and  whether  by 
the  admission  of  Louisiana  into  the  union,  or  under  the  naturali- 
zation laws  passed  by  congress.” 

You  are  also  pleased  to  state  that  this  request  is  founded  on 
your  knowledge  of  “wy  willingness  to  communicate  information 
on  a point  which  so  materially  affects  the  relation  betiveen  me  and 
the  state  of  Louisiana.”  You  further  add,  “(/laf  your  sole  ob- 
ject is  to  arrive  at  truth.” 

I am  much  gratified,  gentlemen,  by  this  mark  of  your  atten- 
tion, and  perfectly  appreciate  the  excellent  motive  which  ap- 
pears to  animate  you. 

Blit  while  I am  thus  gratified  by  your  notice  of  me,  I regret 
that  1 cannoi  justify  the  confidence  yon  express  in  “jny  willing- 
nesss”  to  be  questioned  by  yon:  and  that  I cannot  answer  the 
inierrog.Ttory  proposed.  My  sense  of  public  duly  forbids  me. 

To  alt  and  every  matter  which  affects  “my  relation  with  the 
$t(Ue  of  Louisiana,”  1 trust  i shall  ever  be  found  duly  sensitive; 


hut  the  explanations  by  which  these  relations  may  be  correct- 
ly understood  and  maintained,  are  due  only  to  the  people  of 
the  stale  or  their  representatives.  I cannot  recognise  you,  geii- 
tiemen,  to  be  either  the  one  or  the  other. 

1 repudiate,  as  uiiconslilulional  in  principle  and  most  injuri- 
ous in  practice,  the  doctrine  implied  in  your  demand,  and,  so 
far  as  1 can  prevent  it,  a precedent  by  winch  it  miglu  acquire 
force,  shall  not  be  set  in  my  person.  That  doctrine  is  identical 
with  the  proposition  that,  after  the  people  or  their  representa- 
tives have  made  an  election,  the  person  elected  must  submit 
the  evidence  of  his  qualifications  to  one  or  any  number  of  indi- 
viduals, who  may  think  proper  to  catechise  him  in  regard  to 
them.  To  one  set  of  inquisitive  gentlemen,  I sufipose  he  must 
explain  how  he  became  a citizen— to  another  be  must  prove  he 
has  the  proper  age— to  a third  bis  properly  qualifications,  and 
so  on  through  every  condition  the  stale  and  federal  constitu- 
tions may  require.  If  the  right  to  interrogate  and  call  for  proof 
of  qualification  exists,  it  cannot  be  for  the  gratification  of  idle 
curiosity;  if  it  has  an  intelligible  object  it  must  be  to  enable  the 
interrogators  to  sit  in  judgment,  and  decide  on  the  proof.  It  is 
easy  to  see,  genilemcir,  to  what  consequences  such  proceedings 
would  lead.  The  constitution,  however,  has  provided  another 
mode  for  settling  these  questions,  than  the  decision  of  the  poli- 
tical opponents  of  the  person  chosen.  The  b^^jj^lo  which  he 
is  elected  is  made  the  judge  and  the  sole  judge  (dllie  qualifica- 
tions of  the  member  sent  to  it.  You,  gentlemen,  have  uo  pow- 
er to  either  accept  or  reject  me,  and  I know  of  no  authority  you 
have  to  call  for  the  proof  of  my  qualifications.  I f,  disclaiming 
any  object  of  this  kind,  your  purpose  is  to  obtain  information 
from  me  by  which  you  may  contest  my  right  to  a seat  in  the 
senate  of  the  United  Stales,  you  will  excuse  me  for  declining  to 
give  you  any  assistance. 

If  I had  not  the  necessary  qualifications  for  senator,  the  pro- 
per time  to  have  made  the  objection  was,  when  the  election 
was  pending  before  the  legislature.  If  disregarded  there,  my 
riglit  to  take  my  seat  could  have  been  contested  when  1 pre- 
sented my  credentials  in  the  body  to  which  I was  deputed. 
Had  the  objection  been  made  at  that  time,  I was  prepared  with 
full  proof  and  ample  explanations  to  remove  it.  I am  still  in 
possession  of  both,  and  the  senate  will  sit  next  winter. 

You  will  pardon  me  for  saying,  that  after  eighteen  years  of 
my  life  spent  in  the  service  of  the  state  of  Louisiana,  it  sur- 
prises me  no  little  to  find  at  this  late  day  my  citizenship  con- 
tested. How  ignorant  or  culpably  negligent  must  have  been, 
gentlemen,  the  people  who  sent  me  their  representative  to  the 
legislature — the  governor  and  senate  by  whom  I was  appointed 
judge  of  the  supreme  court,  and  that  legislature  by  whose  vote 
I now  hold  the  place  of  senator.  And  the  same  people”  who 
are  now  distressed  by  doubts  of  my  incapacity,  where  was  their 
vigilance  and  their  patriotism,  when,  for  the  long  period  of 
thirteen  years,  an  alien,  as  they  think,  was  administering  jus- 
tice on  the  supreme  bench  of  the  state?  And  you,  too,  gentle- 
men, who  are  impelled  by  the  “soZe  love  of  truth,”  to  lake  this 
unprecedented  step,  how  comes  it,  that  this  generous  impulse 
did  not  animate  your  bosoms  and  influence  your  actions  in  rei- 
gard  to  iny  disqualification  long  before  this?  I do  not  asli'any 
answer  to  these  inquiries,  but  I commend  them  to  your  reflec- 
tions. 

Under  this  view  of  the  matter,  I must  decline  answering  your 
questions.  It  would  give  me  great  pleasure  to  satisfy  you,  if 
my  understanding  of  my  duty  as  a public  servant  did  not  forbid 
me.  You  will  perceive  that  I have,  from  a sense  of  courtesy, 
waived  ail  objection  to  the  want  of  proof  of  your  citizenship; 
which,  in  strict  justice,  I had  a right  to  demand,  before  I made 
any  reply:  for  I know  of  no  reason  you  have  to  call  my  quality 
of  citizen  in  doubt,  which  would  not  authorise  me  to  ask  for 
the  evidence  of  yours.  I am,  very  respectfully,  gentlemen, 
your  obedient  servant,  A.  PORTER. 

To  Messrs.  Martin  Gordon,  senr.  &c. 

From  the  New  Orleans  Union. 

lion.  Alexander  Porter.  The  following  entry  will  be  found 
on  (be  minute  book  of  the  United  Slates  district  court  for  this 
district,  under  date  of  7ih  December,  1812: 

“Alexander  Porter,  jr.  a subject  of  the  king  of  Great  Britain 
and  Ireland,  this  day  appeared  in  open  court  and  declared, 
under  oath,  his  intention  of  becoming  a citizen  of  the  United 
States  of  Ameiica,  and  of  rcnonticing  forever  all  allegiance  and 
fidelity  to  every  foreign  prince,  potentate,  state  or  sovereignty 
wliatpver,  and  particularly  to  Ge4irge  3d,  king  of  Great  Britain 
and  Irr  land,  whereupon  it  was  ordered  by  the  conn,  that  the 
said  declaration  be  recoided,  and  a certificate  thereof  given  to 
the  said  Alexander  Porter,  jr.  to  serve  him  as  occasion  may  re- 
quire.” 

In  the  5th  judicial  district,  silting  in  the  pari.sh  of  St.  Landry, 
in  May,  1816,  Mr.  Porter  appeared  before  the  court,  and  was 
admitted  to  all  the  rights,  privileges  and  immunities  of  an  Ame- 
rican citizen. 

We  believe,  from  (he  tone  of  the  letter  addressed  to  senator 
Porter  on  this  subject,  and  from  the  eharaeters  of  the  signers, 
that  they  merely  desired  to  arrive  at  the  irntli.  Judge  Porter 
feeling  himself  hound  to  refuse  an  answer,  except  to  the  senate 
of  the  United  States,  has  taken  a course  which  his  duty  dictat- 
ed to  liim.  Tltose  gentlemen  who  signi-d  the  request,  having 
found  by  subseqnrnl  inquiries  those  facts,  which  we  have  pub- 
lished above,  as  a matter  of  course  abandoned  the  inquiry. 

It  is  said  that  the  doiiht  on  this  subject  arose  from  a fetter  ad- 
dressed by  Albert  Gallatin,  when  secretary  of  the  treasury,  in 
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1812, 10  tfie  collector  of  tins  port,  stating  that  thr  government 
could  not  recognise  as  citizens,  lliose  who  were  inhabitants  of 
the  territory  when  Idrined  into  a state,  unless  citizens  previous- 
ly. It  was  believed  by  the  signers  that  senator  Porter  claimed 
citizenship  on  this  ground  only. 

add — an  opinion,  tliat  the  demand  made  on  Mr.  Por- 
ter, was  IMPUDENT,  and  met  with  the  repul.«e  that  it  de- 
served. lie  could  not  have  recognised  them  as  the  people  or 
the  stale, 

MR.  O’CONNELL’S  SPEECHES. 

EXTRACTS — TO  SHEW  HIS  MANNER. 

At  the  presentation  to  him  of  a silver  vase  by  the  united  Irish- 
men of  Edinburgh,  Mr.  O’Connell  rose,  and  spoke  to  the  follow- 
ing effect: 

It  may  appear  strange,  that  at  such  a meeting  as  this,  and  in 
reply  to  such  an  address,  I should  begin  with  a complaint.  Yet 
I do,  for  in  that  address  it  is  stated  that  I forgot  Ireland  for  a 
moment.  Now,  I never  did.  No  moment  of  my  life  have  the 
wrongs  of  Ireland  gone  out  of  my  mind.  (Cheers.)  From  the 
period  of  my  earliest  infancy  to  the  “sear  and  yellow  leaf”  of 
life,  the  thought  of  Ireland  has  been  ever  with  me;  her  wrongs, 
her  sufferings,  her  rights,  have  been  the  constant  theme  of 
every  wisit  and  aspiration  of  my  heart.  She  has  ever  been  my 
waking  dream  by  day,  and  my  sleep  by  night.  A species  of 
policy  may  have  induced  you  to  suppose  that,  engrossed  with 
pther  objects,  I had  forgot  Ireland  fur  a moment;  but  oh!  be- 
lieve me,  the  thought  of  Ireland,  the  good  of  Ireland,  has  never 
ceased  to  occupy  my  mind  every  day  and  every  hour;  and  has 
uniformly  been  the  prevailing  motive  of  my  conduct.  He  who 
has  to  assail  the  wild  beast  of  the  forest,  advances' not  direct 
against  the  monster,  for  if  he  do  he  perishes  in  the  contest.  If 
there  be  not  a using  of  stratagem,  in  order  to  obtain  the  object, 
the  monster  of  despotism,  as  in  England,  with  one  hundred  and 
seventy  heads  and  no  heart* — (tremendous  cheering) — will  be 
certain  to  lay  him  prostrate.  My  present  policy  is  to  circum- 
vent that  monster;  to  take  him  not  unawares  but  with  the 
strongest  collection  of  force  on  every  side  that  I can;  and  if  I 
appear  for  a moment  to  forget  the  immediate  cause  of  Ireland, 

I only  enhance  the  triumph  of  that  country  by  ensuring  advan- 
tage to  England,  freedom  to  Scotland  and  blessings  to  Ireland. 
(Cheers). 

At  Edinburgh  he  had  the  following  hit  at  sir  Robert  Peel: 

“His  father,  to  his  glory,  was  a cotton  spinner,  and  his  son, 
on  that  account,  ought  to  belong  to  the  order  of  the  people;  but 
instead  of  that,  he  put  virtue,  and  integrity,  and  intelligence, 
and  the  confidence  of  one’s  neighbors  into  one  scale,  and  threw 
£1,000  into  the  other;  the  good  qualities  kicked  the  beam  and 
the  £1,000  sunk  the  scale  (cheers).  That  i.s  the  man  who  had 
the  presumption  to  call  himself  a reformer  at  Tamworth,  where 
there  was  nobody  to  contradict  him  (hear,  hear).  We  have 
contradicted  him.  We  have  contradicted  him  here,  and 
with  the  blessing  of  God  we  will  rins  the  bell  of  contradiction 
in  his  ears  for  some  time  to  come.  Why  do  I dwell  upon  this? 
It  answers  my  question — what  brought  you  here.^  To  answer 
Peel  of  Tamworth  (cheers).  You  came  to  oppose  Wellington 
(renewed  cheers);  you  came  to  op|»ose  the  tory  rogues  and  ra- 
parees  (cheers);  you  came  to  oppose  all  those  who  resist  the 
course  of  liberal  and  ju.st  policy — to  oppose  all  those  who  insist 
on  respecting  institutions  merely  because  they  are  ancient. — 
Why,  in  arts,  sciences,  literature,  manufactures  and  commerce, 
you  are  every  day  improving. 

“There  is  no  doubt  that  the  British  nation  is  increasing  the 
quantum  of  useful  improvement,  in  every  thing  that  conduces 
to  human  comfort  and  the  accumulation  of  (he  wealth  of  na- 
tions. You  have  brought  your  machinery  almost  to  think. — 
Why,  if  any  man  were  to  come  to  me  and  to  say, ‘spinning 
with  a distaff  is  an  ancient  institution — down  with  the  spinning- 
jennies,  they  are  a modern  innovation — it  is  rank  blasphemy  to 
use  them — the  old  women  used  to  spin  very  comfortably  with 
the  distaff— we  must  return  to  the  distaffs  again’ — should  I be 
justified  in  taking  his  advice.?  What  would  become  of  the 
prosperity  of  the  manufactures  of  this  country,  if  we  were  to 
have  no  yarn  but  what  was  spun  from  distafi?  I am  for  the 
new  and  improved  machinery — I am  for  the  spinning-jennies; 
the  old  women  with  the  distafi's  .are  in  the  house  of  lords  (great 
laughter  .and  cheering).  Sir  Robert  Peel  is  in  favor  of  the 
spinning-jennies  in  manufactures,  and  yet  he  couies  forward 
the  child  and  champion  of  oligarchy,  and  hurrahs  for  the 
distaffs  in  politics  (cheers).” 

To  the  trade’s  deputies  of  the  same  city,  he  thus  spoke: 

“It  is  you  who  condescend,  and  I who  accept  with  ample 
gratitude  that  manifestation  of  your  spirit  and  your  determina- 
tion, that  the  great  British  empire  shall  he  free  from  every 
Plain  of  corruption;  and  that  the  rust  of  aristocratic  dominion 
he  wiped  from  oft'  your  escutcheou,  and  man,  who  is  ‘a  man 
for  a’ that’ shall  have  no  master  but  the  law,  and  nothing  to 
check  him  in  his  progress  to  liberty,  and  in  the  acquirement  of 
good  and  cheap  government.  I have  sepn  the  national  beau- 
ties which  surround  your  city,  and  admire  the  face  of  nature, 
and  the  handiwork  of  ‘nature’s  God.’  I have  seen  the  brave 
and  resolute  men  who  belong  to  it,  and  the  lovely  women;  and 
rejoice  that  I have  struggled  so  long  in  the  cause  of  human  li- 
berty, as  it  has  given  me  a fellowship  and  companionship  with 
you  all.  To  the  trades  of  Edinburgh  my  thanks  are  due. 


*The  house  of  lot d.. 


“I  could  not  endure  that  we  should  be  stigmatized  for  con- 
science and  our  country’s  sake.  I early  registered  a vow  in 
heaven  that  I should  never  submit  to  it — and  a beginning  to 
withstand  it  was  made  with  a few,  the  fiftieth  part  of  the  num- 
ber present  in  this  room — atid  by  incess.ant  energy  and  perpetu- 
al agitation,  and  a righteous  cause,  I did  make  Ireland  com- 
bine, and  the  voice  of  -«even  millions  burst  forth,  like  the  thun- 
ders of  the  heavens,  and  affrighted  the  inmost  souls  of  Peel  and 
Wellington.  (Immense  cheering.) 

“My  efforts  now  are  to  lesseti  the  burdens  of  the  British  peo- 
ple; to  direct  the  stream  of  taxation  into  its  proper  channel,  and 
take  away  the  burdens  from  the  working  classes,  to  take  away 
taxation  from  labor  and  from  the  commodities  that  are  neces- 
sary to  life,  as  well  as  from  the  beings  that  produce  them,  and 
place  it  solely  on  profierty.  Until  that  period  shall  arrive  the 
country  will  not  be  in  a flourishing  condition — until  this  coun- 
try, like  America,  be  free  from  taxation — until  we  can  hail  the 
day  when  taxation  is  at  an  end,  and  the  national  debt  extin- 
guished for  ever.”  (Cheering.) 

O’Connell  recently  delivered  a speech  at  Limerick.  In  the 
course  of  it,  he  gave  the  following  sketch  of  Louis  Philippe. 

“I  have  been  in  Falkirk,  where  Wallace  bled;  in  Bannock- 
burn, the  scene  of  Bruce’s  glory.  I was  filled  with  exultation, 
but  at  the  same  time  with  melancholy.  I reflected  on  the  clas- 
sic fields  of  unconquered  Scotland.  I asked,  had  iny  own 
poor  coiinlry  no  historic  page  or  recollection.?  Yes,  said  I,  she 
has  Limerick,  the  Bannockburn  of  Ireland,  where  fought  the 
bravest  of  the  brave;  and  when  the  traitor  monarch  fled,  and 
was  about  to  make  this  kingdom  an  appendage  to  France — to 
France,  gloating  in  each  other’s  blood;  one  day  for  liberty,  and 
the  next  for  Christianity — France!  was  it  for  this  that  her  son* 
bled  for  the  three  glorious  days,  to  become  the  prey  of  a stock- 
jobbing  tyrant — a villain  execrated  wherever  liberty  is  loved, 
and  only  to  be  lauded  in  the  Tamworth  speeches?  (Hear.)  I 
remember  I read  a speech  of  his,  in  which  he  promises  no  more 
persecution  of  the  press.  Is  there  a villain  to  palliate  such 
conduct.?” 

— ® ©4^-— 

LETTER  FROM  GEN.  VALAZE. 

From  the  New  Orleans  Bee  of  November  9. 

The  French  question  of  indemnification  is  of  such  moment 
and  interest  at  the  present  time  to  the  two  nations  that  letters 
of  various  tones  have  passed  between  France  and  the  United 
States,  since  the  passage  of  the  law  in  the  French  chambers  on 
the  subject,  with  the  amendment  proposed  by  general  Valaze. 
We  shall  add  another  to  the  number  of  letters,  in  one  from  ge- 
neral Valaze  himself  to  Bernard  Marigny,  esq.  of  this  city. 

Paris,  Sept.  1st,  1835. 

Sir:  I have  been  greatly  gratified  in  finding  that  you  had 
mentioned  my  name  in  your  patriotic  and  eloquent  speech  of 
the  4th  of  July.  My  name  is  not  wholly  unknown  in  the  U. 
States;  for  my  respected  father  when  member  of  the  national 
convention  was  an  intimate  friend  oj  your  immortal  Franklin. 

You  have  properly  appreciated  the  feelings  of  the  French 
and  Americans,  two  nations  that  should  cherish  a fraternal 
love  towards  each  other;  and  whose  unsullied  swords  have 
been  drawn  together  in  the  field  of  battle  for  the  sacred  cause 
of  liberty. 

I have  very  little  doubt  that  your  noble  and  eloquent  speech 
will  greatly  contribute  to  obviate  those  trifling  difficulties, 
which  a very  natural  susceptibility  originated;  but  which  rea- 
son and  friendship  must  soon  remove.  Yes,  sir,  the  French 
and  Americans  should  and  must  be  forever  united;  for  their 
hearts  have  always  been  and  still  are  united  in  the  same  sacred 
caure  of  liberty  and  national  independence.  Accept,  sir,  the 
assurance  of  my  very  distinguished  consideration  and  sincere 
friendship.  Your  very  humble  and  devoted  servant, 

VALAZE, 

lieut.  general  and  general  of  fortifications. 

TEXAS. 

From  the  Red  River  Herald — extra,  Nov.  6. 

The  following  documents  were  received  last  evening  by  ex- 
press from  San  Felipe  de  Austin; 

'■  San  Felipe  de  Jhtslin,  Oct.  18.35. 

On  motion  of  D.  Parker,  of  Nacogdoches,  it  was  resolved, 

'Phat  the  general  council  address  the  people  of  the  United 
States,  making  an  a[»peal  to  their  philanthropy  in  behalf  of  the 
people  of  Texas,  whereupon,  the  following  address  was  una- 
nimously adopted,  and  ordered  to  be  printed  and  circulated. 

R.  R.  ROY  Ahh,  president  of  council. 

A.  Houston,  secretary. 

To  the  citizens  of  the  United  Slates  of  the  north. 

The  general  council  of  all  Texas,  by  a resolution  unanimous- 
ly adopted,  have  determined  to  address  you  in  behalf  of  suffer- 
ing Texas,  and  to  invoke  your  assistance. 

A few  plain  facts  will  suffice  to  explain  to  you  the  political 
condition  in  which  we  are  placed,  and  to  satisfy  you  that  w’c 
are  engaged  in  a contest  just  and  honorable  and  one  which 
should  command  universal  admiration  and  sympathy. 

Our  citizens  were  invited  to  settle  Texas  by  a government  of 
a federal  republican  character,  having  for  its  model  that  of  the 
government  of  the  United  States  of  the  north.  Under  that  in- 
vitation, and  that  promise  of  protection  to  our  lives,  persons 
and  property,  thousands  emigrated  here,  and  have  subdued  a 
vast  ami  extended  wilderne.«s  to  the  purposes  of  agriculture, 
and  in  place  of  the  solitary  region  inhabited  hitherto  only  by  the 


£Reg. 


NILES*  REGISTER— DEC.  6,  I8S5— TEXAS. 


235 


savage  and  the  beast,  now  present  a country  prosperous  in  the 
highest  degree,  with  a population  varying  between  sixty  and 
one  hundred  tliousand  mhahitants,  and  having  on  its  whole 
face  inscribed  one  universal  assurance  of  its  future  greatness 
and  pru.'perity. 

Under  this  form  of  government  and  tiiis  invitation,  thousands 
have  brought  their  properly  to  this  country,  and  invested  thou- 
sands upon  thousands  of  dollars  in  land.  They  have  expatriat- 
ed themselves  from  their  native  country,  torn  themselves  from 
connexions  dear,  given  up  the  conveniences  and  luxuries  of 
life,  and  encountered  for  years  back  toils  and  dangers  and  pri- 
vaiions  of  every  sort. 

They  have  given  security  to  the  Mexican  frontiers  from  In- 
dian depredations,  and  made  the  mountains  the  boundary  of 
the  savage.  And  now,  when  we  had  accomplished  all  this, 
when  we  had  just  fairly  established  ourselves  in  peace  and 
plenty,  just  brought  around  us  our  families  and  friends,  the 
form  of  government  under  which  we  had  been  born  and  edu- 
cated, and  the  one  only  to  which  we  would  have  sworn  alle- 
giance, is  destroyed  by  the  usurper,  Santa  Anna,  and  a military 
central  government  about  to  be  established  in  its  stead. 

To  this  new  form  of  "overnment  the  people  of  Texas  have 
refused  to  submit.  They  ground  their  opposition  upon  the 
facts  that  they  have  sworn  to  supfTort  the  republican  federative 
government  of  Mexico,  and  that  their  duty  requires  them  now 
to  stand  out  in  opposition. 

Texas  was  one  of  the  units  that  composed  the  government 
by  the  iialional  constituent  congress  of  1824.  She  was  acknow- 
ledged a sovereign  and  independent  member  of  the  confedera- 
cy. As  a sovereign  member  she  voluntarily  unitea  in  the  con- 
federacy that  forms  the  government,  and  upon  the  breaking  up 
of  that  government  she  has  unquestionably  the  right  to  accede 
or  to  reject  the  new  one  that  may  be  proposed. 

The  one  now  proposed  is  in  opposition  to  her  wishes,  inter- 
ests, and  the  education  of  the  people.  It  protects  only  the  in- 
terests of  the  military  and  clergy,  securing  privileges  to  the  one 
and  intolerance  of  religion  to  the  other.  Such  being  its  cha- 
racter, and  qur  right  undoubted,  the  people  of  Texas  with  one 
united  voice,  have  rejected  the  new  form  of  government,  and 
have  resolved  to  abide  by  their  oaths  to  sustain  the  constitu- 
tion. Public  sentiment  has  already  declared  that  Texas  should 
be  organized  as  a state  government,  under  the  constitution  of 
1824,  or  such  other  form  of  government  as  circumstances  may 
require. 

Members  to  a convention  have  already  been  elected,  and 
were  to  have  met  on  the  15th  of  the  present  month.  The  in- 
vasion of  the  country  by  general  Cos  has,  however,  thus  far 
prevented  their  meeting,  as  nearly  every  member  is  now  in  the 
field  of  war.  At  this  lime  our  army  is  besieging  general  Cos  in 
San  Antonio,  but  he  is  hourly  expecting  a large  reinforcement, 
and  the  people  of  Texas  want  aid  of  their  once  fellow  citizens, 
friends  and  relations  of  the  United  States  of  the  north. 

What  number  of  mercenary  soldiers  will  invade  our  country 
we  know  not,  but  this  much  we  do  know,  that  the  whole  force 
of  the  nation  that  can  possibly  be  spared  will  be  sent  to  Texas, 
and  we  believe  we  have  to  fight  superior  numbers.  Bui  we  be- 
lieve victory  in  the  end  will  be  ours.  But  one  sentiment  ani- 
mates every  bosom,  and  every  one  is  determined  on  “victory  or 
death.” 

Citizens  of  the  United  Stales  of  the  north — we  are  but  one 
people!  Our  fathers,  side  by  side,  fought  the  battles  of  the  re- 
volution. We,  side  by  side,  fought,the  battles  of  the  war  of 
1812  and  1815.  We  were  born  under  the  same  government — 
taught  the  same  political  creed,  and  we  have  wandered  where 
danger  and  tyranny  threaten  u.s.  You  are  united  to  us  by  all 
the  sacred  ties  that  can  bind  one  people  to  another.  You  are, 
many  of  you,  our  fathers  and  brothers — among  you  dwell  our 
sisters  and  mothers — we  are  aliens  to  you  only  in  country;  our 
principles  both  moral  and  political  are  the  same — our  interest 
is  one,  and  we  require  and  ask  your  aid,  and  we  earnestly  ap- 
peal to  your  patriotism  and  genero.siiy.  We  invite  you  to  our 
country — we  have  land  in  abundance,  and  it  shall  liberally  be 
bestowed  on  you.  We  have  the  finest  country  on  the  face'of 
the  globe.  We  invite  you  to  enjoy  it  with  us,  and  we  pledge 
to  you,  as  we  are  authorised  to  do,  the  lands  of  Texas  and  the 
honor  and  faith  of  the  people,  that  every  volunteer  in  our  cause 
shall  not  only  justly  but  generously  be  rewarded. 

The  cause  of  Texas  is  plainly  marked  out.  She  will  drive 
every  Mexican  soldier  beyond  her  limits,  or  the  people  of  Texas 
will  leave  before  San  Antonio  the  bones  of  their  bodies.  We 
will  secure  on  a firm  and  solid  basis  our  constitutional  rights 
and  privileges,  or  we  will  leave  Texas  a howling  wilderness. 

We  know  that  right  is  on  our  side,  and  we  are  now  march- 
ing to  the  field  of  battle,  reiteraiing  our  father’s  motto,  “to  live 
free  or  die.”  And  to  the  people  of  the  United  States  of  the 
north  we  send  this  assurance,  that  though  numbers  may  over- 
whelm ti.s,  no  other  feeling  than  that  of  the  genuine  American 
glowed  in  our  bosoms,  and  though  danger  and  destruction 
await  us,  no  friend  of  theirs  proved  recreant  to  his  country. 

Done  in  the  council  hall  on  the  26th  day  of  October,  18.35. 

(Signed)  R.  R.  ROYALL,  president. 

A.  Houston,  secretary. 

CAPTURE  or  GOLIAD. 

Correspondence  of  the  New  Orleans  Bulletin. 

Brazoria,  (Texas),  Oct.  22,  183.1. 

Dear  sir;  While  all  eyes  were  directed  with  intense  anxiety 
towards  the  military  operations  near  Gonzales— supposing  that 


to  be  the  only  point  from  whence  we  might  expect  important 
news — we  were  astonished  by  receiving  information  of  the  cap- 
ture of  the  fort  and  town  of  Goliad,  (La  Bahia), by  a party  of 
colonists.  These  were  volunteers  from  the  transcendently  fer- 
tile banks  of  the  Caney  and  from  the  town  of  Matagorda,  a place 
destined  to  become  an  important  city. 

Before  this  party  entered  the  field,  most  of  the  volunteers 
were  at  Gonzales — and  fearing  that  the  harvest  of  honors  would 
be  reaped  before  they  could  arrive  there — they  struck  off  from 
La  Baca  with  the  during  deternrinalion  of  taking  Goliad  by  sur- 
prise. 

Goliad  is  situated  on  the  south  west  side  of  the  San  Antonio 
river,  thirty  leagues  below  Bexar,  and  it  is  fifteen  leagues  from 
Copano,  the  landing  place  of  Aransas  bay,  and  about  the  same 
distance  from  the  La  Baca  end  of  Matagorda  bay.  The  fort  is 
built  upon  the  point  of  a very  steep  and  high  hill,  formed  of 
rock,  with  a deep  ravine  upon  one  side  and  a low  prairie  upon 
the  opposite — while  a broad  elevated  prairie  extends  towards 
the  south  west. 

The  walls  of  the  fort  are  of  stone  and  lime,  and  bear  in  places 
the  marks  of  the  storms  of  an  hundred  winters,  but  are  still 
proof  against  any  thing  less  than  the  batterings  of  heavy  arlille- 
ry. 

A long  forced  march  brought  the  van-guard  of  the  colonists  to 
the  San  Antonio  river,  fording  below  the  town  at  11  o’clock  on 
the  night  of  the  9th  inst.  Here  they  halted  for  the  main  body, 
and  to  make  arrangements  for  the  attack.  A very  small  party 
were  sent  into  town,  and  they  brought  out,  with  the  utmost  se- 
crecy, a worthy  citizen  friendly  to  the  constitution  of  1824. 
And  by  his  assistance  guides  were  procured,  perfectly  acquaint- 
ed with  the  place. 

The  main  body  of  the  colonists  missed  their  road  in  the  night, 
and  before  they  found  out  their  mistake,  were  at  the  upper  ford, 
immediately  opposite  the  town.  They  then  struck  across,  for 
a short  cut,  to  the  position  occupied  by  the  van-guard.  Their 
route  led  through  a muskeet  thicket.  The  muskeet  is  a tree  of 
the  locust  family,  full  of  thorns,  and  at  a short  distance,  resem- 
bles the  common  peach  tree  in  size  and  appearance.  While, 
the  parlies  were  treading  their  way  through  this  thicket,  the* 
horses  of  some  of  them  started  in  alfriglit  at  an  object  beneath 
a bush.  The  rider  checked  his  horse  and  said,  “who’s  there.” 
A voice  answered  in  Spanish.  One  of  the  party  supposed  that 
he  recognised  in  the  voice  an  old  acquaintance  of  La  Bahia — 
and  asked  if  it  was  not  such  a one,  mentioning  the  name.  “No,” 
was  the  reply,  “my  name  is  Milam.” 

Col.  Milam  is  a native  of  Kentucky.  At  the  commencement 
of  the  Mexican  war  of  independence  he  engaged  in  the  cause, 
and  assisted  in  establishing  the  independence  of  the  country. 
When  Iiurbide  assumed  the  purple,  .Milam’s  republican  princi- 
ples placed  him  in  fetters — dragged  him  to  the  city  of  Mexico, 
and  confined  him  in  prison  until  the  usurper  was  dethroned. — 
When  Santa  Anna  assumed  the  dictatorship,  the  republican 
Milam  was  again  thrust  into  the  prison  at  Monte  Rey.  But  his 
past  services  and  sufferings  wrought  upon  the  sympathies  of  his 
hard  hearted  jailors. 

They  allowed  him  the  luxury  of  the  bath.  He  profitted  by  the 
indulgence  and  made  arrangements  with  an  old  compatriot  to 
place  a fleet  horse  suitably  equipped  upon  the  bank  of  the  stream 
at  a time  appointed.  The  colonel  passed  the  sentinel  as  he  was 
wont  to  go  into  the  water — walked  quietly  on — mounted  the 
horse  and  fled. 

Four  hundred  miles  would  place  him  in  safety.  The  noble 
horse  did  his  duty;  and  bore  the  colonel  clear  of  all  pursuit  to 
the  place  where  our  party  surprised  him.  At  first  he  supposed 
himself  in  the  power  of  his  enemy — but  the  English  language 
soon  convinced  him  that  he  was  in  the  midst  of  his  countrymen. 

He  had  never  heard  that  Texas  was  making  an  effort  to  save 
herself.  No  whisper  of  the  kind  had  been  allowed  to  pass  to 
his  prison.  When  he  learnt  trie  object  of  the  party,  his  heart 
was  full.  He  could  not  speak— for  joy. 

When  the  company  arrived  at  the  lower  ford  they  divided 
themselves  into  four  parties  of  twelve  men  each.  One  party 
remained  as  a guard  with  the  horses.  The  other  three,  each 
with  a guide,  marched  by  different  routes  to  the  assault. 

Their  axes  hewed  down  the  door  where  the  colonel  command- 
ing the  place  slept — and  he  was  taken  a prisoner  from  his  bed. 
A sentinel  hailed— and  fired.  A rifle  ball  laid  him  dead  upon 
the  spot.  The  discharge  of  fire  arms  and  the  noise  of  human 
voices  now  became  commingled.  The  Mexican  soldiers  fired 
from  their  quarters  and  the  blaze  of  their  guns  served  as  targets 
for  the  colonist  riflemen. 

The  garrison  were  called  to  surrender,  and  the  call  was  trans- 
lated by  a gentleman  present  who  spoke  the  language.  They 
asked  for  terms. 

The  interpreter  now  became  the  chief  speaker.  “No.”  an- 
swered he.  “They  say  they  will  massacre  every  one  of  you, 
unless  you  come  out  immediately  and  surrender.  Come  out — 
come  out  quick.  I cannot  keep  them  back— come  out  if  you 
wish  to  save  your  lives — lean  keep  them  back  no  longer.” 
“O,  do  for  God’s  sake  keep  them  back,”  answered  the  Mexi- 
cans in  their  own  language — “we  will  come  out  and  surrender 
immediately” — and  they  rushed  out  with  all  possible  speed  and 
laid  down  their  arms. 

And  thus  was  the  fort  of  Goliad  taken — a fort  which,  with  a 
garrison  of  three  hundred  and  fifty  patriots  in  the  war  of  1812- 
13,  withstood  a siege  of  an  army  of  more  than  two  thousand 
Spanish  troops  and  forced  them  to  retire — discoinfitted. 
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At  the  capture  of  the  fort  three  Mexican  soldiers  were  killed 
and  seven  wounded}  and  one  colonel,  one  captain,  one  lieuten- 
ant, with  twenty-one  petty  officers  and  privates  were  made  pri- 
soners— others  of  the  «arrisou  escapeil  in  the  dark  and  fled. 

In  the  fort  were  found  two  pieces  of  brass  cannon,  500  mus- 
kets and  carbines,  600  spears  with  ammunition  and  provisions. 

One  of  the  colonists  was  wounded  in  the  shoulder. 

Col.  Milam  assisted  in  the  capture  of  tiie  fort,  and  then  he 
spoke:  “I  assisted  Mexico  to  gain  her  independence;  I have 
spent  more  than  twenty  years  of  my  life;  [ have  endured  heat 
and  cold,  hunger  and  thirst;  I have  borne  losses  and  suffered 
persecutions;  I have  been  a tenant  of  every  prison  between  this 
and  Mexico— but  the  events  of  this  night  have  compensated  me 
for  all  my  losses  and  all  my  sufferings.” 

The  colonists  were  commanded  by  George  M.  Collinsworth 
— but  it  would  be  difficult  to  find  in  the  company  a man  not 
qualified  for  the  command. 

Goliad  is  of  vastly  more  importance  in  a military  point  of 
view  than  Bexar,  as  the  latter  is  in  a valley  upon  the  banks  of 
the  river  and  commanded  by  the  hills  on  each  side — and  is 
therefore  indefensible. 

The  main  army  under  colonel  Austin  marched  from  Gonzales 
on  the  13th  inst.  against  Bexar. 

When  provoked,  there  is  in  colonel  Austin  the  courage  of  the 
lion:  and  there  is  in  him,  at  all  times,  the  caution  of  the  fox. 
With  him  in  command,  if  we  do  not  hope  for  a speedy  victory, 
we  at  least  do  not  fear  a defeat. 

I send  this  by  a soldier*  who  fought  at  the  capture  of  Goliad, 
and  if  there  be  any  errors  In  my  statement,  you  will  have  the 
means  of  correcting  them  before  you.  Your  ob’t  serv’t,  S. 

MEXICO. 

We  annex  a translation  of  a decree  issued  by  the  general  con- 
gress of  Mexico,  establishing  the  basis  of  their  proposed  new 
political  organization,  it  must  be  admitted  that  it  on  most 
points  is  so  indefinite  as  to  leave  room  for  future  legislators  to 
give  it  such  character  as  they  may  please.  This  is  the  docu- 
ment  of  which  we  mentioned  the  receipt  in  our  publication  of 
Monday,  and  then  termed  it  “the  new  constitution  of  Mexico,” 
an  appellation  which,  on  a closer  examination  than  time  then 
allowed  us  to  take  of  it,  we  find  is  not  applicable  to  it. 

[W.  Y.  Mercantile, 

MEXICO. 

His  excellency  the  president  ad  interim  of  the  Mexican  repub- 
lic has  transmitted  me  the  following  decree. 

The  president  ad  interim  of  the  Mexican  republic  to  its  inha- 
bitants; KNOW  YE  that  the  general  congress  has  decreed  as 
follows: 

Art.  I.  The  Mexican  nation,  one  sovereign  and  independent — 
has  not,  and  does  not  profess,  or  protect  any  other  religion  than 
the  Catholic,  apostolic  and  Roman  religion,  nor  will  the  exercise 
of  any  other  be  tolerated. 

II.  As  long  as  travellers,  residents  and  inhabitants  of  the 
Mexican  territory  shall  respect  the  religion  and  laws  of  the 
country,  so  long  will  the  nation  secure  to  them  the  rights  which 
may  belong  to  them,  or  cause  such  rights  to  be  respected.  The 
law  of  nations,  points  out  the  rights  of  foreigners:  the  peculiar 
rights  of  a Mexican  citizen  shall  be  designated  by  an  express 
law. 

III.  The  system  6f  the  government  of  the  nation  shall  be  ofa 
republican,  representative  and  popular  form. 

IV.  The  exercise  of  the  supreme  national  power  shall  conti- 
nue, as  hitherto  divided,  in  legislative,  executive  and  Judici- 
ary departments,  and  in  no  case,  or  under  any  pretext  what- 
ever, shall  they  be  united.  Some  expedient  shall  be  devised  to 
prevent  any  one  of  the  tliree  powers  exceeding  the  limits  of  its 
attributes. 

V.  The  cxerci.se  of  the  legislative  power  shall  be  vested  in  a 
congress  of  representatives  of  the  nation,  divided  in  two  houses, 
one  of  deputies  and  another  of  senators,  who  shall  be  elected  by 
the  people  and  periodically.  The  constitutional  law  shall  esta- 
blish the  qualifications  which  the  electors,  and  elected  must 
possess,  the  lime,  the  mode  and  manner  of  effecting  the  elec- 
tions, the  period  the  elected  are  to  serve,  and  every  thing  re- 
lating to  the  essential  organization  of  the  two  parts  of  the  legis- 
lative power,  and  the  circle  of  their  attributes. 

VI.  The  exercise  of  the  executive  power  shall  be  vested  in  a 
president,  elected  by  the  people  in  an  indirect  and  periodical 
manner.  This  president  must  be  a Mexican  born',  the  manner 
of  effecting  his  election,  the  time  he  is  to  serve,  his  attributes, 
&c.  shall  be  fixed  by  a constitutional  law. 

VII.  The  exercise  of  ihe.  j udiciary  power  shall  be  vested  in  a 
supreme  court  of  justice,  bi'sides  such  tribunals  and  Judges,  as 
shall  be  fixed  by  a constitutional  law. 

VIII.  The  national  territory  shall  be  divided  in  departments: 
their  number,  population,  extension  and  other  circumstances 
shall  he  fixed  by  law. 

IX.  In  each  department  there  shall  be  a governor;  and  a de- 
partmental Junta  or  assembly:  the  members  of  the  latter  shall 
be  elected  by  the  people:  the  governors  .sliall  be  appointed  peri- 
odically by  the  supreme  government,  though  not  without  the 
previous  assent  of  the  assemblies. 

X.  The  executive  power  of  the  departments  shall  be  vested  in 
the  governor,  and  the  latter  shall  be  subject  to  the  supreme  go- 

*Captain John  Duncan,  late  of  Mobile. 


vernment.  The  departmental  juntas  shall  serve  as  a council 
to  the  governor,  in  conjunction  with  whom  they  shall  prescribe 
such  measures  as  may  conduce  to  the  welfare  and  prosperity  of 
the  departments.  The  juntas  shall  be  invested  with  such  pow- 
er to  regulate  their  municipal,  electoral  and  legislative  con- 
cerns, as  a law  concerning  their  organization  shall  prescribe. 

XI.  The  functionaries  of  the  two  abovemeiitioned  powers  in 
the  departments,  and  their  immediate  agents,  shall  be  Mexicans, 
born  in  or  inhabiiant§  of  the  same  departments.  The  constitu- 
tional law  shall  prescribe  the  interference  which  the  supreme  ex- 
ecutive power  and  the  governors  of  the  departments  ought  to 
exercise  as  regards  the  appointment  of  all  the  public  officers. 

XII.  The  Judiciary  power  shall  be  exercised  in  the  depart- 
ments till  a final  decision  be  taken,  by  the  tribunals  and  judges 
residing  therein,  under  the  responsibility  which  may  be  enacted 
by  the  constitutional  law. 

XIII.  The  civil  and  criminal  laws  and  regulations  for  the  ad- 
ministration of  Justice  shall  be  the  same  in  the  whole  nation,  as 
also  the  laws  levying  general  contributions. 

XIV.  A law  shall  regulate  the  finances  of  the  nation,  the 
manner  in  which  the  accounts  of  the  public  treasury  shall  be 
kept,  appointing  at  the  same  time  a tribunal  to  revise  said  ac- 
counts, and  providing  for  such  system  of  economy  as  the  state 
of  the  nation  demands. 

Palace  of  the  government  Mexico,  23d  October,  182.5. 

Signed,  MIGUEL  B ARRAG AN,  rice  presf.  ad  infcrim. 

Countersigned,  BONILLA,  minister,  secretary  of  state, 

private  advices  yesterday  received  from  Mexico,  we 
learn  that  Gutierez  the  former  governor  of  Chiopa — after  hav- 
ing his  property  ravaged  by  the  satellites  of  Santa  Anna — has 
been  enabled  to  place  himself  at  the  head  of  a formidable  force; 
and  to  act  effectively  against  the  troops  of  the  dictator.  He  has 
already  made  several  prisoners,  and  captured  various  pieces  of 
artillery  with  much  provisions.  He  has  now  fortified  himself 
in  Tuxia,  where  he  is  Joined  by  many  Mexicans  opposed  to 
centralism. 

The  forces  of  Alvarez  in  the  south  are  also  augmented  daily; 
and  Nictoria  himself  has  gone  to  lend  his  influence  to  Alvarez, 
and  oppose  the  consolidated  government.  The  counter-revo- 
lution has  thus  become  general;  and  it  is  nut  only  the  Texians 
who  will  be  found  to  dispute  the  power  of  Santa  Anna  and  his 
system  of  Mexican  government;  but  all  Mexcans  not  immedi- 
tely  enthralled  by  the  monarchical  or  aristocratic  patty.  The 
federal  constitution  of  1824  may  yet  be  triumphant,  and  Santa 
Anna  be  banished.  [New  Orleans  Bee. 


FREEDOM  OF  SPEECH  AND  OF  THE  PRESS.  . 

From  the  Richmond  Compiler. 

Guaranteed  by  the  constitution  of  the  United  States  and  of  the 
several  states. 

The  following  are  extracts  from  the  constitutions  of  the  Unit- 
ed States  and  the  several  states  of  the  union,  from  which  it  will 
be  seen  that  no  law  can  constitutionally  be  passed  for  the  pur- 
pose of  restrainiitg  the  fanatics  of  the  north  in  their  crusade 
against  our  rights. 

Article  III.  Amendments.  “Congress  shall  make  no  law  re- 
specting an  establishment  of  religion,  or  prohibiting  the  free  ex- 
ercise thereof;  or  abridging  the  freedom  of  speech,  or  of  the  press; 
or  the  right  of  the  people  peaceably  to  assemble  and  petition 
the  government  for  a redress  of  grievances. 

Maine.  Every  citizen  may  freely  speak,  write  and  publish 
his  sentiments  on  any  subject,  being  responsible  for  the  abuse 
of  this  liberty.  No  laws  shall  be  passed  regulating  or  restrain- 
ing the  freedom  of  the  prgss. 

Massachusetts.  The  liberty  of  the  press  is  essential  to  the 
security  of  freedom  in  a state;  it  ought  not,  therefore,  to  be  re- 
strained in  this  commonwealth. 

New  Hampshire.  The  liberty  of  the  press  is  essential  to  the 
security  of  freedom  in  a state;  it  ought,  therefore,  to  be  inviola- 
bly preserved. 

Vermont.  The  people  have  a right  to  a freedom  of  speech, 
and  of  writing  and  publishing  their  sentiments  concerning  the 
transactions  of  government,  and  therefore  the  freedom  of  the 
press  ought  not  to  be  restrained. 

Connecticut.  Every  citizen  may  freely  speak,  write  and 
publish  his  sentiments  on  all  subjects,  being  responsible  for  the 
abuse  of  that  liberty. 

No  law  shall  ever  be  passed  to  curtail  or  restrain  the  liberty 
of  speech  or  of  the  press. 

New  York.  Every  citizen  may  freely  speak,  write  and 
publish  his  sentiments  on  all  subjects,  being  responsible  for  the 
abuse  of  that  right;  and  no  law  shall  be  passed  to  restrain  or 
abridge  their  libeiiy  of  speech,  or  of  the  press. 

In  all  prosecutions,  or  indictments  for  libels,  the  truth  may 
be  given  in  evidence  to  the  Jury,  and  if  it  shall  appear  to  the 
jury,  that  the  matter  charged  as  libellous  is  true,  and  was  pub- 
lished with  good  motives,  and  for  Justifiable  ends,  the  party 
siiall  he  acquitted,  and  the  Jury  shall  have  the  right  to  deter- 
mine the  law  and  the  fact. 

Pennsylvania.  The  printing  presses  shall  be  free  to  every 
person  who  undertakes  to  examine  the  proceedings  of  the  legis- 
lature, or  any  branch  .of  government,  and  no  law  shall  ever  be 
made  to  restrain  the  right  thereof.  The  free  communication  of 
thoughts  and  opinions  is  one  of  the  invaluable  rights  of  man; 
and  every  citizen  may  freely  speak,  write  and  print,  on  any 
subject,  being  responsible  for  the  abuse  of  that  liberty. 
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Delaware.  The  press  shall  be  free  to  every  citizen  who 
Undertakes  to  examine  the  official  conduct  of  men  acting  in  a 
public  capacity,  and  any  citizen  may  print  on  any  such  subject, 
being  responsible  for  the  abuse  of  that  liberty. 

Maryland.  The  liberty  of  the  press  ought  to  be  inviolably 
preserved. 

Virginia.  The  freedom  of  the  press  is  one  of  the  great  bul- 
warks of  liberty,  and  can  never  be  restrained  but  by  despotic 
governments. 

North  Carolina.  The  freedom  of  the  press  is  one  of  the 
great  bulwarks  of  liberty,  and  therefore  ought  never  to  be  re- 
strained. 

Sooth  Carolina.  The  trial  by  jury,  as  heretofore  used  in 
this  state,  and  the  liberty  of  the  press,  shall  be  forever  inviola- 
bly preserved. 

Georgia.  Freedom  of  the  press,  and  trial  by  jury,  as  hereto- 
fore used  in  this  state,  shall  remain  inviolate;  and  no  ex  post 
facto  law  shall  be  passed, 

Kentdcky,  Tennessee,  Indiana,  Louisiana  and  Illinois. 
The  printing  presses  shall  be  free  to  every  person  who  under- 
takes to  examine  the  proceedings  of  the  legislature,  or  any 
branch  of  government;  and  no  law  shall  ever  be  made  to  re- 
strain the  right  thereof.  The  free  communication  of  thoughts 
and  opinions  is  one  of  the  invaluable  rights  of  man;  and  every 
citizen  may  freely  speak,  write  and  print,  on  any  subject,  be- 
ing responsible  for  the  abuse  of  that  liberty. 

Ohio.  The  printing  presses  shall  be  open  and  free  to  every 
citizen  who  wishes  to  examine  the  proceedings  of  any  branch 
of  government,  or  the  conduct  of  any  public  officer;  and  no  law 
shall  ever  restrain  the  right  thereof.  Every  citizen  has  indis- 
putable right  to  speak,  write  or  print,  upon  any  subject,  as  he 
thinks  proper,  being  liable  for  the  abuse  of  that  liberty. 

Mississippi.  Every  citizen  may  freely  speak,  write  and 
publish  his  sentiments  on  all  subjects,  being  rest)onsible  for  the 
abuse  of  that  liberty.  No  law  shall  ever  be  passed  to  curtail  or 
restrain  the  liberty  of  speech  or  of  the  press. 

Alabama.  Every  citizen  may  freely  speak,  write  and  pub- 
lish his  sentiments  on  all  subjects,  being  responsible  for  the 
abuse  of  that  liberty. 

Missodri.  The  free  communications  of  thoughts  and  opi- 
nions is  one  of  the  invaluable  rights  of  man;  and  every  person 
may  freely  speak,  write  and  print  on  any  subject,  being  re- 
sponsible for  the  abuse  of  that  liberty. 

BROWNSVILLE  RAIL  ROAD  CONVENTION. 

From  the  Baltimore  Chronicle. 

Brownsville,  Fayette  co.  Penn.  November  25,  1835. 

The  delegates  appointed  to  consult  on  the  propriety  of  mak- 
ing a rail  road  from  Cumberland,  in  Maryland,  to  Brownsville, 
and  thence  to  run  to  Wheeling  and  Pittsburgh,  assembled  this 
morning  in  the  Episcopal  church,  a neat  edifice,  situated  on  the 
hill  rising  from  the  Mpnongahela.  The  importance  of  the  ob- 
ject had  brought  together,  as  was  reasonable  to  suppose,  a large 
number  of  delegates,  and  on  calling  the  roll,  upwards  of  one 
hundred  and  fifty  answered  to  their  names.  Theie  were  in 
attendance  from  Baltimore,  Messrs.  Jas.  W.  McCiilloh,  Jacob 
Albert,  Samuel  O.  Hoffman,  John  S.  McKim,  William  F.  Mur- 
doch, William  Jenkins,  John  P.  Kennedy,  M.  S.  Norman,  John 
S.  Shriver  and  Joshua  Jones.  Colonel  William  Steuart,  of 
Baltimore,  represents  the  Baltimore  and  Ohio  rail  road,  and 
boil.  Andrew  Stewart,  of  Pennsylvania,  the  Chesapeake  and 
Ohio  canal  company.  Many  of  the  most  distinguished  men  of 
Ihe  country  are  here  as  delegates  and  the  interest  which  they 
manifest,  is  but  a reflection  of  the  deep  solicitude  felt  by  the 
people  of  the  west  in  this  important  work,  and  which,  when 
finished,  will  bring  to  the  people  of  Baltimore  the  larger  portion 
of  the  immense  trade  of  the  vast  tract  of  country  west  of  the 
Alleghanies. 

The  convention  was  called  to  order  by  Mr.  Kennedy,  of  Bal- 
timore, on  whose  motion  hon.  Andrew  Stewart,  of  Pennsylva- 
nia, was  called  to  the  chair,  and  on  motion  of  Mr.  McCulloh, 
of  Baltimore,  Messrs.  Kennedy,  of  Baltimore,  and  James  L. 
Bowman,  were  appointed  secretaries. 

On  motion  of  Mr.  Sprigg,  of  Wheeling,  a committee  to  report 
officers  to  preside  over  the  convention,  was  appointed. 

Mr.  Samuel  O.  Hoffman  moved  that  a connnitlee  consisting 
of  three  from  each  state  represented,  and  the  city  of  Baltimore” 
be  appointed  to  prepare  rules  for  the  government  of  the  con- 
vention. The  chair  ap(K>inted  Messrs.  Hoffman,  Jones  and 
Shriver,  of  Baltimore. 

The  proceedings  of  the  Brownsville  meeting  were  then  read 
as  published  in  your  paper  of  the  16th  instant,  and  o?i  motion  of 
Mr.  McCulloh  the  convention  took  a lecess  to  4 o’clock. 

Four  o’clock  P,  M. 

On  the  meeting  of  the  convention  this  evening,  the  com- 
mittee appointed  for  that  purpo.se,  submitted  a report,  nominat- 
ing the  following  gentlemen  officers,  which  was  unanimously 
adopted: 

Hon.  A.  STEWART,  of  Penn,  president. 

Col.  Thos.  Ringland,  of  Washington  co.  Pa. 

John  Gebhart,  of  Alleghany  co.  Md. 

Jacob  Albert,  of  Baltimore  city. 

Col.  A.  Woods,  of  Va. 

A.  Brackenridge,  of  Pittsburgh, 

James  Caldwell,  of  Ohio, 

James  L.  Bowman,^ 

J.  P.  Kennedy,  > secretaries. 

J.  H.  Davis,  ) 


The  officers  having  taken  their  seats,  Mr.  S.  O.  Hoffman,  on 
the  part  of  the  committee,  moved  that  the  rules  of  the  house  of 
representatives,  so  far  as  they  are  applicable,  be  adopted  for  the 
government  of  the  convention. 

Mr.  McCulloh  moved  that  a committee  of  three  from  each 
state,  and  the  cities  of  Baltimore,  Pittsburgh  and  Wheeling, 
and  one  from  the  delegations  on  the  part  of  the  Baltimore  and 
Ohio  rail  road  and  Chesapeake  and  Ohio  canal  company,  be 
appointed  to  report  on  such  subjects  as  may  claim  the  attention 
of  the  convention.  The  following  gtmilenien  were  appointed: 
Hon.  Thomas  H.  Baird,  John  Miller  and  Samuel  Clery,  of 
Pennsylvania;  Daniel  Cryer,  John  Jacobs  and  H.  Goodey,  of 
Virginia;  David  Shriver,  John  Hoye  and  William  Jenkins,  of 
Maryland;  William  B.  Hubbard,  David  Allen  and  James  McMil- 
lon,of  Ohio;  James  W.  McCulloh,  William  F.  Murdoch  and 
John  S.  McKim,  of  Baltimore  city;  Thomas  Williams,  Thomas 
Blakewell  and  S.  Peterson,  of  Pittsburgh;  S.  Sprigg,  N.  C.  Good 
and  R.  McKee,  of  Wheeling. 

On  motion  the  convention  adjourned  till  to-morrow  morning 
at  9 o’clock. 

November  26,  1835. 

On  the  meeting  of  the  convention  this  morning,  judge  T» 
H.  Baird,  from  the  committee  to  consider  what  business  would 
properly  come  before  the  convention,  made  the  following  re- 
port: 

The  committee  to  whom  it  was  referred  to  digest  and  present 
for  consideration  the  different  topics  falling  within  the  range  of 
the  contemplated  action  of  the  convention,  beg  leave  to  re- 
port— that  in  the  discharge  of  the  duty  imposed  upon  them 
they  have  met  and  have  had  a full  and  fair  interchange  of  sen- 
timents and  views  in  relation  to  the  magnificent  work,  which, 
by  its  engrossing  interest,  has  called  together  so  many  intelli- 
gent and  respectable  men  from  their  homes  and  their  business  at 
so  inclement  a season.  They  are  gratified  in  being  able  to  say, 
that  in  all  the  aspects  in  which  the  subject  has  been  presented, 
the  most  flattering  results  appear  in  prospect.  The  completion 
of  the  Baltimore  and  Ohio  rail  road,  from  Cumberland,  by  two 
routes  diverging  from  some  suitable  point,  and  terminating  at 
Pittsburgh  and  Wheeling — involves  in  it  benefits  to  the  agri- 
cultural, mechanical  and  commercial  industry  of  the  country, 
that  are  boundless  and  incalculable.  To  defeat,  disturb  or 
retard  the  progress  of  the  grand  design  until  it  is  finally  con- 
summated— no  sectional  jealousy  should  be  allowed  to  inter- 
fere— and  in  the  deliberations  and  actions  of  the  committee 
none  have  been  suffered  to  intrude.  The  utmost  harmony  of 
feeling  and  concert  of  views  have  been  preserved  and  wHI  be 
indicated  in  the  measures  they  recommend.  As  the  main  ob-- 
ject  of  this  convention  is  to  give  an  efficient  and  proper  direc- 
tion to  popular  opinion  in  relation  to  the  important  object— and 
thereby  produce  an  effect  upon  the  different  legislatures,  muni- 
cipal and  corporate — through  whose  aid  it  is  expected  the 
company  may  be  enabled  to  perfect  their  undertaking — it  has 
been  thought  right  by  the  committee  that  a distinct  and  decided 
expression  of  opinion  should  be  given  as  to  the  utility  of  this 
splendid  work,  in  reference  to  the  leading  and  vital  interests  of 
the  community  at  large,  as  well  as  of  those  individuals  who 
have  vested  their  money  in  the  stock.  The  committee  there- 
fore recommend,  that  a resolution  to  this  effect  be  adopted, 
and  have  reported  one  accordingly.  Believing  also,  that  it  is 
important  to  the  success  of  the  work  that  entire  confidence  in 
Ms  praclicability  should  pervade  the  public  mind,  they  have 
thought  it  advisable  to  embody  their  deliberate  convictions  on 
this  point,  in  the  form  of  a resolution,  which  they  submit  to  the 
consideration  of  the  convention — suggesting  that  their  belief  is 
not  based  upon  mere  wild  conjecture  or  uncertain  information, 
but  upon  data  furnished  by  actual  examination  of  the  engineer 
of  the  company,  and  other  satisfactory  evidence.  Your  com- 
mittee cannot  doubt  that  it  is  possible  to  construct  a road  to 
both  points  of  termination,  which  will  be  completely  accessible 
by  locomotives  without  the  use  of  any  stationary  power.  This 
is  a grand  desideratum  in  this  species  of  improvement,  and  it 
is  very  gratifying  to  be  assured  that  such  is  the  fact.  It  has  been 
thought  best  to  offer  no  suggestions  as  to  the  probable  routes 
by  which  the  termini  sought  may  be  attained.  Relying  that 
the  interests  of  the  company,  with  the  aid  of  competent  scien- 
tific artists,  will  ascertain  and  pursue  the  nearest  and  the  best — 
any  intimation  from  this  convention  with  a view  to  influence 
to  the  adoption  of  any  particular  course  it  is  thought  should  be 
avoided.  It  could  lead  to  no  conclusion  that  would  be  safe 
or  satisfactory — because  we  have  not  the  detailed  and  parti- 
cular knowledge  that  is  indispensable  to  enable  us  to  make  a 
decision.  It  might  also  possibly  introduce  in  the  convention, 
the  jarring  of  conflicting  local  interests,  and  consequently  dis- 
cord in  their  deliberations — when  to  effect  the  purpose  which 
all  have  in  view  there  ought  to  be  union  of  feeling  and  union  of 
action.  The  grand  outline  of  the  splendid  plan  we  all  regard 
with  one  intense,  common  anxiety — but  in  the  details  of  its 
execution  we  may  materially  differ.  The  company  it  is  con- 
ceived must  he  left  entirely  free  in  this  particular.  It  is  our 
object  to  aid  its  efforts — in  every  mode  we  can  devise — and 
for  this  purpose,  as  the  want  of  funds  presents  the  main  dif. 
ficully  of  its  speedy  and  successful  progress,  the  committee 
are  of  opinion  that  suitable  appeals  in  the  form  of  memorials  to 
be  made  to  the  different  legislative  bodies  of  the  states  of  Vir- 
ginia, Maryland,  Ohio  and  Pennsylvania,  and  also  to  the  muni- 
cipal authorities  of  the  cities  of  Baltimore,  Pittsburgh  and 
Wheeling.  With  the  hope  also  that  some  portion  of  the  net 
surplus  in  the  treasury  of  the  United  States  may  be  obtained  ia 


^ V.  presidents. 


s$s 


NILES*  REGISTER— DEC.  5,  1835— THE  CHEROKEE  NATION. 


aid  of  this  national  improvement,  a memorial  to  congress  is 
recommended.  In  order  to  stimulate  increased  effort,  it  is 
thought  tliat  this  convention  niay  Willi  propriety  urge  upon  the 
rail  road  company  the  rapid  progress  and  speedy  tet niitiaiion 
of  their  great  worK,  which  is  to  connect  the  distant  sections  of 
our  country  in  the  bands  of  easy  and  happy  intercourse  and 
kind  feeling — and  facilitate  the  exchange  of  the  vast  produc- 
tions of  agricultural  industry  in  the  west,  for  the  conimodities 
which  will  be  supplied  by  commercial  enterprise,  activity  and 
capital  in  the  east.  The  aid  and  co-operation  of  the  Chesa- 
peake and  Ohio  canal  company,  also  may  be  solicited;  so  that, 
instead  of  being  ricofs,  they  may  truly  be  working  together  for 
the  public  good.  As  the  relation  between  expenditure  and  a 
just  remuneration  in  the  shape  of  profit  must  always  appear, 
in  order  to  determine  the  application  of  private  means  to  this 
stupendous  undertaking,  it  is  recommended  that  a committee 
he  raised  to  inquire  and  report  the  estimated  cost  of  the  entire 
work,  the  time  that  may  be  required  for  its  completion,  and  the 
probable  return  it  may  afford  in  the  form  of  revenue;  and  also, 
that  a permanent  committee  be  appointed  to  collect  and  puh- 
listi  from  time  to  time,  such  information  as  may  be  proper  to 
enlighten  or  satisfy  the  public  mind  in  relation  to  the  progress 
and  prospects  of  the  great  concern  in  which  so  deep  an  interest 
is  felt.  The  committee  have  also  suggested  an  inquiry  a.s  to  the 
probable  cost  and  the  time  of  transporting  persons  and  things 
on  the  projected  road  when  completed.  This  embraces  a very  | 
interesting  consideration  to  the  community,  because  it  is  evi- 
dent that  whatever  saving  may  be  effected  in  the  expense  of 
conveying  passengers  or  of  goods  by  the  superior  facilities  af- 
forded will  be  a clear  gain  to  the  public. 

The  committee  also  think  it  of  great  importance  to  the  com- 
munity, that  a minute  geological  and  statistical  examination 
should  be  made  of  the  valleys  of  llie  Potomac,  Monongahela, 
Yauhagany,  and  their  tributary  streams — and  also  of  the  adja- 
cent country,  on  the  line  of  the  contemplated  rail  road.  A great 
portion  of  this  region  has  never  been  explored  by  a scientific 
eye,  and  is  thought  to  abound  in  mineral  treasures,  and  to  pos- 
sess besides  peculiar  agricultural  capabilities.  The  United 
States,  as  the  alma  mater,  as  it  were,  of  the  whole  confederacy, 
and  possessing  at  her  control  adequate  means  and  competent 
skill,  with  no  constitutional  obstacles  to  prevent,  may  with 
great  propriety  be  called  upon  to  cause  this  measure  to  be  exe- 
cuted. 

These  are  some  of  the  considerations  which  have  engaged 
the  committee.  They  are  briefly  considered  and  arranged  for 
the  attention  of  the  convention  in  the  form  of  resolutions, 
which  are  respectfully  submitted. 

The  resolutions  submitted  by  the  committee,  and  which  au- 
thorised the  appointing  of  committees  as  contemplated  in  the 
report,  were  then,  together  with  the  report,  unanimously  adopt- 
ed. 

A resolution  was  offered  by  Mr.  Hubbard,  of  Ohio,  to  appoint 
a committee  to  memorialize  the  legislature  of  Ohio,  asking  for 
the  incorporation  of  a company  to  make  a rail  road  from  the 
west  bank  of  the  Ohio  river,  opposite  Wheeling,  to  the  mouth 
of  the  Maumee  river  at  Lake  Erie.  This  gave  rise  to  consi- 
derable debate,  Mr.  H.  sustaining  his  resolution  with  great  abi- 
lity, whilst  it  was  contended  against  it  that,  although  the  object 
was  desirable,  and  would  doubtless  be  completed  at  an  early 
day,  yet  as  other  points  of  stariitig  and  ending  of  the  road  might 
be  in  contemplation,  the  convention  being  not  now  prepared  to 
decide  between  them,  it  seemed  to  be  thought  best  to  forbear 
any  action  at  present.  These  views  prevailing,  the  resolution, 
on  motion  of  the  mover,  was  laid  on  the  table. 

Mr.  Sprigg,  of  Wheeling,  offered  a resolution  for  the  appoint- 
ment of  a committee  of  finance,  to  defray  the  expenses  of  print- 
ing and  publishing  the  journal  of  proceedings,  which  having 
been  read,  col.  William  Sk  uart,  of  Baltimore,  on  behalf  of  the 
Baltimore  and  Ohio  rail  road  company,  proposed  to  assume  that 
duty;  which  proffer,  on  motion  of  Mr.  Smith,  of  Cumberland, 
was  accepted,  and  the  thatiks  of  the  convention  tendered  to  the 
company  for  tlie  manifestation  of  their  liberal  and  kind  feeling. 

On  motion  of  Mr.  Austin,  of  Unionlown,  the  convention  took 
a recess  till  two  o’clock. 

Two  o'clock,  P.  M. 

On  the  meeting  of  the  convention  this  afternoon,  the  presi- 
dent announced  the  following  committees  in  pursuance  of  the 
resolutions  adopted  this  morning. 

To  the  con^res$  of  the  United  Slates — J.  P.  Kennedy,  Joshua 
B.  Howell,  Wm.  Steuart. 

Legislature  of  Pennsylvania — John  Dawson,  John  Fuller, 
Joshua  Wood. 

Legislature  of  Ohio — Daniel  Peck,  W.  B.  Hubbard,  David 
Allen. 

Legislature  of  Virginia — John  J.  Jacobs,  Daniel  Steenrod,  T. 
Thornburg. 

Legislature  of  Maryland— Wm.  Steuart,  S.  P.  Smith,  Wm. 
Jenkins. 

City  Council  of  Baltimore— Jacob  Albert,  W.  F.  Murdoch, 
John  S.  McKim. 

City  council  of  Pittsburgh — A.  Brackenridge,  M.  B.  Milten- 
berger,  J.  Patterson. 

City  council  of  Wheeling — T.  Jacobs,  Wm.  B.  Atterbury,  John 
Goshorn. 

Baltimore  and  Ohio  rail  road  company — Judge  T.  H.  Baird, 
H.  H.  Beeson,  V.  Woodruff. 

Chesapeake  and  Ohio  canal  comjiany— Samuel  O.  Hoffman, 
R.  P.  Fleuiken,  J.  Irons. 


- To  prepare  estimates  of  the  probable  time  and  cost  of  comple-’ 
tion  of  the  road  and  revenue — James  W.  McCulioh,  S.  Sprigg, 
T.  Bakewell.  ^ 

To  memorialize  congress  in  reference  to  surveys — W.  P, 
Wells,  S.  Clevenger,  J.  Morrison. 

Time  and  cost  of  transportation — Redick  McKee,  Robert 
Claik,  S.  P.  Dailingion. 

Permanent  committee — Joshua  Jones,  David  Shriver,  S.  H. 
Davis. 

The  convention  having  now  got  through  the  important  busi- 
ness for  which  it  had  convened,  on  motion,  adjourned  sine  die. 

The  president  before  putting  the  motion,  in  a neat  and  feel- 
ing speech  returned  his  thanks  for  the  honor  conferred  on  him, 
and  in  bidding  the  members  adieu,  urged  them  on  to  continued 
exertion,  until  the  vast  enterprize,  to  forward  which  they  had 
left  their  homes,  many  of  them  coming  hundreds  of  miles, 
should  be  completed;  and,  in  conclusion,  assured  them  that  the 
first  wish  ofhis  heart  was,  that  all  the  members  might  live  to 
see  the  work  consummated. 

A letter  from  another  correspondent  at  Brownsville  says: 
“The  convention  is  one  of  the  most  respectable  assemblies  that 
ever  convened  on  a similar  purpose.  Among  its  vice  presi- 
dents I noticed  the  venerable  col.  Woods,  of  Wheeling,  per- 
haps, with  Mr.  Madison,  the  only  surviving  member  of  the  me- 
morable Virginia  convention,  which  adopted  the  federal  con- 
stitution in  1787.” 


The  following  is  a list  of  the  members  of  the  Brownsville  con 
vention;  as  given  in  the  “Wheeling  Gazette:” 


Maryland. 

Baltimore  city, 
James  W.  McCulioh, 
Jacob  Albert, 

John  P.  Kennedy, 

John  S.  McKim, 

Samuel  O.  Hoffman, 

John  S.  Shriver, 

Wm.  F.  Murdoch, 

M.  S.  Norman, 

Joshua  Jones. 

Rail  road  delegation. 
William  Steuart. 

Baltimore  county, 
William  Jenkins. 

Cumberland. 
John  Gebhart, 

John  Hoye, 

Samuel  P.  Smith, 

Wm.  Lynn, 

David  Shriver. 

VIRGINIA. 

Wheeling. 
Samuel  Sprigg, 

John  McClure, 

Redick  McKee, 

Z. Jacob, 

W.  B.  Atterbury, 

Moses  C.  Good, 

John  Goshorn, 

Samuel  H.  Dtivis, 
Thomas  Hughes, 

Joseph  Caldwell, 

Daniel  Z^ne. 

West  Liberty. 
John  J.  Jacobs. 

Triadelphia, 

Col.  Archibald  Woods, 
Gen.  Daniel  Cruger, 
Henry  Bell, 

Thomas  Thornburg, 
Lewi.s  Lunsford, 

Jacob  Gooding, 

Daniel  Steenrod. 

OHIO. 

St.  Clairsville, 
James  Caldwell, 

Wm.  B.  Hubbard, 

Daniel  Peck, 

David  Alien. 

Harrison  county. 
John  Anderson, 

James  McMillen. 

Bridgeport. 

E.  Martin. 

PENNSYLVANIA. 

Uniontown. 

Gen.  A.  Stewart, 


Wm.  P.  Wells, 

H.  W.  Beeson, 

Geoige  Mason, 

John  Dawson, 

Richard  Beeson, 

R.  P.  Henniken, 

J.  B.  Howell, 

John  M.  Austin. 

Washington  county. 
Col.  Thomas  Ringford, 

John  Oliver. 

Williamsport. 

Hon.  T.  H.  Baird, 

Maj.  S.  Bently, 

John  McFarland, 

Wm.  Imp.'On, 

Isaac  Van  Voorbees, 

Jos.  Hamilton, 

Jos.  Alexander, 

Sami.  Hill. 

Frederickiown. 

John  Bowers. 

Mitlsborough. 
Daniel  Shulierly, 

Isaac  Colvin, 

Wm.  P Vankish, 

Isaac  Holliman. 

Pittsburgh. 

Alex.  Brackenridge, 

Thos.  Blakewell, 

M.  B.  Miltenberger, 

L.  P.  Darlington, 

Lewis  Peterson, 

Thomas  Williams, 

Isaac  E.  Wade, 

James  Patterson,  jr. 

Brownsville  asid  Bridgeport, 
William  Hogg, 

Jacol)  Bowman, 

Joshua  Wood, 

Michael  Sowers, 

Benedict  Kimber, 

Robert  Clai k, 

George  Dawson, 

David  Biiins, 

Joseph  Thornton, 

James  L.  Bowman, 

D.  L.  Blaine, 

Thomas  Sloan, 

Cephiis  Gregg, 

Ell  Forsythe, 

Wm.  Cock, 

David  Porter, 

John  Cock, 

Henry  Sweitzer. 

West  Brownsville. 

E.  L.  Blaine. 


^ 0M*»w  ■ 

THE  CHEROKEE  INDIANS. 

In  the  last  Millcdgeville  Racorder  we  find  the  following  let- 
ter, addressed  to  the  governor  of  Georgia,  and  containing  vari- 
ous .signatures,  besides  those  annexed  to  it: 

Council  Ground  of  the  Cherokee  nation,  Red  Clay,  Oct.  26  1835. 

Sir;  The  under.'igned,  the  principal  chief,  the  assistant  prin- 
cipal chief,  the  committee  and  council  of  the  Cherokee  nation, 
trust  you  will  appreciate  the  purity  of  their  motive  for  thus 
dressing  you.  You  are  aware  of  the  distressing  situation  in 
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which  our  country  stands.  We  are  the  earlier  possessors  of 
the  soil,  which  we  yet  retain,  but  where  events  which  we  have 
had  no  share  whatever  in  producing  surround  us  with  all  the 
anxieties  and  privations  of  war,  though  in  a perfect  stale  of 
peace.  Various  attempts  have  been  made  to  arrange  our  diffi- 
culties, and  upon  conditions  which  may  satisfy  the  people.  We 
have  been  misrepresented — we  have  been  slandered.  The  ge- 
neral government  of  the  United  States  has  been  swayed  by 
agents  of  its  own,  who  do  not  enter  into  the  feelings  of  our  na- 
tion, and  who  adopt  a course  in  reference  to  it,  which  has 
made  the  nation  distrustful.  The  Cherokees  will  only  pul 
faith  in  those  wliose  devotedness  to  them  has  been  tried.  They 
have  appointed  a delegation  to  settle  their  difficulties.  To  ac- 
complish this,  they  have  invested  that  delegation  with  the  ful- 
lest powers.  If  sources  of  irritation  are  now  avoided,  we  doubt 
not  all  will  be  accomplished  which  can  be  desired,  on  the  close 
of  the  present  session  of  congress,  should  we  not  greatly  mis- 
apprehend the  feelings  of  the  general  governnrerrt. 

Under  these  circumstances,  we  have  thought  it  due  to  our- 
selves, to  you,  to  the  United  States,  to  the  interest  of  humani- 
ty, to  make  this  representation,  and  to  ask  that  you  will  sub- 
mit it  to  the  legislature,  of  which  you  are  the  head,  and,  in  sub- 
niiting  it,  that  you  will  entreat  your  legislature,  whatever  they 
may  have  had  the  purpose  of  doing,  regarding  those  portions  of 
our  nation  which  border  on  their  possessions,  to  abstain,  at  any 
rate  until  this  negotiation  shall  be  completed,  from  passing  any 
law,  or  sanctioning  any  proceedings  which  may  farther  harrass 
a people  so  deeply  galled;  that  a renewal  of  irritating  measures, 
at  a moment  so  critical,  might  entirely  defeat  the  objects  of 
those  who  have  nothing  at  heart  but  the  peace  and  happiness  of 
their  countrymen,  and  a permanent  friendship  with  yours. 

We  have  the  honor  to  be,  sir,  your  excellency’s  most  obe- 
dient servants, 

(Signed)  JOHN  ROSS,  ■principal  chief, 

GEO.  LOWREY,  ass.  pr.  chief. 
RICH’D  TAYLOR,  p-cs’f  N.  C. 

The  following  further  information  on  the  subject  of  the  “out- 
rage” committed  by  the  arrest  of  John  Ross  (Cherokee  chief) 
and  others,  by  the  Georgia  guard,  is  copied  from  “The  Tennes- 
see Journal,”  published  at  Athens,  Tennessee,  under  date  of 
November  18th: 

“Afo6  extraordinary.  We  have  been  informed  that  the 
Georgia  guard,  who  are  little  better  than  a lawless  banditti, 
have  lately  come  into  the  state  of  I’ennessee  and  arrested  John 
Ross,  principal  chief  of  the  Cherokee  nation,  and  some  strange 
man  (Mr.  Payne,  no  doubt)  who  was  temporarily  at  Ross’s, 
and  carried  them  in  custody  to  Spring  Place,  Georgia.  We  do 
not  know  under  what  pretence  this  has  been  done;  but  we  do 
know  it  is  an  outrage  upon  the  personal  rights  of  Mr.  Ross  and 
his  guest,  and  a contumelous  insult  to  the  authorities  and  citL 
zens  of  Tennessee,  for  which  the  parties  deserve,  as  we  hope 
they  will  receive,  the  severest  chastisement  of  the  law. 

“We  care  not  what  the  charge  against  Mr.  Ross  may  be;  he 
is  a citizen  of  Tennessee,  under  the  protection  of  dur  law’,  as 
has  been  lately  decided  by  the  supreme  court  of  the  slate,  se- 
cured in  his  rights  of  person  and  properly  by  the  constitution 
and  laws  of  the  land.  If  he  has  been  guilty  of  any  offence 
against  the  laws  of  Georgia,  why  was  he  not  prosecuted  in  the 
usual  form?  Why  has  he  been  thus  lawlessly  seized,  without 
authority,  and  in  violation  of  the  laws  of  the  state,  which  pro- 
mised him  protection,  and  carried  by  force  to  Spring  Place,  in 
the  custody  of  the  redoubtable  captain  Bishop? 

“It  was  at  first  rumored  that  major  Currey,  the  agent  of  the 
Cherokees,  had  procured  Mr.  Ross’s  arrest,  but  upon  inquire, 
we  can  find  no  evidence  that  he  was  correerned;  and  we  hope, 
for  the  honor  of  our  country,  he  was  not.” 

Extract  of  a letter  from  Lewis  Ross  to  a gentleman  in  Nashville, 
Tennessee, 
extract. 

“On  the  night  of  the  7th  inst.  the  Georgia  guard,  commanded 
by  capt.  Bishop,  and  acting  under  the  order  of  major  B.  F.  Cur- 
rey, as  it  is  understood,  came  to  John  Ross’s  residence,  which 
is  within  the  chartered  limits  of  Tennessee,  arrested  him,  and 
seized  all  the  public  documents  belonging  to  the  nation,  and 
have  taken  them  off  into  Georgia.  A gentleman  from  the 
state  of  New  York  happened  to  be  there,  who  had  been  engag- 
ed in  collecting  matter  for  publication,  and  whose  name  is  John 
Howard  Payne,  was  also  arrested,  and  his  papers  all  taken; 
and  they  are  both  now  prisoners  in  Georgia.  What  is  to  be 
done  with  them,  I cannot  pretend  to  say,” 

Mr.  John  Howard  Payne,  a gentleman  well  known  to  the  lite- 
rary world,  has  been  arrested  under  the  suspicion  of  his  hav- 
ing conspired  with  Ross,  against  the  welfare  of  Georgia,  and  it 
is  said  that  his  papers  give  evidence  of  the  fact.  We  have  no 
precise  information  on  the  subject;  but  we  fear  that  this  gentle- 
man has  suffered  injustice  from  the  excited  temper  of  the  times. 
— — «♦©  ® ©«««■.— 

MARYLANH— A PRE:^ENTMENT. 

To  the  honorable,  the  justices  of  Washington  county  court. 

The  grand  inquest  for  the  body  of  Wa-sliington  county,  beg 
leave  respectfully  to  represent  to  the  court,  now  in  session, 
that  in  the  fulfilment  of  what  they  consider  a very  iuiportant 
duly,  they  have  made  diligent  inquiry  into  the  condition  of  the 
jail  of  Washington  county,  as  well  as  into  the  conduct  and 
management  of  its  keeper.  It  is  witli  pain  and  mortification, 


that  the  jurors  feel  themselves  constrained  to  speak  of  them  as 
they  merit,  and  as  the  testimony  before  the  inquest  warrants. 

It  appears  that  Jacob  Hoover  has  been  the  common  jailor  of 
Washington  county  during  the  whole  lime  of  the  present  in- 
cumbent of  the  sheritt’s  office.  It  appears  furthermore  clear 
to  the  minds  of  the  jurors,  from  a full  investigation  of  bis  ad- 
ministration of  the  afiaiis  ol  the  pri.s'on,  that  it  has  been  in  total 
dereliction  ol  his  duly  as  a public  officer,  and  in  reckles.<ness  of 
the  consequences,  though  often  admonished  of  them.  The 
jurors  are  well  inlornted  that  this  jailor,  in  conjunction  with 
others,  consiituting  an  iniquitous  combination,  has  been  for  a 
long  time  extensively  engaged,  in  the  nefarious  and  brutal 
traffic  in  human  flesh,  in  its  very  worst  and  most  odious  forms. 
It  appears  in  evidence  to  the  jurors,  that  the  legitimate  uses 
and  rightful  purposes  of  the  public  jail,  have  been  constantly 
perverted  to  the  secret  and  private  uses  and  individual  emolu- 
ment of  this  most  unholy  alliance.  They  have  ample  evidence 
before  them,  that  for  a considerable  lime  past,  slaves  bought 
up  and  destined  for  the  southern  market,  have  been  illegally 
and  repeatedly,  clandestinely  introduced  into  the  prison,  and 
suddenly  carried  off,  and  as  the  jurors  verily  believe,  in  repeat- 
ed instances  without  any  form  of  law  or  shadow  of  right.  It  is 
furthermore  in  evidence  before  the  inquest  that  the  aforesaid 
jailor  has,  in  violation  of  his  sworn  duly,  as  a public  officer, 
and  in  outrage  of  common  honesty  as  a man,  been  guilty,  with 
others  of  the  clan,  of  the  foulest  extortion  by  the  exaction  of 
double  rewards  for  advertised  runaway  slaves:  misrepresenting 
to  the  owners,  the  great  labor,  risk,  hazard  of  person,  and  ex- 
pense of  capture,  when  it  has  been  actually  discovered,  that 
the  identical  slaves  were,  duiing  the  negotiation,  immured  in 
some  secret  loft  or  private  dungeon,  awaiting  in  chains  for 
many  days,  the  result  of  the  base  and  fradulent  treaty. 

As  disgraceful  to  the  community,  and  revolting  to  the  heart 
of  every  good  citizen,  as  must  be  such  shocking  details,  and 
involve  in  censure  whom  it  may,  yet  the  grand  inquest  as  the 
proper  tribunal,  feel  themselves  irresistably  called  upon  by  a 
sense  of  imperative  duly,  which  they  owe  to  the  court,  to  the 
people,  the  great  interests  of  morality  at  large, and  certainly  to 
themselves,  to  mark  emphatically  with  their  strongest  repre- 
hension, all  official  iniquities  within  their  province,  whether  in 
high  or  in  low  places. 

The  undersigned  jurors,  .after  the  most  serious  consideration 
of  the  whole  subject  matter  of  the  foregoing  allegations,  in 
conclusion  respectfully  recommend  to  the  sheriff,  and  confi- 
dently hope,  that  he  will  find  it  to  be  his  hounden  duty,  to  dis- 
miss forthwith  Irorn  his  office,  this  most  unworthy  jailor. 


F.  Tilghman, /oreman, 
Elias  Davis, 

Daniel  Huyett, 

John  D.  Heister, 

John  Hammond, 

Isaac  Nesbitt, 

Gerard  Stonebraker, 

Jona.  Shafer, 

Robert  Clagettj 
Henry  Fouke, 

Charles  A.  Warfield,  of  A. 

Two  members  absent. 

November  term,  1835. 


Jacob  Miller, 
Samuel  Prather, 

M.  S.  Van  Lear, 
Joseph  O’Neal, 
George  I.  Harry, 

S.  Herbert, 
William  Reynolds, 
Henry  Fiery, 
Tobias  Jolujson, 
O.  H.  W.  Stull. 


THE  BORDER  TROUBLES— OFFICIAL. 

It  will  be  seen  by  the  follow ing communication  from  adjutant 
general  Low  to  governor  Badger,  that  the  troubles  at  Indian 
Stream  are  so  far  quieted  as  to  leave  no  reason  to  fear  further 
difficulties,  unless  the  authorities  or  people  of  Canada  shall  at- 
tempt to  interfere.  So  judicious  were  the  measures  adopted 
and  with  such  spirit  were  they  carried  into  execution,  as  to  re- 
sult in  the  capture  of  five  of  the  ring  lelrders  of  the  disaffected, 
before  they  were  scarcely  aware  that  measures  were  in  pro- 
gress against  them.  One  of  these  has  been  indicted  by  the 
grand  jury  of  Coos  county  for  high  treason,  and  a number  of 
others  for  violating  or  resisting  the  laws  of  the  state.  In  addi- 
tion to  those  captured,  a considerable  number  fled  into  the  Bri- 
tish province  for  protection.  [N.  H.  Patriot. 

Indian  Stream  settlement,  November  lAth,  1835. 
To  his  excellency  governor  Badger. 

Sir:  Upon  my  arrival  in  this  territory,!  found  the  inhabitants 
impressed  with  a belief  that  the  government  of  New  Hampshire 
was  indifferent  as  to  their  jurisdiction  over  this  territory,  and 
that  no  further  means  would  be  taken  to  maintain  it;  conse- 
quently those  who  had  heretofore  been  friendly  to  the  state 
were  subjected  in  a great  measure  to  these  who  were  resolved 
at  all  hazards  to  resist  the  laws. 

I also  learited  that  a party  had  combined,  provided  them- 
selves with  arms  and  fortified  themselves  with  the  avowed  pur- 
pose of  resisting  the  laws  of  the  state  of  New  Hampshire  and 
claiming  the  protection  of  the  provincial  government — and  that 
information  had  been  given  by  a physician  from  a neighboring 
town  that  a force  was  collecting  in  some  of  the  border  town.«, 
with  the  design  of  proteciins  the  disaffected  and  of  driving  from 
the  settlement  the  small  guard  already  stationed  here. 

U(»on  ronsnltation  wilt)  the  high  sheriff,  col.  Youne,  sen. 
Loomis,  Gideim  Tirrel.  esq  Luther  Parker  and  others  who  had 
.'icconipaiiied  me  here,  I had  no  doubt  of  the  expediency  of  or- 
dering the  colonel  of  the  24lh  regiment  to  detach  one  captain, 
one  lieutenant,  one  ensign,  four  sergeants,  two  musicians  and 
forty-two  privates,  and  to  place  them  at  the  disposal  of  the  she- 
riff of  the  county  of  Cooa. 
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This  order  Was  handed  lo  the  colonel  of  the  24th  regiment 
last  evening  aboni  six  o’clock— an  express  was  immediately 
despatched  to  the  commanding  officer  of  the  Stewarlstown 
company  of  infantry  with  diteciions  to  collect  the  lorce  as  early 
hs  practicable  and  to  report  at  the  rendezvous  here  without  de- 
lay—by  3 o’clock  this  morning  about  twenty  had  arrived;  some 
travelling  19  miles  on  foot. 

Upon  our  arrival  in  the  first  settlement,  an  individual  friend- 
ly to  the  malcontents  was  ascertained  to  be  missing  and  was 
supposed  to  have  gone  lo  give  notice — but  capt.  Mooney,  who 
had  taken  the  precaution  of  guarding  all  the  avenues  to  the 
rendezvous  of  the  insurgents  frustrated  all  attempts  to  apprise 
them  of  their  danger  by  arresting  a Canadian  and  one  of  our 
own  citizens  in  the  act  of  making  their  way  towards  the  Apple- 
bee  fortification. 

About  3 o’clock  this  morning,  a guard  under  the  command  of 
captain  Mooney,  accompanied  Mr.  Blanchard,  a deputy  sheriff 
of  the  settlement,  with  directions  lo  arrest  a number  against 
whom  the  sheriff  had  warrants  for  violations  of  our  laws,  a part 
of  whom  were  known  to  he  at  the  residence  of  the  Applebees, 
about  seven  miles  up  the  Connecticut  and  near  the  head  of  that 
river. 

Upon  the  approach  of  the  guard  it  was  discovered  tiiat  the 
plank  of  a bridge  over  the  stream  near  the  Applebees  had  been 
removed  and  that  care  had  been  taken  to  secure  the  dwelling 
against  the  penetration  of  musket  shot.  As  soon  as  the  guard 
was  discovered  by  the  inmates,  the  two  Applebees  approached 
with  their  rntiskels  and  warned  the  guard  and  sheriff  not  to  ap- 
proach them.  The  sheriff  informed  them  that  Ite  was  an  officer 
and  had  a warrant  against  them,  and  requiied  them  in  the  name 
of  the  state  to  lay  down  their  arms  and  submit.  Upon  which 
they  levelled  their  gnus  and  declared  that  instant  death  await- 
ed any  one  who  should  dare  to  approach  them.  At  this  moment 
the  caiiiain  of  the  guard  informed  them  of  the  consequences  of 
resistance- that  he  came  with  iiistriiciions  to  take  them  alive 
if  possible,  but  at  all  hazards  to  lake  them,  w hereupon  the  elder 
Applebee  ordered  the  guard  and  sheriff  in  the  name  of  the  king 
to  leave  his  farm,  and  started  a messenger  to  give  notice  to  his 
associates  of  his  condition;  but  all  communication  being  cut  off 
by  the  position  of  the  guard,  the  messenger  w'as  driven  back 
into  the  house  and  the  design  frustrated.  At  this  moment, 
Lewis  Loomis,  esq.  who  was  with  the  guard,  advised  the  Ap- 
plebees that  their  escape  was  impossible  and  that  it  was  most 
prudent  for  them  to  surrender  and  go  with  him  to  the  proper 
officers,  whom  if  they  could  satisfy  of  the  rectitude  of  their  in- 
tentions they  should  he  permitted  to  return.  To  this  they  con- 
sented, ami  the  Applebees,  their  arms,  ammunition  and  imple- 
ments of  defence  are  now  in  the  hands  of  the  guard.  At  the 
moment  of  their  surrender  several  of  the  insurgents  came  in 
sight,  but  one  only,  being  armed,  and  the  arms  of  the  others 
having  been  capiured  with  the  Apph  bee.s,  they  acted  upon  the 
principle,  that,  the  better  part  of  valor-was  discretion,  and  sud- 
denly disa|)peared. 

The  guns  were  found  lo  be  heavily  charged  with  powder,  h.Tll 
and  buck  shot,  or  rather  pistol  bullets.  One  of  the  guns  had  17 
of  these  bullets — the  rifle  7 small  balls,  and  the  spare  guns  an 
ounce  ball  and  from  7 to  12  of  the  pistol  bullets,  all  of  which 
are  now  in  the  hands  of  the  high  sheriff,  and  will,  in  due  time, 
be  exhibited  to  the  grand  jury  of  this  county. 

F find  upon  inquiry,  such  has  been  the  doubt  and  uncertainty 
as  to  the  disposition  of  the  government  of  New  Hampshire  lo 
maintain  jurisdiction  over  this  territory,  that  from  this  and 
other  manifest  causes,  many  people  well  disposed,  despairing 
of  protection,  had  joined  the  disaffected,  and  60  of  the  75  legal 
voters  have  petitioned  the  provincial  government  to  extend 
over  the  settlement  the  laws  of  the  crown. 

Since  the  arrival  of  the  military  force  and  the  arrest  of  the 
Applebees  and  the  knowledge  of  the  measures  your  excellency 
has  adopted  in  relation  to  this  troubled  section,  many  of  those 
who  signed  the  petition  lo  lord  Gosford,have  come  forward  and 
given  in  their  adhesion  to  our  government  and  express  great  sa- 
tisfaction that  they  are  lo  be  delivered  from  that  stale  of  anar- 
chy which  has  so  long  existed.  Of  this  number  Deacon  Per- 
kins deserves  especially  to  be  named  to  your  excellency. 

The  Applebees  declare  that  they  have  acted  under  the  direc- 
tions of  a justice  of  the  peace,  and  were  told  by  him  if  they  were 
approached  by  the  authorities  or  people  of  the  state  of  New 
Hampshire  lo  order  them  in  the  name  of  the  king  to  desist,  but 
if  fmtber  pressed,  to  fire,  ami  in  case  they  could  not  defend 
themselves,  to  retreat  to  Herreford  and  they  should  be  pro- 
tected. 

I have  tlioiight  it  important  to  give  your  excellency  a minute 
account  of  the  manner  in  which  I have  proceeded  in  compli- 
ance with  your  instructions  of  the  7th  instant,  that  you  may 
have  all  the  facts  and  circum.stances  necessary  to  enable  you 
to  judge  of  the  expediency  and  propriety  of  the  measures  taken. 
And  that  you  may  better  determine  wlial  further  measures  it 
may  he  advisable  lo  adopt. 

So  far  as  I can  learn  there  is  but  one  opinion  in  regard  to  the 
necessity  of  a military  force  being  stationed  here,  and  it  is  clear 
to  my  mind  that  if  it  is  withdrawn  at  present  it  will  leave  ex- 
posed, and  greatly  alarm  the  citizens  upon  these  borders  who 
rely  upon  the,  national  and  state  government  for  protection.  As 
our  difficulties  here  are  occasioned  in  a great  measure  by  the 
interference  of  a foreign  power,  the  national  government  will, 
doubtless,  imlemiiify  the  stale  for  the  expense  that  has,  or  may 
be  necessarily  incurred  in  maintaining  our  jurisdiction. 


Copies  of  the  several  general  orders  which  I have  found  ne- 
ce.ssary  to  issue,  marked  1 — 2 — 3 — accompany  this  communica- 
tion, wliich  I hope  will  meet  your  excellency’s  approbation. 
The  measures  adopted  by  Mr.  Sheriff  White  under  your  first 
order,  appear  to  have  been  well  advised,  punctually  executed, 
and  highly  creditable  to  that  officer.  With  great  respect,  I have 
the  honor  to  be,  your  obedient  servant,  JOSEPH  LOW, 

adjutant  general, 

[No.  1.] 

UNITED  STATES  OF  AMERICA. 

State  of  N.  Hampshire,  Indian  Stream  territory,  Nov.  13, 1835. 

GENERAL  ORDERS. 

Ira  Young,  esq.  colonel  of  the  24th  regiment  of  the  militia 
of  said  state,  will  please  to  detach  and  order  into  service  and 
place  at  the  disposal  of  John  H.  White,  esq.  sheriff  of  the  coun- 
ty of  Coos,  one  captain,  one  lieutenant,  one  ensign,  four  ser- 
geants two  musicians  and  forty-two  privates  for  three  months 
unless  sooner  discharged.  By  order  of  his  excellency  the  com- 
mander in  chief.  JOSEPH  LOW,  adjutant  general. 

[No.  2.] 

UNITED  STATES  OF  AMERICA. 

State  of  N.  Hampshire,  Indian  Stream  territory,  Nov.  13, 1835. 

GENERAL  ORDERS. 

Colonel  Ira  Young,  having  ordered  into  service,  in  obedience 
to  the  orders  of  his  excellency  the  commander-in-chief,  a de- 
tachment from  his  regiment,  and  stationed  them  at  Indian 
Stream,  subject  to  the  direction  of  the  high  sheriff  of  the  coun- 
ty of  Coos,  will  take  care  that  suitable  quarters,  rations,  .straw 
and  fuel,  are  procured  for  their  accommodation;  and  will  re- 
quire from  the  commanding  officer  of  the  detachment,  weekly 
reports  of  the  state  and  condition  of  said  detachment,  and  of 
any  movements  of  those  who  manifest  hostile  feelings  towards 
the  government  and  laws  of  the  United  Slates,  or  the  state  of 
New  Hampshire.  He  will  also  require  of  said  captain  or  c«m- 
nianding  officer  a special  report,  by  messenger,  of  any  move- 
ments which  he  may  discover,  indicating  a disposition  on  the 
part  of  the  Canadian  people  or  authorities  to  interfere  with  or 
molest  the  people  of  this  settlement  in  the  enjoyment  of  their 
civil  privileges  as  citizens  of  the  state  of  New  Hampshire — and 
will  forthwith  transcribe  said  reports  and  forward  the  same  to 
the  adjutant  general’s  department,  adding  thereto  such  remarks 
as  lo  him  shall  seem  necessary.  By  order  of  his  excellency, 
the  commander-in-chief.  JOSEPH  l,OW , adjutant  gener al. 


[No.  3.] 

UNITED  STATES  OF  AMERICA. 

State  of  N.Mampshire,  Indian  Stream  territory,  Nov.  14, 1835. 

GENERAL  ORDERS. 

In  the  name  of  the  commander-in-chief  the  adjutant  general 
has  the  pleasure  of  tendering  to  the  detachment  of  the  24lh  re- 
giment upon  duly  in  this  settlement,  his  thanks  for  the  prompt 
and  energetic  manner  with  which  they  have  obeyed  the  call  of 
the  state,  and  for  the  faithful  and  satisfactory  discharge  of  their 
duty  ill  compliance  witii  the  order  of  last  evening  and  for  sur- 
prising and  capturing  certain  disafi'ecied  and  rebellious  citizens 
of  the  settlement. 

The  adjutant  general  desires  col.  Young  to  accept  his  thanks 
for  his  efficient  services  upon  this  occasion,  and  directs  him  to 
assure  general  Loomis,  Gideon  Trnll,  captain  Mooney  and  the 
citizens  of  Stewarlstown,  Colebrook,  Clarksville  and  Colum- 
bia, that  his  excellency  the  governor  highly  approves  of  their 
late  patriotic  services  in  maintaining  the  jurisdiction  and  inte- 
grity of  our  borders. 

The  well  disposed  citizens  of  this  settlement  may  rest  assur- 
ed of  the  protection  of  the  stale  government,  and  the  rebellions 
of  prompt  subjugation.  By  order  of  his  excellency,  the  com- 
raander-in-chief.  JOSEPH  LOW,  adjutant  general. 

We  have  been  favored  with  the  following  copy  of  a commu- 
nication from  general  Low  to  governor  Badger,  from  which  it 
appears  that  the  Indian  Stream  difficulties  are  of  a more  serious 
nature  than  we  anticipated.  [Concord  Patriot. 

Lancaster,  Nov.  11, 1835. 

To  his  excellency  governor  Badger: 

Sir:  In  obedience  to  your  instructions  of  the  7th  instant,  I 
repaired  to  this  place,  and  upon  consultation  with  col.  While, 
sheriff,  col.  Williams,  solicitor,  and  other  gentlemen  of  Coos 
county,  in  whom  I could  place  confidence,  I had  no  doubt  that 
the  interest  of  the  state  and  the  safety  of  the  well  disposed  citi- 
zens dwelling  Upon  the  Indian  Stream  territory,  required  the 
application  of  a standing  military  force  upon  this  troubled  sec- 
tion of  our  stale.  The  excitement,  occasioned  hy  late  proceed- 
ings in  that  neighborhood,  is  represented  to  be  very  great,  and 
that  the  Canadian  inhabitants  and  some  of  the  authorities  in 
the  vicinity  of  Indian  Stream  seem  determined  to  render  to  our 
disaffected  and  rebellious  citizens  all  the  countenance  and  sup- 
port in  their  power,  and  avow  their  purpose  to  punish  at  all  ha- 
zards, such  of  our  citizens  as  have  been  concerned  in  the  late 
difficulties.  I propose  to  leave  liere  this  morning  with  Mr.  She- 
riff Wliile,  for  Indian  Stream,  and  shall  detach  and  order  into 
service  a force  sufficient  to  enable  me  to  comply  with  your  di- 
rections, and  the  sherift'to  execute  the  laws  of  the  slate. 

Of  our  further  proceeilinas  you  shall  be  early  advised. 

With  much  respect,  I have  tlie  honor  lo  be,  your  obedient 
servant,  JOSEPH  LOW,  adjutant  general. 
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The  present  is  the  '•^season  of  documents" — and,  with 
a neglect  of  almost  every  thing  else,  we  shall  attend  to 
them;  and,  by  the  aid  of  supplementary  pages,  give  them 
a prompt  and  careful  insertion,  with  many  of  the  papers 
appended.  They  are,  however,  of  rather  2i  fearful  length 
—witness  the  president’s  message,  which  we  publish,  and 
the  treasury  report,  which  has  been  received — but  the 
whole  are  of  much  public  interest.  In  the  mean  time, 
the  “affairs  of  the  states”  must  be  generally  postponed, 
many  of  them  ad  infinitum. 

The  treasury  report  shall  be  published  next  week. 
The  balance  in  the  treasury  is  a heavy  one. 

Mr.  Calhoun  was  seriously,  but  not  dangerously,  in- 
jured, by  the  upsetting  of  a stage,  near  Abbeville,  C.  H. 
South  Carolina,  when  on  his  journey  to  congress.  Mr. 
Kane,  also  of  the  senate,  lies  dangerously  ill,  at  Wash- 
ington. It  is  believed  that  the  governor  of  Louisiana  will 
appoint  as  a senator  from  that  state,  judge  Jliurim,  of  the 
supreme  court,  to  fill  the  late  vacancy  made  by  resigna- 
tion— as  the  legislature  of  the  state  vvili  not  meet  for 
some  considerable  time. 

Mr.  arrived  at  Baltimore  on  Saturday  evening 
last,  and  remained  until  Tuesday  morning,  when  he  de^ 
parted  in  the  Washington  cars.  He  was  waited  upon  by 
a very  large  number  of  his  friends,  and,  also,  invited  to 
a public  dinner,  which  he  feelingly  declined* 

Webster  meeting  in  New  York.  A very  large 
public  meeting  was  held  in  New  York  on  Friday  even- 
ing last,  of  the  citizens  of  that  city  in  favor  of  the  elec- 
tion of  Mr.  Webster  as  president  of  the  United  States. 
Henjamin  Strong,  esq.  presided,  assisted  by  eight  vice 
presidents  and  two  secretaries.  The  meeting  was  ad- 
dressed by  H.  Fish,  esq.  who  concluded  by  offering  re- 
solutions recommending  Daniel  Webster  as  a candi- 
date for  the  office  of  president.  Several  other  gentle- 
men then  addressed  the  meeting,  and  the  resolutions 
were  unanimously  adopted. 

Flour,  rose  to  seven  and  an  half  dollars,  at  Baltimore, 
last  week — (we  mean  the  fiour  of  commerce — not  family 
flour),  though  11,665  bbls.  were  received.  At  PittsburgJi 
it  sold  at  seven  dollars.  At  the  last  n^me(i  place,  five 
years  ago,  it  was  only  three  dollars. 

We  are  told,  says  the  Journal  of  Commerce,  that  the 
imports  at  the  port  of  New  York,  for  the  last  quarter, 
amounted  to  the  immense  sum  of  $35,000,000. 

The  governor  of  Alabama  has  made  a demand  on  gov. 
J[farcy,  of  New  Yoi  k,  for  the  surrender  of  R.  J.  Wil- 
liams, editor  of  the  “Emancipator” to  be  tried  a6^an 

offender  against  the  laws  of  Alabama  concerning  slavei  y. 

We  are  yet  without  certain  intelligence  of  tlie  result 
of  the  election  in  J\Iississippi.  The  affairs  of  the  post 
offices  in  the  west  are  much  deranged. 

The  president’s  message  was  received  in  New  York, 
in  twelve  and  an  half  hours  from  Washington. 

The  second  “mo&  case"  was  tried  in  Baltimore  city 
court,  on  Monday  and  Tuesday  last,  and  resulted  in  an 
acquital  of  the  prisoner.  The  charge  of  throwing  stones, 
at  Mr.  Johnson’s  house,  was  feebly  supported — by  the 
testimony. 

On  Sunday  night,  last  ten  of  the  prisoners  confined  in 
the  jail  of  Baltimore  county,  effected  their  escape — eight 
of  whom  were  charged  as  leaders  in  the  mobs  that  hap- 
pened in  this  city,  in  August  last.  They  were  to  have 
been  tried  on  the  subsequent  day ! 

VoL.  XLIX— SiG.  17* 


The  U.  S.  ship  Fairfield,  capt.  Valette,  arrived  at 
Norfolk,  last  w'eek,  from  Valparaiso,  and  fired  a salute. 
She  brings  unpleasant  accounts  of  the  state  of  things  on 
the  shores  of  the  Pacific,  except  in  Chili. 

There  has  been  another  severe  gale  on  Lake  Erie. 
Several  steamboats  were  much  damaged,  and  one  of 
them  threw  overboard  fifteen  horses.  Other  vessels 
were-utterly,  ( with  all  on  board  of  them),  lost.  There 
has,  also,  been  a great  blow  on  Lake  Champlain;  in  which 
the  steamboats,  after  a hard  struggle,  mastered  the  force 
of  the  gale. 

Mr.  Secretary  Horner,  says  a Cleveland  paper,  we  un- 
derstand, has  lately  received  instructions  from  the  gene- 
ral government  to  retain  his  station,  and  pay  no  attention 
to  the  proceedings  of  the  individuals  styling  themselves 
a “state  legislature,”  and  of  Mr.  Governor  Mason.  He 
is  not  to  recognise  Michigan  as  a state,  until  she  shall  be 
legally  decided  such  by  tiie  proper  authority. 

We  have  thought  all  along  (says  the  JVational  Intelli- 
gencer)  tliat  there  was  something  extraordinary  in  the 
fervor  of  the  patriotism,  as  it  is  fashionable  to  call  it, 
which  is  stimulating  individuals  in  various  parts  of  the 
United  States,  to  quit  “the  dull  pursuits  of  civil  life,”  to 
go  to  make  war  in  Texas.  If  the  following  letter  to  the 
editor  of  an  eastern  print,  dated  at  Montgomery,  (Ala- 
bama) Nov.  16,  is  entitled  to  credit,  a great  project  is  at 
the  bottom  of  it: 

“Many  of  the  young  men  who  came  to  this  state  from  New 
Hampshire  with  the  design  of  settling  here,  are  moved  by  the 
martial  sounds  in  Texas.  Some  have  departed,  and  others  are 
preparing  to  join  the  standard  of  the  settlers.  You  have  the 
opinion  of  the  best  informed  here,  when  I say  this  business 
will  stop  nothing  short  of  the  conquest  of  JVIiCxrco!  I see  this 
is  yours  too.  It  may  be  hazardous;  but  no  ;»terprise  ever  held 
out  stronger  encouragement  to  the  unbounded  spirit  of  adven- 
ture which  distinguishes  the  Yankee  character,  than  this.” 

A correspondent  of  the  New  York  Star,  writing  from 
Washington,  says-^“Up  to  last  Saturday  night,  the  sur- 
])lus  revenue  amounted  to  txventy  millions,  three  hundred 
thousand  dollars;  and  it  is  estimated  that  if  the  tariff 
stands  where  it  now  is,  that  the  surplusage,  if  a war 
with  France  should  not  take  place,  at  the  next  meeting 
of  congress,  after  paying  all  the  incidental  expenses  of 
the  government,  will  exceed  forty-five  millions  of  dol- 
lars." [A  wild  estimation,  as  we  think!] 

There  were  only  twelve  deaths  of  white  persons  in 
Baltimore,  last  week;  more  than  half  of  these  w'ere  chil- 
dren. 

We  copy  the  following  from  the  “Niles  Gazette  and 
Advertiser,”  published  at  Niles,  in  Michigan  territory, 
under  date  of  November  14: 

“We  learn  froni  undotibted  authority  that  the  Indians  and 
setMers  on  Rock  river  lately  liad  a skirmish,  and  that  the  troops 
at  Chicago  had  left  that  place  for  Rock  river,  in  order  to  quell 
the  disturbance.  Which  party  were  the  aggressors  we  did  not 
learn;  bnt  presume  that  the  Indians  commenced  the  attack,  as 
they  have  for  some  time  manifested  a spirit  of  dissatisfaction 
on  account  of  the  rapid  settlement  of  the  whites  among  theqi*,’’ 

The  Wheeling  Gazette  says — • 

We  predict  that  as  soon  as  the  rail  ro.id  shall  be  made  from 
Wheeling  to  Cumberliiiul,  the  interruption  in  the  continuous 
chain  to  Baltimore,  caused  by  the  126  miles  of  canal  between 
Cumberland  and  Harper’s  Ferry,  will  be  obviated  by  the  con- 
struction of  a rail  road  from  Cumberland  to  Winchester,  there 
nniling  will)  the  rail  road  from  that  place  to  Harper’s  Ferry. 
Tlie  distance  from  Cumberland  to  Winchester,  by  the  present 
road  vi.n  Bloornery  gap,  is  60  miles;  by  a rail  road  it  pro- 
bably would  not  exceed  70,  as  the  route  by  the  gap  mentioned 
is  an  exceedingly  favorable  one.  From  Winchester  to  Harper’s 
Ferry  is  32  miles.  Total  distance  from  Cumberland  to 
per’s  Ferry  102  miles.  By  the  canal  the  distance  is  126. 
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Notwithalanding  the  manifest  advantages  which  this  scheme 
presents,  we  are  not  aware  that  public  attention  has  ever  bt^en 
called  to  it.  The  route  is  nearer  by  24  miles  than  one  along 
the  Potomac,  while  by  its  passage,  in  its  whole  length,  through 
the  territory  of  Virginia,  it  would  unquestionably  receive  great 
aid  from  our  state.  It  is  clear  that  the  rail  road  coinmuiiicalion 
from  llaltimore  to  the  Ohio  must  not  long  remain  interrupted 
by  the  chasm  which  the  canal  now  presents.  While  this  con- 
tinues, goods,  in  large  quantities,  will  every  fall  be  there  frozen 
up,  as  they  are  just  now  in  the  Pennsylvania  canals.  By  a 
road  of  7U  miles,  all  this  dilticulty  will  be  obviated,  and  a com- 
munication opened  from  Baltimore  to  Wheeling  which  can  be 
passed  over,  allowing  a speed  of  17  miles  to  the  hour,  in  20 
hours  and  a half;  and  if  this  speed  be  increased  to  20  miles  an 
hour,  which  is  not  improbable,  the  prediction  of  Mr.  Austin,  in 
the  Brownsville  convention,  will  be  literally  accomplished. 
That  prediction  “beheld,  in  near  perspective,  the  traveller 
breakfasting  upon  the  tides  of  the  ocean,  dining  with  the  sun 
at  noon  day  amid  the  clouds  of  the  Alh-ghaiiies,  and  supping 
with  his  setting  upon  the  bosom  of  the  Ohio.” 

The  “National  Intelligencer”  appeared  on  Monday 
last,  printed  on  a new  and  beautiful  type.  This  famous 
paper  has  more  than  its  ancient  credit  for  ability  and 
courtesy  and  moderation — though  oftentimes  severely 
tried  by  some  of  its  enemies;  who  stop  at  nothing  to 
prostrate  it,  and  violate  whatever  is  due  to  an  honest  and 
honorable  opposition. 

We  have  a mournful  duty  to  discharge,  in  announcing 
an  event,  which,  in  the  age  of  superstition,  would  have 
been  deemed  an  inauspicious  omen,  in  the  sudden  de- 
cease, at  his  lodgings  in  this  city,  of  the  honorable  J\Ta- 
than  Smith,  senator  of  the  United  States  from  the  state 
of  Connecticut. 

This  very  worthy  and  respectable  senator  arrived  in 
this  city  a day  or  two  ago,  in  the  enjoyment,  apparently, 
of  all  the  health  and  vigor  which  ordinarily  he  possessed 
in  a remarkable  degree.  He  complained  on  Saturday 
of  a pain  in  the  region  of  the  heart,  but  recovered  from 
it;  ate  his  dinner  as  usual;  was  soon  after  again  seized 
with  the  same  pain,  followed  by  spasms  which  ended  his 
life  early  yesterday  morning.  He  died  sitting  in  his 
chair.  A post  mortem  examination  shewed  his  disease 
to  have  been  an  enlargement  of  the  heart,  and  of  course 
beyond  the  reach  of  medicine. 

Mr.  Smith  was  in  the  66th  year  of  his  age;  a most  ex- 
cellent citizen,  a profound  lawyer,  and,  what  was  his 
peculiar  characteristic,  a gentleman  of  the  old  school,  of 
which  few  survive.  [J\Tat.  Int. 

Pennsylvania  legislature.  By  the  annual  message  of 
gov.  fPo//, Iransmitied  on  Wednesday  week,  to  both  houses, 
it  appears  that  since  the  commencement  of  the  great  system 
of  iiiiprovemeril  adopted  in  that  state,  in  1826,  the  sum  of 
^22,420,003  32  has  been  expended  in  the  construction  of  canals 
and  rail  mads  within  her  limits.  The  whole  of  this  sum  was 
borrowed  at  5 per  cent,  and  has  yielded  an  aggregate  premium, 
on  the  different  loans,  at  that  rate,  of  ^1,356,653  36. 

During  the  eight  years  that  have  elapsed  since  operations 
were  commenced  under  the  auspices  of  the  state,  in  this  system 
of  Improvement,  there  have  been  completed  60ir  miles  of 
canal  and  slack  water  navigation,  and  118^  miles  of  railway: 
making  an  aggregate  of  720  miles  of  improvements,  now  in 
successful  operation  and  use.  The  tolls  on  these  works  for 
the  fiscal  year  ending  on  31st  October,  are  stated  at  684, 357  77 
— being  considerably  more  than  double  what  they  were  on  the 
preceding  year.  In  the  coming  year,  according  to  the  antici- 
pations of  the  message,  the  tolls  will  exceed  one  million  of 
dollars;  and  a resort  to  taxation  to  defray  the  interest  on  loans, 
will  speedily  become  unnecessary. 

The  message  of  governor  Wolf  takes  decided  ground  against 
the  further  multiplication  of  bank  monopolies  in  that  common- 
wealth. 

Mobile.  In  every  direction  the  eye  meets  buildings  going 
up  and  other  improvements  progressing.  It  is  computed  that 
since  last  season  upwards  i»f  fifty  new  stores,  and  more  than 
one  hundred  dwellings,  have  been  and  are  now  being  erected; 
a large  proportion  of  which  will  be  finished  and  occupied  early 
in  November.  Many  of  the  stores  will  vie  with  the  best  struc- 
tures of  a similar  kind  in  the  northern  cities.  Yet  the  demand 
for  houses  is  not  satisfied,  and  rents  are  decidedly  looking  up, 
notwithstanding  they  have  been  considered  extravagantly  high 
for  some  months  past.  There  will  be  an  increased  competition 
in  every  kind  of  business  except  hotels  and  boarding  houses. 

The  increase  of  populaiion,  it  is  thought,  will  be  at  least 
2,000;  many  of  whom  must  squeeze  themselves  into  the  already 
crowded  hotels.  The  question  is  frequently  asked,  what  are 
we  to  do  when  the  balance  of  our  cilizen.s  and  the  new  coiners 
arrive.^  The  fact  is,  all  must  summon  up  their  philosophy,  and 
submit  with  the  best  grace  they  can  to  crowded  apartment?  and 
high  prices.  Compared  with  other  things,  however,  boarding 


is  not  so  much  out  of  the  way;  but  the  truth  is,  every  thing  is 
too  much  on  the  extravagant  order.  Yet  there  is  no  doubt, 
judging  from  piesent  indications,  that  the  approaching  season 
will  be  one  of  unexampled  prosperity.  [Mobile  Transcript, 

From  Liberia.  An  arrival  at  Boston  from  Africa,  furnishes 
us  intelligence  Irom  the  colony  lo  the29ih  August.  The  expe- 
dition which  left  Monrovia  on  the  14th  July,  under  major  Bar- 
bour, for  the  purpose  of  obtaining  redress  troin  king  Joe  Harris, 
or  punishing  him,  for  his  murderous  attack  on  the  settlement 
at  Bassa  Cove,  had  returned  completely  successful — having  de- 
feated king  Joe  .and  his  troops,  driven  them  from  their  territory 
and  destroyed  the  defences  ofhis  town — all  without  the  loss  of 
a man. 

• 

Orange  butter.  The  steamboat  Norfolk  left  New  Wind- 
sor, one  day  last  week,  with  fourteen  hundred  firkins  of  butter, 
for  the  New  York  market.  The  proceeds,  amounting  to  about 
$28,000,  went  into  the  pockets  of  the  Orange  county  farmers. 

f^Mr.  Meacham,  of  Oswego  county.  New  York,  who 
made  the  huge  cheeses  that  we  have  mentioned,  exhibit- 
ed, (in  the  city  of  New  York),  a roll  of  butter,  a foot  and 
a half  in  diameter,  ami  four  or  five  feet  high.  It  weigh- 
ed between  4 and  500  lbs. 

The  Miners  Journal  of  Saturday,  gives  the  following 
statement  of  the  quantity  of  coal  shipped  from  the  Penn- 
sylvania mines  the  present  year. 


From  the  Little  Schuylkill 38,123 

Mount  Carbon  rail  road 111,639 

West  Branch  rail  load 70,874 

Mill  Creek  rail  road 49,598 

Schuylkill  Valley  rail  road 36,606 

Delaware  and  Hudson  canal 85,632 

Luehigh  coal  trade 128,498 

Total,  tons 520,870 


From  the  Georgia  Constitutionalist. 

^^^John  Hotvard  Payne  respectfully  begs  the  citizens  of 
Georgia  to  suspend  their  opinion  for  a few  days,  upon  the  sub- 
ject of  a recent  arrest  within  the  chartered  limits  of  Tennessee 
by  the  Georgia  guard,  of  Mr.  Payne,  in  company  with  Mr.  John 
Ross,  principal  chief  of  the  Cherokee  nation.  Mr.  Payne,  of 
course,  cannot  identify  the  slate  of  Georgia  with  this  gros.N 
violation  of  the  constitution  of  the  United  Si.ites,of  the  right  of 
an  Aine/ican  citizen,  and  of  the  known  hospitality  of  the  south 
lo  strangers.  But  as  he  is  conscious  that  every  act  which  can 
be  devised  will  be  resorted  to  for  the  purpose  of  endeavoring  lo 
cover  such  an  act  froiii  public  indignation,  he  thinks  it  due  to 
justice  to  promise  that  a full  and  honest  statement  shall  be  aub- 
mitied  the  moment  it  can  be  prepared. 

Calhoun,  Tenn.  Nov.  23d,  1835. 

The  Boston  Centinel  wittily  winds  up  a critique  on  diet 
and  regimen  in  the  following  manner: 

“We  advise  all  persons  to  abstain  from  all  sorts  of  meat,  for 
it  is  loo  fat;  from  all  sorts  of  liquid,  becsiuse  it  produces  unea- 
siness in  the  stomach;  from  all  fruits,  because  they  are  acid; 
from  butler,  for  it  is  an  arcli  demon;  from  cheese;  from  all  spi- 
ces and  dried  fruits,  because  they  irritate  the  lining  of  the  bow- 
els; and  from  bread,  because  eating  nothing  else,  they  may  eat 
loo  tnuch  nr  it,  and  gluttony  will  certainly  produce  death.  Men 
will  never  enjoy  health  till  they  will  learn  to  live  without  eat- 
ing and  drinking.” 

Western  eloquence.  Such  specimens  of  eloquence  as  the 
following  are  what  throws  the  western  character  for  taste  into 
disrepute.  They  are  inserted  by  the  country  editors  as  excel- 
lent wit,  admiinble  absurdity,  and  grotesque  sport;  but  they  are 
copied  by  foreigners  as  genuine,  and  to  “manner  born,”  and 
hence  the  loud  and  universal  laugh  raised  in  Europe  at  Ameri- 
can eloquence,  which  seems  to  be  ranked  in  the  same  class 
a.s  Irish  oratory  formerly  was.  The  annexed  sentence  of  in- 
effable absrrrdity,  which  is  going  the  rounds  of  the  papers,  is  a 
libel  upon  oiir  fellow  citizens  of  the  west,  and  will  no  doubt  be 
quoted  with  much  satisfaction  by  those  who  so  easily  swallowed 
the  foolery  of  the  Trollopites.  “May  it  pleaee  the  court — I 
had  rather  live  for  thirteen  hundred  centuries  on  the  small 
end  of  a thimderholt — chew  the  ragged  emi  of  a flash  of  light- 
ning— swallow  the  corners  of  a Virginia  wormfr'iice,  and  have 
my  entrails  lorn  out  by  n green  briar,  than  to  be  bamboozled  by 
the  gentleman  opposite.”  [N.  V.  Mirror. 

FINANCES  OF^^NNSYLVANfA. 

The  following  tables  have  been  prepared  for  the  Harrisburgh 
Chronicle,  from  the  atidilor  general’s  annual  report  to  the  legis- 
lature. The  first  table  exhibits  the  revenue — the  second  the 
expenditures,  and  the  third  the  amount  of  the  canal  tolls  receiv- 
ed, and  paid  into  the  treasury  by  each  collector  during  the  year. 
The  amount  of  toll  received,  is  gratifying  evidence  of  the  cap.n- 
cityand  usefulness  of  our  splendid  public  improvements.  The 
balance  remaining  in  the  treasury  on  the  1st  of  November,  is 
also  good  evidence  of  the  faithfulness  and  worth  of  the  officers 
placed  at  the  head  of  our  fiscal  concerns — the  auditor  general 
and  state  treasurer. 
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RECEIPTS 

At  the  state  treasury,  commencins'  on  the  Isf  of  November,  1834, 
and  ending  on  the  31st  of  October,  1835. 


Lands  and  land  office  fee# $26,395  94 

Auction  coniinissions 10,900  00 

Auction  duties 57,2.52  03 

Dividends  on  hank  slock 150,730  00 

Do.  on  bridge,  turnpike  and  navigation  stock..  28,458  68 

Tax  on  bank  dividends 68.508  13 

Tax  on  certain  offices 13,783  66 

Tax  on  coal  companies 1,314  10 

Tavern  licenses 57,825  56 

Keiailers’  licenses 80,727  84 

Stale  map 110  00 

Pamphlet  laws 159  24 

Collateral  inheritance  tax 32,166  56 

Militia  and  exempt  fines , 787  63 

'J’in  and  clock  pedlars’  licenses... 1,625  00 

Hawkers’ and  pedlars’ licenses 4,227  05 

Increase  of  county  rates  and  levies 188,019  94 

T.4X  on  personal  property 20,943  10 

Canal  and  rail  road  tolls 684,357  77 

Loans 1,629,460  00 

Premiums  on  loans 120,916  60 

Premiums  on  bank  charters 66,6i)8  99 

Tax  on  wiits,  &c 24,745  91 

Fees  of  the  secretary  of  .state’s  office 456  01 

Old  debts  and  miscellaneous 2,904  07 


3,273,563  21 

Balance  on  hand  November  1,  18.34 54,092  20 


$3,327,655  41 

EXPENDITURES 

At  the  treasury,  commencino  on  the  1st  of  November,  1834,  and 
ending  on  the  31sf  of  October,  1835. 


Internal  improvements 1,361,057  82 

Expenses  of  government 235,128  03 

Militia  expenses 21,862  44 

Pensions  and  gratuities 30.666  84 

Education 59  408  02 

liOans 60,000  00 

Interest  on  loans 106,468  75 

Internal  improvement  fund 1,144,970  47 

Western  penitentiary 18,654  03 

Eastern  peniientiary 77,000  18 

House  of  refuge 5,000  00 

Pennsylvania  claimants 250  23 

Conveying  con victs 1,612  99 

Conveying  fugitives 689  98 

Defence  of  the  state 10  00 

Miscellaneous 9,080  53 


3,131,860  31 

Balance  in  the  treasury  on  the  1st  Nov.  1835.,.. ..  195,795  10 


$3,327,655  41 

CANAL  AND  RAIL  ROAD  TOLLS. 


Whole  amount  received  on  canals $403,008  43 

Ho.  do.  rail  roads 194,623  24 

Ho.  do.  ^ motive  power 86,726  10 


Total $684,3.57  77 

VPe  also,  here,  add  the  amount  drawn  from  the  treasury  dur- 
inc  ihr  late  fiscal  year,  for  common  school  purposes,  and  by 
what  counties.  But  nineteen  counties  have  accepted  the  favv^ 
in  whole  or  in  part,  and  have  drawn  their  proportion  of  the 
fund,  and  this  out  of  fifty  counties,  entitled  to  the  same  privi- 
h ges! 

Paid  to  colleges $29,947  69 

COMMON  SCHOOLS. 


Adams 1,235  71 

Allegheny 3,017  32 

Berks 3,007  35 

Centre 1,066  50 

Cumberland 1,574  70 

Delaware 1,070  93 

Fayette 1,738  30 

Franklin 1,796  67 

Huntingdon 1,476  54 

Juniata 612  25 

I.ancaster 2, .572  50 

livcoining 908  21 

Mifflii 625  52 

Northampton 2,176  05 

Siisquehannah 764  65 

Hnion 1,111  90 

Warren 271  19 

Westmoreland 1,920  77 

York 2,513  27 


$29,460  33 


OPINION  OF  THE  ATTORNEY  GENERAL, 

IN  THE  CASE  OF  ARKANSAS. 

We  now  lay  before  our  readers,  agreeably  to  our  promise,  Hie 
opinion  of  the  attorney  general  of  the  United  States,  on  the 


right  of  the  territory  of  Arkansas  to  become  a member  of  the 
union  without  previous  action  by  congress.  A copy  of  this 
opinion,  which  had  been  forwarded  to  the  governor  of  that  ter- 
ritory, was  by  him  transmitted  to  the  legislature  thereof,  in  jus- 
tification of  his  declining  to  approve  the  bill  (which  has  become 
a law  without  his  consent)  to  authorise  the  election  of  mem- 
bers of  a convention  to  form  a constitution  and  state  govern- 
ment for  the  people  of  the  territory.  Being  published  in  Ar- 
kansas, we  have  thus  been  pul  in  possession  of  the  copy  ot  it 
which  follows;  [Nat  Lit. 

Attorney  general's  office,  Sept.  21,  1835. 
Sir:  I have  the  honor  to  acknowledge  the  receipt  of  your 
coiiimunicaiion  of  the  31st  ultimo,  transmitting  a copy  of  a let- 
ter Irom  the  governor  of  Arkansas,  with  a printed  address  re- 
cently issued  by  him  to  the  people  of  that  territory,  and  requir- 
ing, by  direction  of  the  president,  my  opinion  on  the  constitu- 
tional and  legal  questions  presented  in  those  documents. 

It  appears  from  these  papers,  that  applications  have  been 
made  to  the  governor  of  Arkansas,  by  vauous  meetings  of  the 
inhabitants  of  that  territory,  to  convene  the  territorial  legisla- 
ture at  an  early  day,  for  the  purpose  of  passing  an  act,  authoris- 
ing the  election  of  delegates  to  a convention,  to  form  a state 
constitution — that  he  has  declined  to  comply  with  this  request 
— that  he  entertains  strong  apprehensions  that  the  territorial 
legislature,  at  their  next  regular  meeting,  to  be  held  in  October 
next,  will  pass  such  an  act,  and  by  so  great  a majority  as  to 
over-rule  the  negative  vested  in  him  by  law,  and  that  the  peo- 
ple, either  with  or  without  such  a law,  will  proceed  to  elect 
delegates  to  a convention,  and  to  organize  and  put  in  operation 
a Slate  government,  without  the  authority  of  congress — that  he 
is  of  opinion,  that  under  the  constitution  and  laws  of  the  Unit- 
ed States,  no  measures  can  be  lawfully  taken  by  the  citizens  of 
Arkansas  to  lorm  a constitution  and  state  government,  until 
congress  shall  have  first  granted  them  authority  so  to  do— and 
that  he  will  therefore  feel  himself  bound  to  consider  and  treat 
all  such  proceedings  as  unlawful.  In  order  to  meet  the  emer- 
gency thus  apprehended,  he  solicits  instructions  for  his  future 
guidance;  and  it  is  in  reference  to  this  request  that  iny  opinion 
is  required. 

The  various  questions  arising  on  this  case  may  be  classed 
under  two  general  heads.  They  have  respect  either,  1st.  To 
the  power  of  the  territorial  legislature  to  pass  laws  authorising 
the  formation  of  a constitution  and  slate  government — or,  2d. 
To  the  right  and  authority  of  the  citizens  of  the  territory  to 
take  measures  for  that  purpose,  and  to  the  extent  to  which 
such  proceedings,  if  it  be  lawful  to  enter  on  them  at  all,  may 
properly  be  cairied;  consistently  with  the  constitution  of  the 
United  States,  and  the  laws  now  in  force. 

1st.  Upon  the  first  of  these  points  there  is,  as  it  appears  to 
me,  no  room  for  reasonable  doubt.  The  territorial  government 
has  been  erected  by  congress;  the  law  for  that  purpose  being 
passed  under  the  clause  of  the  constitution  which  declares  that 
“congress  shall  have  power  to  dispose  of,  and  make,  all  need- 
ful rules  and  regulations  respecting  the  territory,  or  other  pro- 
perty, belonging  to  the  United  Stales.”  The  power  of  all  the 
departments  of  the  territorial  government,  executive,  legisla- 
tive and  judicial,  are  derived  from  this  law,  and  can  only  be 
exercised  in  the  manner,  and  within  the  limits,  prescribed  by 
its  provisions. 

The  legislative  power  is  vested  in  a general  assembly,  com- 
posed of  two  branches,  the  legislative  council,  and  the  house 
of  representatives,  both  of  which  are  elected  by  the  people. 
The  act  providing  for  the  government  of  the  territory  of  Mis- 
souri, approved  June  4,  1812,  and  which  is  adopted  in  the  laws 
relating  to  Arkansas,  as  defining  the  powers  of  the  legislative 
department,  declares  that  the  “general  assembly  shall  have 
power  to  make  laws,  in  all  cases,  both  civil  and  criminal,  for 
the  good  government  of  the  people  of  said  territory,  not  repug- 
nant to,  or  inconsistent  with,  the  constitution  and  laws  of  the 
United  Slates.”  This  paitof  the  law  is  to  be  taken  in  con- 
nection with  the  other  provisions  contained  in  it;  and  when  so 
considered,  it  will  be  seen  that  the  whole  law  was  designed  to 
accomplish  the  single  purpose  of  organizing  a temporary  terri- 
torial government,  which  was  intended  to  remain  subject,  at 
all  limes,  to  the  control  of  congress,  under  the  authority  con- 
ferred upon  it  by  the  constitution  of  the  United  States.  In  the 
exercise  of  this  authority,  congress  may,  at  pleasure,  repeal  or 
rnodily  the  laws  passed  by  the  territorial  legislature,  «nd  may, 
at  any  time,  abrogate  and  remodel  the  legislature  itself,  and 
all  the  other  departments  of  the  lerritoijal  government. 

To  suppose  that  the  legislative  power  granted  to  the  general 
assembly,  includes  the  authority  to  abrogate,  alter,  or  modify, 
the  territorial  government,  established  by  the  act  of  congress, 
and  of  which  the  assembly  is  a constituent  part,  would  b« 
immifeslly  absurd.  The  act  of  congress,  so  far  as  it  is  consist- 
ent with  the  constitution  of  the  United  States,  and  with  the 
treaty  by  which  the  territory,  as  a part  of  Louisiana,  was  ceded 
to  the  United  Stales,  is  the  supreme  law  of  the  territory;  it  ig 
paramount  to  the  power  of  the  territorial  legislature,  and  can 
only  be  revoked  or  altered  by  the  power  from  which  it  emanat- 
ed. The  general  as.sembly,  and  the  people  of  the  territory,  are 
as  much  bound  by  its  provisions,  and  as  incapable  of  abrogat- 
ing ihem  as  the  legislatures  and  people  of  the  American  states 
are  bound  by  and  incapable  of  abrogating  the  constitution  of 
the  United  Stales.  It  is  also  a maxim  of  universal  law,  that 
where  a particular  thing  is  prohibited  by  law,  all  means,  at- 
tempts and  contrivances  to  effect  such  thing,. ate  also  prohibit- 
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ed.  Consequently,  it  is  not  in  the  power  of  the  general  assem- 
bly of  Arkansas  to  pass  any  law  for  the  purpose  of  electing 
members  to  a convention  to  form  a constitution  and  state  go- 
vernment, nor  to  do  any  other  act,  directly  or  indirectly,  to 
create  such  new  government.  Every  such  law,  even  though  it 
were  approved  by  the  governor  of  tlie  territory,  would  be  null 
and  void;  if  passed  by  them  notwithstanding  his  veto,  by  a 
vote  of  two-thirds  of  each  branch,  it  would  still  be  equally 
void. 

If  [ am  right  in  the  foregoing  opinion,  it  will  then  follow  that 
the  course  of  the  governor,  in  declining  to  call  together  the  ter- 
ritorial legislature,  for  the  purpose  in  question,  was  such  as  his 
legal  duties  required:  and  that  the  views  he  has  expressed  in 
his  public  address,  and  also  in  his  official  communication  to 
yourself,  so  far  as  they  indicate  an  intention  not  to  sanction  or 
concur  in  any  legislative  or  other  proceedings  towards  the  for- 
mation of  a state  government,  until  congress  shall  have  autho- 
rised it,  are  also  correct. 

2d.  The  questions  which  refer  themselves  to  the  second  ge- 
neral head,  are  more  difficult,  and  the  considerations  which 
must  govern  their  decision  more  numerous  and  complex;  but 
the  conclusion  to  which  my  reilections  have  brought  me,  with 
the  prominent  reasons  on  which  it  is  founded,  can  be  staled 
without  much  [irolixily. 

The  third  section  of  the  fourth  article,  of  the  constitution  of 
the  United  States  declares,  “that  new  stales  may  be  admitted 
by  the  congress  into  the  union,  but  that  no  new  state  shall  be 
formed  or  erected  within  the  jurisdiction  of  any  other  state,  nor 
any  state  formed  by  the  junction  of  two  or  more  stales,  or  parts 
of  states,  without  the  consent  of  the  legislatures  of  the  states 
concerned  as  well  as  of  congress.”  This  provision  implies  that 
the  new  stale  shall  have  been  constituted  by  the  settlement  of 
a constitution,  or  frame  of  government,  and  by  the  appointment 
of  those  official  agents  which  are  indispensable  to  its  action  as 
a stale — and  especially  to  its  action  as  a member  of  the  union — 
prior  to  its  admission  into  the  union.  In  accordance  with  this 
implication,  every  state  received  into  the  union,  since  the  adop- 
tion of  the  federal  constitution,  lias  been  actually  organized 
prior  to  such  admission. 

By  the  practical  construction  which  has  been  given  to  the 
first  clause  of  the  provision  just  quoted,  it  may  now  be  consi- 
dered as  authorising  the  admission  of  new  stales  into  the  union, 
though  formed  out  of  the  territories  of  the  United  Slates;  and 
this,  whether  the  territory  composing  the  new  state  was  once  a 
part  of  some  one,  or  more,  of  the  original  slates,  or  has  since' 
been  acquired  by  treaty  or  otherwise.  In  every  such  case,  the 
legal  authority  to  enter  on  the  preliminary  arrangements,  so  far 
as  such  authority  is  needed,  can  only  be  granted  by  the  congress 
of  the  United  States.  I say  by  the  congress,  or  the  legislative 
department,  in  contradistinction  from  all  other  departments  of 
the  federal  government;  because  the  power  of  admitting  new 
slates  into  the  union,  and  that  of  supreme  legislation  over  the 
territories,  being  both  exclusively  ve.sted  in  that  body,  must  ne- 
cessarily draw  after  them  the  power  to  paj?s  all  laws  preparato- 
ry to  the  conversion  of  a territorial  into  a slate  government. 

The  treaty  bv  which  Louisiana  was  ceded  to  the  U.  States, 
though,  undoubtedly,  for  many  important  purposes,  a part  of 
the  supreme  law,  must,  therefore,  he  laid  out  of  the  present 
question.  It  is  true  that  the  third  article  “imiioses  on  the  Unit- 
ed Slates,  as  a nation,  the  duly  of  incorporating  the  inhabitants 
of  the  ceded  territory,  into  the  union  of  the  United  State.-,”  and 
of  admitting  them  as  soon  as  possible,  according  to  the  princi- 
ples of  the  federal  constitution,  to  the  enjoyment  of  all  the  rights, 
advantages  and  immunities  of  citizens  of  the  U.  Slates;  and,  in 
the  mean  lime,  they  are  to  be  maintained  and  protected  in  the 
free  enjoyment  of  their  liberty,  property  and  the  religion  which 
they  profess.  And  it  must  also  be  admitted,  that  congress,  by 
the  seventh  section  of  the  act  of  the  2d  March,  1805,  “providing 
for  the  government  of  the  territory  of  Orleans,”  have  construed 
this  article  as  pledging  the  faith  of  Ijie  United  Slates,  to  admit 
the  inhabitants  of  Louisiana  into  tlie  union  of  the  American 
states,  as  an  independent  state,  or  states,  and  on  the  fooling  of 
the  original  slates,  whenever  the  proper  number  of  free  inhabi- 
tants shall  be  found  therein;  thereby  removing  all  doubt  as  to 
the  true  intent  of  this  ariicle,  and  adopting  that  constrnciion  of 
its  terms,  understood  to  be  now  contended  for,  by  the  citizens 
of  Arkansas. 

Before  meeting  with  this  legislative  exposition  of  the  treaty, 
I had  come  to  the  conclusion,  that  the  con-lrnciion  proposed 
by  the  governor  of  Arkansas,  in  his  (ninled  address,  was  loo 
narrow,  and  that  the  language  and  manifest  design  of  the  pro- 
vision required  the  other  and  more  liberal  interpretation.  Many 
reasons  might  be  assigned  for  this  opinion;  but,  after  the  dis- 
tinct recounition  of  its  justice,  contained  in  the  act  of  1805,  1 
deem  it  needless  to  dwell  on  this  point. 

But  though  the  treaty  engages  that  the  inhabitants  of  the  ced- 
ed territory  shall,  at  the  earliest  practicable  period,  be  duly  ad- 
mitted as  states  into  the  union;  and  though  this  engagement 
has  been,  and  yet  is,  obligatory  and  inviolable,  it  by  no’means 
follows  that  it  can  be  carried  into  elfect  without  the  consent  of 
congress.  On  the  contrary,  like  all  other  treaty  stipulations, 
which  require,  to  their  complete  execution,  the  enactment  of 
suitable  laws,  its  actual  fulfilment  exclusively  depends  on  the 
legislative  department.  The  United  Si.ates,  in  their  national 
character,  are  bound  by  the  sti[iulalion;  and  it  is  their  dutv  to 
pass  the  laws  and  lake  all  the  other  steps  which  are  neces.sary 
toils  faithful  execution.  But  those  laws  and  other  steps  can 
only  be  passed  and  taken  through  the  organs  prescribed  by  the 


federal  constitution.  And  if  the  department  which,  tmder  th« 
constitution,  possesses  the  exclusive  power  of  legialafion,  im. 
properly  refuses  or  omits  to  pass  the  necessary  laws,  the  stipu- 
lation, so  far  as  its  fulfilment  depends  on  legislation,  must  ne- 
cessarily remain  unexecuted.  Such  a refusal  or  omission 
would,  indeed,  violate  the  treaty,  and  many  serious  consequen- 
ces might,  therefore,  grow  out  of  it;  but  so  long  as  persisted  in, 
the  inhabitants  would  necessarily  be  excluded  from  the  union. 

The  obligatory  force  of  the  treaty  stipulation  is,  therefore,  to 
be  carefully  distinguished  from  the  proper  mode  of  carrying  it 
into  effect.  The  obligation  must  be  admitted,  and  it  cannot  be 
doubted,  will  be  faithfully  fulfilled;  but  so  far  as  legislative  en- 
actments are  necessary  to  carry  it  into  effect,  they  must  be 
made  by  the  congress  of  the  United  States,  and  cannot  be  sup- 
plied by  any  other  department  of  the  general  government. 

No  law  has  yet  been  passed  by  congress  which,  either  ex- 
pressly or  impliedly,  gives  the  people  of  Arkansas  the  authority 
to  form  a stale  goveinn)eni.  For  the  reasons  above  stated,  I 
am  therefore,  of  opinion  that  the  inhabitants  of  that  territory 
have  not  at  present,  and  that  they  cannot  acquire,  otherwise 
than  by  an  act  of  congress,  the  riglil  to  form  such  a government. 

But  I am  not  prepared  to  say  that  all  the  proceedings  on  this 
subject,  on  the  part  of  the  citizens  of  Arkansas,  will  be  illegal. 
They'undoubiedly  possess  the  ordinary  privileges  and  immuni- 
ties of  citizens  of  the  United  Slates.  Among  these  is  the  right 
of  the  people  “peaceably  to  assemble  and  petition  the  govern- 
ment for  the  redress  of  grievances.”  In  the  exercise  of  this 
right,  the  inhabitants  of  Arkansas  may  peaceably  meet  together 
in  primary  assemblies,  or  in  conventions  chosen  by  such  as- 
semblies, for  the  purpose  of  petitioning  congress  to  abrogate  the 
territorial  government,  and  to  admit  them  into  the  union  as  an 
independent  state.  The  particular  form  which  they  may  give 
to  their  petition  cannot  be  material  so  long  as  they  confine 
themselves  to  the  mere  right  of  petitioning,  and  conduct  all 
their  proceedings  in  a peaceable  manner.  And  as  the  power 
of  congress  over  tire  whole  subject  is  plenary  and  unlimited, 
they  may  accept  any  constitution,  however  framed,  which,  in 
their  judgment,  meets  the  sense  of  the  people  to  be  affected 
by  it.  If,  therefore,  the  citizens  of  Arkansas  think  proper  to 
accompany  iheLr  petition  by  a written  constitution,  formed  and 
agreed  on  by  their  primary  assemblies,  or  by  a convention  of 
delegates  chosen  by  such  assemblies,  I perceive  no  legal  objec- 
tion to  their  power  to  do  so,  nor  to  any  measures  which  may  be 
taken  to  collect  the  sense  of  the  people  in  respect  to  it;  provid- 
ed, always,  that  such  measures  be  commenced  and  prosecuted 
in  a peaceable  manner,  in  strict  subordination  to  the  existing 
territorial  government,  and  in  entire  subserviency  to  the  powev 
of  congress  to  adopt,  reject  or  disregard  them,  at  pleasure. 

It  is,  however,  very  obvious  that  all  measures  commenced 
and  prosecuted  with  a design  to  subvert  the  territorial  govern- 
ment, and  to  establish  and  put  in  force,  in  its  place,  a new  go- 
vernment, without  the  consent  of  congress,  will  be  unlawful. 
The  Laws  establishing  the  territorial  government  must  continue 
in  force  until  abrogated  by  congress,  and,  in  the  mean  time,  it 
will  be  the  duty  of  the  governor,  and  all  the  other  territorial 
officers,  as  well  as  of  the.  president,  to  take  care  that  they  are 
faithfully  executed, 

I have  tlie  honor  to  remain,  very  respectfully,  your  obedient 
servant,  B.  F.  BUTLER. 

The  hon.  John  Forsyth,  secretary  of  state  of  the  V.  States, 

CORRESPONDENCE, 

OF  WILLI.\M  AYRES  WITH  GEN.  HARRISON. 

Harrishurgh,  Nov.  11,1835. 

Dear  sir:  I have  been  requested  by^some  of  your  anti-ma- 
soiiic  friends,  to  address  you  in  relation  to  your  letter  to  Messrs. 
Wallace  and  Shocli,  members  of  the  slate  anti-masonic  com- 
mittee. It  is  believed  that  you  have  been  misunderstood,  by 
some,  in  reference  to  the  latter  part  of  your  letter,  and  it  is  be- 
lieved that  Ibis  mi.sunderstanding  arises  from  a misenneeptinn 
of  the  objects  of  the  anti-inasonic  party  on  your  part,  and  a 
misapplication  of  the  meaning  of  two  or  three  passages  ol  your 
letter  on  the  part  of  the  anti-masons. 

By  some,  yonr  lelter  has  been  construed  to  mean,  that  it  is 
nnconsvitntionni  for  the  people  to  use  the  ballot  box  for  the 
suppression  of  wlial  they  deem  dangerous  to  equal  rights. 
That  it  likewise  denies  the  right  of  people  to  instruct  their 
agent.s  to  perform  what  they  themselves  have  a right  to  do. 

1 have  been  niqiiested  to  say,  that  although  anti-masons, 
consider  masonry,  from  the  nature  of  llie  obligations  imposed 
upon  its  members,  as  exhibited  by  judicial  testimony,  at  vari- 
ance with  equal  rialils,yet  their  party  is  not  based,  as  has  been 
sometimes  alleged,  upon  tlie  principle  of  indiscriminate  pro- 
scription. Il  is  not  a war  against  ma.sons,  but  the  existence  of 
the  association.  Those  only  are  deemed  unworthy  of  being 
put  into  public  trusts,  by  tlie  people  or  executive  appointment, 
who  consider  their  obligations  to  masonry  as  paramount  to  the 
laws  of  the  country,  and  what  every  citizen  owes  to  civil  so- 
ciety. 

It  is  not  expected  or  desired  by  anti-masons,  in  this  section 
of  the  country,  that  the  powers  of  the  general  government,  or 
any  of  its  departments,  sbould  be  exercised  to  suppress  mason- 
ry. The  appointing  power  is  the  only  one,  in  the  hands  of  the 
executive,  for  the  correction  of  evils  which  attache  liemselves 
to  the  qualifications  of  applic.nnts  for  office.  I should  be  happy 
to  receive  your  views'  in  relation  to  the  foregoing.  Yours, 
with  great  respect,  WILLIAM  AYRES. 

Gen.  William  II.  Harrison. 
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RKFLY. 

Cincinnati,  20t/t  Nov.  1835. 

My  dear  sir:  I received  last  evening  your  letter  of  tlie  11th 
instant.  I am  at  a loss  to  conceive  upon  what  fair  principle  of 
construction  my  letter  to  the  jiresiaent  ami  secretary  of  llifc 
central  anti-masonic  committee,  could  be  considered  as  a de- 
nunciation of  the  aiUi-masonic  party.  If  my  language  will 
bear  that  meaning,  it  is  certainly  the  very  reverse  of  what  I in- 
tended to  convey  by  it.  To  deny  the  right  of  the  people  to 
form  associations  to  correct  any  existing  ABUSES,  not  im- 
mediately cognizable  by  law,  would  deny  them  one  of  the  most  es- 
sential rights,  which  in  the  grant  of  powers  to  their  agents,  they 
have  reserved  to  themselves.  It  is  equally  impossible,  that  1 
could  have  intended  to  say,  that  the  people  had  no  right  to  in- 
struct their  agents,  considering  that  during  my  whole  political 
life,  I have  been  the  open  and  decided  advocate  of  that  right. 
I not  only  believe  that  the  representative  is  bound  by  the  de- 
clared will  of  his  constituents,  but  to  conform  his  acts  as  far  as 
possible  to  what  he  believes  to  be  their  wishes,  although  not 
communicated  by  any  express  instruction.  For  niy  senlimenls 
on  this  subject,  contained  in  an  address  to  the  electors  of  the 
1st  congressional  district  of  Ohio,  some  years  ago,  I was  most 
severely  criticised  by  many  of  the  federal  editors  of  that  period, 
and  by  none  more  so  than  my  friend  C.  Hammond.  You  may 
have  seen  in  one  of  his  late  papers,  when  defending  me  against 
the  charge  of  federalism,  he  asserts  that  I always  maintained 
“fAc  right  of  instruction,  and  other  follies  of  the  Jejfersonian 
school.^’ 

Lest  I should  be  misunderstood  also  in  another  particular,  I 
must  lake  leave  to  say,  that  whilst  I deny  the  right  of  the  gene- 
ral government,  or  any  of  its  departments,  to  interfere  with  the 
concerns  of  the  people,  in  relation  to  their  party  principles,  or 
party  movements  in  all  cases  where  the  laws  of  the  union  are 
not  violated,  I cannot  be  supposed  to  mean  that  it  is  not  the 
duty  of  the  appointing  power,  STRICTLY  TO  INQ,UIRE 
INTO  THE  PRINCIPLES  OF  THOSE  WHO  J3RE  CJiN- 
DIDATES  FOR  OFFICE.  For  my  own  part,  I hesitate  not 
to  say,  that  I would  as  soon  think  of  appointing  to  an  office  un- 
der this  republic,  one  of  the  spy  igs  of  English  nobility — a scion 
from  the  pure  tory  stock  of  the  house  of  Eldon,  or  Lowther,  or 
Jenkinson,  ox  Wellesley,  as  an  American  citizen  who  would  as- 
sert his  right  to  enter  into  any  ENGAGEMENT  or  COMBI- 
NATION, which  would  release  him  from  his  paramount  obliga- 
tions of  duty  to  the  CONSTITUTION  and  LA  fFS  of  his  coun- 
try. 1 am,  dear  sir,  with  great  regard,  your  humble  servant, 

W.  H.  HARRISON. 

fVilliam  Ayres,  esq. 

— 

GEORGIA  LEGISLATURE. 

From  a correspondent  of  the  Savannah  Georgian. 

Milledgeville,  November  24th,  1835. 

I send  you  by  first  mail  a copy  of  the  report  of  the  joint  com- 
mittee on  the  abolition  question,  as  reported  this  morning  in 
both  branches  of  the  general  assembly.  It  was,  I learn,  ununi- 
iBously  adopted  in  coaiiniiice. 

REPORT. 

The  committee  to  whom  was  referred  so  much  of  the  go- 
vernor’s message  as  relates  to  the  movements  of  the  abolition- 
ists of  the  north,  have-endeavored  to  bring  to  the  consideration 
of  the  subject,  that  dispassionate  deliberation  its  importance 
demands  and  beg  leave  to  make  the  following  rcfiort. 

They  would  reinaik  that  the  foroiation  of  our  glorious  union, 
was  a great  experiment  made  by  patriotism  in  the  cause  of 
civil  liberty.  Thus  lar  successful,  its  results  have  been  most 
beneficial,  spreading  with  unexampled  profusion  over  our  ex- 
tensive country,  ble.ssings  which  distingnisii  her  above  all 
others.  The  offspring  of  common  sufferings  and  common  tri- 
umphs among  the  states,  the  preservation  of  this  union  is  de- 
pendant upon  a community  of  sympathy  and  good  feeling  among 
their  respective  people.  Any  attempt  by  a portion  of  the  peo- 
ple of  one  state  to  interfere,  even  indirectly,  with  the  domestic 
institutions  of  another,  has  the  inevitable  tendency  to  destroy 
that  feeling — such  attempt  is  an  insult  to  the  state  ngorieved, 
and  the  motives  which  impel  it,  are  at  entire  variance  with 
that  fraternal  spirit  which  constitutes  the  people  o(  iliese  states, 
brethren  of  one  great  family.  But  when  such  attempts  involves 
the  safety  of  the  people  of  a state — the  robbr'ry  oftlieir  properly 
— the  desecration  of  their  eonstitniional  rights — the  violation  of 
their  domestic  peace.  Infaniation  herself  innsi  adoiit  that 
such  attempts  persevered  in,  will  inevitably  conv<  rt  pre-ex- 
istent good  feeling  into  deadly  hostility,  the  certain  ennse- 
quences  of  which  are  a sundered  union,  and  all  the  horrors  of 
civil  commotion.  That  such  attempt  is  being  at  tliis  lime  made 
by  certain  fanatics,  by  the  distribution  of  pamplih.ts,  prints, 
circulars,  annuals,  almanacs  and  every  species  of  publicalion, 
you  committee,  with  uniningled  feelings  of  regret  and  indigna- 
tion, believe  cannot  admit  of  doubt,  yet  it  is  matter  of  heart  felt 
congratulation  to  the  friends  of  the  union,  that  the  general  and 
spontaneous  expression  of  feeiiiig  which  has  burst  from  tlie 
patriotism  and  intelligence  of  the  norili,  afford.^  the  cheering 
hope  that  her  people  are  prepared  to  “frown  indignantly  upon 
the  first  dawning  of  every  atleinpt,  to  alienate  any  portion  of 
our  country  from  the  rest,  or  to  enfeeble  the  sacred  ties  which 
now  link  together  the  various  parts.” 

But  notwithstanding  the  manifestation  of  this  spirit,  the 
movements  of  the  domestic  fanatic  and  foreign  emissary,  and 
the  insidious  means  to  which  they  resort,  are  fraught  with  so 
much  peril  to  ourselves,  our  families  and  our  undoubted  rights, 


that  “stern  necessity”  and  a just  regard  for  the  peace  an^ 
harmony  of  our  country  demand,  that  the  people  of  this  state 
should  in  temperate,  respectful,  but  deteriiiiiied  language,  de- 
clare their  unalteiable  determination  to  protect  their  domestic 
institutions,  and  constitutional  rights,  from  all  interference, 
direct  or  indirect,  from  any  and  every  quarter.  Upon  this 
point  there  can  be  no  discussion — no  compromise — no  doubt. 
They  found  their  rights  upon  the  guarantee  afforded  by  the 
consiilution  of  the  United  Slates,  and  if  the  provisions  of  that 
charter  are  to  be  sacrificed  to  the  spirit  of  fanaticism  or  the 
irnpHlsPS  of  a false  philanlliropiiy,  calamity  and  ruin  will  soon 
overwhelm  this  now  hap[»y  confederacy.  Impressed  with  the 
importance  of  the  duty  which  now  devolves  upon  them  at  the 
present  crisis,  your  committee,  in  addition  to  a bill  in  ainend- 
ment  of  the  law  regulating  slaves  and  free  persons  of  color 
within  this  state,  would  respectfully  submit  the  following  re- 
solutions, with  the  single  remark,  that  if  a rigor  heretofore  un- 
known to  our  domestic  legislation,  be  found  in  the  features  of 
the  bill  they  have  introduced,  it  lias  been  forced  upon  them  by 
the  movements  of  men,  who  assuming  to  be  the  friends,  are 
indeed  the  most  cruel  enemies  of  those  whom  they  have  taken 
under  their  especial  care. 

1st.  Resolved,  That  in  this  countrj',  freedom  oftlie  press  and 
freedom  of  speech,  are  sacred  and  invaluable  rights— that  in 
proportion  to  their  sacredness  and  value,  is  the  obligation  to 
preserve  ihein  from  the  abuse  of  those  who  would  prostitute 
iliem  to  the  vile  purpose  of  “enfeebling  the  sacred  ties  which 
now  link  together  the  various  parts”  of  this  hafipy  union. 

2d.  JResoked,  That  the  people  of  Georgia  stand  prepared  to 
protect  tile  domestic  insiitntiOns  of  her  sister  states  from  the 
unauthorised  interference  of  individuals  or  combinations  within 
her  limits. 

3d.  Pcesolved,  That  the  perpetuity  of  this  glorious  union  which 
has  shed  such  blessings  on  us  as  a people  is  only  to  be  insured 
by  a strict  adherence  to  the  letter  of  the  constitution  which  has 
guaranteed  to  ns  certain  rights  with  which  we  will  suffer  no 
[lower  to  interfere— that  it  is  deeply  incumbent  on  the  people  of 
the  north  to  crush  the  traitorous  designs  of  the  abolitionists, 
and  that  vve  lonk  willi  confidence  to  such  movements  on  their 
[lart  as  will  efl'ectually  put  an  end  to  impertinent  fanatical  and 
disloyal  interference  with  matters  settled  by  the  constitution. 

4th.  Resolved,  'I’hat  vve  hail  the  sentiments  expressed  by  the 
resolniions  of  some  of  the  recent  meeiing.-s  at  the  north  upon 
the  subject  of  abolition,  as  the  evidence  of  the  existence  of  a 
right  s|)irit  among  the  mass  of  our  northern  brethren,  and  a de- 
termination on  tiieir  pan  to  discharge  the  duties  imposed  upon 
them  by  ihe  constitution  of  their  couiHry  and  the  exigencies  of 
ihe  lime. 

5ih.  Resolved,  Tlint  the  imperative  duty  devolves  u;>on  con- 
gre.^s  at  the  eiisuitig  session  so  to  modify  the  laws  regulating 
the  post  office  department,  that  an  establishment  created  for 
the  convenience  of  the  people,  shall  not,  be  converted  into  the 
means  ofspreading  servile  war  and  civil  strife  among  the  states 
of  this  eonlederacy. 

6Hi.  Resolved,  That  the  District  of  Columbia  and  the  several 
territories  of  the  Uniled  Stales  are  the  common  properly  of  the 
people-of  ilieje  states— that  the  right  of  cxelnsive  legislation  in 
tlie  former  and  the  power  to  make  all  needful  rules  tind  regula- 
tions for  the  government  of  tlie  latter  wliieti  are  vested  in  the 
congress  of  the  Uniled  States,  are  derived  from  the  constitu- 
tion, whicli  recognises  and  guarantees  the  rights  resulting  from 
domestic  slavery,  and  that  any  interference  by  that  body  with 
those  rights  will  be  unauthorised  by,  and  contrary  to,  the  spirit 
of  that  sacred  charter  of  American  liberty. 

7th.  Resolved,  That  copies  of  the  foregoing  preamble  and  re- 
solutions be  transmitted  by  ids  excellency  to  the  president  of 
the  United  States,  the  governors  of  liie  respective  stales,  and 
to  the  senators  and  representatives  of  this  slate  in  congress. 

WASHINGTON  CORRESPONDENCE. 

Washington,  Hecember  ^th,  1835. 

To  THE  EDITOR  OE  THE  REGISTER. 

Sir:  T do  not  recollect  (o  have  seen  the  following  com- 
mnnication  In  any  of  the  newspapers  of  the  present  day, 
and  if  you  sliall  think  it  of  sufficient  importance  to  chro- 
nicle, it  is  at  your  service.  The  power  of  tlie  general 
government  over  the  subject  of  internal  improvement,  is 
as  expressly  recognised,  as  in  any  message  to  congress 
from  Mr.  Adams. 

^JVIonday,  December  23r/,  1811. 

“Tlie  folio-wing  written  message  was  received  from  the 
president  of  the  United  States  by  Mr.  Coles,  his  secreta- 
ry: 

“To  the  senate  and  house  of  representatives  of  the  JJ.  S. 

“I  communicate  to  congress  copies  of  an  act  of  the  le- 
gislature of  New  York  relating  to  a canal  from  the  great 
lakes  to  Hudson  river.  In  making  the  communication  I 
consult  the  respect  due  to  that  state,  in  whose  behalf  the 
commissioners  appointed  by  the  act,  have  placed  it  in  my 
hands  for  the  purpose. 

“The  utility  of  canal  navigation  is  universally  admit- 
ted. It  is  no  less  certain,  that  scarcely  any  country  offers 
more  extensive  opportunities  for  that  branch  of  improve- 
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ments  than  the  United  States,  and  none,  perhaps, 
inducements  equally  persuasive,  to  make  the  most  of 
them.  The  particular  undertaking  contemplated,  by  the 
state  of  New  York,  which  marks  an  honorable  spirit  of 
enterprise,  and  comprises  objects  of  national,  as  well  as 
more  limited  importances,  'vill  recall  the  attention  of 
congress  to  the  signal  advantages  to  be  <lerived  to  the 
United  States,  from  a general  system  of  internal  commu- 
nication and  conveyance;  and  suggest  to  their  considera- 
tion whatever  ste[)s  may  be  proper,  on  their  part,  towards 
its  introduction  and  accomplishment.  As  some  of  those 
advantages  have  an  intimate  connection  with  the  arrange* 
ments  and  exertions  for  the  general  security,  it  is  at  a 
period  calling  for  those,  that  the  merits  of  such  a sys- 
tem, will  be  seen  in  the  strongest  lights. 

“JAMES  MADISON. 

**  Washington^  December  23,  1811.” 

TWENTY-FOURTH  CONGRESS— FIRST  SESSION. 

SENATE. 

December  7.  This  being  the  day  appointed  for  the  meeting 
of  the  twenty-fourth  cojigress,  at  its  first  session,  towarris 
siooH  tlve  members  of  berth  houses  who  have  arrived  in  the 
city  attended  in  tiieir  respective  chambers  at  Uie  capitol,  and 
proceeded  to  business. 

At  12  o’clock,  the  vice  president  of  the  United  States  took 
the  chair  as  president  of  the  senate. 

The  following  senators  appeared  in  their  seats: 

New  Hampshire — Isaac  Hill,  Henry  Hubbard. 

Maine — Ether  Sbepley,  Benjamin  Ruggles. 

Massachusetts — John  Davis.  [Absent — Mr.  Webster.] 

Hhode  Island — Asher  Robbins,  Neherniah  R.  Knight. 
Connecticut — Gideon  Tomlinson.  One  vacancy. 

Vermont — Samuel  Prentiss,  Benjamin  Swift. 

New  York—N.  P.  Tallmadge,  Silas  Wright,  jr. 

New  Jersey — Samuel  L.  Soiithard,  Garrett  D.  Wall. 
Pennsylvania — Samuel  McKean,  James  Buchanan. 

Delaware — John  M.  Clayton,  Arnold  Naiidain. 

Maryland — Joseph  Kent.  [Alrsent  Mr.  Goldsborough.] 
Tiroinia— John  Tyler.  [Absent— Mr.  Leigh.] 

NortA  Carolina — Willie  P.  Mangum.  [Absent — Mr.  Brown.] 
South  Carolina — [Absent  Messrs.  Calhoun  and  Preston  ] 
Georgia— John  P.  King.  [Absent — Mr.  Cutlibert  ] 

Kentucky — [Absent — Messrs.  Clay  and  Crittenden.] 

Tennessee — Hugh  L.  White,  Felix  Grundy. 

0/iio— Thomas  Ewing,  Thomas  Morris. 

Louisiana — Alexander  Potter.  One  vacancy. 

Indiana — William  Hendricks,  Johir  Tipton. 

Mississippi— John  Black.  One  vacancy. 

Illinois — Elias  K.  Kane,  John  M.  Robinson. 

Alabama — Gabriel  Moore.  [Absent — Mr.  King.] 

Missouri — Thomas  H Benton,  Lewis  F.  Linn. 

The  cAair  communicated  the  credentials  of  John  C.  Calhoun, 
of  South  Carolina,  and  Neherniah  R.  Knight,  of  Rhode  Island, 
elected  senators  of  the  United  States  for  six  years  from  the  4th 
of  March  last. 

Mr.  Southard  presented  the  credentials  of  Garrett  D.  Wall, 
elected  a senator  from  the  state  of  New  Jersey,  for  six  years 
from  the  4ih  of  March  last. 

Mr.  Ewing  presented  the  credentials  of  John  Davis,  elected  a 
senator  from  the  stale  of  Massachusetts  for  si.x  years  from  the 
4th  of  March  last. 

Mr.  White  stated  that,  although  elected  a senator  from  Ten- 
nessee, by  some  neglect  bis  credentials  had  not  been  trans- 
mitted; but  as  the  fact  of  his  election  was  known  to  the  re- 
presentatives from  the  slate,  and  as  there  was  precedent  for 
the  qualification  of  a senator  under  such  circumstances,  he 
presumed  there  would  be  no  objection  to  bis  taking  his  seat. 

The  foUnwini!  senators  were  then  qualified  and  took  their 
seats:  Messrs.  Clayton,  Hubbard,  King,  of  Georgia,  Robinson, 
White,  Wall,  Knight,  Davis  atid  Ruggles. 

Mr.  Porter  reminded  the  senate  that  at  the  close  of  the  last 
session,  a committee  was  appointed  on  the  subject  of  certain 
alterations  in  the  arrangements  of  the  senate  chamber.  A re- 
port had  been  made  fey  tlia-t  committee,  of  which  he  held  a 
copy  in  his  hand,  but  as  it  had  not  then  been  acted  on  for  w.int 
of  lime,  and  the  officers  of  the  senate  had,  during  the  summer, 
made  certain  alterations  in  conformity  with  the  resolution  of 
the  committee,  it  was  necessary  that  the  report  should  heal 
once  considered.  He  accordingly  moved  that  the  senate  proceed 
|0  the  consideration  of  the  report. 

The  report  was  then  taken  up,  considered  and  agreed  to,  as 
follows: 

Regulation  in  relation  to  the  senate  chamber,  the  galleries  and 
the  reporters. 

The  circular  gallery  shall  be  appropriated  for  the  accommo- 
dation of  ladies,  and  eentlemen  accompanying  them. 

The  reporter.^  shall  be  removed  from  the  east  gallery,  and 
placed  on  the  floor  of  the  senate,  under  the  direction  of  the  se- 
cretary. 

No  person,  except  members  of  the  house  of  representatives, 
their  clerk,  heads  of  departments,  trea.^nrer,  comptroller,  re- 
gister, auditor,  postmaster  general,  presidents,  secretary,  chap- 
lains to  congress,  judges  of  the  United  States,  foreign  mini>Ters 
and  their  secretaries,  olficcrs  who  by  name  have  received,  ■ 


shall  hereafter  receive,  the  thanks  of  congress,  for  their  gal- 
lantry and  good  conduct  displayed  in  the  service  of  their  cotin- 
Iry,  the  commissioners  of  the  navy  board,  governor  for  the  time 
being  of  any  stale  or  territory  of  the  union,  .such  geiiiltineii  as 
have  lieen  heads  of  departments  or  members  of  eiilier  branch 
of  the  legislainre,  and  at  the  discretion  of  the  president  ol  the 
senate  persons  who  belong  to  such  legislatures  of  foreign  go- 
vernments as  are  in  amity  with  the  Uiiilcd  States,  shall  be  ad- 
mitted on  the  floor  of  the  senate. 

Mr.  White  offered  the  following  rcsoliiiions,  vihich  were 
considered  and  agrer-d  to: 

Ordered,  That  the  secretary  •ocqiiaitit  the  house  of  represen- 
tatives that  a quorum  of  the  senate  is  assembled  and  ready  to 
proceed  to  business. 

Resolved,  That  a committee  be  appointed  on  the  part  of  the 
senate  to  join  such  coiiiinillce  as  may  be  appointed  by  tbn 
house  of  representatives,  to  wait  on  the  president  of  the  United 
Stales,  and  inform  him  that  congre.«s  is  assembled,  and  ready 
to  receive  any  communication  he  may  be  pli-ased  to  make. 

On  motion  of  Mr.  Grundy,  the  stiiaie  ordered  that  the  chair 
appoint  the  committee; 

And  Mr.  White  and  Mr.  Knight  were  appointed  a committee 
to  wait  on  the  president. 

Mr.  dicing  rose  and  stated  that  he  had,  at  the  close  of  the 
last  session,  given  notice  that  he  should,  early  in  the  present 
session,  ask  leave  to  introduce  a bill  to  settle  and  define  the 
northern  boundary  of  the  state  of  Ohio.  He  gave  notice  that 
he  should  ask  leave  to  introduce  this  bill  on  Monday  next. 

A message  was  received  from  the  house  of  representatives 
by  Mr.  Franklin,  their  clerk,  in  Hie  following  terms: 

Mr.  President:  I am  directed  to  inform  the  sena'e  that  a quo- 
rum of  the  house  of  representatives  has  assembled;  that  James 
K.  Polk,  of  Tennessee,  has  been  elected  speaker  iliereof;  and 
that  it  is  now  ready  to  proceed  to  iiusiiiess.  The  senate  llien 
adjourned. 

December  8.  Messrs.  Leigh,  of  Va.  Brov;n,  ofN.  C.  King,  of 
Ala.  Clay  and  Criffenden,  of  Ky.  severally  appeared  and  look 
their  seals. 

The  president’s  annual  message  was  then  presented,  and 
read — the  reading  occupied  one  hour  and  lliiity-five  minutes. 
An  extra  number  was  ordered  to  be  printed. 

Mr.  Tomlinson  annoiinced  tlie  decease  of  bis  colleague,  Mr. 
S:nilh,  of  Conneciiciil,  in  a very  feeling  manner,  and  the  usual 
proceedings  in  such  cases,  were  ordered  on  the  motion  of  Mr. 
Swift. 

On  motion  ofMr  Grundy  the  annual  report  of  the  secretary 
of  ihe  treasury  was  ordered  to  be  (irinied,  and  the  usual  extra 
number  was  ordered;  Ihe  reading  having  been  dispejised  with. 
After  which  the  seiiaie  adjourned. 

December  9.  The  reading  of  the  journal  was  dispensed  with, 
and  the  senate,  with  the  president  and  heads  of  department,  at- 
tended the  interment  of  the  remains  of  Mr.  Smith,  of  Con. 

December  10.  The  following  message  was  received  from  the 
president  of  the  United  Stales: 

Washinoton,  December  9,  1835. 

To  the  senate  and  house  of  representatives: 

Gentlemen:  I herewith  coiiimunieaie,  for  the  information  of 
congress,  a report  of  the  secretary  of  war,  with  accoiiip.inying 
documents,  showing  the  progress  made  diiriiig  the  present  year 
in  the  asironomical  observations  made  under  the  act  of  )4ih  of 
July,  1832,  relative  to  the  northern  boundary  of  the  state  of 
Ohio. 

The  controversy  between  the  anihorilies  of  the  stale  of  Ohio, 
and  those  of  the  territory  of  Michigan,  in  respect  to  this  boun- 
dary, assumed,  about  Hie  lime  of  the  termination  of  the  last 
session  of  congress,  a very  threatening  aspect  and  mncli  care 
and  exertion  were  necessary  to  preserve  the  jiirisdietinn  of  the 
territorial  government  under  Ihe  acts  of  congress,  and  lo  pre- 
vent a forcible  collision  between  the  parties.  Tlie  nature  and 
course  of  the  dispute,  and  Hie  measures  taken  by  the  executive 
for  the  purpose  of  composing  it,  will  fully  appear  in  the  accom- 
panying report  from  the  secretary  of  slate,  and  the  documents 
therein  referred  to. 

The  formation  of  a state  government  by  the  inbaliitants  of 
Hie  territory  of  Michigan,  and  tlieir  application  now  pending  to 
he  admitted  into  the  union,  give  adrliiional  force  to  Hie  many 
important  reasons  which  call  for  Hie  settlerncnl  of  this  question 
by  congress  at  their  present  session. 

ANDREW  JACKSON. 
Ordered  to  be  printed,  and  referred. 

A message  was  also  received  from  Hie  president  of  the  Unit- 
ed States,  enclosing  a report  from  Hie  secretary  of  state,  in 
obedience  lo  resoliitinns  of  the  senate,  calling  for  Ihe  corres- 
porideiiCH  and  insirnetions,  not  heretofore  comniuiiieated,  in 
relation  to  oiir  negotiations  with  Spain. 

On  motion  of  Mr.  Prentiss,  the  message  and  documents  were 
ordered  to  he  printed. 

'I’lie  cAarr  laid  before  the  senate  the  following  cnmmnnica- 
lioiis  from  Hie  treasury  deiinriiiicnl: 

1st.  A report  in  reply  to  a resnliiiion  of  the  .3d  of  March  last, 
directing  a return  of  tlie  amount  of  duties  upon  loreigii  iner- 
cliandise  imported  into  the  United  Stales,  whiHi  were  created 
or  imposed  by  the  act  of  May  19,  1828,  as  additional  to  the  du- 
ties inqiosed  before  that  lime  and  collected  after  Ihe  1st  of  Sep- 
tember, and  on  or  before  Ihe  31st  of  December  in  that  year,  de- 
signating the  aiiiounl  of  such  additional  duties  collected  in  each 
particular  inoiirli,  and  the  nimiunt  returned  on  debenture.s,  &c. 
Ordered  lo  iteipimted. 
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2d.  A report  in  obeilience  to  a resolution  of  the  29th  Jannary, 
directing  a return  of  the  amount  of  duties  assessed  and  paid  on 
plains,  kerseys  and  Kendall  cottons  imported  into  the  United 
Stales,  which  were  ordered  after  the  passage  of  the  act  of  14th 
July,  1832,  and  before  the  passage  of  the  act  of  2d  March,  1833. 
Ordered  to  be  printed. 

3d.  A report  from  the  treasurer  of  the  United  States,  under 
th«  act  to  establish  the  treasury  department,  accompanying  fair 
and  accurate  copies  of  the  accounts  settled  in  the  office  of  the 
treasurer  of  the  United  Slates,  during  cetlain  periods  specified. 
Ordered  to  be  printed. 

Mr.  Benton  presented  the  credentials  of  John  Norvell  and 
Lucius  Lyon,  elected  senators  for  the  term  of  six  years  from  the 
4th  ofM.irch  last,  from  the  territory  of  Michigan,  and  moved 
that  the  courtesy  of  the  senate  be  extended  to  them  by  assign- 
ing seats  to  the  new  senators,  in  the  customary  mode  under 
similar  circumstances  on  the  floor  of  the  senate. 

Mr.  Eiving  stated  that  this  was  a new  matter,  brought  before 
the  senate  for  the  first  time  this  morning,  and  required  perhaps 
some  consideration.  In  order  to  afford  a little  time  for  consi- 
deration, and  to  examine  the  course  of  the  senate,  in  similar 
circumstances,  he  moved,  for  the  present,  to  lay  the  subject  on 
the  table. 

The  motion  was  agreed  to. 

Other  bu.'iness  attended  to  will  appear  in  course.  After  a 
short  time  spent  in  executive  business,  the  senate  adjourned  to 
Monday. 


hoo.se  of  representatives. 

Monday,  Dec.  7.  At  12  o’clock  the  house  was  called  by  the 
clerk  of  the  late  house  in  the  last  congress;  and  it  appeared,  on 
calling  over  the  roll,  that  the  following  members  were  present, 
viz: 

From  Maine.  Jeremiah  Bailey,  George  Evans,  John  Fair- 
field,  Joseph  Hall,  Leonard  Jarvis,  Moses  Mason,  Gorham 
Parks,  Francis  O.  J.  Smith. 

New  Hampshire.  Benning  M.  Bean,  Robert  Burns,  Samuel 
Cushman,  Franklin  Pierce,  Joseph  Weeks. 

Massachusetts.  John  Q,uincy  Adams,  Nath.aniel  B.  Borden, 
George  N.  Briggs,  William  B.  Calhoun,  Caleb  Cushing,  George 
Grennell,jr.  Samuel  Hoar,  Abbott  Lawrence.  Levi  Lincoln, 
Stephen  C.  Phillips,  John  Reed.  [Absent — William  Jackson.] 

Connecticut.  Elisha  Haley,  Samuel  Ingham,  Andrew  T.  Jud- 
Bon,  Lancelot  Phelps,  Isaac  Toucey,  Zalmon  Wildman. 

Rhode  Island.  Dutee  J.  Pearce,  William  Sprague; 

Vermont.  Heman  Allen,  Horace  Everett,  Hiland  Hall,  Hen- 
ry F.  James,  William  Slade. 

New  York.  Samuel  Barton,  Samuel  Beardsley,  Abraham 
Bockee,  Mathias  J.  Bovee,  John  W.  Brown,  C C.  Cambre- 
leng,  Graham  H.  Chapin,  Timothy  Childs,  John  Cramer,  Ulys- 
ses F.  Doublvday,  Valentine  Effoer,  Dudley  Farlin,  Philo  C.  Ful- 
ler, William  K-  Fuller, Ransom  H.  Gillelt,  Francis  Granger,  Gi- 
deon Hard,  Abner  Hazeltine,  Hiram  T.  Himt,  Able  Huntington, 
Gerrit  Y.  Lansing,  George  W.  Lay,  Gideon  Lee,  Joshua  Lee, 
Stephen  B.  Leonard,  Thomas  C.  Love,  Abijah  Mann,  jr.  Wil- 
liam Mason,  John  McKeon,  Sherman  Page,  Joseph  Reynolds, 
David  Russell,  William  Seymour,  Nicholas  Sickles,  William 
Taylor,  Joel  Turrill,  Aaron  Vanderpoel,  Aaron  Ward,  Daniel 
Wardwell.  fAh«ent — Eli  Moore. 1 

New  Jersey.  Philemon  Dickerson,  Samuel  Fowler,  Thomas 
Lee,  James  Parker,  Ferdinand  S.  Schenck,  William  N.  Shinn. 

Pennsylvania.  Joseph  B.  Anthony,  Michael  W.  Ash,  John 
Banks,  Andrew  Beaumont,  Andrew  Buchanan,  Geo.  Cham- 
bers, William  Clark,  Edward  Darlington,  Harmnr  Denny, 
Jacob  Fry,  jr.  James  Harper,  Samuel  S.  Harrison,  Joseph  Hen- 
derson, William  Heister,  Edward  B.  Hubley,  Joseph  R.  Inger- 
soll,  John  Klingensmith,  John  Laporte,  Henry  Log.an,  Job 
Mann,  Jesse  Miller,  Matthias  Morris,  Henry  A.  Muhlenberg, 
David  Potts,  jr.  Joel  B.  Sutherland,  David  D.  Wagener.  [Ab- 
sent— John  Galbraith  and  Thomas  M.  T.  McKennon. 

Delaware.  John  J.  Milligan. 

Maryland.  Benjamin  C.  Howard,  Isaac  McKim,  James  A. 
Pearce,  John  N.  Steele,  Francis  Thoma.s,  James  Turner,  Geo. 
C.  Washington,  f Ab.senl — Daniel  Jenifer.] 

Vireinia.  James  H.  M.  Beale,  James  W.  Bouldin,  Natha- 
niel H.  Claiborne,  Walter  Coles,  Robert  Craig,  George  E.  Drom- 
goole,  James  Garland,  Edward  Lucas.  John  Y.  Masrrn,  Wil- 
liam McComas,  Charles  F.  Mercer,  William  S.  Morgan,  John 
M.  Patton,  John  Roane,  G.  W.  Hopkins,  Joseph  Johnson,  John 
W.  Jones,  George  Loyall,  John  Robertson,  John  Taliaferro, 
Henry  A.  Wise, 

North  Carolina.  Jesse  A.  Bynum,  Henry  W,  Connor,  Ed- 
mund Deberry,  James  Graham,  Micajah  T.  Hawkins,  James  J. 
MeKay,  William  Montgomery,  Ehenezer  Pettigrew,  Abraham 
Rencher,  William  B.  Shepard,  Augustine  H.  Shepperd,  Jesse 
Speight,  Lewis  Williams. 

South  Carolina.  Robert  B Campbell,  William  J.  Grayson, 
John  K.  Griffin,  James  H.  Haininond,  Francis  W.  Pickens, 
Henry  L.  Pinckney,  James  Rogers.  [Absent— Richard  J.  Man- 
ning and  W.  Thompson,  jr  ] 

Georgia,  Jesse  F.  Cleveland,  John  Coffee,  Thomas  Glass- 
cock, Seaton  Grantland.  Charles  E.  Haynes,  Hopkins  HoLey, 
Jahez  Jackson,  George  W.  Owens,  George  VV.  B.  Towns. 

.Alabama.  Reuben  Chapman,  Joab  Lawler,  Francis  S.  Lyon, 
Joshua  L.  Martin.  [Absent  Dixon  H.  Lewis  ] 

Louisiana,  Henry  Johnson.  [Absent — Rice  Garland  and  E. 
W.  Ripley.] 


Tennessee.  John  Bell,  Samuel  Bunch,  Wm.  B.  Carter,  Wm. 
C.  Dunlap,  John  B.  Forrester,  Adam  Huntsman,  Cave  John- 
son, Luke  Lea,  Abram  P.  Maury,  Balie  Peyton,  James  K. 
Polk,  E.  J.  Shields,  James  Standiter. 

Kentucky.  Chilton  Allan,  Lynn  Boyd,  John  Calhoon,  John 
Chambers,  Richard  French,  Benjamin  Hardin,  James  Harlan, 
Albert  G.  Hawes,  Richard  M.  Johnson,  Joseph  R.  Underwood, 
John  White,  Sherrod  Williams.  [.Absent — W.  J.  Graves.] 

Indiana.  Ratliff  Boon,  John  Carr,  John  W.  Davis,  Edward 
A.  Hannegan,  George  L.  Kinnard,  Amos  Lane,  Jonathan  Mc- 
Carty. 

Missouri.  William  H.  Ashley,  Albert  G.  Harrison. 

Illinois.  Zadock  Casey,  William  L.  May,  John  Reynolds. 

Mississippi.  [Absent — the  two  members  recently  elected.] 

Ohio.  Wm.  K.  Bond,  John  Chaney,  Thomas  Corwin,  Joseph 
H.  Crane,  Thomas  L.  Hamer,  Elias  Howell,  Benjamin  Jones, 
William  Kennon,  Daniel  Kilgore,  Sampson  Mason,  Jeremiah 
McLene,  William  Patterson,  Jonathan  Sloane,  David  Spangler, 
Bellamy  Storer,  John  Thompson,  Samuel  F.  Vinton,  Taylor 
Webster,  Elisha  Whittlesey. 

Delegate  from  Michigan.  George  W.  Jones. 

Do.  .Arkansas.  Ambrose  H.  Sevier, 

Do.  Florida.  Joseph  M.  While. 

The  call  having  been  completed,  and  a quorum  being  ascer- 
tained to  be  present,  the  clerk  stated  that  the  next  busines.s  in 
order  would  be,  to  proceed  to  the  choice,  by  ballot,  of  a speaker 
of  the  house;  and  he  was  proceeding  to  pul  that  question,  when 

Mr.  Patton,  of  Virginia,  moved  that  the  election  of  speaker 
should  be  made  viva  voce. 

The  consideration  of  this  motion  was  resisted  in  the  outset 
by  Mr.  Mercer,  of  Virginia,  and  Mr.  Williams,  of  North  Caro- 
lina, on  the  ground  that  it  presented  a question  not  anticipated, 
of  great  importance;  proposing  a departure  from  uniform  usage, 
which  should  not  be  made  without  greater  deliberation  than 
was  practicable  in  the  present  inchoate  condition  of  the  hou.<e, 
and  which  could  not  in  fact  be  accomplished  without  injurious 
delay  in  the  organization  of  this  body. 

To  these  gentlemen  Mr.  Patton  replied,  that  he  con.sidered 
viva  voce  elections  as  most  expedient,  most  consistent  with  the 
spirit  of  our  institutions.  Entertaining  that  opinion,  and  consi- 
dering the  house  free  to  choose  a speaker  in  any  way  it  thought 
proper,  he  should  press  his  motion  to  a vote. 

Mr.  Beardsley,  of  New  York,  took  nearly  the  same  ground. 
The  manner  of  electing  a speaker  was  not,  it  was  true,  pre- 
scribed by  the  constitution;  but  it  had  been  established  by 
usage,  by  unvaried  custom.  This  body,  being  authorised  to 
choose  its  speaker,  had  undoubtedly  the  power,  wliilsl  unorga- 
nized, to  proceed  to  choose  that  officer  either  by  ballot  or  viva 
voce,  there  being  no  limitation  as  to  the  mode  of  choice.  The 
constitution  being  silent  on  this  point,  however,  perhaps  it 
would  he  the  part  of  wisdom  to  follow  the  example  which  had 
been  set  to  the  house  bj'  its  predecessors.  For  himself,  he 
should  individually  preferthat  the  mode  of  election  of  speaker 
should  be  viva  voce.  But  he  perceived,  and  the  house  must  see, 
that  if  this  question  he  now  entertained,  a debate  upon  it  will 
spin  out  the  whole  of  this  day,  and  of  other  days  too,  the  clerk 
presiding,  and  the  organization  of  the  house  would  he  prevent- 
ed. not  only  for  days,  but  it  might  be,  for  weeks.  Mr.  B.  there- 
fore hoped  that  the  honorable  member  from  Virginia  would 
withdraw  his  motion,  and  the  house  would  at  least  proceed  to 
elect  a speaker  in  the  usual  manner,  testing  the  principle  in- 
volved in  the  motion,  which  he  supposed  was  all  that  the  gen- 
tleman desired,  upon  some  other  more  favorable  occasion. 

Mr.  Patton  said  that  he  could  not  foresee  that  his  motion 
would  lead  to  a protracted  debate,  if  to  any  debate  at  all,  or  to 
any  such  result  as  had  been  deprecated  by  the  gentleman  from 
New  York.  He  was  himself  prepared  to  vote  upon  it,  and 
would  therefore  not  withdraw  it,  nor  debate  it. 

It  being  required  that  the  question  on  the  motion,  when 
taken,  should  be  taken  by  yeas  and  nays;  and  the  clerk,  pro- 
ceeding to  ascertain  the  sense  of  the  house  on  that  point — 

Mr.  Wise,  of  Virginia,  asked  by  what  authority  the  clerk 
could  put  such  a question  at  all  to  a body  not  organized,  or  to 
members  not  qualified.  If  he  could  put  that  question,  he  could 
put  any  other  question;  whilst  he  might  with  as  good  right  put 
any  question  to  the  galleries  as  to  the  house  before  its  member* 
were  qualified. 

Mr.  Vanderpoel,  of  New  York,  said,  that  whenever  the  ques- 
tion of  viva  voce  election  of  officers  should  come  to  the  vote,  he 
should  probably  vote  in  favor  of  it.  But,  at  present,  this  house 
was  not  organized,  and  not  in  a situation  to  entertain  a ques- 
tion, which,  it  would  be  recollected,  had  engaged  the  attention 
of  the  house  for  a week  at  the  last  session,  and  would  hardly 
occupy  Ift'ss  time  if  persisted  in  now.  The  question  was  an 
important  one,  involving  the  total  change  of  an  usage  coeval 
with  the  government,  in  respect  to  which  very  opposite  views 
were  entertained  by  different  gentlemen.  He  was,  he  repeal- 
ed, in  favor  of  the  change,  but  he  was  in  favor  of  its  being  con- 
siderately and  deliberately  made,  which  could  not  be  the  case 
under  present  circumstances.  He  hoped,  therefore,  that  the 
gentleman  from  Virginia  would  withdraw  his  motion.  If  the 
question  was  now  to  be  gone  into,  he  did  not  know  but  the 
house  would  have  to  appoint  a temporary  speaker,  a modera- 
tor, or  some  officer  of  that  description,  to  preside  during  the  de- 
bate. He  hoped,  however,  that  the  house  would  be  relieved 
from  the  necessity  of  entertaining  so  embarrassing  a question, 
and  that  the  gentleman  would  withdraw  his  motion. 
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Mr.  Evans,  of  Maine,  said,  since  the  gentleman  from  Virgi- 
nia declined  withdrawing  his  motion,  he  must  be  allowed  to 
remark,  that  the  principle  involved  in  it  had  been  discussed  at 
the  last  session  of  congress  for  many  days,  and,  if  it  had  not 
been  put  to  rest  then,  would  have  been  debated  many  days 
more.  It  was  a mutter  not  easily  to  be  di^po.sed  of,  nor  ought 
it  to  be.  It  proposed  a great  cliange  in  the  practice  and  usage 
of  this  house.  It  was  a question  which,  Mr.  E.  said,  he  was 
very  unwilling  to  discuss  now,  but  which  he  was  not  willing 
should  be  decided  now  or  at  any  time,  without  discussion.  For 
one,  he  was  strongly  against  the  change  proposed  to  be  made 
in  the  usage  of  the  house;  but,  if  it  was  to  be  made,  it  was  not 
fit  that  it  should  be  made  hastily.  And,  as  he  was  unwilling 
that  the  opening  of  the  session  should  be  delayed  for  several 
days  by  a discussion  inevitable  on  such  a question,  he  moved, 
without  meaning  any  disrespect  to  the  gentleman  from  Virgi- 
nia, in  order  to  put  the  question  at  rest,  to  lay  it  on  the  table. 

Mr.  Mercer  had  great  doubt  whether  the  clerk  had  any  right 
lo  put  such  a question  as  that  just  moved.  We  are  not  (said 
he)  a house  of  representatives:  we  have  examined  no  man’s 
credentials.  Any  member  would  have  a right  to  make  any 
other  motion  as  well  as  this.  A member  miuht  as  well  rise  and 
move  that  the  person  elected  a member  of  this  house  from  the 
sfafe  of  Michigan  should  be  admitted  to  take  his  seal  and  vole 
for  speaker;  and  such  a question  might  be  debated  here  for  a 
long  time,  whilst  the  other  house  was  organized  and  waiting 
for  the  organization  of  this  house  to  proceed  to  business.  Sucii 
a proceeding  Mr.  M.  considered  altogether  irregular. 

Mr.  Parker,  of  New  Jersey,  was  of  opinion  that  the  usage  of 
all  former  lime  must  be  considered  law  for  the  time  present. 
By  what  right,  said  he,  does  the  clerk  call  this  house  to  order 
at  the  opening  of  a new  congress?  By  what  tight  does  he  call 
the  members  over  at  the  hour  of  12?  There  was  no  rule  why 
the  house  should  not  be  called  over  at  10  o’clock  as  well  as  at 
12;  and  yet  it  must  be  admitted  that  if  any  hundred  and  twenty 
members  had  met  at  10  o’clock  this  morning,  and  chosen  a 
speaker,  it  would  have  been  accounted  unlawful  because  con-  ■ 
trary  to  usage  and  to  right.  The  unvaried  usage  had  establish- 
ed a common  law  on  this  subject,  as  morally  binding  as  if  it 
were  written.  A practice,  thus  established,  could  not,  he  said, 
be  rightfully  altered  without  full  debate  in  a regularly  consti- 
tuted house  of  representatives. 

Mr.  Heed,  of  Massachusetts,  said  he  was  entirely  unwilling 
to  act  upon  this  subject  at  this  time,  because  he  concurred  in 
opinion  with  the  gentleman  from  New  Jersey.  He  did  hope 
the  motion  of  the  gentleman  from  Virginia  would  be  vviih- 
drawH.  The  usage  of  this  body,  from  its  formation  to  the  pre- 
sent day,  ought  to  be  a sufficient  rule  for  the  house  to  act  upon, 
Mr.  R.  assured  gentlemen  that,  if  they  supposed  such  a ques- 
tion as  this  could  be  decided  to-day,  they  had  very  much  mis- 
taken the  matter.  The  principle-  embraced  in  it,  he  aarced 
with  the  gentleman,  was  of  great  importance;  but  he  differed 
from  him  as  lo  the  decision  that  would  he  made  upon  it.  The 
mode  of  election  originally  adopted,  and  always  observed , was 
the  true  mie.  The  usage  of  fifty  years,  from  the  fouinlalioii  of 
the  government,  was  a sufficient  rule  of  action  for  the  house, 
■and  ought  to  be  adhered  to.  If  the  attempt  were  persisted  in 
to  change  it,  as  now  proposed,  the  question  would  be  debated 
before  it  would  be  decided,  for  days  or  weeks;  and  before  the 
end  of  that  time,  the,  house,  as  well  as  the  country,  would  be 
lOf  opinion  that  they  were  acting  a singular  part. 

Mr.  Mann,  of  New  York,  rose  to  say  that  it  was  a mistake  to 
suppose  that  the  clerk  of  the  house  was  now  performing  the 
functions  of  clerk  by  custom  or  assumption.  He  read  the  rule 
«0f  the  house,  defining  the  duties  of  the  clerk  of  the  house,  in 
which  it  is  declared  that  the  clerk  for  each  congress  should 
continue  to  act  as  clerk  of  the  house  of  representatives  until 
smother  should  be  appointed,  Stc.  The  acting  clerk  is,  there- 
fore, regularly  and  authoritatively  in  the  discharge  of  his  duty. 
Mr.  M.  added  that,  although  in  favor,  upon  [irinciple,  of  chang- 
ing the  mode  of  electing  officers  of  the  house,  he  must,  under 
present  circumstances,  vole  lo  lay  the  motion  of  the  gentleman 
from  Virginia  on  the  table. 

Mr.  Mercer  said  he  had  not  expressed  a doubt  of  the  right  of 
clerk  lo  act  as  clerk,  but  of  bis  right  lo  act  as  speaker  of  the 
house. 

The  debate  here  ended.  The  motion  of  Mr.  Ewans  was  de- 
cided in  the  affirmative  without  a count:  and  so  the  motion  of 
Mr.  Patton  was  laid  upon  tlie  table. 

Mr.  Beardsley  then  moved  that  tiie  house  proceed  to  the  elec- 
tion of  a speaker,  by  ballot;  and  the  moiiou  was  agreed  to  nem. 
£011. 

Election  of  speaker. 

T'he  house  having  proceciled  to  ballot  for  speaker,  the  tellers 
ireported  that  lliere  were  225  ballots,  of  which  there  were 

For  James  K.  Polk,  of  Tennessee, - ^132 


For  Jo/m  Hell,  of  Tennessee, 81 

Scaltering  and  blanks,... 9 


Mr.  Polk  having  a majority  of  the  votes,  was  declared  duly 
elected  speaker  of  the  twnniy-fourth  congress;  and  Iteing  coo- 
ducted  to  the  chair  by  Mr.  Johnson,  of  Kentucky,  .and  Mr. 
Jarvis,  of  Maine,  made  his  acknowledgments  in  appropriate 
terms. 

Mr.  Beardsley  moved  a resolution  fiiat  Walter  S.  Franklin 
tbe  appointed  clerk  of  the  house;  which  resolution  was  agreed 
io,  Jicm.  con.  and  Mr.  F.  was  accordingly  re-elected  clerk. 

On  inotioii  of  Mr.  Coffee,  it  was 


Resolved,  That  the  house  do  now  proceed  lo  the  election  of 
a printer  Ibr  the  house  of  representatives. 

After  the  adoption  of  the  resolution,  but  before  the  house 
had  proceeded  to  ballot, 

Mr.  Whiillesey,  of  Ohio,  suggested  that  if  the  printer  was 
appointed  under  this  naked  resolnlion,  and  wilhonl  reference 
to  the  joint  resolutions  providing  for  the  election,  prescribing 
prices,  a bond  to  be  given,  &c.  he  would  not  be  bound  by  the 
provisions,  or  subject  lo  the  responsibilities  of  the  joint  resolu- 
tion, &c. 

This  suggestion  gave  rise  to  a discussion  of  some  length,  in 
which  Messrs.  Whittlesey,  Mams,  Robertson,  Beardsley,  Mann, 
of  New  York,  Mercer,  Mason,  of  Va.  Everett  and  Ward,  took 
part.  To  enable  the  bouse  lo  remedy  the  difficulty,  Mr.  Whit- 
tlesey, in  the  course  of  the  discussion,  moved  lo  reconsider  the 
resolution  which  had  been  adopted;  which  motion  was  disa- 
greed lo,  and  the  debate  was  terminated  by  the  adoption,  by 
general  consent,  of  an  amendment  directing  that  the  election 
be  conformable  to  the  requisitions  and  terms  of  the  joint  reso- 
lution.* 

This  difficulty  having  been  removed,  the  house  proceeded  to 
ballot,  when  it  appeared  that  there  were 


For  Blair  & Rives, ........133 

Gales  & Seaton, 59 

J.  D.  Learned, 26 

Scattering, 7 


So  Blair  Sf  Rives  were  elected. 

The  house  then  ordered  the  appointment  of  a committee  to 
join  the  committee  of  the  senate  to  wait  on  the  president  of 
the  United  States  and  announce  the  organization  of  the  two 
houses,  and  then  adjourned. 

Tuesday,  Dec.  8.  Messrs.  Jackson,  of  Mass,  and  Galbraith 
appeared,  were  qualified,  and  look  their  seats.  [Mr.  Moore,  of 
New  York,  is  much  indisposed  at  Philadelphia.] 

A message,  in  writing,  was  received  from  the  president  of 
the  United  States,  by  the  hand  of  A.  J.  Donelson,  esq.  his  se- 
cretary, (which  will  be  found  in  our  pages  to-day),  and  was 
read  by  the  clerk. 

Fifteen  thousand  copies  of  the  mess<age,  with  the  documents, 
and  five  thousand  copies  without,  were  ordered  lo  be  printed. 

The  speaker  laid  before  the  house  the  annual  report  of  the 
secretary  of  the  treasury  on  the  state  of  the  finances. 

Fifteen  thousand  copies  of  this  document  were  ordered  to  be 
printed.  Adjourned 

Address  of  Mr.  Polk  on  takiv«  the  speaker’s  chair. 
Gentlemen  of  the  house  of  representatives: 

In  accepiitig  the  high  station  to  which  I am  called,  by  tbe 
voice  of  the  assembled  representatives  of  tire  people,  1 am 
deeply  impressed  will:  the  high  distinction  which  i.s  always 
conferred  upon  the  presiding  officer  of  this  house,  and  with  the 
weight  of  the  rcsponsibiliiy’which  devolves  upon  him.  With- 
out experience  in  this  jrlace— called  to  preside  over  the  delibe- 
rations of  this  bouse,  I feel  that  I ought  to  invoke,  in  advance, 
the  indulgent  forbearance  of  its  members,  for  any  errors  of 
judgment  which  may  occur  in  lire  discharge  of  the  new  duties 
which  will  devolve  upon  me.  It  shall  be  my  pleasure  to  en- 
deavor to  administer  the  laws  which  may  be  adopted  for  tbe 
government  of  the  house,  justly  and  impartially  towards  its 
members,  and  with  a view  lo  the  preservation  of  that  order 
which  is  indispensable  to  our  character  as  a botly,  and  to  the 
promotion  of  lire  public  interests.  To  preserve  the  dignity  of 
this  body,  and  its  high  character  before  the  country,  so  far  as 
shall  depend  upon  its  presiding  officer,  will  be  objects  of  nty 
deepest  solicitude;  and  I am  sure  1 shall  have  the  co-operation 
and  snirport  of  all  its  members,  in  the  discharge  of  my  duty, 
with  a view  lo  these  olijects. 

I return  in  you,  gentlemen,  my  sincere  acknowledgments  for 
this  manifesiaiion  ot  yoiir  confidence,  in  elevating  me  to  this 
high  station;  .-md  my  ardent  hope  is,  that  our  labors  here  may 
merit  and  receive  the  approbation  of  onr  constituents,  and  re- 
sult iu  the  advancement  of  the  public  good. 

rRESIDENT’S  MESSAGE. 

Fellov}  citizens  of  the  senate 

and  house  of  representatives: 

In  the  discharge  of  my  official  duly,  the  task  again  devolves 
upon  me  of  commiiniealing  with  a new  congress.  The  reflec- 
tion ti  nt  the  representation  of  the  union  has  been  recently  re- 
newed, and  iliai  the  consiiintional  term  of  its  service  will  ex- 
pire Willi  my  own,  liciglitens  the  solicitude  with  which  I shall 
attempt  to  liiy  before  it  the  slate  of  our  national  concerns,  and 
the  ilevonl  hope,  which  1 cherish,  that  its  labors  to  improve 
ihem  inay  be  crowned  with  success. 

Yon  are  assemlded  at  a period  of  profound  interest  to  the 
American  patriot.  The  unexampled  growth  .and  prosperity  of 
onr  country,  having  given  us  .a  rank  in  the  scale  of  nations 
vvhioli  removes  all  apprehension  of  danger  lo  one  integrity  and 
independence  from  external  foes,  tlie  c.areer  of  freedom  is  be- 
fore ns,  with  an  earnest  from  the  past,  that,  if  true  to  ours«:lves, 
there  can  be  no  formidable  obstacle  in  the  future,  to  its  peace- 
ful and  iininlerr^i pted  pursuit.  Yet,  in  proportion  lo  the  disap- 
peararvee  of  those  apprehensions  which  attended  our  weakness, 

*It  was  Mr.  Rohertson^s  motion  for  reconsideration,  which 
was  negatived,  and  not  Mr.  Whittlesey’s.  Mr.  W.  first  made 
the  motion,  but  afterwards  withdrew  it,  when  it  was  renewed 
by  Mr.  R. 
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as  once  contrasted  with  the  power  of  some  of  the  states  of  the 
old  world,  should  we  now  he  solicitous  as  to  tliose  which  be- 
long to  the  conviction,  that  it  is  to  onr  own  conduct  we  must 
look  for  itie  preservation  of  tliose  causes,  on  wliich  depend  the 
excellence  and  the  duration  of  our  happy  system  of  government. 

Ill  the  example  of  other  systems,  luuiided  on  the  will  of  the 
people,  we  trace  to  internal  dissenlion  the  influences  w'hich 
have  so  often  blasted  the  hopes  of  the  friends  of  freedom.  The 
social  elements,  which  were  strong  and  successful  when  united 
against  exleinal  danger,  failed  in  the  more  difficult  task  of  pro- 
perly adjusting  their  own  internal  organization,  and  thus  gave 
way  the  great  principle  of  self-government.  Let  us  trust  that 
this  admonition  will  never  be  forgotten  by  the  government  or 
the  people  of  the  United  States;  and  that  the  testimony  which 
our  experience  thus  far  holds  out  to  the  great  human  family,  of 
the  practicability  and  the  blessings  of  free  government  will  be 
confirmed  in  all  time  ta  come. 

VVe  have  but  to  look  at  the  state  of  our  agriculture,  manufac- 
tures and  commerce,  and  the  unexampled  increase  of  our  po- 
pulation, to  feel  the  magnitude  of  the  trust  committed  tons. 
Never,  in  any  former  period  of  our  history,  liave  n e had  greater 
reason  than  we  now  have,  to  he  thankful  to  Divine  Providence 
for  the  blessings  of  health  and  general  prosperity.  Every  branch 
of  labor  we  see  crowned  with  the  most  abundant  rewards:  in 
every  element  of  national  resources  and  wealth,  and  of  indivi- 
dual comfort,  we  witni’ss  the  most  rapid  and  solid  improve- 
ments. With  no  interruptions  to  this  pleasing  prospect  at  home, 
wliich  will  not  yield  to  the  spirit  of  harmony  and  good  will  that 
60  strikingly  pervades  the  mass  of  the  people  in  every  quarter, 
amidst  all  the  diversity  of  interest  and  pursuits  to  which  they 
are  attached:  and  with  no  cause  of  solicitude  in  regard  to  our 
external  affairs,  whicii  will  not,  it  is  hoped,  disappear  before 
the  principles  of  simple  justice  and  the  forbearance  that  mark 
our  intercourse  with  foreign  powers — we  have  every  reason  to 
feel  proud  of  our  beloved  country. 

The  gtuieral  state  of  our  foreign  relations  has  not  materially 
changed  since  my  last  annual  message. 

In  the  settlement  of  the  .question  of  the  north  eastern  boun- 
dary, little  progress  has  been  made.  Great  Britain  has  declined 
acceding  to  the  proposition  of  the  United  States,  presented  in 
accordance  with  the  resolution  of  the  senate,  unless  certain 
preliminary  conditions  were  adm.itted,  which  I deemed  incompa- 
tible with  a satisfactory  and  rightful  adjustment  of  the  contro- 
versy. Wailing  for  some  distinct  proposal  from  the  government 
of  Great  Britain,  which  has  been  invited,  I can  only  repeal  the 
expression  of  rny  confidence,  that  with  the  strong  mutual  dis- 
position which  I believe  exists,  to  make  a just  arrangement, 
this  perplexing  question  cair  be  settled  with  a due  regard  to  the 
well-founded  pretensions  and  pacific  policy  of  all  the  parties  to 
it.  Events  are  frequently  occurring  on  the  north  eastern  fron- 
tier, of  a character  to  im[ires3  upon  all  the  necessity  of  a speedy 
and  definitive  termination  of  the  dispute.  This  consideration, 
added  to  the  desire  common  to  both,  to  relieve  the  liberal  and 
friendly  relations  so  happily  existing  between  the  two  countries 
from  all  embarrassment,  w'ill,  no  doubt,  have  its  just  influence 
upon  both. 

Our  diplomatic  intercourse  with  Porttigal  has  been  renewed, 
and  it  is  expected  that  the  claims  of  our  citizens,  partially  paid, 
will  he  fully  satisfied  as  soon  as  the  condition  of  the  queen’s 
government  will  permit  the  proper  attention  to  the  subject  of 
them.  That  government  has,  I am  happy  to  inform  you,  mani- 
fested a determination  to  act  upon  the  liberal  principles  which 
have  marked  our  commercial  policy — the  happiest  effects  upon 
the  future  trade  between  the  United  States  and  Portugal,  are 
anticipated  from  it,  and  the  time  is  not  thought  to  be  remote 
when  a system  of  perfect  reciprocity  will  be  establisheil. 

The  instalments  due  under  the  convention  with  the  king  of 
the  Two  Sicilies,  have  been  paid  with  that  scrupulous  fidelity 
by  which  his  whole  conduct  has  been  characterized,  and  the 
hope  is  indulge^  that  the  adjustment  of  the  vexed  question  of 
fiiir  claims  wjlj^e  followed  iiy  a more  extended  and  mutually 
henefictal'tntercourse  between  the  two  countries. 

The  internal  contest  still  continues  in  Spain.  Distinguished 
as  this  strusgle  has  unhappily  been,  hy  incidents  of  the  most 
sanguinary  character,  the  obligations  of  the  late  treaty  of  indem- 
nification with  ns,  have  been,  nevertheless,  faithfully  executed 
by  the  Spanish  government. 

No  provision  having  been  made  at  the  last  session  of  congress 
for  the  ascertainment  of  the  claims  to  be  paid,  and  the  appor- 
tionment of  the  funds,  under  the  convention  made  with  Spain, 
I invite  your  early  attention  to  the  subject.  The  public  evi- 
dences of  the  d'  bt  have,  according  to  the  terms  of  the  conven- 
tion, and  in  the  forms  prescribed  by  it,  been  placed  in  the  pos- 
session of  the  United  States,  and  the  interest,  as  it  fell  due,  has 
been  regularly  paid  upon  tliem.  Onr  commercial  intercourse 
with  Cuba  .stands  as  regulated  by  the  act  of  congress.  No  re- 
cent information  has  been  received  as  to  the  disposition  of  the 
govei nmr  nt  of  IMadrid  on  this  .•subject,  and  the  lamented  death 
of  onr  recently  appointed  minister,  on  his  way  to  Spain,  with 
the  pressure  of  their  affairs  at  home,  render  it  scarcely  probable 
that  any  chanue  is  to  be  looked  for  during  the  coming  year. 
Fiirllier  portions  of  the  Florida  archives  have  heen  sent  to  the 
United  State.-^,  alihnngh  the  death  of  one  of  the  commissioners, 
at  a critical  moment,  embarrassed  the  progress  of  the  delivery 
of  them.  The  higher  officers  of  the  local  government  have  re- 
cently shown  an  anxious  desire,  in  compliance  with  the  orders 
from  the  parent  government,  to  facilitate  the  selection  and  de- 
Sfvery  of  all  we  have  a right  to  claim. 


Negotiations  have  been  opened  at  Madrid,  for  the  establish- 
ment of  a lasting  peace  between  Spain  and  sycli  of  the  Spanish 
American  governments  of  this  liemisphere,  ns  have  availed 
themselves  of  the  iiiliniation  given  to  all  of  them,  of  the  dispo- 
sition of  Spain  to  treat  upon  the  basis  of  their  entire  indepen- 
dence. It  is  to  be  regretted,  that  simultaneous  appointments, 
by  all,  of  ministers  to  negotiate  with  Sjiain,  had  not  been  made: 
the  negotiation  itself  vvonlii  h.ive  been  simplified,  and  this  long- 
standing dispute,  spreading  over  a large  poriion  of  the  world, 
would  have  been  broii»hi  to  a more  speedy  conclusion. 

Onr  political  and  commercial  relations  with  Austria,  Prussia, 
Sweden  and  Denmark,  stand  on  (he  usual  favorable  bases.  One 
of  the  articles  of  our  treaty  with  Russia,  in  relation  to  the  trade 
on  the  north  west  coast  of  America  having  expired,  instructions 
have  been  given  to  our  minister  at  St.  Peiersbnigh  to  negotiate 
a renewal  of  it.  'J’he  long  and  unbroken  amily  between  the 
two  governments  gives  every  reason  for  supposing  the  article 
will  be  renewed,  if  stronger  motives  do  not  exist  to  prevent  it 
than,  with  onr  view  of  the  subject,  can  be  anticipated  here. 

1 ask  your  attention  to  the  message  of  my  predecessor  at  the 
opening  of  the  second  session  of  the  nineteenth  congress,  rela- 
tive to  our  commercial  intercourse  wiih  Holland,  and  to  the 
docnnients  connected  with  that  subject,  communicated  to  the 
house  of  representatives  on  the  10th  of  January,  1825,  and  18th 
January,  1827.  Coinciding  in  the  ophiion  of  my  predecessor, 
that  Holland  is  not,  under  the  regulations  of  her  present  system, 
entitled  to  have  her  vessels  and  their  cargoes  received  into  the 
United  States  on  the  footing  of  American  vessels  and  cargoes, 
as  regards  duties  of  tonnage  and  impost,  a respect  for  his  refer- 
ence of  it  to  the  legislature,  has  alone  prevented  me  from  acting 
on  the  subject.  1 should  still  have  waited,  without  comment, 
for  the  action  of  congress,  but  recently  a claim  has  been  made 
by  Belgian  subjects  to  admission  into  our  ports  for  their  ships 
and  cargoes,  on  the  same  footing  as  American,  with  the  allega- 
tion we  could  not  dispute,  that  our  vessels  received  in  their 
ports  the  identical  treatment  shown  to  them  in  the  ports  of  Hol- 
land, upon  whose  vessels  no  discrimination  is  made  in  the  ports 
of  the  United  Slates.  Giving  the  same  privileges,  the  Belgians 
expected  the  same  benefits — benefits  that  were  in  fact  enjoyed 
when  Belgium  and  Holland  were  united  under  one  government. 
Satisfied  with  the  justice  of  their  pretension  to  be  placed  on  the 
same  footing  with  Holland,  I could  not,  nevertheless,  witliout 
disregard  to  the  principle  of  onr  laws,  admit  their  claim  to  be 
treated  as  Americans;  and  at  the  same  time  a respect  for  con- 
gress, to  whom  the  subject  had  long  since  been  referred,  has 
prevented  me  from  producing  a just  equality,  by  taking  from  the 
vessels  of  Holland  privileges  conditionally  granted  by  acts  of 
congress,  although  the  condition  upon  which  the  grant  was 
made,  has,  in  rny  judgment,  fiiiled  since  1822.  I recommend, 
therefore,  a review  of  the  act  of  1824,  and  such  a modification 
of  it  as  will  produce  an  equality,  on  such  terms  as  congress  shall 
think  best  comports  with  our  settled  policy,  and  the  obligations 
of  justice  to  two  friendly  powers. 

With  the  sublime  pnrie,  and  all  the  governments  on  the  coast 
of  Barbary,  our  relations  continue  to  be  friendly.  The  proper 
steps  have  been  taken  to  renew  our  treaty  with  Morocco. 

The  Argentine  Republic  has  again  promised  to  send,  within 
the  current  year,  a minister  to  the  United  Slates. 

A convention  with  Mexico  for  extending  the  time  for  the  ap- 
pointment of  conunissionefs  to  run  the  boundary  line  has  heen 
concluded,  and  will  be  submitted  to  the  senate.  Recent  events 
in  that  country  have  awakened  the  liveliest  solicitude  in  the 
United  Slates.  Aware  of  tlie  strong  temptations  existinc,  and 
powerful  inducements  held  out  to  the  citizens  of  the  United 
Slates,  to  mingle  in  the  dissentions  of  onr  immediate  neighbors, 
instrnotinns  have  been  given  to  tlie  district  attorneys  of  the 
United  States,  where  indications  warranted  it,  to  prosecute, 
wUluHit  respect  to  persons,  all  who  might  attempt  to  violate  the 
obligations  of  our  neutrality:  while,  at  the  same  time  it  has  been 
thought  necessary  to  apprise  the  government  of  Mexico  that  we 
should  require  the  integrity  of  our  territory  to  be  scrupulously 
respected  by  both  parties. 

From  our  diplomatic  agents  in  Brazil,  Chili,  Peru,  Central 
America,  Venezuela  and  N.  Granada,  constant  assurances  are 
received  of  the  continued  good  nnderstanding  with  the  govern- 
ments to  which  they  are  severally  accredited.  With  those  go- 
vernments upon  which  onreitizens  have  valid  and  aceiimnlating 
claims,  scarcely  an  advance  towards  a settlement  of  them  is 
made,  owing  mainly  to  their  distracted  state,  or  to  the  pressure  of 
imperative  domestic  questions.  Our  patience  has  been,  and  will 
probably  be  still  further  severely  tried;  luit  our  fellow  citizens 
whose  interests  are  involved,  may  confide  in  the  determination 
of  the  government  to  obtain  for  them,  eventually,  ample  retri- 
bution. 

Unfortunately,  many  of  the  nations  of  this  hemisphere  are 
still  self-tormented  by  domestic  dissentions.  Revolution  suc- 
ceeds revolution,  injuries  are  committed  upon  foreigners  engag- 
ed in  lawful  pursuits,  much  time  elapses  before  a government 
sufficiently  stable  is  erected  to  justify  expectation  of  redress — 
ministers  are  sent  :ind  received,  and  before  the  discussions  of 
past  injuries  are  fairly  begun,  fresh  troubles  arise;  but  too  fre- 
(|uently  new  injuries  are  added  to  the  old,  to  be  discussed  toge- 
ther, with  the  existing  government,  after  it  h.as  proved  its  abili- 
ty to  sustain  tlie  assaults  made  upon  it,  or  with  its  successor,  if 
overthrown.  If  this  unhappy  condition  of  things  continues 
much  longer,  other  nations  w'ill  be  under  the  painful  necessity 
of  deciding  whether  justice  to  their  sulfering  citizens  does  not 
require  a prompt  redtess  of  injuries  by  their  own  power,  with- 
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out  waiting  for  the  establishment  of  a government  competent 
and  enduring  enough  to  discuss  and  to  make  saiisfuctiuii  lor 
Ihem. 

iSince  the  last  session  of  congress,  the  validity  of  our  claims 
upon  France,  as  liqiiidaled  by  the  treaty  of  I8dl,  has  been  ac- 
knowledged by  boili  branches  of  her  legislature,  and  the  money 
lias  been  appropriated  for  their  discharge;  but  the  payment  i»,  i 
regret  to  miorm  you,  still  withheld. 

A brief  recapitulation  of  the  most  important  incidents  in  this 
protracted  controversy , wilt  show  how  utterly  untenable  are  the 
grounds  upon  winch  tins  course  is  attempted  to  be  jiisiitled. 

On  entering  upon  the  duties  of  toy  station,  I lound  the  United 
States  an  unsuccessful  applicant  to  the  justice  of  France,  for 
the  sati.'faction  of  claims,  the  validity  of  which  w;is  never  ques- 
tionalde,  and  has  now  been  most  solemnly  admitted  by  France 
herself.  The  antiquity  of  these  claiuis,  their  high  justice,  and 
the  aggravating  circumstances  out  of  which  they  arose,  are  too 
familiar  to  the  American  people  to  require  description.  It  is 
sufficient  to  say  that,  for  a period  of  ten  years  and  upwards,  our 
copimerce  was,  with  but  little  interruption,  the  subject  of  con- 
stant aggressions  on  the  part  of  France — aggressions,  the  ordi- 
nary features  of  which  were  condemnations  of  vessels  and  car- 
goes under  arbitrary  decrees,  adopted  in  contravention,  as  well 
of  the  laws  of  nations,  as  of  treaty  stipulations;  burnings  on  the 
high  seas;  and  seizures  and  confiscations,  under  special  impe- 
rial rescripts,  in  the  ports  of  other  nations  occujiied  by  the  ar- 
mies, or  under  the  control  of  France.  Such,  it  is  now  conced- 
ed, is  the  character  of  the  wrongs  we  suffered— wrongs,  in  many 
cases,  so  fiagrant,  that  even  their  authors  never  denied  our  right 
to  reparation.  Of  the  extent  of  these  injuries,  some  conception 
may  be  formed  from  the  fact,  that  after  the  burning  of  a large 
amount  at  sea,  and  the  necessary  deterioration,  in  other  cases, 
by  long  detention,  the  American  property  so  seized  and  sacrific- 
ed at  forced  sales,  excluding  what  was  adjudged  to  privateers, 
before  or  without  condemnation,  brought  into  the  French  trea- 
sury upwards  of  twenty-four  millions  of  francs,  besides  large 
custom  house  duties. 

The  subject  had  already  been  an  affair  of  twenty  years’  unin- 
terrupted negotiation,  except  for  a short  time,  when  France 
was  overwhelmed  by  the  military  power  of  united  Europe. 
During  this  period,  whilst  other  nations  were  extorting  from 
her,  payment  of  their  claims  at  the  point  of  the  bayonet,  the 
United  States  intermitted  their  demand  for  justice,  out  of 
respect  to  the  oppressed  condition  of  a galhant  people,  to 
whom  they  felt  under  obligations  for  fraternal  assistance  in 
their  own  days  of  suffering  and  of  peril.  The  bad  effects  of 
these  protracted  and  unavailing  discussions,  as  well  upon  our 
relations  with  France  as  upon  our  national  character,  were  ob- 
vious; and  the  line  of  duty  was  to  my  mind  etjually  so.  This 
was,  either  to  insist  upon  the  adjustment  of  our  claims  within 
ft  reasonable  period,  or  to  abandon  them  altogether.  I could 
not  doubt,  that  liy  this  course,  the  interests  and  honor  of  both 
countries  would  be  best  consulted.  Iristniclions  were  there- 
fore given  in  this  spirit  to  the  minister  who  was  sent  out  once 
more  to  demand  reparation.  Upon  the  meeting  of  congress,  in 
December,  18‘J9,  1 felt  it  my  duty  to  speak  of  these  claims,  and 
the  delays  of  France,  in  terms  calculated  to  call  the  serious  at- 
tention of  both  countries  to  the  subject.  The  then  French  mi- 
nistry took  exception  to  the  message,  on  the  ground  of  its  con- 
taining a menace,  under  which  it  was  not  agreeable  to  the 
French  government  to  negotiate.  The  American  minister,  of 
his  own  accord  refuted  the  construction  which  was  attempted 
to  be  put  upon  the  message,  and,  at  the  same  time,  called  to 
the  recollection  of  the  French  ministry,  that  the  president’s 
message  was  a communication  addressed,  not  to  foreign  go- 
vernments, but  to  the  congress  of  the  United  Slates,  in  which 
it  was  enjoined  upon  him,  by  the  constitution,  to  lay  before  that 
body  informaiion  of  the  state  of  the  union,  comprehending  its 
foreign  as  well  as  its  domestic  relations;  and  that  if,  in  the  dis- 
charge of  this  duty,  he  felt  it  incumbent  upon  him  to  summon 
the  attention  of  congress,  in  due  time,  to  what  might  he  the  pos- 
sible consequences  of  existing  difficulties  with  any  foreign  go- 
vernment, he  mieht  fairly  be  supposed  to  do  so,  under  a sense 
of  what  was  due  from  him  in  a frank  communication  with  ano- 
llier  branch  of  his  own  government,  ami  not  from  any  intention 
of  holding  a menace  over  a foreign  power.  The  views  taken  by 
him  received  my  approbation,  the  French  government  was  sa- 
tisfied, and  the  negotiation  was  continued.  It  terminated  in 
the  treaty  of  July  4,  1831,  recognising  the  justice  of  our  claims, 
in  part,  and  promising  payment  to  the  amount  of  twenty-five  . 
millions  of  francs,  in  six  annual  instalments. 

The  ratifications  of  this  treaty  were  exchanged  at  Washing- 
ton, on  the  2d  of  February,  18.32,  and  in  five  days  thereafter  it 
was  laid  before  congress,  who  immediately  passed  the  acts  ne- 
cessary, on  our  part,  to  secure  to  France  the  commercial  ad- 
vantages conceded  to  her  in  the  compact.  The  treaty  had  pre- 
viously been  solemnly  ratified  by  the  king  of  the  French,  in 
terms  which  are  certainly  not  mere  matters  of  form,  and  of 
which  the  translation  is  as  follow.-s:  “ VVe,  approving  the  above  j 
convention,  in  all  and  each  of  the  dispositions  which  are  con-  | 
tained  in  it,  do  declare,  by  ourselves,  as  well  as  by  our  heirs 
and  successors,  that  it  is  accepted,  approved,  ratified  and  con- 
firmed; and  by  these  presents,  signed  by  o.iir  hand,  we  do  ac- 
cept, approve,  ratify  and  confirm  if;  promising,  on  the  faith  .and 
word  of  a king,  to  observe  it,  and  to  cause  it  to  be  observed  in- 
violably, without  ever  contravening  it,  or  suffering  it  to  be  con- 
travened, directly  or  indirectly,  for  any  cause, or  under  any  pre- 
tence whatsoever.” 


Official  informaiion  of  the  exchange  of  ratiticalions  in  the  U, 
Slates  reached  Paris  whilst  the  chambers  were  in  session.  The 
extraordinary, and  to  us  injurious,  delays  of  the  French  govern- 
ment, in  tlicir  action  upon  the  sultjecl  of  its  fnifilmeiit,  have 
been  heretofore  stated  to  congress,  and  1 have  no  disposition  to 
enlarge  upon  them  here.  It  is  sufficient  to  observe  that  ttie 
then  pending  session  was  allowed  to  expire  without  even  an 
effort  to  otiiaiii  the  necessary  apjiropriations;  that  the  two  suc- 
ceeding ones  were  also  suffered  to  pass  away  without  any  thing 
like  a serious  attempt  to  obtain  a deei.sioii  upon  the  subject; 
and  that  it  was  not  until  the  loiirih  session,  almost  three  years 
after  the  conclusion  of  the  treaty,  and  more  than  two  years  al- 
ter the  exchange  of  ratifications,  that  the  bill  for  the  execution 
of  the  treaty  was  pressed  to  a vote  and  rejected. 

fit  the  mean  time,  the  governrnetrl  of  the  United  States,  hav- 
ing full  confidence  that  a treaty  entered  into  and  so  solemnly 
ratified  by  tlie  French  king,  would  be  executed  in  good  faith, 
and  not  doubting  that  provision  would  be  made  for  the  payment 
of  the  first  instalment,  which  was  to  become  due  on  the  second 
day  of  February,  1833,  negotiated  a draft  for  the  amount  through 
the  bank  of  the  United  States.  When  this  draft  was  presented 
by  the  holder,  with  the  credentials  required  by  the  treaty  to  au- 
thorise him  to  receive  the  money,  the  government  of  France  al- 
lowed it  to  be  protested.  In  addition  to  the  injury  in  the  non- 
payment of  the  money  by  France,  corrformahly  to  her  engage- 
ment, the  United  Stales  were  exposed  to  a heavy  claim  on  the 
part  of  the  bank,  under  pretence  of  damages,  in  satisfaction  of 
which  that  institution  seized  upon,  and  still  retains,  an  equal 
arnouiit  of  the  public  moneys.  Congress  was  in  session  when 
the  decision  of  the  chambers  reached  Washington;  and  an  im- 
mediate communicnlion  of  this  apparently  final  decision  of 
France  not  to  fulfil  the  stipulations  of  the  treaty,  was  the  course 
naturally  to  be  expected  from  the  president.  'I’lie  deep  tone  of 
dissatisfaction  which  pervaded  the  public  mind,  and  the  corre.s- 
ponderit  excitement  produced  in  congress  by  only  a general 
knowledge  of  the  result,  rendered  it  more  than  probable,  that  a 
resort  to  immediate  measures  of  redress  would  be  the  conse- 
quence of  calling  the  attention  of  that  body  to  the  subject 

Sincerely  desirous  of  preserving  the  pacific  relations  which  had 
so  long  existed  between  the  two  countries,  1 was  anxious  to 
avoid  this  course  if  I could  be  satisfied,  that  by  doing  so,  nei- 
ther the  interest  nor  the  honor  of  my  country  would  be  conipro- 
initted.  Without  the  fullest  assurances  upon  that  point,  I could 
not  hope  to  acquit  myself  of  the  responsibility  to  be  incurred,  in 
suffering  congress  to  adjourn  without  laying  the  subject  before 
tiiein.  TJiose  received  by  me  were  believed  to  be  of  that  cha- 
racter. 

That  the  feelings  produced  in  the  United  States  by  the  news 
of  the  rejection  of  the  appropriation,  would  be  such  as  I have 
described  them  to  h.ive  been,  was  foreseen  by  the  French  go- 
vernment, and  prompt  ineasnies  were  taken  by  it  to  prevent 
the  consequences.  The  king,  in  person,  expressed  through  onr 
minister  at  Paris,  his  profound  regret  at  the  decision  of  the 
chambers,  and  promised  to  send,  forthwith,  a national  i?hip,  with 
despatches  to  his  minister  here,  authorising  him  to  give  such 
assurances  as  would  satisfy  the  government  and  people  of  the 
United  States,  that  the  treaty  would  yet  he  faithfully  executed 
by  France.  The  national  ship  arrived,  and  the  minister  receiv- 
ed his  instructions.  Claiming  to  act  under  the  authority  deriv- 
ed from  them,  he  gave  to  this  government,  in  the  name  of  his, 
the  most  solemn  assurances,  that  as  soon  after  the  new  elec- 
tions as  the  charter  would  permit,  the  French  chambers  would 
be  convened,  and  the  attempt  to  procure  the  necessary  appro- 
priations renewed:  that  all  the  constitutional  powers  of  the  king 
and  his  ministers  should  he  put  in  requisition  to  accom(ilish  the 
object;  and  he  was  understood,  and  so  expressly  informed  by 
this  government  at  the  time,  to  engage,  that  the  question  should 
be  pressed  to  a decision  at  a period  sufficiently  eaily  to  permit 
informaiion  of  the  result  to  be  communicated  to  congress  at  the 
commencement  of  their  next  session.  Relying  upon  these  as- 
surances, I incurred  the  responsiliility,  great  ns  I regarded  it  to 
be,  of  suffering  congress  to  sepernie  without  communicating 
with  them  Upon  the  subject. 

The  expectations  justly  founded  upon  the  promise  thus  so- 
lemnly made  to  thi.s  government  by  that  of  France,  were  not 
realized.  The  French  chambers  met  on  the  31st  of  July,  1834, 
soon  after  the  election;  and  although  onr  minister  in  Paris  urg- 
ed the  French  ministry  to  bring  the  subject  before  them,  they 
-dec'ined  doing  so.  lie  next  insisted  that  the  clianihers,  if  pro- 
rogued without  acting  on  the  subject,  should  be  reassembled  at 
a period  so  early  that  their  action  on  the  treaty  might  he  known 
ill  Washington  prior  to  the  meeting  of  congress.  This  reasona- 
ble request  was  uot  only  declined,  hut  the  chambers  were  pro- 
rogued to  llie  29th  of  December,  a day  so  late  that  their  deci- 
sion, however  urgently  pressed,  could  not,  in  all  probability,  he 
obtained  in  time  to  reach  Washington  before  the  necessary  ad- 
journment of  congress  by  the  constitution.  The  reasons  given 
by  the  ministry  for  refusing  to  convoke  the  chambers  at  an  ear- 
lier period,  were  afterwards  shown  not  to  he  insuperable,  hy 
tlieir  aeliial  convocation  on  the  1st  of  December,  under  a spe- 
cial call,  for  domestic  purposes — which  fact,  however,  did  not 
become  known  to  this  government  until  after  the  commence- 
ment of  the  last  session  of  congress. 

Thus  disappointed  in  our  just  expectations,  it  became  my  im- 
perative duty  to  consult  with  congress  in  regard  to  the  expedi- 
ency of  a resort  to  retaliatory  measures,  in  case  the  stipulations 
of  the  treaty  should  not  be  speedily  complied  with;  and  to  re- 
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CDinmemi  such  as  in  my  judgment,  the  occasion  called  for.  To 
this  end,  an  unreserved  cuniinunication  of  the  case,  in  all  its 
aspects,  became  indispensable.  To  have  shrunk,  in  making  it, 
from  sa>ing  all  ih.n  was  necessary  to  its  coriecl  understanding, 
and  that  the  truth  would  justify,  for  fear  of  giving  otience  to 
others,  would  have  been  unworliiy  of  us.  To  have  gone,  on 
the  (»ther  h.and,  a single  step  further,  for  the  puipose  of  wound- 
ing the  pride  of  a government  and  people  witli  whom  we  had  so 
many  motives  for  cullivuting  relations  of  amity  and  reciprocal 
advantage,  would  have  been  unwise  and  improper.  Admonish- 
ed by  the  past  of  the  difficulty  of  making  even  the  simplest  state- 
ment of  our  wrongs,  without  disturbing  the  sensibilities  of  those 
who  had,  by  their  position,  become  responsible  for  their  redress, 
and  earnestly  desirous  of  preventing  further  obstacles  from  that 
Bouice,  I went  out  of  my  way  to  preclude  a construction  of  the 
message,  by  which  the  recommendation  that  was  made  lo  con- 
gress might  be  regarded  as  a menace  to  France,  in  not  only  dis- 
avowing such  a design,  but  in  declaring  that  her  pride  and  her 
power  were  too  well  known  to  expect  any  thing  from  her  fears. 
The  message  did  not  reach  Paris  until  more  than  a month  after 
the  chambers  had  been  in  session;  and  such  was  the  insensibi- 
lity of  the  ministry  to  our  rightful  claims  and  just  expectations, 
that  our  minister  had  been  informed  that  the  matter,  when  in- 
troduced, would  not  be  pressed  as  a cabinet  measure. 

Although  the  message  was  not  officially  communicated  to  the 
French  government,  and  notwithstanding  the  declaration  to  the 
contrary  which  it  contained,  the  French  ministry  decided  to 
consider  the  conditional  recommendation  of  reprisals,  a menace 
and  an  insult,  which  the  honor  of  the  nation  made  it  incumbent 
on  them  to  resent.  The  measures  resorted  to  by  them  to  evince 
their  sense  of  the  supposed  indignity,  were,  the  immediate  re- 
call of  their  minister  at  Washington,  the  offer  of  passports  to 
the  American  minister  at  Paris,  and  a public  notice  to  the  legis- 
lative chambers  that  all  the  diplomatic  intercourse  with  the  U. 
Slates  had  been  suspended. 

Having^  in  this  manner,  vindicated  the  dignity  of  France, 
they  next  proceeded  to  illustrate  her  justice.  To  this  end,  a 
bill  was  immediately  introduced  into  the  chamber  of  deputies, 
proposing  to  make  ihe  appropriations  necessary  lo  carry  into 
elfect  the  treaty.  As  this  bill  subsequently  passed  into  a law, 
the  provisions  of  which  now  constitute  the  main  subject  of  dif- 
ficulty between  the  two  nations,  it  becomes  my  duty,  in  order 
to  place  the  subject  before  you  in  a clear  light,  to  trace  the  his- 
tory of  its  passage,  and  to  refer,  with  some  particularity,  to  the 
proceedings  and  discussions  in  regard  to  it.  The  minister  of 
finance  in  his  opening  speech,  alluded  to  the  measures  which 
had  been  adopted  to  resent  the  supposed  indignity,  and  recom- 
mended the  execution  of  the  treaty  as  a measure  required  by 
the  honor  and  justice  of  France.  He,  as  the  organ  of  the  minis- 
try, declared  the  message,  so  long  as  it  had  not  received  the 
sanction  of  congress,  a mere  expression  of  the  personal  opinion 
of  the  president,  for  which  neither  the  government  nor  people 
of  the  United  Slates  were  responsible,  and  that  an  engagement 
had  been  entered  into,  for  the  fulfilment  of  which  the  honor  of 
France  was  pledged.  Entertaining  these  views,  the  single  con- 
dition which  the  French  ministry  proposed  to  annex  to  the  pay- 
ment of  the  money,  was,  that  it  should  not  be  made  until  it  was 
ascertained  that  the  government  of  the  United  States  had  done 
nothing  to  injure  the  interests  of  France;  or,  in  other  words, 
that  no  steps  had  been  authorised  by  congress  of  a hostile  cha- 
racter towards  France. 

What  the  disposition  or  action  of  congress  might  be,  was  then 
unknown  to  the  French  cabinet.  But,  on  the  14ih  of  January, 
the  senate  resolved  that  it  was,  at  that  time,  inexpedient  to 
adopt  any  legislative  measures  in  regard  to  the  state  of  affairs 
between  the  United  States  and  France,  and  no  action  on  the 
subject  bad  occurred  in  the  house  of  representatives.  These 
facts  were  known  in  Paris  prior  lo  the  28lh  of  March,  1835, 
when  the  committee,  to  whom  the  bill  of  indemnification  had 
been  referred,  reported  it  to  the  chamber  of  deputies.  That 
committee  substantially  re-echoed  the  sentiments  of  the  minis- 
try, declared  that  conaress  had  set  aside  the  proposition  of  the 
president,  and  recommended  the  passage  of  the  bill,  without 
any  other  restriction  than  that  oriainally  proposed.  Thus  was 
it  known  to  the  French  ministry  and  chambers,  that  if  the  posi- 
tion assumed  by  them,  and  which  had  been  so  frequently  and 
solemnly  announced  as  the  only  one  compatible  with  the  honor 
of  France,  was  maintained,  and  the  bill  passed  as  originally 
proposed,  the  money  would  be  paid,  and  there  would  be  an  end 
of  this  unfortunate  controversy. 

But  this  cheering  prospect  w.as  soon  destroyed  by  an  amend- 
ment introduced  into  the  bill  at  the  moment  of  its  passage,  pro- 
viding that  the  money  should  not  be  paid  until  the  French  go- 
vernment had  received  satisfactory  explanations  of  the  presi- 
dent’s message,  of  the  2d  December,  1834;  and  what  is  still 
more  extraordinary,  the  president  of  the  council  of  ministers 
adopted  this  amendment,  and  consented  to  its  incorporation  in 
Ihe  bill.  In  regard  to  a supposed  insult  which  had  been  formal- 
ly resented  by  the  recall  of  their  minister,  and  the  ofier  of  pass- 
ports to  ours,  they  now,  for  the  first  time,  proposed  to  ask  ex- 
planations. Sentiments  and  propositions,  which  they  had  de- 
clared could  not  justly  be  iniputcd  lo  the  government  or  people 
of  the  United  Stales,  are  set  u(»  as  obstacles  to  the  performance 
of  an  act  of  conceded  justice  to  that  government  and  people. 
They  had  declared  that  the  honor  of  France  required  the  fulfil- 
ment of  Ihe  engagement  into  which  the  king  had  entered, 
unless  congress  adopted  the  recommendations  of  the  mes- 
sage, They  ascertained  that  congress  did  not  adopt  them,  and 


yet  that  fulfilment  is  refused,  unless  they  first  obtain  from  the 
president  explanations  of  an  opinion  characterized  by  them- 
selves as  personal  and  inoperative. 

The  conception  that  it  was  my  intention  to  menace  or  insult 
the  government  of  France,  is  as  unfounded,  as  the  attempt  to 
extort  from  the  fears  ol'  that  nation  what  her  sense  of  justice 
may  deny,  would  be  vain  and  ridiculous.  But  the  constitution 
of  tile  United  Stales  imposes  on  the  president  the  duly  of  laying 
before  congress  the  condition  of  the  country,  in  its  foreign  and 
domestic  relations,  and  of  recommending  such  measures  as  may, 
in  his  opinion,  be  required  by  its  interests.  From  the  perform- 
ance of  this  duty  he  cannot  be  deterred  by  the  fear  of  wound- 
ing the  sensibilities  of  the  people  or  government  of  whom  it  may 
become  necessary  lo  speak;  and  the  American  people  are  in- 
capable of  submitting  to  an  interference,  by  any  government  on 
earth,  however  powerful,  with  Ihe  free  performance  of  the  do- 
mestic duties  which  the  constitution  has  imposed  on  their  pub- 
lic functionaries.  The  discussions  which  intervene  between 
the  several  departments  of  our  government  belong  to  ourselves; 
and,  for  any  thing  said  in  them,  our  public  servants  are  only 
responsible  to  their  own  constituents,  and  lo  each  other.  If,  in 
the  course  of  their  consultations,  facts  are  erroneously  stated, 
or  unjust  deductions  are  made,  they  require  no  other  induce- 
ment to  correct  them,  however  informed  of  their  error,  than 
their  love  of  justice,  and  what  is  due  to  their  own  character; 
but  they  can  never  submit  to  be  interrogated  upon  the  subject, 
as  a matter  of  right,  by  a foreign  power.  When  our  discussions 
terminate  in  acts,  our  responsibility  to  foreign  powers  com- 
mences, not  as  individuals,  but  as  a nation.  The  principle 
which  calls  in  question  the  president  for  the  language  of  his 
message,  would  equally  justify  a foreign  power  in  demanding 
explanation  of  the  language  used  in  the  report  of  a committee, 
or  by  a member  in  debate. 

This  is  not  the  first  time  that  the  government  of  France  has 
taken  exception  to  the  messages  of  American  presidents.  Pre- 
sident Washington,  and  the  first  president  Adams,  in  the  per- 
formance of  their  dui:es  lo  the  American  people,  fell  under  the 
animadversions  of  Ihe  French  directory.  The  objection  taken 
by  the  ministry  of  Charles  X,  and  removed  by  the  explanations 
made  by  our  minister  upon  the  spot,  has  already  been  adverted 
to.  When  it  was  understood  that  the  ministry  of  the  present 
king  took  exception  to  my  message  of  last  year,  pulling  a con- 
struction upon  U which  was  disavowed  on  its  face,  our  late 
minister  at  Paris,  in  answer  lo  the  note  which  first  annonneed 
a dissatisfaction  with  the  language  used  in  the  message,  made 
a communication  to  the  French  government  under  date  of  the 
29th  of  January,  1835,  calculated  to  remove  all  impiessions 
which  an  unreasonable  susceptibility  had  created.  He  repeat- 
ed, and  called  the  attention  of  the  French  government  to,  the 
disavowal  contained, in  the  message  itself,  of  any  intention  to 
intimidate  by  menace — he  truly  declared  that  it  contained,  and 
was  intended  to  contain,  no  charge  of  ill  faith  against  the  king 
of  the  French,  and  properly  distinguished  between  the  right  to 
complain,  in  unexceptionable  terms,  of  Ihe  omission  to  exe- 
cute an  agreement,  and  an  accusation  of  bad  motives  in  with- 
holding such  execution— and  demonstrated,  that  the  necessa- 
ry use  of  that  ri»ht  ought  not  lo  be  considered  as  an  offensive 
imputation.  Although  this  communication  was  made  without 
instructions,  and  entirely  on  the  minister’s  own  responsibility, 
yet  it  was  afterwards  made  the  act  of  this  government  by  my 
full  approbation,  and  that  approbation  was  officially  made 
known  on  the  25lh  of  April,  1835,  to  the  French  government. 
It,  however,  failed  to  h.ave  any  effect.  The  law,  after  this 
friendly  explanation,  passed  with  the  obnoxious  amendment, 
supported  by  the  king’s  ministers,  and  was  finally  approved  by 
the  king. 

The  people  of  the  United  Stales  are  justly  attached  to  a pa- 
cific system  in  their  intercourse  with  foreign  nations.  It  is 
proper,  therefore,  that  they  should  know  whether  their  govern- 
ment has  adhered  to  it.  In  the  present  instance,  it  has  been 
carried  to  the  utmost  extent  that  was  consistent  with  a becom- 
ing self-respect.  The  note  of  the  29th  of  January,  to  which  I 
have  before  alluded,  was  not  the  only  one  which  our  minister 
took  upon  himself  the  responsibility  of  presenting,  on  the  same 
subject,  and  in  the  same  spirit.  Finding  that  it  was  intended 
to  make  the  paytnent  of  a just  debt  dependent  on  the  perform- 
ance of  a condition  which  he  knew  could  never  be  complied 
with,  he  thought  it  a duty  to  make  aiicther  attempt  to  convince 
the  French  government,  that  whilst  self-respect  and  regard  to 
the  dignity  of  other  nations  would  always  prevent  us  from 
using  any  language  that  ouglit  lo  give  offence,  yet  we  ennid 
never  admit  a right  in  any  foreign  government  to  ask  explana- 
tions of,  or  to  interfere  in  any  manner  in,  the  commiinic.itions 
which  one  branch  of  our  public  councils  made  with  another: 
that  in  the  present  case,  no  such  language  had  been  used,  and 
that  this  had  in  a former  note  been  fully  and  voluntarily  staled, 
before  it  was  contemplated  to  make  the  explanation  a condi- 
tion: and  that  there  might  be  no  misapprehension,  he  .stated 
the  terms  used  in  that  note,  and  he  officially  informed  them 
that  it  had  been  approved  by  the  president;  and  that,  therefore, 
every  explanation  which  could  reasonably  be  asked,  or  honor- 
ably given,  had  been  already  made — that  the  contemplated 
measure  had  been  anticipated  by  a voluntary  and  friendly  de- 
claration, and  was  tlierefore  not  only  useless,  but  might  be 
deemed  offensive,  and  certainly  would  not  be  complied  with, 
ifanttexed  as  a condition. 

When  this  latter  conimiinicatinn,  lo  which  I specially  invite 
the  attention  of  congress,  was  laid  before  me,  f entertained  the 
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hope  that  the  means  it  was  obviously  intended  to  afford,  of  an 
honorable  and  speedy  adjustment  of  the  difficulties  between 
the  two  nations,  would  have  been  accepted;  and  I therefore 
did  not  hesitate  to  give  it  iny  sanction  and  full  approbation. 
This  was  due  to  the  uiiiiisler  who  had  made  Iiimself  re.^ponsi- 
blo  for  the  act;  and  it  was  published  to  the  people  of  the  Umied 
States,  and  is  now  laid  belore  their  representatives,  to  show 
how  far  their  executive  has  gone  in  its  endeavors  to  restore  a 
good  understanding  between  the  two  countries.  It  would 
have  been,  at  any  time,  commutiicaied  to  the  government  of 
France,  had  it  been  officially  requested. 

The  French  government  having  received  alUhe  explanation 
which  honor  and  principle  permilted,  and  which  could  in  rea- 
son be  asked,  it  was  hoped  it  would  no  longer  hesitate  to  pay 
the  instalments  now  due.  'I'he  agent  authorised  to  receive  tlie 
money  was  instructed  to  inform  the  French  minister  of  his  rea- 
diness to  do  so.  In  reply  to  this  notice,  he  was  told  that  the 
money  could  not  then  be  paid,  because  the  formalities  required 
by  the  act  of  the  chambers  had  not  been  arranged. 

Not  having  received  any  official  communication  of  the  inten- 
tions of  the  French  government,  and  anxious  to  bring,  as  far 
as  practicable,  this  uiiplea.sant  affair  to  a close  before  the  meet- 
ing of  congress,  that  you  might  have  the  whole  subject  before 
you,  I caused  our  charge  d’affaires  at  Paris  to  be  instructed  to 
ask  fur  the  final  determination  of  the  French  government;  and 
in  the  event  of  their  refusal  to  pay  the  instalments  now  due, 
without  further  explanations,  to  return  to  the  United  States. 

The  result  of  this  last  application  has  not  yet  reached  us,  but 
is  daily  expected.  That  it  may  be  favorable  is  my  sincere 
wish.  France  having  now,  through  all  the  branches  of  her  go- 
vernment, acknowledged  the  validity  of  our  claims,  and  the 
obligation  of  the  treaty  of  1831;  and  there  really  existing  no 
adequate  cause  for  further  delay,  will,  at  lengih,  it  may  be 
hoped,  adopt  the  course  which  the  interests  of  both  nations, 
not  less  than  the  principles  of  justice,  so  imperiously  require. 
The  treaty  being  once  executed  on  her  part,  little  will  remain 
to  disturb  the  friendly  relations  of  the  two  countries;  nothing, 
indeed,  which  will  not  yield  to  the  suggestions  of  a pacific  and 
enlightened  policy,  and  to  the  influence  of  that  mutual  good 
will  and  of  those  generous  recollections,  which  we  may  confi- 
dently expect  will  then  be  revived  in  all  their  ancient  force. 
In  any  event,  however,  the  principle  involved  in  the  new 
aspect,  which  has  been  given  to  the  controversy,  is  so  vitally 
important  to  the  independent  administration  of  the  government, 
that  it  can  neither  be  surrendered  nor  compromitted,  without 
national  degradation.  I hope  it  is  unnecessary  for  me  to  say, 
that  such  a sacrifice  will  not  he  made  through  any  agency  of 
mine.  The  honor  of  my  country  shall  never  be  stained  by  an 
apology  from  me,  for  the  statement  of  truth  and  the  perform- 
ance of  duty;  nor  can  I give  any  explanation  of  my  official  acts, 
except  such  as  is  due  to  integrity  and  justice,  and  consistent 
with  the  principles  on  which  our  institutions  have  been  framed. 
This  determination  will,  I am  confident,  be  approved  by  my 
constituents.  I have,  indeed,  studied  their -character  to  but 
little  purpose,  if  the  sum  of  twenty-five  millions  of  francs  will 
have  the  weight  of  a feather,  in  the  estimation  of  what  apper- 
tains to  their  national  independence:  and  if,  unhappily,  a dif- 
ferent impression  should  at  any  time  obtain  in  any  quarter, 
they  will,  I am  sure,  rally  round  the  government  of  their 
choice  with  alacrity  and  unanimity,  and  silence  forever  the  de- 
grading imputation. 

Having  thus  frankly  presented  to  you  the  circumstances 
which,  since  the  last  session  of  congress,  have  occurred  in  this 
interesting  and  important  matter,  with  the  views  of  the  execu- 
tive in  regard  to  them,  it  is  at  this  time  only  necessary  to  add, 
that  whenever  the  advices,  now  daily  expected  from  our 
charge  d’aflaires  shall  have  been  received,  they  will  be  made 
the  subject  of  a special  communication. 

The  condition  of  the  public  finances  was  never  more  flatter- 
ing than  at  the  present  period. 

Since  my  last  annual  cornmtinicat-ion,  all  the  remains  of  the 
public  debt  have  been  redeemed,  or  money  has  been  placed  in 
deposite  for  this  purpose,  whenever  the  creditors  choose  to  re- 
ceive it.  All  the  Ollier  pecuniary  engagements  of  the  govern- 
ment have  been  honorably  and  promptly  fulfilled,  and  there  will 
be  a balance  in  the  trea.^iry,  at  the  close  of  the  present  year, 
of  about  nineteen  millions  of  dollars.  It  is  believed,  that  after 
meeting  all  outstanding  and  unexpended  appropriations,  there 
will  remain  near  eleven  millions  to  be  applied  to  any  new  ob- 
jects which  congress  may  designate,  or  to  the  more  rapid  exe- 
cution of  the  works  already  in  progress.  In  aid -of  these  ob- 
jects, and  to  satisfy  the  current  expenditures  of  the  ensuing 
year,  it  is  estimated  that  there  will  be  received,  from  various 
sources,  twenty  millions  more  in  1836. 

Should  congress  make  new  appropriations,  in  conformity 
with  the  estimates  which  will  be  submitted  from  the  proper  de- 
partments, amounting  to  about  twenty-four  millions,  still  the 
available  surplus,  at  the  close  of  the  next  year,  after  deducting 
all  unexpended  appropriations,  will  probably  be  not  less  than 
six  millions.  This  sum  can,  in  my  judgment,  he  now  usefully 
applied  to  proposed  improvements  in  our  navy  yards,  and  to 
new  national  works,  which  are  not  enumerated  in  the  present 
estimates,  or  to  the  more  rapid  completion  of  those  already  be- 
gun. Either  would  be  constitutional  and  useful,  and  would 
render  unnecessary  any  attempt  in  our  present  peculiar  condi- 
tion, to  divide  the  surplus  revenue,  or  to  reduce  it  any  faster 
than  will  be  effected  by  the  existing  laws.  In  any  event,  as 


the  annual  report  from  the  secretary  of  the  treasury  will  enter 
into  details,  showing  the  probability  of  some  decrease  in  the 
revenue  during  the  next  seven  years,  and  a very  considerable 
deduction  in  184-2,  it  is  not  recommended  that  congress  should 
undertake  to  modify  the  present  tariff,  so  as  to  disturb  the 
principles  on  which  the  comproinise  act  was  passed.  Taxa- 
tion on  some  of  the  articles  of  general  consumption,  which  are 
not  in  competition  with  our  own  productions,  may  be,  no 
doubt,  so  diminished  as  to  lessen  to  some  extent  the  source  of 
this  revenue;  and  the  same  object  can  also  be  assisted  by  more 
liberal  provisions  for  the  subjects  of  public  defence,  which,  in 
the  present  state  of  our  prosperity  and  wealth,  may  be  expect- 
ed to  engage  your  attention.  If,  however,  after  satisfying  all 
the  demands  which  can  arise  from  these  sources,  the  unex- 
pended balance  in  the  treasury  should  still  continue  to  increase, 
it  would  be  better  to  bear  with  the  evil  until  the  great  changes 
contemplated  in  our  tariff  laws  have  occurred,  and  shall  enable 
us  to  revise  the  system  with  that  care  and  circumspection 
which  are  due  to  so  delicate  and  important  a subject. 

It  is  certainly  our  duty  to  diminish,  as  far  as  we  can,  the 
burdens  of  taxation,  and  to  regard  all  the  restrictions  which 
are  imposed  on  the  trade  and  navigation  of  our  citizens  as 
evils  which  we  shall  mitigate,  whenever  we  are  not  prevented 
by.  the  adverse  legislation  and  policy  of  foreign  nations,  or 
those  primary  duties  which  Ihe  defence  and  independence  of 
our  country  enjoin  upon  us.  That  we  have  accomplished 
much  towards  the  relief  of  our  citizens  by  the  changes  which 
have  accompanied  the  paymt  nt  of  the  public  debt,  and  the 
adoption  of  the  present  revenue  laws,  is  manifest  from  the  fact, 
that  compared  with  1833,  there  is  a diminution  of  near  twenty- 
five  millions  in  the  last  two  years,  and  that  our  expenditures, 
independently  of  those  for  the  public  debt,  have  been  reduced 
near  nine  millions  during  the  same  period.  Let  us  trust,  that 
by  the  continued  observance  of  economy,  and  by  harmonizing 
the  great  interests  of  agriculture,  manufactures  and  commerce, 
much  more  may  be  accomplished  to  diminish  the  burdens  of  go- 
vernment, and  to  increase  still  further  the  enterprise  and  the  pa- 
triotic affection  of  all  classes  of  our  citizens,  and  all  the  mem- 
bers of  our  happy  confederacy.  As  the  data  which  the  secreta- 
ry of  the  treasury  will  lay  before  you,  in  regard  to  our  finan- 
cial resources,  are  full  and  extended,  and  will  afford  a safe 
guide  in  your  future  calculations,  I think  it  unnecessary  to  of- 
fer any  further  observations  on  that  subject  here. 

Among  the  evidences  of  the  increasing  prosperity  of  the 
country,  not  the  least  gratifying  is  that  afforded  by  the  receipts 
from  the  sales  of  the  public  lands,  which  amount,  in  the  pre- 
sent year,  to  the  unexpected  sum  of  $11, 000, 000.  This  circum- 
stance attests  the  rapidity  with  which  agriculture,  the  first  and 
most  important  occupation  of  man,  advance*  and  contributes 
to  the  wealth  and  power  of  our  extended  territory.  Being  still 
of  the  opinion  that  it  is  our  best  policy,  as  far  as  we  can,  con- 
sistently with  the  obligations  under  which  those  lands  were 
ceded  to  the  United  States,  to  promote  their  speedy  settlement, 
I beg  leave  to  call  the  attention  of  the  present  congress  to  the 
suggestions  I have  offered  respecting  il,  in  my  former  messa- 
ges. 

The  extraordinary  receipts  from  the  sales  of  the  public  lands 
invite  you  to  consider  what  improvements  the  land  system, 
and  particularly  the  condition  of  the  general  land  office,  may 
require.  At  the  time  this  institution  was  organized,  near  a 
quarter  of  a century  ago,  it  would  probably  have  been  thought 
extravagant  to  anticipate,  for  this  period,  such  an  addition  to 
its  business  as  has  been  produced  by  the  vast  increase  of  those 
sales,  during  the  past  and  present  years.  It  may  also  be  ob- 
served, that  since  the  year  1812,  the  land  offices  and  .surveying 
districts  have  been  greatly  multiplied, and  that  numerous  legis- 
lative enactments,  from  year  to  year  since  that  time,  have  im- 
posed a great  amount  of  new  and  additional  duties  upon  that 
office;  while  a want  of  a timely  application  of  force,  commen- 
surate with  the  care  and  labor  required,  has  caused  the  increas- 
ing embarrassment  of  accumulated  arrears  in  the  different 
branches  of  the  establisment. 

These  impediments  to  the  expedition  of  much  duty  in  the  ge- 
neral land  office  induce  me  to  sunibit  to  your  judgment,  whe- 
ther some  modification  of  the  laws  relating  to  its  organization, 
or  an  organization  of  a new  character,  be  not  called  for,  at  the 
present  juncture,  to  enable  Ihe  office  to  accomplish  all  the  ends 
of  its  institution  with  a greater  degree  of  faciliiy  and  prompti- 
tude th  in  experience  has  proved  to  be  practicabie,  under  exist- 
ing regulations.  The  variety  of  Ihe  concerns,  and  the  magni- 
tude and  complexity  of  the  details  occupying  and  dividing  the 
attention  of, ihe  commissioner,  appear  to  render  il  difficult,  if 
not  impracticable,  for  that  officer,  by  any  possible  assiduity,  to 
bestow  on  all  the  multifarious  subjects,  upon  which  he  is  call- 
ed to  act,  the  ready  and  careful  ailention  due  to  their  respec- 
tive importance,  unless  the, legislature  shall  assist  him  by  a law 
providing,  or  enabling  him  to  provide,  for  a more  regular  .and 
economical  distribution  of  labor,  with  the  incident  responsibi- 
lity, among  those  employed  under  his  direction.  The  mere 
manual  operation  of  affixing  his  signature  to  the  vast  number 
of  documents  issuing  (rom  his  office,  .«ubiiacts  so  largely  from 
the  time  and  attention  claimed  by  the  weighty  and  complicated 
subjects  daily  accumulating  in  that  branch  of  the  public  service, 
as  to  indicate  the  strong  necessity  of  revising  the  organic  law  of 
Ihe  establishment.  If  will  be  easy  for  congress,  hereafter,  to 
proportion  the  expenditure  on  account  of  this  branch  of  the  ser- 
vice to  its  real  wants,  by  abolishing,  from  lime  to  lime,  the  of- 
fices which  can  be  dispensed  with. 
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The  extinction  of  the  public  debt  having  taken  place,  there 
Is  no  longer  any  use  for  the  offices  of  commissioners  of  loans 
and  ofihe  sinking  fund.  I recommend,  therefore,  that  they  be 
abolished,  and  that  proper  measures  be  taken  for  the  transfer 
to  the  treasury  department,  of  any  funds,  books  and  papers, 
connected  with  the  operations  of  those  offices;  and  that  the 
proper  power  be  given  to  that  department  for  closing,  finally, 
any  portion  of  their  business  which  may  remain  to  be  settled. 

It  is  also  incumbent  on  congress,  in  guarding  the  pecuniary 
interests  of  the  country,  to  discontinue,  by  such  a law  as  was 
passed  in  1812,  the  receipt  of  the  hills  of  the  bank  of  the  United 
States  in  payment  of  the  public  revenue;  and  to  provide  for  the 
designation  of  an  agent,  whose  duty  it  shall  be  to  take  charge 
of  the  books  and  stock  of  the  United  States  in  that  institution, 
and  to  close  all  connection  with  it,  after  the  the  3d  of  March, 
1836,  when  its  charter  expires.  In  making  provision  in  regard 
to  the  disposition  of  this  stock,  it  will  be  essential  to  define, 
clearly  and  strictly,  the  duties  and  powers  of  the  officer  charged 
with  that  branch  of  the  public  service. 

It  will  be  seen  by  the  correspondence  which  the  secretary  of 
the  treasury  will  lay  before  you,  that  notwithstanding  the  large 
amount  of  the  stock  which  the  United  States  liold  in  that  in 
stitution,  no  information  has  yet  been  communicated  which 
will  enable  the  government  to  anticipate  when  it  can  receive 
any  dividends,  or  derive  any  benefit  fiom  it. 

Connected  with  the  condition  of  the  finances,  and  the  flou- 
rishing state  of  the  coomry  in  all  its  branches  of  industry,  it  is 
pleasing  to  witness  the  advantages which  have  been  already 
derived  from  the  recent  laws  regulating  the  value  of  the  gold 
coinage.  These  advantages  will  be  more  apparent  in  the  course 
of  the  next  year,  when  the  branch  mints  authorised  to  be  es- 
tablished in  North  Carolina,  Georgia  and  Louisiana,  shall  have 
gone  into  operation.  Aided,  as  it  is  hoped  they  will  be,  by 
further  reforms  in  the  bankng  systems  of  the  states,  and  by 
judicious  regulations  on  the  part  of  congress,  in  relation  to  the 
custody  of  the  public  moneys,  it  may  be  confidently  anticipated 
that  the  use  of  gold  and  silver,  as  a circulating  medium,  will 
become  general  in  the  ordinary  transactions  connected  with 
the  labor  of  the  country.  The  great  desideratum,  in  modern 
times,  is  an  efficient  check  upon  the  power  of  banks,  prevent- 
ing that  excessive  issue  of  paper  whence  arise  those  fluctua- 
tions in  the  standard  of  value,  which  render  uncertain  the  re- 
wards of  labor.  It  was  supposed  by  those  who  established  the 
bank  of  the  United  States,  that  from  the  credit  given  to  it  from 
the  custody  of  the  public  moneys,  and  other  privileges,  and  the 
precautions  taken  to  guard  against  the  evils  which  the  country 
had  suffered  in  the  bankruptcy  of  many  of  the  slate  institutions 
of  that  period,  we  should  derive  from  that  insiiiulion  all  the 
eecurily  and  benefits  of  a sound  currency,  and  every  good  end 
that  was  attainable  under  that  provision  of  the  constitution 
which  authorises  congress  alone  to  coin  money  and  regulate  the 
value  thereof.  But  it  is  scarcely  necessary  now  to  say  thafthese 
anticipations  have  not  been  realized.  After  the  extensive  em- 
barrassment and  distress  recently  produced  by  the  bank  of  the 
United  States,  from  which  the  country  is  now  recovering,  ag- 
gravated as  they  were  by  pretensions  to  power  which  defied 
the  public  authority,  and  which,  if  acquiesced  in  by  the  people, 
would  have  changed  the  whole  character  of  our  government, 
every  candid  and  intelligent  individual  must  admit  that,  lor  the 
attainment  of  the  great  advatiiages  of  a sound  currency,  we 
must  look  to  a course  of  legislation  radically  different  from  that 
which  created  such  an  institution. 

In  considering  the  means  of  obtaining  so  important  an  end, 
we  must  set  aside  all  calculations  of  temporary  convenience, 
and  be  influenced  liy  those  only  which  are  in  harmony  with 
the  true  character  and  the  permanent  interests  of  the  republic. 
VVe  must  recur  to  first  piinci[)les,  and  see  what  it  is  that  has 
prevented  the  legislation  of  congress  and  the  state?,  on  the 
subject  of  currency,  from  satisfying  the  public  expectation,  and 
realizing  results  corresponding  to  those  which  have  attended 
the  action  of  our  system  when  truly  consistent  with  the  great 
principle  of  equality  upon  which  it  rests,  and  with  that  spirit 
of  forbearance  and  mutual  concession,  and  generous  patriotism, 
which  was  originally,  and  must  ever  conliiiue  to  be,  the  vital 
element  of  our  union. 

On  this  subject  I am  sure  that  I cannot  be  mistaken,  in  ascrib- 
ing our  want  of  success  to  the  undue  continuance  vvhich  has 
been  afforded  to  the  spirit  of  monopoly.  All  the  serious  dangers, 
which  onr  system  has  yet  encountered,  may  be  traced  to  the 
resort  to  implied  powers,  and  the  use  of  corporations  clothed 
with  privileges,  the  effect  of  vvhich  is  to  advatiee  the  interests 
of  the  few  at  the  expense  of  the  many.  VVe  have  felt  but  one 
class  of  these  dangers  exhibited  in  the  contest  waged  hy  the 
bank  of  the  United  Slates  against  the  government,  for  the  last 
four  years.  Happily,  they  have  been  obviated  for  the  ftresent 
by  the  indignant  resistance  of  the  people;  hut  we  should  recol- 
lect that  the  principle  whence  they  sprung  is  an  ever  active 
one,  which  will  not  fail  to  renew  its  efforts  in  the  same  and  in 
other  forms,  so  long  as  there  is  a hope  of  success,  fou/ided 
either  on  the  inattention  of  the  peojtle,  or  the  treachery  of  their 
representatives,  to  the  subtile  progress  of  its  infliienee.  3'he 
bank  is,  in  tact,  but  one  of  the  fruits  of  a system  at  war  with  the 
geniu-s  of  all  our  institutions — a system  founded  upon  a political 
creed,  the  fundamental  principle  of  vvhich  is  a distrust  of  the 
popular  will  as  a safe  regulator  of  political  power,  and  whose 
great  ultimate  object,  and  inevitable  result,  should  it  prevail, 
ia  the  consolidalioa  of  all  power  in  our  system  in  one  central 


government.  Lavish  public  disbursements,  and  corporations 
with  exclusive  privileges,  would  be  its  substitutes  for  the  origi- 
nal, and,  as  yet,  sound  checks  and  balances  ofihe  constitution 
— the  means  by  whose  silent  and  secret  operation  a control 
would  be  exercised  by  the  few  over  the  political  conduct  of  the 
many,  by  first  acquiring  that  control  over  the  labor  and  earn- 
ings of  the  great  body  of  the  people.  Wherever  this  spirit  hast 
effected  an  alliance  with  political  power,  tyranny  and  despotisn* 
have  been  the  fruit.  If  it  is  ever  used  for  the  ends  of  govern- 
ment, it  has  to  be  incessantly  watched,  or  it  corrupts  the  sources 
of  the  public  virtue,  and  agitates  the  country  with  questions 
unfavorable  to  the  harmonious  and  steady  pursuit  of  its  true 
interests. 

We  are  now  to  see  whether,  in  the  present  favorable  condi- 
tion of  the  country,  we  cannot  take  an  effectual  stand  against 
this  spirit  of  monopoly,  and  practically  prove,  in  respect  to  the 
currency  as  well  as  other  important  interests,  that  there  is  no 
necessity  for  so  extensive  a resort  to  it  as  that  which  has  been 
heretofore  practised.  The  experience  of  another  year  has  con- 
firmed tire  utter  fallacy  of  the  idea  that  the  bank  of  the  United 
States  was  necessary  as  a fiscal  agent  ofihe  government.  With- 
out its  aid,  as  such,  indeed  in  dispite  of  all  the  embarrassment  it 
was  in  its  power  to  create,  the  revenue  has  been  paid  with 
punctuality  by  our  citizens;  the  business  of  exchange,  both  fo- 
reign and  domestic,  has  been  conducted  with  convenience^ 
and  the  circulating  medium  has  been  greatlj  improved.  By 
the  use  of  the  state  banks,  which  do  not  derive  their  charters 
from  the  general  government,  and  are  not  controled  by  its 
authority,  it  is  ascertained  that  the  moneys  of  United  States 
can  be  collected  and  disbursed  without  loss  or  inconvenience, 
and  that  all  the  wants  of  the  community,  in  relation  to  ex- 
change and  currency,  are  supplied  as  well  as  they  have  ever 
been  before.  If,  under  circumstances  the  most  unfavorable  to 
the  steadiness  of  the  money  market,  it  has  been  found  that  the 
considerations  on  which  the  bank  of  the  United  States  rested 
its  claim  to  the  public  favor,  were  imaginary  and  groundless,  it 
cannot  be  doubted  that  the  experience  of  the  future  will  be 
more  decisive  against  them. 

It  has  been  seen,  that,  without  the  agency  of  a great  money- 
ed monopoly,  the  revenue  can  be  collected,  and  conveniently 
and  safely  applied  to  all  the  purposes  of  the  public  expenditure. 
It  is  also  ascertained,  tliat  instead  of  being  necessarily  made 
to  promote  the  evils  of  an  unchecked  paper  system,  the  ma- 
nagement of  the  revenue  can  be  made  auxiliary  to  the  reform 
which  the  legislatures  of  several  of  the  states  have  already 
commenced  in  regard  to  the  suppression  of  small  bills;  which 
has  only  to  be  fostered  by  proper  regulations  on  the  part  of 
congress,  to  secure  a practical  return,  to  the  extent  required 
for  the  security  of  the  currency,  to  the  constitutional  medium. 
Severed  from  the  government  as  political  engines,  and  not 
susceptible  of  dangerous  extension  and  combination,  the  state 
banks  will  not  be  templed,  nor  will  they  have  the  power  which 
we  have  seen  exercised,  to  divert  the  public  funds  from  the 
legitimate  purposes  of  the  government.  The  collection  and 
custody  of  the  revenue  being,  on  the  contrary,  a source  of 
credit  to  them,  will  increase  the  security  which  the  states  pro- 
vide for  a faithful  execution  of  their  trusts,  by  multiplying  the 
scrutinies  to  which  their  operations  and  accounts  will  be  sub- 
jected- Thus  disposed,  as  well  from  interest  as  the  obligations 
of  their  charters,  it  cannot  be  doubled  that  such  conditions  as 
congress  may  see  fit  to  adopt  respecting  the  deposiies  in  these 
institutions,  with  a view  to  the  gradual  disuse  of  the  small 
bills,  will  be  cheerfully  complied  with;  and  that  we  shall  soon 
gain,  in  place  of  the  bank  of  the  Uited  Slates,  a practical 
reform  in  the  whole  paper  system  of  the  country.  If,  by  this 
policy,  we  can  ultimately  wiiness  the  suppression  of  all  bank 
bills  below  twenty  dollars,  it  is  apparent  that  gold  and  silver 
will  lake  their  place,  and  become  the  principal  circulating  me- 
dium in  the  common  business  of  the  farmers  and  mechanics  of 
the  country.  1'he  attainment  of  such  a result  will  form  an 
era  in  the  history  of  onr  country  which  will  be  dwelt  iipot> 
with  delight  by  every  true  friend  of  its  liberty  and  indepen- 
dence. It  will  lighten  the  great  tax  which  our  paper  system  has 
so  long  collected  from  the  earnings  of  labor  and  do  more  to 
revive  and  perpetuate  those  habits  of  economy  and  simplicity 
vvhich  are  so  congenial  to  the  character  of  republicans,  than 
ail  tlie  legislation  which  has  yet  been  attempted. 

To  this  subject  I feel  that  I cannot  too  earnestly  invite  the 
especial  attention  of  congress,  w’ilhout  the  exercise  of  whose 
authority,  the  opportunity  to  accomplish  so  much  public  good 
must  pass  unimproved.  Deeply  impressed  with  its  vital  im- 
portance, the  executive  has  taken  all  the  steps  within  his  con- 
stitutional power,  to  guard  the  public  revenue,  and  defeat  the 
expectation  which  the  bank  of  ilie.  U.  Stales  indulged,  of  re- 
newing and  perpetuating  its  monopoly,  on  the  ground  of  its  ne- 
cessity as  a fiscal  agent,  and  as  affording  a sounder  currency 
than  could  be  obtained  without  such  an  institution.  In  the  per- 
formance of  his  duty  much  responsibility  was  incurred  which 
would  have  been  gladly  avoided,  if  the  stake  which  the  public 
had  in  the  question  could  have  been  otherwise  preserved.  Al- 
though clothed  with  the  legal  authority,  and  supported  by  pre- 
cedent, I was  aware  that  there  was,  in  the  act  of  the  removal 
of  the  deposites,  a liability  to  excite  that  sensitiveness  to  exe- 
cutive power  which  it  is  the  characteristic  and  the  duty  of  free- 
men to  indulge:  but  I relied  on  this  feeling,  also,  directed  by 
patriotism  and  intelligence,  to  vindicate  the  conduct  w’hich,  in 
the  end,  would  appear  to  have  been  called  for  by  the  best  in- 
terests of  my  country.  The  apprehensions  natural  to  Uiia  feel- 
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ing,  that  there  may  have  been  a desire,  through  the  instrumeir* 
lality  of  that  mea^sure,  to  extend  tlie  executive  influence,  or  that 
it  may  have  been  prompted  by  ijiolives  not  sufliciently  free  from 
ambition,  were  not  overlooked.  Under  the  operation  of  our  in- 
stitutions, the  public  servant  who  is  called  on  to  take  a step  of 
high  responsibility,  should  feel  in  the  iieedoni  which  gives  ri.-e 
to  such  appiehensiOMS,  his  highest  security.  When  unfounded, 
llie  attention  which  they  arouse,  and  the  discussions  they  ex- 
cite, deprive  these  who  indulge  them,  of  the  power  to  do  harm: 
when  just,  they  but  hasten  the  certainty  with  which  the  great 
body  of  our  citizens  never  fail  to  repel  an  attempt  to  procure 
their  sanction  to  any  exercise  of  power  inconsistent  with  the 
jealous  muinteiiance  of  their  rights.  Under  such  convictions, 
and  enleitaining  no  doubt  that  my  constitutional  obligations 
demanded  the  steps  which  were  taken  in  reference  to  the  re- 
moval of  the  deposites,  it  was  impossible  for  me  to  be  deterred 
from  the  path  of  duty,  by  a leat  that  my  motives  could  be  mis- 
judged, or  that  political  prejudices  could  defeat  the  just  conside- 
ration of  the  merits  of  my  conduct.  The  result  has  shewn  how 
safe  is  this  reliance  upon  the  patriotic  temper  and  enlightened 
discernment  of  the  people.  That  measure  has  now  been  be- 
fore them,  and  has  stood  the  test  of  all  the  severe  analysis 
which  Its  general  importance,  the  interests  it  afl'ected,  and  the 
apprehensions  it  excited,  were  calculated  to  produce:  and  it  now 
remans  for  congress  to  consider  what  legislation  has  become 
necessary  in  consequence. 

I neetl  only  add  to  what  I have,  on  former  occasions  said,  on 
this  subject  generally,  that  in  the  regulations  which  congress 
may  prescribe  respecting  the  custody  of  the  public  moneys,  it 
is  desirable  that  as  little  discretion  as  may  be  deemed  consist- 
ent with  their  safe  keeping  should  be  given  to  the  executive 
agents.  No  one  can  be  more  deeply  impressed  than  I am  with 
the  soundness  of  the  doctrine  which  restrains  and  limits,  by 
specific  provisions,  executive  discretion,  as  far  as  it  can  be 
done  consistenily  with  the  preservation  of  its  constitutional 
character.  In  respect  to  the  control  over  the  public  money, 
this  doctrine  is  peculiarly  applicable,  and  is  in  harmony  with 
the  great  principle  which  1 felt  I was  sustaining  in  the  contro- 
versy with  the  bank  of  the  United  States;  which  has  resulted 
in  severing,  to  some  extent,  a dangerous  connexion  between  a 
moneyed  and  political  power.  The  duty  of  the  legislature  to 
define,  by  clear  and  positive  enactment,  the  nature  and  extent 
of  the  action  which  it  belongs  to  the  executive  to  superintend, 
spiings  out  of  a policy  analagous  to  that  which  enjoins  upon  all 
the  branches  of  the  federal  government  an  abstinence  from  the 
exercise  of  powers  not  clearly  granted.  In  such  a government, 
possessing  only  limited  and  specific  powers,  the  spirit  of  its  ge-. 
iieral  administration  cannot  be  wise  or  just,  when  it  opposes 
the  reference  of  all  doubtful  points  to  the  great  source  of  au- 
thority, the  states  and  the  people;  whose  number  and  diversi- 
fied relations,  securing  them  against  the  influences  and  excite- 
ments which  may  mislead  their  agents,  make  them  the  safest 
depository  of  power.  In  its  application  to  the  executive,  with 
reference  to  the  legislative  branch  of  the  government,  the  same 
rule  of  action  should  make  the  president  ever  anxious  to  avoid 
the  exercise  of  any  discretionary  authority,  which  can  be  regu- 
lated by  congress.  The  biases  which  may  operate  upon  him 
will  not  be  so  likely  to  extend  to  the  representatives  of  the  peo- 
jile  in  that  body. 

In  my  former  messages  to  congress,  I have  repeatedly  urged 
the  propriety  of  lessening  the  discretionary  authority  lodged  in 
the  various  departments,  but  it  has  produced  no  effect,  as  yet, 
except  the  discontinuance  of  extra  allowances  in  the  army  and 
navy,  and  the  substitution  of  fixed  salaries  in  the  latter.  It  is 
believed  that  the  same  principles  could  be  advantageously  ap- 
plied, in  all  cases,  and  would  promote  the  efficiency  and  eco- 
nomy of  the  public  service,  at  the  same  time  that  greater  sati.s- 
faction  and  more  equal  justice  would  be  secured  to  the  public 
officers  generally. 

The  accompanying  report  of  the  secretary  of  war  will  put 
yon  in  possession  of  the  operations  of  the  department  confided 
to  his  care,  in  all  its  diversified  relations,  during  the  past  year. 

I am  gratified  in  being  able  to  inform  you  that  no  occurrence 
has  required  any  movement  of  the  military  force,  except  such 
as  is  common  to  a state  of  peace.  The  services  of  the  army 
have  been  limited  to  their  usual  duties  at  the  various  garrisons 
upon  the  Atlantic  and  inland  frontier,  with  the  exceptions  stated 
by  the  secretary  of  war.  Our  small  military  establishment  ap- 
pears to  be  adequate  to  the  purposes  for  which  it  is  maintain- 
ed, and  it  forms  a nucleus  around  which  any  additional  force 
may  be  collected,  should  the  public  exigencies  unfortunately 
require  any  increase  of  our  military  means. 

The  various  acts  of  congress  which  have  been  recently  pass- 
ed in  relation  to  the  army,  have  improved  its  condition  and 
have  rendered  its  organization  more  useful  and  efficient.  It  is 
at  all  times  in  a state  for  prompt  and  vigorous  action,  and  it 
contains  within  itself  the  power  of  extension  to  any  useful 
limit;  while,  at  the  same  lime,  it  preserves  that  knowledge, 
both  theoretical  and  practical,  which  education  and  experience 
alone  can  give;  and  which,  if  not  acquired  and  preserved  in 
time  of  peace,  must  be  sought  under  great  disadvantages  in 
time  of  war. 

The  duties  of  the  engineer  corps  press  heavily  upon  that 
branch  of  the  service;  and  the  public  iut^;resi  requires  an  adrli- 
tion  to  its  strength.  The  nature  of  the  works  in  which  the  offi- 
cers are  engaged  render  necessary  professional  knowledge  and 
experience,  and  there  is  no  economy  in  committing  to  them 
more  duties  than  they  can  perform,  or  in  assigning  these  to 


other  persons  temporarily  employed,  and  too  often,  of  neces- 
sity, without  all  the  qualifications  which  such  service  demands. 
I recommend  this  subject  to  your  attention,  and  also  the  propo- 
sition submitted  at  the  Inst  session  of  congress,  and  now  renew- 
ed, for  a reorganization  of  the  topographical  corps.  This  reor- 
ganization can  be  effected  without  any  addition  to  the  present 
expenditure,  and  with  much  advantage  to  the  public  service. 
The  branch  of  duties  which  devolves  upon  these  officers  is  at 
all  times  interesting  to  the  community,  and  the  information 
furnished  by  them  is  useful  in  peace  and  in  war. 

Much  loss  and  inconvenience  .have  been  experienced  In  con- 
sequence of  the  failure  of  the  bill  containing  the  ordinary  ap- 
propriations for  fortifications,  which  passed  one  branch  of  the 
national  legislature  at  the  last  session,  but  w'as  lost  in  the 
other.  This  failure  was  the  more  regretted,  not  only  because 
it  necessarily  interrupted  and  delayed  the  progress  of  a system 
of  national  defence,  projected  immediately  after  the  last  war, 
and  since  steadily  pursued,  but  also  because  it  contained  a 
contingent  appropriation  inserted  in  accordance  with  the  views 
of  the  executive  in  aid  of  this  important  object,  and  other 
branches  of  the  national  defence,  some  portions  of  which  might 
have  been  most  usefully  applied  during  the  past  season.  I in- 
vite your  early  attention  to  that  part  of  the  report  of  the  secre- 
tary or  war  which  relates  to  this  subject,  and  recommend  an 
appropriation  siKTiciently  liberal  to  accelerate  the  armament  of 
the  fortifications,  agreeably  to  the  proposition  snbmitled  by 
him,  and  to  place  our  whole  Atlantic  seabord  in  a complete 
state  of  defence.  A just  regard  to  tiio  permanent  interests  of 
the  country  evidently  requires  this  measure,  hut  there  are  also 
other  reasons  which,  at  the  present  juncture,  give  it  peculiar 
force,  and  make  it  my  duly  to  call  to  the  subject  your  special 
consideration. 

The  present  system  of  military  education  has  been  in  opera- 
tion sufficiently  long  to  test  its  usefulness,  and  it  has  given  to 
the  army  a valuable  body  of  officers.  It  is  not  alone  In  the  im- 
provement, discipline  and  operation  of  the  troops,  that  these 
f>fficers  are  employed,  they  are  alsr>  extensively  engaged  in  the 
administrative  and  fiscal  concerns  of  the  various  matters  con- 
fided to  the  war  department;  in  the  execution  of  the  staff  duties 
usually  appertaining  to  military  organization;  in  the  removal  of 
the  Indi.nns,  and  in  the  disbursement  of  the  various  expendi- 
tures growing  out  of  our  Indian  relations;  in  the  formation  of 
roads,  and  in  the  improvement  of  harbors  and  rivers;  in  the 
construction  of  fortifications;  in  the  fabrication  of  much  of  the 
materiel  required  for  the  public  defence;  and  in  the  preserva- 
tion, distribution  and  accountability  of  the  whole;  and  in  other 
miscellaneous  duties  not  admitting  of  classification. 

These  diversified  functions  embrace  very  heavy  expenditures 
of  public  money,  and  require  fidelity,  science  and  business  ha- 
bits in  their  execution;  and  a system  which  shall  secure  these 
qualifications  is  demanded  by  the  public  interest.  That  this 
object  has  been,  in  a great  measure,  obtained  by  the  military 
academy,  is  shewn  by  the  state  of  the  service,  and  by  the 
prompt  accountability  which  has  generally  followed  the  neces- 
sary advances.  Like  all  other  political  systems,  the  present 
mode  of  military  education,  no  doubt,  has  its  imperfections, 
both  of  principle  and  practice;  but  I trust  these  can  be  improved 
by  rigid  inspections,  and  by  legislative  scrutiny,  without  de- 
stroying the  institution  itselfi 

Occurrences,  to  which  we  as  well  as  all  other  nations  are 
liable,  both  in  our  internal  and  external  relations,  point  to  the 
necessity  of  an  efficient  organization  of  the  militia.  I am  again 
induced,  by  the  importance  of  the  subject,  to  bring  it  to  your 
alienlion.  To  suppress  domestic  violence,  and  to  repel  foreign 
invasion,  should  these  calamities  overtake  us,  we  must  rely,  in 
the  first  instance,  upon  the  great  body  of  the  community,  whose 
will  has  instituted,  and  whose  power  must  support,  the  govern- 
ment. A large  standing  military  force  is  not  consonant  to  the 
spirit  of  our  institutions,  nor  to  the  feelings  of  our  countrymeu; 
and  the  lessons  of  former  days,  and  those  also  of  our  own  times, 
show  the  danger,  as  well  as  the  enormous  expense,  of  these 
permanent  and  extensive  military  organization.s.  That  just 
medium  which  avoids  an  inadequate  preparation  on  one  hand, 
and  the  danger  and  expense  of  a large  force  on  the  other,  is 
what  our  constituents  have  a right  to  expect  from  their  govern- 
ment. This  ol)Ject  can  be  attained  only  by  the  maintenance  of 
a small  military  force,  and  by  such  an  organization  of  the  phy- 
sical strengih  of  the  country  as  may  bring  this  power  into  ope- 
ration, whenever  its  services  are  required.  A classification  of 
the  population  offers  the  most  obvious  means  of  effecting  thia 
organization.  Such  a division  may  be  made  as  will  be  just  to 
all,  by  transferring  each,  at  a proper  period  of  life,  from  one 
class  to  another,  and  be  calling  first  for  the  services  of  that 
class,  whether  for  instruction  or  action,  which,  from  age,  is 
qualified  for  the  duly,  and  may  be  called  to  perform  it  with  least 
injury  to  themselves  or  to  the  public.  Should  the  danger  ever 
become  so  imminent  as  to  require  additional  force,  the  other 
classes  in  succession  would  be  ready  for  the  call.  And  if,  in 
addition  to  this  organization,  voluntary  associations  were  en- 
couraged, and  inducements  held  out  for  their  formation,  our 
militia  would  be  in  a state  of  efficient  service.  Now,  when  we 
are  at  peace,  is  the  proper  time  to  digest  and  establisli  a practi- 
cable system.  'I'lie  object  is  certainly  worth  the  experiment, 
and  worth  the  expense.  No  one  appreciating  the  blessings  of  a 
republican  government,  can  object  to  his  share  of  the  burden 
which  such  a plan  may  impose.  Indeed,  a moderate  portion  of 
the  national  funds  could  scarcely  be  better  applied  than  in  car- 
rying into  effect  and  continuing  such  an  arrangement,  and  in 
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giving  the  necessary  elementary  instruction.  We  are  happily 
at  peace  with  all  the  world.  A sincere  desire  to  continue  so, 
and  a fixed  delerinioation  to  give  no  just  cause  of  ofi'ence  to 
other  nations,  furnish,  unfortunately,  no  certain  grounds  of  ex- 
pectation that  this  relation  will  be  uninterrupted.  With  this 
dfteriiiinaiion  to  give  no  offence  is  associated  a resoluiimi, 
ei|Udlly  decided,  lamely  to  submit  to  none.  'J'he  armor  and  the 
altitude  of  riefetice  afford  the  best  security  against  those  colli- 
sions which  the  ambition,  or  interest,  or  some  other  passion  of 
nations,  not  more  justifiable,  is  liable  to  produce.  In  many 
countries,  it  is  considered  unsafe  to  put  arms  into  the  hands  of 
the  people,  and  to  instruct  them  in  the  elements  of  military 
knowledge.  That  fear  can  have  no  place  here,  when  it  is  re- 
collected that  the  people  are  the  sovereign  power.  Our  govern- 
ment was  instituted , and  is  supported,  by  the  ballot  box,  not  by 
the  musket.  Whatever  changes  await  it,  still  greater  changes 
niust  be  made  in  our  social  itistitiitions,  before  our  political 
system  can  yield  to  physical  force.  In  every  aspect,  therefore, 
in  which  I can  view  the  subject,  I am  impressed  with  the  im- 
portance of  a prompt  and  efficient  organixation  of  the  militia. 

The  plan  of  removing  the  aboriginal  people  who  yet  remain 
within  the  settled  portions  of  the  United  Slates,  to  the  country 
west  of  the  Mississippi  river,  approaches  iis  consummation.  It 
was  adopted  on  the  most  mature  con.«ide'ra'ion  of  the  condition 
of  this  race,  and  ought  to  be  persisted  in  till  the  object  is  ac- 
complished, and  prosecuted  with  a.s  much  vigor  as  a just  re- 
gard to  their  circumstances  will  permit,  and  as  fast  as  their 
consent  can  be  obtained.  All  preceding  experiments  for  the 
improvement  of  the  Indians  have  failed.  It  seems  now  to  be 
an  established  fact,  that  they  cannot  live  in  contact  with  a ci- 
vilized community  and  prosper.  Ages  of  fruitless  endeavors 
have,  at  length,  brought  us  to  a kpowledge  of  this  principle  of 
intercommunication  with  them.  The  past  we  cannot  recall, 
hut  the  future  we  can  provide  for.  Independently  of  the  treaty 
stipulations  into  which  we  have  entered  with  the  various  tribes 
for  the  usufructuary  rights  they  have  ceded  to  us,  no  one  can 
doubt  the  moral  duty  of  the  government  of  the  United  States  to 
protect,  and,  if  possible,  to  preserve  and  perpetuate  the  scatter- 
ed rejnnants  of  this  race,  which  are  left  within  our  borders.  In 
the  discharge  of  this  duty,  an  extensive  region  in  the  west  has 
been  assigned  for  their  permauent  residence.  It  has  been  di- 
vided into  districts  and  alloted  among  them.  Many  have  alrea- 
dy removed,  and  others  are  preparing  to  go;  and  with  the  ex- 
ception of  two  small  bands,  living  in  Ohio  and  Indiana,  not  ex- 
ceeding fifteen  hundred  persons,  and  of  the  Cherokees,  all  the 
tribes  on  the  east  side  of  the  Mississippi,  and  extending  from 
Lake  Michigan  to  Florida,  have  entered  into  engagements 
which  will  lead  to  their  transplantation. 

The  plan  for  their  removal  and  re-establishment  is  founded 
upon  the  knowledge  we  have  gained  of  their  character  and  ha- 
bits, and  has  beeti  dictated  by  a spirit  of  enlarged  liberality.  A 
territory  exceeding  in  extent  that  relinquished,  has  been  grant- 
ed to  each  tribe.  Of  its  climate,  fertility  and  capacity  to  sup- 
port an  Indian  population,  the  represeniations  are  highly  favor- 
able. To  these  districts  the  Indians  are  removed  at  the  expense 
of  the  United  States;  and,  with  certain  supplies  of  clothing, 
arms,  ammunition,  and  other  indispensable  articles,  they  are 
also  furni.'shed  gratuitously  wilh  provisions  for  the  period  of  a 
year  after  their  arrival  at  their  new  homes.  In  that  time,  from 
the  nature  of  the  country,  and  of  the  products  raised  by  them, 
they  can  subsist  themselves  by  agricultural  labor,  if  they  choose 
to  resort  to  that  mode  of  life;  if  they  do  not,  they  are  upon  the 
skirls  of  the  great  prairies,  where  countless  herds  of  buffalo 
roam,  and  a short  time  suffices  to  adapt  their  own  habits  lo  the 
changes  which  a change  of  the  animals  destined  for  their  food 
may  require.  Ample  arrangements  have  also  been  made  for 
the  support  of  schools:  in  some  instances  council  houses  and 
churches  are  to  be  erected,  dwellings  constructed  for  the  chiefs, 
and  mills  for  common  use.  Funds  have  been  set  apart  for  the 
maintenance  of  the  poor;  the  most  necessary  mechanical  arts 
have  been  introduced,  and  blacksmiths,  gunsmiths,  wheel- 
wrights, millwrights,  &c.  are  supported  among  them.  Steel 
and  iron,  and  sometimes  salt,  are  purchased  for  them;  and 
ploughs,  and  other  farming  utensils,  domestic  animals,  looms, 
spinning  wheels,  cards,  &c.  are  presented  to  them.  And  be- 
sides these  beneficial  arrangements,  annuities  are,  in  all  cases, 
paid,  amounting,  in  some  instances,  to  more  than  thirty  dollars 
for  each  individual  of  the  tribe,  and  in  all  cases  sufficiently 
great,  if  justly  divided  and  prudently  expended,  to  enaTile  them, 
in  addition  to  their  own  exertions,  to  live  comfortably.  And 
as  a stimulus  for  exertion,  it  is  now  provided  by  law  that  “in 
all  cases  of  the  appointment  of  interpreters,  or  other  persons 
employed  for  the  benefit  of  the  Indians,  a preference  shall  be 
given  to  persons  of  Indian  descent,  if  such  can  be  found  who 
are  properly  qualified  for  the  discharge  of  the  duties.” 

Such  are  the  arrangements  for  the  physical  comfort,  and  for 
the  moral  improvement,  of  the  Indians.  The  neces.sary  mea- 
sures for  their  political  advancement,  and  for  their  separation 
from  our  citizens,  have  not  been  neglected.  The  pledge  of  the 
United  Slates  has  been  given  by  cnngre.«s,  that  the  country  des- 
tined for  the  residence  of  this  people,  shall  be  forever  “secured 
and  guaranteed  to  them.”  A country,  west  of  Mi.ssouri  and 
Arkansas,  has  been  assigned  to  them,  into  which  the  white  set- 
tlements are  not  to  be  pushed.  No  political  coinmuniiies  can 
be  formed  in  that  extensive  region,  except  those  which  are  es- 
tablished by  the  Indians  themselves,  or  by  the  United  States  for 
them,  and  wilh  their  concurrence.  A barrier  has  thus  been 
raised,  for  their  protection  against  the  encroachments  of  our  ‘ 


[ citizens,  and  guarding  the  Indians,  as  far  as  possible,  from  those 
evils  which  have  brought  them  to  their  present  condition. 
Summary  authority  has  been  given,  by  iaw,  to  destroy  all  ar- 
dent spirits  found  in  their  country,  without  waiting  the  doubtful 
result  and  slow  process  of  a legal  seizure.  I consider  the  abso- 
lute and  unconditional  interdiction  of  this  article,  among  these 
people,  as  the  fir.-t  and  great  step  in  their  melioration.  Half- 
way measures  will  answer  no  purpose.  These  cannot  succes- 
fully  contend  against  the  cupidity  of  the  seller,  and  the  over- 
poweiiiig  appetite  of  the  buyer.  And  the  desirtictive  effects  of 
the  traffic  are  marked  in  every  page  of  the  history  of  our  Indian 
intercourse. 

Some  general  legislation  seems  necessary  for  the  regulation 
of  the  relations  which  will  exist  in  this  new  state  of  things  be- 
tween the  government  and  people  of  the  United  States  and 
these  transplanted  Indian  tribes;  and  for  the  esiablishmenl 
among  the  latter,  and  with  their  own  consent,  of  some  princi- 
ples of  intercoinmunication,  which  their  juxtaposition  will  call 
for;  that  moral  may  be  substituted  for  physical  force;  the  au- 
thority of  a few  and  simple  laws,  for  the  tomahawk;  and  that 
an  end  may  be  put  to  those  bloody  wars,  whose  prosecution 
seems  to  have  made  part  of  their  social  system. 

Alter  the  further  details  of  this  arrangement  are  completed, 
with  a very  general  supervision  over  them,  they  ought  to  be  left 
to  the  progress  of  events.  These,  I indulge  the  hope,  will  se- 
cure their  prosperity  and  improvement;  and  a large  portion  of 
the  moral  debt  we  owe  them  will  then  be  paid. 

The  report  from  the  secretary  of  the  navy,  showing  the  con- 
dition of  that  branch  of  the  public  service,  is  recommended  to 
your  special  attention.  It  appears  from  it,  that  our  naval  force 
at  present  in  commission,  with  all  the  activity  which  can  be 
given  to  it,  is  inadequate  to  the  protection  of  our  rapidly  in- 
creasing commerce.  This  consideration,  and  the  more  general 
one  which  regards  this  arm  of  the  national  defence  as  our  best 
security  against  foreign  aggressions,  strongly  urge  the  continu- 
ance of  the  measures  which  promote  its  gradual  enlargement, 
and  a speedy  increase  of  the  force  which  has  been  heretofore 
employed  abroad  and  at  home.  You  will  perceive,  from  the 
estimates  which  appear  in  the  report  of  the  secretary  of  the  na- 
vy, that  the  expenditures  necessary  lo  this  increase  of  its  force, 
though  of  considerable  amount,  are  small  compared  wilh  the 
benefits  which  they  will  secure  to  the  country. 

As  a means  of  strengthening  this  national  arm,  I also  recom- 
mend to  your  particular  attention  the  propriety  of  the  suggestion 
which  attracted  the  consideration  of  congress  at  its  last  session, 
respecting  the  enlistment  of  boys  at  a suitable  age  in  the  service. 
In  this  manner  a niirs’ery  of  skilful  and  able-bodied  seamen  can 
be  established,  which  will  be  of  the  greatest  importance.  Next 
to  the  capacity  lo  put  afloat  and  arm  the  reqni.siie  number  of 
ships,  is  the  possession  of  the  rnean-s  to  man  them  efficiently: 
ami  nothing  seems  better  calculated  to  aid  this  object  than  the 
measure  proposed.  As  an  auxiliary  to  the  advantages  derived 
from  our  extensive  commercial  marine,  it  would  furnish  us  with 
a resource  ample  enough  for  all  the  exigencies  which  can  be 
anticipated.  Considering  the  stale  of  our  resources,  it  cannot 
be  doubled  that  whatever  provision  the  liberality  and  wisdom 
of  congress  may  now  adopt,  with  a view  to  the  perfect  organi- 
zation of  this  branch  of  our  service,  will  meet  the  approbation 
of  all  classes  of  our  citizens. 

By  the  report  of  the  postmaster  general,  it  appears  that  the 
revenue  of  that  department  during  the  year  ending  on  the  30th 
day  of  June  last,  exceeded  its  accruing  responsibilities  ,$2.36,206; 
and  that  the  surplus  of  the  present  fiscal  year  is  estimated  at 
$476,227.  It  further  appears  that  the  debt  of  the  department, 
on  the  first  day  of  July  last,  including  the  amount  due  to  con- 
tractors for  the  quarter  then  just  expired,  was  about  $1,064,381, 
exceeding  the  available  means  about  $23,700;  and  that,  on  the 
1st  instant,  about  $.597,077  of  this  debt  had  been  paid;  $409,991 
out  of  postages  accruing  before  July,  and  $187,086  out  of  posta- 
ges accruing  since.  In  these  payments  are  included  ,$67,000  of 
the  old  debt  due  lo  banks.  After  making  these  payments,  the 
department  had  .$73,000  in  bank  on  the  1st  instant.  The  pleas- 
ing assurance  is  given,  that  the  department  is  entirely  free  from 
enibarr.assmeiil,  and  that,  by  collection  of  outstanding  balances, 
and  using  the  current  surplus,  the  remaining  portion  of  the  hank 
debt,  and  most  of  the  other  debt,  will  probably  be  paid  in  April 
next,  leaving  thereafter  a heavy  amount  to  be  applied  in  ex- 
tending the  mail  facilities  of  the  country.  Reserving  a consi- 
derable sum  for  the  improvement  of  existing  mail  routes,  it  is 
stated  that  the  deparlment  will  be  able  to  sustain,  with  perfect 
convenience,  an  annual  charge  of  $300,000  for  the  support  of 
new  routes,  to  commence  as  soon  as  they  can  be  established 
and  pul  in  operation. 

The  measures  adopted  by  the  postmaster  general  to  bring  the 
means  of  the  department  into  action,  and  to  effect  a speedy  ex- 
tinguishment of  its  debt,  as  well  as  to  produce  an  efficient  ad- 
ministration of  Its  affairs,  will  be  found  detailed  at  length  in  his 
able  and  luminous  report.  Aided  by  a reorganization  on  the 
principles  suggested,  and  such  salutary  provisions  in  the  laws 
regulating  its  administrative  duties,  as  the  wisdom  of  congress 
may  devise  or  approve,  that  important  deparlment  will  soon  at- 
tain a degree  of  usefulness  proportioned  to  the  increase  of  our 
population  and  the  extension  of  our  settlements. 

Particular  attention  is  solicited  to  that  portion  of  the  report  of 
the  postmaster  general  which  relates  to  the  carriage  of  the  mails 
of  the  United  Stales  upon  rail  roads  constructed  by  private  cor- 
porations under  the  authority  of  the  several  states.  The  reli- 
ance which  the  general  government  can  place  on  those  roads 
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as  a means  of  carrying  on  its  operations,  and  the  principles  on 
which  the  use  of  them  is  to  be  obtained,  cannot  too  soon  be 
considered  and  settled.  Already  does  the  spirit  of  monopoly 
begin  to  exhibit  its  natural  propensities,  in  attempts  to  exact 
from  the  public,  for  services  which  it  supposes  cannot  be  ob- 
tained on  other  terms,  the  most  extravagant  compensation.  If 
these  claims  be  persisted  in,  the  question  may  arise  whether  a 
combination  of  citizens,  acting  under  charters  of  incorporation 
from  the  states,  can,  by  a direct  refusal,  or  the  demand  of  an 
exotbitant  price,  exclude  the  United  Slates  from  the  use  of  the 
established  channels  of  communication  between  the  different 
sections  of  the  country;  and  whether  the  United  Stales  cannot, 
without  transcending  their  constitutional  powers,  secure  to  the 
post  office  department  the  use  of  those  roads,  by  an  act  of  con- 
gress which  shall  provide  within  itself  some  equitable  mode  of 
adjusting  the  amount  of  compensation.  To  obviate,  if  possible, 
the  necessity  of  considering  this  question,  it  is  suggested  whe- 
ther it  be  not  expedient  to  fix  by  law,  the  amounts  which  shall 
be  offered  to  rail  road  companies  for  the  conveyance  of  the 
mails,  graduated  occording  to  their  average  weight,  to  be  ascer- 
tained and  declared  by  the  postmaster  general.  It  is  probable 
that  a liberal  proposition  of  that  sort  would  be  accepted. 

In  connection  with  these  provisions  in  relation  to  the  post 
office  department,  I must  also  invite  your  attention  to  the  pain- 
ful excitement  produced  in  the  south,  by  attempts  to  circulate 
through  the  mails  inflammatory  appeals  addressed  to  the  pas- 
sions of  the  slaves,  in  prints,  and  in  various  sorts  of  publica- 
tions, calculated  to  stimulate  them  to  insurrection,  and  to  pro- 
duce all  the  horrors  of  a servile  war. 

There  is,  doubtless,  no  respectable  portion  of  our  country- 
men who  can  be  so  far  misled  as  to  feel  any  other  sentiment 
than  that  of  indignant  regret  at  conduct  so  destructive  of  the 
harmony  and  peace  of  the  country,  and  so  repugnant  to  the 
principles  of  our  national  compact,  and  to  the  dictates  of  liu- 
manity  and  religion.  Our  happiness  and  prosperity  essentially 
depend  upon  peace  within  our  borders — and  peace  depends  up- 
on the  maintenance,  in  good  faith,  of  those  compromises  of  the 
constitution  upon  which  the  union  is  founded.  It  is  fortunate 
for  the  country  that  the  good  sense,  the  generous  feeling,  and 
the  deep-rooted  attachment  of  the  people  of  the  non-slavehold- 
ing stales  to  the  union,  and  to  their  fellow  citizens  of  the  same 
blood  in  the  south,  have  given  so  strong  and  impressive  a tone 
to  the  sentiments  entertained  against  the  proceedings  of  the 
misguided  persons  who  have  engaged  in  these  unconstitutional 
and  wicUed  attempts,  and  especially  against  the  emissaries  from 
foreign  parts  who  have  dared  to  interfere  in  this  matter,  as  to 
authorise  the  hope,  that  those  attempts  will  no  longer  be  per- 
sisted in.  But  if  these  expressions  of  the  public  will  shall  not 
be  sufficient  to  effect  so  desirable  a result,  not  a doubt  can  be 
entertained,  that  the  non-siaveholding  states,  so  far  from  coun- 
tenancing the  slightest  interference  with  the  constitutional  rights 
of  the  south,  will  be  prompt  to  exercise  their  authority  in  sup- 
pressing, so  far  as  in  them  lies,  whatever  is  calculated  to  pro- 
duce this  evil. 

In  leaving  the  care  of  otlier  branches  of  this  interesting  sub- 
ject to  the  state  authorities,  to  whom  they  pinperly  belong,  it  is 
nevertheless  [Proper  for  congress  to  take  such  measures  as  will 
prevent  the  post  office  department,  which  was  designed  to  fos- 
ter an  amicable  intercourse  and  correspondence  between  all  the 
members  of  the  confederacy,  from  being  used  as  an  instrument 
of  an  opposite  character.  The  general  government,  to  which 
the  great  trust  is  confided,  of  preserving  inviolate  the  relations 
created  among  the  states  by  the  constitution,  is  especially  bound 
to  avoid  in  its  own  action,  any  thing  that  may  disturb  them.  I 
would,  therefore,  call  the  special  attention  of  congress  to  the 
subject,  and  respectfully  suggest  the  propriety  of  passing  such  a 
law  as  will  prohibit,  under  severe  penalties,  the  circulation  in 
the  southern  stales,  through  the  mail,  of  incendiary  publications 
intended  to  instigate  the  slaves  to  insurrection. 

I fell  it  to  be  my  duty,  in  the  first  message  which  I commu- 
nicated to  congress,  to  urge  upon  its  attention  the  propriety  of 
amending  that  part  of  the  constitution  which  provides  for  the 
election  of  the  president  and  the  vice  president  of  the  United 
States.  The  leading  object  which  I bird  in  view  was  the  adop- 
tion of  some  new  provisions,  which  would  secure  to  tlu!  people 
the  performance  of  this  high  duty,  without  any  intermediate 
agency.  In  my  annual  communications  since,  1 have  enforced 
the  same  views,  from  a sincere  conviction  that  the  best  interests 
of  the  country  would  be  promoted  by  their  adofition.  If  the 
subject  were  an  ordinary  one,  I should  liave  regarded  the  failure 
of  congress  to  act  upon  it,  as  an  indication  of  their  judgment, 
tliat  the  disadvantages  which  belong  to  the  present  system  were 
not  so  great  as  those  which  would  result  from  any  attainable 
substitute  that  had  been  submitted  to  their  consideration.  Re- 
collecting, however,  that  propositions  to  introduce  a new  fea- 
ture in  our  fundamental  laws  cannot  be  too  patiently  examin- 
ed, and  ought  not  to  be  ri'ceived  with  favor,  until  the  great  bo- 
dy of  the  peo()le  are  thoroughly  impressed  with  their  necessity 
and  value,  ns  a remedy  for  real  evils,  I feel  that  in  renewing  the 
recommendation  I have  heretofore  made  on  this  subject,  I am 
not  transcending  the  bounds  of  a just  deference  to  the  sense  of 
congress,  or  to  the  disposit ion  of  the  people.  However  much 
we  may  differ  in  the  choice  of  the  measures  which  should  guide 
the  administiation  of  the  government,- there  can  he  but  little 
doubt  in  the  minds  of  those  who  are  really  friendly  to  the  re- 
publican features  of  our  system,  that  one  of  its  most  important 
securities  consists  in  the  separation  of  the  legislative  and  exe- 
cutive powers,  at  the  same  lime  that  each  is  lield  responsible  to 


the  great  source  of  authority,  which  is  acknowledged  to  be  stf- 
pr.eme,  in  the  will  of  the  people  constitutionally  expressed.  My 
reflection  and  experience  satisfy  me,  that  the  framers  of  the 
constitution,  although  they  were  anxious  to  mark  this  feature 
as  a settled  and  fixed  principle  in  the  structure  of  the  goverir- 
ment,  did  not  adopt  all  the  precautions  that  were  necessary  to 
secure  its  practical  observance,  and  that  we  cannot  be  said  to 
have  carried  into  complete  effect  their  intentions  until  the  evils 
which  arise  from  this  organic  defect  ate  remedied. 

Considering  the  great  extent  of  our  confederacy,  the  rapid  in- 
crease of  its  population,  and  the  diversity  of  Ihetr  interests  and 
pursuits,  it  cannot  be  disguised  that  the  contingency  by  which 
one  branch  of  the  legislature  is  to  form  itself  into  an  electoral 
college,  cannot  become  one  of  ordinary  occurrence,  wiibotn 
producing  incalculable  mischief.  What  was  intended  as  the 
medicine  of  the  constitution  in  extreme  cases,  cannot  be  fre- 
quently used  without  changing  its  character,  and,  sooner  or 
later,  producing  incurable  disorder. 

Every  election  by  the  house  of  representatives  is  calculated 
to  lessen  the  force  of  that  security  which  is  derived  from  the 
distinct  and  separate  character  of  the  legislative  and  executive 
functions,  and  while  it  exposes  each  to  temptations  adverse  to 
their  efficiency  as  organs  of  the  constitution  and  laws,  its  ten- 
dency will  be  to  unite  both  in  resisting  the  will  of  the  people, 
and  thus  give  a direction  to  the  government  ami-republican 
and  dangerous.  All  history  tells  us  that  a free  people  should 
be  watchful  of  delegated  power,  and  should  never  acquiesce  in 
a practice  which  will  diminish  their  control  over  it.  This  obli- 
gation, so  universal  in  its  application  to  all  the  principles  of  a 
republic,  is  peculiarly  so  in  ours,  where  the  formation  of  par- 
lies  founded  on  sectional  interests  is  so  much  fostered  by  the 
extent  of  our  territory.  These  interests,  represented  by  candi- 
dates for  the  presidency,  are  constantly  prone,  in  the  zeal  of 
party  and  selfish  objects,  to  generate  influences  unmindful  of 
the  general  good,  and  forgetful  of  the  restraints  which  the  great 
body  of  the  people  would  enforce,  if  they  were,  in  no  contin- 
gency, to  lose  the  right  of  expressing  their  will.  The  experi- 
ence of  our  country,  from  the  formation  of  the  government  to 
the  present  day,  demonstrates  that  the  people  cannot  loo  soon 
adopt  some  stronger  safeguard  for  their  right  to  elect  the  high- 
est officers  known  to  the  constitution,  than  is  contained  in  that 
sacred  instrument  as  it  now  stands. 

It  is  my  duty  to  call  the  particular  attention  of  congress  to  the 
present  condition  of  the  District  of  Columbia.  From  whatever 
cause  the  great  depression  has  arisen  which  now  exists  in  the 
pecuniary  concerns  of  this  District,  it  is  proper  that  its  situa- 
tion should  be  fully  understood,  and  such  relief  or  remedies 
provided  as  are  consistent  with  the  powers  of  congress.  I 
earnestly  recommend  the  extention  of  every  political  right  to 
the  citizens  of  the  District  which  their  true  interests  require, 
and  which  does  not  conflict  with  the  provisions  of  the  constitu- 
tion. It  is  believed  that  the  laws  for  the  government  of  the 
District  require  revisal  and  amendment,  and  that  much  good 
may  be  done  by  modifying  the  penal  code,  so  as  to  give  uni- 
formity to  its  provisions. 

Your  attention  is  also  invited  to  the  defects  which  exist  in 
the  judicial  system  of  the  United  States.  As  at  present  orga- 
nized, the  states  of  the  union  derive  unequal  advantages  from 
the  federal  judiciary,  which  have  been  so  often  pointed  out 
that  I deem  it  unnecessary  to  repeal  them  here.  It  is  hoped 
that  the  present  congress  will  extend  to  all  the  states  that 
equality  in  respect  to  the  benefits  of  the  laws  of  the  union 
which  can  only  be  secured  by  the  uniformity  and  efficiency  of 
the  judicial  system. 

With  these  observations  on  the  topics  of  general  interest 
which  are  deemed  worthy  of  your  consideration,  I leave  them 
to  your  care,  trusting  that  the  legislative  measures  they  call  for 
will  be  met  as  the  wants  and  the  best  interests  of  our  beloved 
country  demand.  ANDREW  JACKSON. 

Wrishinoton,  llh  Decemher,  1835. 

Wednesday,  Dec,  After  reading  the  journal,  on  motion  of 
Mr.  Briggs — 

The  house,  in  conformity  with  previous  arrangements,  then 
proceeded  to  the  senate  chamber  and  joined  in  the  funeral  so- 
lemnities assigned  for  this  day,  in  honor  of  the  memory  of  se- 
nator Smith. 

Tluirday,  Dec.  Mr.  J.  Q,.  ^dams  moved  an  .nmendment 
making  si  the  duty  of  the  committee  of  ways  and  means  to 
report  the  appropriation  bills  within  thirty  days  after  the  meet- 
ing of  congress,  or  to  report  a reason  for  their  failure  to  do  so. 

Which,  after  discussion  and  amendment,  was  substantially 
agreed  to. 

Various  propositions  were  made  as  to  the  rules  of  the  house — 
which  occupied  a chief  part  of  the  sitting. 

On  motion  of  Mr.  Whittlesey,  it  was  ordered,  that  the  stand- 
ing committees  of  the  house,  be  now  appointed. 

A message  was  received  from  the  president,  transmitting  pa- 
pers relative  to  the  admission  of  Michigan  into  the  union. 

Mr.  Ma.^on,  of  Virginia,  moved  that  the  papers  be  printed, 
and  referred  to  a select  committee. 

Mr.  Howard  moved  that  they  be  referred  to  the  standing 
committee  on  the  territories,  and  gave  notice  that  he  should 
move  a re-consideration  of  the  vote  by  which  the  documents 
relative  to  the  boundary  had  been  referred  to  a select  commit- 
tee, in  order  to  refer  them  to  a standing  committee. 

Without  taking  th-e  question, 

On  motion  of  Mr.  Sutherland,  ihe  Louse  then  adjourned  to 
Monday. 
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REPORT  OF  THE  SECRETARY  OF  THE  TREASURY, 

ON  THE  STATE  OF  THE  FINANCES. 

'i'reasury  Department,  December,  8,  1835. 

In  obedience  to  the  direciioiis  of  the  “act  supplementary  to 
the  set  lo  establish  the  treasury  department,”  the  secretary 
of  the  treasury  respectfully  sulimits  to  congress  the  following 
report: 

I.  OF  THE  PUBLIC  REVENUE  AND  EXPENDITURES. 

The  balance  in  the  treasury^  on  the  1st  Jan. 

18.j3,  was  $2,011,777  55 

The  actual  receipts  into  the  treasury  during 
the  year  1833,  from  all  sources,  were  33,948,426  25 

Making  the  whole  amount  in  the  treasury  in 
that  year 

The  actual  expenditiire.s  during  the  same  year, 
including  the  public  debt,  were 

Hence  the  balance  in  the  treasury  on  the  1st 
of  January,  1834,  had  increased  to  $11,702,905  31 

In  addilion  to  this  balance,  the  receipts  from 

all  sources  during  the  vear  1834,  were  21,791,935  55 

Viz: 

From  customs  $16,214,957  15 

Lands  ' 4,8.57,600  69 

Dividends  on  bank  stock,  &c.  234,349  50 

Sales  of  bank  stock  352,.300  00 

Incidental  items  132,728  21 

These,  with  the  above  balance,  made  an  aggre- 
gate ol  33,494,840  83 

The  expenditures  during  1834,  on  all  objects, 
were  24,601,982  44 


$35,960,203  80 
24,257,298  49 


Vi~: 

Civil  list,  foreign  intercourse,  and  miscellane- 
ous subjr-cts  $4,404,728  95 

Military  service,  including  fortidcations,  ord- 
nance, Indian  affairs,  pensions,  arming  mili- 
tia, and  iiiUTiiai  improvement  10,064.427  88 

Naval  service,  including  gradual  improve- 
ment 3,956,260  42 

Public  debt  6,176,565  19 


This  being  an  excess  of  expenditures  over  the 
receipts  of  $2,810,046  89,  a balance  was 
left  in  the  treasury  on  the  1st  of  January, 

1835,  amounting  to  only  $8,892,858  42 

For  the  details  of  the  receipts  and  expenditures  in  1834,  re- 
ference is  made  to  the  annual  account  thereof,  which  is  this 
day  submitted  to  congress,  in  a separate  communication,  ac- 
companied, as  will  be  seen,  by  similar  details  of  the  receipts 
and  expenditures  for  the  three  first  quarters  of  the  year  1835, 
and  of  the  whole  estimates  for  1836. 

The  receipts  into  the  treasury,  ascertained  and  estimated, 
during  1835,  are  computed  to  be  $28,430,881  07.  Of  these,  the 
actual  receipts  during  the  first  three  quarters,  are  ascertained 
to  have  been  $23,480,881  07. 

Viz: 

From  customs  $13,614,489  26 

Lands  9,166,590  89 

Dividends  on  bank  stock  505,480  82 

Sales  on  bank  slock  62,800  00 

Incidental  items  130,520  10 

23,480,881  07 

Those  during  the  fourth  quarter,  it  is  expected,  will  b» 
$1. 9.50,000. 

Thus,  with  the  balance  on  the  1st  of  January,  1835,  they 
form  an  agaregate  of  $37,323,739  49. 

The  expenditures  of  the  whole  year  are  ascer- 
tained and  estimated  to  be  18,176,141  07 

Of  these,  the  expenditures  during  the  first 
three  quarters  are  ascertained  to  have 
been  13,376,141  07 


Viz: 

Civil  list,  foreign  intercourse,  and  miscella- 

nrous  2,827,196  16 

Military  service,  including  fortifications,  &c.  7,555,819  41 

Naval  service,  &c.  ' 2,929,219  39 

Duties  refunded  4,7.56  04 

Public  debt  59,150  07 


13,376,141  07 

The  expenditure  of  the  fourth  quarter,  it  is 

expected  will  he  4,800,000  00 

Thus  leaving  on  the  1st  of  January,  1836, 
subject  however  to  the  deduction  liereafter 
mentioned,  as  estimate  balance  of  money 
on  hand  equal  to  19,147,598  42 

This  includes  what  has  heretofore  been  re- 
ported as  unavailable  funds,  now  reduced 
to  about  .$1,100,000,  making  the  computed 
available  balance  on  the  first  of  January, 

1836  18,047,598  00 

On  that  are  already  imposed  by  congress  the  following  char- 
ges, by  current  and  permanent  appropriations,  which  have  not 
yet  been  expended. 

VoL.  XLIX— SiG.  18. 


First,  of  former  appropriations,  except  those  towards  the 
sinking  fund,  it  is  supposed  that  tliere  will  remain  unexpended 
at  the  close  of  the  present  year  the  sum  of  $8,126,794. 

Of  that  amount  it  is  compuied  that  only  $7,306,765  will  be  re- 
quired to  accomplish  the  objects  intended  by  them,  leaving 
$344,707  to  be  applied  in  aid  of  the  appropriations  for  the  ensu- 
ing year,  witlioul  reappropriations  (as  will  he  seen  in  the  es- 
timates), and  the  balance  of  $475,322,  which  has  not  been  re- 
quired, either  at  all,  or  seasonably,  for  the  objects  contemplat- 
ed in  its  appropriation;  will,  therefore,  be  carried  to  the  sur- 
plus fund.  Secondly,  on  what  is  properly  embraced  in  the 
appropriations  towards  the  sinking  fund,  there  is  an  outstand- 
ing charge  of  aliniit  $253,556,  for  nnclairned  interest  and  divi- 
dends on  the  funded  debt,  and  $37,233  for  unfunded  debt. 

These,  though  chargeable  on  the  treasury,  under  existing 
acts  of  congress,  and  subject  at  any  moment  to  be  demanded, 
are  not  all  likely  lo  be  called  for  immediately,  if  ever. 

Computing,  however,  all  the  existing  charges  of  every  kind 
on  the  treasury  at  tlie  end  of  the  present  year,  to  he  about 
$7,595,574,  the  balance  of  available  funds,  then  on  hand  would, 
it  is  estimated,  be  sufficient  to  meet  the  whole  at  once,  and 
leave  to  be  hereafter  applied  by  congress  lo  new  and  other 
purposes,  the  sum  of  about  $10,450,024. 

The  next  subject  deserving  consideration,  is  the  action  of 
this  department  since  the  last  report,  in  relation  lo  the  final 
extinguishment  of  the 

II.  PUBLIC  DEBT. 

Before  the  close  of  the  year  1834,  ample  funds  were  deposited 
with  the  U.  Slates  bank,  as  commissioner  of  loans,  to  discharge 
all  the  public  funded  debt,  which  was  then  outstanding. 

Of  the  funds  so  deposited  heretofore,  and  still  unclaimed  by 
the  public  debtors,  there  remains  in  the  pos- 
session of  the  bank,  the  sum  of  $143,570  63 

Since  the  Ist^of  Janum-y,  183.':  tliere  h;=s  been  c 
paid  from  irlie  treasury  of  interest  and  divi- 
dends outstanding  and  before  unclaimed  on 
the  funded  debt,  the  sum  of  60,000  00 

There  still  remains  of  the  same  debt,  due  and 
unclaimed  but  ready  to  be  paid  whenever 
demanded,  an  amount  equal  lo  about  253,556  00 

Similarly  situated  is  a small  unfunded  debt  of 
$37,913  03,  which  may  hereafter  be  claimed, 
and  on  which  has  been  paid  during  the  past 
year  only  220  00 

It  consists  of  claims,  registered  prior  to  1798, 
for  services  and  supplies  during  the  revolu- 
tionary war,  equal  to  27,437  96 

Treasury  notes,  issued  during  the  war  of  1812, 

$5,755,  and  Mississippi  stock,  4,320  09 

III.  THE  ESTIMATES  OF  THE  PUBLIC  REVENUE  AND  EXPENDI- 
TURES FOR  THE  YEAR  18.36. 

Tlie  receipts  into  the  treasury  from  all  sources  during  the  year 
1836,  are  estimated  at  19,750,000 

Viz: 

Customs,  15,250,000 

Public  Lands,  4,000,000 

Bank  dividends,  and  miscellaneous  receipts,  500,000 

To  which  add  the  balance  of  available  funds 
in  the  treasury  on  the  1st  of  January,  1836, 
eslimatedat  18,047,598 

And  they  make  together  the  sum  of  37,797,598 

Tlie  estimates  of  expenditures,  submitted  for 
all  specified  objects,  both  ordinary  and  ex- 
traordinary, for  the  service  of  1836,  and  in- 
cltiding  the  contingent  for  tlie  usual  excess- 
es, are”  . 23,133,640 

The  expenditures  during  that  year  for  specified 

ordinary  purposes,  are  estimated  at  16,758,815 

Thus  the  permanent  and  new  appropriations 
for  those  purposes,  required  for  the  service 
of  that  year,  are  estimated  at  16,412,108 

Under  former  aiipropriations,  there  is  included 
in  the  estimates  for  1836,  a sum  proposed  to 
he  used  for  tlie  service  of  1836,  without  re- 
appropriation,  equal  to  6,344,707 

And  these  two  sttiiis  amount  to  the  beforemen- 

tioned  aggregate  of  16,756,815 

They  are  divided  ammi'T  the  different  branches 
of  the  public  service  as  follows,  viz:  new 
appropriations  for  civil,  foreign  intercourse,  * 

and  miscellaneous  items  3,041,081 

Military  service,  pensions.  &c.  8,602,319 

Naval  service  and  gradual  improvement  4,768,708 

Previous  appropriations  to  be  u.sed  for  1836,  for  civil,  &e. 
$.5,192.  for  military,  &c.  $339,515.  By  virtue  of  former  acts  of 
congress,  there  will  probably  be  wanted  during  1836,  for  the 
payment  of  interest  and  dividends  unclaimed  on  the  funded 
debt, and  of  unfunded  debt  itself,  yet  unpaid,  the  sum  of $50,000. 

To  these  add  such  contingent  excesses  of  new  appropriation* 
by  congress  for  ordinary  purposes,  as  are  rot  included  in  the 
estimates,  but  which  are  likely  to  be  deemed  proper  by  that 
boily,  and  the  grounds  of  which  were  explained  in  the  last  »»• 
mial  report,  .$3,000,000.  The  estimates  of  expenditures  in  1836, 
for  extraordinary  purposes,  which  are  submitted  in  connection 
with  the  military  and  naval  services,  amount  to  $3,3^,825. 

Making,  as  estimated  for  the  service  of  1836,  all  the  new 
appropriations  of  every  kind,  specifically  called  tOB,  to  ^ 
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$17,515,  933:  and  all  Ihe  expenditure*  of  every  kind,  for  the  ser- 
vice of  the  same  year  to  be  in  tlie  aggrei'ate  $23,133,640 

On  the  supposition  that  the  appropriations  outstanding  and 
unexpemted  at  llie  ends  of  the  years  1835  and  1836,  will  be 
similar  in  amount,  this  would  leave  an  available  balance  in  the 
treasury  at  the  close  of  the  year  1836,  or,  on  the  first  of  Janu- 
ary, 1837,  estimated  at  about  $14,500,000,  provided  the  receipts 
be  as  computetl,  and  congress  make  no  larger  appropriations 
for  exlratirdinary  or  other  purposes,  at  their  present  session, 
than  those  enumerated  in  the  estimates  submitted.  From  this 
amount,  after  deducting  about  eight  millions  to  pay  the  out- 
standing appropriations,  to  which  the  treasury  will  then  pro- 
bably stand  pledged,  there  will  be  left  at  the  close  (»f  1836,  a 
net  balance  of  only  from  six  to  seven  millions  applicable  to 
any  other  use,  which  congress  may  now,  or  then,  be  pleased 
to  designate,  instead  of  about  ten  and  a half  millions,  the  net 
balance  estimated  to  be  left  so  applicable  at  the  close  ef  1835. 
In  other  words,  the  expenditures  will,  in  the  ensuing  year,  for 
only  the  objects  specified  in  the  estimates,  probably  exceed  the 
receipts  in  that  year,  about  four  millions  of  dollars,  and  thus 
to  that  extent,  reduce  the  balace  now  on  hand. 

IV.  EXPLANATIONS  OF  THE  ESTIMATES  FOR  1836,  WITH  SOME 
SUGGESTIONS  ON  THE  PROBABLE  CHANGES  TILL  1842. 

The  basis  on  which  the  above  estimates  rest,  will  now  be  ex- 
hibited and  explained. 

in  the  peculiar  condition  of  the  country  at  this  time,  without 
any  debt  to  absorb  our  surplus  receipts,  and  amidst  the  great 
changes  which  have  recently  happened,  and  will  probably  con- 
tinue to  happen,  in  our  whole  revenue  and  expenditures,  till 
after  the  essential  alterations  made  by  existing  laws  shall  cease 
in  1842,  this  department  feels  bound  to  enter  into  more  detail 
than  usual  concerning  the  grounds  of  its  estimates,  and  to  dis- 
close inorp  fully  every  material  consideration  which  has  led  it 
to  the  results  presented.  Congress  will  thus  be  jieller  enabled 
to  judge  of  their  accuracy,  and  to  correct  any  unintentional 
errors.  For  convenience  in  reference,  a tabular  statement  is 
annexed,  (A)  which  presents  separately  for  1833,  1834  and 
1835,  so  far  as  the  last  is  ascertained,  the  general  estimates  in 
one  column,  the  actual  appropriations  in  another,  and  the  ex- 
penditures in  a third.  To  these  are  added,  in  other  columns, 
the  whole  revenue,  with  the  exports  and  imports  for  each  of 
those  years.  For  a similar  reason  the  register  has  been  re- 
quested to  have  detaded  estimates  for  18.36,  prepared  with  a se- 
cond column,  showing  against  each  the  actual  appropriation  in 
1835  towards  a like  object. 

explanation  of  the  ESTIMATES  OF  RECEIPTS  FROM  CUSTOMS. 

In  respect  to  the  estimated  receipts  in  the  treasury  for  1836, 
80  far  as  derived  from  customs,  they  have  been  computed  on 
an  importation  of  foreign  merchandise,  expected  to  be  near  the 
average  of  the  last  three  years,  but  much  less  than  the  impor- 
tation of  the  year  ending  in  September,  1835. 

Under  our  present  system  of  revenue,  derived  usually  in  the 
ratio  of  3-4  to  6-7  from  customs,  the  amount  of  imports  have  a 
very  important  bearing  on  our  whole  receipts.  The  amount  of 
exports  is  likewise  material,  as  in  some  degree  influencing  the 
imports,  and  in  the  present  condition  of  the  country  throwing 
much  light  on  its  great  agricultural  prosperity,  and  fur;iishing 
with  the  others,  highly  useful  indications  concerning  the  extent 
and  increase  of  our  foreign  commerce. 

The  imports  during  the  year  ending  September  30th,  1835,  are 
ascertained  and  estimated  at  $151,030,368. 

They  show,  compared  with  the  preceding  year,  an  increase 
of  .$24,509,036.  Those  during  the  three  past  years  have  on  an 
average  been  about  $128,556,670. 

The  exports  during  the  past  year  are  ascertained  and  esti- 
mated at  $118,9.55,239;  of  these  $98,531,026  were  in  domestic, 
and  20,424,213,  in  foreign  products.  Compared  with  the  pre- 
ceding with  the  preceding  year,  they  exhibit  an  increase  of 
$14,618,266. 

As  some  evidence  that  our  estimates  of  the  whole  importa- 
tions the  ensuing  year  are  founded  on  correct  data,  it  appears 
from  a document  annexed,  (C)  giving  their  amount  l/om  1790, 
that  they  have  constantly  and  sometimes  largely  fluctuated  be- 
tween particular  years  though  comparing  mqst  terms  of  a few 
consecutive  years  with  former  ones,  they  liave  generally  in- 
creased. Thus  the  whole  imports  during  the  five  years  prior  to 
1835,  exceeded  those  of  any  former  period  of  similar  length  by 
nearly  fifteen  millions^  except  on  one  occasion,  almost  thirty 
years  since;  when  they  approached  near,  and  another,  about 
twenty  yearssince,  when  they  exceeded  their  recent  amount;  in 
consequence,  at  the  former  period,  of  our  extraordinary  share  in 
the  carrying  trade,  and  at  the  latter  one,  of  the  large  demands 
to  supply  the  deprivations,  which  had  been  caused  by  war,  and 
to  meet  ihe  increased  calls  of  numerous  new  commercial  en- 
terprises, fostered  by  returning  peace.  But  the  very  fact  ofotir 
recent  importations  having  been  so  large,  is  one  of  the  causes 
why  a considerable  diminution  in  the  whole  amount  in  1836,  is 
anticipated.  Some  further  causes  will  hereafter  be  specified. 
In  connection  with  other  considerations,  which,  it  is  believed, 
will  lend  to  produce  the  same  conviction.  When  we  proceed 
to  examine  the  free  or  dutiable  character,  rather  than  the 
amount  of  our  imports  during  only  a few  years  past,  with  a 
view  to  estimate  more  critically  the  revenue  which  will  pro- 
bably be  received  from  them  in  1836,  and  to  form  some  general 
conjectures  upon  the  subject  thence  forward  to  1842,  it  is  a fact 
deserving  careful  notice,  that  while  the  whole  amount  of  im- 
ports has  for  some  years  been  increasing,  that  portion  paying 
dUtieii  has  greatly  diminished,  and  at  the  same  time,  the  portioa 


exported  and  entitled  to  drawback,  has  not  diminished  in  a si- 
milar ratio. 

A statement  is  subjoined,  which  furnishes  important  details 
on  this  point  since  llie  late  great  changes  in  the  tariff  (B). 

The  general  results  from  them  are,  that  while  the  importa- 
tions paying  duties  have  fallen  off  in  1833  about  eleven  mil- 
lions, and  ill  the  year  1834  about  seventeen  millions  more,  and 
the  free  goods  increased  in  even  larger  proportions,  the  expor- 
tation of  dutiable  .articles  has  fallen  off  in  the  corresponding 
years  only  abuiii  six  and  two  millions,  leaving  Ihe  actual  con- 
sumption in  the  United  Stales  of  such  toreigii  merchandise  aa 
pays  duties  at  little  more  than  one-third  of  oiir  whole  imports, 
and  quite  tweiiiy  millions  less  than  in  1832.  This  computation 
as  to  the  consumption  is  made  on  the  probable  hypothesis,  that 
the  stock  of  such  merchandise  on  hand  remained  about  the 
same  at  the  close  of  each  year,  which,  though  not  correct  in 
some  single  years,  on  account  of  wars  and  various  vibrations 
in  trade,  would  in  any  series  of  a few  years  be  near  the  truth. 

The  iniporlaiioris,  however,  in  183.5,  and  especially  in  the 
last  quarter,  as  they  have  been  unprecedentedly  large,  exceed- 
ing, it  is  computed,  in  that  alone,  more  than  fifty-three  millions 
and  mostly  not  yet  consumed  may  be  thought  to  constitute 
some  exception  to  the  above  rule;  and  hence,  coupled  with  liie 
fact  the  returns  are  still  incomplete,  and  depend  in  pan  on  es- 
liinates,  their  amount  and  character  liave  not  been  inirodnced 
into  this  comparison.  But  they  are  inserted  in  the  table,  as  fur 
as  ascertainable,  and  if  considered  without  any  unusual  limi- 
tations or  deductions,  would  show  a great  fluctuation  in  the 
consumption,  both  of  all  foreign  merchandise  and  of  that 
which  is  not  free. 

The  rate  of  duty  has  in  many  articles  been  so  essentially  re- 
duced, or  entirely  removed,  as  to  lessen  the  whole  leceipts 
from  customs  over  twenty-four  millions  in  the  last  two  years, 
and  produce  most  of  the  above  dijfl'erences  in  the  character  of 
our  imports.  With  a view  to  enable  congress  to  form  a just 
estimate  of  the  probable  receipts  from  customs  the  ensuing 
year,  there  should  be  made  to  any  changes  occasioned  by  the 
above  causes,  such  additions  and  diminutions  for  the  past  and 
the  future,  as  are  required  by  the  difi'erence,  which  often  hap- 
pens between  the  amount  of  duties  accruing,  and  the  uinount 
actually  received  in  any  pariicular  year. 

In  some  instances,  this  difference  happens  by  large  changes 
in  the  amount  of  bounties  paid  nr  duties  refunded;  or  as  in  1833, 
by  the  substitution  of  cash  duties  for  credits,  and  by  giving  shnit 
instead  of  longer  credits,  and  in  others,  by  the  bonds  due  after 
the  commencement  of  some  years,  as  in  eighteen  hundred  mid 
thirty  four,  having  been  larger  in  amount  than  in  1835,  some  hav- 
ing been  given  for  dniies  on  certain  articles,  which  aftei wards 
became  free,  and  others  having  been  given  for  more  duties  on  ihe 
same  kind  and  amoiiiii  of  articles  as  before  the  biennial  reduc- 
tion took  effect,  than  they  were  subject  to  afterwards.  Wiih- 
oiii  new  legislation,  however,  none  of  these  circnmstaiices,  ex- 
cept the  last  one,  can  operate  much  hereafter  fill  1842;  and  the 
effect  of  that  will  generally  not  exceed  a quarter  of  a million 
of  dollars,  and  is  again  to  be  felt  not  till  1837.  Another  dill'er- 
ence  arises  sometimes  from  larger  collections  of  old  debts  due 
for  customs,  as  when  in  1835,  but  not  anticipated  in  1836,  near- 
ly one  quarter  of  a million  has  been  collected  on  a single  claim, 
originating  as  long  as  ten  years  ago,  independent  of  many  simi- 
lar collections  on  still  older  claims.  The  only  remaining  dif- 
ference of  much  importance  in  onr  receipts  from  customs  the 
ensuing  year,  compared  with  the  last  one,  will  probably  re.sult 
from  the  biennial  reduction  in  duties  of  nearly  a million  of  dol- 
lars, which  the  existing  l.iws  provide  shall  lake  place  after  the 
close  of  the  present  month.  This  reduction  of  duties  might, 
under  some  circumstances,  be  chiefly  obviated  by  an  increased 
importation  and  consumption  of  foreign  mercliandise.  But  it 
has  been  already  stated,  that  the  whole  importations  were  of 
late  80  unusually  large,  as  with  other  c.nises  hereafter  explain- 
ed, not  only  to  forbid  any  reasonable  expectation  of  their  increase 
in  1836,  but  to  render  a reduction  probable;  and  it  is  further  be- 
lieved, a careful  inquiry  will  show,  that  tlie  consumption  of  nil 
kinds  of  foreign  mercliandise  in  the  United  Slates  has  generally 
enlarged  in  a smaller  ratio  than  is  supposed  by  many,  and  espe- 
cially that  Ihe  use  of  such  as  pays  duties,  which  Is  Ihe  cardinal 
lest  of  our  receipts  from  customs,  will  rather  lessen  tlinii  in- 
crease in  1836,  and  be  not  materially  enlarged  till  after  1842.— 
By  Ihe  table  before  referred  to,  (C)  which  is  the  most  accurate 
the  records  of  the  treasury  eHabIc  me  to  prepare,  it  will  he 
seen  what  our  consiiiiiplion  of  foreign  merchandise  of  all  kinds 
has  been  during  each  of  the  last  forty-five  years.  By  compar- 
ing, not  single  years  with  other.s,  but  a series  of  three  years,  as 
for  instance,  1792,  ’93  and  ’94,  with  other  similar  series  after  in- 
tervals of  ten  years,  and  paying  less  regard  to  the  first  and  third 
series,  as  the  former  rests  on  estimate*  made  now  and  not  on 
valuations  at  the  lime,  and  the  latter  being  in  a period  of  war, 
is  too  irregular  for  a guide,  it  appears  that  the  average  increase 
of  consiimplion  of  all  foreign  merchandise  has  been  not  three 
per  cent,  annually  in  the  last  thirty  years,  and  has  been  not 
equal  to  the  increase  of  our  population  during  the  same  peiiud 
by  over  one  and  a half  per  cent.  While  the  increase  of  the 
latter  has  also  been  very  uniform, varying  between  every  census, 
and  for  Ihe  whole  time  very  steadily  between  four  and  a half 
and  five  per  cent,  that  of  the  former  has  fliictiiatcd  largely,  rising 
under  the  great  impulse  given  to  credit,  industry  and  enterprise 
by  the  adoption  of  our  constitution,  to  near  seven  per  cent, 
yearly,  during  most  of  the  first  ten  years,  and  then  falling  to 
only  about  one  per  cent,  the  next  twenty  years.  After  that,  by 
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one  of  those  customary  tidts  in  trade  which  almost  periodically 
occur  soon  alter  checks  to  overtrading,  and  exhaustion  of  old 
stocks  of  goods,  and  enlarged  means  to  purchase,  from  abun- 
dant crops,  their  high  prices,  or  any  other  cause,  the  rale  of 
increase  in  consumption  rose  again;  and  by  reason  of  so  many 
free  goods,  and  especially  the  unprecedented  imports  of  specie 
in  1833  and  1834,  amounted  on  an  average,  during  the  last  ten 
years,  to  four  per  cent,  annually.  Deduct,  however,  that  ex- 
cess of  specie  alone,  and  the  increase  would  not  much  exceed 
three  per  cent,  on  the  consumption  of  all  kinds  of  foreign  mer- 
chandise; while  on  that  of  such  merchandise  as  pays  duties, 
there  has,  as  before  detailed,  been  a great  decrease;  and  tiiere 
is  no  likelihood  of  much  permanent  increase,  till  the  whole  im- 
portations shall  be  greatly  augmented,  or  the  tariff  be  again 
extended  to  a larger  list  of  articles. 

J3y  the  customary  rellu.x  of  that  tide  from  opposite  causes, 
and  the  greatest  substitution  of  some  kinds  of  domestic  products, 
it  is  believed  that  the  ahove  rale  of  increase  as  to  all  foreign  ar- 
ticles, will  again  soon  decline,  and  probably  remain  much  be- 
low that  of  our  population,  until  new  legislation,  or  the  essen- 
tial alterations  now  going  on  in  the  tariff,  shall  materially  en- 
large the  amount  of  goods  paying  a low  duty.  As  the  capacity 
of  the  country  to  purchase  foreign  goods  will,  alt  other  things 
remaining  equal,  be  then  enlarged  in  the  ratio  of  what  it  does 
not  pay  for  duties,  such  alterations,  when  their  influence  shall 
be  fully  fell  in  1842,  will,  as  the  great  alterations  in  1832  and 
1833  have  alre.ady  done,  doubtless  lend  again  to  augment  some- 
what the  whole  importations  and  consumption  of  foreign  arti- 
cles. Another  comparative  view,  perhaps  more  striking,  of 
this  consumption,  is,  that  according  to  the  value  of  the  articles 
as  estimated  at  the  custom  house,  its  average  amount  in  1790 
and  ’91  was  about  seven  dollars  per  head  to  our  population;  in 
1800  and  1801,  over  ten  dollars  per  head;  in  1810  and  ’ll, about 
seven;  but  in  1820  and  ’21,  only  about  six;  anrf  in  1830  and  ’31, 
rmly  about  five,  or  one-half  of  what  it  was  thirty  years  before. 
This  great  difference  has  probably  arisen,  not  only  from  the  in- 
creased domestic  production  of  certain  manufactures,  such  as 
cottons,  woollens,  salt  and  iron,  .«tnd  of  some  articles  more  im- 
mediately connected  with  agriculture,  such  ns  sircar  and  mo- 
lasses, but  from  a fall  in  the  price  of  many  articles,  making  the 
value  less  of  a similar  quantity  consumed,  and  from  the  greater 
extension  of  our  population  into  the  west,  where  the  indepen- 
dent habits  of  the  people,  and  the  comparatively  enhanced  cost 
of  foreign  articles,  would  tend  to  cause  a smaller  consumption 
of  them  than  near  the  seabord;  where  their  price  is  lower,  and 
it  is  customary  to  depend  more  on  foreign  supplies. 

It  will  be  noticed  that  all  the  above  computations  have  been 
made  of  the  value,  and  not  the  quantities  of  articles  consumed  . 
The  latter  would  be  more  difficult  to  exhibit  in  so  great  detail 
and  fullness.  But  if  they  could  he,  the  result  would,  in  a view 
connected  with  political  economy,  be  more  satisfactory  as  show- 
ing more  clearly  the  comparative  habits  of  our  population  at 
different  periods;  because  prices,  especially  of  some  maniifac- 
lures,  have  fallen  during  the  last  forty  years;  probably,  on  an 
average,  over  fifty  per  cent,  and  our  whole  consumption  of 
foreign  articles  has,  without  doubt,  diminished  more  in  value 
than  in  quantity. 

But  the  difficulties  before  mentioned  have  prevented  any  fur- 
ther exhibit,  coupled  with  the  circumstance,  that,  in  respect 
to  the  amount  of  duties,  the  inquiry  now  most  perlineiit  and 
m.Herial,  the  result,  in  the  present  state  of  the  tariff,  would  be 
much  less  important  than  some  might  at  first  imagine,  as  it 
would  be  wholly  unaltered  in  all  oases  of  specific  rales  of  duty, 
whether  the  values  or  the  quantities  be  deiailed  in  the  siale- 
ments,  and  equally  unaltered  in  over  half  of  all  the  foreign 
goods  now  imported,  they  being  at  present  free,  and  the  rate  of 
increa.se  in  their  consumption  by  additions  to  our  population, 
or  <ither  causes — having  no  infiitence  whatever  on  the  revenue. 

Hence,  in  looking  to  the  lulure,  it  is  essential  to  notice  that, 
if  the  increase  in  consumption  of  all  foreign  goods  should  con- 
tinue to  be  on  an  average  till  1842,  as  large  as  during  the  last 
thirty  years,  it  would  only  add  yearly  about  one  and  (»ne-quar- 
ler  millions  to  the  imports  of  goods  which  are  now  dutiable,  and 
on  which  the  average  revenue  would  not  probably  exceed  two 
hundred  and  fifty  thousand  dollars  per  annum.  But,  it  is  pre- 
sumed that  the  increasing  siibslitiition  in  our  importations  for 
consumption,  of  free  for  dutiable  goods  when  the  former  will 
answer  the  desired  purpusKS  of  the  community,  will,  on  ac- 
count of  their  eeinparaii ve  cheapness,  make  the  free  rather  than 
the  dutiable  goods  usually  increase,  and  be  frequently  in  a ratio 
quite  large  enough  to  counteract  or  neutralize  the  eftecls  of  any 
tendency  to  augment  the  revenue  by  an  increased  consumption 
ofall  kinds  offitreigii  goods. 

The  commercial  returns  for  1635  were  not  received  so  as  to 
be  used  in  any  of  the  above  computations;  but  so  far  as  now  as- 
certained and  estimated,  they  are  given  in  the  table,  and  fiir- 
ui.sh  another  illustration  of  the  fluctuating  character  of  our  fo- 
reign trade,  and  the  uncertainty  of  any  slntemimts  (nunded  on 
it,  which  do  not  extend  to  comparisons  of  various  and  distant 
periods  of  time. 

The  exporu  of  domestic  produce  the  ensuing  year  will,  as 
before  remarked,  exert  some  influence  on  the  amount  of  iinpor- 
talions,  and  hence  on  the  revenue  from  customs.  But  the  ef- 
fect of  those  exports  on  onr  importations  for  immediate  con- 
sumption, including  all  but  specie,  and  other  articles  to  be  again 
exported,  will  in  reality  alw.iys  be  less  (ban  is  sometimes  sup- 
posed; provided  the  domestic  supplies  of  similar  articles  should, 
as  of  late  years,  continue  rapidly  to  increase,  and  should  prove 


to  he  equal  in  quality,  and  not  higher  in  price,  than  similar  ones 
imported  from  liireign  nations.  In  that  event,  though  the  abi- 
lity of  the  people  to  buy  foreign  goods  will  fortunately  be  great- 
er, where  the  exports  are  large,  yet  the  permanent  returns  from 
abroad  will  generally  be  more  in  money  to  be  expended  at 
home;  and  less  in  goods  to  he  consumed.  But  the  diversity  of 
opinion  which  exists,  concerning  some  of  these  considerations, 
has  led  me  to  submit  the  document  annexed,  (D). 

From  tliis  it  appears  that  our  whole  exports  of  every  kind,  in 
the  last  five  years,  including  the  estimates  for  1835,  have  not 
exceeded  those,  during  a similar  term,  from  1803  to  1807  inclu- 
sive, but  about  forty  millions,  and  being  an  excess  no  larger 
than  at  most  intervening  periods,  while  an  extraordinary  in- 
crease has  taken  place  in  onr  exports  of  domestic  products,  ex- 
ceeding in  value  those  during  that  term  more  than  one  hundred 
and  fifty  millions,  and  being  quite  double  the  excess  at  tmisi  in- 
tervening periods.  Indeed,  it  will  be  seen  that  they  have  been 
almost  a hundred  per  cent,  larger  than  they  were  in  any  similar 
term  of  years  previous  to  1816,  and  have  exceeded  those  during 
such  a term  only  ten  years  ago,  by  the  sum  of  about  one  bnn- 
dred  and  fifteen  millions,  a difference  greater  than  the  wliole 
amount  of  all  our  exports  of  domestic  products  during  the  first 
five  years  under  our  present  form  of  government.  The  recent 
average  rale  of  iticre.ise  in  these  exports,  however,  has  not  been 
large,  independent  of  the  article  of  coitnii:  nor  is  it  likely  to 
augment  during  the  few  ensuing  years.  Adopting  a comparison 
between  every  term  of  ten  years,  from  1792,  ’3  and  ’4,  to  1832, 

’3  and ’4,  and  including  all  articles,  it  appears  that  the  whole 
exports  of  domestic  produce  exhibit  an  increase  in  the  last  thir- 
ty years  of  less  than  three  per  cent,  annually,  or  a rate  consi- 
derably lower  than  that  of  our  population,  though,  in  the  previ- 
ous term  of  ten  years,  by  the  great  prosperity  from  onr  new 
form  of  government,  and  the  rapid  progress  in  the  cultivation 
of  cotton,  tiiat  increa.se  was  near  eight  per  cent.;  and  in  the 
high  price  and  large  exports  of  this  article  in  the  last  term  often 
years,  it  has  been  about  five  per  cent,  annually.  But  as  that 
price  has  oflate  been  unusually  high,  and  is  now  lower,  and  as 
the  demand  for  cotton  abroad  in  the  ensuing  year  is  not  likely 
to  exceed,  if  it  equals,  the  late  customary  ratio,  and  on  which 
some  interesting  facts  may  be  seen  in  tbe  statement  annexed, 
(E)  the  value  of  our  whole  dome.stic  exports  (over  one-half  of 
whieh  now  con.sistsof  cotton)  will  probably  be  less  in  1836  than 
in  1835.  This  restill,  therefore,  fortifies,  rather  than  impairs, 
the  correctness  of  the  diminished  estimate  of  our  whole  impor- 
tations in  1836,  and  of  the  anticipated  receipts  ol'^'duties  tliere- 
from. 

On  the  whole  then,  as  the  biennial  reduction  in  those  dutiesi 
wliich  exceed  twenty  per  cent,  lakes  place  on  the  31st  instant, 
and  will  amount  to  near  one  million  of  dollars,  as  in  the  ensu- 
ing year,  the  whole  importations  will,  by  the  estimates,  be  less, 
and  the  consumption  of  foreign  articles  paying  duties  is  for  that 
and  otlier  reasons  not  likely  to  increase,  it  results,  from  these 
and  some  circiirnstances  before  mentioned,  that  the  whole 
ainouiit  of  revetitie  which  will  be  received  from  imports  dtiring 
the  year  1836,  will  probably  be  from  one  to  two  millions  less 
than  in  1835.  If  we  look  forward  to  1842,  when  the  tariff  is,  by 
our  present  laws,  to  undergo  a great  change,  and  if  we  regard, 
in  the  intervening  time,  the  probable  exports  of  domestic  pro- 
duce and  imports  of  foreign  merchandise,  or  the  presumed  con- 
sumptioir  of  that  small  portion  of  the  latter  paying  duties,  it 
may  fairly  be  concluded,  that  aftei  making  due  allowances  as 
to  all  these,  on  account  of  our  increasing  population  and  wealth, 
and  deducting  those  allowances  from  the  biennial  reduction,  not 
only  with  the  revenue  accruing  from  customs  probably  diminish 
at  the  average  rate  of  about  one-third  of  a million  per  annum, 
or  near  two-thirds  of  a million  every  second  year  until  the  first 
' of  January,  1842,  but  then,  at  one  blow,  over  two  and  a half 
millions  more  of  the  duties  above  twenty  per  cent,  is  to  be 
struck  oft’;  and  on  the  first  of  July  the  same  year,  over  two  and 
a half  millions  more,  and  some  new  articles  for  the  first  time  be 
rendered  entirely  free.  All  the  reduction  which  is  to  take  place 
in  that  year  alone,  will  thus  amount  to  between  five  and  six 
millions  of  dollars;  and  the  whole  annual  revenue  from  customs 
will,  by  1843,  have  probably  fallen  to  about  nine,  instead  of  its 
present  amount  of  about  seventeen  millions  of  dollars. 

EXPLANATION  OF  THE  ESTIMATES  OF  RECEIPTS  FROM  LANDS. 

The  revenue  from  lands  the  ensuing  year,  has  been  estimat- 
ed at  four  millions  of  dollars.  In  submitting  the  estimates  for 
1835, the  amount  expected  to  be  received  from  this  source  was, 
for  reasons  then  stated,  calculated  half  a inillion  higher  than  it 
had  ever  been  before,  and  was  described  as  still  too  low,  if  the 
department  had  not  anticipated  that  large  sales  would  be  made 
for  the  Indians,  the  proceeds  of  which  were  not  to  go  into  the 
treasury  for  public  uses.  But  these  last  sales  delayed  till  the 
first  month  in  the  next  year,  have  unexpectedly  given  place  to 
others,  all  whose  proceeds  have  so  pone  into  the  treasury.  This 
change,  with  the  operation,  in  such  unexampled  force,  of  the 
circumstances  detailed  in  those  reasons,  aided  by  such  an  ea- 
ger thirst  for  the  investment  of  surplus  capital  in  new  lands, 
and  the  bright  prospects  of  large  profits  from  their  immediate 
cultivation  for  cotton  in  the  south  west,  with  the  extraordinary 
number  of  pre-emption  claims  allowed,  lias  caused  the  actual 
receipts  from  their  sales,  during  the  year  1835,  to  exceed  those 
of  any  previous  year,  by  the  sum  of  probably  more  titan  six  rnil- 
linti.s  of  dollais. 

From  tbe  fact  that  many  of  these  sales  have  not  been  made 
to  actual  settlers,  and  that  much  of  the  land  thus  sold,  will  re- 
main in  the  market  to  aid  in  supplying  hereafter  such  purclias- 
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ers — from  ihe  proliabiliiy  that  some  diminiilinn  in  the  price  of 
cotlOH,  with  the  increased  cost  of  labor,  will  lessmi  somewhat 
the  ardor  for  new  investments  in  land  in  the  sonih  west — trom 
the  circumstances  that  much  fewer  pre-emption  claims  exist,  and 
that  fewer  public  sales  of  lands  whose  proceeds  beloiiK  to  the  go- 
vernment, by  over  two  millions  of  acres  will  be  advertised  the  en- 
suing year — and  from  the  presumption  lhat  the  siir{ilns  capital  lo 
be  reinve.'=ted,  derived  from  the  final  payment  of  onr  public  debt, 
and  from  the  unusually  great  exports  of  the  last  two  years,  will 
he  reduced,  it  has  not  been  deemed  safe  to  estimate  Ihe  re- 
ceipts, for  public  purposes,  from  sales  of  land  in  1836,  at  more 
than  four  millions  of  dollars. 

Besides  those  receipts,  the  sales  of  the  Chickasaw  lands, 
postponed  as  before  remarked,  to  the  ensuing  year,  will  proba- 
bly be  consideiable,  as  the  quantity  offered  will  be  about  six 
millions  of  acres,  and  though  by  treaty,  the  proceeds  of  them 
must  be  invested  for  the  Indians,  yet  the  sales  will,  to  their  ex- 
tent, diminish  the  demand  for  other  hinds  whose  proceeds 
would  go  into  the  treasury.  In  looking  beyond  tlie  next  and  a 
few  succeeding  years,  as  connected  with  this  subject,  it  is  tine, 
that  the  wliole  lands  still  owned  by  the  United  Stales,  within 
the  boundaries  of  the  present  states  and  territories,  exceed  the 
vast  quantity  of  three  hundred  and  thirty  millions  of  acres;  and, 
west  of  Missouri  and  Arkansas,  perhaps  seven  hundred  and  fif- 
ty millions  more,  of  which  only  seventy  or  eighty  millions  have 
yet  been  specially  assigned  to  the  Indians,  or  in  any  other  way 
absolutely  appropriated.  But  though  three  hundred  and  thirty 
millions  of  acres  would  alone  be  enough  in  quantity,  at  even 
the  rale  of  recent  large  sale.®,  lo  continue,  for  a corisideralde 
time  to  yield  an  important  share  of  revenue,  it  must  be  remem- 
bered, that  the  demand  for  it  will  be  limited  generally,  by  the 
extent  of  the  increase  of  our  population  and  capital;  and  lhat 
large  portions  of  it,  perhaps  one-foiirlh,  might  to  deemed  waste 
and  water;  and  probably  half  of  it,  as  well  as  much  of  that 
which  lies  west  of  the  present  states  and  territories,  be  consi- 
dered of  such  an  inferior  quality,  lhat  it  cannot  he  sold  for  cul- 
tivation till  our  population  reaches  an  amount  and  density 
which  will  probably  require  ages  to  effect,  fn  illustration  of 
some  of  these  views,  is  a remarkable  fact,  that,  of  the  whole 
quantity  of  land  surveyed  and  offered  at  pnlilic  sale,  from  1789 
to  1834,  being  about  one  hundred  and  twenty-two  millions  of 
acres,  not  one-third  of  it  has  been  sold  for  any  purpose  what- 
ever; and  that  the  whole  receipts,  being  a little  under  fifty  mil- 
Jjows  of  dolla  rs,  frora  tli«  wltole  sales  of  public  lands  during  that 
period,  have  furnished  only  a small  amount  not  exceeding  three 
or  four  millions  of  net  revenue,  beyond  the  whole  cost  in  vari- 
ous ways,  attending  their  purchase  and  management. 

But  a considerable  net  revenue  from  them,  hereafter,  if  nei- 
ther given  away  or  divided,  can  with  safety  be  expected,  and 
they  would  then  tend  to  furnish  lhat  relief  under  the  common 
burdens,  and  lhat  aid  towtirds  the  common  and  legitimate  ob- 
jects of  the  union,  which  were  intended  to  be  promoted  by 
their  original  cession  lo  Ihe  general  government.  The  present 
rate  of  increase  in  our  population  engaged  in  agricultural  pnr- 
«uits,,  will  not,  it  is  presumed,  for  six  nr  seven  years,  create  a 
regular  annual  demand  for  immediate  cultivation  of  over  one 
million  of  a«res  of  the  public  lands,  and  it  is  calculated  that 
from  two  to  fotir  iniliinns  more  will  be  bonglit  yearly  for  invest- 
ment of  capital  and  resale. 

The  estimate  for  that  lime  proceeds  on  the  probable  pre- 
sumption that  no  very  large  portion  of  our  old  cultivated  lands, 
will  be  wholly  abandoned,  and  that  the  new  lands  annually  put 
into  cultivation  in  the  whole  union,  have  been  and  will  be  to 
the  amount  of  quite  one-half  those  bought  by  the  actual  set- 
tlers, HOt  directly  of  the  United  Stales,  but  of  the  .several 
states  or  of  individual  owners.  As  the  wild  lands  owned  by 
several  of  the  stales  and  by  companies  or  individuals,  whe- 
ther belonging  to  them  through  gift,  sale,  or  otherwise,  from 
cither  former  governments  or  the  United  States,  shall  increase 
or  diminish  in  quantity  and  price,  the  new  sales  by  the  United 
Slates  are  likely  to  be  less  or  mrrre,  and  the  above  proportions 
to  become  by  those  as  well  as  by  numerous  other  cirenmslan- 
ees  somewhat  alfected.  The  wholesales  of  public  lands  for 
speculation  and  investment,  as  well  as  for  immediate  ciiliiva- 
tion,  will,  therefore,  from  various  causes,  some  of  which  have 
already  been  specified,  probably  fluctuate  between  two  ami 
five  millions  of  acres,  producing  from  (hree  to  six  millions  of 
dollars  a year  till  1842  and  ind<»ed  not  often  exceeding  the 
maximum  till  most  of  the  ricli  soils  are  gone. 

A document  has  been  carefully  prepared,  (F),  which  in  some 
degree  verifies 44iese  general  view.s,  as  it  shows  that  the  whole 
«a1e«to  the  dose  of  1834,  deducting  about  six  and  one-third 
inillioiis  of  acres,  which  reverted  under  onr  former  system, 
have  been  only  about  thirty-seven  and  a half  millions  of  .acres 
during  forty-five  years,  or  on  an  average  only  abntit  three- 
fourths  of  a million  of  acres  yearly,  for  immediate  cultivation 
and  every  other  tmrpose. 

This  quantity  sold,  with  about  sixteen  millions  given  away 
as  bounties  in  the  last  war,  and  for  schools,  colleges,  internal 
improvements  and  other  public  objects  in  the  new  stales, 
being  together  almost  half  as  much  as  all  the  sales,  would, 
through  the  wlntle  time,  be  taking  from  the  pnlilic  lands  by 
both  gift  and  sale,  and  for  all  purposes,  iittle  more,  if  any,  when 
compared  with  our  population,  and  Ihe  additions  to  it  at  differ- 
ent periods,  than  three  millions  of  acres  would  annnaHy  be 
now.  It  may  he  instructive  in  respect  to  the  estimate  of  onr 
future  proceeds  from  lands  to  recollect  that  after  ihe  present 
system  commenced,  the  sales  never  amounted  in  fact  to  one 


million  of  acres  a year  till  1815,  nor  to  two  millions  a year  lill 
the  tempiatioms  of  the  credit  system,  and  the  great  rise  m ilie 
price  of  cotton  lo  26  and  34  cents  per  pound  induced  larger  pur- 
chases, extending  to  over  two  millions  of  acies  in  1817,  and 
about  5i  millions  in  1819;  and  thus  even  filiein  years  ago  ex- 
ceeding in  quantity,  by  nearly  a million  of  acre.',  ilie  large 
sales  of  18.34,  and  exceeding  them  in  Ihe  sum  promised  to  be 
paid,  by  the  Jilmost  iricredible  amount  of  more  than  twelve  mil- 
lions of  dollars.  But  the  fall  of  eollori  in  1820,  to  only  about 
half  its  former  price,  combined  with  other  causes,  left  the  pur- 
chasers in  debt  to  Ihe  government  over  twenty-two  millions  of 
dollars,  and  with  the  change  from  the  credit  to  the  cash  sys- 
tem, reduced  the  sales  again  to  iiincli  less  than  a million  of 
acres  a year,  caused  neatly  six  itilllions  of  the  former  sales  to 
revert,  and  kept  them  down  to  less  than  a million  in  every 
year  after,  till  the  rise  of  cotton  in  1825  gave  a new  impulse, 
which  being  aided  by  other  powerful  causes,  the  sales  gradual- 
ly enlarged  till  they  reached  a million  again  in  1829.  Since 
that,  increasing  still  more  rapidly,  titey  have  exceeded,  during 
18.34,  four  millions  of  acres,  and  during  l!s35  probably  nine  mil- 
lions. Among  those  oilier  causes,  the  more  exten.'ive  intro- 
duction of  steam  power  on  the  western  rivers  and  northern 
lakes,  with  the  public  improvements  in  their  navigation,  and 
the  increased  facilities  of  intercourse  by  rail  roads  and  canals, 
have  ol  late  added  much  lo  the  sales  of  the  pnbUc  lands  beyond 
previous  years,  ami  beyond  the  proportional  increase  of  popu- 
lation. To  ilie  force  of  these  causes  have  been  joined,  during 
the  last  three  years,  as  formerly  suggested,  the  effect  of  the  pre- 
emption law,  the  increase  in  the  price  of  cotton,  and  tlie 
nnnsual  abundance  of  surplus  capital  in  1835,  seeking  new  in- 
vestments. But  much  of  the  great  difference  lo  he  produced 
by  these  causes  has,  perhaps,  happened  already.  What  ex- 
traordinary incrt;ase  of  population  an,d  demand  for  new  lands 
ill  the  United  States,  may  hereafn;i  occur  by  emigration  from 
Europe,  compared  willr  former  years,  must  depend  on  so  many 
contingiMicies  both  here  and  there,  such  as  good  or  bad  govern- 
rnenls,  pros[)erity  or  decline  of  mannfacinres,  and  a taste  for 
emigration,  to  new  lands  in  other  quarters  of  Ihe  world,  as  at 
piesent  lo  prevent  any  person  from  making  a safe  estimate. 

DIFFICULTIES  IN  ESTIMATES  AS  TO  CUSTOMS  AND  LANDS. 

Comparative  and  speculative  views,  connected  with  the  snh- 
jecl  of  onr  receipts  from  customs  and  lands,  could  be  fiirilier 
extended,  but  their  practical  niiliiy  might  lie  deemed  proble- 
matical, as  sufficierit  is  believed  to  have  been  already  staled 
for  all  general  purposes.  Greater  confidence  is  felt  in  the  esti- 
mate submiUed  for  the  receipts  from  customs  in  1836,  as  lhat 
ofi'ered  last  year  for  1835,  fnnmhri  on  somewhat  similar  data, 
has  not  varied  from  the  ascertained  and  estimated  actual  re- 
c»‘ipls  over  a million  of  dollar.';  but  the  actual  receipts  from 
the  lands  have,  for  the  various  reasons  before  explained,  dif- 
fered largely;  ami,  united  with  the  failure  to  pass  some  usual 
and  anticipated  appropriations  at  the  last  session  ol  congress, 
have  caused  most  of  the  increased  snrpin.s  now  in  the  trea- 
sury. The  ditticully  in  attaining  much  certainty  in  estimating 
the  receipts  from  either  customs  or  lands  in  any  particular  year 
in  a country  so  new,  enterpiising  and  prosperous  as  ours,  has 
ever  been  considerable,  in  addition  to  the  fliielnatioris  we  al- 
ways shall  be  liable  lo  from  short  crops,  pestilence  and  war. 
But  this  difficulty  will  be  more  strikingly  exemplified  till  1><42, 
under  the  material  alteration  from  cr»  dii  to  cash  payments,  and 
under  Ihe  coniinned  biennial  clianges  to  w hich  the  tariff  is  now 
subjected.  It  was  shown  in  1822,  in  a report  of  a committee  of 
the  house  of  representatives,  that  from  1802  to  that  time,  the 
estimates  of  onr  whole  receipts  difiered,  either  by  excesses  or 
deficiencie.s,  from  the  actual  receijits  in  different  years,  from 
one  lo  fmty-Ihree  per  cent.  :ind  in  customs  abnie,  from  three 
lo  seventy-three,  being  an  average  of  about  sixteen  per  cent, 
per  annum.  The  difference  since  1822  has  been  cnrefnlly  ex- 
atnined,  and  is  found  to  vary  from  less  than  one  per  cent,  to 
over  forty-one,  and  averages  annually  about  thirteen  per  cent. 
Blit  the  effects  of  the  irregularity  of  onr  actual  receipts  into 
the  treasury  in  any  parlictilar  year,  whether  over  or  tinder  the 
estimates,  were  less  noticeable,  and  were  of  less  comparative 
importance  before  the  final  payment  of  Ihe  public  debt,  at  the 
clo.se  of  1834,  as  that  payment  from  lime  to  lime,  corrected  any 
irregularity,  and  superseded  what  will  often  lierealter  he  in- 
evitable without  due  precaution,  the  m'cessity  of  a resort  to 
new  legislation  whenever  any  eoii^tderable  excess  or  deficiency 
happens  to  occur  in  the  w'liole  revenue. 

Beside  what  ha.s  alri'adv’  lu-en  remarked  on  the  inflnenre 
which  the  increased  cnllivaiinn  of  cotton  in  this  country  has 
in  various  ways  exercised  and  is  likely  to  exercise  hereafter 
in  our  revenue  from  customs  and  lands,  it  might  be  made  .i 
subject  of  fnrilier  and  very  int<*resting  inquiry,  in  connexion 
with  the  nncerlairily  of  the  estimates  on  those  subjects,  affect- 
ing, as  that  cnilivniion  does,  more  reinotelv.  not  only  onr  re- 
venue from  lands  and  customs,  but  Ihe  balance  of  trade  and 
the  export  of  specie,  as  well  as  Ihe  coniinnance,  by  means  of 
nintnal  depi>ndeiic(!  among  great  interests,  of  many  of  onr 
peaceful  and  pro.'peroiis  relaiions.  both  at  home  and  abroad. 
But  witliont  entering,  on  this  occasion,  into  further  details 
concerning  any  of  these  point.',  it  may  be  mentioned  as  a 
very  sinking  result  conneeted  w'ith  the  last  one,  and  as  fur- 
nishing a strong  prrsiim[»lion  in  favor  of  a greater  exemption 
hereafter  from  fliicinations  by  war  and  commercial  restriction?) 
■that  wliile  the  quantity  of  cotton  exported  from  this  country 
has  increased  from  half  a millions  of  pnniids,  in  1790  to  over 
three  iHindred  and  eighty  millions  in  1835,  and  has  exceeded  in 
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value,  during  six  of  the  last  ten  years,  all  our  oilier  export's  of 
domestic  products  of  every  description,  the  manufacture  of  it 
at  home,  and  chiefly  in  the  iiorlheru  states,  has  iiicieased,  from 
consuming  only  a few  hales  more,  to  ninety  millions  of  pounils 
yearly,  and  to  that  extent  creates  a new  and  strung  bond  of 
reciprocal  adv. ullage  and  harmony.  And  that  while  we  now 
furnish,  instead  of  the  small  quantity  in  the  first  years  of  our 
government,  quite  fiUeen-sixteenths  of  the  whole  consumption 
of  raw  Colton  by  England,  and  seven-tenths  of  that  by  France, 
ail  the  present  expoits  of  it  to  Europe,  from  all  the  rest  of  the 
world,  do  not  jirobably  equal,  if  tliose  two  nations  could  ob- 
tain the  whole,  one-third  of  what  they  now  consume,  or  one- 
fourth  of  what  they  now  import  form  the  United  States  alone. 
And  thus,  while  neither  of  them  produces  any  of  the  raw  ar- 
ticle, except  a little  in  some  remote  dependencies,  that  they 
have  an  annual  manufacture  now  relying  on  it,  and  chiefly  on 
the  United  States,  equal  in  France  to  eighty  millions  of  dol- 
lars, and  in  England  to  one  hundred  and  eighty  millions  of  dol- 
lars; and  constituting,  in  the  latter,  after  it  supplies  her  own 
large  necessities  at  home,  over  one-half  in  value  of  her  great 
annual  exports  to  all  quarters  of  the  globe. 

EXPLANATION  OF  ESTIMATED  RECEIPTS  FROM  MISCELLANEOUS 
SOURCES. 

The  estimate  of  receipts  from  bank  dividends  has  been  made 
at  the  usual  rate,  computed  on  the  present  amount  of  stock  still 
owned  by  ihe  United  States,  independent  of  what  belongs  to 
the  navy  pension  fund.  Should  the  bank  divide  a part  of  its 
capital,  after  the  3d  of  March  next,  and  before  the  close  of  the 
year  1836,  the  dividends  received  for  interests  as  profits,  will 
probably  be  somewhat  lower — but,  on  the  other  hand,  there 
will  then  be  received  into  the  treasury,  instead  of  them,  a due 
proportion  of  the  capital  slock. 

This  department  made  seasonable  inquiries  of  the  bank  itself, 
as  to  the  probable  course,  in  respect  to  the  division  of  its  capital, 
with  a view  to  apprise  congress  of  the  revenue  which  ought 
to  be  anticipated  from  that  source  in  1836 — hut,  extraordinary 
as  it  may  appear,  at  a period  so  near  the  close  of  its  charter, 
and  after  the  discontinuance  of  several  of  its  branches,  it  will 
be  seen  by  the  correspondence  annexed  (G),  that  the  bank  had 
then  come  to  no  decision  on  the  subject. 

The  sales  of  bank  stock  to  the  navy  pension  fund,  will  pro- 
bably not  he  deemed  advisable  by  congress,  after  the  3d  March 
next,  and  hence  the  receipts  from  those  sales  have  been  esti- 
mated less  than  usual. 

It  is  supposed  that  the  other  receipts  from  miscellaneous 
sources  will  correspond  nearly  with  those  in  1835,  except  that 
the  sum  of  §6,235,  belonging  to  this  government  out  of  the 
Neapolitan  indemnity,  for  the  transportation  of  seamen,  at  the 
time  our  vessels  were  seized,  li-aving  in  the  first  instalment, 
been  promptly  and  honorably  paid,  according  to  the  treaty,  has, 
since  the  last  annual  report,  been  adjusted,  and  credited,  under 
this  general  head.  It  gives  me  pleasure  to  add,  that  about 
§100,000  more  has  been  secured  by  means  of  that  indemnity, 
on  debts  of  long  standing  due  from  several  of  the  claimants  to 
the  United  States,  arid  over  one-fifth  of  it  has  already  been 
paid  into  the  treasury.  In  pursuance  of  the  act  of  congress  on 
this  subject,  the  balance  of  the  first  instalment,  as  soon  as  the 
awards  were  completed,  was  paid  to  those  entitled  to  it,  and 
certificates  were  issued  from  the  remainder.  All  due  under 
the  second  instalment  has  since  been  punctually  discharged  by 
the  king  of  the  Two  Sicilies  to  the  agent  of  the  treasury  ahr<»ad, 
and  after  some  delay  in  ‘its  remittance  from  Naples  to  Paris, 
with  a view  to  make  it  in  a manner  most  advantageous  to  the 
claimants,  the  whole  has  been  received  here,  and  the  net  pro- 
ceeds, as  soon  as  ascertainable,  immediately  paid  over. 

EXPLANATION  OF  THE  ESTIMATES  OF  EXPENDITURES. 

The  expenditures  in  1836  for  ordinary  purposes  are,  it  has 
been  seen,  estimated  at  a still  lower  sum  than  they  were  for 
1835.  But  as  the  present  is  a long  session  of  congress,  the  i 
contingent  excesses  of  appropriations  beyond  the  general  esti- 
mates, explained  in  the  last  annual  report,  have  been  sub- 
mitted as  likely  to  be  half  a million  larger.  It  is  gratifying  to 
state,  that  independent  of  the  payments  towards  the  national 
debt,  leaving  the  community  with  all  its  capital,  and  energies 
entirely  from  that  cause  unburdened  and  untrammelled,  the  ac- 
tual expenditures  of  the  general  government  have  on  other  sub- 
jects since  1833,  been  reduced  about  four  and  a half  millions  of 
dollars  a year,  or  near  nine  millions  in  1834  and  1835,  and  the 
country  at  large,  during  the  same  period,  relieved  from  taxa- 
tion by  reiluctions  in  the  tariff,  equal  to  nearly  twelve  and  a 
half  millions  a year,  or  about  twenty-five  millions  in  all.  The 
probabilities  as  to  still  fuither  reductions  in  our  expenditures 
for  ordinary  purposes  during  a number  of  ens'uing  years,  ex- 
cluding any  extraordinary  grants  on  accoiyfit  of  the  present 
large  surplus,  or  other  causes,  can  best  bi^  weighed  by  a retro- 
spect to  the  chief  subjects  of  increase  during  a few  past  years, 
and  by  a discrimination  between  the  items,  which  are  in  their 
character  permanent  or  temporary,  and  which  still  exist  or 
have  already  expired.  The  chief  items  of  increased  expense 
during  those  years,  which  (from  an  increase  in  some  of  our 
national  establishments,  caused  by  obvious  reasons  in  most 
cases,  such  as  greater  population  and  business  and  a rapidly 
extending  frontier),  will  probably  be  somewhat  permanent,  if 
not  in  some  instances  progressive,  are  most  of  the  large  atldi- 
lions  to  the  legislative  expenses — the  gradual  atigmentation  in 
appropriations  fpr  Ihe  judiciary  and  the  salaries  of  district 
judges — the  new  bureau  of  solicitor  of  the  treasury — the  corps 


of  rnonnied  dragoons  in  llie  army— the  increased  number  of, 
and  pay  to  officers  in  the  navy,  and  e.xlra  compensation  to 
orticers  of  tlie  custmiis  since  the  great  reductions  in  the  tariff. 
'I'he  chief  additional  items  of  expenditures  during  the  few 
years  which  may  be  deemed  leinporary  in  their  nature,  but 
wbicb  still  continue  in  a greater  or  less  degree,  are  the  large 
increase  in  the  exiinguishmeiU  of  Indian  lilies,  and  in  grants 
of  revolutionary  pcnsion-s;  the  payment  of  Virginia  commu- 
tation claims,  great  additions  to  our  light  houses  and  cus- 
tom houses;  opening  many  new  roads  in  the  territories,  the 
coniinnaiion  of  the  Cumberland  road;  the  survey  of  the  coast; 
more  numerous  allowances  of  miscellaneous  claims;  and  the 
building  of  branch  mints,  commenced  the  present  year,  though 
their  future  support  will  be  a new  item  of  permanent  expense. 
The  issue  of  Virginia  land  scrip,  virtually  receivable  instead  of 
money  lor  lands,  is,  in  substance,  though  not  in  form,  another 
large  item,  because,  though  not  included  in  the  usual  exhibit 
of  expenditures,  it  has  in  the  last  four  years  exceeded  a mil- 
lion ofdollars,  and  will  in  this,  and  the  ensuing  year,  probably 
extend  to  eight  hundred  thousand  more.  The  items  of  magni- 
tude in  our  expenses  which  have  lately  existed,  but  are  now 
either  terminated  or  suspended,  are  the  building  of  the  Poto- 
mac bridge;  though  its  repairs,  lighting  and  draws  may  hereafter 
be  a durable  charge.  Macadamizing  Pennsylvania  avenue,  and 
several  grants  of  money  for  other  purposes  in  the  District  of 
Columbia;  repairs  of  the  Cumberland  road;  finishing  and  en- 
larging some  of  the  public  buildings  here;  refunding  large 
amounts  of  duties  under  former  laws;  the  expenses  of  the  war 
with  the  riorih  western  Indians  in  1833;  repayments  for  ad- 
vances during  the  war  of  1812;  a large  reimbursement  of  the 
naval  pension  frmd;  several  special  expired  appropriations  to- 
wards naval  objects,  and  almost  every  thing  connected  with 
the  public  debt.  A tabular  statement  further  illustrating  many 
of  these  changes,  as  well  as  others  under  all  the  most  im- 
portant heads  of  expenditure,  by  exhibiting  the  sums  yearly 
paid  under  each  material  one  from  1816  to  1834  inclusive,  has 
been  prepared  with  care,  but  it  is  so  voliiininous  that  it  will  not 
be  submitted  to  congress  until  some  other  appropriate  occasion. 

In  the  estimates  for  extraordinary  purposes  the  present  year, 
it  will  be  seen  tliai  most  of  the  increase  is  called  for  by  the 
omission  to  pass  the  annual  appropriations  last  year  for  forti- 
fications, and  by  the  unusually  large  surplus  in  the  treasury, 
which  is  not  wanted  for  ordinary  objects,  and  which,  it  is  sup- 
posed, can  be  applied  usefully  to  hasten  those  great  improve- 
ments connected  with  our  military  and  naval  defences,  and 
which  are  of  a character  admitted  hy  all  to  be  national,  benefi- 
cial and  constitutional.  Under  our  high  state  of  financial  pros- 
perity, and  reposing  in  peace,  the  best  period  for  due  prepara- 
tion for  war,  the  undersigned  considers  the  treasury  in  a proper 
condition  to  meet  any  measures  which  the  executive  or  the  ap- 
propriate departments  have  recommendetl  for  these  desirable 
objects,  as  well  as  any  similar  and  additional  measures  which 
congress  may  be  likely  to  think  required  by  prudent  foresight, 
and  a proper  regard  for  national  character  and  safety. 

V.  SURPLUS  IN  THE  TREASURY  AND  DISPOSITION  OF  IT. 

It  has  been  shown  tliat  the  available  balance  in  Ihe  treasury 
over  all  outstanding  appropriations,  on  the  1st  of  January,  1836, 
is  estimated  at  about  ten  and  a half  millions;  the  expenditures 
lor  the  ensuing  year,  for  all  purposes,  whether  ordinary  or  ex- 
traordinary, emiinerated  in  the  schedules  at  more  than  twenty- 
three  millions,  and  the  receipts  at  less  than  twenty  millions, 
lienee  it  follows,  lhal  if  the  apprfipriaiion.s  made,  and  the  reve- 
nue received  in  1836,  shall  he  as  large  as  the  estimates  and  no 
larger,  the  net  surplus  now  applicable  to  new  and  other  objects, 
will  probably,  in  the  course  of  the  ensuing  year,  become  reduc- 
ed to  a Slim  between  six  and  seven  millions.  'J’liis  sum,  there- 
fore, would  in  those  events  remain  on  the  1st  of  January,  18.37, 
as  a net  surplus  unexpended  and  unpledged.  Consequently 
most  of  it  could  now  be  applied  to  other  purposes,  not  included 
I ill  the  e.stirnates,  and  liberally  aid  in  promoting  any  constitu- 
tional objects,  whicli  congress  may  deem  most  expedient. 

An  unprecedented  spectacle  is  thus  presented  to  the  world  of 
a government,  not  only  virtually  without  any  debts,  and  with- 
out any  diri-ct  taxation,  but  with  about  oiie-fouilh  of  its  whole 
annual  expenses  defrayed,  from  sales  of  its  own  unincumbered 
and  immense  tracts  of  public  lands,  and  no  resort  to  even  in- 
direct taxation  necessary , except  for  the  other  three-fourths; 
and  the  proceeds  of  that  indirect  taxation,  thoneh  largely  ami 
frequently  reduced,  yet  aecnmulating  so  fast  as  to  require  fur- 
ther legislation  to  dispose  of,  or  invest  a considerable  surplus 
on  hand.  Whetlier  this  state  of  enviable  prosperity  be  justly  at- 
tributable to  the  form  of  our  government — to  the  administration 
of  it— to  the  character  of  onr  people— Ihe  physical  advantages  of 
onr  country — or  to  all  combined,  it  is  a snh|ect  of  strong  congra- 
tulation, and  exhibits  a very  remarkable  phi-nomenon  in  Ihe  his- 
tory of  taxation  and  finance.  Without  dwelling  on  these  prima- 
ry causes  of  onr  fortunate  condition , or  discussing  any  secondary 
ones,  such  as  the  great  demand  and  reward  in  this  country  for 
either  labor  or  capital,  Ihe  more  appropriate  inquiry,  under  these 
novel  circumstances,  and  on  an  occasion  like  the  present,  seems 
to  be  to  discover  the  most  judicious  course  to  pursue  in  using 
this  surplus,  and  in  preventing  or  regulating  its  future  accnmn- 
lalion.  The  balance  nrtw  on  hand,  or  anticipated,  does  not  dif- 
fer so  much  in  amount  from  that  at  several  prior  periods,  as  to 
require  any  extraordinary  steps,  if  the  same  available  mode  ex- 
isted, of  emidoying  it  legally  and  beneficially,  williont  new  le- 
gislation. There  were  three  former  years  in  onr  history,  viz: 
1815,  ’16  and  ’17,  when  our  balances  on  hand,  on  the  1st  of  Ja- 
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nuary  eacU  year,  were  respeclively  over  13,  22  and  14  millions 
ol  dollars,  and  in  18.‘33,  over  11  millions. 

But  these  halances  were  eilher  unavailalile  for  a time,  or 
whenever  productive,  were  soon  able  to  be  afiplied  in  the  dis- 
charge of  the  public  debt,  and  thus  to  prevetil  longer  and  larger 
accuiiiulalions,  and  to  save  interest,  in  that  way,  being  re- 
duced from  lime  to  time,  they  at  no  other  period  have  ever  ex- 
ceeded ten  millions,  though  on  four  other  occasions  they  have 
accumulated  beyond  nine  millions.  But,  happily  for  the  coun- 
try, it  is  no  longer  compelled  to  part  wiili  its  resources  to  dis- 
charge heavy  burdens,  imposed  in  former  time.*;  and  in  the  pre- 
sent prosperous  state  of  our  finance?,  it  is  respectfully  submit- 
ted, that,  in  order  to  reduce  the  present  surplus,  there  might  be 
tir.st,  and  judiciously  authorised,  for  purposes  not  enumerated 
in  any  of  the  estimates,  other  beneficial  expendiiure.s  ibr  objects 
clearly  lawful  and  useful.  Not  considering  it  the  province  of 
this  department,  in  an  annual  report,  to  enter  into  minute  de- 
tails in  relation  to  the  selection  of  those  objects,  the  undersign- 
ed would  merely  advert  to  a tew  prominent  ones,  about  which 
no  constitutional  difficulties  interpose;  such  as  tlie  erection  of 
suitable  and  necessary  buildings  for  the  use  of  the  general  go- 
vernment, whether  in  this  city  or  the  different  stales,  and  the 
earlier  commencement  of  important  works  contemplated,  and 
the  more  rapid  completion  of  others  already  begun,  which  are 
essentially  connected  with  the  commerce,  the  navy,  or  the  fron- 
tier defences  of  the  country. 

Since  the  general  estimates  were  closed,  but  appended  to 
them  in  a note,  various  additional  improvements  at  the  navy 
yards  alone,  requiring  the  appropriation  of  three  and  a half  mil- 
lions, have  been  specified  and  subniitied  by  the  navy  depart- 
ment, and  which,  in  its  opinion,  could  be  now  usefully  under- 
taken. If  so,  many  works  of  these  descriptions  should  now  be 
authorised,  or  hastened  by  congress,  as  were  unquestionable  in 
their  utility  and  character,  and  were  likely  to  be  sufficient  to 
absorb  the  present  and  anticipated  surplus  of  revenue  in  the 
treasury  from  ordinary  sources,  it  is  hoped  that,  ere  long,  addi- 
tional receipts  from  our  stock  in  the  bank  of  the  United  States, 
would  probably  be  more  than  sufficient  to  insure  their  comple- 
tion. But  if  the  surplus  from  all  sources  should,  hereafter,  from 
any  cause,  appear  likely  to  become  earlier  exhausted,  some  of 
thuise  works  could  be  suspended,  or  again,  as  heretofore,  be  less 
rapidly  hastened.  If  it  be  not  deemed  expedient,  in  this  or  any 
other  manner,  now  to  appropriate  all  the  present  surplus,  this 
department  thinks  that  the  most  eligible  cour-^e  concerning  any 
probable  residue,  after  deducting  all  outstanding  appropriations 
which  may  be  made,  and  enough  to  render  our  fiscal  system 
efficient,  easy  and  prompt,  would  be,  that  congress  retain  such 
residue  under  its  control,  and  provide  for  its  investment  for  a 
short  period  as  a provident  fund,  to  be  ready  to  meet  any  con- 
tingencies attending  the  great  reduction  contemplated  in  our 
revenue  hereafter;  or,  in  the  mean  lime,  to  strengthen  our 
financial  position  under  the  additional  burden  of  any  large 
claims  now  pending,  which  congress  may  deem  it  just  to  allow, 
or  at  any  future  moment  to  aid  under  those  inevitable  and  great 
fluctuations  in  revenue  and  expenditure  from  which  no  country 
is  exempt,  and  which  no  human  sagacity  can  wholly  prevent. 
For  all  such  occurrences  it  is  often  economical,  and,  especially 
in  our  present  prosperous  condition,  with  surplus  money  on 
band,  it  is  consistenl  with  a wise  foresight  and  sound  political 
prudence,  to  be  previously  and  well  guarded  Whatever  de- 
mands on  such  a fund  may  occur  before  1842,  it  is  certain,  un- 
der our  existing  laws,  as  before  explained,  that  the  revenue 
from  customs  must  then,  within  a few  months,  be  reduced  in 
the  large  sum  of  nearly  six  millions  of  dollars. 

It  is  further  probable  that  our  whole  revenue  from  cu.stoms 
will,  by  the  close  of  tliat  year,  have  fallen  to  only  nine  mil- 
lions, and  from  lands,  (for  public  uses),  h.-ive  risen  not  to  much 
above  four  millions  of  dollars,  both  making  but  thirteen  mil- 
lions of  dollars,  instead  of  their  present  annual  amount  of 
over  twenty.  For  that  great  and  sudden  change,  it  is  very 
desirable  that  the  country  should  then  be  prepared  by  a dimi- 
nished expenditure,  and  a proper  surplus  on  hand,  to  meet  any 
probable  deficiency,  so  as  not  to  require  new  or  increased  taxa- 
tion to  defr.iy  the  expenses  then  necessary.  It  may  reasonably 
be  expected,  that  the  revolutionary  pension  list  will  by  that 
lime  have  chiefly  disappeared — the  Indian  titles  have  been 
uio.stly  extinguished — our  necessary  and  convenient  public 
buildings  throughout  the  country  mostly  finished,  and  our  forti- 
fications and  navy,  if  the  appropriations  in  the  meantime  be  li- 
beral, will  have  been  placed  in  a proper  attilmle  to  meet  any 
hostile  aggressions  without  the  continuance  of  extraordinary 
appropriations.  By  this  system,  evincing  a just  and  far-sighted 
liberality  in  grants  to  olijects  clearly  national  and  necessary, 
and  pursuing  a course  of  rigid  economy  and  due  retrenchment, 
where  the  great  interests  of  the  union  will  permit,  our  expen- 
ses, though  they  must,  from  our  rafiidly  extending  population, 
business  and  frontier,  increa.se  in  some  particulars,  in  nearly  a 
corresponding  ratio,  and  may  not,  as  a whole,  become  reduced 
exactly  to  the  amount  of  revenue  received;  yet  they  will,  if  no 
unfore.seen  calamities  occur,  so  nearly  approach  it,  that  a surplus 
of  a few  millions,  duly  inve.stcd  and  retained,  would  doubtless 
obviate  the  necessity  (»f  a resort  then,  or  soon  after,  to  more 
taxes.  The  investment  of  this,  or  any  other  surplus  nut  soon 
wanted,  could  be  effected  till  wanted,  in  any  mode  most  agree- 
able to  congress,  in  whom  the  whole  power  on  this  subject  re- 
sides, and  without  whose  express  authority  nothing  ban  be 
taken  from  the  treasury  for  any  purpose  whatever.  But  as  it 
may  not  be  deemed  necessary  or  expedient  soon  to  resort  to 


any  such  investment,  an  explanation  at  this  time  of  the  differ- 
ent modes  in  which  it  might  be  accompli.shed,  with  the  opinion 
of  liie  department  on  their  peculiar  meiit.s  and  demerits,  would 
perhaps  be  considered  usele.<s,  and  con.sequenily  only  two  ge- 
neral principles  will  now  be  propo.«ed,  which  are  resfiecifully 
suggested,  as  (iroper  to  have  a material  bearing  on  the  whole 
subject.  First,  that,  whatever  mode  may  be  adopted,  it  should 
conform  to  the  spirit  of  the  act  of  March,  1817,  which  has  been 
in  successful  operation  ever  since  the  surplu.ses  became  likely 
to  be  large  and  frequent,  and  which  required  before  the  invest- 
ment of  them  in  purchase  or  extinguishment  of  the  public  debt, 
that  enough  should  be  left  in  the  treasury  to  meet  nil  outstand- 
ing appropriations,  and  two  millions  more  to  secuie  facihiy  and 
prompiiliide  in  its  various  and  distant  operations.  And  second- 
ly, that,  following  the  analogy  of  the  above  act,  which  separat- 
ed the  investment  of  any  surplus  for  pecuniary  profit  entirely 
from  the  management  of  the  public  deposiies  and  the  duties  of 
diiposite  banks,  it  should  leave  the  bank  agents  of  the  treasury 
as  they  and  all  its  other  fiscal  agent.?,  from  the  foundation  of  the 
government,  have  been  left,  wholly  disconnected,  so  far  as  prac- 
ticable, in  regard  to  their  agencies,  with  the  dangerous  relation 
of  borrowers  from  the  treasury,  for  reloaning  and  for  private 
gain.  Should  eilher  of  the  above  courses  not  be  deemed  advis- 
able, so  far  as  to  exhaust  all  the  unnecessary  surplus  on  hand, 
the  residue,  if  not  large,  could  be  gradually  disposed  of  by  mak- 
ing a further  reduction,  whenever  just  and  safe,  in  the  revenue 
hereafter  accruing  from  customs. 

'J'o  obtain  rite  balance  estimated  to  exist  in  the  treasury  at  the 
end  of  1836,  the  sum  of  fifteen  millions  is  computed  to  be  re- 
ceived from  that  source,  and  chiefly  to  accrue  in  the  ensuing 
year;  and  if  a part  of  it  should  be  considered  not  desirable  for 
any  purposes  whatever,  it  could  be  much,  and  perhaps  usefully, 
lessened,  by  an  early  diminution  of  the  existing  duties  on  cer- 
tain articles  not  supposed  to  be  vitally  connected  with  our  do- 
mestic manufactures.  The  most  prominent  of  these  articles 
are  wines  and  silks  from  beyond  the  Cape  of  Good  Hope.  They 
both  yield,  in  duties,  over  half  a million  per  annum;  or.  in  18.34, 
wines,  over  $445,000,  and  India  silks,  over  $171,000;  all  of 
which  might  well  be  repealed  unless  congress  should  consider 
the  former  a judicious  tax  on  a luxury,  and  the  latter  as  an  en- 
couragement to  the  domestic  product  of  silk,  which  is  becom- 
ing widely  and  succes.sfully  established;  and  which,  if  deemed 
a proper  rdiject  of  incidental  protection  by  legislation,  (contrary 
to  the  views  lately  entertained  by  congress),  would  require  a 
restoration  of  the  duty  on  European  silks  now  entirely  free. 
Other  articles  could  be  selected,  on  which  the  present  duties 
could  be  reduced  and  repealed,  at  least  to  the  extent  of  $400,000 
annually,  without  injuring,  it  is  anticipated,  any  domestic  ma- 
nufactures, or  agricultural  branch  of  industry,  or  impairing  the 
spirit  and  good  faith  of  the  compromise,  intended  by  the  act  of 
congress  of  March  3d,  1833,  and  which  the  undersigned  would 
most  scrupulously  preserve  unviolated.  On  this  subject,  a de- 
tailed report  will  soon  be  presented  to  the  senate,  in  conformi- 
ty to  a resolution  of  that  body,  passed  at  the  la.sl  session.  It  is 
his  deliberate  opinion,  that  such  of  those  reductions  a.s  are 
deemed  permissible  under  the  above  limitations,  should  now  be 
made;  and  the  balance  remaining,  if  too  great  for  common  fis- 
cal purposes,  be  temporarily  and  profitably  invested,  rather  than 
a large  surplus  should  continue  to  be  collected  for  the  express 
end  of  being,  in  any  way,  finally  disposed  of,  otherwise  than  by 
appropriations  to  useful  and  constitutional  objects. 

The  people,  themselves,  it  is  believed,  can  best  manage  all 
their  own  money,  which  they  and  their  representatives  think 
may  not  be  wanted  for  public  purposes,  and  it  would  seem  to 
be  far  preferable  to  leave  it  originally  in  their  possession,  than 
to  withdraw  it  for  the  expensive  operation  of  returning  it  sub- 
stantially to  the  place  whence  it  came,  and  that  probably,  in  a 
manner  not  conformable  to  the  constitution,  till  alter  the  delay 
of  procuring  an  amendment  to  it,  and  even  then  not  expedient, 
because  calculated,  injudiciously,  to  strengthen  the  general  go- 
vernment, and  to  render  the  stales  more  dependant  on  a great 
central  power  for  yearly  and  important  resources.  Indeerl,  a 
reduction  in  the  price  of  public  lands,  whose  unusually  large 
sales  the  past  year  are  the  source  of  most  of  the  present  surplus, 
would,  if  th(‘ir  sales  should  not  tln*reby  be  much  increased, 
seem  another  mode  far  more  natural  to  obviate  the  pieseni  dif- 
ficulty. 

But  before  adopting  it,  this  and  various  other  considerations 
must  bu  weighed,  and  it  mii.^l  be  fully  considered,  whether  all 
the  revenue  anticipated  from  them  at  their  pre.«ent  prices,  would 
not  he  necessary  after  the  great  reductions  in  the  tariff,  in  1842, 
and  whether  a resort  to  a higher  tariff  would  not  then  become 
indi.spensable,  if  the  average  receipts  from  lands  or  customs 
should  from  any  new  legislation  become  then  much  diminished, 
below  the  estimates  which  have  been  submitted  on  the  present 
occasion. 

VI.  DEPOSITE  BANKS  AND  THE  CURRENCY. 

This  department  takes  pleasure  in  stating  that  the  public 
money  continues  to  be  collected  and  deposited,  under  the  pre- 
sent system  of  .selected  banks,  with  great  ease  and  economy  in 
all  cases,  and  with  greater  in  some,  than  at  any  former  period. 
The  transfers  of  it  to  every  quarter  of  the  country,  where  it  is 
needed  for  disbursement,  have  never  been  effected  with  more 
promptitude,  and  have  been  made  entirely  free  of  expense  to 
the  treasury.  The  payments  to  creditors,  officers  and  pen.<ion- 
ers,  have  been  punctual  and  convenient,  and  the  whole  fiscal 
operations  through  the  slate  banks,  have  as  yet  proved  highly 
Butisfactory.  Incidental  to  this,  the  facilities  that  have  been 


MLES’  REGISTER— DEG.  19,  1835— TREASURY  DEPARTMENT. 


353 


furnished  to  the  commercial  community  in  domestic  exchanges, 
were  probably  never  greater,  or  at  so  moderate  rales.  In  the 
course  of  this  year,  additional  depositories  have  been  selected 
in  four  stales,  where  no  new  ones  before  existed,  and  all  the 
branches  of  the  United  Slates  bank  for  some  months  have  been 
discontinued  for  ordinary  fiscal  purposes.  They  are,  however, 
still  used,  as  claimed  by  the  bank,  under  acts  of  congress,  for 
the  paynient  of  the  outstanding  portions  of  the  funded  debt, 
and  of  invalid  and  other  pensions,  prior  to  1832,  except  where 
the  department  has  been  notified  that  the  branches  were  with- 
drawn, as  in  New  Hampshire,  Connecticut,  Kentucky,  Ohio, 
Missouri,  Western  Pennsylvania,  Maryland,  South  Carolina 
and  the  interior  of  New  York.  The  whole  number  of  selected 
banks,  without  including  branches,  is, now  thirty-four,  being, 
notwithstanding  the  addition  of  four  new  ones,  less  by  six,  than 
last  year. 

This  diminution  has  been  effected  by  the  discontinuance  of 
various  old,  and  to  the  treasury,  unimportant  in.sliiuiiuns,  em- 
ployed before  1833,  in  connection  with  the  United  Slates  bank, 
and  by  adding  no  new  ones,  except  where  the  public  interests 
seemed  to  render  it  imperative  or  expedient.  A great,  though 
not  the  chief  cause  of  some  loss,  which  formerly  happened  in 
the  deposites  in  state  banks,  is  believed  to  have  been  the  mul- 
tiplication of  them  to  something  over  one  hundred  in  number. 
The  system  is  now  arranged  so  as  probably  to  require,  hereaf- 
ter, few  changes  except  in  two  or  three  instances,  concerning 
which  a correspondence  is  now  pending,  unless,  as  is  not  anti- 
cipated, such  onerous  conditions  should  be  exacted  by  con- 
gress, of  the  present  safe  and  efficient  deposUories,  as  to  de- 
range the  system,  induce  some  of  them  to  withdraw,  and  com- 
pel the  department  to  entrust  the  public  funds  to  other  agents, 
less  cautious,  skilful  and  trustworthy. 

Great  care  has  been  exercised  in  preparing  from  the  last  re- 
turns made  to  his  department,  and  from  data  since  obtained  by 
an  extensive  correspondence,  tabular  statements,  which  show 
in  the  most  essential  particulars,  as  near  the  1st  of  January, 
1835,  and  as  fully  as  could  be  obtained,  the  names  and  condi- 
tion of  each  of  the  stale  banks  in  the  union,  of  each  of  the  se- 
lected banks  of  the  United  Stales  bank,  and  of  all  combined. 
They  exhibit  further,  the  capital  and  situation  of  all  the  banks 
in  each  of  the  laige  cities  in  the  United  Slates,  as  well  as  of  all 
in  each  state  arranged  together  for  convenience  of  reference,  and 
the  changes  which  have  since  happened,  in  the  condition  of  the 
deposite  and  United  States  banks.  So  far  as  regard  the  capital, 
discounts,  &c.  of  all  the  state  banks,  only  the  general  exhibit 
of  the  aggregate  results  in  each  state,  is  now  communicated; 
but,  in  a few  days,  all  the  voluminous  details  on  those  points, 
will  be  submitted  to  the  house  of  representatives,  in  compli- 
ance with  its  resolution  of  the  lOtli  of  July,  1832.  (H  1.) 

ft  will  be  seen,  that  the  situation  of  the  selected  banks,  as  a 
whole,  hears  an  enviable  comparison  with  the  rest. 

in  all  cases  deemed  proper,  they  have  given  collateral  secu- 
rity, and  iire  all  believed  to  be  entirely  safe,  to  the  extent  they 
have  been  confided  in.  Their  discounts  have  been,  in  general, 
somewhat  increased,  hut,  though  templed  by  the  enterprising 
spirit  of  the  times,  uot  usually  increased  in  a degree  dispropor 
tinned  to  all  their  immediate  available  means.  They  have 
also,  in  some  cases,  been  able  to  aid,  and  have  liberally  aided 
other  hanking  institutions  in  their  neighborhood,  by  as  large 
and  long  balances,  and  other  indulgences,  as  would  generally 
appear  to  have  been  sanctioned  by  correct  principles.  The 
names  of  each,  with  the  amount  of  money  in  each  belonging  to 
the  treasury,  and  subject  to  draft,  not  only  at  the  commence- 
ment of  the  present  ye.ar,  but  at  the  very  last  returns  received, 
can  be  seen  in  three  of  the  columns  of  the  statement.  (H. 
Nos.  2 and  3.)  The  distribution  of  these  sums  is  generally  that 
which  has  been  given  to  them  by  circumstances  connected  with 
their  collection  and  disbursement.  No  occasion  has  arisen,  in 
which  the  department  felt  justified  in  making  transfers  of  the 
public  money,  except  from  points  where  it  had  accumulated  in 
the  natural  course  of  collection,  much  beyond  the  present  and 
early  anticipated  wants  of  the  government  in  that  neighbor- 
hood, or  in  sums  not  proportioned  to  the  responsibility  of  the 
public  depositories  there,  and  to  points  where  it  either  would 
be  belter  secured,  or  probably  would  soon  be  needed  for  dis- 
bursement, or  could,  from  the  course  of  trade  and  exchange,  be 
more  reatlily  applied  to  any  new  objects  which  congress  would 
be  likely  soon  to  sanction.  These  transfers  when  rendered  ne- 
cessary, have  been  perfoimed  in  such  directions,  and  so  gradu- 
ally, that,  it  is  believed,  they  have  tended  to  obviate  rather 
than  create  any  pressure  in  the  money  market,  and  to  aid  ma- 
terially the  course  of  business  in  exchanges  and  the  other  com- 
mercial operations  of  the  country. 

The  department  is  aware,  that  in  the  present  overflowing 
condition  of  the  treasury,  the  regulation  of  these  operations, 
with  the  selection  and  superintendence  of  the  deposite  banks, 
is  a task  of  no  small  difficulty  and  delicacy,  and  when  governed 
by  a strict  and  uniform  adherence  to  sound  principles,  as  has 
been  attempted,  must  necessarily  lead  to  many  disappointed 
applications — but  in  the  absence  of  that  specific  legislation  on 
the  subject,  which  has  been,  and  still  is,  earnestly  requested — 
the  department  has  not  hesitated  (it  ie  hoped  faithfully)  to  dis- 
charge, and  frankly  to  explain  the  duties  and  the  high  and 
painful  responsibility  which  so  much  discretionary  power  has 
imposed. 

For  various  reasons  of  public  importance,  it  was  deemed  de- 
sirable, and  measures  have  been  adopted,  and  recommend.a- 
tions  urged,  that  the  specie  in  the  vaults  of  a number  of  select- 


ed banks,  should  be  still  more  increased  in  comparison  with 
their  issues  and  deposites,  and  that  a still  larger  portion  of  the 
whole  currency  of  the  country  especially  for  small  purposes, 
should  be  metallic.  In  improvement  of  the  currency  during 
the  p.ast  year,  many  of  the  selected  banks  have  not  only  conti- 
nued to  obtain  and  pay,  when  wanted,  to  the  public  creditors, 
American  gold,  but  have  entered  into  salutary  arrangements  for 
the  redemption,  in  our  large  cities,  of  most  of  their  bills,  which 
may  be  received  in  payment  of  the  public  dues.  It  is  hoped, 
that  in  the  progress  of  time,  these  beneficial  arrangements  may 
be  further  extended  to  ntost,  if  not  all,  of  the  bills  in  circula- 
tion, of  the  large  institutions,  and  the  introduction  of  hard  mo- 
ney for  the  ordinary  uses  of  life,  be  facilitated,  by  all  the  banka 
ceasing  to  circulate  bills  of  small  denominations.  It  is  gratify- 
ing to  find,  that  since  the  adjournment  of  congress,  in  addition 
to  the  states  of  Pennsylvania,  Maryland,  Virginia,  Georgia, 
Tennessee,  Louisiana,  North  Carolina,  Indiana  and  Kentucky, 
which,  before  that  tinte,  are  believed  not  to  have  allowed  the 
circulation  of  bills  under  five  dollars,  others,  viz:  Maine,  Con- 
necticut, New  York,  New  Jersey  and  Alabama,  have  united  in 
similar  legislative  measures,  except  Connecticut,  has  as  yet, 
extended  the  prohibition  to  only  one  and  two  dollar  bills. 

In  Mi.ssissippi  and  Illinois,  it  is  understood  that  bills  under 
five  dollars  have  not  recently  been  issued,  and  Missouri  has  no 
bank  issuing  bills  of  any  denomination — so  that  more  than  two- 
thirds  of  the  states  have  already  usages  or  laws  in  existence  on 
this  subject  of  a highly  salutary  tendency.  The  great  benefits 
which  have  already  resulted  to  the  general  condition  of  the  cur- 
rency where  such  measures  have  been  tested,  besides  numer- 
ous others  to  the  security  of  the  banks  themselves,  and  to  the 
less  moneyed  classes  of  society,  detailed  in  the  supplement  to 
the  last  annual  report  from  this  department,  would  seem  to  be 
a sufficient  inducement  for  similar  legislation  on  this  important 
subject  in  all  the  states.  In  some  of  them,  where  no  laws  have 
yet  been  passed  to  suppress  the  circiilaiioti  ofsmall  notes,  their 
deposite  banks  have  voluntarily  entered  into  arrangements  not 
to  issue  certain  descriptions  of  them,  and  most  of  the  deposite 
banks  have,  in  a correspondence  with  the  department,  evinced 
a willingness  to  co-operate  in  the  suppression  of  small  notes, 
whenever  the  regulation  can  be  made  general. 

The  treasury,  so  far  as  seemed  practicable  and  judicious 
with  its  present  powers,  has  endeavored  to  promote  so  desira- 
ble an  end,  not  only  by  instituting  the  inquiries  in  that  corres- 
pondence, but  by  instructions  to  its  collecting  offices  not  to  ru- 
ceive  in  payment  any  bills  under  five  dollars  after  the  30th  of 
September,  1835.  (I.)  It  proposes  to  go  further  on  this  point 
the  ensuing  year,  so  as  to  prevent  the  receipt  for  public  dues  of 
all  bank  notes  under  ten  dollars,  unless  congress  in  the  mean 
titne  shall  adopt  some  new  provisions  on  this  subject,  similar, 
it  is  hoped,  to  what  previously  have  been,  and  still  are  urged 
by  this  department,  not  only  as  to  the  deposite  banks  and  the 
kind  of  bills  received  for  the  revenue,  but  as  to  the  suppression 
entirely,  in  the  District  of  Columbia,  of  the  circulation  of  any 
bank  notes  under  ten  dollars  in  amount.  The  means  for  a 
sound  currency  in  this  country  are  at  present  ample.  Within 
the  last  two  years,  or  from  October,  1st,  1833,  to  Nov.  1st,  1835; 
in  addition  to  the  former  stock  of  specie,  there  has  been  import- 
ed into  the  United  States,  beyond  the  exports  from  it,  with  a 
dtie  allowance  for  what  does  not  appear  on  the  custom  house 
books,  more  than  twenty-seven  millions,  and  the  produce  of 
our  own  mines  within  that  period,  is  estimated  to  have  been 
over  three  millions.  Hence  the  whole  amount  of  specie  now 
in  the  country,  probably  exceeds  the  sum  of  sixty-four  millions; 
and  the  means  of  the  community  to  obtain  more  from  abroad  to 
meet  any  contemplated  change  in  the  character  of  our  currency 
were  never  greater.  The  actual  amount  of  specie  returned  and 
estimated  as  belonging  to  all  the  banks  in  the  United  Slates, 
about  the  first  of  January,  1835,  was  near  forty-four  millions. 
As  a portion  of  that  may  have  been  bullion,  a sum  qtiite  equal- 
ing, if  not  exceeding  the  remainder  of  twenty  millions  probably 
consists  of  the  amount  of  specie  in  active  circulation,  which 
has  been  somewhat  increased  throughout  the  country  during 
the  last  two  years,  so  that  if  the  remaining  small  bills  in  circu- 
lation under  five  dollars  in  the  whole  union,  which  are  chiefly 
in  seven  stales,  and  which  probably  do  not  exceed  six  or  seven 
millions,  were  withdrawn,  it  would  not  require,  to  supply  their 
places,  one-third  of  the  addition  which  has  been  made  in  the 
last  two  years,  to  the  national  stock  of  the  precious  metals. 
The  specie  on  hand  in  the  banks  will,  in  this  way,  as  it  ought, 
soon  bear  a larger  proportion  to  their  notes  in  circulation,  and 
the  security  and  real  usefulness  of  all  banking  institutions  to 
the  community  be  thus  greatly  augmented.  The  specie  in  ac- 
tive circulation,  thus  increased  by  excluding  small  notes,  will 
constitute,  while  retained  in  the  country  a great  and  safe  reli- 
ance for  banks  to  depend  on,  (beside  what  belongs  to  them  in 
their  vaults)  whenever  an  unfavorable  course  of  exchange 
abroad,  or  a panic  at  home,  should  cau.se  an  unusual  demand 
for  specie  to  be  shipped  abroad,  to  meet  a balance  of  the  trade 
against  us,  or  to  be  used  in  circulation  at  home,  by  those  whose 
confidence,  from  real  or  imaginary  causes,  may  for  a time  be- 
come diminished  in  the  security  of  banks.  When  the  further 
suppression  of  small  notes,  extending  to  all  under  ten  dol- 
lars in  amount  shall  be  deemed  advisable  by  congress  and  the 
slates,  no  doubt  is  entertained  that  sufficient  specie  can  and 
will  be  readily  found  to  supply  their  place,  in  connection  with 
what  now  exists  ih  the  country. 

The  proportion  of  specie  to  bank  notes  in  circulation  will  not 
then  be  so  great  as  it  is  in  all  the  most  comtnercial  nations  in 
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Europe.  (See  table  of  circulation  in  supt.  rept.  1?34.)  How 
much  further  it  may  be  deemed  fea.sible  to  j>o,  with  a fair  pros- 
pect ofadvanlaae  to  the  communily  and  our  currency,  can  be 
better  settled  at  tliat  time  than  at  the  present.  Under  its  new 
valuation,  the  coiriaj^e  of  cold  at  the  mint,  from  tlie  1st  of  Au- 
gust, 1834,  to  the  1st  of  November,  1835,  has  been  $5,471,505, 
or  over  treble  the  amount  supposed  to  have  been  coined  in  any 
previous  period  ofsimilar  length.  The  ratio  has  been  some- 
what lessened  the  last  six  monihs  by  several  causes,  of  which 
an  important  one  has  been,  the  desire  to  provide  more  quarter 
eagles,  and  a full  supply  of  silver  change  to  meet  the  increas- 
ing demand  in  several  states,  from  the  withdrawal  of  small 
notes  from  circulation.  The  coinage  of  silver  has  been  ex- 
tended, in  the  first  eight  months  of  this  year,  to  over  eight  and 
a third  millions  of  pieces,  which  is  believed  to  be  much  beyond 
the  number  in  the  same  portion  of  any  preceding  year.  The 
building  of  the  three  branch  mints,  and  the  procuring  of  their 
appropriate  machinery,  authorised  by  the  act  of  ihe  3d  of  March 
last,  was  devolved  by  the  president  of  the  United  Stales  on  this 
department,  and  has  been  prosecuted  with  all  practicable  des- 
patch. 

The  estimates  and  views  of  the  director  on  that  subject,  as 
well  as  on  other  improvements  connected  with  this  important 
and  increasing  establishment,  will,  wiih  its  whole  operations 
the  current  year,  and  the  details  on  the  progress  made  in  Ihe 
new  buildings  and  machinery,  be  seasonably  presented  in  a se- 
parate communication;  and  this  department  does  not  on  this 
occasion,  deem  it  necessary  to  invite  special  attention  to  any 
thing  further  connected  with  either  the  mint  or  our  coinage, 
except  the  several  recommendations  relating  to  them,  which 
were  contained  in  its  last  annual  report.  The  same  reasons 
then  assigned  for  closing,  by  a special  act  cif  congress,  Ihe  con- 
cerns of  the  sinking  fund,  and  of  the  connexion  of  the  govern- 
ment after  the  third  of  March  next,  with  the  United  States 
bank,  on  the  subject  of  both  the  national  debt  and  of  pensions 
allowed  previous  to  1832,  apply  now  with  increased  force.  It 
is  con.^idcred  that  nothing  need  be  added  to  the  suggestions 
then  made  on  these  points,  or  on  the  subject  of  the  seizure  of 
the  dividends  due  the  United  Stales  tiy  the  bank  for  its  claims 
for  damages  on  what  is  called  ll>e  bill  of  exchange  on  Ihe  go- 
vernment of  France. 

As  congress  has  never  yet  given  its  sanction  to  that  claim,  or 
made  any  appropriation  for  its  payment,  it  is  very  desirable 
that  in  its  final  proceedings  concerning  the  affairs  of  the  govern- 
ment with  the  bank,  some  special  direction  slionid  be  included 
on  that  subject,  as  well  as  on  the  reports  to  be  required,  and 
agency  exercised  over  the  interests  of  the  United  Slates  in  Ihe 
bank  the  ensuing  two  years  by  any  public  officer.  A direction 
seems  proper  also,  as  in  1812,  concerning  the  receipt  of  the  bills 
of  the  bank  for  public  dues,  after  the  third  of  March  next;  and 
on  the  disposition  or  investment  of  the  interests  of  the  United 
Slates  in  its  capital  slock,  whenever  paid  over  to  the  treasury. 

Some  explicit  action  of  congress  on  the  subject  of  the  above 
claim  for  damages,  is  very  desirable  in  another  view,  so  as  to 
enable  this  department,  in  case  of  the  receipt  of  any  part  of  the 
French  indemnity  to  decide  correctly  whether  the  dividends 
seized  by  the  bank  should,  in  any  event,  be  considered  the  loss 
of  the  United  Stales;  or  should  be  deducted  from  the  amount 
received  for  the  claimants  under  the  treaty,  in  whose  behalf  the 
business  was  transacting,  in  which  the  demand  for  damages 
originated,  and  to  whose  credit  the  present  act  of  congress  re- 
quires shall  be  paid  into  the  treasury,  only  “the  net  proceeds” 
of  each  instalment. 

VII.  MISCELLANEOUS  SUBJECTS. 

Tn  the  course  of  the  past  year,  the  department  has,  at  various 
ports,  discontinued,  as  not  necessary,  fourteen  custom  house 
officers,  and  at  others  reduced  the  compensation  of  a few.  This 
has  enabled  it  to  augment  the  number  and  compensation  at 
some  other  points,  where  the  increase  of  business  appeared  to 
demand  it,  though  not,  in  all  places,  to  the  extent  desired. — 
From  the  diminished  temptation  to  smuggling,  under  our  re- 
duced tariff,  this  department  has  fell  justified  in  lessening  the 
number  of  revenue  cutters  two,  or  one-tenth  of  the  whole;  the 
number  of  boats  three,  and  the  number  of  officers  and  men  over 
fifty,  making  hereafter  an  annual  saving  in  these  respects  of 
about  ^0,000.  After  full  inquiry  all  has  been  effected  on  this 
subject  which  the  public  interests  appear  now  to  justify,  the 
expenses  of  collection  in  this  and  other  particulars  should  be 
considered  in  reference  to  the  gros.s,  and  not  as  is  sometimes 
inadvertently  done,  the  net  revenue;  the  former  being  the 
amount  which  the  custom  house  establishment  must  actually 
assess;  and  the  difference  between  them  being  in  (larl  paid  out 
for  other  objects  than  the  mere  expenses  of  collection;  such  as 
bounties  on  the  fisheries,  and  refunding  of  duties.  In  deciding 
on  the  reasonableness  of  those  expenses,  it  must  be  manifest 
that  a certain  number  of  officers,  cutters,  boats,  &c.  equal  to 
the  collection  of  a large  sum,  cannot  be  dispensed  with,  at  many 
places,  if  any  revenue,  however  small,  is  to  be  collected;  else 
there  would  be  no  adequate  security  against  illicit  trade  and  no 
means  of  furnishing  proper  entries,  clearances  and  other  pa- 
pers, to  those  engaged  in  navigation  though  their  trade  may  be 
almost  exclusively,  in  the  present  large  amount  of  free  goods, 
or  in  our  widely  extended  coasting  business.  In  computing  the 
rate  per  cent,  for  collecting  the  revenue,  it  mu.->t  also  be  remem- 
bered that  the  rate  is  larger,  as  the  amount  (-ollecfed  diminishes, 
ami  smaller  as  it  increases,  though  the  whole  actual  expense  of 
eollection  per  anmiin  remains  the  same.  Furthermore,  the  ne- 


cessary cost  of  collecting  thirty  millions  of  dollars,  at  the  same 
ports  obviously  need  be  but  little  more  than  to  collect  half  that 
sum,  though  the  per  centage,  in  one  case,  will  be  double  what 
it  is  in  the  other.  This  department  since  the  reduction  of  the 
whole  duties  tn  be  collected  in  1833,  and  the  coriC^pollding  de- 
crease in  the  inducements  to  smuggle,  has  endeavored  to  re- 
duce the  whole  actual  expenses,  and  has,  in  some  degree,  been 
successful,  though  the  whole  cost  of  collectioji  may  still  consti- 
tute a larger  per  centage  than  at  some  former  periods,  as  the 
whole  amount  of  revenue  is  so  much  lessoned. 

Thus,  from  1790  to  1794,  that  cost,  though  small  in  itself, 
rose,  in  some  of  those  years,  to  more  than  5^  per  cent,  on  a 
small  revenue,  or  to  about  the  same  as  1833  and  ’34,  and  which 
is  quite  2 per  cent,  lower  than  the  average  in  England,  and  4 
per  cent,  lower  than  in  France.  But,  in  most  intermediate 
years,  for  reasons  before  slated,  and  others  loo  obvious  for 
recital,  the  cost  of  collecting  our  revenue  from  customs,  as  well 
as  lands,  has  seldom  exceeded  3^  per  cent,  and  from  the  latter 
is  now  probably  not  half  that  rale.  Besides,  Ihe  explanations 
already  given  on  this  subject,  it  is  hoped  that  the  new  expenses 
will  ere  long  cease,  which  have  recently  been  imposed  on  the 
collection  of  the  revenue,  by  the  necessary  preparations  for 
making,  and  the  actual  manufacture  of  ust'ful  and  important 
standard  weights  and  measures,  and  uniform  sets  thereof,  for 
all  the  custom  houses  in  the  United  States. 

In  addition  to  the  recommendations  in  the  last  annual  report 
as  to  light  houses,  it  may  be  observed  that  this  department, 
during  the  recess  of  congress,  deemed  it  proper  to  cause  a 
thorough  inqui.-y  to  be  instituted  into  Ihe  whole  .subject.  The 
inquiry  extended  to  the  propriety  of  discontinuing  any  of  the 
present  light  houses,  or  of  building  others;  the  expediency  of 
changing  the  height  or  material  of  any  of  these  edifices;  Ihe  best 
manner  of  lighting  them,  in  respect  to  the  kind  or  number  of 
lamps  or  reflectors,  the  various  substances  used,  and  most 
suitable  to  give  the  best  light  at  the  smallest  expense;  and,  in 
fine,  the  economy  of  managing  the  whole  establishment.  With 
this  was  comtiined  a system  of  uniform  instructions  to  the  light 
house  keepers,  for  the  discharge  of  their  public  duties.  The 
report  of  the  fifth  audijor,  and  the  correspondence  growing  out 
of  this  inquiry,  develope  some  interesting  facts;  and  the  whole 
proceedings  will,  with  pleasure,  be  laid  before  congress  on 
some  other  appropriate  opportunity. 

The  report  of  the  cotnmissimier  of  the  general  land  office,  is 
accompanied  by  so  many  long  and  important  documents,  tha  t 
it  is  herewith  submitted  in  a separate  corrtmunicaiion.  Besides 
-the  remarks  made  a year  since  by  this  department,  on  Ihe  rapid 
increase  of  duties  in  that  bureau,  and  the  corresponding  neces- 
sity for  an  increase  of  clerks  to  dispose  of  it  promptly  and  cor- 
rectly, the  experience  of  the  present  year  has,  by  the  vast  sales 
of  lamls  which  have  occurred,  added  new  force  to  all  that  was 
then  urged.  Taking  either  the  number  of  acres  sold,  or  Ihe 
amount  of  money  received  as  a guide,  it  will  be  seen  by  Ihe 
table  (F)  that  the  business  has  more  than  doubled  within  the 
past  five  years. 

The  recommendations  contained  in  the  commissioner’s  re- 
port, will,  it  is  hoped,  receive  that  early  and  grave  attention 
which  the  convenience  and  interests  of  Ihe  whole  country, 
and  especially  of  the  south  west  and  west,  seem  imperiously 
to  require.  As  a subject  of  retrenchment,  connected  with  this 
bureau,  where  the  character  of  the  business  will  permit,  it  is 
suggested  to  congress,  whether  it  might  not  be  advisable  to 
discontinue  the  offices  in  a few  districts,  and  annex  them  to 
the  adjoining  ones,  on  the  ground,  that  the  public  sales  recent- 
ly made  at  them,  or  anticipated  hereafter,  are  not  sufficient  to 
justify  the  expense  of  continuing  them  as  distinct  offices. 
Several  other  subjects  suggested  for  consideration  to  the  last 
congress,  and  not  finally  acted  upon,  are  again  respectfully 
urged  on  its  attention,  without  going  into  a repetition  of  the 
views  then  submitted  in  relation  to  them. 

Among  the  principal  were,  the  change  in  the  commence- 
ment of  the  fiscal  year,  a reorganization  of  the  treasury  de- 
partment, especially  to  increase  some  of  its  checks;  further 
control  over  some  of  its  discretionary  powers,  by  more  specific 
regulations  as  to  the  deposite  banks,  and  the  keeping  and  dis- 
bursing of  the  public  money — Ihe  revision  of  the  laws  as  to  the 
marine  hospital  fund — rebuilding  the  treasury  offices— legisla- 
tion on  the  provisoes  in  the  act  of  July  14,  1832,  and  other 
points  to  enforce  Ihe  spirit  of  the  present  tariff— and  making 
new  provisions  on  the  nuntber  and  compensation  of  custom 
house  officers,  in  the  report  and  hill  connected  with  this  last 
matter,  were  included  several  suggestions  for  further  changes, 
in  the  present  system  for  collecting  our  revenue  from  customs, 
to  which,  on  some  future  occasion,  will  he  subjoined,  such  as 
have  since  occurred  from  additional  experience  and  inqui- 
ries. 

Various  other  subjects,  specially  devolved  on  the  head  of 
this  department,  have  received  the  attention  and  labor  which 
they  appeared  to  deserve;  but  from  the  length  to  which  this 
report  has  already  extended,  Ihe  proceedings  in  relation  to 
tliem,  will  at  an  early  day,  be  separately  communicated  to 
congress. 

All  which  is  respectfully  submitted: 

LEVI  WOODBURY,  secretary  of  the  tveasury. 

To  the  hon.  James  Ki  Polk^  speaker  of  the  house  of  rep*. 
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large  quantity  of  matter,  prepared  and  laid  off — 
of  various  and  interesting  character,  ?nnsi  lie  over,  or  be 
altogetlier  neglected — but  some  of  it  will  be  brought  up 
next  week,ybr  reading  and  reference. 

supplement,  as  published  for  the  last  numbH%_ 
accompanies  the  present  sheet — and  we  have  been  ena-'' 
bled  to  get-in  the  report  of  the  secretary  of  the  treasury 
on  the  state  of  the  finances,  with  the  reports  of  the  secre- 
tary of  war  and  of  the  navy,  and  that  of  the  postmastej' 
general,  with  an  important  additional  document,  &c. 
making,  in  the  whole,  a great  quantity  of  matter  fitted  for 
this  work. 

Mr.  Johi  d\I.  JK'iles  has  been  appointed,  by  the  gover- 
nor of  Connecticul,  a senator  of  the  United  States,  in  the 
^y^ce  of  Mr.  Smith,  deceased,  and  has  proceeded  to 
Washington.  He  is  a “Van  Buren  man” — and  Gideon 
Weils,  it  is  s^aid,  will  be  appointed  postmaster  at  Hart- 
ford, in  his  place. 

Tt  is  now  said  that  the  governor  of  Louisiana  will  ap- 
puint  gijvernor  Roman,  a senator,  in  the  place  of  Mr. 
Gayarre,  resigned.  He  is  a whig.  'I'he  legislature  of 
tlie  state  has  the  same  political  designation. 

It  is  understood,  also,  that  Mr.  Poindexter  or  Mr. 
Plumer,hothi  in  the  opposition,  will  soon  arrive  from 
Mississippi — that  party  having  elected  the  governor  and, 
it  is  said,  a large  majority  in  the  legislature. 

Mr.  John  Howard  Payne  has  published  in  the  Knox- 
ville Register,  an  address  and  statement,  occupying  leer 
columns  and  a half,  in  relation  to  his  recent  arrest. 

We  shall  endeavor  to  notice  it  in  our  next.  His  ar- 
rest, and  in  the  state  of  Tennessee,  was  a violent  outrage. 
Indeed,  it  is  said,  in  some  of  the  Georgia  papers,  that 
JBishop,  the  commander  of  the  Georgia  guards,  had  ab- 
sconded, with  a portion  of  the  public  money! 

The  “Chronicle,”  of  yesterday  morning,  learns  from 
Harrisburgh,  that  the  anti-xasonic  convextion,  on 
Wednesday  evening,  with  great  unanimity,  nominated 
gen.  Harrison  as  a candidate  for  president.  It  w as  con- 
fidenth'  expected  that  the  avhig  convention  would  una- 
nimously concur  in  the  nomination. 

The  Globe  of  Thursday  says — “We  undersland  that 
the  Franklin  bank  of  Baltimore  has  been  selected  as  an 
additional  depository  of  the  public  money  in  that  city,  in 
conjunction  with  the  U-iion  bank  of  Maryland.” 

We  have  new's  from  Florida  and  Texas,  but  cannot 
give  the  particulars.  In  the  former,  much  fear  was  en- 
tertained of  an  irruption  of  the  Seminole  Indians;  in  the 
latter,  the  Texians  had  gained  some  advantages. 

Mr.  Thomas  Ritchie  has  been  elected  state  printer  in 
Virginia — for  him  95;  for  Mr.  Shepherd  86. 

There  are  a great  variety  of  reports  concerning  the 
present  state  of  our  relations  with  France.  The  follow- 
ing, from  the  Journal  of  Commerce,  appears  entitled  to 
credit — 

Letters  from  the  best  sources  by  tlie  Utica  say  that  a con- 
ciliatory message,  on  the  part  of  oiir  president,  would  put  an 
end  to  all  difficulty  and  insure  the  payment  of  the  money. 
The  American  consul  at  Havre  informed  captain  Depeyster  on 
the  day  of  his  sailing,  that  he  had  no  news  respecting  the  de- 
parture of  Mr.  Barton.  The  letters  say  that  nothing  had  been 
determined,  and  whether  he  would  leave  remained  undecided. 

Postscript.  VVe  have  just  come  into  possession  of  a docu- 
ment which  we  have  no  doubt  gives  us  the  e.xact  history  of  the 
transactions  at  Paris. 

The  intercourse  between  yir.  B»rton  and  the  French  govern- 
ment had  been  entirely  courteous  and  friendly.  The  ministry 
replied  to  Mr.  B’s  inquiry,  that,  as  Mr.  Livingston's  letter  was 
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written  before  the  passage  of  the  bill  in  the  chambers,  they 
were  desirous  of  something  subsequent,  and  that,  as  the  presi- 
dent of  the  United  States  had  said  he  could  say  no  more,  but 
should  refer  the  matter  to  congress,  they  waited  to  see  what 
would  transpire  on  the  meeting  of  congress,  and  in  the  mean 
lime  had  forwarded  despatches  to  the  French  charge  at  Waslt- 
ington.  Mr.  Barton  may  possibly  return,  and  perhaps,  as  a con- 
sequence, the  French  charge  also  go  home,  but  that  these 
events  ought  not  to  be  looked  upon  as  of  great  importance,  as 
It  is  confidently  e.vpected  that  the  explanations  made  at  the 
meeting  of  congress  will  be  sufficient. 


Abolition  of  oaths  in  Great  Britain.  By  an  act  passed 
in  the  British  parliament  the  9lh  Sept,  and  to  take  effect  from 
and  after  the  first  day  of  October  last. 

The  following  declaration  is  to  be  substituted  instead  of  the 
oaths  heretofore  required  to  be  taken  in  accordance  with  the 
rite,  as  some  say,  idolatrous  custom  of  kissing  the  book. 

I,  A.  B.  do  solemnly  and  sincerely  declare  that  [here  the  fact 
is  declared],  and  I make  this  solemn  declaration  conscien- 
tiously believing  the  same  to  be  true,  and  by  virtue  of  the  pro- 
vision of  an  act,  made  and  passed  in  the  6lh  year  of  the  reign  of 
his  majesty,  William  the  IV,  entitled  an  act  for  the  more  effec- 
tual abolition  ofoatlis. 

The  foregoing  act  embraces  all  cases  .save  oaths  or  declara- 
tions as  to  allegiances  which  are  to  remain:  and  all  persons  au- 
thorised heretofore  to  administer  oaths,  may  administer  and 
sign  such  declaration. 

All  persons  making  a false  declaration  shall  be  deemed  guilty 
of  a misdeinennor. 

His  Britannic  majesty's  consulate,  New  York. 

Whereas,  by  an  act  of  the  imperial  parliament,  passed  in  the 
last  session,  entitled  an  act  to  amend  and  consolidate  the  laws 
relating  to  the  merchant,  seamen,  &c. 

The  following  clauses  form  part  of  said  act,  and  come  within 
the  purview  of  this  consulate. 

No  seaman,  whether  a subject  of  his  majesty  or  a foreigner, 
to  be  di.^charged  from  a British  vessel  without  the  order  of  his 
majesty’s  consul  in  writing. 

None  of  the  crew  to  be  left  behind  on  the  plea  of  having  de- 
serted, or  not  in  a condition  to  proceed  on  the  voyage,  only 
under  a certificate  in  writing  by  the  consul. 

Masters  shall  deliver  to  the  consul  the  agreement  with  the 
ship’s  crew,  to  remain  wiili  the  consul  until  leaving  the  port, 
under  the  penalty  of  £25.  No  seaman  shall  be  shipped  by  the 
master  except  with  the  privity  of  the  consul,  under  the  penalty 
of  £25  sterling  for  every  seaman  so  shipped  in  breach  of  the 
act. 

The  act  prescribes  the  form  of  the  agreement  to  be  entered 
into  between  the  master  and  seamen — which  will  be  furnished 
at  iliis  office. 

March  of  machinery.  The  hewers  of  stone  will  doubtless 
be  delighted  to  hear  that  their  labors  are  nearly  at  an  end;  and 
that  very  shortly  they  will  be  at  liberty  either  to  “sit  twiddling 
their  thumbs,”  or  to  learn  some  other  trade,  as  they  may  here- 
after determine;  for,  according  to  the  last  number  of  the  Me- 
chanics' Magazine,  a machine  has  been  invented  by  one  Mr. 
Ja:iies  Hunter,  superintendent  of  the  Leysmill  quarries,  near 
Arbroath,  whicli  will  entirely  supersede  the  mason’s  hand-mal- 
let and  chisel,  and  leave  all  hand-labor,  in  point  of  economy 
and  despatch,  at  an  immeasurable  distance.  Mr.  Hunter  calls 
this  machine  a power  stone-planing  machine;  and  we  are  told 
that  it  is  so  ingeniously  and  judiciously  contrived,  that  it  will 
reduce  and  poli.^h  more  blocks  of  rough  stone  in  thirty  minutes, 
at  a cost  of  one  shilling  and  sevenpence,  \hnn  a good  mason  could 
reduce  and  polish  in  jive  days  and  a half,  at  a cost  of  fifteen  shil- 
lings and  ninepence;  and  the  maclline,  moreover,  will  do  the 
work  in  a far  more  workman-like  manner  than  the  man!  The 
many  thousand  handicraft  men,  therefore,  who  have  hitherto 
got  their  bread  by  the  dressing  and  polishing  of  blocks  of  stone, 
liad  better  learn  some  other  craft  as  speedily  as  possible;  or 
tliey  will  be  left  to  kick  up  their  heels,  twiddle  their  thumbs, 
and  dine  with  Duke  Humphrey. 

A smooth  Macadamised  road,  and  still  more,  the  even  gravel 
roads,  which  are  constructed  through  pleasure  grounds,  are  far 
more  severe  upon  horses  than  the  pavement  of  the  London 
streets.  This  is  a fact,  which  is  not  merely  the  result  of  theory, 
but  which  has  been  brouglu  to  the  immediate  test  of  experiment. 
To  draw  a ton  weight  along  the  pavement  of  Fleet  street  and 
tliR  SirandjWas  found  to  require  a pull  amounting  to  thirty-two 
pound.s,  wliile  the  best  constructed  Macadamised  road,  formed 
upon  a paved  foundation,  required  forty-three  pounds,  and  a 
gravel  road  one  hundred  and  fifty  pounds.  The  same  load  of 
one  ton  may,  however,  be  transported  upon  a level  rail  road, 
with  a drawing  power  of  only  nine  pounds.  [British  Review, 
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Extbaorbinart  travelmbg.  a geiilleinaii  had  occasiuti 
fecently  lo  visit  the  Uiiit*'d  States  arid  Canada,  on  a special 
mission  of  business  that  demanded  the  utmost  possible  de- 
spatch. He  left  Dublin  on  the  evening  of  April  29th,  and 
breakfasted  again  with  his  family  in  that  city  on  the  eighth  of 
August  following,  having  in  the  interim  travelled  a distance  of 
10,365  miles.  This  perfortnaiice,  so  unrivalled  in  the  annials  of 
European  locomotion,  we  deem  sufficiently  interesting  to  be 
induced  to  copy  from  the  traveller’s  note  book  the  particulars 
of  the  journey:  Dublin  lo  Liverpool,  125  steainhoat;  New  York, 
3,500  passage  ship;  Philadelphia,  91  steamboat  and  rail  way; 
ll.kltimore,  120  ditto,  ditto;  Wheeling  279  stage  and  rail  way; 
Ciiiciiiiiaii,  358  steamboai;  Loiii.-viUe,  132  do  ; Cumberland 
river,  213  do.;  Salem  15  horseback;  Hopkinsville,  40  stage; 
Louisville,  140  do.;  Steubenville,  511  steamboat;  Wellsville,  30 
do.;  Ashtabula,  Lake  Erie,  145  stage;  BufTalo,  140  sailing  boat; 
Niagara  Falls,  20  steamboats;  Montreal,  470  ilo.  and  coaeb; 
Albany,  by  Saratoga,  250  do.  stage  and  canal;  New  York,  145 
steamboats;  Sialen  Island  and  back;  to  New  York,  16  do.; 
Liverpool,  3,500  packet  ship  Dublin,  125  steamboat.  Total, 
10,365  miles  in  111  days.  [Dublin  payer. 

TWENTY-FOURTH  CONGRESS-FIRST  SESSION. 

SENATE. 

December  14.  Mr.  Goldsborough,  of  Maryland,  appeared  and 
took  his  seat. 

This  day  was  spent  in  ceremonies  of  respect  to  the  memories 
of  Eliat  Kent  Kane,  late  a member  of  the  senate,  and  Z.  Wild- 
man,  of  the  house,  who  had  died  since  the  recess  on  Thursday. 

December  15.  Mr.  Webster  appeared  and  look  his  seat. 

Mr.  Lowrie  was  re-elected  secretary  to  the  senate,  by  an  una- 
nimous vole;  Mr.  Shackford  Eergeant-at-arms  and  dooreeeper, 
and  Mr.  Haight  assistant  doorkeeper — who  were  severally 
sworn. 

The  chair  laid  before  the  senate  the  following  comraunica-t 
tions  from  the  treasury  departinent;  which  were,  on  motion  of 
Mr.  Clay,  ordered  lo  be  laid  on  the  table  and  printed. 

1st.  A cominunicalioii  from  the  trea.'.ury  department  in  reply 
to  a resolution  of  the  12lh  of  February,  1835,  directing  the  se- 
cretary lo  report  w'hat  duties  under  20  per  cent,  ad  valorem,  as 
piovided  by  the  6lh  section  of  the  act  of  2d  March,  1833,  can  be 
reduced  or  repealed  with  a due  regard  to  the  manufacturing  in- 
terest, and  an  estimate  of  the  probable  amount  of  the  reduc- 
tion. 

2d.  A communication  from  the  treasury  department  on  the 
subject  of  the  compromise  of  the  claims  of  Thomas  H.  Smith  & 
Son. 

After  other  bu.siness — 

On  motion  of  Mr.  Benton,  his  motion  of  Thursday  last,  that 
the  courie.«y  of  the  senate  be  extended  to  the  senators  from 
Michigan,  by  assigning  to  them  seals  on  the  door,  was  taken  up 
for  consideration. 

The  question  being  about  to  be  put, 

Mr.  Clay  said  that  he  was  not  prepared  to  vote  for  this  mo- 
tion. He  said  that  Michigan  has  not  been  admitted  into  the 
union.  He  did  not  wish  lo  prejudge  the  question,  and  was  op- 
posed to  any  thing  that  might  seem  to  settle  the  principal  ques- 
tion. Mr.  ilenfon  had  no  desire  to  examine  “musty  records” 
on  this  subject.  He  was  disposed  to  admit  them,  under  certain 
regulations — they  could  not  vote,  or  attend  the  secret  sessions, 
&c.  He  himself  had  obtained  the  same  courtesy  before  the  ad- 
mission of  Missouii,  and  il.s  incidental  privileges,  &c.  Mr. 
Clayton  thought  that  time  should  be  allowed,  and  spoke  of  cer- 
tain specific  objections.  Sundry  preliminaries  were  lo  be  consi- 
dered. The  territorial  designations  of  Ohio,  Indiana  and  Illinois, 
and  of  the  territory  of  Ouisconsin  had  been  changed  by  Michi- 
gan— he  wi.shed  that  these,  and  all  their  interests,  should  be 
fully  before  the  senate,  previous  to  any  action  on  the  case.  He 
felt  constrained  to  this  course;  and  asked  the  assent  of  the  se- 
nator from  Missouri  to  lay  the  resolution  on  the  table.  Mr. 
Benton  signified  his  assent;  and  Mr.  Jfing,of  Alabama,  express- 
ed a wish  to  call  the  attention  of  the  senator  from  Missouri  lo 
the  phraseology  of  his  motion.  The  language  used  is  ‘‘in  the 
senate.”  For  this  there  was  no  precedent.  None  but  senators 
could  sit  within  the  bar.  He  had  no  objection  to  admit  the  gen- 
tlemen on  the  floor,  but  not  within  the  bar.  He  hoped,  before  the 
motion  to  lay  on  the  table  was  made,  that  the  senate  would  so 
modify  the  motion  as  to  remove  this  objection,  by  saying  “with- 
out the  bar  of  the  Eenale.”  When  the  senators  from  Missouri 
applied,  the  president  of  the  senate  had  a right  lo  assign  seats, 
but  the  senate  had  now  taken  away  this  power.  . 

The  motion  was  then  laid  on  the  table. 

December  16.  Mr.  Calhoun  and  Mr.  Preston,  from  South  Ca- 
rolina, appeared  and  took  their  seats.  Mr.  Calhoun  took  the 
oath. 

The  chair  announced  the  business  first  in  order,  being  the 
election  of  the  standing  committees. 

The  senate  proceeded  to  ballot  for  a chairman  of  the  commit- 
tee on  foreign  relations,  when  Mr.  Clay  was  elected,  the  ballots 
being— Clay  23,  King,  of  Alabama,  15,' scattering  4. 

The  next  ballot,  for  chairman  of  tlie  committee  on  finance, 
reaulted  in  the  election  of  Mr.  Webster,  the  ballot  being— Web- 
ster 25.  Wright  17,  scattering  1. 

The  next  ballot,  for  chairman  of  the  committee  on  commerce, 
resulted  in  the  election  of  Mr.  Davis,  the  ballot  being— Davis 
22,  Hill  17,  scattering  4. 


The  next  ballot,  for  chairman  of  the  committee  on  manufac- 
tures, resulted  in  the  election  of  Mr.  Knight,  the  ballot  being— 
Knight  22,  Wall  18,  scaitcrini;  3. 

The  next  ballot,  for  chairman  of  the  committee  on  agriculture, 
restilicd  in  the  election  of  Mr.  Brown,  the  ballot  being — Brown 
25,  Tipton  14,  scattering  4. 

The  next  ballot,  firr  chairman  of  the  committee  on  military 
affairs,  resulted  in  the  election  of  Mr.  Benton,  the  ballot  being 
— Benton  29,  Black  6,  scattering  6. 

The  next  ballot,  for  chairman  of  the  committee  on  the  mili- 
tia, resulu?d  in  the  election  of  Mr.  Robinson,  the  ballot  being — 
Robinson  36,  scattering  5. 

The  next  ballot,  for  chairman  of  the  committee  on  naval  af- 
fairs, resulted  in  the  election  of  Mr.  Southard,  the  ballot  being — 
Southard  25,  Tallmaiige  17,  scattering  1. 

The  next  ballot,  for  chairman  of  the  committee  on  public 
lands,  resulted  in  the  election  of  Mr.  Ewing,  the  ballot  being — 
Ewing  21,  Morns  15,  scattering  3. 

'I’he  next  ballot,  for  chairman  of  the  committee  on  private 
land  claims,  resulted  in  the  election  of  Mr.  Black,  the  ballot  be- 
ing— Black  2.5,  Linn  17,  scattering  1. 

. The  next  lialloi,  for  chairman  of  the  committee  on  Indian  af- 
fairs, resulted  in  the  election  of  Mr.  White,  iUe  ballot  being — 
White  36,  scattering  2. 

The  next  ballot,  for  chairman  of  the  committee  on  cl.aims.  re- 
sulted in  the  election  of  Mr,  Naudain,  the  ballot  being — Nau- 
dain  21;  .Shepicy  15.  scattering  5. 

'Fhe  next  ballot, for  chairman  of  the  committee  on  the  judici- 
ary, resulted  in  the  election  of  Mr.  Clayton,  the  ballot  being — 
Clayton  22,  Buchanan  16,  scattering  3. 

The  next  ballot,  for  chairman  of  the  committee  on  the  post 
office  and  post  roads,  resulted  in  the  election  of  Mr.  Grundy, 
the  ballot  being — Grundy  25,  scattering  11. 

The  next  ballot,  for  chairman  of  the  committee  on  roads  and 
canals,  resulted  in  the  tdection  of  Mr.  Hendricks,  the  ballot  be- 
ing— Hendricks  39,  Robinson  1. 

The  next  ballot,  for  chairman  of  the  committee  on  prneionf, 
resulted  in  the  election  of  Mr.  Tomlinson,  the  ballot  being — 
Tomlinson  23,  Brown  17,  scattering  1. 

The  next  ballot,  for  chairman  of  the  committee  on  the  Dis- 
trict of  Coliiinhia,  resulted  in  the  election  of  Mr.  Tyler,  the'bal- 
lot  being — Tyler  23,  King,  of  Georgia,  15,  .scattering  1, 

The  next  ballot,  for  chairman  of  the  committee  on  revoln- 
lionary  claims,  resulted  in  the  election  of  Mr.  Moore,  the  ballot 
being— Moore  21,  Hubbard  14,  scattering  6. 

The  next  ballot,  for  chairman  of  the  committee  on  the  enn- 
tinsent  expenses  of  the  senate,  resulted  in  the  election  of  Mr. 
McKean,  the  balU»t  being — McKean  22,  Ruggles  14,  scattering  4. 

The  next  ballot,  for  chairman  of  the  committee  on  engrossed 
bills,  resulted  in  the  election  of  Mr.  Shepley,  the  ballot  being — 
Shepley  22,  McKean  13,  scattering  6. 

The  senate  proceeded  to  ballot  for  the  remaining  members  of 
the  several  committees,  when  the  following  were  elected. 

Foreign  relations — Messrs.  King,  of  Georgia,  Tallniage,  Man- 
gtim  and  Porter. 

Finririce— Mewsrs.  Culhbert,  Wright,  Mangum  and  Tyler. 

Commerce — Messrs.  Goldsborough,  Tomlinson,  McKean  and 
Linn. 

Manufactures — Messrs.  Ruggles,  Morris,  Prentiss  and  Hen- 
dricks. 

Mr.  Clay,  at  this  stage,  moved  that  the  senate  adjourn,  and 

The  senate  adjourned. 

December  17.  Mr.  Clay  gave  notice  that  he  should,  on  Mon- 
day next,  ask  leave  to  introduce  a bill  to  appropriate,  for  a li- 
mited time,  the  proceeds  of  the  sales  of  the  public  lands,  &c. 

Mr.  Webster  off  etc  d the  following  resolutions,  which  lie  for 
consideration: 

Resolved,  That  so  much  of  the  president’s  message  as  re- 
spects the  question  whether  the  United  States  cannot,  without 
lianscending  their  constitutional  powers,  secure  to  the  post 
office  department  the  use  of  the  several  rail  roads  in  the  United 
States,  by  an  act  of  congress  which  shall  provide  within  itself 
some  equitable  mode  of  adjusting  the  amount  of  compensation, 
be  referred  t«)  Ihecommtiee  on  the  judiciary,  with  instructions 
to  make  a special  report  thereon. 

Resolved,  That  the  committee  on  roads  and  canals  be  in- 
structed lo  report  the  number,  extent  and  direction  of  the  seve- 
ral rail  roads  already  built  or  commenced,  and  the  most  impor- 
tant of  tho.se  which  are  projected  or  contemplated,  in  the  seve- 
ral states;  and  that  they  inquire  into  the  expediency  of  aiding 
in  any  of  those  undertakincs  on  the  part  of  the  government  of 
the  tfniled  Slates,  eitheir  by  making  payment  in  advance  on 
contracts  for  carrying  the  mails  on  such  roads,  or  otherwise; 
and  on  condition  of  transporting  the  property  or  troops  of  the 
United  States  by  such  roads,  free  of  expense  lo  the  United 
States,  whether  in  pc.ace  or  in  war. 

After  other  busine.ss — 

The  senate  then  proceeded  to  ballot  for  the  rentainder  of  the 
standing  committees,  and  the  following  is  a list  of  the  commit- 
tee.®, 80  far  as  the  election  of  this  day,  in  a perfect  form: 

On  agriculture— Messrs.  Kent,  King,  of  Alabama,  Morris  and 
Wright. 

On  military  affairs — Messrs.  Wall,  Preston,  Goldsborough 
and  Tipton. 

On  the  militia— Messrs.  Hendricks,  McKean,  Swift  and 
Wall. 

On  naval  affairs — Messrs.  Tallmadge,  Black,  Robbins  and 
Cuthbert. 
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On  the  public  lands— Messrs.  Moore,  Prentiss,  Crittenden  and 
McKean. 

On  private  land  claims — Messrs.  Linn,  Ruggles,  Porter  and 
King,  ol  Ga. 

On  Indian  affairs— Messrs.  Tipton,  Goldsborough,  Swift  and 
Brown. 

On  claims— Messrs.  Tipton,  Shepley,  Swift  and  Brown. 

On  the  judiciary — Messrs.  Buchanan,  Leigh,  Preston  and 
Ciittemlen. 

On  the  post  office  and  post  roads — Messrs.  Robinson,  Ewing, 
Knight  and  Davis. 

On  roads  and  canals — Messrs.  McKean,  Robinson,  Kent  and 
Robbins. 

On  pesnions— Messrs.  Tallmadge,  Linn,  Prentiss  and  Mc- 
Kean. 

On  the  District  of  Columbia — Messrs.  Kent,  Naudain,  South- 
ard and  King,  of  Alabama. 

On  revolutionary  claims — Messrs.  White,  Hubbard,  Leigh  and 
Shepley. 

On  the  contingent  expenses  of  the  senate — Messrs.  Tomlinson 
and  Brown. 

On  engrossed  bills — Messrs.  Hill  and  Morris. 

The  senate  concurred  in  the  resolution  of  the  house  of  re- 
preseriiaiive.s  concerning  the  election  of  chaplains,  and 

The  senate  adjourned  to  Monday. 


HOUSE  or  REPRESENTATIVES. 

Monday,  Dec.  14.  Messrs.  Graves,  of  Kentucky,  and  Gar- 
land, of  Louisiana,  appeared,  were  qualified  and  took  their 
seats. 

After  the  reading  of  the  journal  of  the  proceedings  of  Thurs- 
day. 

Mr.  Howard  moved  the  reconsideration  of  the  vote  by  which 
the  message  from  the  president  relative  to  the  Ohio  and  Michi- 
gan boundary  line,  was  ordered  to  be  referred  to  a select  com- 
mittee; jnd,  on  his  motion,  the  further  eonsideration  was  post- 
poned until  to-morrow. 

The  decease  of  Mr.  Zalrnon  Wildman,  of  Con.  was  an- 
nounced, also  that  of  Mr.  Kane,  of  the  senate,  and  the  usual 
tributes  of  respect  were  paid  to  their  memories.  After  which 
the  house  adjourned — the  following  appointmentof  committees 
being  announced  — 

On  elections — Messrs.  Claiborne,  Griffin,  Hawkins,  Hard, 
Burns,  Kilgore,  Buchanan,  Maury  and  Boyd. 

Of  ways  and  means — Messrs.  Cambreleng,  McKim,  Loyall, 
Corwin,  Johnson,  of  Tennessee,  Smith,  of  Maine,  Lawrence, 
of  Mass,  fngersoli  and  Owens. 

Of  claims — Messrs.  Whittlesey,  Forrester,  Banks,  Bynum, 
Grennel,  Davis,  Taliaferro,  P.  C.  Fuller  and  Chambers,  of  Ky. 

On  commerce — Messrs.  Sutherland,  Pinckney,  Pearce,  of  R. 
1.  Gillett,  Ptiillips,  Johnson,  of  La.  Ingham,  of  Conn.  Cushman 
and  McKeon. 

On  the  public  lands — Messrs.  Boon,  Slade,  Williams,  of  N.  C. 
Lincoln,  Casey,  Kennon,  Dunlap,  Chapman  and  Harrison,  of 
Missouri. 

On  the  post  offiee  and  post  roads — Messrs.  Connor,  Briggs,  La- 
porte,  Hall,  of  Vt.  Mann,  of  N.  Y.  Cleaveland,  French,  Shields 
and  Hopkins. 

On  the  District  of  Columbia — Messrs.  W.  B.  Shepard,  Heis- 
ter,  Vanderpoel,  Bouldin,  Washington,  Lane,  Rogers,  Fairfield 
and  Townes. 

On  the  judiciary— Messrs.  Beardsley,  Thomas,  Hardin,  Pierce, 
ofN.  H.  RoliKrtson,  Peyton,  Toucey,  Jones,  of  Va.  and  Martin. 

On  revolutionary  claims — Messrs.  Muhlenberg,  Crane,  Stan- 
difer,  Turrill,  Kinnard,  Beaumont,  Craig,  Chapin  and  Under- 
wood. 

On  public  expenditures — Messrs.  Page,  Clarke,  of  Pa.  Mc- 
Lene,  Mason,  of  Me.  Deberry,  Leonard,  Haley,  White  and 
Weeks. 

On  private  land  claims — Messrs.  Carr,  Galbraith,  Patterson, 
Chambers,  of  Pa.  May,  Garland,  of  Va.  Hammond,  Huntsman, 
and  Lawler. 

On  manufactures — Messrs.  J.  Q..  Adams,  Denny,  Dickerson, 
MeCoinas,  Webster,  Gideon  Lee,  Judson,  Halsey  and  Granger. 

On  agriculture — Messrs.  Bockee.  Bean,  Roane,  Shinn,  De- 
berry, Bailey,  Logan,  Phelps  and  Effner. 

On  Indian  affairs— Messrs.  Bell,  McCarty,  Everett,  Graham, 
Ashley,  Haynes,  Lyon,  Hawes  and  Chaney, 

On  military  affairs — Messrs,  Johnson,  of  Ky.  Speight,  Ward, 
Thompson,  of  Ohio,  Coffee,  Burch,  McKay,  Anthony  and 
Dromgoole. 

On  the  militia — Messrs.  Glascock,  Henderson,  Wm.  K.  Ful- 
ler, Wagoner,  Calhoun,  of  Mas.s.  Joshua  Lee,  of  New  York, 
Carter,  Coles  and  Williams,  of  Kentucky. 

On  naval  affairs — Mes.sr.s.  Jarvis,  Milligan,  Lansing,  Reed, 
Grayson,  Parker,  Wise,  Ash  and  Grantland. 

On  foreign  relations— Messrs.  Mason,  of  Virginia,  Howard, 
Campbell,  Cramer,  Hamer,  Allen,  of  Ky.  Parks,  Cushing  and 
Jackson , of  Georgia. 

On  the  territories — Messrs.  Patton,  Potts,  Brown,  Fowler, 
Pickens,  Sprague,  Pearce,  of  Maryland,  Borden  and  Montgo- 
mery. 

On  revolutionary  pensions — Messrs.  Wardwell,  Lea,  of  Ten. 
Lay,  Janes,  Storer,  Morgan,  Klingensmith,  Bond  and  Fry 

On  invalid,  pensions — Messrs.  Miller,  of  Penn.  Beale,  Evans, 
of  Maine,  Schenck,  Taylor,  of  N.  Y.  Harrison,  of  Penn.  Dou- 
bleday, Hoar  and  Howell. 


On  roads  and  canals — Messrs.  Mercer,  Vinton,  Rencher,  Lu- 
cas, Reynold.^,  of  III.  Hannegan,  Steele,  Jackson,  of  Mass,  and 
Calhoun,  of  Ky. 

On  revisal  and  unfinished  business — Messrs.  Huntingdon, 
Mann,  of  Penn.  Mason,  of  Ohio,  Harlan  and  Farlin. 

On  accounts— Messrs.  Lea,  of  N.  J.  Darlington,  Hall,  of  Me. 
Johnson,  of  Va.  and  Turner. 

On  expenditures  in  the  department  of  state— Messrs.  A.  H. 
Shepperd,  Calhoun,  of  Mass.  Hunt,  of  New  York,  Morris  and 
Sickles. 

On  expenditures  in  the  treasury  department — Messrs.  Allen, 
of  Vt.  Harper,  Spangler,  Russell  and  Barton. 

On  expenditures  in  the  department  of  war — Messrs.  Jones,  of 
Ohio,  Bovee,  Johnson,  of  Va.  Love  and  Hubley. 

On  expenditures  in  the  navy  department — Messrs.  Hall,  of 
Maine,  Sloans,  Seymour,  Pettigrew  and  Mason,  of  N.  Y. 

On  expenditures  in  the  post  office  department — Messrs.  Hawes, 
Burns,  Childs,  Bailey,  of  Maine  and  Reynolds,  of  N.  Y. 

On  expenditures  on  the  public  buildings — Messrs.  Darlington, 
Huzeltine,  Pearce,  of  R.  I.  Galbraith  and  Beale. 

SELECT  COMMITTEES. 

On  the  rules  and  orders  of  the  house — Messrs.  Mann,  of  N.  Y. 
Adams,  of  Mass.  Thomas,  of  Md.  Williams,  of  N.  C.  Cambre- 
leng, Everett,  Parks,  Parker  and  Chambers,  of  Penn. 

On  the  northern  boundary  of  Ohio — Messrs.  J.  Q,.  Adams, 
Hardin,  Patton,  Pierce,  of  N.  H.  Haynes,  Dickerson,  McKay, 
Grayson  and  Judson. 

Tuesday,  Dec.  15.  The  speaker  gave  notice  that  he  would, 
on  to-morrow,  proceed  to  call  for  memorials  and  petitions  from 
the  several  states  and  territories. 

On  motion  of  Mr.  Whittlesey,  the  house  proceeded  to  the  elec- 
tion of  the  officers  of  the  house. 

On  the  seventh  ballot,  Mr.  Dorsey,  of  Maryland,  received  122 
votes  for  sergeant- at-arms,  and  Mr.  Pease,  of  Washington,  92 
votes.  So  Mr.  Dorsey  was  elected — a m.ajority  of  920  votes 
being  required.  There  were  many  candidates. 

Mr.  Bockee  submitted  a resolution,  appointing  Mr.  Overton 
Carr  doorkeeper,  and  John  W.  Hunter  assistant  doorkeeper. 

Mr.  Hawes  had  no  objection  to  the  gentlemen  named;  but 
where  there  was  competition,  it  was  usual  to  ballot  for  tho.se 
officers.  Understanding  that  there  would  be  competition  for 
the  place  of  assistant  doorkeeper,  he  hoped  the  resolution  could 
be  so  modified  as  to  PTcepi  the  latter  officer. 

Mr.  McCarty  moved  an  adjournment,  which  was  carried.  The 
house  then  adjourned. 

Wednesday,  Dec.  16.  Mr.  Thompson,  of  S.  C.  and  Mr.  Ripley^ 
of  Lou.  appeared  and  took  their  seats. 

Mr.  Fairfield,  understanding,  he  said,  that  by  a presentation 
of  a petition,  a member  was  not  made  responsible  for  its  propo- 
sitions, presented  a petition  signed  by  172  females,  praying  the 
abolition  of  slaverA?  and  the  slave  trade  in  the  District  of  Colum- 
bia, and  moved  that  it  be  referred  to  the  committee  on  the  Dis- 
trict of  Columbia. 

The  petition  was  laid  on  the  table  by  yeas  and  nays — for  it 
180,  against  it  31.  The  nays  were  as  follows: 

Messrs.  Adams,  H.  Allen,  Banks,  Borden,  Briggs,  W.  B.  Cal- 
houn, Clark,  Cushing,  Darlington,  Evans,  Giennell,  Hiland 
Hall,  Harper,  Hnzeltine,  Henderson,  Heister,  Hubley,  William 
Jackson,  Janes,  Laporte,  Love,  Morris,  Parker,  Dutee  J.  Pearce, 
Potts,  Russell,  Slade,  Sloane,  Sprague,  Wardwell,  Whittlesey. 

Mr.  Slade  having  made  a motion  to  print  the  memorial,  a de- 
bate followed;  and  Mr.  Vanderpoel  proposed  to  lay  the  motion 
on  the  table — which  was  carried,  yeas  168 — against  it  50. 

A great  many  other  petitions  were  presented. 

The  speaker  presented  the  petition  of  David  Howland,  of  N. 
Carolina,  contesting  the  election  of  James  Graham  to  a seal  in 
this  house,  as  a representative  from  the  state  of  North  Carolina. 
Referred  to  the  committee  on  elections. 

The  speaker  presented  a letter  from  Elijah  E.  Crary,  trans- 
mitting his  credentials,  as  a representative  in  congress  from  thq 
state  of  Michigan. 

Mr.  Beardsley  said  the  gentleman  could  not  be  considered  a 
member  of  the  house,  and  was  not  entitled  to  a seat  as  such. 
As  Michigan  had  assumed  the  position  of  a state,  and  the  ques- 
tion of  her  admis.sioii  wa^  pending,  the  house  could  not  prejudge 
thatquestion  by  admitting  tlie  gentleman  to  a seat  as  a member, 
But,  as  an  act  of  courtesy  to  him,  he  moved  tbi^t  a seat  be  as- 
signed to  him  within  the  house,  and  that  his  communication  be 
printed  and  laid  on  the  table. 

Mr.  il/erccr  said  he  could  not  concur  in  the  propriety  of  the 
course  suggested.  In  order  to  have  time  to  consult  the  prece- 
dents on  the  subject,  he  moved  that  the  motion  be  laid  on  the 
table. 

Thursday,  Dee.  17.  Mr.  Overton  Carr  was  appointed  door- 
keeper, and  J.  W.  Hunter  assistant  doorkeeper-receiving  155 
votes. 

On  motion  of  Mr.  Beardsley,  the  house  resolved  itself  into  a 
committee  of  the  whole,  on  the  president’s  message,  Mr.  J.  Q. 
Jidams  in  the  chair,  and  proceeded  to  assign  the  different  parts 
of  the  message  to  the  several  committees  that  had  been  appoint- 
ed by  the  house. 

Tlie  resolution  for  the  appointment  of  chaplains  was  agreed 
to. 

The  following  resolution,  offered  yesterday  by  Mr.  J.  Q. 
.Adams,  was  taken  up  and  agreed  to: 

Resolved,  That  the  secretary  of  war  be  directed  to  report  to 
this  house  a statement  of  the  names  of  all  the  pensioners  for 
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ervices  during  the  revolutionary  war,  pensioned  under  the  act 
of  congress  of  15th  March,  1818,  whose  names  were  struck  off 
the  list  by  virtue  of  the  act  of  1st  May,  1820,  specifying  those 
restored  to  pensions  by  the  act  of  1st  March,  1823,  or  since  again 
pensioned  under  the  act  of  15th  May,  1828,  the  act  of  June,  1832, 
or  any  other  act  of  congress,  subsequent  to  that  of  1st  of  May, 
1820. 

The  resolution  heretofore  offered  by  Mr.  Johnson,  of  Kentuc- 
ky, for  supplying  the  lieads  of  departments  and  bureaux,  and 
otlier  officers  of  the  government,  with  copies  of  the  public  do- 
cuments, printed  by  order  of  congress,  was  taken  up  for  consi- 
deration. 

Some  other  minor  proceedings  being  had— the  house  adjourn- 
ed till  to-morrow. 

VyiTCHCRAFT  irf  NEW  ENGLAND. 

From  Godwin’s  Lives  of  the  Necromancers,  just  published  by  the 
Harpers. 

As  a story  of  witchcraft,  without  any  poetry  in  it,  without 
any  thing  to  amuse  the  imagination,  or  interest  the  fancy,  but 
hard,  prosy,  accompanied  with  alt  that  is  wretched,  pitiful  and 
withering,  perhaps  the  well  known  story  of  the  New  England 
witchcraft  surpasses  any  thing  else  upon  record. 

The  prosecutions  continued  with  little  intermission,  princi- 
pally at  Salem,  during  the  greater  part  of  the  year  1692.  The 
accusations  were  of  the  most  vulgar  and  contemptible  sort— in- 
visible pinchings  and  blows;  fits  with  the  blasting  and  mortality 
of  cattle;  and  wains  stuck  fast  in  tlie  ground  or  loosing  their 
wheels.  A conspicuous  figure  in  nearly  the  whole  of  these  sto- 
ries was  what  they  named  the  “spectral  sight,”  in  other  words, 
that  the  profligate  accusers  first  feigned  for  the  most  part  of  the 
injuries  they  received,  and  next  saw  the  figures  and  action  of 
the  persons  who  inflicted  them,  when  they  were  invisible  to 
every  one  else.  Hence  the  miserable  prosecutors  gained  the 
power  of  gratifying  the  wantonness  of  their  malice,  by  pretend- 
ing that  they  suffered  by  the  hand  of  any  one  whose  name  first 
presented  itself,  or  against  whom  they  bore  an  ill-will.  The 
persons  so  charged,  though  unseen  by  any  but  the  accuser,  and 
who  in  their  corporeal  presence  were  at  a distance  of  miles,  and 
were  doubtless  wholly  unconscious  of  the  mischief  that  was 
hatching  against  them,  were  immediately  taken  up,  and  cast 
into  prison.  And  what  was  more  monstrous  and  incredible, 
there  stood  at  the  bar  a prisoner  on  trial  for  his  life,  while  the 
witnesses  were  permitted  to  swear  that  his  spectre  had  haunted 
them  and  afflicted  them  with  all  manner  of  injuries.  The  poor 
prosecuted  wretch  stood  astonished  at  what  was  alleged  against 
him,  was  utterly  overwhelmed  with  the  charges,  and  knowing 
not  what  to  answer,  was  all  of  it  interpreted  as  so  many  pre- 
sumptions of  his  guilt.  Ignorant  as  they  were,  they  were  un- 
happily and  unskilful  in  their  defence;  and  if  they  spoke  of  the 
devil  as  it  was  natural,  it  was  instantly  caught  at  as  a proof  how 
familiar  they  were  with  the  fiend  that  had  seduced  them  to  their 
damnation. 

The  first  specimen  of  this  sort  of  accusation  in  the  present 
instance  was  given  by  one  Paris,  minister  of  a church  at  Salem, 
in  the.end  of  the  year  1691,  who  had  two  daughters,  one  nine 
years  old,  the  other  eleven,  that  were  afflicted  with  fits  and 
convulsions.  The  first  person  fixed  on  as  the  mysterious  au- 
thor of  whai  was  seen,  was  Titiiba,  a female  slave  in  the  fami- 
ly, and  she  was  harrassed  by  her  master  into  a confession  of 
unlawful  practices  and  spells.  The  girls  then  fixed  on  Sarah 
Good,  a female  known  to  be  the  victim  of  a morbid  melancholy, 
and  Osborne,  a poor  man  that  ha,d  for  a considerable  time  been 
bed-rid,  as  persons  whose  spectres  had  perpetually  haunted  and 
tormented  them;  and  Good  was  twelve  months  after  hanged  on 
this  accusation. 

A person  who  was  one  of  the  first  to  fall  under  the  imputa- 
tion, was  one  George  Burroughs,  also  a minister  at  Salem.  He 
had,  it  seems,  buried  two  wives,  both  of  whom  the  busy  gossips 
said  he  hiid  used  ill  in  their  lifetime,  and  consequently  it  was 
whispered  that  he  had  murdered  them.  I’liis  man  was  accus- 
tomed foolishly  to  vaunt  that  he  knew  what  peoiile  said  of  him 
in  his  absence;  and  this  was  brought  as  a proof  that  he  dealt 
with  the  devil.  Two  women,  who  were  witnesses  against  him, 
interrupted  their  testimony  with  exclaiming  that  they  saw  the 
ghosts  of  the  murdered  wives  present,  (who  lind  promised  them 
they  would  come),  though  no  one  else  in  the  court  saw  them; 
and  this  was  taken  in  evidence.  Burroughs  conducted  himself 
in  a very  injudicious  way  on  his  tri;il;  but  when  he  came  to  be 
hanged,  made  so  impressive  a speech  on  the  bidder  vvith  fervent 
protestations  of  innocence,  as  melted  many  of  the  spectators 
into  tears. 

In  such  a town  as  Salem,  the  second  in  point  of  importance 
in  tlie  colony,  such  accusations  spread  with  wonderful  rapidity. 
Many  were  seized  with  fits,  exhibited  frightful  contortions  of 
their  limbs  and  features,  and  became  a fearful  spectacle  to  the 
bystander.  They  were  asked  to  assign  the  cause  of  all  this,  and 
they  supposed,  or  pretended  to  suppose  some  neighbor,  already 
solitary  and  afflicted,  and  on  that  account  in  ill  odour  with  the 
townspeople,  scowling  upon,  threatening  and  tormenting  them: 
presently,  persons,  specially  gifted  with  the  “special  sight,” 
formed  a class  by  themselves  and  were  sent  about  at  the  public 
expense  from  place  to  place,  that  they  might  see  what  no  one 
else  could  see.  The  prisons  were  filled  with  the  persons  acc.us- 
ed.  The  utmost  honor  was  entertained,  as  of  a calamity  which 
in  such  a degree  had  never  vi.-ited  that  part  of  the  woild.  It 
happened,  most  unfoiTunatcly,  that  Ba-xlcr’s  Certainty  of  the 


World  of  Spirits  had  been  published  but  the  year  before,  and  a 
number  of  copies  had  been  sent  out  to  New  England.  There 
seemed  a strange  coincidence  and  sympathy  between  the  vital 
Christianity  in  its  most  honorable  sense,  and  the  fear  of  the  de- 
vil, who  appeared  to  be  “come  down  unto  them  with  great 
wrath.”  Mr.  Increase  Mather  and  Mr.  Cotton  Mather,  his  son, 
two  clergymen  of  the  highest  reputation  in  their  neighborhood, 
by  the  solemnity  and  awe  with  which  they  treated  the  subject, 
and  the  earnestness  and  zeal  which  they  displayed,  gave  a sanc- 
tion to  the  lowest  superstition  and  virulence  of  the  ignorant. 

All  the  forms  of  justice  were  brought  forward  on  this  occa- 
sion. There  was  no  lack  of  judges  and  grand  juries,  and  petty 
juries,  and  executioners,  and  still  less  of  prosecutors  and  wit- 
nesses. The  first  person  that  was  hanged  was  on  the  10th  of 
June;  five  more  on  the  nineteenth  of  July;  five  on  the  nine- 
teenth of  August;  and  eight  on  the  twenty-second  of  Septem- 
ber. Multitudes  confessed  that  they  were  witches;  for  this  ap- 
peared the  only  way  for  the  accused  to  save  their  lives.  Hus- 
bands and  children  fell  down  on  their  knees,  and  implored  their 
wives  and  mothers  to  own  their  guilt.  Many  were  tortured  by 
being  tied  neck  and  heels  together  till  they  confessed  what  was 
suggested  to  them.  It  is  remarkatde,  however,  that  not  one 
persisted  in  tlieir  confessions  tit  the  place  of  execution. 

The  most  interesting  story  that  occurred  in  this  affair  was 
that  of  Giles  Cory  and  Martha  his  wile.  The  woman  was  tried 
on  the  9th  of  September,  and  hanged  on  the22d.  In  the  inter- 
val, on  the  16th,  the  husband  was  brought  up  for  trial.  He  said 
he  was  not  guilty,  but  being  asked  how  he  would  be  tried,  he 
refused  to  go  through  the  customary  form,  and  say,  “by  God 
and  my  country.”  He  observed  that  of  all  that  had  been  tried, 
notone  had  as  yet  been  pronounced  not  guilty, and  he  resolute- 
ly refused  in  that  mode  to  undergo  trial.  7’he  judge  directed, 
therefore,  that,  according  to  the  barbarous  mode  prescribed  in 
the  mother  country,  he  should  be  laid  on  his  back,  and  pressed 
to  death  witli  weights  gradually  accumulated  on  the  upper  sur- 
face of  his  body,  a proceeding  which  had  never  yet  been  resort- 
ed to  by  the  English  in  North  America.  The  man  persisted  in 
his  resolution,  and  remained  mute  till  he  expired. 

The  whole  of  this  dreadful  tragedy  was  kept  together  by  a 
thread.  The  spectre  seers  for  a considerable  time  prudently  re- 
stricted their  accusations  to  persons  of  no  repute,  or  otherwise 
of  no  consequence  in  the  community.  By-and-by,  however,, 
they  lost  sight  of  this  caution,  and  pretended  they  saw  the  figures 
of  some  persons  well  connected,  and  of  unquestioned  honorand 
reputation,  engaged  in  acts  of  witchcraft.  Immediately  the 
whole  fell  through  in  a moment.  The  leading  inhabitants  pre- 
sently saw  how  unsafe  it  would  be  to  trust  their  reputations 
and  their  lives  to  the  mercy  of  these  profligate  accusers.  Of 
fifty-six  bills  of  indictment  that  were  offered  to  the  grand  jury 
on  the  third  of  Janiiaiy,  1693,  twenty-six  only  were  found  true 
bills  and  thirty  thrown  out.  On  the  twenty-six  bills  that  were 
found,  three  persons  only  were  pronounced  guilty  by  the  petty 
jury,  and  these  three  received  their  pardon  from  the  govern- 
ment. The  prisons  were  thrown  open;  fifty  confessed  witches, 
together  with  two  hundred  persons  imprisoned  on  suspicion, 
were  set  at  liberty,  and  no  more  accusations  were  heard  of. 
The  “afflicted,”  as  they  were  technically  termed,  recovered 
their  health;  the  “spectral  sight”  was  universally  scouted;  and 
men  began  to  wonder  how  they  could  ever  have  been  the  vic- 
tims of  so  horrible  a delusion. 

— ® 

DIPLOMATIC  SERVICE  OF  GREAT  BRITAIN. 

The  following  is  the  official  return  of  the  annual  salaries  and 
allowances  of  each  ambassador,  minister  plenipotentiary,  envoy 
extraordinary,  secretary  oflegation,  &c.  at  the  different  foreign 
courts. 

Berlin.  Envoy  extraordinary,  £5,500.  Secretary  ©f  legation, 
£5.50.  First  attache,  £250. 

Berne.  Secretary  of  legation,  £400. 

Bogota.  Envoy  extraordinary,  £4.000.  First  nttache,  £300. 

Brussels.  Ambassador,  £2,000.  Secretary  of  legation  £560. 
Attache,  £200. 

Buenos  ^yres.  Secretary  oflegation,  £500. 

Constantinople.  Ambassador,  £6,500.  Secretary  of  embassy, 
£800.  Attache,  £250. 

Copenhagen.  Envoy  extraordinary,  £4,000.  Secretary  of 
legation,  £500. 

Dresden.  Minister  plenipotentiary,  £2,300.  Secretary  of  le- 
gation, £ 100. 

Florence.  Minister  resident  £2,300.  Secretary  of  legation, 
£400. 

Frankfort.  Minister  plenipotentiary,  £2,900.  Secretary  of 
legation,  £400. 

Greece.  Resident  minister,  £2,200.  Secretary  of  legation, 
£400. 

La  Hague.  First  attache  and  charge  d’affaires,  £500. 

La  Plata.  Minister  plenipotentiary,  £3,300. 

Lisbon.  Ambassador,  £5,h00.  Secretary  of  legation,  £600. 

Madrid.  Envoy  i;xtraordinary,  £6,500.  First  attache,  £600. 
Secretary  of  legation,  £.5.50. 

Mexico.  Minister,  £2,000.  Secretary  of  legation,  £900.  At- 
tache, £200. 

Munich.  Envoy  extraordinary,  £4,000.  Secretary  of  lega- 
tion, £500. 

Naples.  Envoy  extraordinary,  £4,400.  Secretary  of  lega- 
tion, £550. 

Paris.  Ambassador  extraordinary,  £10,000.  Secretary  of 
embassy,  £1,000.  Fitst  attache,  £400. 
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Ri0  de  Janeiro.  Envoy  extraordinary,  £4,500.  Secretary  of 
te|;aiion,  £550.  First  attache,  £400. 

St.  Petersburgk.  Minister  (ilenipotenliary,  £6,500.  Secretary 
of  embassy,  £1,000.  First  attache,  £400. 

Stockholm.  Envoy  extraordinary,  £5,300.  Secretary  of  le- 
gation, £500, 

Stutgard.  Envoy  extraordinary,  £2,200.  Secretary  of  lega- 
tion, £400. 

Turin.  Minister  plenipotentiary,  £4,100.  Secretary  of  le- 
gation, £500. 

Vienna.  Ambassador,  extraordinary,  £9,900.  Secretary  of 
embassy,  £900.  First  attache,  £250.  Attache,  £200. 

Washington.  Envoy  extraordinary,  £5,500.  First  attache, 
£200. 

Besides  the  above,  there  are  twenty-five  attaches  in  the  suites 
of  the  different  ambassadors  and  ministers  plenipoteiiliury,  who 
receive  no  salary  from  the  public  purse. 

REPORT  OF  THE  SECRETARY  OF  WAR. 

War  department,  November  30,  1835. 

To  the  president  of  the  United  States: 

Sir:  In  conformity  with  your  instructions,  and  with  the  usage 
of  this  department.  I have  the  honor  to  lay  before  you  a state- 
ment of  its  operations  during  the  past  season,  and  reports  from 
the  various  bureaux,  exhibiting,  in  detail,  their  respective  pro- 
ceedings, as  far  as  these  appear  to  be  sufficiently  important  for 
communication  in  the  usual  annual  statements. 

The  general  positions  of  the  army  remain  the  same  as  at  the 
time  of  my  last  report.  Some  movements,  however,  have  taken 
place,  which  it  is  proper  should  be  specially  brought  before  you. 

Fourteen  companies  have  been  placed  under  the  command  of 
general  Clinch,  in  Florida,  with  a view  to  impose  a proper  re- 
straint upon  the  Seminole  Indians,  who  have  occasionally 
evinced  an  unquiet  spirit,  and  to  insure  the  execution  of  the 
treaty  stipulations,  providing  for  the  removal  of  tliese  Indians. 
As  soon  as  this  takes  place,  these  troops  will  resume  their  pro- 
per positions. 

The  regiment  of  dragoons  has  been  usefully  employed  in  pe- 
netrating into  the  Indian  country;  in  exhibiting  to  the  Indiqns 
a force  well  calculated  to  check  or  to  punish  any  hostilities  they 
may  commit,  and  in  adding  to  our  geographical  knowledge  of 
those  remote  regions.  Colonel  Kearney;  with  one  detachment, 
marched  through  the  country  between  the  Des  Moines  and  the 
Mississippi  rivers;  colonel  Dodge,  with  another,  made  an  ex- 
cursion soutji  of  Missouri  towards  the  Rocky  Mountains;  and 
major  Mason,  with  a third,  joined  by  a detachment  of  infantry, 
was  employed  in  duties  connected  with  the  assemblage  of  a 
body  of  Indians,  at  the  Cross  Timbers,  near  the  great  western 
prairie,  for  the  purpose  of  establishing  permanent  specific  rela- 
tions between  the  remote  w'andering  bands  and  the  United 
States,  and  the  more  agricultural  Indians,  who  have  migrated, 
under  the  public  faith,  to  that  region,  or  who  seemed  disposed 
to  improve  their  condition  by  more  settled  habits.  The  duties 
committed  to  these  troops  have  been  well  performed. 

The  information  concerning  the  discipline  and  morale  of  the 
army  is  satisfactory.  The  officers  are  en«aged  in  a great  diver- 
sity of  duties,  growing  out  of  various  acts  of  congress,  many  of 
which  have  no  direct  connection  with  their  professional  avoca- 
tions. These  duties  are  satisfactorily  executed,  and  the  expen- 
ditures to  which  they  lead  are  generally  made  with  fidelity,  and 
accounted  for  with  promptitude. 

I beg  leave  to  ask  your  attention  to  tire  repori  of  the  chief  en- 
gineer, in  relation  to  the  state  of  the  corps  under  liis  command. 
The  number  of  officers  in  that  corps  is  not  siifficii  iit  lor  the  per- 
lormance  of  the  various  duties  committed  to  it.  3’he  conse- 
quence is,  that,  in  some  instances,  the  public  works  have  been 
neglected  or  delayed,  and  in  others  they  have  been  firosecntr.d 
by  those  who  had  not  the  necessary  professional  skill  and  expe- 
rience. Persons  in  civil  life,  possessed  of  competent  scientific 
knowledge,  will  not  often  enter  into  the  temporary  service  of 
the  government  for  such  compensation  as  is  [irovided  by  law  for 
the  engineer  officers.  The  progress  of  improvement  through 
the  country  creates  a demand  for  those  qualifications  which  are 
required  in  the  military  and  topographical  engineer  service;  and 
a higher  rate  of  compensation  is  allowed  than  it  has  been  the 
usage  of  this  department  to  grant.  A gradual  and  moderate  ad- 
dition to  the  corps  offers  the  only  remedy  for  this  state  of  thing.*; 
and  I am  .satisfied  that  considerations  of  economy,  as  well  as  a 
due  reg.rrd  to  the  proper  execution  of  a most  important  class  of 
public  works,  calls  for  this  arrangement. 

The  same  considerations  apply  in  a considerable  degree  to 
the  topographical  corps,  and  I ask  your  favoralile  consideration 
for  the  measure  recommended  by  the  officer  at  the  head  of  it. 
One  of  the  plans  suggested  will  accomplish  the  object  without 
any  addition  to  the  public  expenditures;  and  will  make  ade- 
quate provisions  for  a branch  of  service  connected  with  the  de- 
fence of  the  country,  and  which  has  also  the  advantage  of  fur- 
nishing information  that  may  prove  highly  valuable  to  every 
portion  of  the  community. 

Agreeably  to  a provision  in  an  act  of  the  last  session  of  con- 
gress, that  part  of  the  Cumberland  road  between  the  town  of 
Cumberland  and  the  Ohio  river,  has  been  surrendered  to  and 
accepted  by  the  states  through  which  it  passes;  and  arrange- 
ments have  been  made  by  the  authority  of  these  states  for  the 
collection  of  such  tolls  as  will  keep  it  in  proper  repair.  3’he 
funds  appropriated  for  the  completion  of  tins  road  have  been 
applied  to  the  object,  and  will  be  fully  adequate  to  its  attain- 


ment. The  work,  with  the  exception  of  some  of  the  bridges, 
and  of  a few  necessary  repairs,  is  nearly  finished,  and  is  passa- 
ble in  its  whole  extent.  All  accounts  concur  in  representing  it 
as  constructed  in  the  most  faithful  manner.  Captain  Delafield, 
who  has  superintended  the  operations,  and  the  officers  engaged 
with  him,  are  entitled  to  commendation  for  the  zeal  and  profes- 
sional ability  they  have  displayed. 

'J'he  United  States  are  exonerated  from  all  future  claims  on 
account  of  this  road,  while  competent  provision  has  been  made 
for  its  preservation. 

The  progress  in  the  other  works  of  internal  improvement  is 
shown  in  the  report  of  the  chief  engineer.  Among  these,  one 
of  the  most  remarkable,  as  well  from  its  importance,  as  from 
the  unexpected  facility  with  which  it  has  so  far  been  executed, 
is  the  removal  of  the  raft  over  Red  river.  An  immense  body  of 
timber,  extending  one  hundred  and  eleven  miles  along  that 
stream,  had  covered  a large  portion  of  its  surface,  and  inter- 
rupted all  communication.  This  has  probably  been  collecting 
for  ages;  and  not  only  was  this  great  natural  highway  thus  shut 
up  by  it,  but  a fertile  and  extensive  region  along  the  river  was 
inundated,  and  the  whole  country  in  its  vicinity  subject  to  lo- 
cal diseases  having  their  origin  in  this  submersion. 

This  work  has  been  in  progress,  upon  the  present  system,  lit- 
tle more  than  two  years,  and  the  whole  expenditure  including 
a sum  of  twenty-three  thousand  dollars,  which  was  applied  in 
previous  experiments  that  failed,  has  been  about  one  hundred 
and  thirty-five  thousand  dollars.  It  is  estimated  that  an  addi- 
tional appropriation  of  forty  thousand  seven  hundred  and  thir- 
teen dollars  will  be  required  to  complete  it;  and  which,  with 
the  sum  of  ten  thousand  dollars  now  in  the  treasury,  will  make 
for  the  whole  cost  one  hundred  and  eighty-five  thousand  seven 
hundred  and  thirteen  dollars.  The  river  has  been  cleared  a dis- 
tance of  eighty-eight  miles,  and  there  yet  remains  twenty-three 
miles  of  obstructions  to  remove.  This  portion  it  is  expected 
will  be  finished  early  in  the  next  season,  if  the  necessary  appro- 
priations are  made  in  time. 

Before  the  present  plan  of  effecting  this  work  was  adopted, 
there  were  various  projects  suggested  for  its  accomplishment; 
but  the  most  sanguine  projector  could  not  have  anticipated  such 
a great  physical  change,  as  is  already  taking  place,  within  the 
lime  and  the  means  that  have  been  devoted  to  the  work.  A 
loose  esihnate  of  the  land  which  will  be  reclaimed  and  render- 
ed valuable  by  this  improvement,  which  has  been  made  by  col. 
Brooks,  formerly  Indian  agent  in  Louisiana,  and  intimately  ac- 
quainted with  the  region  upon  Red  river,  places  it  at  upwards 
of  a million  of  acres:  and  it  will  form  one  of  the  most  produc- 
tive districts  in  the  union.  This  operation,  as  a mere  matter  of 
pecuniary  value,  will  return  many  times  the  amount  expended 
upon  it. 

I have  brougiit  the  strbject  to  your  view  at  this  time,  not  only 
on  account  of  its  intrinsic  importance,  but  from  the  encourage- 
ment it  affords  to  the  introduction  and  prosecution  of  a system 
of  improvement,  by  which  the  public  lands  upon  the  lower  Mis- 
sissi(i()i,  and  some  of  its  tributaries,  may  be  reclaimed  from  their 
present  condition,  and  rendered  fit  for  agricultural  purposes. 
Whether  the  object  be  attainable,  within  the  limits  of  a reason- 
able expense,  there  are  not  satisfactory  data  for  determining. 
But  its  great  results  to  the  country,  in  health,  in  power  and  in 
wealth,  are  obvious. 

No  appropriations  having  been  m.Tde  at  the  last  session  of 
congress  for  the  prosecution  of  the  works  upon  the  fortifications, 
it  has  been  deemed  proper  to  submit  additional  estimates  of 
these  objects.  And  as  some  of  the  forts  first  commenced  have 
been  completed,  estimates  have  also  been  approved  by  you  for 
the  commencement  of  others,  which  have  been  recommended 
by  the  boaid  of  engineers  in  the  continuation  of  the  system  of 
defence  devised  by  them  and  submitted  to  congress.  A number 
of  our  most  important  harbors  and  inlets  are  yet  either  wholly 
undefended,  or  so  partially  protected,  as  to  render  their  situa- 
tion altogether  insecure  in  the  event  of  exposure  to  hostile  at- 
tempts. An  adherence  to  the  general  plan  of  defence,  and  a 
gradual  prosecution  of  tlie  work  as  the  national  finances  and 
other  considerations  may  justify,  seem  to  be  demanded  by  a just 
regard  to  the  circumstances  of  the  country,  as  well  as  by  the 
experience  which  the  events  of  the  last  war  forced  upon  us. 

In  addition,  however,  to  these  permanent  fortifications,  there 
are  some  of  our  most  extensive  roadsteads,  in  which  floating 
steam  batteries  otmht  to  be  employed.  Among  these  are  the 
Chesapeake  and  Delaware  bays,  and  the  harbor  of  New  York. 
The  peculiar  situation  of  these  estuaries,  as  well  with  relation 
to  their  exposure,  as  to  the  best  measures  for  their  defence,  and 
the  immense  value  of  the  navigation  and  commerce  of  which 
they  are  the  outlets  and  inlets,  renders  their  security  a matter  of 
deep  interest  to  the  whole  country.  When  the  present  system 
of  defence  was  projected,  I understand  the  board  of  engineers 
contemplated  the  eventual  construction  of  these  moving  bat- 
teries, as  a part  of  their  plan.  The  great  improvements  vvhich 
have  since  taken  place,  in  all  that  relates  to  the  application  of 
the  power  of  .steam,  furnish  additional  motives  for  providing 
these  co-operative  defences.  Alternately  protecting  and  pro- 
tected by  the  fixed  batteries,  these  moveable  ones  will  be  found 
to  be  of  the  highest  importance.  In  fact,  with  an  adequate 
force  of  this  descriplion,  stationed  in  the  vicinity  of  our  per- 
manent  military  works,  and  enabled  to  take  refuge  under  their 
cover,  whenever  necessary,  a hostile  fleet  would  scarcely  ven- 
ture to  pass  the  position,  and  thereby  expose  itself  to  the  ha- 
zard of  annoyance  in  detail,  and  of  being  captured  and  de- 
stroyed, whenever  a calm,  a change  of  wind,  or  any  other  of 
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Ihe  many  accidents  to  which  a maritime  force  is  liable,  might 
furnish  a favorable  opportunity  for  the  action  of  the  steam  bat- 
teries. Our  Atlantic  fiomier  will  not  be  properly  .secured  till 
this  means  of  efficient  co-operation  in  its  defence  is  introduced. 

In  my  last  annual  report  I communicated  the  facts  which  ap- 
peared to  render  it  proper  that  the  operations  upon  two  of  the 
(Dost  important  works,  Fort  Calhoun  and  the  Delaware  break- 
water, should  be  temporarily  suspended.  Experiments  have 
heen  made  to  test  the  elfects  and  the  probable  extent  of  the 
causes  which  were  in  operation,  and  which  threaten  to  in- 
jure, if  not  destroy  the  utility  of  these  works.  It  is  believed 
that  the  depression  of  the  foundation  of  Fort  Calhoun,  is  so 
nearly  checked,  Uiat  further  danger  is  not  to  be  apprehended. 
But  as  will  he  seen  by  the  report  of  the  quarter  master  general, 
ihe  experiments  at  the  breakwater  have  not  been  so  decisive 
as  to  settle  the  question  connected  with  that  work,  and  it  has 
been  thought  best  to  ask  of  congress  an  appropriation  only  for 
one  hundred  Urousand  dollars,  which,  under  any  probable  cir- 
cumstances, can  be  judiciously  expended.  It  is  to  be  hoped 
that  the  experiments  which  will  be  continued,  and  the  scientific 
examination  it  is  proposed  to  make  next  season,  will  furnish 
data  for  a just  conclusion  on  the  subject  of  this  important 
structure,  and  indicate,  either  that  the  causes  which  have 
Uireatened  to  injure  its  utility  have  produced  their  full  cfiTect, 
or  that  they  may  be  counteracted  by  some  change  in  the  original 
plan.  This  artificia^l  harbor  is  loo  valuable  to  an  extensive 
commerce  peculiarly  exposed,  not  to  engage  every  effort  in 
completing  ft.,  and  preserving  it  from  destruction. 

The  report  of  the  visiters  appointed  to  inspect  the  military 
academy,  and  the  documents  transmitted  by  tlieiii,  are  sub- 
mitted for  your  consideration,  together  with  the  suggestions 
they  have  made,  and  which  are  calculated,  in  their  opinion, 
to  promote  the  efficiency  of  that  institution.  These  aiiiiiial 
examinations  by  a boily  of  highly  respectable  citizen.s,  called 
from  various  parts  of  the  country,  are  not  onfy  useful  as 
checks  upon  any  improper  tendency  to  which  all  public  vs- 
tahlishments  are  more  or  less  liable,  hot  they  are  satisfactory, 
When  they  bear  testimony  to  the  value  of  the  system,  and  to  the 
correctness  of  its  administration,  and  practic.\lly  advantageous 
by  the  suggestions  they  offer.  That  improvements  may  he 
made  in  tlie  several  departments  of  the  military  academy  can- 
not he  doubted.  Nor  can  it  be  doubted  that  a thorough  exami- 
nation by  congress  of  its  various  concerns,  whether  adminis- 
trative, financial  or  instructive,  would  he  highly  useful,  and 
would -lend  to  its  permanent  melioration.  Its  results,  so  far 
as  these  can  be  judged  by  the  character,  conduct  and  qualifica- 
tions of  the  officers  of  ilie  army,  about  two-tbirds  of  whom 
fiave  been  educated  at  thi-s  institution,  have  been  decidedly  be- 
meficial.  The  standard  of  acquirement  for  the  military  pro- 
fession has  been  raised;  habits  of  discipline  and  subordination, 
necessary  first  to  learn,  before  the  duty  of  command  can  be 
properly  executed,  liave  been  acquired;  elementary  knowledge 
peculiarly  adapted  to  a military  life  has  been  more  extensively 
and  accurately  taught,  and  we  have  been  better  enabled  to 
keep  pace  with  those  improvements  which  the  nations  of  Eu- 
rope have  made  and  are  making  in  this  important  branch  of 
modern  science. 

Agreeably  to  ymir  permission,  T have  introduced  into  the 
estimates  an  additional  sum  for  the  armament  of  the  fortifica- 
tions. Without  going  into  any  unnecessary  detail  upon  this 
&u^ect  at  the  present  time,  I will  barely  remark  that  this  mea- 
«HTe  is  carted  for  by  the  actual  state  of  our  preparations,  and 
by  a provident  regard  to  the  duty  of  self-defence.  If  no  increase 
lakes  place  in  this  branch  of  the  service,  many  years  mn.st 
elapse  before  our  fortifications  and  arsenals  are  sufficiently 
provided. 

A resolution  passed  the  house  of  representatives,  at  the  last 
session,  requiring  the  secretary  of  war  to  procure  certain  in- 
formation, having  relation  to  the  establishment  of  a national 
foundry  m the  District  of  Columbia.  The  information  wliich 
has  been  collected  will  be  coinmunicated  in  obedience  to  the 
resolution;  but  f am  so  impressed  with  the  importance  of  tiie 
measure,  that  I am  induced  to  bring  it  to  your  notice  in  this 
report. 

‘ The  United  States  have  no  establishment  for  the  manufac- 
ture of  cannon.  The  supplies  wanted,  as  well  for  the  field 
artillery  of  the  army  and  militia  as  for  the  armament  of  tiie 
fortifications,  are  now  procured  from  four  private  foundries: 
one  near  Richmond,  one  at  Georgetown,  one  opposite  West 
Point  and  one  at  Pillshurgh,  which  appear  to  have  been  estab- 
lished, at  several  periods,  in  the  expectation  that'their  products 
would  be  received  by  the  goverment,  as  the  public  necessities 
might  require,  and  at  such  prices  as  might,  from  time  to  time, 
he  judged  reasonable.  As  there  is  no  private  demand  for  this 
manufacture  in  our  country,  it  is  obvious  that  no  person  would 
make  the  requisite  preparations,  which  are  understood  to  de- 
mand considerable  investments,  and  the  employment  of  skilful 
workmen,  practically  acquainted  with  this  branch  of  business, 
unless  expectations  of  a just  reimbursement  were  held  out. 
Contracts  for  limited  periods  have  from  lime  to  time  been 
made,  providing  for  the  delivery  of  stipulated  quantities;  but, 
as  I had  tlie  honor  to  eommiinicale  to  you  in  my  annual  report 
of  November  21.st,  1831,  the  act  of  congre.ss  of  3d  March,  1809, 
seems  to  present  serious  difficulties  in  the  way  of  such  an  ar- 
rangement, and  since  that  lime  iio  formal  contract  has  been 
made  for  the  supply  of  cannon.  The  proprietors  of  these 
foundries  have  been  annually  informed  that,  if  tlie  appro- 
priations would  permit,  and  if  cannon  of  designated  quality 


and  size  were  fabricated,  these  would  be  purchased.  In  this 
manner  the  subject  lias  lingered,  without  any  action  on  the 
part  of  congress,  and  without  any  authority  on  the  part  of  this 
department,  to  make  more  efficient  arrangements.  During  tlie 
present  year,  the  appropriaiion  for  the  armament  of  the  for- 
tifications has  been  principally  expended  in  procuring  iron  giin 
carriage..;  and  ihe  foiindiies  have  not  been  employed,  in  the 
fabrication  of  cannon  for  the  military  branch  ot  the  service. 

It  is  believed  that  tills  circumstance,  hy  deranging  their  opera- 
tions, has  been  serioii.sly  injurious,  and,  if  it  again  occur,  it 
may  induce  some  of  them  to  discharge  the  workmen  specially 
employed  upon  this  business,  and  who  may  liereafter  he  col- 
lected with  great  difficulty.  The  government  now  depends 
upon  this  temporary  and  uncertain  arrangement  for  the  supply 
of  this  indispensable  element  of  national  defence.  The  cir- 
cumstancs  which  required  a change,  1 had  the  honor  to  sub- 
mit four  years  since.  They  have  lost  none  of  their  force  dur- 
ing the  period  wliicli  has  intervened;  and,  independently  of  the 
considerations  presented  having  relation  to  the  uncertain  con- 
dition of  these  establisliments,  there  are  others,  bearing  upon 
the  quality  of  the  material  and  the  workmanship,  which  render 
it  important  that  the  government  should  be  its  own  manufac- 
turer of  tliis  article.  The  cost  of  cannon  while  this  is  kept 
within  a reasonable  limit,  is  not  an  object,  compared  with  the 
two  qualities  of  strength  and  lightness.  With  the  exertions  of 
the  present  manulacturers  of  cannon,  so  far  as  the  necessary 
facts  are  known  to  me,  I have  reason  to  he  satified.  But  it  is 
sufficiently  obvious  that,  in  a branch  of  bu>iness  where  a slight 
dilTerence  in  the  material,  and  slight  neglect  in  the  process, 
may  produce  irremediable  mischief,  and  where,  from  causes 
not  easily  ascertained,  these  defects  may  disclose  lhem.«elves 
in  the  midst  of  the  most  active  service,  and  after  the  guns  have 
resisted  all  the  usual  proofs,  the  nianiilacture  of  the  article 
should  be  carried  on  where  these  neglects  are  least  likely  to 
happen;  where,  in  fact,  there  can  be  no  interest  to  use  any 
other  than  the  best  materials,  nor  to  employ  any  other  than 
the  most  skilful  artisans.  Time  and  experience  are  necessary 
to  found  and  perfect  an  establislimeiit  for  this  purpose  upon  a 
scale  suited  to  our  wants. 

It  docs  not  seem  necessary  to  exhibit  in  detail  the  iiiimbor 
of  cannon  now  in  the  possession  of  the  government,  and  di.s- 
tributed  in  its  forts,  arsenals  and  teni|torary  posts,  and  the 
number  that  will  be  required  to  complete  the  armament  of 
the  fortifications  already  constnicted,  of  those  in  the  proces-s 
of  construction,  and  of  those  projected,  and  the  number  ne- 
cessary for  tlie  proper  demands  of  field  service.  It  is  suffi- 
cient to  observe  here,  that  the  quantity  is  far  more  than  enough 
to  justify  extensive  and  vigorous  arr.tncements;  and  this  with- 
out reference  to  the  accidents  of  time  and  service,  whicli  must 
always  operate  to  reduce  the  stock  on  hand. 

Such  an  establishment  as  the  one  contemplated  could  be  em- 
ployed as  well  for  the  navy  as  army;  hot,  while  I allude  to  its 
general  usefulness,  it  is  proper  I should  avoid  all  details  pecu- 
liarly appropriate  to  another  department. 

The  defective  organization  of  the  militia  is  universally  .nc- 
knowleged.  But  little  practical  utility  results  from  the  admi- 
nistration of  the  present  system;  and  if  this  great  element  of  na- 
tional defence  is  worth  preservation  and  improvement,  it  is 
lime  the  whole  subject  should  be  examined,  and  that  a plan, 
suited  to  the  exigencies  of  the  country,  should  be  adopted.  I 
am  unwilling  to  believe  iliat  there  are  such  inherent  difficulties 
in  this  subject  as  to  render  it  impracticable,  or  even  very  diffi- 
cult, to  organize  this  great  force,  so  peculiarly  adapted  to  our 
institutions,  and  in  such  a manner  as  to  render  it  active  and  effi- 
cient in  tliose  junctures  when  the  country  may  he  called  on  to 
exert  its  power.  I presume  few  would  he  found  to  advocate 
tlie  maintenance  of  a standing  military  force,  adequate  to  all 
the  purposes  of  peace  and  war.  When,  therefore,  these  exi- 
gencies aiise,  from  which  no  nation  can  expect  exemption,  and 
which  call  for  an  extension  of  our  ptiysical  means,  we  must  re- 
sort to  an  increase  of  tlie  army,  or  to  tlie  embodying  of  tlie  mi- 
litia. It  is  obvious,  from  the  extent  of  the  country,  tliat  we 
can  ne.ver  keep,  at  all  the  exposed  points,  such  a permanent 
force  as  circumstances  may  occasionally  require.  The  natural, 
and,  in  fncl,  the  necessary  dependence  must  he  upon  the  mili- 
tia; and,  if  it  be  unorganized,  we  shall  he  found  without  tlie 
means  to  repel  a foreign  enemy,  or  to  repress  internal  distnr- 
bancHs,  should  those  evils  occur.  To  depend  upon  organizing 
a system  when  the  exigency  arises,  is  to  reject  all  lessons  of 
experience,  and  to  procrastinate  for  examination,  what  should 
ttien  be  the  subject  of  action.  Besides,  a permanent  plan  of 
organization  should  be  devised  in  a time  of  leisure  and  peace, 
so  that  it  may  he  introduced  and  thoroughly  known  before  Itie 
force  provided  by  it  is  required  to  be  exerted.  It  should,  as 
much  as  pos.<ihle,  be  ingrafted  upon  the  habits  of  the  country, 
and  become  a part  of  our  institnlions.  The  basis  of  an  efficient 
organizarion  of  Ihe  militia  must  he  a selection  for  insirnction 
and  service  of  that  part  of  the  population  best  qualified  for 
these  duties.  Age  and  pliysical  capacilv  present  the  proper 
consiilerations  for  such  a selection.  The  principle  is  stated 
with  his  usual  force  by  Mr.  Jefferson,  in  his  message  to  con- 
gress ofnecemlier,  180.5,  wherein  he  said: 

“Whether  it  will  he  necessary  to  augment  our  land  forces 
will  he  decided  hy  occurrences  ttrohably  in  ilie  course  of  your 
session.  In  the  mean  time,  you  will  consider  whether  it 
would  not  he  expedient  for  a stale  of  peace,  as  well  as  of  war, 
so  to  org-anize  or  cl.xss  the  militia  as  would  enable  ns, on  a sud- 
den emergency,  to  call  for  the  service  of  the  younger  portions, 


271 


NILES’  REGISTER— DEC.  19,  1835— WAR  DEPARTMENT. 


unencumbered  with  the  old  and  those  having  families.  Up- 
wards of  three  hundred  thousand  able-bodied  men,  between 
the  aees  of  eighteen  and  twenty-six  years,  which  the  last  cen- 
sus shows  we  may  now  ctrunt  within  our  limits,  will  furnish  a 
competent  number  for  offence  or  defence,  in  any  point  where 
they  riiay  be  wanted,  and  will  give  time  for  raising  regular 
forces,  after  the  nece.^siiy  of  them  shall  become  certain;  and 
the  reducing  to  the  early  period  of  life  all  its  active  services, 
cannot  but  be  desirable  to  our  younger  citizens  of  the  present 
as  well  as  future  times,  inasmuch  as  it  engages  to  them,  in 
more  advanced  age,  a quiet  and  undisturbed  repose  in  the  bo- 
som of  their  families.  I cannot,  then,  but  earnestly  recom- 
mend to  your  early  consider.'ition  the  expediency  of  so  modify- 
ing our  militia  system  as,  by  a separation  of  the  more  active 
part  from  that  which  is  less  so,  we  may  draw  from  it,  when 
necesssry,  an  efficient  corps,  fit  for  real  and  active  service,  and 
to  be  called  in  regular  rotation.” 

Had  the  general  principles  here  recommended  been  practi- 
cally adopted,  and  a corresponding  system  cstablisln.-d,  with 
the  necessary  details,  first  for  instruction,  and  then  for  active 
service,  it  cannot  be  doubted  that  the  course  of  events,  which 
marked  the  commencement  of  the  late  war,  would  have  been 
avoided,  and  an  immense  expenditure  of  blood  and  treasure 
saved  to  the  nation.  The  warning  voice,  which  was  not  heed- 
ed then,  may  perhaps  he  heard  now;  and  if  it  is,  it  may  pro- 
duce incalculable  benefits. 

A board  of  officers  of  the  army  and  militia  was  organized 
some  years  since,  under  the  instructions  of  this  department, 
and  by  virtue  of  a resolution  of  congress,  for  the  purpose  of 
examining  this  subject,  and  of  devising  a practicable  plan  for 
the  organization,  improvement  and  efficient  action  of  the  mili- 
tia. Their  report  contains  the  outline  of  a project,  which,  with 
some  modifications,  appears  to  me  to  combine  as  many  advan- 
tages as  any  other  that  can,  probably,  be  adopted.  The  hasi.-s 
was  a classification  of  the  adult  male  population  of  the  United 
Slates,  and  a selection  of  so  many  persons  from  it,  above  the 
age  of  twenty-one  years,  as  should  be  necessary  to  complete 
the  number  required  to  be  enrolled  and  organized  at  all  times 
fur  actual  service;  beginning  in  all  cases  with  the  youngest 
above  the  prescribed  age.  Their  report  stopped  at  the  number 
they  deemed  necessary  for  constant  equipment.  As  regards 
instruction  and  preparation,  this  limitation  is  no  doubt  proper; 
but  still  it  would  probably  be  deemed  advisable,  so  far  to  orga- 
nize the  whole  body,  within  certain  ages,  as  to  produce  a clas- 
sification, and  to  afford  the  requisite  facilities  towards  calling 
them  into  service  in  succession,  should  any  contingency  de- 
mand a larger  force  than  the  first  division  could  supply.  Tliis 
arrangement  would  render  available  for  the  defence  of  the 
country  its  whole  physical  force;  not  that  any  event  could  re- 
quire it  alt  to  be  embodied  at  the  same  time,  tmt  because  a par- 
ticular section  might  sometimes  be  peculiarly  exposed,  and 
call  for  the  services  of  a large  proportion  of  its  population;  and 
the  continuance  of  the  pressure  might  render  it  necessary  to 
discharge,  in  succession,  those  who  had  performed  their  pre- 
scribed tertns,  and  to  require  the  services  of  others. 

A mere  organization  would  avail  but  little,  unless  induce- 
ments were  held  out  for  proper  instructions  and  equipment. — 
And  I consider,  therefore,  some  provision  for  elementary  in- 
struction, and  for  such  equipment  as  may  be  necessary  to  ex- 
cite a proper  emulation,  indi.spensable  to  any  improvement  of 
our  militia  system — indispensable,  I may  add,  to  its  very  exist- 
ence. An  arrangement  for  these  objects  would  embrace  the 
first  class  only.  It  would,  to  be  sure,  invrrlve  expense,  for  an 
adequate  compensation  must  be  allowed  to  the  persons  requir- 
ed to  be  embodied  at  these  schools  of  instruction,  fora  few  days 
in  the  year.  And  it  would  piobably  be  found  expedient  to  con 
tinne  the  present  plan  of  voluntary  corps,  with  some  changes- 
and  to  require  them  also  to  meet  f r improvement.  It  is  in  vain 
to  expect  that  the  whole  adult  male  population  of  the  country 
can  or  will  furnish  themselves  with  the  articles  required  bylaw 
or  that  their  collection  for  any  number  of  days  they  can  afford 
to  devote  to  this  object,  and  under  the  usual  circumstances  of 
such  assemblages,  can  produce  any  beneficial  efiect  to  them 
selves  or  their  country.  Already,  in  a number  of  the  states, 
the  system  has  sunk  under  the  weight  of  public  opinion;  and 
the  practical  question  now  is,  whether  we  shall  remain  in  fact 
defenceless,  or  resort  to  large  standing  military  force  in  time  of 
peace,  that  Just  dread  of  all  free  governments,  or  adopt  an  effi- 
cient plan,  which  will  prepare  for  the  public  defence  the  great- 
est force  .at  the  least  cost,  and  without  danger.  The  blessings 
we  have  inherited  cannot  be  preserved  without  exertion,  nor 
without  expense.  It  were  idle  to  sit  still  and  flatter  ourselves 
with  the  hope  that  war  is  never  to  overtake  us;  and  it  would 
be  worse  to  delay  all  efficient  organization  of  our  physical 
means,  till  the  lime  for  its  active  employment  arrives.  Nearly 
fifty  years  have  elapsed  since  the  adoption  of  the  present  con- 
stitution. During  all  that  time,  no  essential  change  has  been 
made  in  our  militia  system;  and  it  has  gradually  declined  in 
utility  and  efficiency,  and  in  public  confidence;  and  there  is 
reason  to  fear  its  entire  abandonment,  unless  it  undergoes  im- 
portant modific.ations.  In  this  long  interval,  the  value  of  the 
system  seems  to  have  been  appreciated  by  all  the  presidents  of 
the  United  States,  as  well  as  those  who.  from  the  habit.s  of 
their  lives,  could  best  estimate  its  value  by  their  personal  ob- 
servation, as  by  those  whose  opinions  may  have  been  well 
formed  from  the  conr-e  of  events  having  relation  to  this  mat- 
ter; and  in  their  annual  cnmmiinication.s,  commencing  with  the 
inaugural  address  of  general  Washington,  this  subject  has  been 


almost  constantly  pressed  upon  the  attention  of  congress.  For 
the  purpose  of  showing  its  importance  in  the  opinion  of  these 
eminent  citizens,  1 have  caused  their  cutumunicatioiis  to  be 
examined,  and  find  that  the  subject  has  been  presented  to  the 
legislature  and  tiie  nation  no  less  than  thirty-one  limes  in  their 
official  recommendations.  I indulge  the  hope  that  the  present 
state  of  public  aflairs  may  lead  to  a re-examination  of  the  sys- 
tem, and  to  such  changes  as  may  render  it  permanently  useful. 

1 am  gratified  in  being  able  to  announce  to  you  that  the  In- 
dians residing  east  of  the  Mississippi  river,  appear  to  be  yield- 
ing to  the  conviction  that  their  removal  to  the  territory  assign- 
ed for  their  residence  in  the  west,  offers  the  only  rational  pros- 
pect of  any  permanent  improvement  in  their  condition,  and 
that  this  measure  is  essential  to  their  piosperily.  Both  in  the 
north  and  south  the  reports  of  the  officers  having  charge  of  this 
iiiatter  are  encouraging,  and  we  may  anticipate  the  full  estah- 
lishiiient  of  oui  present  policy,  and  with  the  fairest  prospects  of 
success,  if  the  pre-existing  prejudices,  which  have  so  long  ope- 
rated to  retard  our  efforts,  can  be  removed. 

The  considerations -which  render  this  change  of  residence 
necessary  are  sufficiently  obvious,  and  are  founded  upon  results 
that  have  heretofore  attended  our  intercourse  with  the  Indians. 
The  causes  which  have  so  long  continued  to  reduce  and  de- 
press them  in  their  present  situation  within  our  borders,  are  yet 
ill  active  operation.  Their  food  derived  from  the  chase  is  dis- 
appearing. Their  habits  are  inveterate,  and  they  cannot  or  will 
lint  accommnda'e  themselves  to  the  new  circumstances  which 
press  upon  them,  in  time  to  save  themselves  from  extinction. 
Ami,  above  all,  thi'ir  contact  with  a while  populaiioii  has  eii- 
lailed  and  is  entailing  upon  them  evils,  which,  if  not  checked, 
must  lead  to  their  ruin.  They  appear  to  acquire  with  much 
greater  facility  the  vices  than  the  virtues  of  civilized  life;  and 
during  the  whole  period  they  have  been  known  to  ns,  they  have 
abandoned  themselves,  with  strange  iiiiprnvideiice,  to  the  use 
of  ardent  spirits.  From  my  own  observation  of  the  Indian 
character,  I consider  the  indulgence  of  this  habit  as  the  great 
b.irrier  against  any  improvement  of  that  portion  of  this  race 
which,  from  iheir  position,  are  enabled,  at  pleasure,  to  gratify 
this  propensity.  The  difficulty  of  putting  a stop  to  this  traffic 
while  the  Indians  are  intermingled  with  our  citizens,  is  suffi- 
ciently obvious.  And  if  they  are  to  be  rescued  from  its  effects, 
they  must  be  removed  beyond  the  sphere  of  the  traffic.  This 
is  certainly  one  of  the  most  prominent  reasons  for  the  faithful 
prosecution  of  the  system;  and  congress,  apparently  impressed 
with  its  force,  has  provided  by  law  that  all  ardent  spirits  found 
in  the  country  may  he  destroyed.  The  agents  of  the  govern- 
ment will  not  now  he  compelled,  as  formerly,  to  resort  to  legal 
process  for  the  interdiction  of  this  traffic,  at  the  hazard  of  the 
trouble,  expense  ami  uncertainty  attending  such  prosecutions 
upon  a remote  frontier. 

I consider  the  experiments  which  have  recently  been  made  to 
provide  for  the  maintenance  of  the  Indians,  by  reservations  for 
their  use,  and  with  the  power  of  alienation,  however  guarded, 
to  have  wholly  failed.  These  tracts  are  too  often  sold  fora 
very  inadequate  cnn.sideration,  and  the  amount  received  is  dis- 
sipated In  expenditures  either  positively  injurious  or  altogether 
useless. 

As  soon  as  the  rerwaining  tribes  sh.all  have  been  established 
in  the  west,  we  may  look  forward  to  a happier  destiny  for  tlie 
Indian!^.  And  if  this  expectation  be  disappointed,  the  failure 
must  he  attributed  to  the  inveterate  h.abits  of  this  people,  and 
not  to  the  policy  of  the  government.  Thearrangements  for  the 
cornfortahle  establishment  of  the  Indians  have  been  projected 
upon  a scale  suited  to  their  wants  and  condition,  and  to  the 
duties  of  the  United  States.  With  a view  In  appreciate  tlie 
advantages  which  have  been  secured  to  them,  I deem  it  proper 
briefly  to  recapitulate  provisions  that  have  been  made.  These 
are  not  applicable,  in  all  their  details,  to  each  tribe,  as  some  re- 
ceive more  and  some  less  in  amount,  while  certain  articles  are 
given  to  some  and  not  to  others.  But  the  geneial  principles  of 
distrihiitiori  apply  to  all.  An  extensive  country  has  been  re- 
served for  them,  and  has  been  divided  into  districts  for  the  se- 
veral tribes.  To  this  they  are  removed  at  the  expense  of  the 
United  States. 

They  are  provided  with  the  necessary  subsistence  for  one 
year  after  they  reach  their  new  residence. 

Annuities,  in  specie,  to  a greater  or  less  amount,  are  payable 
to  each  tribe. 

Agricultural  instruments,  domestic  animals,  seed  corn,  salt, 
looms,  cards,  spinning  wheels,  iron,  steel,  cloths,  hlaiikets, 
rifles,  ammunition  and  other  articles,  are  distributed  among 
them. 

Mills  are  erected  and  kept  in  operation.  Council  houses, 
churches  and  dwelling  houses  for  chiefs,  are  built. 

Mechanics  are  engaged  and  supported;  schools  are  establish- 
ed and  maintained;  and  the  missionary  instiiiitioiis  among  them 
are  aided  from  the  treasury  of  the  United  States. 

These  are  the  principal  arrangements  made  for  the  benefit  of 
this  unfortiinote  people,  who  will  soon  have  been  removed,  at 
great  expense,  when  this  new  system  will  he  in  full  operation, 
and  where  their  peculiar  institutions  can  be  preserved  with 
such  modifications  as  a progressive  stale  of  improvement  may 
require.  They  will  be  separated,  too,  from  the  settled  portions 
of  the  country  by  a fixed  boundary,  beyond  which  our  popula- 
tion cnnnoi  pass. 

The  operations  of  the  department  of  Indian  affairs  are  shown 
in  detail  by  the  report  of  the  commissioner,  and  by  that  of  the 
commissary  general  of  subsistence.  It  was  anticipated  that  a 
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considerable  body  of  the  Creeks  of  Alabama  would,  ere  this, 
have  been  on  their  way  to  the  west.  But  recent  information 
induces  the  belief  lliiU  their  journey  has  been  postponed,  but 
under  circumstances  which  will  probably  insure  their  early  re- 
moval in  the  spring.  The  treaty  with  the  Seminoles  of  Florida 
for  their  removal,  is  in  the  process  of  execution.  A portion  of 
the  tribe  were  not  prepared  logo  at  the  time  arrangements  were 
first  proposed  to  be  made  for  their  removal,  and  when  by  the 
treaty  they  might  have  been  required  to  depart.  At  their  earn- 
est solicitations,  the  measure  was  postponed  until  the  coming 
winter,  and  assurances  were  given  by  them  that  they  would 
then  be  prepared  to  remove.  A majority  avow  their  readiness 
to  comply  with  their  engagements,  and  will  no  doubt  quietly  go 
Hs  soon  as  the  arrangements  for  their  departure  shall  have  been 
completed.  But  some  of  them  exhibit  a refractory  spirit,  and 
evince  a disposition  to  remain.  As  they  now  bold  no  land  in 
Florida,  and  would  become  a lawless  banditti  if  suffered  to  re- 
main, their  pretensions  cannot  be  submitted  to.  They  will, 
probably,  when  the  lime  for  operations  arrives,  quietly  follow 
their  countrymen.  Should  they  not,  measures  will  be  adopted 
to  insure  this  course,  equally  dictated  by  a just  regard  to  their 
own  welfare,  as  well  as  to  that  of  our  citizens  in  the  vicinity 
of  their  residence. 

Governor  Stockes,  general  Arbuckle,  and  major  Armstrong, 
were  appointed  commissioners  to  make  a treaty  with  the  rov- 
ing tribes  of  Indians  who  inhabit  the  great  western  prairie,  with 
the  view  of  establishing  permanent  pacific  relations  between 
these  predatory  tribes  and  the  U.  Stales,  and  also  between  the 
same  tribes  and  the  other  Indians  of  that  region.  Tlie  lamented 
death  of  rnajor  Armstrong  deprived  the  government  of  the  ser- 
vices of  that  valuable  officer;  but  the  other  commissioners  suc- 
ceeded in  effecting  a pacification,  which  I hope  will  lead  to  a 
friendly  intercourse  among  all  the  tribes  in  that  quarter. 

Under  the  authority  of  an  act  of  the  last  session  of  congress, 
an  arrangement  has  been  made  by  colonel  Brookes  with  the 
Caddo  Indians,  for  the  cession  of  their  claims  to  land  in  the 
stale  of  Louisiana  and  territory  of  Arkansas.  This  will  be 
submitted  to  you  at  the  proper  time,  for  the  consideration  of  tlie 
senate. 

I have  the  honor  to  be,  with  great  respect,  your  obedient  ser- 
vant, LEW.  GASS. 

— ...oe  ® 

REPORT  OF  THE  SECRETARY  OF  THE  NAVY. 

Navy  department,  5th  December,  1835. 
To  the  president  of  the  United,  States: 

Sir:  In  presenting  to  your  consideration  the  condition  of  our 
navy  for  tlie  past  year,  it  affords  me  great  satisfaction  to  state, 
that  all  the  available  means  for  its  improvement  have  been  suc- 
cessfully applied,  and  that  its  operations  in  protecting  our  com- 
merce, although  inadequate  to  the  exigencies  of  that  great  and 
growing  interest,  have  been  highly  honorable  to  the  officers 
sarving  upon  our  naval  stations,  at  home  and  abroad. 

Since  my  report  of  the  29th  of  November,  1834,  the  ship  of 
the  line  North  Carolina  has  been  thoroughly  repaired  iu  her 
hull,  has  been  lately  taken  out  of  dock,  and  may  be  fitted  for 
sea  in  eight  days. 

The  repairs  of  the  ship  of  the  line  Independence,  now  in  dock 
at  Boston,  have  been  commenced  and  are  progressing  with 
great  despatch.  The  frigates  Constitution  and  Constellation 
have  been  equipped  ami  sent  to  sea.  The  frigate  Uiiiteti  States 
lias  been  prepared,  and  is  ready  for  the  reception  of  a crew. 
The  hull  of  the  frigate  Columbia,  at  Washington,  has  been  so 
nearly  completed  umler  the  law  for  the  gradual  improvement  of 
tlie  navy,  that  she  may  be  launched  in  the  course  of  tliis  month. 

The  sloops  of  war  Peacock  and  Vandalia  have  been  equipped 
and  sent  to  sea.  The  sloop  of  war  Warren  is  taking  in  licr 
crew,  and  will  sail  in  a few  days.  The  sloops  of  war  Concord 
and  Boston  have  been  prepared,  and  are  ready  for  llie  reception 
of  their  crews,  and  the  Lexington  will  be  equally  prepared  iu  a 
Jew  weeks. 

7’he  repairs  of  the  sloops  of  war  Falmouth  and  Natchez,  and 
of  Ihe  schooner  Grampus,  have  been  recently  commettceil,  and 
it  is  believed  that  in  a few  weeks,  they  may  be  ready  (or  llic  re- 
ception of  ilicir  crews. 

The  hiiildiiig  of  a store  ship  authorised  by  a law  of  the  30lh 
of  June,  1831,  has  been  commenced  at  Philadelphia;  and  a 
steam  vessel  has  been  commenced  at  Ni;w  York,  but  will  not 
be  ready  for  service,  until  some  lime  in  the  summer  of  1836. 

Tlie  ships  of  the  line  Alabama,  Vermont,  Virginia,  Pennsyl- 
-v.ania  and  New  York,  and  tlie  frigates  Santee,  .Cumberland, 
Sabine,  Savannali,  Raritan  and  St.  Lawrence,  are  on  the 
stocks,  vv(!ll  protected  from  the  weather,  ami  ns  nearly  com- 
pleted as  it  is  proper  they  should  be,  until  it  is  determined  to 
laiincb  them. 

For  a more  detailed  statement  of  the  condition  of  those  ves- 
sel-s,  as  well  as  that  of  the  slii[is  of  the  line  Franklin,  Washing- 
lou,  Colniuiius  ;iml  Ohio,  ami  their  means  of  repair,  I beg  leave 
to  refer  to  a report  of  the  commissioners  «(  tlie  navy  board 
herewith  siibiiiilted,  marked  K.  Ami  for  the  anioiinl  of  timber, 
iron  ami  other  materials  procured  for  the  gradual  improvement 
<af  the  navy,  I refer  to  their  report  marked  L. 

The  ship  of  the  line  Delaware,  the  frigate  Potomac,  the  sloop 
John  Adams,  and  the  schooner  Shark,  have  been  employed  in 
the  Mediterranean  during  the  last  year.  The  frigate  Constitu- 
tion sailed  for  that  station  on  the  19ih  of  August  last,  from  New 
York.  The  frigate  United  States  relnrrted  from  the  Mediterra- 
nean on  the  10th  of  December  last.  The  Delaware  is  ordered 
40  the  United  Stales,  and  is  daily  expected. 


On  the  West  India  station,  the  sloops  of  war  Vandalia,  Sf, 
Louis^aiid  Falmouth,  and  the  schooners  Grampus  and  Expe- 
riment, have  been  employed.  The  Vandalia,  after  nndergoing 
considerable  repairs,  sailed  from  Norfofk  on  the  14ih  of  January 
last,  to  resume  her  station  in  tlie  West  Indies.  The  Falinoulh 
returned  from  that  station  on  the  1st  of  August  last,  and  is  now 
at  Norfolk.  The  schooner  Experiment  also  returned  from  that 
station  in  April  last,  and  has  been  employed  on  the  survey  of 
the  coast.  The  Grampus  returned  to  Norfolk  on  the  23d  of 
September  last,  is  nndergoing  repairs,  and  will  soon  resume 
her  station  in  the  West  India  squadron.  The  frigate  Constel- 
lation sailed  for  the  West  Indies  on  the  8lh  of  October  last, 
from  Norfolk. 

The  sloops  of  war  Natchez,  Erie  and  Ontario,  and  the 
schooner  Enterprise,  composed  the  squadron  on  the  Braziliair 
station.  The  Natchez  has  lately  returned  to  the  United  Stales, 
having  arrived  at  N.  York  on  the  3d  of  October.  The  schooner 
Enterprise  has  been  detached  from  that  station,  and  ordered  oij 
a cruise  to  the  East  Indies.  She  sailed  in  company  with  the 
sloop  Peacock,  from  Rio,  on  the  12th  of  July  last.  The  Pea- 
cock having  sailed  from  New  York  for  that  station  on  the  23d 
of  April.  In  June  last  the  Ontario  was  ordered  to  the  coast  of 
Africa,  with  instructions  to  visit  the  island  of  St.  Thomas, 
Bassa  Cove,  Cape  Palmas  and  Mesurado. 

The  vessels  which  have  been  employed  in  the  Pacific,  are, 
the  frigate  Brandywine  and  sloops  Fairfield  and  Vincennes, 
and  the  schooners  Dolphin  and  Grampus.  The  Vincennes  has 
been  ordered  home  by  the  way  of  the  East  Indies,  and  the  Fair- 
field  has  lately  arrived  at  Norfolk. 

The  events  of  last  year  furnish  much  additional  evidence 
that  our  naval  force  in  commission  is  not  adequate  to  the  pro- 
tection of  our  rapidly  increasing  commerce.  The  frequent  in- 
surrections and  revolutions  in  the  governments  of  South  Ame- 
rica and  Mexico,  endanger  our  merchant  vessels  upon  the  At- 
lantic as  well  as  Pacific  ocean,  and  in  the  Gulf  of  Me.\ico,  am) 
even  upon  our  own  coast.  Influenced  by  a knowledge  of  these 
circumstances,  and  in  accordance  with  your  suggestions,  I 
have  asked  and  obtained  from  the  board  of  navy  commission- 
ers, an  estimate  of  the  increased  annual  expense  of  adding  two 
friga  tes,  three  sloops  of  war  and  four  steam  vessels,  to  our  force 
novv  in  commission,  to  be  employed  upon  foreign  stations,  as 
well  as  upon  our  own  coast.  By  their  report,  it  appears  that 
such  an  addition  to  our  vessels  in  commission,  would  require 
annually  an  appropriation  of  four  hundred  and  seventy-eight 
thousand  dollars;  but  as  not  more  than  one  steam  vessel  can  be 
finished  in  the  next  year,  the  appropriation  wanted  for  183S 
for  this  purpose,  need  not  exceed  four  hundred  and  thirty-four 
thousand  dollars.  This  sum  is  small  compared  with  the  liene- 
fits  that  may  be  fairly  calculated  to  result  from  its  expenditure, 
in  affording  protection  to  our  commerce,  iiidependenlly  of  the 
advaiilage  to  tlie  elficienoy  and  discipline  of  our  navy,  by  call- 
ing into  active  service  a large  luimber  of  officers  now  unem- 
ployed. A large  portion  of  the  entire  expenditure  for  the  .addi- 
tional force  proposed,  must  be  incurred,  even  if  it  should  not 
be  called  into  seivice.  The  vessels  necessary  for  siuh  increase 
of  force  (except  the  steam  ves.sels)  will,  if  not  so  employed,  re- 
main at  our  wharves,  affording  no  benefit  to  the  country,  and 
suffering  more  from  decay  ilian  they  would  do  if  at  sea;  and  .*» 
large  portion  of  the  officers  necessary  for  their  command,  al- 
tlioiigli  earnestly  asking  for  service,  will  remain  on  shore,  re- 
ceiving pay,  but  perrorniitig  no  duty;  adding  nothing  to  their 
professional  skill,  but  losing  tlieir  liabils  of  discipline,  which 
can  only  be  preserved  by  cnnslanl  exercise.  Should  the  pro- 
posed increase  of  force  be  sanctioned  by  congress,  we  shall 
iiave  in  commission,  in  the  year  1836,  one  ship  of  the  line,  six 
friaales,  fourteen  sloops  of  war,  five  schooners  and  one  steam 
vessel;  with  an  adili;iinn  of  three  steam  vessels  in  succeeding 
years,  ns  soon  as  the  same  can  be  prepared,  the  estimated  ex- 
pense of  which  ajipeais  by  tlie  report  of  the  coiiuiiissioiiers 
marked  D,  1. 

Appropriations  for  the  gradual  improvement  of  oiir  navy 
yards,  are  next  in  importance  to  like  appropriations  for  Ihe  gra- 
dual improvement  of  our  navy.  The  necessity  of  more  ample 
means  lor  (iroiecling  our  shipping,  as  well  as  the  immense 
amnunt  of  piihlic  pioperty  in  the  different  yards,  must  be  app.i- 
renl  to  every  one  who  is  acquainted  with  the  subject,  and  the 
(txpedieney  of  increasing  tlie  facilities  for  constructing  and  re- 
(lairing  mir  ships,  is  not  less  apiiarent.  Moderate  appropria- 
tions, in  addition  to  those  that  are  usual,  for  three  or  four  years, 
would  acciimplisli  these  iinportaut  objects,  lii  accordance  with 
this  view  of  the  siihjeci,  I siihmit  a letter  of  the  board  of  navy 
commissioners,  marked  E,  No.  I , together  with  an  esiimaie  of 
tlie  prohabte  cost  of  the  proposed  improvements,  which  amount 
to  three  millions  five  hiimlied  thuii.sand  dollars,  including  that 
of  Ihe  dry  dock  at  New  York,  amounting  to  nine  liniidred  thou- 
sand dollais. 

A national  foundry  for  the  purpose  of  casting  cannon,  shot 
and  shells,  as  well  for  the  army  as  the  navy,  was  a subject  of 
discussion  before  the  two  houses  of  congress  at  their  late  ses- 
sion, but  was  postponed  iu  consequence  of  the  shortness  ofthe 
session,  and  the  pressure  of  more  urgent  business.  No  doubt 
can  be  eiitvrlaiiied  of  the  importance  of  such  an  establishment, 
when  we  consider  the  streat  improvements  made  in  the  fabrica- 
tion of  small  arms  at  the  different  armories  of  the  United 
States.  Ill  our  future  wars,  especially  on  the  ocean,  we  must 
rely  much  upon  the  excellence  of  our  cannon.  The  bursting 
of  a single  gun  may  cause,  as  it  often  has  done,  the  loss  of  a 
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b-altle.  The  disasters  from  Ihis  cause,  that  occurred  during  the 
revolutionary  as  well  as  the  late  war,  admonish  us  to  guard 
against  like  disasters  in  future;  which,  it  is  believed,  may  be 
avoiiled  by  the  means  proposed. 

It  is  only  by  a long  series  of  experiments,  and  these  attended 
with  great  expense,  that  we  can  hope  to  discover  the  best  ma- 
terial for  making  cannon  which  our  country  affords,  and  the 
art  of  fabricating  them  with  most  perfect  accuracy  and  efficien- 
cy. Believing  that  such  discoveries  and  improvements  are  at- 
tainable, and  that  they  would  he  highly  invportant  in  the  army, 
and  still  more  so  in  the  navy,  I must  he  permitted  to  express  a 
hope  that  the  subject  will  be  reviewed  at  the  approaching  ses- 
sion of  congress,  and  that  Ihe  plan  of  a national  loundry  will  be 
adopted. 

The  importance  of  rearing  a body  of  seamen,  by  enlisting 
into  the  service  of  our  navy,  boys  over  the  age  of  thirteen  and 
under  the  age  of  eighteen,  until  they  should  arrive  at  the  age  of 
twenty-one  years,  has  already  attracted  the  attention  of  con- 
gress. At  the  last  session,  a bill  for  this  purpose  was  intro- 
duced into  the  senate.  Every  year  the  importance  of  this  mea- 
sure becomes  more  apparent.  Able  seamen  are  much  wanted, 
while  there  are  boys  enough  in  our  cities,  leading  lives  of  idle- 
ness and  vice  for  want  of  employment,  who,  if  thus  enlisted, 
under  judicious  regulations,  would  in  a few  years  afford  us  a 
sufficient  corps  of  able  seamen  to  man  our  navy,  and  in  the 
mean  time  render  services  to  their  country  worth  their  pay. 

The  compensation  to  be  given  by  the  late  pay  bill  to  profes- 
sors of  mathematics,  is  such  as  to  command  the  services  of 
those  who  are  every  way  competent  to  perform  the  duties  of 
this  station.  A regulation  is  adopted  to  appoint  none  to  this 
station  who  shall  not  receive  a certificate  of  crimpetency,  after 
submitting  to  a rigid  examination  by  scientific  gentlemen,  who 
shall  be  appointed  for  that  purpose.  This  will  be  of  great  ad- 
vantage to  the  young  officers  of  the  navy;  and  if  a large  portion 
of  them  should  be  called  into  active  service  by  employing  an 
additional  naval  force  for  Ihe  protection  of  our  commerce,  they 
will  be  enabled  to  perfect  themselves  in  seamanship,  the  most 
unportant  part  of  their  education,  and  which  can  he  acquired 
only  at  sea.  But  to  make  them  accomplished  officers,  some- 
thing more  is  required  than  what  can  probably  be  derived  from 
ihrrse  s<M»rces;  a knowledge  of  military  tactics,  of  engineering 
and  drawing,  is  deemed  indispensable  in  the  education  of  an 
officer  of  the  army,  and  which  ought  to  be  deemed  equally  so 
in  the  education  of  a naval  officer. 

So  much  of  chemistry,  mineralogy,  geology  and  natural  his- 
tory, as  it  taught  at  the  military  academy,  although  not  abso- 
lutidy  essential  to  the  military  or  naval  officer;  yet  is  decidedly 
more  important  to  the  latter  than  to  the  former.  If  provision 
should  he  made  for  the  admission  of  a class  of  one  hundred 
midshipmen  at  a time  at  the  academy  at  West  Point,  to  pursue 
such  studies  as  should  be  prescribed  by  the  navy  department, 
and  to  be  succeeded  at  the  end  of  one  or  two  years  by  another 
chi.«s,  all  in  their  turn  might  receive  the  advantage  of  this 
course  of  studies,  highly  necessary  to  their  education  as  ac- 
complished officers  of  the  navy,  and  at  a small  expense,  as  the 
midshipmen,  while  at  the  academy , would  receive  no  more  pay 
than  if  attending  llie  schools  at  the  navy  yards,  or  if  waiting 
orders. 

A national  observatory,  alihnngh  not  immediately  necessary 
to  the  defence  of  our  country,  is  remotely  so;  and  considered 
with  reference  to  the  bearing  it  would  have  upon  our  navy,  our 
commerce,  and  scientific  pursuits,  it  assumes  an  importance 
wortliy  of  tite  consideration  of  congress.  It  is  hardly  to  be 
doubted  that  we  shall,  at  some  future  period,  make  such  an  es- 
tablishment; and  I will  venture  to  express  an  opinion  that  no 
lime  can  be  more  propitious  for  such  an  undertaking  than  the 
present.  It  would  not  be  attended  with  any  great  expense.  It 
is  necessary  now  to  employ  an  officer  of  science  lo  keep  our 
maps  and  charts,  to  regulate  our  chronometers,  and  to  preserve 
Jill  mailremalical  and  philosophical  inslniments  required  for  the 
tiaval  service:  and  buildings  are  necessary  for  these  purposes. 
These  duties  would  probably  devolve  upon  the  superintendent 
of  an  observatory:  ami  Ihe  buildings  necessary  to  such  an  es- 
tahlishmeiit  would  be  amply  sufficient  for  the  preservation  of 
our  maps,  charts  and  instruments. 

Under  the  act  concerning  naval  pensions  and  the  navy  pen- 
sion fund,  eighteen  invalid  pensions  have  been  gr.mted  since 
my  last  report,  making  the  niiinher  on  the  roll  three  hundred 
and  five,  and  the  annual  amount  required  lo  pay  them  ,^24,94d; 
anil  lorty-one  widows’  pensions  have  been  granted,  making  the 
iiumher  on  the  roll  one  hundred  and  fifty,  and  ihe  annual 
amount  necessary  to  pay  them  $33,594.  The  annual  charge 
therefore,  according  to  the  present  roll,  will  amount  to  $57,538. 
it  is  not  proliahle  Ihai  all  on  the  list  will  claim,  hut  as  the  deatli 
ol  a pensioner  is  not  officially  known,  except  when  the  account 
is  sefiled  by  his  or  her  rcprcsentali ve,  the  nuniher  is  made  out 
from  the  rolls  in  tliis  department.  Some  have  not  claimed  for 
two,  three,  four  and  five  years;  lint  as  they  are  not  k nown  to  be 
dead,  their  names  are  siill  continued  on  the  rolls.  'J'he  receipts 
and  exiienditnres  on  account  of  the  fund  lo  30ih  September 
last,  Will  he  seen  iti  Ihe  sialcment  marked  M,  and  the  arnonnl 
and  description  of  slocks  belonging  to  the  fund,  in  the  slale- 
inoni  iVl . 1. 

Under  the  act  of  Ihe  !9th  of  June,  1 834,  respecting  pensions 
chargeable  to  the  private  pensioti  fiiiid,  since  my  last  report  six 
widows  have  received  five  jears’  pension  each,  amounting  to 
$2,400;  more  Ilian  five  years  having  elapsed  SHice  the  date  to 


which  they  were  last  paid.  Two  invalid  pensions  liave  also 
heen  granted;  making  the  number  on  the  roll  thirty-six.  and  the 
annual  amount  required  lo  pay  them  $3,184.  The  account  of 
stock,  and  of  receipts  and  expenditures,  will  be  seen  in  state- 
ment N. 

The  condition  of  llie  navy  hospital  fund,  including  receipts 
and  expenditures,  will  appear  in  slalemeni  O.  The  animal  re- 
ceipts are  much  greater  than  the  disbursements;  and  as  they 
will  probably  continue  lo  be  greater  for  several  years,  I re- 
spectfully repeat  the  suggestion  in  my  last  report,  that  authority 
be  given  to  vest  the  surplus  in  some  well  secured  stock,  for  the 
benefit  of  the  fund., 

Under  the  act  of  the  30th  of  June,  ]834,  the  widows  of  all 
officers,  seamen  and  marines,  who  have  died  in  the  naval  ser- 
vice since  the  1st  day  of  January,  1824,  or  who  may  die  in  said 
service,  by  reason  of  disease  contracted,  or  of  casualties  by 
diowniug  or  otherwise,  or  of  itijuries  received  wliile  in  tlie 
line  of  duly,  are  entitled  to  pensions  equal  to  half  the  amount 
of  the  pay  lo  which  their  husbands  respectively  were  entitled  at 
the  lime  of  their  deaths. 

The  act  of  the  3d  of  March  last,  “to  regulate  the  pay  of  the 
navy  of  the  United  Stales,”  and  which  increased  the  pay  of 
many  officers,  is  silent  as  to  pensions.  A difficulty  arises  in  as- 
certaining the  proper  amount  of  pension  to  be  allowed  to  wi- 
dows of  naval  officers  whose  pay  has  heen  increased  by  this  act. 
The  pay  of  a captain,  in  command  of  a squadron,  was  increas- 
ed to  four  thousand  dollars  a year;  when  on  other  duty,  to  three 
thousand  five  hundred  dollars;  and  when  off  duly,  to  two  thou- 
sand and  five  hundred  dollars.  A corresponding  increase  of 
pay  is  made  to  other  officers.  In  the  case  of  a captain  dying 
when  in  command  of  a squadron  on  a foreign  station,  a ques- 
tion arises,  whether  his  widow  should  receive  a pension  to  the 
amount  of  six  hundred  dollars  a year,  lo  which  she  would  have 
been  entitled  if  this  act  had  not  passed,  or  whether  she  shall  re- 
ceive the  lialf  of  the  amount  of  pay  lo  which  her  husband  was 
entitled  at  the  time  of  liis  death  as  a captain  commanding  a 
squadron,  as  a captain  on  other  duty,  or  as  a captain  off  duty. 
After  much  deliberation,  it  has  been  decided  to  allow  a pension 
in  such  case,  of  $1,135  62  a year,  being  the  half  pay  of  a captain 
commanding  a squadron,  reduced  by  the  amount  $1,728  75, 
equal  lo  his  allowance  before  this  act.  The  salary  of  $4,000  a 
year  to  a captain  in  command  of  a squadron,  is  in  lieu  of  for- 
mer pay  and  emoluments.  Those  emoluments,  excepting  one 
ration  a day,  anrotuiir  d to  $1,728  75;  which  sum,  deducted  from 
$4,000,  leaves  $2,271  25,  the  half  of  which,  $1,135  62,  is  consi- 
dered as  the  proper  amount  of  the  widow’s  annual  pension. 
Q,ueslions  on  pensions,  mure  eoniplicatetl  than  this,  may  arise 
under  this  act;  especially  in  the  case  of  the  death  of  surgeons 
and  assistant  surgeons,  wliose  grades  of  pay  are  more  numer- 
ous than  those  ofeaptains.. 

The  necessity  of  an  exjtlanatory  act  to  obviate  these  difficul- 
ties is  respectfully  suggested. 

By  the  act  of  congress  of  the  10th  of  July,  1832,  it  is  re-quireil 
that  any  surplus  money  belonging  to  the  navy  pension  fund, 
shall  be  vested  in  the  stock  of  the  bank  of  the  United  States. 
Tile  amount  so  vested,  is  six  hundred  and  nineteen  thousand 
dollars;  and  this  department  has  no  authority  to  make  a differ- 
ent investment  of  this  money  without  the  further  action  of  con- 
gress. 

Previously  to  the  passing  of  the  act  of  the  30th  of  June,  1834, 
for  the  belter  organization  of  the  United  Slates  marine  corps, 
double  rations  had  been  allowed  to  the  commandant  of  that 
corps,  and  to  the  officers  of  the  same  commanding  at  the  navy 
yards  at  Portsmouth,  Boston,  New  York,  Philadelphia,  Wash- 
ington, Norfolk  and  Pensacola;  and  the  senior  marine  officers 
in  the  squadrons  in  the  Mediteiranean,  the  West  Indies,  the 
Brazilian  coast,  and  the  Pacific  ocean;  all  receiving  the  sanc- 
tion of  congress  by  their  appropriations.  By  this  act  the  officers 
of  the  marine  corps  are  to  receive  the  same  pay,  emoluments 
and  allowances,  a.s  are  given  to  officers  of  similai  grades  in  the 
iiilanlry  of  the  army.  The  act  of  the  16th  of  March,  1802,  fixing 
Ihe  military  peace  establishment  of  the  United  Slates,  aulliori- 
ses  allowance  to  the  commanding  officers  of  each  separate  post, 
of  such  additional  number  of  rations  as  the  president  of  the 
United  Stales  shall,  from  time  to  time,  direct. 

The.se  provisions  of  this  last  act  were  continued  by  an  act  of 
the  3d  of  March,  1815,  fixing  the  military  peace  e.stablishrnent. 

The  paymaster  of  the  marine  corps  made  payments  for  don- 
ble  rations  to  officers  heretofore  receiving  the  same,  from  the 
1st  of  July  to  the  30lli  of  Sf  piemlier,  1834.  But  Ihe  accounting 
officers  of  the  treasury  did  not  think  proper  lo  allow  the  same, 
inasmuch  as  the  commands  of  these  officers  had  never  been  de- 
signated as  separate  stations,  agreeably  to  the  rule  prescribed 
for  the  army.  This  is  a case  of  difficulty  which,  it  is  respect- 
fully suggested,  requires  tlie  interposition  ofcongress. 

Being  still  of  the  ()|iinion  expressed  in  my  last  report,  that 
the  public  interest  would  be  promoted  by  having  the  marine 
barracks  placed  witlimn  the  navy  yards  to  which  they  are  at- 
tached, as  early  as  may  be  piacticable,  estimates  are  submitted 
or  purchasing  sites  and  erecting  barracks  at  places  where  they 
are  deemed  most  necessary. 

In  performance  of  my  duty  under  the  act  of  the  3d  of  March 
last,  authorising  the  construction  of  a dry  dock  for  the  naval 
service,  in  the  harbor  of  New  York  or  its  adjacent  waters,  I 
proceeded  in  May  last  to  the  city  of  New  York,  where  I was 
met  by  an  able  engineer,  Loami  Baldwin,  esq.  whom  I had 
previously  engaged  to  make  the  soundings  and  other  examina- 
tions necessary  lo  a proper  selection  of  a suitable  site.  After 
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a long  and  laborious  exaininntinn,  Mr.  Baldwin  made  his  re- 
port, which  h.as  been  submitted  to  your  consideration;  by 
which  it  appears  that  the  proposed  dry  dock  may  be  advan- 
tageously constructed  in  the  navy  yard  at  Brooklyn.  A selec- 
tion of  this  place,  for  this  purpose,  is  recomtnended  by  the  con- 
sideration tiiat  the  land  occupied  t>y  the  navy  yard  belongs  to 
the  United  States;  and  that  the  public  buildings  upon  it,  which 
are  of  great  value,  cannot  be  abandoned  without  serious  loss. 

One  difficulty  presented  itself,  which  created  some  delay  in 
making  this  selection.  A building  for  the  purpose  of  distilling 
turpentine  had  been  erected  so  near  to  the  navy  yard,  as  great- 
ly to  endanger  the  public  property.  Other  buililings  for  similar 
purposes,  or  for  purposes  eijually  dangerous,  might  be  erected 
near  the  yard,  if  not  (irevented  by  some  act  of  legislation.  I 
am  happy  to  state  that  the  common  council  of  Brooklyn,  when 
the  case  was  laid  before  them,  promptly  passed  an  ordinance, 
which  it  is  believed  will  effectually  secure  the  properly  in  the 
navy  yard  from  the  danger  of  this  nuisance,  and  ail  similar 
ones;  and  it  cannot  be  doubted  that  the  common  council  of 
Brooklyn  will  grant  all  reasonable  protection  and  accommoda- 
tion to  this  navy  yard;  and  that  the  stale  of  New  York  will  pro- 
tect and  promote  the  interests  of  the  same,  by  any  legislative 
acts  that  may  be  found  to  be  necessary  and  proper.  1 shall 
therefore  proceed,  under  your  direction,  with  as  much  despatch 
as  present  and  future  appropriations  will  permit,  to  cause  the 
dry  dock  thus  authorised  by  law,  to  be  constructed  in  the  navy 
yard  at  Brooklyn. 

Under  the  act  of  the  30th  of  June,  1834;  “authorising  the  se- 
relary  of  the  navy  to  make  experiments  for  the  safety  of  the 
steam  engine,”  and  appropriating  hve  thousand  dollars  for  that 
purpose,  many  proposed  improvements  have  been  submitted 
for  the  purpose  of  being  tested  by  experiments.  Some  of  these 
were  so  easily  tested  by  those  having  steam  engines  in  opera- 
tion, that  the  aid  of  government  was  not  needed;  others  were 
attended  with  greater  difficulty,  and  could  not  be  tested  with- 
out the  expense  of  constructing  boilers  and  other  machinery  for 
the  purpose.  These  proposed  improvements,  have  not  been 
mich,  as  in  my  opinion,  to  warrant  a large  expenditure  of  mo- 
ney; and  no  experiments  have  been  made  upon  them.  Such 
experiments,  however,  would  have  been  made,  if  they  could 
have  been  so  made,  without  the  expense  of  constructing  en- 
gines. 

The  act  seemed  particularly  to  require  that  the  steam  engine 
devised  by  Benjamin  Philips,  of  Philadelphia,  should  be  exa- 
mined and  tested;  and  that  Mr.  Philips  should  he  employed  in 
making  the  experiments.  Mr.  Philips  was  therefore  employed 
to  construct  a model  engine,  with  boilers  and  other  machinery 
which  he  deemed  necessary  for  the  purpose  of  testing  his  im- 
provements, which  he  brought  to  this  District,  where  he  re- 
mained several  weeks  making  his  experiments  before  many 
members  of  the  two  houses  of  congress,  before  the  officers  of 
the  different  departments  and  others. 

I attended  very  cnrefiflly  to  these  experiments;  but  have  not 
been  able  to  perceive  in  them  any  improvements,  increasing  the 
safety  of  the  steam  engine. 

The  money  paid  for  Mr.  Philips’  machinery,  preparations,  and 
experiments,  amounts  to  five  hundred  and  nineteen  dollars  and 
seventy-five  cents;  the  residue  of  the  appropriation  remains  un- 
expended. 

The  fourth  report  of  Mr.  Hasler,  superintendent  of  the  coast 
survey,  upon  the  operations  performed  in  that  work  between 
the  months  of  May  and  December,  183.5,  together  with  his  de- 
tailed estimate  of  the  appropriations  required  for  the  same  for 
the  next  year  are  herewith  submitted,  marked  T. 

Much  work  appears  to  have  been  done  on  the  secondary  tri- 
angulations, on  the  topographical  operations  and  by  the  sound- 
ing parties.  That  more  has  not  been  done  in  the  primary  trian- 
gulations is  explained  in  the  report. 

Of  the  appropriations  heretofore  made  for  this  survey,  there 
remained  on  the  first  day  of  this  month,  an  unexpended  balance 
of  eight  thousand  eight  hundred  and  twenty-three  dollars. 

The  duties  of  the  sounding  parties  are  performed  by  the  offi- 
cers and  seamen  of  the  navy,  and  the  chief  part  of  the  expense 
is  charged  to  the  navy  appropriations.  As,  however,  there  are 
some  expenses  which  can  not  be  charged  to  those  appropria- 
tions, they  must  necessarily  be  charged  to  the  appropriations 
for  the  coast  survey.  In  September,  18.34,  the  schooner  Jersey, 
not  wanted  for  any  purposes  of  the  navy,  was  purchased  for  the 
sounding  party  under  the  command  of  lieut.  Gedney.  The 
price  of  this  vessel,  ,f3, 3.55,  therefore  could  not  be  charged  to 
the  naval  appropriations— it  was  properly  charged  to  the  ap- 
propriations for  tee  coast  survey.  For  the  same  reason,  the 
boats, equipments  and  other  expense.^  for  the  schooner,  amount- 
ing to  igl,888  60,  were  charged  lo  the  same  appropriations,  as 
was  also  the  charge  for  extra  pay  to  the  officers,  amounting  to 
^.50  in  all,  for  the  year  18.34  to  .f,5,888  60. 

During  the  present  season  the  expense  of  this  schooner, 
chargeable  to  the  coast  survey,  has  amounted  to  ;$l, 398,  mak- 
ing the  whole  expense  of  this  .schooner,  for  the  years  1834  and 
1835,  chargeable  to  the  coast  survey,  amount  lo,f7,287  60. 

It  is  not  probable  that  the  expense  of  this  schooner,  chareea- 
ble  to  the  coast  survey  appropriation,  will,  for  the  next  year, 
exceed  ,'$1,.500. 

The  schooner  Experiment,  employed  by  the  sounding  party 
under  lieut.  Blake,  belongs  to  the  navy.  The  coast  survey  ap- 
propriation has  therefore  been  charged  only  for  equipments 
which  were  not  necessary  for  the  piirpo.ses  of  the  navy.  These, 
with  other  expenses  attending  the  operations  of  the  Bounding 


party  on  board  this  schooner,  from  the  first  of  July  last,  when 
she  was  sent  upon  the  survey,  lo  the  30ih  ol  September  last; 
amounted  to  ^2,517  73. 

As  must  of  me  equipments  of  these  schooners  will  last  for 
several  years,  with  but  liille  expense  for  repairs  and  supply  of 
articles  which  may  be  lost  by  accident,  it  is  believed  that  the 
expense  of  both  schooners  and  the  sounding  parties  on  board 
of  them  for  the  next  year,  chargeable  to  the  coast  survey,  will 
not  exceed  $4,000. 

It  will  be  seen  that  this  differs  widely  from  the  statement  of 
Mr.  Hassler,  which  may  be  explained  by  the  circumstance  that 
he  did  not  derive  his  information  from  the  books  of  the  treasu- 
ry department. 

By  a statement  hereunto  annexed,  marked  P,  it  appears  that 
of  the  appropriations  heretofore  made  for  the  suppres.sion  of  the 
slave  trade,  there  remains  in  the  treasury  a balance  of  thirteen 
thuusund  four  hundred  and  eighty-nine  dollars  and  fifty-five 
cents. 

In  my  last  report,  I took  the  liberty  of  stating  that  some  of 
the  clerks  in  my  department  did  not  receive  salaries  propor- 
tioned to  their  services,  or  adequate  to  the  decent  support  of 
themselves  and  families;  and  1 respectfully  solicit  that  the  sala- 
ries, particularly  the  chief  clerk  of  the  navy  board,  the  warrant 
clerk,  and  the  clerk  keeping  the  register  of  correspondence  of 
this  department,  whose  duties  are  arduous,  requiring  both  ta- 
lent and  experience,  should  be  increased,  so  that  the  first  might 
receive  $1,700  per  annum,  and  the  others  $1,400  each.  I re- 
peat the  solicitation,  from  a thorough  conviction,  that  their 
faithful  services  fully  merit  this  increase  of  compensation. 

The  superintendent  of  the  south  west  e,xecutive  building  re- 
ceives but  $250  per  annum  for  his  services,  which  it  is  believed 
is  a compensation  too  small  to  command  the  services  of  one 
competent  to  perform  the  duties  of  the  station. 

The  sergeants  acting  as  clerks  to  the  commandant  and  staff 
officers  of  the  marine  corps,  are  paid  at  the  rale  of  less  than 
seven  hundred  dollars  a year  for  all  their  services,  which  it  is 
respectfully  suggested  is  not  an  adequate  compensation. 

The  necessary  references  to  papers  and  documents  connect- 
ed with  this  report,  will  be  found  in  a schedule  hereunto  an- 
nexed. 

All  of  which  is  reapectfnilv  submitted. 

MAHLON  DICKERSON. 

POST  OFFICE  DEPARTMENT. 

Isl  December,  1835. 

To  the  president  of  the  United  States: 

Sir:  During  the  year  ending  30ih  June,  1835,  the  post  routes 
of  the  United  States  covered  about  one  hundred  and  twelve 
thousand  seven  hundred  and  seventy-four  miles. 

In  daily  and  less  frequent  trips,  the  mails  were  carried  on 
these  routes  about  25,869,486  miles,  viz.  16,874,050  miles  in 
four  horse  post  coaches,  and  two  horse  stages, 

7,817,973  miles  on  horses  and  in  sulkies, 

906,959  “ in  steamboats, 

270, .504  “ in  rail  road  cars. 

The  number  of  post  offices  on  the  30th  June  last,  was  ten 
thousand  seven  hundred  and  seventy,  being  an  increase  of  fifty- 
four  wiihiu  the  preceding  year. 

The  system  upon  which  the  books  of  the  department  have 
always  been  kept,  preclmles  an  exact  statement  of  the  revenue 
and  expenditure  which  have  accrued  within  any  given  period. 
The  following  is  believed  lo  approximate  nearly  to  theactna 
income  and  accruing  responsibilities,  for  the  two  lust  fisca 
years,  viz: 

Gross  revenue  for  the  year  ending  30th  June,  1834, 

Compensation  to  postmasters  $897,317  29 

Incidental  expenses  87,744  27 

Transportation  of  the  mails  1,925,543  52 


Total  expenditure 

Balance  against  the  department 
Gross  revenue  for  the  year  ending 
30th  June, 1835, 

Compensatimi  to  postmasters  $945,417  84 

Incidental  expenses  92.924  92 

Transportation  of  the  mails  1,719,007  32 

Total  expenditure 

Balance  in  favor  of  the  department 

In  the  first  part  of  the  year  1835,  additional  allowances  were 
authorised,  as  is  alleged,  .amounting,  on  the  first  of  May  last, 
to  about  $157,000,  which  have  since  been  suspended,  and  do  not 
enter  into  the  foregoing  statement.  If  finally  admitted,  they 
will  reduce  the  balance  in  favor  of  the  department  that  year  to 
about  $70,000. 

The  old  books  will  be  closed  when  all  ihe  pecuniary  transac- 
tions of  the  department,  prior  to  the  first  of  July  last,  are 
brought  upon  them.  Statements  made  out  from  these  hooks, 
and  other  data,  shew  the  condition  of  the  department  on  that 
day,  to  have  been  about  as  follows,  viz: 

Due  to  contractors  and  others  $792,381  92 
Due  to  banks  272,000  00 


Whole  debt  of  the  department  $1,064,381  92 


$2,823, 

$2,910,605  08 
$86,855  74 
$2,993,556  66 

$2,757,350  08 
$236,206  53 
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Amount  ilu«^  to  lh«  department  $1,128,319  29 
Deduct  for  Itad  and  doubtful  debts  131,327  36 


Debt  esteemed  to  be  good 
Cash  on  hand 

Whole  available  means 


$995,991  93 
43,689  40 


$1,040,681  33 


$23,700  59 
157,000  00 


Balance  of  debt  over  available  means  on  1st  of 
July  last 

If  the  suspended  allowances  be  added 

It  will  make  the  debt  exceed  the  available 

means  on  hrsiJuly  la.«t  $180,700  59 

The  accounts  of  the  postmasters  for  the  quarter  ending  30ih 
September  last,  have  been  so  far  examined  as  to  show,  satis- 
fuctfuily,  that  the  increase  of  gross  revenue  over  that  of  the 
corresponding  quarter  of  last  year  is  about  twelve  percent.  The 
annual  saving  in  the  recent  letting  of  contracts  was  about 
$.30,000.  Predicated  on  an  average  increase  of  revenue  through- 
out the  current  fiscal  year  of  ten  per  cent,  and  on  a saving  of 
$25,000  when  the  contracts  recently  let  shall  be  executed  with 
necessary  alterations,  an  estimate  of  the  gross  revenue  and 
accruing  responsibilities  for  the  year  ending  30th  June,  1836, 
indicates  the  following  results,  viz: 

Gross  revenue  for  the  year  ending 
30th  June,  1836,  $3,202,692  00 

Compensation  to  postmasters  $1,039,9.58  00 

Incidental  expenses  70,000  00 

Transportation  of  the  mails  1,706,507  00 

Total  expenditures  $2,816,465  00 


Balance  in  favor  of  the  department  $476,227  00 

Although  the  whole  of  this  sum  may  not  be  available,  on  ac- 
count of  the  usual  allowances  and  defalcations,  it  is  not  doubt- 
ed, that,  aided  by  j:ollections  of  outstanding  balances,  it  will  be 
sufficient  to  pay  the  debts  of  the  department  and  leave  a con- 
siderable amount  applicable  to  an  extension  of  mail  accommo- 
dations. 

When  the  undersigned  took  charge  of  this  department,  his 
attention  was  immediately  called  to  thecondition  of  its  finances; 
but  it  was  soon  found  that  no  satisfactory  account  of  its  debts 
or  its  means  could,  within  any  short  period,  be  obtained  from 
its  books.  It  was  only  perceived,  from  current  incidents  and 
detached  accounts,  that  the  unsatisfied  demands  of  contractors 
from  every  quarter  of  the  country,  were  daily  accumulating; 
that  there  was  a debt  of  near  $300,000  due  to  banks;  that  the 
outstanding  acceptances  of  the  treasurer  exceeded  $390,000; 
that  a considerable  portion  of  the  revenue  of  some  of  the  large 
offices,  for  the  present  calenadr  year,  had  been  anticipated  by 
drafts  discounted  in  banks,  which  they  had  been  instructed  to 
pay  at  maturity;  that  additional  allowances  had  been  recently 
authorised  to  a considerable  amount;  that  to  provide  the  means 
K»  meet  the  demands  on  the  department  at  Washington,  creat 
ed  hy  the  system  of  acceptances,  upwards  of  two  thousand  of 
the  most  considerable  post  offices  had  been  directed  to  deposite 
their  income  in  banks;  and  that  these  means  proving  insufficient 
the  department  was  subjected  to  continual  embarrassments  in 
devising  ways  and  means  to  meet  Its  engagements.  At  the 
same  time,  it  was  believed  on  ail  hands,  that  the  current  re 
venue  of  the  department  considerably  exceeeed  its  current  ex- 
penditure, and  th.at  the  aggregate  of  debt  was  in  progress  of 
diminution.  In  this  state  of  things,  it  was  deemed  expedient 
to  make  an  effort  to  extricate  the  department  from  its  embar- 
rassments. The  measures  resorted  to  for  that  purpose,  were 
as  follows,  viz; 

1.  A suspension  of  all  the  recent  allowances  from  the  credit 
of  the  contractors. 

2.  A refusal  to  accept  or  pay  any  drafts  drawn  on  the  depart- 
ment, except  by  special  arrangement. 

3.  The  application  of  the  income  of  the  current  quarter  to  the 
payment  of  that  quarter’s  expenses,  the  surplus  only  to  be  ap- 
plied to  the  payment  of  the  pre-existing  claims. 

4.  The  introduction  of  a system  whiah  should  effect  a more 
prompt  collection  and  application  of  the  current  income  of  the 
department. 

The  allowance  suspended,  amounted  to  about  $157,000. 
Without  reference  to  their  merits,  it  was  believed  that  a pre- 
ference ought  to  be  given  to  other  claims  in  making  payments. 

The  discontinuance  of  acceptances  was  essential  to  enable 
the  department  to  command  its  means.  A revenue  arises 
wherever  the  mails  are  carried,  and  it  would  seem  obviously 
appropriate,  as  well  as  convenient,  that  the  services  of  con- 
tractors should  be  paid  for  in  the  sections  of  country  where 
they  are  rendered,  and,  as  far  as  practicable,  out  of  the  in- 
come which  they  produce.  But  the  practice  of  suffering  the 
contractors  to  draw  for  their  pay,  subjected  the  department  to 
the  inconvenience  of  collecting  its  funds  from  the  post  offices 
throughout  the  union,  and  transferring  them  to  Washington  to 
meet  the  drafts.  The  slowness  and  uncertainty  of  this  opera- 
tion made  it  an  ttnsufficient  reliance  to  meet  its  acceptances, 
produced  the  necessity  of  looking  elsewhere  for  the  means,  and 
rendered  it  difficult  to  manage  its  fitiances  with  any  convetii- 
eiice  or  regnlarit> . 

By  paying  the  expenses  of  the  current  quarter  at  it.s  close, 
and  announcing  a determination  to  pay  in  like  manner  at  the 
close  of  each  succeeding  one,  applying  only  the  surplus  to  the 


discharge  of  former  debts,  it  was  believed  that  tlie  credit  of  the 
department  would  immediately  be  elevated,  and  thenceforward 
sustained. 

Orders  to  deposite  in  hanks,  and  drafts  on  postmasters  in 
favor  of  contractors  constiluied  the  system  of  collection  found 
in  operation.  Upwards  of  two  thousand  officers  had  orders  to 
deposite  and  upwards  of  eight  thousand  were  instructed  to  re- 
tain their  postage  until  drawn  upon.  Many  of  the  deposite 
offices  were  dilatory,  and  defalcation  among  them  was  not  un- 
common. Many  of  the  other  offices  were  not  drawn  upon  for 
several  quarters,  on  account  of  the  smallness  of  their  income, 
or  other  circiimstances. 

The  necessities  of  the  department  compelled  it  to  draw  on 
the  more  productive  offices  at  the  end  of  each  quarter,  before 
their  accounts  could  be  adjusted;  and  its  drafts  being  predi- 
cated on  estimates,  could  not  be  for  the  exact  sum  in  hand. 
To  avoid  the  danger  of  a protest,  in  consequence  of  drawing 
for  too  much,  the  treasurer  generally  drew  for  loo  little,  thereby 
leaving  small  balances  in  all  the  draft  offices  also — there  were, 
consequently,  balances  remaining  in  the  hands  of  more  tliait 
eight  thousand  postmasters,  which  tliough  generally  small, 
amounted  in  the  aggregate  to  a large  sum. 

For  the  purpose  of  promptly  bringing  into  action  the  means 
of  the  department,  at  the  end  of  each  quarter,  the  undersigned 
divided  the  offices  into  three  classes — The  first  class  called 
^collection  offices,^’  are  upwards  fof  nine  thousand  in  number. 
The  postmasters  of  this  class  have  been  instructed  to  pay  on 
demand,  at  the  close  of  each  quarter,  the  whole  amount  due  to 
the  department  on  account  of  the  postages  of  that  quarter,  to 
the  contractors  who  carry  the  mails  along  their  respective 
routes,  and  forward  their  receipts  to  the  department.  The 
contractors  are  instructed  to  forward  .acknowledgments,  setting 
fbrth  the  whole  amount  received  frotn  each  and  all  the  post- 
masters, and  to  report  forthwith  every  postmaster  who  fails  to 
pay  and  his  reasons  therefor,  if  known  to  them.  To  secure 
promptness  and  fidelity  on  the  part  of  the  contractors,  they 
are  permitted  to  collect  only  from  so  many  postmasters  as  may 
pay  them  about  seventy-five  per  cent,  of  their  quarterly  com- 
pensation, and  they  are  informed  that  the  b.alaiice  will  not  be 
paid  them  until  they  shall  have  collected  from  every  office  on 
their  list,  or  shown,  by  reporting  the  delinquent  postmasters, 
that  they  have  used  due  diligence  to  do  so,  and  are  not  in  fault 
for  the  failure. 

The  second  class,  called  “depositing  offices,’^  about  five  hun- 
dred and  fifty  in  number,  are  instructed  to  deposite  their  in- 
come in  banks  quarterly,  monthly  or  weekly;  according  to  its 
amount.  This  class  embraces  all  the  large  offices  and  most 
others  which  can  as  conveniently  deposite  as  pay  to  contrac- 
tors, together  with  the  most  considerable  offices  on  interior 
routes,  which  yield  a surplus  revenue,  and  whole  proceeds  can- 
not be  used  In  paying  contractors  who  supply  them. 

The  third  class,  called  “draft  o^ces,”  about  two  hundred  and 
fifty  in  number,  embraces  those  not  convenient  to  hanks,  whose 
proceeds  cannot  he  paid  over  to  contractors  at  the  close  of  the 
quarter,  without  danger  of  their  being  overpaid,  but  may  gene- 
rally be  drawn  for,  in  whole  or  in  part,  to  (lay  the  hahances  due, 
after  giving  the  contractors  credit  for  all  their  collections. 

The  interest  of  the  contractors  induces  them  promptly,  after 
the  quarter  ends,  to  push  their  collections,  and  report  all  delin- 
quents. During  the  same  time,  the  depositing  offices  are  plac- 
ing other  funds  in  the  banks — when  the  contractor’s  acknow- 
ledgements for  moneys  collected,  comes  in,  his  account  is  ex- 
amined. If  the  balance  rlue,  or  .any  part  of  it,  can  be  paid  by 
draff,  on  one  or  more  of  the  draft  offices,  it  is  done;  and  that 
which  cannot  be  so  discharged,  is  paid  by  check  on  some  con- 
venient bank. 

The  results  anticipated  from  these  measures  have  been  fully 
realized.  On  the  first  July  last,  payments  on  claims,  accruing 
prior  to  the  preceding  quarter,  were  suspended;  and  all  the 
energies  of  the  pay  clerks  were  devoted  to  paying  the  debts  of 
that  quarter.  These  payments  were  completed  on  the  19th  day 
of  August,  leaving  a considerable  amount  of  funds  in  h.ank. — 
The  payment  of  the  old  debts  was  then  resumed.  From  that 
moment  the  department  was  disembarrassed.  In  no  instance 
since,  has  the  payment  of  any  claim  been  refused  for  the  want 
of  funds. 

On  the  first  of  October  last,  the  new  system  of  collection 
came  into  action.  Encouraged  by  its  favorable  operation, 
and  finding  the  funds  of  the  department  in  bank  lo  exceed 
$140,000,  the  undersigned,  on  the  18th  of  the  la.st  month,  di- 
rected the  payment  of  the  bank  debts  in  Baltimore  and  Boston, 
amottiiling  to  $67,304  .38. 

The  entire  debt  on  the  1st  of  July,  as  above  stated, 

was  $1,064,381  92 

Of  this  debt  there  has  been  paid  nut  of  postages 

accruing  before  the  1st  of  July  about  the  sum 

of  $409,991  34 

Out  of  postages  accruing  since  the 

1st  July,  the  sum  of  187,086  14 


$.597,017  48 

Old  deht  remaining  unpaid  on  this  day,  about  $467,304  44 
Of  this  deht,  about  $205,000  is  due  to  banks,  and  the  balance 
to  contractors  and  others. 

The  statements  of  the  amount  of  deht,  and  the  amount  paid 
out  of  postages  accruing  prior  to  the  1st  of  July,  are  not  suppos- 
ed to  he  exact,  but  they  do  not  vary  materially  from  the  actual 
amounts. 


276  NILES’  REGISTER— DEC.  19,  1835— POST  OFFICE  DEPARTMENT. 


The  result  of  these  operations  is: 

That  the  claims  of  coniractors  and  others  against  the  depart- 
ment, arising  within  the  (iiiarler  ending  30ih  June  last,  have 
been  paid,  with  the  exception  of  a few  suspensions; 

That  the  claims  arising  within  that  quarter  ending  30th  Sep- 
tember last,  have  been  paid  as  far  as  they  were  ready  for  ad- 
justment; 

That  one  hundred  and  eighty-seven  thousand  and  eighty-six 
dollars  of  the  pre-existing  debt,  have  been  paid  out  of  postages 
accruing  since  30th  June  last; 

That  the  funds  in  bank  on  this  day,  are  seventy-three  thou- 
sand seven  hundred  and  tliirty-seven  dollars. 

T!ie  payment  of  an  amount  of  the  old  debt  so  far  beyond  the 
available  surplus  of  the  last  quarter,  leaving  a large  sum  on 
hand,  will  create  no  surprise,  when  it  is  recollected,  that,  in 
addition  to  that  surplus,  the  department  has  been  able  to  avail 
itself  of  a considerable  amount  stopped  from  contractors,  on  ac- 
count of  over-payments,  and  a still  larger  sum  arising  from  the 
deposites  of  the  weekly  and  monthly  depositing  offices,  on  ac- 
count of  the  current  quarter. 

The  debt  of  the  department,  except  that  portion  of  it  which 
is  due  to  banks,  and  suspended  allowances,  is  now  perfectly 
manageable,  and  cannot  hereafter  embarrass  its  operations. — 
The  bank  debt  is  reduced  to  about  $205,000. 

The  following  statement  of  the  quarterly  income  and  expen- 
diture of  the  department,  for  the  last  two  years,  which,  though 
not  accurate,  may  be  relied  upon  for  all  practical  purposes,  wilt 
more  fully  show  the  progress  of  its  financial  concerns,  and  its 
prospect  of  speedy  redemption  from  debt._ 

Excess  of 
expenditure. 
$90,855  27 
27,206  25 


1833. 

Gross  revenue. 

Expenditure. 

Excess  of 
revenue. 

Sept.  30, 

$655,242 

88 

$746,098 

15 

Dec.  31, 

720,398 

27 

747,415 

52 

1834. 

March  31, 

, 729,600 

51 

699,205 

86 

30,394 

65 

June  31, 

718,696 

00 

717,885 

00 

811 

00 

Sept.  30, 

725,273 

03 

703,494 

75 

21,778 

28 

Dec.  31, 

724,542 

34 

701,497 

08 

23,045 

26 

1835. 

March  31, 

, 763,494 

47 

689,652 

66 

82,441 

81 

June  30, 

780,046 

82 

671,705 

59 

108,341 

23 

As  it  has  already  been  ascertained  from  examinations  of  the 
returns,  that  the  revenue  of  the  last  quarter  exceeds  that  of  the 
corresponding  quarter  of  the  last  year  about  twelve  per  cent,  it 
may  be  safely  stated  that  the  surplus  of  revenue  over  expen- 
diture, for  that  quarter,  will  be  about  $120,000;  and  that  there 
was,  on  the  30th  September  last,  a surplus  of  available  means 
over  the  whole  debt  of  the  department  amounting  to  about 
$100,000.  It  is  confidently  expected  that  this  surplus  will  be 
increased,  at  the  end  of  the  current-  quarter,  to  about  $220,000; 
and,  at  the  end  of  the  next  quarter,  to  about  $340,000.  The  old 
debts  due  to  contractors  and  others,  are  now  paid  as  fast  as  they 
are  presented  and  can  be  adjusted;  and  the  accumulation  of 
funds,  notwithstanding  these  payments,  is  so  considerable  as  to 
justify  a belief  that  $100,000  of  the  remaining  bank  debt  may  be 
paid  in  January  next,  and  the  balance  in  April. 

The  undersigned  takes  pleasure  in  presenting  you  with  the 
data  which  justify  this  anticipation.  He  is  happy  to  say,  that 
so  far  from  needing  any  pecuniary  aid  from  the  treasury,  the  de- 
partment may  be  presented  to  congress,  before  the  termination 
of  their  approaching  session,  substantially  fiee  from  debt,  with 
a clear  annual  surplus  exceeding  $400,000  applicable  to  the  es- 
tablishment of  new  mail  routes,  and  the  improvement  of  old 
ones.  Even  should  the  suspended  allowances  be  finally  paid, 
the  anticipated  result  cannot  be  delayed  beyond  the  month  of 
July,  1836. 

A balance  of  the  books  of  this  department  has  not  been  effect- 
ed for  about  twenty  years.  After  a full  consideration  of  the 
subject,  it  was  de  emed  expedient  to  c4ose  them,  and  open  a 
new  set  frotri  the  first  of  July,  1835.  The  balance  of  accounts 
are  not  carried  forward  from  the  old  books  to  the  new,  but  all 
collections  made  of  moneys  due  before  that  day,  are  credited  to 
an  account  headed  '■'arrearages,'’’  on  the  new  books;  and  all 
payments  made  on  debts  contracted  prior  to  that  day,  are  charg- 
eil  to  the  same  account.  That  account,  when  closed,  will 
ehow  the  exact  amount  of  debt  and  of  available  means  at  the 
commencetnent  of  the  present  fiscal  year;  facts  which  cannot 
be  sooner  ascertained  with  exactitude. 

In  keei)ing  the  new  hooks,  an  attempt  is  making,  through  the 
agency  of  general  accounts,  to  show  specifically  from  what 
sources  the  revenue  of  the  rlepr.rtment  is  derived,  and  to  what 
purposes  it  is  applied.  'I'he  accruing  revenue  is  credited  to  ge- 
neral accounts,  headed  ^'letter  postages,”  '^newspaper  and  pam- 
phlels,”  and  "fines.”  The  ex[)enditiires  are  charged  to  eeneral 
accounts,  headed,  "compensation  of  postmasters,”  "transporta- 
tion of  the  mails,”  "ship,  sfeamhoat  and  way  letters,”  “wrap- 
ping paper,”  "office  furniture,”  "advertising,”  "mail  hags,” 
"blanks,”  ‘ )nnil  locks  and  keys,  and  stamps,”  "mail  depredations 
and  special  agents,”  '^clerks,  iS|'c.  for  offices,”  and  "miscellane- 
ous.” When  the  entire  bu.siness  of  a quarter  is  brouslU  upon 
the  books,  the  credit  general  accounts  will  be  balanced  by 
transfer  to  the  credit  of  a general  account,  headed  "post  office 
department,”  which  will  thus  exhibit,  at  a glance,  the  entire 
income  of  the  post  office  department  for  the  quarter,  and  the 
sources  whence  it  is  derived.  In  like  manner,  the  debit  gene- 
ral accounts  will  be  closed  by  transfer  to  debt  of  “post  office 
department,”  which  will  thus  show,  on  a single  page,  the  whole 


expenditures  of  the  quarter,  with  the  objects  of  expenditure. — 
The  balance  of  this  acconnt,  thus  made  up,  will  exhibit  the  con- 
dition of  the  department  at  the  end  of  each  quarter. 

It  has  long  appeared  to  the  undersigned,  that  by  a system  of 
this  kind,  the  application  of  the  public  moneys  may  be  shown 
more  specifically  than  by  any  other  system  of  specific  appro- 
priations. 

The  efficiency  of  a department  with  so  many  thousand 
agents  in  its  employment,  essentially  depends  on  the  vigilance 
and  energy  of  the  directing  and  supervising  power.  Impressed 
with  this  conviction,  it  is  the  policy  and  effort  of  the  depart- 
ment to  make  the  supervision  so  complete,  that  every  individual 
in  its  service  shall  feel  that  he  acts  directly  under  the  eye  of 
some  ofits  officers  or  clerks. 

To  secure  promptitude  in  the  rendition  of  accounts,  the 
postmasters,  with  the  exception  of  a few  at  the  large  offices, 
have  been  required  to  forward  their  accounts  within  two  days, 
or  by  the  first  mail,  after  the  close  of  the  first  quarter.  Asa 
means  of  enforcing  this  requisition,  the  post  offices  are  divided 
into  four  classes,  in  reference  to  their  distance  from  Washing- 
ton and  other  circumstances.  For  the  arrival  of  the  accounts 
of  the  first  class,  ten  days,  are  allowed;  for  the  second,  twenty; 
for  the  third,  thirty;  and  for  the  fourth,  forty.  It  is  made  the 
special  duty  of  a clerk  to  note  the  day  on  which  each  quarterly 
return  arrives,  and  promptly  call  the  delinquents  to  account, 
when  the  allotted  time  shall  have  expired.  This  plan  of  su- 
pervision was  put  in  operation  at  the  commencement  of  the 
present  quarter. 

To  produce  an  ever  active  supervision  over  contractors,  it  is 
made  the  duty  of  postmasters  at  the  ends  of  all  post-routes  to 
keep,  and  return  to  the  department  weekly  or  monthly,  ac- 
cording to  the  importance  of  the  route,  registers,  showing  the 
exact  time  of  arrival  and  departure  of  every  mail,  with  such 
remarks  as  the  occasion  may  require.  It  is  made  the  duty  of 
a clerk,  in  each  division,  to  see  that  the  postmasters  keep  and 
return  these  registers,  to  examine  them  when  returned,  and 
note  all  delinquencies  of  contractors.  This  plan  is  not  yet  in 
full  operation. 

It  is  intended  to  apply  the  same  principle  of  strict  supervi- 
sion to  the  return  of  receipts  by  postmasters;  to  the  making  of 
deposites  by  the  depositing  offices,  and  the  forwarding  of  certi- 
ficates of  deposite;  to  the  printing  and  furnishing  of  blanks;  and, 
as  far  as  practicable,  to  all  services  required  by  law,  and  the 
regulations  of  the  department. 

Sufficient  attention  has  been  given  by  the  undersigned  to  the 
manner  in  which  newspapers  and  other  printed  matters  are 
conveyed  by  mail,  to  satisfy  him  that  it  is  radically  defective. 
No  supervision  or  power  of  punishment,  exercised  or  possessed 
by  the  postmaster  general,  is  adequate  to  prevent  on  some  oc- 
casions, the  canvass  bags  in  which  printed  papers  are  stowed, 
from  being  left  behind,  so  long  as  they  are  carried  separately 
from  the  letter  mails,  or  on  the  outside  of  coaches  and  stages. 
To  prevent  the  evil  in  some  degree,  it  has  been  provided  in  the 
contracts  lately  awarded  on  the  main  routes  of  the  west,  that 
on  the  outward  trip,  no  passengers  shall  be  carried  in  the  in- 
sider of  the  mail  coach,  but  that  it  shall  be  devoted  exclusively 
to  the  mails;  and  on  similar  routes  along  the  seabord,  the  same 
restriction  will  be  applied  in  both  directions.  It  is  believed 
that  the  enforcement  of  the  contracts  in  this  respect  will  insure 
the  safe  conveyance  of  the  newspapers  as  far  as  they  travel  on 
these  routes. 

A further  improvement  in  this  respect  is  anticipated,  from 
arrangements  now  in  progress,  to  run  steamboat  mails  on  the 
western  rivers,  during  the  season  of  steamboat  navigation,  and 
on  a portion  of  the  Mississippi,  during  the  whole  year. 

It  is  well  known  that  an  immense  correspondence  is  carried 
on  during  the  business  season,  in  steamboats  upon  these 
waters.  So  long  as  the  department  has  no  mails  upon  the 
rivers,  it  is  difficult,  if  not  impracticable,  to  enforce  the  post 
office  laws,  and  bring  the  letters  so  transmitted  into  the  post 
offices.  Regular  lines  of  boats  are  now  formed,  and  forming, 
on  the  Ohio  and  Mississippi  rivers.  A contract  has  been 
made  with  the  owners  of  one  of  these  lines  to  carry  a mail 
three  times  a week  between  Pittsburgh  and  Cincinnati,  during 
the  season  of  navigation,  for  $1,800  a year.  A proposition  has 
been  received,  and  accepted,  to  convey  a mail  except  when 
prevented  by  ice,  on  the  Ohio  and  Mississippi  rivers;  between 
Louisville  and  St.  I.ouis,  three  times  a week,  and  between 
Louisville  and  New  Orleans,  three  times  a week  during  the  bu- 
siness season,  and  twice  a week  during  the  rest  of  the  year, 
touching  at  all  the  con.siderable  intermediate  points,  for  $30,000 
a year  for  the  whole  service.  It  is  in  contemplation  to  put  this 
mail  into  operation  early  in  the  coming  year.  From  giving  re- 
gular river  mails  to  the  business  of  the  west,  it  is  expected  that 
they  wili  convey  almost  the  entire  correspondence  upon  those 
waters,  and  increase  the  revenues  of  the  department  in  a sum 
at  least  equal  to  their  cost.  This  facility  being  furnished  to  the 
community,  the  po.<t  office  laws  can,  with  more  propriety,  be 
enforced  in  rt'lation  to  letters  conveyed  in  other  boats.  Nor  is 
it  one  of  the  least  advantages  anticipated  from  these  mails,  that 
tliey  will  relieve  the  land  mails,  in  the  west  and  south  west,  of 
au  immense  mass  of  mail-matter,  and  render  its  conveyance 
more  safe,  at  the  seasons  when  tlie  roads  are  most  difficult, 
and,  in  the  Mississippi  country,  during  the  whole  year. 

The  multiplication  bf  rail  roads  will  form  a new  era  in  the 
mail  establishment.  They  must  soon  become  the  means  by 
which  the  mails  will  be  transported  on  most  of  the  great  lines 
ofiniercommunication,  and  the  undersigned  has  devoted  some 
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attention  to  the  devising  of  a system  which  shall  render  the 
change  most  useful  to  the  country. 

The  cities  and  large  towns  on  the  great  lines  constitute  cen- 
tres from  which  the  mails  diverge  to  pervade  and  supply  the 
surrounding  country.  At  these  points,  generally,  are  the  dis- 
tributing post  offices.  The  great  whole  will  evidently  be  most 
speedily  and  effectually  served,  by  causing  the  mails  to  pass 
with  all  possible  expedition,  by  night  and  by  day,  along  the  main 
lines,  through  these  numerous  centres,  slopping  for  no  local  ob- 
ject, and  pausing  at  the  distributing  offices  only  long  enough 
to  exchange  mails.  The  distribution  through  the  country  around 
must  be  made  after  the  great  mail  has  passed  on,  by  means  of 
coaches,  stages,  or  other  vehicles,  and  horses,  as  the  interest  of 
the  department  and  the  country  may  mutually  require.  Or  if 
any  intermediate  offices  be  supplied  by  the  rail  roads,  it  should 
be  those  only  where  the  cars  stop,  unless  a mode  of  exchanging 
mail  bags,  without  stopping,  can  be  introduced  for  the  accom- 
modation of  others. 

The  means  of  transportation  between  Washington  and  Bos- 
ton, are  now  so  complete  that  this  system  might  be  advanta- 
geously introduced,  at  least  during  the  season  of  steamboat  na- 
vigation. The  time  occupied  in  passing  from  Washington  to 
Baltimore,  by  the  rail  road,  it  is  but  two  and  a half  hours.  To 
pass  from  Baltimore  to  Philadelphia  by  steamboats  and  the 
Newcastle  and  Frenchtown  rail  road,  requires  about  nine  hours. 
From  Philadelphia  to  New  York,  by  the  Camden  and  Amboy 
rail  road  and  steamboats,  occupies  about  eight  hours;  fiom  New 
York  to  Providence,  about  15  hours;  and  from  Providence  to 
Boston,  two  and  a half  hours.  The  travelling  hours  from 
Washington  to  Boston,  are  but  about  thirty  seven.  Allowing 
half  an  hour  at  Baltimore,  Philadelphia,  New  York  and  Provi- 
dence, each,  for  exchange  of  mails,  the  time  occupied  in  trans- 
mitting a mail  from  Washington  to  Boston  would  be  thirty-nine 
hours. 

This  is  the  speed  of  present  conveyances.  In  the  course  of 
next  year  it  is  expected  that  Baltimore  and  Philadelphia  will 
be  connected  by  rail  road,  when  the  time  occupied  in  passing 
from  city  to  city  will  not  exceed  six  hours.  New  York  will 
soon  be  connected  with  Boston  by  similar  roads,  when  a rail 
road  line  from  Washington  to  Boston  shall  be  completed,  a mail 
may  pass,  from  the  one  to  the  other,  in  thirty-four  hours  at 
most,  and  probably  in  a few  years,  from  the  progressive  im- 
provements in  locomotives,  in  less  than  thirty  hours. 

Within  the  quarter  of  the  union  embraced,  in  the  recent  let- 
ting of  contracts,  there  are  several  rail  roads.  Some  of  them 
made  no  offers,  and  the  rest  demanded  prices  far  beyond  the 
usual  cost  of  transporting  the  mails  on  the  same  routes  hereto- 
fore, and  beyond  what  was  asked  by  individual  citizens. 

Anxious  to  give  the  mails  the  greatest  possible  expedition 
between  Washington  and  New  York,  the  undersigned  made  an 
eff’ort  to  bring  the  companies,  in  yvhose  hands  are  the  means  of 
conveyance  on  that  great  line,  to  act  in  concert  with  each  other, 
and  with  the  department,  by  which  means  two  daily  mails  might 
be  run  through  that  line,  performing  the  trip  each  way,  and 
conveying  passengejs  from  city  to  city,  in  about  twenty-three 
hours.  The  effort  failed  in  consequence  of  the  very  heavy 
compensation  asked  by  them. 

Not  despairing  of  being  able  to  induce  the  companies  to  take 
a more  enlarged  vi(;w  of  their  own  and  the  public  interest,  and 
to  abate  materially  in  the  amount  of  their  demands,  the  under- 
signed sent  his  chief  clerk  to  confer  with  the  managers  of  all 
the  rail  roads  on  the  line,  whether  finished  or  not,  with  a view 
to  ascertain  whether  any  reasonable  arrangements  could  be 
made  with  them,  present  or  prospective,  for  the  conveyance  of 
this  important  mail.  Although  the  agent  performed  the  service 
with  di.'tinguished  zeal  and  ability,  his  efforts  were  almost 
wholly  fruitless. 

The  company  owning  the  rail  road  between  Washington  and 
Baltimore,  demanded  f 10,000,  or  about  $250  per  mile,  merely  j 
to  haul  one  daily  mail  from  depot  to  depot,  without  other  re- 
sponsibility, and  $14,000  for  two  daily  mails. 

The  companies  owning  the  several  rail  roads  now  construct- 
ing from  Baltimore  to  Philadelphia,  demanded  $30,000,  or  up- 
wards of  $320  per  mile,  to  haul  one  mail  from  city  to  city. 

'J'he  company  owning  the  Camden  and  Amboy  road,  de- 
manded $26,000,  or  near  $300  per  mile,  for  one  daily  mail,  and 
$3,000  for  a second. 

The  companies  composing  the  upper  line  through  N.  Jersey 
demanded  $23  000,  or  about  $250  per  mile,  for  the  conveyance 
of  one  daily  mail,  and  $8*, 000  for  a second. 

Aw.are  that  the  committee  on  post  offices  and  post  roads  of 
the  house  of  representatives,  had  had  the  subject  of  the  trans- 
portation of  the  mails  on  rail  roads  under  consideration,  at  the 
last  session,  and  had  unanimously  proposed  to  restrict  the  de- 
partment to  seventy-five  dollars  per  mile  for  the  service;  and, 
moreover,  considering  the  sums  demanded  disproportionate  to 
the  service,  and  wholly  unreasonable,  the  undersigned  deter- 
mined not  to  accept  any  of  the  propositions.  'J’o  leave  no 
means  unessayed,  however,  to  form  a satisfactory  arrange- 
ment, he  offered  a contract  for  merely  hauling  a box  containing 
the  mail,  from  depot  to  depot,  daily,  to  the  Baltimore  and 
Washington  rail  road  company,  at  $100  per  mile,  which  they 
promptly  declined. 

The  undersigned  does  not  intend  to  pay  the  prices  demanded 
by  these  companies,  unless  directed  to  do  so  by  those  who  have 
a right  to  control  him.  He  will  sooner  put  post-coaches,  or 
mail-wagons  on  the  old  roads,  and  run  them  there  until  public 
opinion,  or  the  voice  of.  superior  authority,  induces  the  associ- 


ations which  have  been  permitted  to  monopolize  the  means  o^^ 
speedy  conveyance  on  these  routes,  to  abate  in  their  terms.— 
To  enable  you  to  present  the  whole  subject  to  the  legislative 
body,  a copy  of  the  instructions  to  the  agent,  and  his  corres- 
pondence with  the  companies,  and  the  subsequent  correspon- 
dence of  the  department  with  them,  is  herewith  submitted. 

The  undersi^jned  is  happy  to  state,  that  indications  of  a spirit 
more  in  accordance  with  the  great  object  of  public  accommoda- 
tion, which  has  induced  the  legislatures  of  the  states  to  sanc- 
tion theconstruction  of  these  improvements,  by  private  com- 
panies, have  manifested  themselves  in  other  quarters.  The 
Boston  and  Providence  rail  road  company  have  intimated  a 
willingness  to  carry  two  daily  mails  between  those  cities,  em- 
bracing the  New  York  steamboat  mail,  for  $2,000  a year,  being 
at  the  rate  of  about  $25  per  mile,  for  a single  mail,  and  a con- 
tract has  been  authorised. 

J’he  New  Jersey  rail  road  company,  whose  road,  when  com^ 
pleted,  will  extend  from  Jersey  City  to  New  Brunswick,  liave' 
offered  to  carry  the  great  mail  from  New  York  along  their  road 
one  year,  at  $100  per  mile,  or  four  years  at  $150,  and  carry  iwc? 
mails  for  $200. 

The  company  owning  the  Portsmouth  and  Roanoke  road, 
have  contracted  to  carry  the  great  mail  three  times  a week, 
from  Norfolk  to  Halifax,  N.  C.  a distance  of  ninety  miles,  for 
the  compensation  paid  the  former  contractor,  which  is  equal  to 
about  $26  per  mile,  the  mail  to  be  conveyed  on  the  rail  road  as 
far  as  completed. 

The  Tuscumbia,  Courtland  and  Decatur  rail  road  company, 
have  offered  to  carry  the  mail,  three  times  a week,  on  their 
road,  at  the  lowest  rate  of  post-coach  transportation  in  the 
southern  states,  which  amount  to  about  $26  per  mile. 

It  isjjonceded  that  the  mails  carried  on  all  these  roads,  ex- 
cept file  New  Jersey  road,  are  much  less  than  the  great  mail 
between  Washington  and  New  York;  but  they  probably  bear  a 
greater  proportion  to  that  mail  than  the  compensation  asked 
for  the  former  service,  does  to  that  offered  by  the  department 
for  the  latier. 

Referring  to  the  instructions  given  to  his  agent,  for  his  further 
views  in  relation  to  the  rail  road  companies,  the  undersigned 
submits  the  question  to  your  disposition,  and  will  await  the 
instruction  of  congress  as  to  the  course  hereafter  to  he  pursued 
with  these  companies,  and  other  monopolies  of  like  character, 
in  contracting  with  which  the  department  is  'unable  to  avail 
itself  of  the  spirit  of  moderation  superinduced  by  an  active 
competition.  Indeed,  the  post  office  law,  so  far  a.s  it  relates  tr> 
the  advertising  and  making  of  contracts,  is  predicated  upon  the 
expectation  that  there  would  be  a general  competition  forlhemy 
and  does  not  provide  for  the  cases  where  the  department  has 
to  deal  with  monopolies,  no  such  state  of  things  having  then 
been  anticipated. 

A new  question  has  arisen  in  the  admlnfslratlon of  this  rfe- 
partment.  A number  of  individuals  have  established  an  sssefe’ 
ciation  in  the  northern  and  eastern  states,  and  raised  a large 
sum  of  money,  for  the  purpose  of  effecting  the  immediate 
lilion  of  slavery  in  the  southern  stales.  One  of  the  means  re- 
sorted to  has  been  the  printing  of  a large  mass  of  newspapers', 
pamphlets,  tracts  and  almanacs,  containing  exaggerated,  and 
in  some  instances,  false  accounts  of  the  treatment  of  slaves, 
illustrated  with  cuts  calculated  to  operate  on  the  passions  of 
the  colored  men,  and  produce  discontent,  assassination  and 
servile  war.  These  they  attempted  to  disseminate  throughout 
the  slave-holding  states,  by  the  agency  of  the  public  mails. 

As  soon  as  It  was  ascertained  that  the  mails  contained  these 
productions,  great  excitement  arose,  particularly  in  Charleston, 
S.  C.  and  to  in.«ure  the  safety  of  the  mail  in  its  progress  south- 
ward, the  postmaster  at  that  place  agreed  to  retain  them  in  his 
office  until  he  could  rtbtain  instriictions  from  the  postmaster 
general.  In  reply  to  his  appeal,  he  was  informed,  that  it  was 
a subject  upon  which  the  postmaster  general  had  no  legal  au- 
thority to  instruct  him.  The  question  again  came  up  from  the 
postmaster  at  New  York,  who  had  refused  to  send  the  papers 
by  the  steamboat  mail  to  Charleston,  S.  C.  He  was  also  an- 
swered that  the  postmaster  general  [)ossessed  no  legal  anthoriiy- 
to  give  instructions  on  the  subject;  but  as  the  undersigned  bad 
no  doubt  that  the  circumstances  of  the  case  justified  the  de- 
tention of  the  papers,  he  did  not  hesitate  to  say  so.  Important 
principles  are  involved  in  this  question,  and  it  merits  the  grave 
consideration  of  all  departments  of  the  government. 

It  is  universally  conceded,  that  oiir  states  are  united  only  for 
certain  purposes.  There  are  interests,  in  relation  to  which  they 
are  believed  to  be  as  independent  of  each  other  as  they  were 
before  llie  constitution  was  frtrmed.  The  interest  which-  the 
people  of  some  of  the  states  have  in  slaves,  is  one  of  them.— 
No  state  obtained  by  the  union  any  richt  whatsoever  over  slave-, 
ry  in  any  other  state,  nor  did  art}'  state  lose  any  of  its  power 
over  it,  within  its  own  borders.  On  this  subject,  therefore,  if 
this  view  be  correct,  the  states  are  still  independent,  and  may 
fence  ronrtd  and  protect  their  interest  in  slaves,  by  sneh  law.s 
and  regulations  as  in  their  sovereign  will  they  may  tleerii  expe- 
dient. 

Nor  had  the  people  of  one  state  any  more  ri"ht  to  interfere 
with  this  subject  in  another  stale,  than  they  have  to  interfere  with 
the  internal  reiruiations,  riuhts  of  property,  or  domestic  police 
of  a foreign  nation.  If  they  were  to  comhini*  and  send  papers 
among  the  laboring  population  of  anrtlher  nation,  calculated  to 
produce  discontent  and  rebellion,  their  conduct  would  he  good 
ground  of  complaint  on  the  part  of  that  nation;  and,  in  case  it 
were  not  repressed  by  the  United  States,  might  be,  if  persever- 
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Ingly  persisted  in,  just  cause  of  war.  The  mutual  obligations 
of  our  several  states  to  suppress  attacks  by  their  citizens  on 
each  other’s  reserved  riglits  and  interests,  would  seem  to  be 
greater,  because,  by  entering  into  ilie  union,  they  have  lost  the 
right  of  redress  which  belongs  to  nations  wholly  independent. 
Whatever  claim  may  be  set  up,  or  maintained,  to  a right  of 
free  discussion  within  theirown  borders,  of  the  institutions  and 
laws  of  other  communities,  over  which  they  have  no  rightful 
control,  few  will  maintain  that  they  have  a right,  unless  it  be 
obtained  by  compact  or  treaty,  to  carry  on  discussions  within 
those  communities,  either  orally,  or  by  the  distribution  of 
printed  papers,  pariiculai  ly  if  it  be  in  violation  of  their  peculiar 
Jaws,  and  at  the  hazard  of  their  peace  and  existence.  The  con- 
stitution of  the  United  States  provides,  that  “the  citizens  of 
each  statu  shall  be  entitled  to  all  privileges  and  immiiniiies  of 
citizens  in  the  several  state.*;”  but  this  clause  cannot  confer  on 
the  citizens  of  one  stale,  higher  privileges  and  immunities  than 
in  another,  than  the  citizens  of  ilie  latter  themseivss  possess. — 
It  is  not  easy,  therefore,  to  perceive  how  the  citizens  of  the 
northern  slates  can  possess,  or  claim  the  privilege  of  carrying 
on  discussions  within  the  southern  states,  by  the  distribution  of 
printed  papers,  which  the  citizens  of  the  latter  are  forbidden  to 
circulate  by  their  own  laws. 

Neither  does  it  appear  that  the  United  Stales  acquired,  by 
the  constitulion,  any  power  whatsoever  over  this  subject,  ex- 
cept a right  to  prohibit  the  importation  of  slaves  after  a certain 
date.  Oil  the  contrary,  that  instrument  contains  evidences 
that  one  object  of  the  southern  states  in  adopting  it,  was  to  se- 
cure to  themselves  a more  perfect  control  over  this  interest, 
and  cause  it  to  be  respected  by  the  sister  stales.  In  the  exer- 
cise of  their  reserved  rights,  and  for  the  purpose  of  protecting 
this  interest,  and  insuring  the  safely  of  their  people,  some  of 
the  states  have  passed  laws  prohibiting  under  heavy  penalties, 
the  printing  or  circulation  of  papers  like  those  in  question, 
within  their  respective  territories.  It  has  never  been  alleged 
that  these  laws  are  incompatible  with  the  eonstiiution  and  laws 
of  the  United  Stales.  Nor  does  it  seem  possible  that  they  can 
be  so,  because  they  relate  to  a subject  over  which  the  United 
States  cannot  rightfully  assume  any  control  under  that  consti- 
tution, either  by  law  or  otherwise.  If  these  principles  be 
sound,  it  will  follow  that  the  stale  laws  on  this  subject  are 
within  the  scope  of  their  jurisdiction;  the  supreme  laws  of  the 
land,  obligatory  alike  on  all  persons,  whether  private^  citizens, 
officers  of  the  state,  or  functionaries  of  the  general  government. 

The  constitution  makes  it  the  duty  of  the  United  Slates  ‘‘to 
protect  each  of  the  slates  against  invasion;  and,  on  application 
to  the  legislature,  or  of  the  executive,  (when  the  legislature 
cannot  be  convened),  against  domestic  violence.”  There  is 
no  quarter  whence  domestic  violence  is  so  much  to  be  appre- 
hended, in  some  slates,  as  from  the  servile  population,  operated 
upon  by  mistaken  or  designing  men.  It  is  to  obviate  danger 
from  this  quarter  tltal  many  of  the  state  laws  in  relation  to  the 
circulation  of  incendiary  (lapers  have  been  enacted.  Without 
claiming  for  the  general  government  the  power  to  pass  laws 
prohibiting  discussions  of  any  sort,  as  a means  of  protecting 
states  from  domestic  violence,  it  may  safely  be  assumed,  that 
the  United  States  have  no  right,  through  their  officers  or  de- 
partments, knowingly  to  be  instrumental  in  producing,  within 
the  several  states,  the  very  mischief  whicli  the  constitution 
commands  them  to  repress.  It  would  be  an  extraordinary  con- 
struction of  the  powers  of  the  general  government,  to  maintain 
that  they  are  hound  to  afford  the  agency  of  their  mails  and  post 
offices,  to  counteract  the  laws  of  stales  in  the  circulation  of  pa- 
pers calculated  to  produce  domestic  violence,  when  it  would  at 
the  same  time,  be  one  of  their  most  important  constitutional 
duties  to  protect  the  states  against  the  natural  if  not  necessary 
consequenctis  produced  by  that  very  agency. 

The  position  a.ssurned  by  this  department,  is  believed  to  have 
produced  the  effect  of  withholding  its  agency  generally,  in 
giving  circulation  to  the  obnoxious  papers  in  the  southern 
states.  Whether  it  be  necessary  more  effectually  to  prevent, 
by  legislative  enactments,  the  use  of  the  mails,  as  a means  of 
evading  or  violating  the  constitutional  laws  of  the  stales  in  re- 
ference to  this  portion  of  their  reserved  rights,  is  a question 
which,  it  appears  to  the  undersigned,  may  be  submitted  to  con- 
gress, tipon  a statement  of  facts,  and  their  own  knowledge  of 
the  public  necessities. 

The  experience  of  the  undersigned  has  confirmed  his  prior 
impressions,  that  the  post  office  department  requires  reorgani- 
zation. The  arrangeim-iil  of  the  administrative  branch  of  the 
department  is  particularly  objectionable;  but  the  organization 
of  its  financial  branch  is  neither  convenient  orsafe,  and  it  may 
be  doubted  whether  it  be  constitutional. 

It  is  not  convenient,  because  it  imposes  on  the  postmaster 
general,  whose  adminisiratire  dutie.s  are  sufficient  for  any  one 
man,  the  responsibiliiy  of  settling  near  fifty  thousand  accotints 
annually,  and  disbursing  upwards  of  two  millions  of  dollars. 

It  is  not  safe,  because  the  entire  net  revenue  of  the  depart- 
ment, which  now  exceeds  000,000  annually,  is  by  law,  put 
at  the  disposition  of  the  postmaster  general,  subject  to  be  paid 
over  to  his  check,  draft  or  order,  without  other  safeguards  than 
those  he  chooses  to  impose  on  himself. 

It  is  of  doubtful  constitutionality,  because  the  constitution 
requires  that  “no  money  shall  be  drawn  from  the  treasury,  but 
inconsequence  of  appropriations  made  by  law;”  thereby  pre- 
supposing that  the  revenues  of  the  government  are  first  paid 
into  the  treasury;  whereas,  no  part  of  the  lax  collected  from 
the  people  in  postages,  amounting  now  to  mote  than  $3,000,000 


annually,  ever  appears  upon  the  treasury  boobs;  and  it  is  all 
expended  without  appropriation.  If  so  large  a revenue  may  be 
properly  raiserl  and  expended  without  going  into  the  treasury, 
by  one  department  of  the  government,  it  is  not  perceived  why 
the  other  departments  may  not  be  authorised  to  su.siain  them- 
selves in  a similar  way;  thus  evading  entirely  the  constitution- 
al provision.  The  mote  safe  consiruciion  would  seem  to  be, 
that  all  moneys  collected  by  the  government,  whatever  may  be 
the  mode,  shall,  in  the  legal  acceptation  of  the  phrase,  be  paid 
into  fhe  treasury,  to  be  expended  in  conformity  with  appropria- 
tions made  by  congress. 

There  would  be  ttothing  impracticable,  or  seriously  inconve- 
nient iti  the  application  of  this  principle  to  the  revenues  of  the 
post  office  department.  To  effect  this  object,  it  is  not  neces- 
sary that  the  moneys  be  collected  and  depostted  in  banks,  or 
any  other  designated  place,  or  that  the  existing  system  of  col- 
lection shotild  be  deranged.  Almost  a third  of  the  gross  reve- 
nue is  absorbed  in  commissions  to  postmasters  and  the  expenses 
of  their  offices.  Upon  settlement  of  the  postmasters’  accounts, 
the  sums  thus  expended  may  be  carried  to  the  debit  and  credit 
of  the  post  office  appropriation  at  the  same  lime.  The  amounts 
received  by  contractors  from  pnstmaslers  may  be  disposed  of 
in  a similar  way.  The  result  would  be,  that  although  the  trea- 
surer would  have  open  accounts  only  with  the  deposile  banks 
of  the  post  office,  his  books  would  exhibit  the  whole  amount 
received  from  the  people  and  expended  by  the  guvernment  on 
account  of  the  mail  establishment. 

There  is  another  feature  in  which  the  present  organization  of 
the  post  office  department  is  defective  and  unsafe.  It  is  believ- 
ed to  be  a sound  principle,  that  public  officers  who  have  an 
agency  in  originating  accounts,  should  have  none  in  their  set- 
tlement. The  war  and  navy  departments  are  in  general  orga- 
nized upon  this  principle.  In  the  orders,  contracts  and  regula- 
tions, of  the  heads  of  those  departments,  or  their  ministerial 
subordinates,  issued  and  made  in  conformity  with  law,  accounts 
originate.  The  moneys  are  generally  paid  by  another  set  of 
agents,  but  partially  dependent  on  the  heads  of  jhe  depart- 
ments, and  the  accounts  are  finally  seliled  by  a third  set,  who 
are  wholly  independent  of  them.  If,  from  any  cause,  an  illegal 
expenditure  be  directed  by  the  head  of  the  department,  it  is  the 
duly  of  the  disbursing  agent  not  to  pay  the  money;  and  if  ho 
does  pay  it,  it  is  the  duty  of  the  auditors  and  comptrolleis  to  re- 
ject the  item  in  the  settlement  of  his  account.  But  the  post- 
master general  practically  unites  these  three  functions  in  his 
own  person.  He  issues  orders  and  makes  contracts  and  regn- 
lations  producing  the  expenditure  of  money,  settles  the  ac- 
counts and  pays  the  money.  Although  he  is  required  to  render 
a quarterly  account  to  the  treasury,  to  be  settled  as  other  pub- 
lic accounts  are,  this  requisition  has  long  ceased  to  constitute 
any  practical  check  upon  him,  nor  can  it  ever  be  otherwise 
under  the  existing  system. 

Herewith  is  submitted  a printed  pamphlet,  exhibiting  the  in- 
terior organization  of  the  post  office  department  as  it  now 
exists.  The  most  important  improvement  required  is  to  sepa- 
rate the  settlement  of  accounts  entirely  from  the  post  office  de- 
partment, and  vest  it  in  an  auditor  appointed  by  the  president 
with  the  advice  and  consent  of  the  senate,  whose  duties  shall 
in  general  correspond  with  those  assigned  to  the  accountant 
under  the  present  organization. 

The  postmaster  general  would  then  be  placed  on  a similar 
fooiigg  with  the  other  heads  of  departments.  His  power  over 
the  funds  of  the  department  should  extend  only  to  a superin- 
tendence over  the  rendition  of  accounts,  to  prescribing  the 
manner  in  which  postmasters  shall  pay  over  their  balances,  to 
milking  drafts  for  the  collection  and  transfer  of  post  office  funds, 
to  issuing  warrants  on  the  treasury  for  the  purpose  of  paying 
balances  reported  to  be  due  by  the  auditor,  and  making  ad- 
vances in  special  cases.  The  remaining  portion  of  his  iluties 
would  be  those  of  a ministerial  character,  now  performed  upon 
his  responsibility,  modified  by  salutary  restrictions  upon  his 
discretion. 

To  enable  him  to  exercise  an  effectual  supervision  over  post- 
masters and  contractors,  a third  assistant  should  be  given  to 
the  department.  These  services  have  almost  doubled  since  a 
second  assistant  was  added,  and  have  been  recently  extended, 
making  them  too  onerous  to  be  performed  by  two  assistants, 
however  distincuishe.d  lor  their  industry  and  devotion  to  the 
service.  Moreover,  these  duties  are  constantly  increasing, 
and  will  be  streally  enlarged  by  the  extension  of  mail  service 
which  is  anticipated  within  the  coming  year.  If  the  United 
Slates  were  for  this  purpose  divided  into  three  divisions,  and 
an  assistant  assigned  to  each,  the  stations  would  still  be  among 
the  most  laborious  and  res|iousible  in  the  government. 

Three  assistants,  on  the  footing  of  auditors  as  to  salaries, 
with  eight  clerks  eaoh;  a chief  clerk  on  the  footing  of  chief 
clerks  in  the  other  departments;  twelve  clerks  for  other  miscel- 
laneous duties,  including  the  dead  letter  service;  an  agent  to 
superintend  the  post  office  building  and  property,  and  attend  to 
purcha.ie  of  stationery,  furniture,  &c.;  a messenger,  an  assist- 
ant messenger,  a laborer  and  two  watchmen,  would  constitute 
a force  with  which  the  ministerial  duties  of  the  department 
could  be  performed  with  comfort,  promptitude  and  efficiency. 

The  auditor’s  office  would  be  the  most  extensive  and  labori- 
ous accounting  office  in  the  government,  meriting  correspond- 
ing provision  in  clerks  and  salaries.  Like  other  auditors,  he 
should  have  a chief  clerk  for  general  duties.  The  examination 
of  postmasters’  accounts,  amounting  to  about  4*2,000  annually, 
sending  out  errors  and  other  attendant  services, 'constitute  a 
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severe  duty,  and  requires  eighteen  clerks.  The  registration  of 
postmasters’  accounts,  after  examination,  and  keeping  the 
lexers  of  the  department,  requires  eight  clerks.  To  keep  the 
pay  books,  see  that  postmasters  pay  over  their  balances  and 
return  the  receipts,  and  prepare  contractors’ accounts  for  set- 
tlement, requires  nine  clerks.  To  collect  balances  from  for- 
mer postmasters  and  others,  make  out  statements  of  the  ac- 
counts, and  superintend  suits  and  prosecutions,  requires  at  pre- 
setit  seven  clerks.  Over  each  of  these  considerable  branches 
of  duty,  lliere  must  be,  as  at  present,  a principal  clerk,  for 
whom  liberal  provision  should  be  made.  It  is  but  just  to  the 
gentlemen  employed  in  this  arduous  portion  of  the  public  ser- 
vice, to  say,  that  their  compensation,  in  general,  compared 
with  that  given  in  other  departments  of  the  government,  has 
hitherto  been  disproportioned  to  the  labor  required  of  them, 
and,  as  to  married  men,  inadequate  to  the  support  of  their  fa- 
milies, and  the  education  of  their  children.  To  complete  the 
organization  of  that  office,  there  must  be  also  a messenger  and 
one  assistant  messenger. 

The  proposed  reorganization  would  somewhat  reduce  the 
number  of  persons  employed  in  the  business  of  the  post  office, 
by  rendering  useless  the  clerks  now  occupied  in  making  out 
the  postmaster  general’s  accounts  for  the  treasury,  as  also  tire 
clerks  employed  in  examining  them  in  the  fifth  auditors  office, 
if  not  also  those  in  the  comptroller’s  office,  assigned  to  the 
same  duty- 

T»ie  utility  of  requiring  all  the  post  office  accounts  to  be  re- 
ported to  the  comptroller,  is  not  perceived.  It  would  perliaps 
promote  the  ends  of  justice,  and  operate  as  a salutary  check 
upon  the  auditor,  if  an  appeal  were  allowed  to  the  comptroller, 
at  the  instance  of  the  claimant  or  postmaster  general,  should 
either,  in  any  case,  be  dissatisfied  with  his  decision. 

If  the  business  of  the  post  office  department  were  thus  orga- 
nized, it  might  be  required  of  the  postmaster  general  to  furnish 
to  congress,  annually,  specific  estimates,  setting  forth  the  sums 
expected  to  be  required  under  each  head  of  general  account 
now  appearing  on  the  hooks,  and  any  others  that  congress 
might  require  to  be  opened;  and  after  obtaining  an  appropria- 
tion of  the  aggregate  for  ihe  support  of  the  post  office  establish- 
ment, not  to  exceed  the  current  revenue,  to  render  an  account 
at  the  next  session  . of  the  amount  expended  for  each  purpose 
specified  in  his  estimates.  It  would  be  a further  improvement, 
if  all  allowances  were  prohibited,  other  than  for  services  ren- 
dered in  pursuance  of  some  pre-existing  law,  contract  or  lawful 
regulation,  and  a small  contingent  appropriation  were  assigned 
to  the  postmaster  general,  like  those  made  to  the  service  of  the 
other  departments  to  meet  necessary  expenditures,  which  can- 
not be  foreseen  or  provided  for  by  contract  or  regulation. 

Essential  improvement  might  be  made,  as  is  believed,  in 
some  portions  of  the  law  regulating  the  details  of  duty  assigned 
to  the  postmaster  general,  particularly  as  to  the  making  of  con- 
tracts. Additional  precautions  are  necessary  against  irrespon- 
sible bidding,  and  to  prevent  combinations  injurious  to  the  de- 
partment. If  bidders  were  required  in  all  cases,  to  furnish  the 
names  of  responsible  securities  with  their  bids,  who  should  be 
bound  from  the  date  of  acceptance,  it  would  prevent  the  bids 
of  worthless  men  and  mere  speculators,  which  now  produce 
great  inconvenience  to  the  department,  and  sometimes  serious 
loss.  And  if,  on  the  other  hand,  combinations  to  prevent  com- 
petition were  punishable  by  perpetual  exclusion  from  the  ser- 
vice of  the  department,  it  would,  it  is  believed,  have  an  excel- 
lent effect  on  its  interest,  as  w'ell  as  on  the  characier  of  its  con- 
tractors. 

It  is  worthy  of  consideration,  whether  it  would  not  be  expe- 
dient to  change  the  rates  of  letter  postage,  making  them  con- 
form to  the  national  currency,  in  gradations  of  5,  1.5,  '20,  25  and 
30  cents.  Such  a provision  would  save  almost  half  the  labor 
now  required  in  the  examination  of  accounts  in  the  department, 
and  prevent  numberless  errors.  It  would  also  much  simplify 
the  system,  if  the  number  of  miles  to  which  these  rates  should 
apply,  were  doubled  at  each  increase  of  rate  from  the  lowest  to 
the  highest. 

There  have  been  so  many  changes  in  mail  routes  since  their 
original  establishment,  that  it  is  now  difficult,  if  not  impracti- 
cable, to  trace  them  from  their  origin  in  the  law,  through  all 
mutations,  down  to  their  present  condition.  It  would  contri- 
bute greatly  to  the  convenience  of  the  department  if  they  were 
all  re-established  in  one  act,  with  such  alterations  and  addi- 
tions as  the  accommodation  of  the  public  may  require,  and  the 
interest  of  the  department  admit.  A portion  of  the  surplus  re- 
venue will  be  required  to  make  improvements  on  existing 
routes;  but,  it  is  believed,  the  department  can,  without  incon- 
venience, put  into  operation  new  routes,  not  exceeding  in  cost 
$300,000  a year,  as  soon  as  they  can  be  established  and  the  ne- 
cessary arrangements  made. 

The  aid  of  legislation  i.s  required  to  close,  equitably,  some  of 
the  old  claims  against  the  department.  Various  demands  exist 
for  services  rendered  by  authority  of  the  departmenk,  in  a mea- 
sure sanctioned  by  usage,  which,  though  to  some  extent  just, 
cannot  in  the  opinion  of  the  undersigned,  be  adjusted  and  paid 
without  the  sanction  of  congress.  It  is  hoped  that  power  may 
he  vested  in  the  auditor,  if  one  be  created,  with  the  sanction  of 
the  comptroller,  to  settle  these  claims  upon  principles  of  justice 
and  equity;  or,  if  this  course  be  not  deemed  expedient,  that 
congress  will  provide  some  other  means  for  their  speedy  adjust- 
ment. 

The  undersigned  cannot  close  this  communication  without 
paying  an  humble  tribute  to  the  worth  of  a patriot  and  friend— 


the  late  postmaster  general.  It  may  be  said  ofhim,  as  the  brad 
of  this  department,  that  the  reason  he  had  not  a better  fortune 
was,  that  he  was  too  good  a man.  In  other  positions,  and  un- 
der other  circumstances,  he  would  have  been  one  of  the  greatest 
and  most  useful,  as  he  was  one  of  the  best  and  most  highly  en- 
dowed, of  our  public  men.  Having  for  more  than  twenty  years 
been  acquainted  with  Mr.  Carry,  and  been  honored  with  bis 
friendship;  knowing  his  private  worth,  his  lov»'  of  coiiiiiry,  and 
his  disinterestedness;  and  having  always  had  an  abiding  confi- 
dence in  his  integrity  and  honor,  it  would  be  to  the  undersigned 
a source  of  la'ting  regret,  if  any  thing  said  or  done  by  him,  in 
Ihe  administration  of  this  department,  should  be  understood  as 
intended  or  calculated  to  depreciate  his  virtues,  or  cast  a stain 
upon  his  memory.  I have  the  honor  to  be,  ynnr  oliedinit  ser- 
vant, AMOS  KENDALL. 

POSTMASTER  GENERAL’S  INSTRUCTIONS  TO  THE  AGENT  TO  NE- 
GOTIATE WITH  THE  RAIL  ROAD  COMPANIES. 

Post  office  department^  October  31sf,  1835. 

P.  S.  Loughborough,  esq. 

Sir;  It  is  important  for  the  business  of  the  country  and  es- 
sential to  the  interests  of  the  post  office  department,  that  the 
public  mails  should  be  transported  by  the  most  speedy  means 
of  conveyance  which  modern  iniprovements  afford.  To  give 
them  the  utmost  practical  degree  of  usefulness  they  should 
travel  on  all  the  main  routes  by  night  and  hy  day,  stopping  only 
at  the  most  important  offices,  and  there  only  long  enough  to 
be  exchanged,  leaving  it  to  the  ordinary  mail's  to  supply  other 
offices  on  the  main  as  well  as  the  diverging  and  less  important 
romes. 

By  liberal  arrangements  with  the  rail  road  companies,  these 
objects  may,  within  a short  period,  be  accomplished  on  the 
great  line  running  from  Washington  through  Baltimore  and 
Philadelphia  to  New  York,  and  probably  to  Boston. 

That  the  rail  road  companies  have  an  interest  in  carrying 
travellers  through  with  all  possible  expedition,  is  abundantly 
evident  to  every  man  who  has  witnessed  the  increase  of  travel 
within  llie  last  few  years,  and  cnntemtilated  its  causes. 

No  people  appreciate  more  hignly  economy  in  time  than  the 
people  of  the  United  States. 

In  general,  when  they  start  on  a journey  they  hurry  to  its 
end  in  the  shortest  possible  time,  without  regard  to  the  dangers 
and  discomforts  which  may  await  them  in  travelling.  By  ex- 
isting arrangements  between  Washington  and  the  north,  tra- 
vellers are  obliged  to  slop  in  the  large  cities,  where  their  tavern 
bills  bear  a large  proportion  to  the  entire  expenses  of  trans- 
portation. If  they  had  the  means  of  passing  onward  and  sav- 
ing tliese  heavy  bills,  as  well  as  the  time  lost  while  incurring 
them,  multitudes  would  travel  who  now  are  not  able  to  afford 
it,  and  the  receipts  of  the  rail  road  companies  would  probably 
be  doubled. 

The  time  now  occupied  in  travelling  from  Washington  to 
Baltimore  is  about  two  hours  .'inri  a half.  We  are  informed 
that  by  tlie  first  of  Noventber,  1836,  a rail  road  will  be  com- 
pleted from  Philadelphia  to  Baltimore,  upon  which  the  mails 
may  run  through  in  five  hours.  Allowing  one  hour  for  chang- 
ing of  mails,  &c.  in  Baltimore,  and  the  mail  may  then  go 
through  to  Philadelphia  from  Washington  in  less  than  nine 
hours.  When  the  continuous  rail  road  communication  through 
New  Jersey  shall  be  completed,  it  may  run  through  to  New 
York  in  six  hours,  which  allowing  an  hour’s  delay  in  Phila- 
delphia, will  give  a mail  from  Washington  to  New  York  in 
eighteen  hours.  If  the  means  of  conveyance  through  New 
Jersey  shall  remain  as  at  present,  it  may  be  carried  through 
in  nineteen,  or  at  most  twenty  hours.  Through  Long  Island 
sound,  from  New  York  to  Providence,  it  may  now  be  carried 
with  much  reeularity  in  sixteen  hours,  and  two  hours  and  a 
half  more  will  bring  it  to  Boston  by  the  Boston  and  Providence 
rail  road.  Allowing  one  hour’s  delay  in  New  York,  and  half 
an  hour  in  Providence,  and  we  have  a mail  carried  from  Wash- 
ington to  Boston,  a distance  of  5.36  miles,  in  about  forty  hours. 

By  a liberal  arrangement  with  the  several  companies  in  pos- 
.session  of  the  means  of  communication  upon  that  line,  this 
object  might  now  he  accomplished  in  forty-two  hours;  and  as 
soon  as  we  have  an  uninterrupted  chain  of  rail  road  between 
the  principal  cities,  the  time  may  be  greatly  reduced. 

It  is  unquestionably  the  interest  of  the  department  to  prefer 
contracting  with  those  companies  which  can  furnish  uninter- 
rupted rail  road  transportation;  for  in  that  case  the  inconve- 
nience, irregularity  and  expense  of  shifting  from  one  line  to 
another,  upon  the  change  of  weather  and  seasons,  would  be 
avoided.  You  are,  therefore,  requested  to  wait  upon  the  pre- 
sident and  other  managers  of  the  Baltimore  and  Ohio  rail  road 
company,  and  apprize  them  of  the  earnest  desire  of  the  depart- 
ment to  make  an  arrangement  with  them  for  the  transportation 
of  the  principal  mail  between  Washington  and  Baltimore,  on 
terms  which  shall  be  satisfactory  to  all  parties,  and  promise  to 
be  permanent.  Yon  will  press  upon  them  Ihe  idea,  which  is 
undoubtedly  justified  by  all  rea.snninE  and  experience  that  their 
own  interest  is  deeply  involved  in  giving  to  the  mails  and  tra- 
vellers, the  promptest  possible  conveyance  between  the  cities, 
and  promise  them  that  tlie  stage  lines  run  by  contractors  of  the 
department,  and  terminating  in  the  two  cities,  shall  be  made  to 
connect  with  their  lines  of  ca.-s  at  the  most  convenient  hours 
of  departure. 

The  specific  propositions  to  be  made  by  you,  must  be  left 
very  much  to  your  discretion.  The  following  suggestion,  how- 
ever, may  be  found  useful. 
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If  the  rail  road  company  will  agree  to  run  a train  of  cars  at 
such  hours  as  may  accommodate  and  expedite  the  mail,  it  is 
the  desire  of  the  department  to  impose  as  little  responsibility 
upon  them  as  possible.  Lf  they  will  enclose,  in  a strong  and 
substantial  manner,  a portion  of  their  baggage  car,  or  some 
other  car  to  be  devoted  exclusively  to  the  mails,  the  depart- 
ment will  cause  them  to  be  placed  in  at  one  depot,  and  taken 
out  at  the  other,  without  requiring  any  thing  from  the  com- 
pany in  the  way  of  service  or  responsibility,  but  to  haul  it  from 
the  one  to  the  other.  In  that  event,  it  would  be  proposed  that 
a strong  lock  should  be  placed  on  the  apartment,  to  which  only 
the  postmasters  at  Washington  and  Baltimore  should  have  keys, 
so  that  the  mail  should  not  be  accessible  to  any  one  between 
the  two  depots. 

Or,  the  department  will  furnish  a strong  fire-proof  box  or 
chest,  so  constructed  that  it  may  be  readily  transferred  from  a 
wagon  to  a car  prepared  for  the  purpose,  into  which  the  entire 
mails  sliall  be  put  and  locked  up  at  one  past  office,  not  to  be 
molested  or  opened  between  the  two  cities,  which  shall  be 
delivered  and  received  at  the  depots  of  the  road  without  any 
service  or  responsibility  on  the  part  of  the  company,  beyond 
the  transportation  from  one  depot  to  the  other.  Or,  alike  upon 
the  rail  road  and  the  streets  of  the  cities  respectively,  then  the 
department  will  furnish  an  entire  car,  containing  the  mails  to 
be  delivered  at  one  depot  and  received  at  the  other,  asking 
nothing  of  the  company  but  to  haul  it  from  the  one  to  the  other. 

You  wiil  ascertain  for  what  additional  charge  they  will  un- 
dertake themselves  to  transport  this  box  or  car  between  the 
post  offices  and  their  depots — pressing  this  arrangement  as  the 
one  which  would  be  most  acceptable  to  the  department. 

You  will  earnestly  press  upon  them  the  immense  importance 
to  the  entire  business  of  the  country,  of  having  the  mails  on  the 
main  routes  of  which  the  road  constitutes  a part,  travel  by 
night  as  well  as  by  day,  as  already  suggested,  and  if  they  can- 
not be  induced,  withot  a compensation  which  the  department 
cannot  afford  to  p.iy,  to  run  a night  line,  then  you  are  instruct- 
ed t > solicit  from  them  for  the  department,  the  privilege  of  put- 
ting on  the  road  a locomotive,  for  the  sole  purpose  of  carrying 
the  mail  with  a suitable  guard. 

It  is  believed  that  the  importance  of  the  object  will  induce 
the  public  spirited  men  who  manage  this  concern,  to  permit 
the  government,  for  a suitable  consideration,  to  use  their  road 
for  a purpose  so  useful  to  their  fellow  citizens,  at  hours  when 
they  may  not  think  proper  to  use  it  themselves. 

It  is  not  deemed  necessary  to  press  upon  them  any  supposed 
rights  which  the  government  may  have  to  use  rail  roads  owned 
by  private  companies  for  public  purposes,  allowing  such  com- 
pensation as  may  be  fixed,  in  a way  to  be  pointed  out  by  con- 
gress. Yet  it  may  be  useful  to  call  their  attention  to  that  point. 
The  constitution  confers  on  congress  the  power  “to  establish 
post  offices  and  post  roads.”  So  far  as  it  respects  roads,  this 
delegation  of  power  has  been  construed  to  mean  that  congress 
may  designate  the  roads  on  which  the  mails  shall  be  carried. 
To  this  construction,  the  practice  of  the  government  has  hither- 
to conformed.  Congress  have  designated  the  roads  on  which 
mails  shall  be  carried,  embracing  state  roads,  county  roads, 
township  roads,  streets  of  cities,  and  turnpike  roads  belonging 
to  private  companies.  Penalties  are  prescribed  by  law  for 
obstructing  the  mails  upon  these  roads;  and  a preference  is 
given  to  the  horses  and  vehicles  by  which  they  are  conveyed. 

None  of  those  horses  or  vehicles  can  be  stopped  not  evert 
by  the  law  process  of  the  states  for  the  debts  of  their  owners, 
while  actually  employed  in  the  conveyance  of  the  mails. 

These  laws  are  based  upon  the  unquestionably  sound  prin- 
ciple that,  when  a power  is  clearly  delegated  by  the  constiiu- 
tion  to  the  general  government,  it  is  irot  within  the  constitu- 
tional rights  of  any  state,  or  company,  or  individual,  to  prevent 
or  obstruct  its  execution. 

Rail  roads  differ  from  turnpikes  owned  by  private  compa- 
nies only  in  the  fact  that  in  the  former  case  the  companies  own 
the  means  of  conveyance  as  well  as  the  road.  But  if  establish- 
ed under  the  authority  of  congress  as  post  roads,  is  it  possible 
for  those  compatiies  to  prevent  the  carrying  of  the  mail  upon 
them!  If  they  attempt  to  do  so,  either  directly  or  by  running 
their  cars  at  inconvenient  hours,  or  by  asking  an  unreasonable 
price,  may  not  the  department  fulfil  the  law  and  accomplish  its 
object  by  placing  locomotives  upon  the  road  for  the  purpose  of 
conveying  the  mail,  to  which  every  thing  else  must  give  place.^ 
If  it  be  not  so,  and  if  these  rail  road  companies  may  refuse  to 
carry  the  mails  at  the  hours  required  in  the  execution  of  the 
laws,  or  may,  by  any  means,  direct  or  indirect  prevent  their 
transportation,  then  may  they  obstruct  if  not  defeat  one  of  the 
powers  unquestionably  delegated  to  congress.  For  it  must  be 
apparent  to  the  most  casual  observer  that,  if  the  mails  are 
driven  from  the  rail  roads  and  obliged  to  depend  on  stage  or 
horse  transfiortation  on  the  main  routes,  they  will  soon  cease 
to  be  of  any  considerable  value,  and  this  important  and  useful 
branch  of  government  will  sink  into  contempt. 

You  arc  not  desired  to  assume  the  position  indicated  by  this 
argument;  but  you  may  find  it  useful  to  present  it  for  the  con- 
sideration with  all  the  grounds  which  occur  to  you  in  sup- 
port, taking  care  to  assure  the  company  that  the  department  is 
anxiously  desirous  to  avoid  all  such  questions  now  and  for- 
ever, by  a ptomanent  arrangement  for  the  transportatirm  of  the 
mail  wbii-li  shall  not  be  liable  to  any  just  exceptions,  either  on 
the  part  of  the  government  or  the  company.  In  discussing  the 
amount  which  ought  to  be  allowed  for  the  transportation  of 


the  mail,  you  will  not  forget  to  avail  yourself  of  Hie  fact  that 
the  great  object  of  chartering  the  rail  road  by  the  state  was  to 
cheapen  transportation  of  ever  kind,  and  that  nothing  has  higher 
claims  to  that  advantage  than  the  mails  of  the  United  Stales, 
in  which  are  involved  the  interest  of  millions.  You  will  know 
how  to  amplify  this  argument;  and  all  others  which  have  been 
suggested.  Nor  will  you  forget  to  press  the  fact  that,  at  the  last 
session  of  congress,  the  committee  on  post  offices  and  post 
roads  in  the  house  of  representatives,  by  a unanimous  vote, 
inserted  a clause  in  the  bill  for  reorganizing  the  post  office  es- 
tablishment, restricting  the  department  to  $75  per  mile  for  rail 
road  transportation  of  the  mails;  and  represent  that  we  cannot 
venture  to  exceed  that  limit  to  any  great  extent.  You  are  re- 
quested to  use  the  utmost  frankness  in  your  communications 
and  discussions  with  the  company;  to  make  them  sensible  that 
the  department  desires  nothing  which  is  unreasonable;  that  it 
seeks  only  that  which  will  promote  the  interest  of  the  public 
and  enhance  the  prosperity  of  our  common  country;  and  that, 
in  seeking  after  these  results,  it  is  ready  to  contribute  liberally, 
but  not  extravagantly,  to  the  profit  of  a company  which  has 
done  so  much  for  facilitating  the  means  of  intercourse  and  tiade 
between  our  associated  communities. 

You  will  by  no  means  consider  yourself  as  restricted  to  the 
propositions  or  arguments  herein  sugge«!ted;  but  you  will  pro- 
pose any  other  arrangement  which  intercourse  wiih  the  compa- 
ny may  suggest  to  you,  subject  to  the  ratification  of  the  de- 
partment, and  you  will  use  such  arguments  as  may  occur,  con- 
sistent with  reasons  and  truth,  to  effect  the  object  of  your  mis- 
sion. Having  completed  your  business  with  the  Baltimore  and 
Ohio  rail  road  company,  you  will  visit  the  president  and  other 
managers  of  the  rail  road  from  Philadelphia,  through  Wilming- 
ton to  Baltimore,  and  by  urging  similar  propositions  and  views, 
endeavor  to  form  a prospective  contract  with  them,  subject  to 
the  approval  of  the  department  for  the  conveyance  of  the  great 
mail  on  their  road,  when  it  shall  be  completed.  No  change  oc- 
curs to  me  as  necessary  in  the  propositions  suggested;  other 
than  that  the  postmaster  at  Wilmington  should  have  a key  to 
the  box  or  car  in  which  the  mail  shall  be  transported,  that  he 
may  there  open  it  and  exchange  mails. 

If  no  satisfactory  arrangement  can  be  made  with  the  mana- 
gers of  this  road,  then  you  will  inquire  into  the  practicability 
of  making  an  arrangement  with  the  managers  of  the  rail  road 
said  to  be  in  progress  to  connect  the  road  from  Philadelphia  to 
Columbia,  with  the  city  of  Baltimore,  when  that  road  shall  be 
completed. 

Having  finished  your  inquiries  and  discussions  on  those 
routes,  you  will  proceed  to  New  Jersey,  and  open  similar  ne- 
gotiations with  the  managers  of  the  road  from  Philadelphia  to 
Trenton,  and  through  by  New  Brunswick  to  New  York.  It  is 
thought  a preference  should  be  given  to  that  over  the  Amboy 
route,  because,  in  avoiding  all  steamboat  or  water  transporta- 
tion, it  is  likely  to  afford  a more  regular  and  certain  means  of 
conveyance.  For  the  sake  of  uniformity  as  well  as  safety,  it 
is  desirable  that  the  same  plan  of  sending  the  mails  in  a sepa- 
rate box  or  car  should  be  here  also  adopted.  I f a portion  of  the 
transportation  be  upon  the  turnpike  from  Trenton  to  New 
Brunswick,  the  mail  box  may  he  readily  transferred  from  the 
rail  road  car  to  a carriage  constructed  to  receive  it,  and  at  the 
end  of  the  turnpike  again  transferred  to  the  rail  road  car;  so 
tliat  the  mail  shall  not  be  exposed  or  disturbed.  At  Trenton 
and  New  Brunswick  the  postmasters  may  have  keys  and  ex- 
change mails. 

If  no  satisfactory  arrangement  can  be  made  on  this  route,, 
then  you  will  confer  with  the  managers  of  the  Amboy  road,  and 
if  practicable,  make  an  arrangement  with  them.  If  these  com- 
panies cannot  be  induced  to  run  a night  line,  then  you  will  as- 
certain for  what  compens.ation  they  will  transpoit  the  great 
mail  by  day,  and  also  for  what  they  will  carry  a second  mail  be- 
tween the  two  cities.  But  in  all  your  negotiations  with  these 
companies,  as  well  as  those  already  adverted  to,  you  are  par- 
ticularly instructed  to  ascertain  whether  they  will  ctirry  a mail 
by  night,  and  on  what  terms,  and  what  difference  they  will 
make  between  carrying  the  great  mail  by  night  and  by  day,  and 
also  what  difference  they  will  make  for  carrying  a second  or 
small  mail  in  the  same  manner. 

Having  finished  your  negotiations  in  New  Jersey  you  will 
proceed  to  New  York,  and  confer  freely  with  the  president  and 
managers  of  the  Boston  and  Providence  rail  road  company, 
with  a view  to  a contract  with  that  company  during  steamboat 
navigation  to  carry  from  New  York  the  entire  eastern  mail, 
distributed  at  Providence  and  Boston.  Here  also,  let  the  same 
secure  mode  of  conveyance  be  suggested. 

You  are  further  instructed  to  inquire  of  each  of  the  rail  road 
companies  with  which  yon  may  confer,  for  what  sum  of  money 
paid  in  hand,  they  will  undertake  to  convey  the  mails  once  per 
day,  and  fgr  what  sum  twice  per  day,  at  such  hours  as  may 
from  time  to  time  be  prescribed  by  the  department  during  the 
continuance  of  their  respective  charters.  You  will  apprize 
them  that  this  inquiry  is  made  with  a view,  if  their  terms  be 
reasonable,  to  ask  concress  for  an  appropriation  to  purchase 
the  freedom  of  their  roads  for  the  United  States  mails.  If  it  be 
found  impracticable  or  inconvenient  for  you  to  finish  your  ne- 
gotiations with  any  company  on  your  outward  trip,  then  you 
can  put  them  in  tr.iin,  and  complete  them  on  your  return. 

It  is  desirable  that  this  service  be  concluded  with  all  practi- 
cable expedition,  yon  will  from  time  to  time  report  progress. 
Very  respectfully,  AMOS  KENDALL. 
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We  are  not  pleased  with  the  contents  of  the  pre- 
sent slieet — though  nothing  is  inserted  that  we  would 
have  omitted;  but  many  things  are  omitted  that  it  was 
desirable  should  have  had  an  insertion — and  must  be  de- 
ferred. The  intervention  of  the  general  holiday,  Chrits- 
mas,  has  materially  interrupted  the  course  we  would  have 
pursued,  if  feeling  freedom  to  pursue  our  own  wishes. 

Oak  wood,  in  Philadelphia,  is  at  ten  dollars  the  cord — 
though  the  seat  of  the  great  coal  district  of  the  United 
States;  at  Baltimore  it  sells  for  three  and  an  half  dol- 
lars. Why  don’t  they  use  the  Columbia  rail  road  to 
bring  it  to  market,  and  reduce  the  price?  So  we  use 
the  Baltimore  and  Ohio  rail  road. 

Impelled  by  the  awful  force  of  jts  own  consequences, 
the  7ieios  of  the  fire  at  New  York  has  passed  on  the 
‘‘wings  of  the  wind,”  on  its  way  to  the  remotest  ends  of 
the  earth,  and  already  has  reached  almost  every  densely 
populated  part  of  the  United  States.  We  cannot,  there- 
fore, attempt  to  make  out  any  neivs  to  present  our  readers 
with;  and  shall  content  ourselves  with  a few  brief  and 
general  notices,  intending  hereafter  to  offer  a record  of 
the  whole  matter,  so  far  as  to  preserve  a history  of  this 
great  catastrophe. 

On  the  night  of  Tuesday  the  15th  inst.  there  were  two 
large  fires  in  New  York,  and  it  was  day-light  before  the 
exhausted  and  almost  perishing  firemen  reached  their 
homes,  most  of  their  apparatus  deranged,  or  frozen,  &c. 
for  the  thermometer  had  stood  at  zero,  and  the  wind  was 
exceedingly  fierce  from  the  north-west.  But  on  those 
occasions  they  persevered,  and  subdued  the  enemy.  On 
the  following  night,  Wednesday,  the  16th,  the  great  ca- 
lamity befel  the  city.  A fire  commenced  in  a store,  on 
Merchant  street,  and  it  extended,  and  continued  to  des- 
troy, for  fifteen  or  more  hours,  until  Jifty-two  acres  of 
hoitses^  chiefly  great  stores,  were  burnt  down,  at  the  loss 
of  property  worth  from  15  to  20  millions  of  dollars — in- 
cluding the  late  superb  exchange,  with  several  churches, 
and  indeed  almost  every  building  within  its  range,  and 
the  various  and  rich  goods  contained  in  them — being  final- 
ly stopped  by  an  extensive  blowing-up  of  houses  by'  gun- 
])Owder,  obtained  from  a distance  of five  miles,  the  de;)Ot  of 
the  navy  yard  at  Brooklyn— the  water  freezing  as  it  fell, 
even  if  capable  of  being  forced  through  the  hose!  For  in 
addition  to  the  vast  confusion  that  naturally  ensued,  the  ri- 
gors of  a most  inclement  season  were  to  be  encountered. 

The  part  of  the  city  swept  by  the  fire,  was  emphatical- 
ly the  business  part,  more  than  any  other  part  of  the  same 
space,  in  the  great  commercial  emporium;  and  was  par- 
ticularly severe  on  the  importers  of  French  goods,  thou<>-h 
dealers  in  other  dry  goods  and  groceries  did  not  escape. 
The  following  is  an  estimate  of  the  houses  destroyed. 


Wall  street,  (including  the  exchange),. .' 9 

Pearl  street 70 

South  street 37 

Water  street 76 

Front  street 80 

Merchant  street 

Exchange  place 62 

Exchange  street 

William  street 

Old  slip 

Coenties  slip 

Stone  street 60 

Hanover  square 3 

Beaver  street 23 

Governeur’s  lane 20 

Jone’s  lane 

Cuyler’s  alley 20 

Mill  street 

Total 648 
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Other  accounts  make  the  number  very  nearly  seven 
hundred — almost  all  of  them  large  and  good  buildings, 
four  or  five  stories  high,  and  some  of  them  capable  of 
holding  the  cargo  of  the  largest  ships.  Indeed,  several 
entire  cargoes  were  destroyed.  A vast  quantity  of  teas, 
a whole  cargo,  and  2,000  hhds.  of  sugar,  Jkc.  were  among 
the  articles  consumed. 

The  people,  however,  are  taking  courage.  The  cor- 
poration will  raise  a large  sum,  say  six  millions,  on  their 
bonds — and  the  U.  S.  bank,  though  winding  up  its  affairs, 
and  reduced  in  its  means,  will  advance  two  millions.  Phi- 
ladelphia, Boston  and  Baltimore  will  lend  a powerful 
“helping  hand” — and  w'e  may  hope  that  the  burnt  part 
of  the  city  will  soon  be  rebuilt  in  a more  substantial  and 
better  manner  than  before. 

There  is  an  elasticity  in  the  character  of  the  people  of 
New  York  that  forbids  despondency — though  many  will 
suffer,  especially  the  holders  of  insurance  stocks.  But  a 
large  part  of  those  injured  will  not  sink  under  their 
losses — the  great  wealth  of  the  ciiy  permitting  great  losses 
without  povert)% 

A large  quantity  of  interesting  incidents  and  proceed- 
ings are  given  in  the  New  York  papers,  which  shall  be 
kept  for  future  use.  The  time  will  soon  he  when  they 
must  become  exceedingly  interesting. 

Money  is  scarce,  both  in  New  York  and^Philadelphia. 
In  the  former  city  one  per  cent,  per  month  is  paid  on  the 
best  paper.  In  Philadelphia  the  condition  of  moneyed 
affairs  is  thus  described  in  Bicknell’s  flepprter: 

“We  slated,  a fortnight  since,  that  at  tirat  time  a severe 
pressure  prevailed  in  the  money  market— that  the  paper  of 
some  of  our  best  mercantile  houses  was  offered  at  from  one 
and  a half  to  two  per  cent,  a month.  We  regret  to  be  compel- 
led to  state  that  tlie  appearance  of  the  president’s  message  has 
afforded  no  relief,  but  has  tended  rather  to  depress  stocks  to  a 
still  greater  extent,  and  to  induce  capitalists  who  have  money 
to  invest,  to  retain  it  in  their  possession  until  something  deci- 
sive is  heard  from  France.  Our  banks  are  unable  to  discount 
any  new  paper— while  those  who  some  months  since  obtained 
loans  from  these  institutions,  unable  to  pay,  are  compelled  to 
ask  renewals.  In  short,  the  greatest  distress  prevails  in  our 
money  market,  and  unless  some  relief  is  speedily  afforded,  we 
may  anticipate  some  failures  among  our  men  of  business,  al- 
though we  rejoice  to  be  enabled  to  say  that  nothing  of  the  kind 
has  occurred  as  yet.” 

[This  was  ]>ublished  a week  before  the  late  great  fire 
was  known  to  have  happened  at  New  York;  money  is 
scarcer  since  then.] 

The  emigration  to  Arkansas  is  very  great — “with 
large  droves  of  negroes” — says  a Little  Rock  paper;  ex- 
clusive of  those  who  are  about  to  join  the  people  of  Texas. 
Col.  Crocket  has  left  Little  Rock,  with  his  followers,  for 
Texas.  Many  others  had  the  game  destination. 

The  Natchez  Courier  of  the  1st  inst.  says: — “Judging 
from  the  immense  emigration  to  Texas  within  the  past 
month,  from  tliis  quarter,  and  from  the  reports  of  travel- 
lers, who  state  that  hundreds  are  met  upon  the  road  eve- 
ry  day,  Te.xas  will  be  able  to  boast  of  an  army  of  10,000 
before  January'.” 

We  learn  by  a gentleman  direct  from  Helena,  that  Davis 
Tliompson,  esq.  the  new  receiver  of  public  moneys  at  that 
place,  arrived  there  about  two  weeks  ago,  and  bad  entered  on 
the  discharge  of  duties  at  his  office,  and  that,  since  his  arrival, 
about  two  hundred  thousand  dollars  had  been  received  at  that 
land  office  for  the  entry  of  lands.  That  land  office  has  only 
been  in  operation  about  a year,  and  yet  more  than  half  a mil- 
lion of  dollars  have  been  paid  into  it  for  the  purchase  of  lands. 
This  argues  well  for  the  settlement  and  future  wealth  and 
prosperity  of  the  Mississippi  section  of  our  territory. 

[Ark.  Gazette, 

Judge  Marshall  left  particular  directions  for  an  in- 
scription upon  his  tomb.  The  inscription  mentions  him 
by  his  name— the  day  of  his  birth. — the  day  of  his  mar- 
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riage — the  name  of  his  wife,  and  the  period  of  their 
separation  by  death — and  the  date  of  his  own  dissolu- 
tion. 

Some  eight  or  nine  of  the  “mob  cases”  have  been  tried 
in  the  Baltimore  city  court,  in  a majority  of  which  the 
accused  have  been  found  guilty.  Two  of  the  prisoners 
wim  lately  escaped  from  Baltimore  county  jail,  have  been 
retaken 

Terrence  Coyle,  (an  Irishman),  who  was  indicted  and 
found  guilty  of  murder,  18  month  ago,  (in  the  second  de- 
gree), in  the  case  of  Mr.  JMercer,  in  Anne  Arundle  coun- 
ty court,  and  sentenced  to  the  penitentiary  for  eighteen 
year;  has  been  also,  found  guilty  of  the  same  offence,  in 
the  case  of  Mr.  Watson  (on  the  Baltimore  and  Ohio  rail 
road) — and  has  reached  tlie  place  of  his  destination! — 
the  penitentiary,  for,  we  believe,  thirty-six  years. 

The  Lady  Franklin  and  Portsmouth  steamboats  run 
a-foul  of  each  other,  a few  days  since  in  the  Ohio,  by 
which  the  former  was  sunk,  and  from  14  to  18  persons 
drowned ! 

The  ice  has  been  so  plentiful,  in  the  upper  Missis- 
sippi, as  to  forbid  its  navigation.  The  Ohio  had  fallen 
30  feet. 

It  seems  now  settled  that  Mississippi  has  gone  against 
the  administration — that  Mr.  Lynch  has  been  elected  go- 
vernor by  a considerable  majority;  and  that  Mr.  Poin- 
dexter, or  some  other  opposition  member,  will  be  sent  to 
the  senate  of  the  United  States. 

And  from  the  Globe  we  learn  that — The  house  of  re- 
presentatives of  the  legislature  of  Alabama,  havejust  “re- 
scinded and  rendered  null  and  void,”  the  preamble  and 
resolutions  of  its  last  session,  nominating  Hugh  L. 
White  as  a candidate  for  the  presidency  of  the  United 
States.  The  vote  stood  48  for  rescinding,  and  36  against 
it. 

In  pursuance  of  a resolution  of  the  Baltimore  conven- 
tion, the  Muhlenberg  party  of  Pennsylvania  are  regular- 
ly commanded  to  hold  a convention  at  Harrisburgh.-— 
The  8th  of  January  is  fixed  upon. 

Bisliop  Emory,  of  the  Methodist  Episcopal  church, 
was  found  on  the  morning  of  the  16th  inst.  in  a state  of 
insensibility,  on  the  road  from  his  residence  at  Reisters- 
town,  near  Baltimore,  to  Baltimore,  dreadfully  mangled, 
and  of  which  he  si)eedily  died.  It  is  not  known  how  the 
accident  happened — but  he  seems  to  have  got  out  of  his 
carriage,  perhaps  to  adjust  the  geers  of  his  horse.  He 
was  a worthy  and  good  man— exceedingly  beloved,  by  all 
who  knew  him. 

The  hon.  Samuel  T.  Armstrong  has  been  elected  may- 
or of  the  city  of  Boston,  by  a majority  of  moi’e  than  fif- 
teen hundred  votes.  The  whigs  have  carried  their  can- 
didates in  eight  out  of  the  twelve  wards,  by  large  majo- 
rities. 

The  legislature  of  the  state  of  Ohio  met  at  Columbus 
on  Monday  the  7th  instant.  Elijas  Vance,  was  elected 
speaker  of  the  senate,  and  William  Sawyer,  speaker  of 
representatives. 

The  sitting  of  this  legislature  will  be  attended  with 
more  than  usual  interest,  because  of  the  unsettled  state 
of  the  question  of  boundary  between  Ohio  and  Michigan. 

The  legislature  of  the  state  of  Virginia  met  at  Rich- 
mond on  Monday.  Stafford  H.  Parker  was  elected 
speaker  of  the  senate  without  opposition,  and  Linn 
Banks  speaker  of  the  house  of  representatives,  also  with- 
out opposition. 

A piece  of  property  in  Buffalo  which  was  sold  just 
after  the  war  for  $40  worth  of  candles  to  be  paid  within 
12  months,  has  since  been  sold  for  two  millions  of  dol- 
lars. 

Deacon  Phillips,  of  Otsego  county.  New  York,  having 
visited  Boston,  returned  home,  took  the  small  pox,  and 
himself  and  his  -wife  died  of  it. 


At  the  late  session  of  the  circuit  court  of  the  U.  States 
for  the  district  of  J^ew  Jersey,  twelve  persons  were 
found  guilty  of  plundering  vessels  wrecked  on  the  coast, 
and  sentenced  to  the  state  prison  for  different  periods. 

A band  from  the  rail  road,  at  Norristown,  Penn,  lately 
made  a meditated  attack  upon  certain  citizens,  and  killed 
one  and  badly  wounded  three  others.  They  are  a ter- 
rible set  of  fellows. 

Executions  are  becoming  common  in  the  U.  States, 
and  for  murder.  The  women  think  that  tliey  are  fine 
opportunities  to  shew  their  sensibility  hy  attending!  A 
cow-hide,  well  applied  to  their  bare  backs,  would  do 
it,  in  a much  improved  stile,  and  give  them  something 
to  cry  for. 

The  Detroit  Journal  says — 

Niles’s  Register,  quoting  an  extract  from  Mr.  Mason’s  speech, 
asks  “Is  Mr.  Secretary  Horner  thus  to  be  disposed  of?” 

Mr.  Niles  should  remember  that  ke  is  an  old  man  who  has 
derived  his  principles  from  a time  when  law  and  constitution 
were  supreme.  He  has  not  kept  up  with  the  march  of  mind. 

The  message  of  the  president  reached  Boston  in  10 
minutes  less  than  t-wenty-seven  hours.  The  distance  is 
450  miles.  In  the  memory  of  men  now  living  almost  as 
many  days  were  required  to  pass  from  one  place  to  the 
other. 

There  were  44  interments  in  Baltimore  during  the  last 
week,  of  which  20  were  colored  persons — 18  free  and 
2 .slaves:  4 of  intemperance,  and  7 stillborn.  Under  5 
years  19. 

A letter  from  New  Orleans,  received  on  Wednesday, 
mentions  that  Robert  Potter,  (formerly  a representative 
in  congress  from  North  Carolina),  w'as  killed  at  Texas, 
in  a skirmish  about  the  15th  November. 

The  police  of  Cincinnati  lately  went  a-fshing  ^ter 
pickpockets,  and  caught  two  of  the  meanest  rascals  *‘in 
creation.”  They  are  bound  to  the  penitentiary. 

D.  J\r.  Babcock,  the  absconding  cashier  of  the  Clinton 
branch  of  the  New  Orleans  bank,  has  been  arrested  in 
Baltimore,  and  is  held  to  be  delivered  up  to  the  authori- 
ties of  Louisiana.  He  had  stolen  about  $30,000  of  its 
funds,  from  7 to  8,000  of  which  was  found  upon  him. 
The  rogues  who  visit  this  place  are  unlucky.  He  ac- 
knowledged his  offence — and  it  is  probable  that  other 
parts  of  the  money  abstracted  will  yet  be  recovered. 

The  black  boy  who  attempted  the  life  of  his  mistress, 
Mrs.  Thornton,  at  Washington,  in  August  last,  has  been 
found  guilty,  and  will  be  executed.  He  belonged  to  a 
colored  debating  society — was  supposed  intoxicated  at 
the  time  of  his  act,  and  talked  much  about  his  rights  to 
freedom. 

Capt.  White,  brother  of  the  delegate  in  congress  from 
Florida,  has  been  killed  in  a duel  with  col.  Bellamy, 
and  the  latter,  it  is  said,  must  die  of  his  wounds.  This 
duel  was  one  of  desperate  character— the  accounts  states 
that  “the  parties  were  stationed  sixty  yards  apart,  with 
four  pistols,  to  (advance  and  fire.  Captain  White  ad- 
vanced and  received  three  shots,  without  injury,  and  then 
fired,  at  the  distance  of  fifteen  paces.  His  first  shot 
passed  through  col.  Bellamy’s  arm,  the  next  through  his 
body,  and,  in  the  act  of  advancing  with  the  other  two 
pistols,  he  received  a mortal  wound  from  col.  B’s  fourth 
pistol. 

The  Baltimore  Patriot,  in  noticing  its  correspondents 
and  subscribers  at  Washington,  says — 

We  take  this  occasion  to  apprise  those  who  have  communi- 
cations to  make  to  the  editor  of  the  Patriot,  and  may  not  have 
them  ready  for  the  mail,  that  any  packages  that  are  left  at  the 
rail  road  office  in  Washington,  before  the  starling  of  the  cars  at 
9 every  morning,  will  reach  this  office  in  about  two  hours  there- 
after, and  thus  be  in  time  for  the  Patriot  of  the  same  day--an(l 
what  is  more,  as  the  cars  leave  Ralliniore  at  3 P.  M.  an  hour 
after  the  Patriot  is  published,  they  will  find  their  letters,  &c. 
back  in  W’ashingion  by  5 o’clock  in  the  evening. 
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Such  are  the  present  facilities  of  communication.  In-, 
deed,  sketches  of  congressional  news  are  received  here 
every  evening,  and  so  published  as  soon  as  at  Washing- 
ton ! 

The  following  are  a part  of  the  remarks  of  the  Rich- 
mond  Enquirer,  on  the  president’s  message— 

“This  French  question  must  be  settled — or  France  w’ill  be  in- 
fatuated. tihe  has  taken  exception  to  the  president’s  message. 
An  ample  explanation  is  made  in  the  present  message.  The 
same  medium  which  indicted  the  imaginary  wound,  adminis- 
ters the  antidote.  The  president  repeats  in  the  most  emphatic 
manner  what  he  had  authorised  to  be  declared  on  two  previous 
occasions.  He  again  declares  that  he  did  not  intend  to  touch 
the  honor  or  menace  the  sensibility  ofFrance.  What  disclaim- 
er can  be  more  explicit  in  its  terms  than  the  following.^”  [Here 
follows  a quotation  from  the  message.] 

It  is  generally  said,  and  we  fear  it  is  true,  that  the 
crop  of  sugar  will  not  this  year  exceed  30,000  hhds.  It 
has  risen  to  from  8^  to  9^  cents  on  the  plantations.  This 
is  unlucky,  as  Jamaica  and  the  West  Indies,  generally, 
have  a diminished  supply. 

An  English  paper  states  that  not  fewer  than  twenty- 
three  plans  for  rail  roads  are  now  on  the  tapis — ^includ- 
ing those  in  progress.  The  total  amount  of  capital  in- 
vested and  required,  is  £21,000,000;  and  the  distance 
they  will  extend,  if  completed,  is  upwards  of  1,200  miles. 
It  is  in  contemplation  to  establish  a rail  road  fron»  Leeds 
to  Manchester,  to  join  the  Liverpool  and  Manchester 
railway. 

What  is  the  present  extent  of  the  rail  roads  that  are, 
just  now,  seriously  contemplated  in  the  United  States.^ 
and  how  many  plans! 

The  dnke  of  Wellington  has  an  income  of  240,000  dol- 
lars per  annum,  for  which  he  renders  no  important  or 
material  duty  to  the  people  of  England,  who  pay  it. 

The  established  church  in  England  and  Wales  have 
10,968  places  of  worship — The  dissenters  7,515,  and  the 
Roman  Catholics  388. 

On  the  2d  inst.  the  thermometer  stood  at  10  degrees 
below  zero,  at  Montreal.  There  has  been  a great  fall 
of  snow  at  Buffalo,  and  in  its  vicinity.  A part  only  of 
the  Hudson  is  navigable,  and  the  rivers  and  canals,  ge- 
nerally, further  north,  are  closed. 

Two  laborers  named  John  Henry  and  Michael  Flan- 
nagan;  were  buried  alive  on  the  15th  inst.  by  the  breaking 
in  two  and  falling  of  a large  beam,  used  for  the  support  of 
the  side  wall  of  the  house  No.  34  Liberty  street,  N.  York, 
the  foundation  of  which  had  been  underminded  in  digging 
cellars  for  the  adjacent  new  buildings,  whereby  a large 
mass  of  earth,  stone  and  brick  were  precipitated  upon 
them.  It  was  a considerable  lime  before  they  were  taken 
out.  Both  were  dead. 

The  says — ■ 

Lest  the  uncommon  event  of  the  death  of  three  members  of 
congress  within  the  brief  space  of  five  days  after  the  com- 
mencement of  the  session,  might  alarm  those  at  a distance 
who  have  friends  residing  in  this  city,  it  is  proper  to  say,  and 
we  do  it  on  the  authority  of  one  of  the  most  respectable  phy- 
sicians, that  the  city  was  never  more  healthy  than  it  is  at  this 
time.  The  death  of  Mr.  Smith,  the  physicians  say,  must  have 
taken  place  nearly  at  the  same  time,  had  he  remained  .at  home. 
That  of  judge  Wildman  was  but  the  termination  of  an  incu 
rable  affection  of  the  lungs;  and  that  of  Mr.  Kane  was  from  a 
relapse  of  a disease  which  existed  before  he  left  home. 

The  Baltimore  ice  boat  is  now  in  fine  order,  having 
been  newly  fitted,  and  supplied  with  two  engines  of 
seventy-five  horse  power.  It  is  ttow  rendered  as  cer- 
tain as  any  thing  can  be  that  is  to  happen,  that  our  har- 
bor will  be  accessible,  at  all  times,  during  the  present 
winter. 

Wm,  C.  H.  Waddell  has  been  appointed  by  the  pre- 
sident and  senate,  to  be  marshal  of  the  United  States  for 
the  southern  district  of  New  York,  from  the  15th  inst. 
when  his  present  commission  will  expire. 

The  Sun  oi  Saturday  week  says:  “We  now  have  it  in 
our  power  to  assert,  upon  good  and  sufficient  authority. 


that  Henrt  Clay  will  not,  under  any  circumstances,  be  a 
candidate  for  the  presidency  at  the  ensuing  election  for 
that  office,  and  it  is  his  most  earnest  desire  that  this  de- 
termination, should  be  known  by  every  man  in  the  na- 
tion.” 

An  extra  sheet  from  the  office  of  the  Cheraw,  (S.  C.) 
Gazette,  states  that  a fire  occurred  in  that  town  about 
mid  day  of  the  9th  instant.  It  broke  out  in  the  drug 
store  of  J.  J.  Westwilt,  on  Front  street.  Every  house 
on  the  east  side  of  that  street,  between  market  and  Ker- 
shaw streets,  was  burnt.  The  loss  is  variously  estimat- 
ed at  $200,000  to  $300,000,  not  one  half  of  which  was 
insured. 

In  answer  to  the  charge  of  monopoly,  and  to  the  jea- 
lousy of  the  rival  company  Trenton  and  New  Brunswick, 
capt.  Stockton,  in  a letter  to  the  Trenton  Emporium, 
dated  Princeton,  November  25,  in  behalf  of  the  united 
companies  of  the  Delaware  and  Raritan  canal,  and  the 
Camden  and  Amboy  rail  road  and  transportation  com- 
panies, says  they  are  willing  and  ready,  and  hereby  offer 
to  surrender  to  the  state  all  their  exclusive  privileges,  if 
the  legislature  will  pay  them  the  cost  of  the  canal — take 
it  off  their  hands — refund  to  them  the  money  which  has 
been  paid  into  the  treasury  by  them  for  these  exclusive 
privileges,  and  release  them  from  the  further  payment  of 
transit  duties  and  dividends  of  stock.  [JY.  T.  Star, 

North  Carolina.  The  amendments  to  the  constitution  of 
this  state,  agreed  upon  by  the  convention  held  in  Raleigh  last 
summer,  have  been  ratified  by  the  people  by  a majority  of 
5,165.  The  governor  has  accordingly  issued  his  proclamation 
declaring  said  amendments  to  be  a part  of  the  constitution 
from  and  after  the  1st  of  January  next. 

The  house  of  commons,  after  several  days  debate,  has  passed 
resolutions  in  favor  of  an  equitable  division..vOf  the  surplus  in 
the  treasury  of  the  United  States  arising  from  the  sale  of  public 
lands.  The  senate  is  expected  to  concur. 

The  legislature  has  before  it  the  following  rail  road  bills, 
which  are  expected  to  pass: 

1.  A bill  to  construct  a rail  road  from  Halifax,  on  the  Roan- 
oke, to  Wilmington,  on  the  Cape  Fear. 

2.  A bill  to  construct  a road  from  Gaston,  at  the  termination 
of  the  Greensville  road  on  the  Roanoke,  to  Raleigh. 

3.  A bill  to  amend  the  charter  of  the  Raleigh  and  Roanoke 
rail  road  company. 

4.  To  incorporate  the  Charleston  and  Cincinnati  rail  road 
company. 

Governor  Swain,  having  served  three  years  in  that  office, 
(the  time  preserbed  by  the  constitution),  has  been  elected  pre- 
sident of  the  university  of  the  stale,  in  the  place  of  the  late 
rev.  Dr.  Caldwell. 

PENifSTLVAiviA.  Mr.  Cowad,  a leading  Muhlenberg 
member,  of  the  house  of  representatives  of  this  state,  has 
offered  the  following  hit  at  the  Wolfites: 

Mr.  Conrad  offeted  the  following  resolutian,  which  was  read 
and  postponed: 

Whereas,  the  late  contest  for  governorof  this  commonwealth 
hath  given  strong  cause  to  suspect  that  the  present  organiza- 
tion of  our  extensive  public  works  is  dangerous  to  a free  and 
unbiassed  expression  of  public  opinion,  in  the  exercise  of  the 
elective  franchise,  inasmuch  as  the  canal  coinnrissioners,  engi- 
neers, supervisors,  superintendents,  collectors,  and  all  others 
employed  under  them,  have  shown  a subserviency  to  the  inter- 
ests and  re-election  of  the  present  executive,  [gov.  Wolf],  at 
whose  will  they  hold  their  several  stations,  and  who  has  used 
the  patronage  of  office  intrusted  to  him  by  the  constitution  and 
laws  of  this  commonwealth,  as  punishments  to  those,  who,  like 
freemen,  exercised  the  elective  franchise,  and  rewards  to  those 
who  adhered  to  his  fortunes — incompatible  with  the  spirit  of 
our  republican  institutions.  Therefore, 

Resolved,  ITiat  the  committee  on  interrral  improvement  and 
inland  navigation  be  instructed  to  inquire  into  the  expediency 
of  altering  the  law  authorising  the  governor  to  appoint  canal 
commissioners,  so  as  to  make  their  election  by  a joint  vote  of 
the  members  of  the  senate  and  house  of  representatives. 

In  the  Pennsylvania  legislature  on  Thursday  last,  the 
house,  by  a vote  of  79  to  18,  passed  a bill  providing  for 
the  appointment  of  the  state  canal  commissioners  on  the 
1st  of  January  next,  instead  of  the  1st  of  June.  If  the 
bill  pass  the  senate,  the  present  board  will  consequently 
go  out  of  office  in'  a fortnight. 

The  iSLAJirn  of  Neav  York.  From  the  Mercantile 
.Advertiser.  We  understand  it  is  ascertained  by  actual 
survey,  that  this  island  comprises  thirteen  thousand  acres, 
and  it  is  estimated  that  one  thousand  acres  will  eyentu- 
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ally  be  added  to  it  by  extending  into  the  rivers  and  the 
filling  up  of  marshes.  The  first  thousand  acx’es  is  com- 
prised in  the  line  below  Grand  street,  from  river  to  river 
— from  Grand  street  to  twenty-first  street  there  are  two 
thousand  acres.  In  these  3,000  acres,  it  is  supposed 
there  are  yet  vacant  lots  sufficient  to  accommodate  not 
only  the  wliole  present  population  of  the  island  but 
enough  more  to  make  up  the  number  of  300,000 — or  the 
number  of  100,000  inhabitants  to  one  thousand  acres,  al- 
lowing about  the  same  density  of  population  that  now  ex- 
ists below  Canal  street.  It  may  be  seen  from  this,  that 
the  whole  island  is  capable  of  accommodating  nearly  a 
million  and  a half  of  inhabitants — and  if  our  population 
continues  to  increase  in  the  same  ratio  it  has  done  for  the 
last  30  or  40  years,  the  island  will  be  filled  to  its  whole 
extent,  in  a period  of  less  than  half  a century. 

About  800  houses  were  building  in  New  York,  the 
middle  of  November,  last.  Several  of  them  great  edi- 
fices— sucli  as  the  custom  house,  Astor’s  hotel,  the  uni- 
versity, two  lyceums  and  10  or  12  churches. 

The  mint.  Statement  of  the  balance  of  gold  remaining  at 
llie  mint  uncoined  on  the  31st  October,  1835,  with  tlie  amount 
deposited  for  coinage  within  the  month  of  November;  together 
with  the  amount  of  gold  coinage  within  the  same  period. 
Remaining  at  the  mint  uncoined  Oct.  31st,  1835  ^168,050 

Deposited  for  coinage  within  the  month  of  Nov.  viz: 

Uncoined  gold  bullion  the  United  States  ^65,690 

do.  do.  foreign  64,10.5 

United  States  coins  of  the  former  standard  1,380 

Foreign  coins  9,465 

122,640 

$280,700' 

Amount  coined  within  the  month  of  November,  (of 
which  $42,825  in  quarter  eagles)  215,340 

Remaining  at  the  mint  uncoined,  Nov.  30,  1835  $75,360 

The  massacre  of  Para  is  still  fresh  on  our  minds. 
The  Indians  and  their  allies  maintain  possession  of 
the  whole  country,  having  slaughtered  all  the  white  per- 
sons who  did  not  escape  by  a basty  flight.  There  were 
serious  disturbances,  also  at  Rio  Grande,  and  very  Smany 
lives  had  been  lost.  The  country  is  exceedingly  dis- 
turbed— though  all  remained  quiet  at  Rio  de  Janeiro. 

A letter  from  Pernambuco,  published  in  the  Phila" 
delphia  United  States  Gazette,  contains  the  following 
information  respecting  the  town  of  Para: 

We  have  lately  received  the  intelligence  of  the  total  defeat 
of  the  expedition  under  com.  Taylor,  by  the  revoliiiinnists, 
and  that  the  city  had  been  abandoned  by  them.  It  is  reported 
here,  that  but  few  of  the  “white  males”  have  escaped  mas- 
sacre, and  that  acts  of  the  most  barbarous,  unheard  of  cruelty, 
have  been  committed  by  these  wretches  upon  the  defenceless 
inhabitants  of  the  unfortunate  and  unhappy  city.  The  town  is 
said  to  be  in  ruins.  Three  or  four  vessels  have  been  chartered 
by  the  government  here  to  convey  a reinforcement  of  troops 
there,  and  will  sail  in  a day  or  two. 

Artesian  wells.  In  a meeting  of  the  French  academy, 
held  on  the  28th  of  September,  it  was  stated  that  a Mr.  Mulat, 
an  engineer  has  been  boaring  for  water  near  the  Chateau  of 
Change,  situated  on  the  right  bank  of  the  Cher,  near  Tours, 
at  the  depth  of  210  feet  in  chalk,  which  he  reached  in  21  days, 
he  obtained  water  to  the  amount  of  600  litres,  576  gallons  per 
minute.  At  375  feet,  he  opened  a fountain  which  gave  960 
gallons  per  minute.  At  390  feet  a new  sheet  of  water  was 
reached  which  gave  2,400  gallons  per  minute;  and  finally  hav- 
ing penetrated  still  farther,  he  came  to  an  actual  torrent,  which 
threw  up  more  than  3,840  gallons  of  water  and  green  colored 
gravel  in  a minute.  This  in  24  hours  would  amount  to  the 
enormous  quantity  of  5,529,600  gallons,  as  remarked  by  Mr. 
Arago,  a quantity  greater  than  is  furnished  lo  Paris  by  the 
river  Bievrein  in  the  same  time.  ^Phila.  Inq. 

Sa.lt  sprino.  From  the  Rochester  Democrat.  A few 
■weeks  ago,  Mr.  Samiiel  Warren,  of  York,  Livingstoti 
county,  while  digging  for  water  came  to  a rock  at  about 
38  feet,  then  he  commenced  boring — at  the  depth  of  90 
feet  he  struck  a vein  of  salt  water  which  immediately 
ascended  with  considerable  velocity,  the  augttr  was  with- 
drawn and  the  hole  plugged  to  prevent  the  well’s  filling. 
Since  which  Mr.  Warren  has  fi.ved  pump  logs  at  the 
orifice,  and,  as  we  understand,  the  water  will  discharge 
itself  on  the  surface  of  the  ground  at  the  rate  of ’20  gal- 
lons per  minute.  Those  who  have  visited  the  premises 


say  that  the  saline  properties  are  nearly  equal  to  those  of 
Onondaga. 

TWENTY-FOURTH  CONGRESS— FIRST  SESSION. 

SENATE. 

December  21.  John  M,  Niles,  a senator  from  Connecticut, 
lo  supply  the  place  of  Mr.  Smith — appointed  by  the  governor  of 
the  state,  appeared,  was  qualified  and  took  bis  seat. 

Many  petitions  were  preseiiled  this  day. 

Mr.  IFefcster  offered  the  following  resolution,  and  moved  its 
cotisideration  at  this  lime,  which  was  agreed  to: 

Resolved,  'i’hat  the  committee  on  finance  be  instructed  lo  in- 
quire wliat  measures  should  be  adopted  by  congress  in  conse- 
quence of  the  deslniciion  of  merchandise  and  other  properly 
by  ilie  late  fire  in  New  York: 

Mr.  Webster  then  offereii  a few  observations  on  the  circum- 
stances and  extent  of  the  fire.  There  had  been  no  example  in 
this  country  of  a fire  of  such  magnitude.  Tliere  was  noplace 
where  the  ravages  of  this  destructive  element  had  continued 
fur  such  a period  and  lo  such  an  extent,  or  had  been  productive 
of  such  calamitous  results,  as  it  appeared  lo  have  raged,  for  so 
many  hours,  in  the  most  crowded  part  of  tliat  great  commercial 
capital.  A strong  expectation  pievailed  out  of  doors  that  con- 
gress would  do  something  for  the  relief  of  the  sufferers.  In 
cases  of  much  less  extensive  mischief,  relief  had,  in  some  form, 
been  given  by  congress.  He  could  not  take  it  on  himself  lo  say 
what  relief  was  expected  in  this  instance,  but,  as  he  had  alrea- 
dy said,  there  were  already  signs  of  strongly  excited  expecta- 
tion that  smneihing  would  be  done  by  congress  in  the  way  of 
exiending  relief.  In  some  former  cases,  he  believed,  there  had 
been  an  extension  of  the  lime  for  the  payment  of  the  duty  bonds, 
and  other  modes  might  be  combined  with  that.  He  was  not  at 
this  ninment  prepared  to  recommend,  or  even  to  propose,  any 
specific  measure.  The  city  of  New  York  was  represented  in 
the  other  branch  by  gcntletHen  who  were  in  the  babii  of  con- 
stant itucrcouise  wiili  their  constituents,  and  they  w.ould  be 
best  enabled  to  devise  some  mode  of  relief.  For  one,  he  was 
disposed  lo  do  all  which  the  constitutional  power  of  congress 
would  permit  him  lo  do.  It  might  be  considered  as  the  best 
course,  at  present,  to  wait  for  some  action  on  the  part  of  the 
other  house,  before  any  report  was  made  from  the  coRiraittee. 
But  in  the  mean  lime,  they  could  have  the  subject  under  their 
consideration.  He  hoped  the  resolution  would  be  adopted  to- 
day, and  that  the  public  expectation  would  be  thus  far  gratified. 

Mr.  Ewing  introduced  a bill  lo  settle  the  northern  bouitdary 
ofOliio,  aiui  a second  reading  of  it  being  moved — 

Mr.  Morris  offered  the  following — 

Whereas  it  is  provided  in  the  sixth  section  of  the  seventh  ar- 
ticle of  the  constitution  of  the  stale  of  Ohio  as  follows:  Thai 
the  limits  and  boundaries  of  this  state  be  ascertained,  it  is  de- 
clared that  they  are  as  hereafter  mentioned,  that  is  to  say,  qi* 
the  east  by  the  Pennsylvania  line,  and  on  the  south  by  the  €Miio 
river  to  the  mouth  of  the  Great  Miami  river,  ou  the  west  by  a. 
line  drawn  due  north  from  the  mouth  of  the  Great  Miami  river 
aforesaid,  on  the  north  by  the  east  and  west  finedrawn  through 
the  southerly  extreme  of  Lake  Michigan,  running  east  alter  in- 
tersecting the  due  north  line  aforesaid,  from  the  mouth  of  the 
Great  Miami  river  until  it  shall  intersect  Lake  Erie  on  the  ter- 
ritorial line,  ami  thence  with  the  same  through  Lake  Erie  U> 
the  Pennsylvania  line  aforesaid:  Provided  always,  and  it  is  here- 
by fully  understood  ami  declared  by  the  convention,  that  if  the 
southerly  hound  or  extreme  of  Lake  Michigan  should  extend  so 
far  south  that  a line  drawn  due  east  from  it  should  not  intersect 
Lake  Erie,  or  if  it  should  intersect  said  Lake  Erie,  east  of  the 
mouth  of  the  Miami  river  of  the  lake,  then  and  in  that  case, 
with  ihe  assent  of  the  congress  of  the  United  States,  the  north- 
ern boundary  of  Ohio  -tale  shall  be  established  by  and  extend 
to  a line  running  from  the  southerly  extreme  of  Lake  Michigan 
to  the  most  northerly  ( ape  of  the  Miami  bay,  after  rriiersecting 
the  due  north  line  fniiii  the  mouth  of  the  Great  Miami  river 
aforesaid,  thence  nortli  east  to  the  territorial  line,  and  by  the 
said  territorial  line  lo  the  Pennsylvania  line:  And  whereas 

the  Slate  of  Ohio  claims  that  the  assent  of  the  congress  of  the 
United  States  has  been  virtually  and  substantially  given  to  the 
sixlli  section  of  the  seventh  ai  tide  of  the  constitution  as  above 
set  forth,  and  more  especially  to  tlie  latter  clause  thereof;  de- 
scribing her  northern  boundary  as  contained  in  the  proviso  lo 
said  section,  by  admitting  her  senators  and  representatives  to 
their  seats  in  congress,  and  more  fully  by  the  act  of  congress  as 
declared  February  19,  1803,  entitled  an  act  to  provide  for  the 
due  execution  of  the  laws  of  the  United  States  within  the  slate 
of  Ohio,  in  the  preamble  to  which  act  it  is  declared,  that  the 
state  of  Ohio  has  become  one  of  the  United  Slates  of  America; 
whereby  as  a matter  of  right  the  said  stale  has  acquired  and 
can  riahlfully  exercise  jurisdiction  on  her  northern  border  to 
the  line  as  described  in  the  latter  clause  of  the  proviso  contain- 
ed in  lire  sixth  section  of  the  seventh  article  of  her  coiislilu- 
lioii:  but  as  doubts  have  arisen  whether  the  act  of  congress  of 
the  11th  of  January,  1805,  entitled  an  act  to  divide  the  Indiana 
territory  into  two  separate  governments,  does  not  contravene 
lire  righlfttl  jurisdiction  of  Ohio  lo  the  line  as  described  in  the 
article  of  her  constitution  as  above  stated:  In  order,  therefore, 

that  doubts  may  no  longer  exist  on  this  subject — 

Resolved,  by  the  senate  and  house  of  representatives  of  the  Unit- 
ed States  in  congress  assembled.  That  the  assent  of  the  coirgress 
of  the  United  Slates  is  hereby  fully  declared  and  given  to  the 
latter  clause  of  the  sixth  section  of  the  seventh  ariiele  of  ibe 
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’Constitution  of  the  state  Ohio,  which  is  in  the  following  words; 
to  wit:  “The  northern  boundary  of  this  state  shall  be  establish- 
ed by  and  extend  to  a direct  line  running  from  the  southerly 
extreme  of  Lake  Michigan  to  the  most  northerly  cape  of  the 
Miami  bay,  after  intersecting  the  due  north  line  from  the 
mouth  of  the  Great  Miami  aforesaid;  thence  north  east  to  tlie 
territorial  line,  and  by  said  territorial  line  to  the  Pennsylvania 
line.” 

Jind  it  is  further  resolved.  That  any  state  or  states  that  may 
be  formed  of  the  territory  of  the  United  States,  lying  east  of  the 
Mississippi  river,  which  congress  may  hereafter  deem  proper  to 
admit  into  the  union,  shall  be  bounded  on  the  south  by  the 
states  of  Illinois,  Indiana  and  Ohio,  as  the  law  may  require. 
After  sundry  other  resolutions  had  been  disposed  of— 

Mr.  Calhoun  moved  that  so  much  of  the  president’s  message 
as  refers  to  the  transmission  of  incendiary  publications  by  mail, 
be  referred  to  a special  committee. 

On  this  motion  some  debate  took  place,  in  which  the  affirma- 
tive of  the  proposition  was  sustained  by  Mr.  Preston,  Mr. 
Mangum,  Mr.  Clayton,  Mr.  Goldshoroiigh,  Mr.  Leigh,  Mr.  Ewing 
and  Mr.  Davis,  and  the  negative  by  Mr.  King,  of  Alabama,  Mr. 
Grundy,  Mr.  Buchanan  and  Mr.  Brown. 

The  motion  of  Mr.  Calhoun  was  carried  in  the  affirmative — 
ayes  23. 

On  motion  of  Mr.  Calhoun,  the  committee  was  ordered  to 
consist  of  five  senators. 

The  senate  proceeded  to  ballot  for  the  committee,  when  the 
following  senators  were  elected:  Mr.  Calhoun,  Mr.  King,  of 
Ga.  Mr.  Mangum,  Mr.  Davis  and  Mr.  Linn.  Adjourned. . 

[The  “National  Intelligencer”  of  Tuesday  says — 

We  observed  that  Mr.  Clay’s  seat  In  the  senate  was  vacant 
yesterday.  We  learn  with  real  sorrow  that  his  absence  was 
caused  by  the  afflicting  news  of  the  death  of  his  only  remaining 
daughter,  Mrs.  Ertcin;  a lady  whose  distinguished  virtues  en- 
deared her  to  all  who  knew  her,  but  most  of  all  to  her  fond  and 
affectionate  father.  It  will  be  poor  consolation  to  him,  and 
yet  it  is  something,  that  in  this  city  the  sympathy  with  him  in 
his  affliction  is  universal,  among  the  many  strangers  now  here 
as  among  residents.] 

December  22.  A message  was  received  from  the  president  of 
the  United  States,  transmitting  a report  from  the  secretary  of 
war  on  the  subject  of  the  construction  of  the  Cumberland  road 
in  the  stales  of  Indiana  and  Illinois,  which  was  referred  to  the 
committee  on  roads  and  canals. 

Also,  a report  from  the  treasury  department,  concerning  in- 
solvent debtors. 

Also,  a report  from  the  treasury  department  in  reference  to 
custom  house  officers,  which  was  ordered  to  be  printed. 

Mr.  King,  of  Alabama,  bavins  presented  a memorial  from 
the  Patiiolic  bank  of  the  city  of  Washington, 

Mr.  Benton  said,  that  a petition  for  rechartering  a bank  in 
the  city  of  Washington  had  been  presented  by  a gentleman 
near  him,  and  had  been  referred,  without  exciting  his  immedi- 
ate attention.  During  the  last  session  he  had  objected  to  the 
receiving  of  petitions  of  this  character,  and  during  the  present 
he  had  found  on  his  table — and  he  presumed  other  senators  had 
been  equally  fortunate— a pamphlet  of  some  two  hundred 
pages,  in  which,  without  alluding  to  him  by  name,  ati  attempt 
was  made  to  refute  his  argurntnts,  and  to  turn  the  position 
which  he  had  then  taken  up  against  all  banking  companies  as 
now  conducted.  He  still  maintained  that  posiiinn,  nor  would 
the  essay  of  any  man  move  him  from  it.  He  still  believed  that 
the  banking  system  was  full  of  corrtiptinn  evn  ry  where;  but 
that  it  had  been  more  abused  in  this  District  than  in  any  other 
quarter  of  the  globe— that  these  ten  miles  square  had  more 
banking  capital  on  paper  than  any  other  ten  miles  square  in 
Europe,  Asia,  Africa  or  America. 

He  wished  for  the  appointment  of  a special  committee  to  in- 
quire into  the  system  upon  which  these  corporations  had  acted, 
for  he  believed  their  currency  had  depreciated  so  low  that  the 
very  washerwomen  and  laborers  on  canals  had  been  cheated 
out  of  the  belter  portion  of  their  bard  earned  wages;  while  at 
the  same  liuie  the  government  of  the  United  States  could  have 
supplied  them  with  more  gold  and  silver  than  could  possibly 
have  been  absorbed  in  all  their  business  transactions.  Such 
reports  had  reached  him,  indeed,  as  were  sufficient  to  excite 
the  indignation  of  any  man.  He  intended  to  have  proof  upon 
every  point,  and  if  these  reports  were  true,  even  in  part,  then 
the  petitioners  should  have  leave  to  withdraw,  and  all  who  fol- 
lowed in  their  track  might  go  and  do  likewise.  He  had  already 
taken  a stand  in  favor  of  a liard-money  currency,  ami  he  had  no 
idea  of  being  sneered  out  of  all  legislation  upon  the  subji^ct 
now.  He  believed  there  were  ten  or  twelve  banks,  broken  and 
unbroken,  in  the  District;  he  believed  they  would  all  stop  by 
the  4ih  of  March,  and  he  thought  it  would  be  belter  for  the 
community  if  they  were  stopped  now. 

Mr.  King,  of  Alabama,  said,  that  the  memorial  was  handed 
to  him  by  several  of  the  mo.st  respectable  individuals  in  this 
community,  and  that,  as  a member  of  the  comniiliee  on  the 
District  of  Columbia,  it  was  assuredly  his  duty  to  present  it. 
How  far  we  should  go  in  chartering  or  recharlering  banking 
companies,  was  a question  for  after-consideration;  as  for  this 
petition,  it  was  perfectly  respectful,  and  he  hoped  would  be 
permitted  to  take  the  usual  course.  When  the  proper  lime  ar- 
rived, the  senator  from  Missouri  would  have  an  opportunity  of 
throwing  such  obstacles  in  its  way  as  he  might  think  necessary. 

Mr.  Benton  said  that,  as  for  waiting  till  the  bill  was  on  its 
passage  before  he  offered  his  objections,  that  was  not  the  way 


in  which  the  bank  of  the  United  Stales  was  prostrated.  The 
petition  for  recharlering  might  he  successful,  but  the  petitioners 
would  find  ibeiuselyes  mistaken  if  they  thought  their  purpose 
was  to  be  accomplislied  without  such  improvements  and  modi- 
fications being  insisted  upon  as  the  lights  of  the  age  seemed  to 
require. 

A large  variety  of  motions  were  made  which  will  come  up 
speedily  for  a notice — and  will  then  be  attended  to.  Messrs. 
Benton,  Wright,  Clayton,  Crittenden  and  Preston  were  ap- 
pointed a committee  on  the  part  of  the  president’s  message 
concerning  the  Ohio  and  Michigan  controversy. 

Mr.  Benton  modified  his  motion  by  substituting  for  all  after 
“resolved,”  an  amendment  embracing  the  substance  of  the  re- 
solution to  admit  the  senators  sent  from  \\\e  north  west  territory 
to  seats,  in  which  he  had  inserted  the  words  “on  the/loor.^’ 

On  motion  of  Mr.  Ewing  the  words  “on  the  floor,”  were 
stricken  out. 

After  the  remarks  of  several  members — 

Mr.  Hendricks  moved  to  amend  the  motion  by  striking  out  all 
after  the  word  “resolved,”  and  inserting 
“That  the  same  courtesy  be  extended  to  the  hon.  John  Nor- 
vell,asa  spectator  of  the  proceedings  of  the  senate,  as  is  ex- 
tended to  other  privileged  spectators  by  the  rules  of  the  se- 
nate.” 

The  amendment  was  adopted— ayes  22,  noes  18. 

The  resolution  as  amended  was  agreed  to. 

Mr.  Webster's  resolutions  of  Thursday  were  laid  on  the  table 
for  the  present. 

Several  bills  were  read  a second  time  and  referred.  Ad- 
journed. 

December  23.  After  the  presentation  of  petitions. 

Mr.  Goldsbox-ough  offered  the  following  resolution: 

Resolved,  That  the  committee  on  military  affairs,  be  instruct- 
ed to  inquire  what  number  of  floating  steam  batteries  are  ne- 
cessary for  the  defence  of  the  Chesapeake  and  Delaware  bays, 
and  tbefiarbnr  of  New  York,  together  with  the  estimate  of  the 
probable  cost  of  the  same,  and  to  report  the  result  to  the  .senate, 
Mr.  Ewing,  pursuant  to  noi.ee,  asked  and  obtained  leave  to 
introduce  a bill  to  change  the  organization  of  the  general  post 
office,  which  was  read,  and  ordered  to  a second  reading,  and 
to  he  printed. 

[This  bill  is  the  same  as  that  which  passed  the  senate  of  the 
last  session.] 

The  rev.  Mr.  Highee  was  elected  chaplain  to  the  senate,  on 
the  3d,  ballot— for  Mr.  Higbee  23;  rev.  Mr.  Harrison  14 — whole 
number  of  voles  38. 

Much  ordinary  business  was  attended  to  in  the  senate  this 
day;  which  will  appear  in  its  progress.  Adjourned. 

December  24.  After  the  presentation  of  petitions,  and  the 
transaction  of  some  other  business — 

Mr,  Hendricks  offered  the  following  resolution: 

Resolved,  That  the  committee  on  the  judiciary  be  instructed 
to  inquire  into  the  expediency  of  fixing,  by  law,  the  lime  of  the 
commencement  and  close  of  every  succeeding  session  of  con- 
gress. 

The  resolution  having  been  read, 

Mr.  Hendricks  supported  his  proposition  in  an  able  speech, 
of  considerable  length,  deprecating  the  long  sessions  and  with 
a view  to  render  them  more  equal.  Mr.  Webster  concurred 
with  Mr.  Hendricks — and  proposed  that  both  sessions  should 
commence  on  the  first  Monday,  of  November,  and  the  second 
end  on  the  3d  of  March.  After  Mr.  Clayton  had  spoken — 

This  resolution,  which  was  considered  and  agreed  to,  and  the 
statement  accompanying  it,  sliewitigihe  length  of  the  sessions, 
were  ordered  to  be  printed. 

Adjourned  to  Monday. 

HO0SE  OF  REPRESENTATIVES, 

Friday,  Dec.  18.  Mr.  McKennon  appeared,  was  qualified, 
and  look  his  seat. 

Mr.  Jackson,  of  Massaclmsetts,  presented  tlie  petition  of 
sundry  citizens  of  the  town  of  VVreniharn,  in  Massachusetts, 
praying  congress  to  [uovide  for  the  aholiiion  of  slavery  wiihin 
the  Dislrici  of  Columbia,  and  moved  its  reference  to  a .select 
committee. 

Mr.  Hammond,  moved  that  the  petition  be  not  received. 

A debate  of  three  or  four  hours,  involving  many  points  of 
order,  and  running  occasionally  into  the  merits  of  the  question, 
ensued,  in  wliicli  Messrs.  Hammond,  Williams,  of  N.  C., 
Glascock,  Peyton,  BeanJslcy,  Wise,  Thomas,  Hopkins,  Mason, 
of  Virainia,  Bouldin,  Ripley,  Vanderpoel,  Harper,  Pierce,  of 
New  Hampshire,  and  Pickins,  took  part,  an  accouti  lo  twiiich, 
must  be  deferred. 

A motion  to  lay  the  pelilion  on  the  table  was  moved,  and  de- 
cided by  tiie  speaker  to  have  precedence  over  the  motion  to 
reject. 

The  question  beina  taken;  the  motion  to  lay  on  the  table 
was  rejected — yeas  95,  nays  121. 

Mr.  //arnmond’s  motion,  that  the  petition  be  rejected  being 
then  in  order,  Ibe  debate  was  resumed,  and  continued  by 
Messrs.  Hunt,  Glascock  and  Sutherland.  Mr.  Sutherland,  with- 
out concluding,  yielded  the  floor,  and  on  motion  of  Mr.  Ever- 
ett, the  house  adjourned  to  meet  on  Monday, 

Monday  Dec.  21.  The  indefatigable  chairman  of  the  commit- 
tee on  claims,  presented  many  bills  for  the  relief  of  individuals, 
and  others  also  familiar  to  us  by  their  titles,  were  reported  by 
others  of  the  same  committee. 
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Mr.  Cambreleng  rose,  he  said,  lo  throw  himself  on  the  in-  | 
dulgence  of  the  house,  for  the  purpose  of  asking  what  he  was 
sure  would  be  granted — the  unanimous  consent  of  tlie  house  to 
report  a bill  from  the  commiUee  of  ways  and  means,  for  the 
relief  of  the  sufterers  by  the  late  fire  in  ^the  city  of  New  York. 

Mr.  Jarvis  moved  a suspension  of  the  rule,  so  as  to  permit 
any  of  the  committees  to  make  reports;  and  it  was  agreed  to. 

Mr.  Cambreleng,  from  the  committee  of  ways  and  means, 
then  presented  the  following  correspondence,  report  and  bill: 
Treasury  Department,  Dec.  19,  183.5. 
Sir:  I enclose,  herewith  a copy  of  a communication  receiv- 
ed this  morning  from  the  collector  of  the  customs  at  New  York, 
and  of  my  reply  to  it;  and  I venture  to  express  a hope  that  all 
due  indulgence  will  be  extended  by  congress,  to  the  sufterers 
who  are  indebted  to  the  United  States.  1 remain,  very  respect- 
fully, your  obedient  servant,  LEVI  WOODBURY, 

secretary  of  the  treasury. 

The  hon.  C,  C.  Cambreleng,  cha.  com.  of  ways  and  means. 

Collector’s  office,  | past  2 o’clock,  N.  York,  Dec.  17, 1835. 
Dear  sir:  Last  night  between  eight  and  nine  o’clock,  a fire 
broke  out  near  the  Merchants’  exchange,  and  is  still  raging 
most  violently,  although  the  firemen  have  got  it  under  control. 
By  this!  disastrous  visitation,  between  four  and  five  hundred 
buildings  have  been  destroyed,  and  goods  and  other  effects, 
to  the  amount  of  from  fifteen  to  twenty  millions  of  dollars. 
This  calamity  falls  principally  upon  the  heavy  importing  mer- 
chants; and  they  must  unquestionably  become  greatly  embar- 
rassed, and  many  of  them  ruined. 

The  bonds  of  these  individuals  must  be  dishonored;  all  busi- 
ness is  suspended,  and  our  city,  from  being  the  seat  of  prospe- 
rity and  wealth,  within  twenty-four  hours,  is  now  the  abode  of 
sorrow  and  despondency.  It  was  thought,  at  first,  that  the 
bonds  which  should  not  be  paid,  owing  to  the  consternation  and 
confusion  which  prevailed  at  present,  might  be  held  subject  to 
your  decision  upon  the  matter;  but,  upon  more  mature  reflec- 
tion, I have  determined  that  I cannot,  in  any  way,  or  under 
any  circumstances,  deviate  from  the  course  laid  down  by  the 
law.  Consequently  I shall  hand  them  over  to  the  district 
attorney,  as  usual,  trusting  and  believing  that  congress  will 
forthwith  lake  some  action  on  the  subject  of  this  heavy  ca- 
lamity. 

The  Merchants’  exchange'and  post  office  being  destroyed,  I 
have  caused  temporary  accommodations  to  be  erected  in  the 
inspector’s  rooms,  attached  to  this  office,  for  the  accommoda- 
tion of  the  latter,  until  better  can  be  procured  elsewhere.  The 
elfecls  of  the  post  office  were  all  saved  from  injury. 

This  office  was  in  the  greatest  danger  for  a long  lime,  as  was 
one-half  of  the  city.  I did  not  remove  an  article,  but  was  pre- 
pared to  save  every  thing  had  it  been  necessary. 

I am,  dear  sir,  with  the  greatest  respect,  your  obedient  servant, 
SAMUEL  SWARTWOURT,  collector. 
Hon.  Levi  Woodbury,  sect,  of  the  treasury,  Washington,  D.  C. 

A copy  of  a letter  from  the  secretary  of  the  treasury  to  the 
collector  at  New  York  follows,  in  which  the  proceedings  of  the 
latter  are  approved,  and  in  which  he  says: 

I do  not  doubt,  however,  that  the  subject  will  be  taken  up 
by  congress  on  Monday,  and  some  expressions  of  its  views  soon 
given,  and  in  the  meantime,  I do  not  hesitate  to  believe  that 
you  and  the  district  attorney  would  be  sustained  and  justified 
if,  in  the  exercise  of  a sound  discretion  under  this  afflicting 
emergency,  you  did  not  press  the  collection  of  bonds  in  all 
cases,  where  the  public  security  would  not  be  impaired  by  a 
short  delay,  and  where  the  parties  are  in  a situation  which 
would  probably  cause  congress  to  extend  to  them  some  relief. 

Mr.  Cctmfirefcng,  then,  after  some  appropriate  remarks,  sub- 
mitted the  following  bill. 

bill  for  the  relief  of  the  sufferers  by  fire  in  the  city  of  New 
York:  Whereas,  various  persons  are  indebted  to  the  United 
States  for  duties  on  merchandise,  for  which  bonds  have,  been 
given,  wijh  one  or  more  sureties,  payable  to  the  collector  for 
the  district  of  New  York,  and  the  said  persons  have  suffered  a 
loss  of  property  by  the  late  conflagration  at  that  place, 

Be  it  enacted  by  the  senate  and  house  of  representatives  of  the 
United  States  of  America  in  congress  assembled,  That  the  col- 
lector of  the  port  of  New  York  be,  and  he  is  hereby  authoris- 
ed, as  he  may  deem  best  calculated  to  secure  the  interests  of 
the  United  States,  to  cause  to  be  extended  (with  the  assent  of 
the  sureties  thereon)  the  time  of  payment  of  all  bonds  hereto- 
fore given  for  duties  as  aforesaid,  to  periods  not  exceeding  an 
average  of  three,  four  and  five  years,  or  to  allow  the  sai-d  bonds 
to  be  cancelled  upon  giving  to  the  said  collector  new  bonds, 
with  one  or  more  sureties,  to  the.  satisfaction  of  the  said  col- 
lector, for  the  sums  of  the  former  bonds,  respectfully  payable, 
in  average  periods  of  three,  four  and  five  years,  from  and  after 
the  day  of  payment  specified  in  the  bonds  to  be  taken  up  or 
cancelled  as  aforesaid.  And  the  said  collector  is  hereby  au- 
thorised and  directed  to  give  up  or  cancel  all  such  bonds  upon 
the  receipt  of  others  described  in  this  act;  which  last  mention- 
ed bonds  shall  be  proceeded  with,  in  all  respects,  like  other 
bonds  which  are  taken  by  collectors  for  duties  due  to  the  Unit- 
ed States:  Provided,  however,  that  nothing  in  this  act  contain- 
ed shall  extend  to  bonds  which  had  fallen  due  before  the  17th 
day  of  the  present  month. 

Sec.  2.  Jind  he  it  further  enacted  by  the  authority  aforesaid. 
That  the  secretary  of  the  treasury  be,  and  he  is  hereby  aHtlroj"- 
ased  and  directed  to  transfer  lo  such  banks  as  he  may  select, 


any  surplus  moneys  of  the  government,  or  any  part  thereof, 
which  may  not  be  required  for  the  public  service,  and  to  per- 
mit the  same  lo  remain  in  such  batiks  for  twelve  months  liom 
the  passage  of  this  act. 

After  the  reading  of  the  bill,  Mr.  Cambreleng,  said  there  was 
another  subject  bcibre  the  committee  which  was  not  definitive- 
ly acted  on,  viz:  the  remission  of  duties  on  goods  destroyed, 
which  re(|iiired  more  examination  and  deliberation.  1'he 
subject  was  brought  before  the  committee  by  the  letter  Ironi 
the  secretary  of  the  treasury,  transmitting  letters  from  tlie  col- 
lector of  the  port  of  N.  York.  He  would  not  detain  the  house 
by  any  remarks  on  the  subject  now,  and  merely  remarking  that 
it  was  with  infinite  regret  for  the  cause  of  it,  that  he  found 
himself  called  upon,  as  the  first  act  in  his  new  situation,  to 
bring  in  a bill  of  this  description;  he  would  ask  the  indulgence 
of  the  house  to  lake  up  the  subject  to-morrow. 

The  bill  was  read  twice,  and  committed  lo  the  committee  of 
the  whole  on  the  stale  of  the  union. 

Mr.  McKean  hoped,  he  said,  that  the  bill  would  be  acted  on 
speedily,  and  the  committee  would  soon  report  on  the'proposi- 
tion  lo  remit  the  duties. 

Mr.  Cambreleng,  staled  as  the  bill  was  in  the  committee  of 
the  whole  on  the  state  of  the  union,  it  could  be  taken  up  at  any 
lime  after  the  papers  were  printed. 

Some  other  reports  from  committees  being  received. 

The  house  resumed  the  consideration  of  the  petition  from 
sundry  inhabitants,  of  the  town  of  Wrentham,  in  Massachu- 
setts, praying  the  abolition  of  slavery  and  the  slave  trade  in  the 
District  of  Columbia. 

The  motion  to  reject  the  petition  still  pending, 

Mr.  Owens,  after  some  remarks  with  a view  to  reconcile  the 
conflicting  opinions  of  the  members  on  the  subject  of  the  dis- 
position of  this  and  similar  petitions,  moved  to  lay  the  petition 
and  all  motions  respecting  it  on  the  table,  stating  that,  if  it  pre- 
vailed, he  should  offer  the  following  resolutions: 

Resolved,  That  in  the  opinion  of  this  house,  the  question  of 
the  abolition  of  slavery  in  the  District  of  Columbia  ought  not  to 
be  entertained  by  congress. 

^nd  be  it  further  resolved,  That  in  case  any  petitions  praying 
the  abolition  of  slavery  in  the  District  of  Columbia  be  hereafter 
presented,  it  is  the  deliberate  opinion  of  this  house  that  the 
same  ought  to  be  laid  on  the  table  without  reading. 

Mr.  Owens  expressed  the  hope  that  the  resolutions  would  be 
accepted  by  the  gentleman  from  South  Carolina,  in  lieu  of  his 
motion  to.reject  the  petition. 

Mr.  Hammond  was  very  sorry,  he  said,  that  he  could  not  ac- 
cept the  proposition,  and  he  hoped  the  gentleman  from  Georgi.-i 
would  withdraw  his  motion. 

Some  observations  were  made  by  Mr.  Mercer,  of  Virginia, 
upon  the  point  of  order,  as  to  the  efiTecl  of  a vote  lo  lay  upon 
the  table  a motion  for  reconsideration;  and  the  spea/cer  having 
staled  his  present  views  of  that  point  of  order,  and  indicated  a 
disposition  hereafter  more  maturely  to  consider  it — 

Mr.  Wise  proposed  to  amend  the  first  resolution  by  adding, 
“because  congress  has  no  power  to  legislate  on  it  under  the 
constitution  of  the  United  States;”  and  to  amend  the  second  by 
striking  out  all  after  the  word  ^‘resolved,”  and  inserting,  “that 
this  house  will  not  receive  any  future  memorials  on  that  sub- 
ject,” adding  that,  with  these  modifications,  he  would  vote  for 
the  resolutions. 

Mr.  Owens  declined  the  acceptance  of  the  amendments  as 
modifications  of  his  resolutions. 

Mr.  Patton  asked  what  would  be  the  consequence  of  laying 
the  motion  on  the  table.^  Would  the  resolutions  of  the  gentle- 
man from  Georgia  then  be  in  order? 

The  chair  replied  that  they  would  not.  It  would  be  in  order 
lo  move  to  suspend  the  rule,  to  allow  him  to  move  them,  or, 
when  the  states  were  called  for  resolutions,  they  might  be  offer- 
ed without  suspension  of  the  rule. 

Mr.  Evans  made  some  remarks  on  the  point  of  order. 

The  question  being  taken  on  the  motion  lo  lay  the  petition 
and  all  the  motions  relating  lo  it  on  the  table,  it  was  decided  as 
follows: 

YEAS — Messrs.  Chilton  Allan,  Anthony,  Ashley,  Barton, 
Beale,  Bean,  Beardsley,  Beaumont.  Bockee,  Boon,  Bovee, 
Boyd,  Brown,  Buchanan,  Burns,  Cambreleng,  Carr,  Carter, 
Casey,  George  Chambers,  Chaney,  Chapman,  Chapin,  Cleve- 
land, Coffee,  Coles,  Craig,  Cramer,  Cushman.  Davis,  Deberry, 
Dickerson,  Doubleday,  Dromgoole,  Effner,  Fairfield,  Farlin, 
Forester.  French,  Fry,  William  K.  Fuller,  Galbraith,  James 
Garland,  Gillet,Grantland,  Graves,  Hairy,  Hamer,  Hannegan, 
Hardin,  Harlan.  Samuel  S.  Harri.son,  Albert  G.  Harrison,  Haw- 
kins, Haynes,  Henderson,  Holsey,  Hopkins,  Howard,  Howell, 
Hubley,  Huntington,  Huntsman,  Ingersoll,  Ingham,  Jwbez  Jack- 
son,  Jarvis,  Joseph  Johnson,  Richard  M.  Johnson,  Cave  John- 
son, John  W.  Jones,  Benjamin  Jones,  Jiidson  Kilgore,  Kin- 
nard,  KMngensmitli,  Lane,  Lansing,  Laporte,  Gideon  Lee, 
Joshtta  Lee,  Thomas  Lee,  Leonard,  Logan,  Loyall,  Lucas, 
liVon.  Abijah  Mann,  Job  Mann,  Martin,  John  Y.  Ma,«on,  Wil- 
liam Mason,  Moses  Mason,  Sampson  Mason,  May,  McComas, 
McKeon.  McKirri,  McLene,  Mercer,  Miller,  Montgomery,  Mor- 
gan, Muhlenberg,  Owens,  Page,  Parks,  Patterson,  Franklin 
Pierce,  Phelps,  Pinckney,  Rancher,  John  Reynolds,  Joseph 
Re.ynolds,  Ripley,  Roane,  Rogers.  Schenck,  Seymour,  William 
B.  Shepard,  An;usline  IT  Shepperd,  Shinn,  Smith,  Spangler, 
Sutherland,  I’aliaferro,  Tavlor,  Thomas,  John  Thomson,  'f’ou- 
cey,  Turrill,  Underwood,  Vanderpoel,  Wagener,  Ward,  Ward- 
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well,  Webster,  Weeks,  Lewis  Williams,  Sherrod  Williams 
—140. 

NAYS— Messrs.  Adams,  Heman  Allen,  Bailey,  Bell,  Bond, 
Borden,  Bouldin,  Briggs,  Bunch,  William  B.  Calhoun,  Camp- 
bell, John  Chambers,  Childs,  Claiborne,  Clark,  Conner,  Crane, 
Cushing,  Darlington,  Denny,  Dunlap,  Evans,  Everett,  Fowler, 
Philo  C.  Fuller,  Rice  Garland,  Glascock,  Graham,  Granger, 
Grayson,  Grcnnell,  Griffin,  Joseph  Hall,  Hiland  Hall,  Ham- 
mond, Hard,  Harper,  Hazeltine,  Heisier,  Hoar,  Hunt,  William 
Jackson,  Janes,  Henry  Johnson,  Lawler,  Lawrence,  Lay,  Luke 
Lea,  Lincoln,  Love,  Maury,  McCarty,  McKay,  McKeunan, 
Milligan,  Morris,  Parker,  Patton,  Dutee  J.  Pearce,  James  A. 
Pearce,  Pettigrew,  Pickens,  Potts,  Reed,  Robertson,  Russell, 
Shields,  Slade,  Sloane,  Sprague,  Slandefer,  Siorer,  Waddy 
Thompson,  White,  Whittlesey,  Wise — 76. 

So  the  petition  and  all  the  motions  depending  thereon  were 
ordered  to  lie  upon  the  table. 

Mr.  Owens  moved  that  the  rule  be  suspended,  in  order  to  al- 
low him  to  offer  the  resolutions  he  had  already  indicated  to  the 
house,  on  which  he  asked  for  the  yeas  and  nays;  and  they  were 
ordered. 

The  question  being  taken  it  was  decided  in  the  negative  as 
follows: — yeas  100 — nays  115. 

So  the  house  refused  to  suspend  the  rule.  [Two-thirds  of 
the  members  present  would  have  been  necessary  to  carry  that 
question.! 

Mr.  Patton  called  up  the  motion  made  by  him  on  Friday  last, 
to  reconsider  the  vote  of  the  house  by  which  a petition  for  the 
abolition  of  slavery  in  the  District,  presented  by  a gentleman 
from  Massachusetts  (Mr.  Briggs),  was  referred  to  the  commit- 
tee on  the  District  of  Columbia. 

A debate  ensued  on  the  motion  to  reconsider,  in  which  Messrs. 
Patton,  J.  Q,.  Mams,  Bouldin,  and  Hammond,  took  part;  and, 
without  taking  the  question,  on  motion  of  Mr.  Pearce,  of  R.  I. 
the  bouse  adjourned,  at  the  usual  hour. 

Tuesday,  Dec,  22.  The  house  resumed  the  consideration  of 
the  motion  to  reconsider  the  vote  by  which  the  memorial  pre- 
sented by  Mr.  Briggs,  praying  the  abolition  of  slavery  in  the 
District  of  Columbia,  was  referred  to  the  committee  on  the  Dis- 
trict of  Columbia. 

Mr.  Granger  spoke  at  some  length  in  opposition  to  the  motion. 

Mr.  JngersoU  followed  with  some  remarks  in  favor  of  adopt- 
ing a course  which  would  have  the  tendency  to  quiet  the  appre- 
hensions of  the  south  on  this  subject,  and  stated  that  he  should, 
when  it  might  be  in  order,  offer  the  following  resolution  for 
that  purpose: 

Resolved,  That  the  holding  of  slaves  is  a right,  clearly  recog- 
nised by  the  constitution  of  the  United  States,  and  is  thereby 
secured  to  the  citizens  of  those  states  whose  policy  does  not 
f >rbid  it,  as  the  legitimate  subject  of  individual  property  and 
source  of  political  influence  and  power,  and  all  attempts  to  in- 
terfere with  or  molest  them,  in  its  exercise  or  enjoyment,  are 
impolitic,  unconstitutional,  and  unjust. 

Mr.  Mann,  Mr.  Robertson  and  Mr.  Johnson,  of  Lou.  having 
spoken — 

Mr.  Wise  followed  at  considerable  length,  and,  in  conclusion, 
stated  that  nothing  would  be  satisfactory  to  the  south  short  of 
a vote  declaring  that  congress  had  no  right,  under  the  constitu- 
tion, to  interfere,  in  any  manner,  with  slavery  in  the  District  of 
Columbia. 

Mr.  Wise,  in  the  course  of  his  remarks,  was  called  to  order 
by  Mr.  Turrill,  on  the  ground  that  he  went  beyond  the  subject 
before  the  house. 

The  speaker  stated  that  he  considered  the  remarks  of  the 
gentlemen  as  not  strictly  applicable  to  the  question,  and  that 
he  had  repeatedly  interposed  in  this  debate,  with  a view  to  con- 
fine gentlemen  to  the  subject  immediately  before  the  house. 
The  debate,  however,  had  progressed  by  the  acquiescence  of 
the  house,  and  having  taken  so  wide  a range,  he  did  not  feel  at 
liberty  now  to  arrest  it. 

Mr.  Beardsley  spoke  at  some  length,  and  before  concluding, 
avowed  himself  to  be  in  favor  of  the  motion  to  reconsider,  and 
of  adopting  the  resolutions  offered  by  the  gentleman  from 
Georgia  (Mr.  Owens)  and  of  laying  the  petition  on  the  table. 
A motion  to  reject  petitions  of  this  sort,  he  intimated  that  he 
should  oppose,  as  conflicting  with  the  right  of  petition^ 

Mr.  Slade  rose  to  address  the  house;  but,  stating  that  he  was 
much  exhausted  by  the  long  sitting,  asked  the  house  to  indulge 
him  with  an  adjournment,  in  order  that  he  might  express  his 
views. 

Mr.  Camhreleng,  by  leave  of  the  house,  offered  the  following 
amended  bill,  for  the  relief  of  the  sufferers  by  the  fire  in  New 
York,  stating  that  the  committee,  after  consultation,  had  deter- 
mined upon  some  alterations,  which  they  thought  would  render 
it  more  acceptable  to  the  house. 

The  following  is  the  bill  as  amended. 

^ hill  for  the  relief  of  the  sufferers  by  fire  in  the  city  of  N.  York, 

Be  it  enacted  by  the  senate  and  house  of  representatives  of  the 
United  States  of  America  in  congress  assembled,  That  the  col- 
lector of  the  port  of  New  York  be,  and  he  is  hereby  authorised, 
as  he  may  deem  best  calculated  to  secure  (he  interests  of  the 
United  States,  to  cause  to  be  extended  (with  the  assent  of  the 
sureties  thereon,  to  all  persons  who  have  suffered  loss  of 
property  by  the  late  conflagration  at  that  place),  the  time  of 
payment  of  all  bonds  heretofore  eiven  for  duties  as  aforesaid, 
to  periods  noijexceeding  an  average  of  three,  four,  and  five 
years,  from  and  after  the  day  of  payment  specified  in  the  bonds; 
or  to  allow  the  said  bonds  to  be  cancelled  upon  giving  to  the 


said  collector  new  bonds,  with  one  or  more  sureties,  to  the 
satisfaction  of  the  said  collector,  for  the  sums  of  the  former 
bonds,  respectively  payable,  in  average  periods  of  three,  four 
and  five  years,  from  and  after  the  day  of  payment  specified  in 
the  bonds  to  be  taken  up  or  cancelled  as  aforesaid.  And  the 
said  collector  is  hereby  authorised  and  directed  to  give  up  or 
cancel  all  such  bonds  upon  the  receipt  of  others  described  in 
this  act;  which  last  mentioned  bonds  shall  be  proceeded  with, 
in  all  respects,  like  other  bonds  which  are  taken  by  collectors 
for  duties  due  to  the  United  States:  Provided,  however,  that 
nothing  in  this  act  contained  shall  extend  to  bonds  which  had 
fallen  due  before  the  17th  day  of  the  present  month. 

Sec.  2.  And  be  it  further  enacted  by  the  authority  aforesaid. 
That  the  secretary  of  the  treasury  be,  and  he  is  hereby  author- 
ised and  directed  to  transfer  to  such  banks  as  he  may  select, 
as  safe  depositaries  of  the  public  treasure,  any  surplus  moneys 
of  the  government,  or  any  part  thereof,  which  may  not  be  re- 
quired for  the  public  service,  and  to  permit  the  same  to  remain 
in  such  banks  for  a period  not  exceeding  twelve  months  from 
the  passage  of  this  act.  Provided,  that  this  section  shall  not 
interfere  with  any  further  regulation  of  congress,  concerning 
the  collection,  deposite,  distribution  or  disbursement  of  the 
public  moneys. 

On  motion  of  Mr.  Slade,  the  house  adjourned. 

Wednesday  Dec.  23.  Mr.  John  Q.  Adams  called  the  atten- 
tion of  the  house  to  the  subject  of  the  president’s  message  in 
relation  to  the  northern  boundary  of  Ohio.  It  would  be  recol- 
lected, he  said,  that  the  subject  was  referred,  ten  days  ago,  to 
a select  committee,  at  his  instance,  and  the  chair  had  done 
him  the  honor  to  appoint  him  chairman  of  that  committee. 
Subsequently,  a motion  was  made  to  reconsider  the  reference 
of  the  subject  to  a select  committee.  His  object  in  rising  was 
to  give  notice  that,  unless  the  question  of  reconsideration 
should  be  taken  up  and  disposed  of  to-day,  he  should  feel  it*bis 
duty  to  call  the  committee  together,  for  the  purpose  of  proceed- 
ing to  consider  the  subject  referred  to  them. 

The  house  resumed  the  consideration  of  the  motion  by  which 
a memorial  for  the  abolition  of  slavery  in  the  District  of  Co- 
lumbia was  referred,  on  Friday  last,  to  the  committee  on  the 
District  of  Columbia. 

Mr.  Slade  spoke  more  than  two  hours  in  opposition  to  the 
motion,  and  in  favor  of  the  immediate  abolition  of  the  slave 
trade,  and  the  gradual  abolition  of  slavery  in  the  District  of 
Columbia. 

Mr.  Garland,  of  Va.  replied  to  Mr.  Slade,  Mr.  Mann,  of  N. 
Y.  called  the  previous  question — which  was  sustained  137 
against  71. 

A reconsideration  was  then  ordered,  by  yeas  and  nays,  and 
carried — yeas  148,  nays  61. 

Mr.  Owens  said,  in  conse.iuence  of  the  wide  range  which  the 
debate  had  taken,  he  had  determined  to  move  to  lay  the  peti- 
tion on  the  table,  with  a view  to  prevent  the  continuance  of 
the  discussion  upon  the  motion  to  commit.  The  same  course 
he  should  pursue  in  regard  to  every  similar  petition  which 
might  be  presented.  His  resolutions  on  the  subject  which  he 
had  indicated  to  the  house,  he  would  offer  when  the  states 
were  called  for  resolutions.  He  moved  to  lay  the  petition  and 
the  motion  to  commit  on  the  table. 

Mr.  Wise  made  a point  of  order.  Had  not  the  motion  to  re- 
ject precedence  of  the  motion  to  lay  on  the  table.? 

The  chair  said,  no  motion  to  reject  was  before  the  house, 
and  the  morion  to  lay  on  the  table  was  not  debateable. 

Mr.  Wise  called  for  the  yeas  and  nays  on  the  question,  and 
they  were  ordered. 

Decided  in  the  affirmative — yeas  144,  nays  67. 

So  the  petition  and  the  motion  to  commit  were  ordered  to  lie 
on  the  table. 

The  house  then  adjourned. 

Thursday,  Dec.  24.  A good  deal  of  lime  was  expended  in 
discussing  to  what  committee  the  matters  in  dispute  between 
Ohio  and  Michigan  should  be  referred— some  were  for  the 
committee  on  the  judiciary,  others  that  on  the  territories,  and 
a third  party  proposed  a select  committee.  Nothing  decided. 

An  election  for  chaplain,  which  on  the  4th  ballot  resulted  in 
the  election  of  the  rev.  Mr.  Stockton  as  follows:  for  Mr.  S.  96, 
Mr.  Comstock  83,  scattering  10.  Adjourned  to  Monday. 

PRESIDENTIAL  NOMINATIONS. 

PENNSYLVANIA. 

The  Harrisburgh  Intelligencer  says — 

q'he  democratic  anti-masonic  convention  went  info  a nomi- 
nation of  candidates  for  president  and  vice  president  of  the 
United  States.  7'he  following  was  the  vote,  each  member 
voting  as  his  name  was  called. 

For  president. 

William  H.  Harrison,  of  Ohio,  89  votes. 

Daniel  Webster,  of  Massachusetts,  29  votes. 

Francis  Granger,  of  New  York,  3 votes. 

For  vice  president. 

Francis  Granger,  of  New  York,  102  votes. 

Hugh  L.  White,  of  Tennessee,  5 votes. 

William  Slade,  of  Vermont,  5 votes. 

William  A.  Palmer,  of  Vermont,  7 votes. 

The  convention  then  passed  a resolution  without  a dissent- 
ing voice,  to  support  William  Henry  Harrison,  of  Ohio,  for  pre- 
sident, and  Francis  Granger,  of  New  York,  for  vice  president; 
and  to  use  all  fair  and  honorable  means  to  secure  their  election. 

The  same  paper  adds— 


S88 


NILES’  REGISTER— DEC.  26,  1835— FROM  LIBERIA. 


The  democratic  anti-maBOhic  convention  which  has  been  in 
■ession  in  this  place  since  Monday  last,  is  composed  of  dele- 
gates from  every  county  in  the  state.  The  noble  stand  taken 
in  that  body  against  that  anti-republican  measure,  a national 
convention  of  politicians  for  the  nomination  of  candidates  for 
president  and  vice  president,  is  worthy  of  democraiic  Pennsyl- 
^vania.  Alessrs.  Todd,  Cox,  Miller,  Walker,  McClure,  Ayres, 
*Hambly,  Mann,  Audenried  and  others,  deserve  the  gratitude  of 
the  opponents  of  consolidation.  They  have  saved  the  electoral 
vote  of  Pennsylvania  from  federal  dictation,  and  the  state  ad- 
ministration from  the  hands  of  its  enemies. 

The  anti-masonic  convention  debated  the  amendment  of  Mr. 
Cox  to  the  resolution  of  Mr.  Craig,  relative  to  a national  con- 
vention, until  last  evening,  when  the  vote  was  taken  and  de- 
cided against  a national  convention  by  a vote  of  ninety-eight  to 
thirty-six— £ixiy-iwo  majority  for  making  a nomination  by  state 
convention.  Mr.  Parke,  or  Lancaster,  then  handed  in  a paper 
signed  by  the  Pittsburgh  delegates,  consisting  of  five,  and  four 
others,  withdrawing  themselves  from  the  convention.  Joseph 
Lawrence,*  of  Washington  county,  was  then  chosen  president 
of  the  convention;  and  took  his  seat  amid  the  acclamations  of 
the  convention  and  spectators.  The  members  who  withdrew, 
were  Harmer  Denny,  Nevill  B.  Craig,  Benjamin  Darlington, 
William  W.  Irwin,  James  C.  Gilleland,  Samuel  Parke,  Francis 
Parke,  I'haddeus  Stevens  and  Charles  Ogle.  After  some  dis- 
cussion about  proceeding  to  an  immediate  nomination,  the 
convention  adjourned  to  meet  at  9o*clock  to-day. 

The  whig  convention,  in  session  at  Harrisburgh,  at  the  same 
time,  adopted  ilie  preceding  nominations  of  the  anti-masons, 
and  agreed  upon  the  same  electoral  ticket. 

MARYI.-CND. 

A whig  convention,  to  represent  the  views  and  wishes  of  that 
party  in  Maryland,  met  at  Baltimore,  on  Tuesday  last,  the  22d 
inst. — present  a large  and  full  representation.  After  certain 
preliminaries — Dr.  William  Bradley  Tyler,  of  Frederick,  was 
appointed  president,  and  Robert  W.  Bowie,  of  Prince  Georges, 
Henry  V.  Somerville,  of  Baltimore  county,  Reuben  Tall,  of 
Dorchester,  and  Henry  S.  Stites,  of  Cecil  county,  vice-presi- 
dents, and  Joseph  H.  Nicholson,  of  Annapolis  city,  and  John 
Bozman  Kerr,  of  Talbot  county,  secretaries.  And  on  the  fol- 
lowing day — after  a motion  for  an  adjournment  to  the  2d  of 
May  next,  had  been  lost — gen.  William  Henry  Harrison,  of 
Ohio,  was  unanimously  nominated  for  support  as  president  of 
the  United  States,  and  John  Tyler,  of  Virginia,  as  vice-presi- 
dent thereof,  at  the  ensuing  elections. 

The  Cleveland  (Ohio)  Herald — not,  it  seems,  particularly 
friendly  heretofore  to  gen.  Harrison’S  pretensions  to  the  presi- 
dency— has  the  following  paragraph  in  reference  to  the  late 
election  in  Ohio; 

“The  fact  is,  the  name  of  gen.  Harrison  was  in  no  way  con- 
nected with  Uie  late  election;  and,  if  things  remain  as  they  now 
are,  he  must  carry  the  state  by  an  overwhelming  majority. 
We  have  been  forced  to  this  condusion»,l'y  tlie  itiesisrible  evi- 
dence daily  presented;  and  contiaty,  too,  to,  our  own  feelings 
and  preddoclumg,” 

THE  JESUITS. 

From  the  Delaware  Journal. 

The  queen  regent  of  Spain  has  issued  a decline  abolishing  the 
order  of  Jesuits  in  that  kingdom,  and  coufiscai:li|  their  properly 
for  the  use  of  the  stale.  During  the  last  century,  this  eccle- 
eia.slinal  order  was  succe.ssivel y expelled  from  all  the  Catholic 
states  in  Europe:  from  Portugal  in  1760;  from  France  and  Spain 
in  1767;  and  in  1778,  pope  Clement  14th  issued  a bull  for  its 
total  dissolution.  Tliough  nominally  a spiritual  order,  the 
Jesuits  became  formidable  to  the  European  powers  .as  a politi- 
cal association,  actuated  by  ambitious  and  selfish  views,  to  pro- 
mote the  ends  and  advance  the  interests  ar.d  power  of  their 
institution,  at  the  expense  of  every  government  which  admitted 
them  within  its  borders.  .\s  the  most  astute  politicians  and 
skillful  intriguers  in  Europe,  they  obtained  a preponderating 
influence  in  the  courts  and  cabinets  of  Catholic  prince.«;  and 
were  accused  of  employing  the  most  Machiavelian  and  criminal 
means  to  accomplish  their  objects:— the  bowl,  the  daeger,  where 
secret  means  were  necessary,  infuriated  bigotry  and  fanaticism, 
with  their  instruments  the  faggot  and  the  slake,  when  the  extir- 
pation of  heresy  was  the  pretext.  After  the  fall  of  Napoleon, 
in  1815,  this,  among  other  “ancient  and  venerable  institnlions” 
was  revived,  by  a formal  decree  of  the  pope  and  Ferdinand  of 
Spain;  and  by  the  tacit  consent  of  the  other  Catholic  slates. 
The  cortes  of  Spain,  during  the  brief  sway  in  1820,  annulled  the 
decree  of  Ferdinand — but  the  cortes  were  overthrown  and  the 
Jesuits  triumphed  with  Ferdinand.  The  queen  regent,  Chris- 
tina, has  now  probably  put  the  finishing  stroke  to  their  power 
in  the  most  Catholic  kingdom  in  the  world. 

This  order,  however,  is  rapidly  increasing  in  the  more 
liberal  kingdoms  and  states— and  the  end  of  it  will  appe.ar  in 
due  season.  It  would  be  nnjiisi  and  unkind  to  condemn  the 
■whole,  individually — no  doubt  many  worthy  tnen  are  as.so- 
ciated  with  it;  but  as  a body  it  is  the  most  wicked  and  corrupt 
in  the  world,  and  in  its“o/>e<iteiicc  to  07‘fiers,”  commits  .the  most 
heinous  offences  wilhoiii  comptinclion  or  remorse — with  a 
patience  or  perseverance  that  never  tires. 

* In  . the  place  of  Mr.  Denny,  who  was  among  those  who 
a-eiued. 


AN  EXHUBERANT  ORCHARD. 

From  the  Providence  Journal. 

Toward  the  close'of  last  sunimer  we  visited  several  times 
the  orchard  of  Mr.  Thomas  Greene,  of  Pawtnxet,  as  one  of  the 
most  beautiful  and  gratifying  exhibitions  of  friiclificalion  we 
have  ever  belield.  Most  of  the  trees  were  so  laden  with  apples 
of  the  fairest  quality  as  to  require  a prop  under  each  limb,  and 
some  of  them  were  so  entirely  curtained  with  fruit  as  to  re.» 
semble  a heap  of  apples  resting  upon  columns.  'I'he  orchard 
stood  upon  about  an  acre  of  ground,  and  contained  thirty- 
five  trees.  Eight  of  these  trees  were  small,  from  which,  we 
have  since  been  informed  by  Mr.  Greene,  he  gathered  only 
from  a bushel  to  a bushel  and  half  to  a tree.  From  three 
of  the  other  trees  he  gathered  27  bushels  each,  and  from  two 
others  30  bushels  each.  The  whole  product  of  the  orchard 
was  a little  over  400  bushels,  out  of  which,  after  having  dried 
12  bushels,  made  12  barrels  of  cider,  and  sold  60  bu.«hels  of  fall 
apples.  Mr.  Green  informs  us  he  has  220  bushels  of  winter 
apples  in  his  cellar.  During  the  summer  he  also  took  two 
tons  of  millet  hay  from  the  same  acre  o!  land.  But  what  is  the 
most  remarkable  fact  in  the  history  of  this  orchard  is,  as  we 
are  assured  by  Mr.  Greene  and  some  of  his  neighbors,  tha* 
when  the  land  upon  which  this  orchard  stands  came  into  his 
possession,  it  was  an  unproductive,  drifting  sand  fiat,  upon 
which  there  was  no  vegetation  except  such  brushes  as  had 
been  planted  upon  it  by  his  father  to  prevent  the  wind  from 
blowing  the  sand  about.  Outside  of  the  orchard  fence  the 
land  is  still  a naked  white  sand.  But  this  sterile  waste  has 
been  brought  to  its  present  state  of  almost  unexampled  fer- 
tility, solely  by  the  application  of  fish  as  a manure.  Mr.  Greene 
says  he  plouglis  in  about  45  barrels  of  fish  per  year,  costing 
generally  from  eight  to  nine  dollars,  and  that  if  he  should 
omit  this  applipaiion  of  manure  for  a few  years,  the  soil,  which 
is  now  of  a dark  yellow  color,  would  doubtless  bleach  out 
again  to  the  quality  of  white  sand,  and  become  as  unproductive 
as  ever.  So  much  will  good  husbandry  do  towards  causing 
“the  desert  to  blossom  like  the  rose.” 

@ ■ 

FROM  LIBERIA. 

The  black  king,  Joe  Harris, been  completely  drubbed 
for  his  murderous  attack  upon  the  colonists  at  Bassa  Cove — 
who,  as  an  experiment  of  peace,  were  not  provided  with  arms. 

The  “Liberia  Herald”  of  the  20ih  August  furnishes  the  fol- 
lowing particulars — 

Volunteers:  On  the  14th  ult.  one  hundred  and  twenty  men, 
volunteers,  embarked  for  Bassa  in  Hie  schooners  Timbuctoo 
and  R.  R.  Gurley. 

Since  the  above  went  to  press,  the  schooners  R.  R,  Giiiley 
and  Timbuctoo  have  arrived  from  Edina,  with  a part  of  the 
troops  sent  there,  the  rest  having  retutiied  home  by  way  of  the 
beach.  The  result  of  the  mission  has  been  a general  engage- 
ment. And  with  feelings  of  inexpressible  gratitude,  we  an- 
nounce to  our  readers,  that  victory,  the  most  complete  and 
decisive  has  crowned  their  efforts.  The  perfidious  and  ruthless 
Joe  Harris,  and  all  his  savage  adherents,  have  been  chased 
from  their  tenitories,  and  their  town  and  places  of  defence 
completely  demolished. 

The  conduct  of  the  officers  and  men  has  been  beyond  all 
praise.  So  general  lias  been  the  display  of  bravery,  both  by 
men  and  officers,  that  to  mention  only  a few  migbi  be  justly 
esteemed  invidious.  On  the  part  of  the  Americans,  there  has 
not  been  a single  man  lost.  This  circumstance,  so  unusual  in 
conflict,  and  so  reasonably  to  be  expected  where  there  is  the 
use  of  fire  arms,  by  both  parties,  is  to  be  attributed,  humanely 
speaking,  to  that  cool  determined,  and  deliberate  bravery  evinc- 
ed by  the  Americans. 

After  the  preparation  for  crossing  the  river  and  the  point  for 
landing  selected,  the  troops  embarked  in  their  boats,  and  ad- 
vanced in  the  face,  of  a heavy  fire  and  continual  shower  of 
shot,  with  suclr  a study  movement  and  cool  rieterininaiion, 
that  the  savages  retreated  from  the  river,  and  yielding  the 
landing  to  the  Americans.  'I’liey,  however,  rallied  in  a rice 
field,  only  a few  vurdsfrom  the  river,  and  seemed  determined 
to  dispute,  Hie  further  advance  of  Hie  Americans. 

Tl.py  secured  themselves  liehiiid  the  slumps  of  large  trees, 
ant-hills  and  every  object  that  could  present  an  intervention 
between  llieir.  and  shot,  whence  they  kept  up  a continual 
firing,  as  iiiiincent  us  incessant.  As  soon  as  the  Americans 
were  all  landed  they  ndvaiiced  in  a body,  when  a sharp  en- 
gagemiMii  ensued:  the  natives  gave  way,  and  retreated  to  their 
barricade.  Tlie  Americans  followed  them  as  rapidly  as  an 
almost  impenetrable  forest  and  deep  marsh  would  admit  the 
passage  ol  the  ordnance. 

As  soon  as  they  came  in  view  of  the  town,  a tremendous 
volley  of  musketry  from  the  embrasures  and  perforations  in  the 
stockade  announced  to  tliem  that  fighting  was  not  over.  The 
ordnance  was  hroiight  up:  and  a “word  from  4 and  6 pounders” 
silenced  the  garrnllity  of  the  natives,  who  after  .an  interchange 
of  a few  rounds  effected  their  escape  through  the  gates  on  the 
opposite  side.  The  town  was  then  entered  and  taken  posses- 
sion of. 

Tlie  natives  had  found  means  to  convey  away  their  effects. 
Remnants  of  apparel,  the  property  of  the  unfortunate  victims 
of  Port  Cresson  . were  found  in  Hie  town.  Mats  lying  around 
dyed  with  blood,  indicated  slaughter  on  the  part  of  the  natives. 
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There  were  some  few  bullocks  in  the  town  but  they  partook  of 
the  general  consteriialiou  and  scampered  away  after  the  flying 
natives,  as  fast  as  llieir  less  could  carry  them. 

Monrovia,  August  -20.  The  thanks  of  Liberia  are  due  to 
John  Hanson,  esq.  of  I'liiladttiphia,  whose  benevolent  attention 
and  acts  of  kindness  to  this  colotiy  since  the  unfortunate  af- 
fair of  Port  Cresson,  have  endr'ared  him  to  our  lasting  gratitude. 

For  the  last  three  weeks  his  brig,  though  navigated  at  an 
heavy  expense,  has  been  continually  in  the  service  of  the  co- 
lony, going  to  and  from  this  place  and  Edina;  and  at  both 
{daces  his  boats,  whenever  requested,  have  been  cheerfully  ren- 
dered for  the  service. 

The  Herald  notices  the  arrival  at  Monrovia— of  46  emigrants 
in  the  Louisiana— of -27  for  Cape  Palmas,  and  a vessel  from 
New  York,  with  a number  of  missionaries,  and  agents,  &c. 

CfNClNNATI  STEAMBOATS. 

We  have  been  furnished  with  the  following  list  of  steamboats 
built  at  the  several  Cincinnati  boat  yards,  during  the  present 
season.  It  gives  a gratifying  illustration  of  the  prosperous  con- 
dition of  our  city,  and  we  challenge  any  other  western  town  to 
exhibit  the  same  extent  of  business  at  its  boat  yards: 


Gordon’s 

yard. 

Huber’s 

yard. 

Pike 

162  tons. 

Lewis  Cass 

149  tons. 

P.  Henry 

135 

do. 

Wave 

93  do. 

Velocipede 

138 

do. 

Manchester 

93  do. 

Mazeppa 

160 

do. 

Capt.  Barrett’s  boat  350  do. 

Swiss  Boy 

165 

do. 

— 

Swiftsure 

103 

do. 

685  tons. 

Leviathan 

365 

do. 

Lockwood  and  Littlehery’s  yard. 

Tropic 

145 

do. 

New  York 

150  tons. 

Fort  Adams 

217 

do. 

Levant 

298  do. 

Yellow  Busha 

113 

do. 

Columbia 

164  do. 

— 

Gen.  Sumter 

150  do. 

1,703  tons. 

— 

Hartshorn’s  yard. 

762  tons. 

Teche 

162 

tons. 

Weeks’  yard. 

N.  America 

448 

do. 

Capt,  Felcher’s  boat  532  tons. 

Captain  Perry’s 

boat 

— 

Persian 

439 

do. 

Whole  amount  of  steamboat 

— 

tonnage  for  the 

present  sea- 

1,049  torts. 

son 

4,733 

In  addition  to  tliis,  Mr.  Gordon  has  now  three  boats  on  the 
{Stocks,  not  included  in  the  above  list.  [Whig. 


NEW  COLLEG*  AT  BUFFALO. 

From,  the  Buffalo  Daily  Star. 

Messrs.  Editors:  As  much  interest  is  fcit  in  this  city  and  the 
surrounding  country,  in  relation  to  a college  contemplated  to 
be  located  in  this  place,  I request  on  behalf  of  the  committee 
nupointed  to  vi.sit  Buffalo,  the  insertion  in  your  paper  of  some 
of  the  leading  facts  in  the  case. 

At  the  annual  meeting  of  the  synod  of  Genesee  in  this  city, 
on  the  13th  of  Octriber  last,  the  importance  of  immediately  es- 
tablishing a college  in  some  part  of  western  New  York,  was 
strongly  urged  upon  that  body.  It  was  represented  that  no  in- 
stitution of  the  kind  exi.«ted  within  the  boutids  of  this  synod,  a 
territory  including  all  that  part  of  the  state  of  New  York  lying 
west  of  Canandaigua,  and  containing  a greater  number  of 
square  miles  than  the  state  of  Massachusetts.  The  synod,  in 
view  of  the  wealth,  enterprise  and  population  of  the  western 
part  of  the  state,  came  to  the  unanimous  conclusion  that  a com- 
mittee of  that  body  should  be  appointed,  to  take  immediate 
measures  to  establi.sh  a college  in  western  New  York,  to  be  lo- 
cated within  the  bounds  of  the  synod.  This  committee  con- 
vened at  Wyoming,  in  Genesee  county,  on  the  3d  of  November 
inst.  and  sub-committees  from  their  body,  to  visit  all  the  im- 
portant towns  in  the  west,  with  a view  to  locate  the  college  in 
reference  to  the  amount  subscribed,  and  the  accommodation  of 
the  community.  Rev.  Mr.  Bull  chairman  of  the  committee, 
and  Messrs.  Crawford,  Lord  and  Stillman,  were  appointed  to 
visit  Buffalo,  and  though  much  was  expected  from  the  known 
enterprise  and  liberality  of  our  citizens,  yet  the  amount  pledg- 
ed far  exceeds  the  strongest  antici|»ations,  and  will,  no  doubt, 
determine  the  location  in  favor  of  this  city;  while  it  will  secure 
a literary,  moral  and  religious  influence,  which  will  be  felt  not 
only  here,  but  throughout  the  great  west,  in  all  coming  time. 
The  following  is  a correct  list  of  actual  subscriptions: 

Wm.  Williams,  ^15,000,  to  endow  the  professorship  of  mo- 
ral and  mental  philosophy,  called  “the  Williams  professor- 
chip.” 

Samuel  Wilkeson,  $15,000,  to  endow  a professorship  of  law, 
called  “the  Wilkeson  piofes.>-orship.” 

Alanson  Palmer,  15,000,  to  endow  a professorship  of  mathe- 
matics and  natural  philosophy,  called  “the  Alanson  Palmer 
professorship.” 

Hiram  Pratt  and  Orlando  Allen,  $15,000,  to  endow  a profes- 
fiorship  of  theology,  called  “the  Pratt  and  Allen  professorship.” 
Joseph  Hart  and  George  Palmer,  $15,000,  to  endow  a profes- 
*orshi(»  of  English  literature  and  belles  lettres,  called  “the 
Dart  and  Palmer  professorship.” 

Pierre  A.  Barker.  ,$15,000,  to  endow  a professorsliip  of  lan- 
guages, called  “the  B.trker  professor.<liip.” 

Guy  H.  Goodrich,  $15,000,  to  endow  a professorship  of  chy- 
misirv  and  mineroloey,  called  “the  Goodrich  professorship.” 

H B.  Potter  and  John  C.  Lord,  .$15,000,  to  endow  a profes- 
sorship of  oriental  literature  and  the  Hebrew  language,  called 
“the  Potter  and  Lord  professorship.” 


GENERAL  FOND. 


E.  Walden $5,000 

R.  B.  Heacock 5,000 

Townsend  & Coit 5,000 

B.  Raihbun 1,000 

H.  R.  Seymour 1,000 

Ira  Joy 1,000 

Gen.  Porter 1,000 

Wm.  T.  Miller 1,000 

W.  & P.  Hodge 1,000 


In  addition  to  the  sub.-scription  for  a professorship,  col.  A. 
Palmer  has  donated  $-20,000  in  a lot  of  land  of  eight  acres  and  a 
half,  being  in  the  rear  of  Walden  Hill,  bounded  by  North 
street  and  Pennsylvania  avenue,  about  one  mile  and  a half 
from  the  centre  of  the  city,  and  commanding  a view  of  the 
town,  harbor  and  river;  five  acres  of  which  is  given  by  Mr.  Piil- 
mer  to  the  college  in  connection  with  judge  Walden,  who,  it  is 
expected,  under  certain  circumstances,  will  donate  $5,000  in 
addition  to  the  above  mentioned  liberal  subscription. 

It  will  be  seen  that  the  sum  already  subscribed,  is  one  hun- 
dred and  sixty-one  thousand  dollars,  while  as  yet  tlie  subscrip- 
tion for  the  general  fund  has  not  been  very  extensively  circulat- 
ed among  our  citizens,  and  many  gentlemen  of  known  liber.ili- 
ty  are  now  absent  from  the  city.  In  view  of  these  facts  there 
can  be  no  doubt,  that  over  $200,000  will  be  obtained  from  Buf- 
falo, which,  with  the  donations  which  may  be  expected  Dorn 
other  sections  of  the  country  interested  in  this  great  undertak- 
ing, will  constitute  one  of  the  most  liberal  endowments  in  the 
Uiiited  States.  A full  report  may  be  expected  from  the  com- 
mittee of  the  synod,  in  the  course  of  a few  weeks.  In  behalf 
of  the  committee  to  visit  Buffalo,  J.  C.  LORD. 

NORTH  CAROLINA— PUBLIC  LANDS. 

HOUSE  OF  COMMONS. 

The  house  entered  upon  the  orders  of  the  day,  being  the  land 
resolutions  submitted  by  Mr.  Clingman.  The  question  pend- 
ing being  on  their  adoption,  Mr.  Hoke  concluded  the  speech 
commenced  by  him  on  yesterday.  He  was  followed  by  Mr. 
Waddell,  in  support  of  the  resolutions  and  in  reply  to  Mr. 
Hoke. 

The  question  being  now  loudly  called  for  from  all  parts  of  the 
house,  and  the  speaker  having  stated  it  to  be  on  the  passage  of 
the  resolutions,  Mr.  Clarke  begged  leave  to  state  the  reasons 
which  would  induce  him  to  vote  for  the  resolutions,  alter  having 
moved  to  lay  them  on  the  table.  He  was  opposeil  to  their  intro- 
duction— he  was  opposed  to  their  being  discussed — but  the  house 
having  determined  by  a large  majority  that  they  should  be  dis- 
cussed, and  being  called  riftw  to  vole  on  them,  he  should  vote 
in  that  way  that  he  thought  right.  Nor, did  be  regard  the  vote 
which  he  should  give  (or  the  resolutions  as  any  compromising 
of  principle,  nr  as  an  abandonment  of  his  previously  expressed 
opinions.  While  up,  he  would  rejily  to  a question  which  had 
been  frequently  asked  him,  how  he  could,  with  his  peculiar  no- 
tions on  such  matters,  sanction  the  re'solutions  of  1798,  adopted 
by  the  legislatu/e  of  Virginia.  He  was  opposed  to  the  intro- 
duction of  political  resolutions  in  state  legisj^tures,  and  had  he 
been  a member  of  the  Virginia  legislature  at  the  time  those  re- 
solutions were  adojttqd,  he  would  certainly  have  voted  against 
them.  But  as  they  had  passed,  he  decidedly  approved  of  thent, 
not  because  they  were  adopted  by  a statCi  legislature,  but  be- 
cause the  principle's  they  embodied  wert;  sound  and  salutary. 

Mr.  Carson  now  moved  that  the  further  consideration  of  the 
resolutions  be  postponed  to  Wednesday,  for  the  purpose  of  af- 
fording a gentleman,  (Mr.  Hybari),  who  would  necessarily  be 
absent  till  then,  an  opportunity  of  delivering  his  views.  Nega- 
tived 92  to  31. 

Mr.  Collins  moved  to  postpone  the  further  consideration  of 
them  till  Monday.  Negatived  132  to  9. 

Mr.  Hybari  then  moved  to  strike  out  the  original  resolutions, 
and  insert  the  following: 

1.  Resolved,  As  the  opinion  of  this  general  assembly,  that  any 
act  of  congress  giving  the  public  lands  to  the  slates  in  which 
they  are  located,  would  be  a plain  and  palpable  breach  of  the 
public  faith,  and  a dangerous  violation  of  the  right  of  all  the 
states. 

2.  Resolved  further,  That  congress  ought  not  to  reduce  the 
price  of  the  territory  or  public  lands  of  the  United  Slates,  for  the 
purpose  of  indirectly  giving  said  lands  to  the  states  in  which 
they  may  be  situated. 

3.  Resolved  further,  That,  if  the  public  interest  will  justify 
the  measure,  amendments  should  be  proposed  to  the  constitu- 
tion of  the  United  Stales,  making  a distribution  of  the  proceeds 
of  the  [tublic  lands  among  the  several  states  and  territories  of 
the  union,  in  propoition  to  their  federal  population,  to  be  appli- 
ed to  the  establishment  of  common  schools  and  works  of  inter- 
nal improvement,  anrl  for  no  other  purpose  whatever. 

4.  Resolved,  'I’liat  the  distribution  (imposed  in  the  bill,  com- 
monly called  Clay’.s  land  bill,  by  which  it  was  provided  that 
12i  |)er  cent,  more  was  to  be  given  to  the  new  states  than  the 
old,  was  unequal  and  iiiijiist,  and  highly  detrimental  to  the  in- 
terests and  just  claims  of  the  old  states  of  Hie  union,  which  are 
entitled  to  have  such  proceeds  applied  according  to  their  respec- 
tive and  usual  proportion  in  the  general  charge  and  expenditure. 

Mr.  Graham  rose  to  a t]uesiion  of  order.  He  wished  to  know 
if  it  was  competent  for  the  gentleman  from  Fayetteville  now  to 
offer  an  amendment  which,  in  substance,  had  already  heein:e- 
jected. 
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The  speaker  decided  that  the  amendment  was  in  order. 

A division  of  the  question  being  called  for,  it  was  first  put  on 
striking  out  the  original  resolutions  with  a view  to  inserting  the 
Buteiidment,  and  was  decided  in  the  negative:  81  to  40,  So  the 
amendment  fell. 

The  question  now  rectirrin"  on  the  adoption  of  the  original 
resolutions,  Mr.  Hoke  demanded  a division  of  the  question,  and 
that  the  vote  be  first  taken  on  the  first  resolution. 

Mr.  Williamson  said,  that,  in  his  opinion,  the  first  resolution 
contained  two  distinct  propositions;  he  therefore  demanded  a 
division  of  the  question  on  the  first  resolution. 

The  question  being  now  slated  by  the  chair  to  be  on  the  first 
branch  of  the  first  resolution,  viz:  That  congress  has  no  right 
to  give  to  the  new  states  the  lands  within  their  respective 
limits — it  was  decided  in  the  affirmative  118  to  6.  The  nega- 
tive votes  were,  Messrs.  Thos.  Bell,  Byrum,  Deberry,  Jeffries, 
Fitzrandolph  and  West. 

The  question  now  recurring  on  the  second  branch  of  the  first 
resolution,  viz:  That  congress  cannot  reduce  the  minimum  price 
of  these  lands,  &c.  Mr.  Williamson  asked,  if  it  would  be  in 
order  to  move  an  amendment.  The  speaker  decided  that  it 
would  not  be  in  order,  but  added  that  a similar  question  having 
been  differently  decided  in  the  senate  and  bouse  of  representa- 
tives of  the  United  States,  he  would  like  the  house  to  settle  its 
own  construction  of  the  matter,  and  hoped  therefore  gentle- 
men would  lake  an  appeal.  Mr.  Williamson  did  so,  and  the 
decision  of  the  chair  was  sustained  by  a vote  of  118  to  4.  The 
question  was  then  put  on  the  second  branch  of  the  first  resolu- 
tion, and  decided  in  the  afflrmaiive,  107  to  18.  The  negative 
votes  were  Messrs.  Byrum,  Deberry,  Fitzrandolph,  L.  A.  Gwyn, 
Henry,  Hooker,  Howerton,  Hutchison,  Hybart,  Jeffreys,  Jordan, 
Kenan,  Lee,  Picket,  Speller,  J.  R.  Walker,  West  and  William- 
son. 

The  vote  now  recurring  on  the  adoption  of  the  second  resolu- 
tion, which  declares  that  the  national  debt  being  extinguished, 
the  proceeds  of  the  land  ought  to  be  divided,  &c.  it  was  decid- 
ed in  the  affirmative,  ayes  70,  noes  54. 

The  question  now  recurring  on  the  adoption  of  the  last  reso- 
lution, which  requests  the  governor  to  forward  the  resolutions 
to  our  senators  and  representatives,  it  was  decided  in  the  affir- 
mative, 81  to  40. 

The  resolutions  as  adopted  are  as  follows: 

Resolved,  As  the  opinion  of  this  general  assembly,  that  any 
act  by  which  the  congress  of  the  United  States  shall  give  the 
public  lands  to  the  states  in  which  they  are  situated,  or  any  act 
by  which  the  minimum  price  at  which  these  lands  are  now 
sold,  shall  be  reduced,  would  seriously  affect  the  prosperity  of 
all  the  old  states,  and  do  great  injustice  to  those  states  by  which 
they  were  originally  ceded  to  the  confederacy. 

II.  Resolved,  further,  As  the  opinion  of  this  general  assembly, 
that  the  public  debt  having  been  extinguished,  and  the  object  for 
which  the  cession  of  the  respective  portions  of  the  public  do- 
main by  the  states  which  originally  held  them,  having  thus  been 
accomplished,  that  such  disposition  of  the  public  lands,  or  the 
proceeds  thereof,  ought  to  be  made  among  the  stales  of  the 
union,  as  shall  be  proportioned  to  the  respective  sacrifices  and 
expenditures  incurred  by  them  in  support  of  the  United  Stales; 
or,  at  least,  in  proportion  to  their  federal  population. 

III.  Resolved,  That  the  governor  be,  and  he  is  hereby  re- 
quested, to  transmit  copies  of  these  resolutions  to  the  senators 
and  representatives  from  this  stale  in  the  congress  of  the  Unit- 
ed States. 


VIRGINIA. 

From  the  Richmond  Whig. 

Meeting  of  the  whig  members  of  the  assembly  at  the  capital. 

In  pursuance  of  a public  notice  given  by  “several  members” 
of  the  present  general  assembly,  the  members  of  that  body  op- 
posed to  the  election  of  Martin  Van  Buren  and  Richard  M. 
Johnson  to  the  presidency  and  vice  presidency  of  the  United 
States,  convened  in  the  hall  of  the  house  of  delegates  on  Friday 
evening,  December  11th,  at  lialf  past  6 o’clock. 

The  meeting  having  been  called  to  order,  on  motion  of  Mr. 
Witcher,  David  McComas,  esq.  of  the  senate,  was  appointed 
chairman,  and,  on  motion  of  Mr.  Smith,  of  Ka.  Mr.  Hunter,  of 
Essex,  was  appointed  one  of  the  secretaries:  and  on  motion  of 
Mr.  Meade,  Mr.  Buehring,  of  Cabell,  was  selected  as  the  other. 

On  motion  <»fMr.  Smith  of  Frederick,  it  was 

Resolved,  That  the  gentlemen  contesting  seats  in  the  house 
of  delegates,  for  counlies  not  represented  in  this  meeting,  be 
invited  lo  take  part  in  the  deliberations  of  the  assembly. 

On  motion  of  Mr.  Dorman,  leave  was  granted  to  any  mem- 
bers absent  upon  this  occasion,  to  give  their  vole  by  proxy;  and 
on  motion  of  Mr.  Parker  the  roll  of  the  members  of  the  general 
assembly  of  Virginia  was  called,  when  it  appeared  that  there 
were  present,  ten  members  of  the  senate,  and  forty-six  mem- 
bers of  the  house  of  delegates,  and  proxies  were  received  from 
five  members. 

Mr.  Bolls,  contesting  the  seat  as  delegate  of  Henrico,  was 
also  present. 

On  motion  ofMr.  Murdangh,  it  was 

Resolved,  That  each  member  of  this  meeting,  and  every 
member  of  llie  general  assembly  who  may  concur  therein,  sign 
the  recommendation  that  may  be  made  by  this  meeting  to  the 
people  of  Virginia. 

Mr.  Gilmer,  of  Albemarle,  then  offered  ilie  following  resolu- 
tioa: 


Resolved,  That  it  be  recommended  lo  the  people  of  Virginia 
to  give  their  support  to  Hugh  L.  White,  of  Tennessee,  as  a 
candidate  for  the  presidency  of  the  United  States,  at  the  ap- 
proaching election. 

The  meeting  having  been  addressed  by  Messrs.  Gilmer, 
Stanard,  Brown  and  Ball,  in  support  of  the  resolution,  the 
question  being  pul,  it  was  carried  without  a dissenting  voice, 
and  adopted  unanimously  by  the  meeting. 

On  motion  ofMr.  Brown,  of  Petersburg,  it  was 

Resolved,  That  when  this  meeting  adjourns,  it  will  adjourn 
to  meet  again  in  this  hall,  at  half  past  6 o’clock,  on  the  evening 
of  the  10th  of  February  next,  for  the  purpose  of  nominating 
electors  of  president  and  vice  president  of  the  United  Stales, 
favorable  to  the  election  of  Hugh  L.  White  for  the  presidency, 
and  of  such  person  for  the  vice  presidency,  as  may  ihen  be 
agreed  upon — and  also  of  appointing  a central  committee,  and 
corresponding  committees  in  each  of  the  counties,  cities  and 
boroughs  of  this  commonwealth. 

On  motion  Mr.  Brown,  of  P.  it  was  also 

Resolved,  That  the  counties,  cities  and  boroughs,  not  repre- 
sented in  this  meeting,  be  and  they  are  hereby  requested  to  ap- 
point delegates  to  attend  at  the  adjourned  meeting,  on  the  10th 
of  February  next,  and  to  unite  in  the  proceedings  on  that  occa- 
sion. 

On  motion  ofMr.  Witcher,  it  was 

Resolved,  That  the  chairman  and  secretaries  of  this  meeting, 
be  requested  to  sign  the  proceedings,  and  cause  them  to  be 
published  in  the  newspapers  of  this  city. 

On  motion  ofMr.  Dorman,  the  meeting  then  adjourned. 

DAVID  McCOMAS,  chairman. 

R.  M.  T.  Hunter,  ) 

F.  G.  L.  Buehring, 


ALABAMA. 

By  the  following  extract  from  the  message  of  governor 
Gayle,  to  the  legislature  of  Alabama,  it  appears  that  a demand 
has  actually  been  made  upon  governor  Marci/,  of  New  York, 
for  the  surrender  of  Mr.  A.  J.  Williams,  the  publisher  of  the 
Emancipator,  as  an  offender  against  the  laws  of  the  state  of 
Alabama,  on  the  subject  of  slavery. 

Extract  from  gov.  Gayle^s  message. 

“Influenced  by  the  views  herein  expressed,  I have  trans- 
mitted lo  the  governor  of  New  York  a copy  of  an  indictment 
found  by  the  grand  jury  of  Tuscaloosa  county,  against  one  of 
these  incendiary  editors,  by  the  name  of  Williams,  accompa- 
nied with  a demand  for  his  delivery  for  trial,  lo  the  authorities 
of  this  stale.  From  the  high  character  of  the  chief  magistrate 
of  New  York,  from  his  known  attachment  to  the  union,  and 
the  just  and  liberal  views  he  entertains  toward  the  institu- 
tions and  people  of  the  south,  there  is  no  doubt  that  he  will  ex- 
amine the  subject  with  the  most  favorable  dispositions,  and 
with  a sincere  desire  to  render  impartial  justice,  and  to  arrive 
at  a correct  interpretation  of  the  constitution.  After  all,  the 
question  is  rendered  doubtful,  as  many  persons  in  the  south, 
respectable  for  intelligence  and  political  research,  have  pub- 
lished opinions  different  from  mine,  and  it  is  not  improbable 
that  these  opinions  will  be  embraced  by  our  northern  brethren. 
Such  are  the  perils  of  our  situation,  the  dangers  by  which  we 
are  surrounded,  that  it  is  certainly  the  part  of  wisdom  and  pru- 
dence not  to  rest  our  case  on  any  doubtful  issue.  We  should 
look  to  those  measures  of  safety,  and  resort  to  them  at  once, 
which  will  place  us  beyond  the  reach  of  these  unprincipled 
fanatics.  Should  the  right  lo  demand  them  be  admitted,  it  may 
well  be  questioned  whether  that  would  protect  us  against  the 
evils  of  which  we  complain.  As  the  evidence  lo  be  brought 
against  them  will  have  to  be  collected  in  the  states  where  their 
schemes  and  machinations  are  prepared  it  would  he  difficult,  if 
not  impracticable,  to  convict  them  according  to  the  rules  which 
have  been  laid  down  in  criminal  proseculion.s,  for  the  security 
and  protection  of  the  citizen.  It  is  believed,  therefore,  that  no 
remedy  sliort  of  severe  penal  statutes,  passed  by  the  states 
where  slavery  does  not  exist,  will  be  effectual  for  our  relief. 
They  themselves  entertain  no  doubt  of  their  right  to  pass  these 
laws,  and  they  are  called  upon  to  do  so,  by  the  solemn  behests 
of  the  constitution,  by  the  noble  efforts  of  our  ancestors  for 
independence,  and  by  the  blessings  we  all  derive  from  our  glo- 
rious and  happy  union.” 


THE  BANK  OF  THE  UNITED  STATES. 

From  the  National  Gazette. 

The  condition  of  tlie  hank  of  the  United  States,  which  we 
present  below,  will  inieresi  and  probably  surprise  our  readers. 
We  doubt  whether,  in  the  history  of  finance,  there  is  any  simi- 
lar operation;  and  we  record  it  as  a signal  manifestation  of  abi- 
lity on  the  part  of  the  directors  of  the  hank.  In  all  the  proceed- 
ings of  this  institution,  a calm  dignity,  a moderation  of  temper, 
and  a regard  to  the  interests  of  the  country,  are  observable, 
which  contrast  admirably  with  the  perturbed  and  ferocious  spirit 
that  seems  to  animate  its  persecutors. 

The  bank  is  nearly  wound  up.  For  the  last  six  months  it 
has  been  engaged  in  closing  its  concerns,  and  in  a short  time 
will  complete  the  operation.  Its  progress  will  be  seen  by  the 
following  statement  of  jts  business  during  the  semi-annual  pe- 
riod ending  on  the  first  of  December. 

On  the  first  of  June  last,  its  connexions  with  the  community 
consisted  of  a mass  of  debts  and  other  dependencies  amonntiug 
to  about  one  hundred  and  sixty  millions  of  dollars. 
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The  object  was  to  close  these  with  the  least  possible  incon- 
venienae  to  the  community  or  injury  to  iiidiviiinals,  and  with- 
out deranging  any  branch  of  the  national  industry.  According- 
ly, during  the  last  six  months,  the  following  changes  have  been 
made  in  its  principal  relations: 

1st  of  J'xne.  1st  of  Dec.  Difference. 
Loans  38,7a7,793  57  38,792,975  37  5,181  80 

Bills  of  exchange  24,854,852  47  18,351,282  66  6.503,569  81 

Foreign  funds  2,007,146  45  212,272  58  1,794,873  87 

Specie  13,912,577  47  8,749,920  56  5,162,656  91 

Deposites  12,358,958  68  5,381,698  42  6,977,260  26 

Circulation  22,009,474  40  22,113,902  66  104,428  26 

Debts  of  St.  banks  2,326,366  95  4,535,924  54  2,209,557  59 

The  results  are— 

1st.  That  the  loans  are  higher  now  than  they  were  six  months 
ago. 

2d.  That  the  circulation  is  higher  now  than  it  was  six  months 
ago. 

While  thus  maintaining  its  loans  and  its  circulation,  the 
winding  up  of  the  bank  has  gone  steadily  on  by  chanaing,  not 
so  much  the  amount,  as  the  character  of  the  loans.  Wherever 
the  bank  could  do  it  safely  and  without  too  great  sacrifice,  the 
debts  have  been  sold  in  large  masses,  on  long  credits  of  one  to 
four  years,  so  as  to  enable  the  purchasers  in  turn  to  extend  the 
same  indulgence  to  the  individual  debtors.  In  this  way  the 
bank  has  disposed  of  its  debts  at  the  following  branches — 
Portland,  St.  Louis, 

Portsmouth,  Natchez, 

Providence,  New  Orleans, 

Buffalo,  Mobile, 

Pittsburgh,  Charleston, 

Lexington,  Fayetteville, 

Louisville,  Baltimore,  and  the  agency  at 

Cincinnati,  Chilicothe,  16, 

And  has  closed,  without  sale,  the  branches  at  Burlington, 
Hartford,  Utica,  Norfolk  and  Washington  5, 

Making  twenty-one  out  of  the  twenty-seven  branches  and  agen- 
cies which  are  closed  or  sold.  There  remain — 

Boston,  Savannah, 

New  York,  Nashville,  and  the  real  estate 

Richmond,  agency  at  Cincinnati. 

The  total  amount  of  sales  has  been ^14,085,486  83 

Of  which  was  paid,  in  cash,  about 1,000,000  00 

And  the  remainder  on  credit,  at  various  rates  of  interest;  but 
considering  the  cash  as  equivalent  to  six  per  cent,  the  fourteen 
millions  of  debts  have  been  sold  at  an  average  of  within  a small 
fraction  of  five  and  one-half  per  cent. 

What  is  very  satisfactory  is,  that  in  many  of  the  transfers  to 
the  new  banks,  their  officers  have  been  selected  from  the  bank 
of  the  United  States,  making  thus  a retiring  provision  for  them, 
in  addition  to  six  months  salary,  and  inspiring  great  confidence 
in  the  good  management  of  the  new  institutions. 

The  winding  up  of  the  bank  has  taken  this  course — 

1st.  It  has  obligations  fur  debts  and  banking  houses  sold, 

amounting  to ^13,037,665  87 

2d.  It  has  loans  on  stocks  to  the  amount  of. ... . 11,288,046  44 

^24,325,712  31 

Making  an  actual  investment  of  funds  to  the  amount  of  twen- 
ty-four millions,  at  an  average  rate  of  between  five  and  a half 
and  six  per  cent,  being  so  much  of  the  capital  of  the  bank  rea- 
lized in  that  form. 

These  various  arrangements  leave  the  bank  in  the  following 
condition.  Its  means  are: 

Its  remaining  loans ; $14,510,748  20 

Bills  of  exchange 18,351,282  62 

Foreign  funds 212,272  52 

Specie 8,749,920  56 

Notes  and  debts  (current)  of  other  banks 4,535,924  54 

Banking  houses 1,076,581  87 

Real  estate 1,691,256  63 

49,313,169  08 

The  claims  upon  it  are 

Notes  in  circulation $22,113,902  66 

Deposites 5,542,533  44 

27,656,436  10 

$21,656,721  98 

These  operations  have  been  beneficial  to  all  parties.  Safe 
for  the  bank,  useful  to  the  purchasers,  and  eminently  advan- 
tageous to  the  community.  The  same  gentle  and  imperceptible 
system  of  settlement,  will,  if  possible,  be  continued,  and,  it  is 
hoped,  with  the  same  success. 

BANK  DNITED  STATES. 

The  following  are  the  important  items  in  the  statements  of 
the  bank  of  the  United  Stales,  for  the  1st  of  November  and  De- 
cember: 

Bills  discounted — November.  December. 

on  personal  security 27,135,923  24,836.541 

on  hank  stock 3,364,005  3,377,941 

on  other  securities 9,176,075  lo’578|491 

39,676,004  38,792.975 

Domestic  bills  of  exchange ,...17,853,048  18,351,282 

Total ,.57,529,053  57,144,258 


Due  from  state  banks 3,514,564 

Due  to  do 2,828,993 

Baring,  Brothers  & Co.  &c 611,281 

Notes  of  state  banks  on  hand 2,349,808 

Specie 10,224,675 

Circulation 23,031,667 

Individual  deposites 5,406,962 

Public  deposites  of  all  sorts 732,034 


3,767,355 

2,073,819 

139,101 

2.842.389 

8.742.389 
22,113,902 

5,058,449 

644,919 


It  will  be  seen,  that  the  loans  of  the  bank  have  decreased  dur- 
ing the  month  of  November  nearly  a million  of  dollars — the  do- 
mestic exchange  increased  about  half  a million — the  funds 
abroad  nearly  all  drawn  for — the  circulation  diminished  about 
a million,  and  the  specie  also  diminished  about  a million  and  a 
half.  About  one  million  of  the  decrease  in  loans  “on  personal 
security,”  it  is  presumed,  is  from  actual  curtailments,  and  the 
balance  sales  of  securities  to  slate  banks,  which  has  been  ad- 
ded to  loans  on  “other  securities.”  [G/o6e. 


GOV.  LUCAS,  OF  OHIO 

Introduces  the  following,  concerning  slavery,  into  bis  late 
message  to  the  legislature — 

The  community,  of  late,  appears  to  have  been  thrown  into 
commotion  on  the  subject  ol  slavery  in  the  southern  states, 
and  as  citizens  of  a common  country,  we  cannot  view  that 
commotion  with  indifference.  We  have  not  one  word  to  say  in 
favor  of  the princiide  of  slavery.  We  view  it  abstractedly,  as 
both  a moral  and  political  evil;  but  it  was  interwoven  in  our 
political  system  at  its  first  organization,  and  its  existence  has 
been  continued  in  many  of  the  slates  as  a part  of  their  local 
policy.  With  this  policy  we  have  no  right  to  interfere.  Each 
stale  has  the  constitutional  right  to  regulate  its  own  internal 
affairs;  and  it  was  with  extreme  regret  we  witnessed  the  recent 
excitement  in  the  slaveholding  slates,  produced  by  the  misguid- 
ed zeal  of  individuals  residing  in  the  free  states.  The  conduct 
of  these  individuals  we  sincerely  deprecate;  and  the  public 
sentiment  of  the  people  of  Ohio  has  stamped  their  conduct 
with  the  seal  of  disapprobation,  and  will  doubtless  continue 
their  exertions  to  allay  all  excitemeni  with  regard  to  this  deli- 
cate question,  as  far  as  the  moral  force  and  coniroling  infiuence 
of  public  opinion  can  extend;  but  we  are  firmly  of  the  opinion 
that  no  legislative  acts  can  be  passed  on  this  subject,  as  sug- 
gested by  some  of  the  southern  states,  without  an  entire  disre- 
gard to  the  constitution  of  the  state  of  Ohio.  The  constitution 
declares  “that  the  printing  press  shall  be  open  and  free  to  every 
citizen  who  wishes  to  examine  the  proceedings  of  any  branch 
of  government,  or  the  conduct  of  any  public  officer;  and  no 
law  shall  ever  restrain  the  tight  thereof.  Every  citizen  has  an 
indisputable  right  to  speak,  write  or  print  upon  any  subject,  as 
he  thinks  proper,  being  liable  for  the  abuse  of  that  liberty.” 

Our  constitution  also  declares  “that  no  person  shall  be  liable 
to  be  transported  out  of  this  state  for  any  offence  committed 
within  the  state.”  These  two  provisions  will  effectually  bar 
any  legislative  action  on  the  subject,  in  accordance  with  the 
suggestions  of  some  of  the  southern  states.  The  good  sense  of 
the  community,  and  the  moral  force  of  public  opinion,  will 
control  this  matter,  and  will  doubtless  manifest  to  our  brethren 
of  the  south,  that,  while  we  yield  none  of  our  principles,  we 
are  disposed  to  respect  the  rights  and  feelings  of  others. 

■■*!»»>  0 @ m 

INAUGURAL  ADDRESS  OF  JOSEPH  RITNER. 

Fellow  citizens:  The  people  of  the  state  have  entrusted 
to  me  for  the  ensuing  three  years,  the  performance  of  the  duties 
of  the  executive  department  of  the  government.  I accept  the 
trust,  with  the  profoundesl  gratitude  for  the  honor  conferred, 
and  the  most  unfeigned  diffidence  of  my  ability  to  fulfil  its  va- 
rious and  important  duties,  in  such  manner  as  to  meet  their 
just  and  reasonable  expectations. 

The  office  of  chief  magistrate  of  a large  and  growing  com- 
munity is,  at  all  times,  one  of  much  responsibility.  Most  es- 
pecially is  it  so  at  the  present  juncture  in  Pennsylvania.  Ques- 
tions of  great  moment,  many  of  them  novel,  and  all  intimately 
connected  with  the  feelings  and  interests  of  the  people,  demand 
his  care  and  attention. 

Perhaps  a selfish  caution  would,  on  those  subjects,  indicate 
silence  as  the  safest  course  for  one  just  entering  on  the  office 
of  chief  rnagistrnie.  But  he  who  assumes  that  station  is  called 
to  it,  not  for  the  purpose  of  consulting  his  own  convenience  or 
hi.s  own  feelings,  but  the  wishes  and  the  prosperity  of  Ihe 
whole  community.  It  cannot  be  supposed  that  I have  entered 
upon  it,  without  having  previously  adopted  certain  leading 
principles  for  the  regulation  of  rny  executive  conduct,  To  an 
early  knowledge  of  them,  my  fellow  citizens  have  an  undoubt- 
ed right. 

And  here,  before  entering  upon  questions  ofmore  immediate 
interest  to  us,  .is  citizens  of  this  state,  I would  desire  it  di.s- 
tinctly  to  be  understood,  that  I possess  a proper  estimate  of  the 
importance  of  Pennsylvania,  both  as  a slate  and  as  a member  of 
the  great  national  family.  While  the  rights  and  feelings  of 
every  part  of  the  union  will  be  scrupulously  respected,  and  its 
perpetuation  and  honor  cordially  promoted,  I shall  not  consent 
to  sacrifice  her  interests  to  propitiate  power,  or  conciliate  favor, 
in  any  quarter,  however  high  and  influential. 

Among  subjects  of  state  policy  there  is  one  of  most  prominent 
interest.  The  great  system  of  internal  improvement,  in  which 
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vve  have  been  for  years  engaged,  has  encumbered  the  resources, 
und  deranged  the  hnances  of  tite  coininonwealtli;  produced 
new  but  as  yet  nearly  untried  cliannels  lor  bu.siness,  and  springs 
to  private  enterprise;  and  materially  alieuted  the  occupations 
and  interests  of  the  people.  The  cares  and  duties  of  those  who 
administer  the  legislative  and  e.xecuiive  departments  of  the 
governinent,  are  in  the  same  proportion  increased.  Sound 
policy  demands  that  operations  which  have  thus  shaken  the 
old  order  of  things,  and  that  public  works  which  have  cost  so 
much,  should  as  speedily  as  possible,  be  made  to  answer  the 
great  object  for  which  they  were  originally  designed — the  pub- 
lic good.  To  accomplish  it,  the  most  vigorous  measures  and 
the  most  rigid  economy  are  absolutely  necessary,  and  will  be 
enforcsd.  Jivery  exertion  will  be  made  to  give  energy  and  cer- 
tainty to  a system  which,  as  yet,  has  exhibited  little  more  than 
a doubtful  promise  of  utility  commensurate  with  the  sacrifices 
made  for  its  accomplishment. 

With  the  vast  debt  already  contracted,  before  us,  prudence 
would  forbid  the  undertaking  of  any  new,  separate  and  inde- 
pendent work,  until  those  now  in  operation  and  in  progress, 
prove,  by  actual  experience,  to  be  capable  of  sustaining  them- 
selves, and  furnish  evidence  that  they  will,  in  a reasonable 
lime,  extinguish  their  original  cost,  without  resort  to  taxation. 
Cutiwhere  further  extension  of  the  public  works  is  necessary, 
to  render  those  already  made  or  in  progress,  profitable  and  be- 
neficial, economy  and  sound  policy,  and  a just  regard  for  the 
interests  of  the  people,  would  require  such  extension  to  be  au- 
thorised and  completed. 

Next  in  order  to  the  development  and  care  of  the  physical 
resources  of  the  commonwealth,  though  of  vastly  higher  mo- 
ment in  itself,  is  the  cultivation  of  its  mental  energies.  A 
system  of  common  school  education  has  been  recently  com- 
menced. ft  will  afford  me  sincere  pleasure  to  co-operate  with 
tire  legislature,  in  the  attempt  to  give  it  real  usefulness,  by 
adapting  it  to  the  wants  and  feelings  of  the  people. 

I'he  permanency  of  a republic  depends  on  the  virtue  of  its 
citizens.  Whilst  they  are  virtuous  and  intelligent,  the  acts  of 
Iheir  agents  will  be  rt^trained  and  directed  to  the  public  good, 
which  is  the  only  legitimate  object  of  all  government.  Industry 
and  economy,  in  all  the  transactions  and  conduct  of  indivi- 
duals, are  the  principal  promoters  of  that  it'idependence  of 
character,  and  of  that  virtue,  on  which,  so  far  as  mere  human 
agency  avails,  depends  the  existence  of  a government,  repub- 
lican not  solely  in  name,  but  in  reality.  It  is  therefore  the 
imperative  duty  of  those  in  authority,  to  protect  the  weak 
against  the  powerful,  and  to  foster  and  encourage  the  laborious, 
the  industrious  and  the  economical,  in  every  class  of  society. 
To  the  performance  of  this  duty  I pledge  the  co-operation  of 
the  executive  branch  of  the  government. 

The  maintenance  of  a sound  currency  is  one  of  the  most 
difficult  but  indispensable  duties  of  those  who  administer  the 
government,  in  a community  possessing  such  various  interests 
as  that  to  which  we  belong.  Convenience,  and  that  conside- 
ration alone,  has  caused  the  substitution  of  paper  money  for 
specie.  The  idea  that  money  was  to  be  made  by  specu- 
lating on  the  inconvenience  of  a melalic  currency;  or  that 
paper  money  was  to  be  created,  merely  to  enable  a few  to 
realize  laige  sums  by  turning  the  act  of  its  creation  to  their 
own  account,  never,  for  a moment,  entered  the  minds  of  those 
who  first  adopted  this  useful  and  valuable  expedient.  Their 
object  was  the  obtainment  of  a representative  possessing  all  the 
utility  and  value,  without  any  of  the  inconvenience  of  the  tiling 
represented.  Jn  this  point  of  view  the  increase  of  the  sub- 
stitute beyond  the  actual  value  and*  amount  of  its  principal,  is 
a fraud  upon  the  public.  The  man  who  takes  it  in  payment 
for  his  labor,  his  goods  or  his  lands  is  cheated.  My  object 
will,  therefore  be,  on  the  one  hand,  to  confine,  as  far  as  in  me 
lies,  the  amount  of  paper  money  within  the  bounds  just  stated, 
while  on  the  other,  public  accommodation  and  the  demands  of 
business  will  be  consulted. 

The  exercise  of  the  appointing  power  is  a task  of  much  de- 
licacy. The  present  constitution  lias  entrusted  it  to  the  judg- 
ment and  discretion  of  the  chief  magistrate.  His  object  should 
be  the  selection  of  officers  who  will  advance  the  comfort  and 
prosperity  of  all,  by  a faithful,  honest  and  efficient  discharge 
of  their  duty.  While  the  power  remains  in  my  hands  that 
object  will  be  kept  in  view. 

The  supremacy  of  the  laws  atid  the  equal  rights  of  the  peo- 
ple, whether  threatened  or  assailed  by  individuals,  or  by  se- 
cret, sworn  associations,  I shall,  so  far  as  may  be  compatible 
with  the  constitutional  power  of  the  executive,  endeavor  to 
maintain,  as  well  in  compliance  with  the  known  will  of  the 
people,  as  from  obligatiori.s  of  duty  to  the  commonwealth.  In 
these  endeavors  I shall  entertain  no  doubt  of  zealous  co-opera- 
tion by  the  enlightened  and  patriotic  legislature  of  the  state. 
The  people  have  willed  the  destruction  of  all  secret  societies, 
and  that  will  cannot  be  disregarded. 

In  the  attempt  to  render  the  power  of  the  laws  equal  and 
supreme  over  all,  that  certainty  in  Iheir  operation  which  is  so 
essentially  conducive  to  the  prevention  of  crime,  should  be 
also  kept  in  view.  In  a community, possessing  a criminal  code 
so  proverbially  mild,  and  a mode  of  trial  so  fair  and  open,  as 
that  to  which  we  belong,  the  pardoning  power  should  be  rarely 
and  with  extreme  caution  interposed.  I trust  I shall  be  enabl- 
ed, in  the  use  of  it,  to  listen  only  to  the  demands  of  public 
justice  and  the  general  good.  No  consideration  arising  from 
feelings  of  mere  pity,  or  from  respect  of  person  or  station. 


shall  influence  my  conduct.  When  punishment  is  certain, 
crime  decreases,  and  then  only  may  the  severity  of  the  laws 
with  salety  be  still  further  mitigated. 

I enter  upon  the  discharge  of  the  arduous  duties  of  the  office 
of  governor,  with  the  constitutions  which  I have  just  sworn  to 
support,  as  the  guide,  and  the  prosperity  of  the  people  of 
Pennsylvania  as  the  object  of  my  labors;  relying  upon  the 
legislature  for  aid  in  my  endeavors  to  serve  our  eoinmon  con- 
stituents, and  upon  the  candor  and  liberality  of  my  fellow 
citizens  to  excuse  the  unintentional  and  unavoidable  errors 
that  may  occur  in  my  administration  of  the  government.  Thai 
those  errors  may  not  be  permanently  injurious  to  my  native 
state,  is  my  sincere  prayer  to  that  Being  on  whom  alone  sure 
reliance  can  be  placed,  and  from  whom  cometh  that  wisdom 
which  cannot  err.  JOSEPH  RITNER. 

December,  15,  1835. 


MR.  FORSYTH  AND  GOV.  MASON— OF  MICHIGAN. 

From  the  Detroit  Jovrnal. 

Hon.  John.  Forsyth,  caused  to  be  printed  in  the  Free  Press  a 
communication  in  reply  to  some  remarks  in  a dinner  speech  of 
Mr.  Mason,  imputing  unfair  dealing  on  the  part  of  Mr.  Forsyth 
towards  him  the  said  Mason.  In  the  Free  Press  of  the  next 
day,  Mr.  Mason  comes  out  with  a replication  which  we  sus- 
pect will  make  the  secretary’s  hair  stand  erect. 

We  have  not  room  in  our  paper  for  the  altercation,  albeit  we 
should  be  very  happy  to  copy  the  whole  of  it. 

Mr.  Forsyth’s  letter  says  two  or  three  rather  severe  things 
about  Mr.  Mason,  but  in  a quiet  sort  of  way,  as  if  he  did  not 
care  much  about  our  governor. 

We  copy  enough  from  Mr.  Forsyth  to  present  the  points  in 
issue  between  the  parties. 

“Professing  the  highest  veneration  for  the  character  of  the 
president,  and  the  greatest  gratitude  tor  his  kindness,  he  makes, 
n the  same  breath,  a violent  attack  upon  one  of  the  members 
of  his  cabinet,  for  acts  done  under  his  eye,  and  by  his  orders. 

It  would  not  be  difficult  to  fathom  the  motive  which  led  jto  a . 
course  so  extraordinary  and  inconsistent;  but  it  is  not  the  pur- 
30se  of  this  publication  to  scan  or  to  expose  the  views  of  Mr. 
Mason.  Its  object  is  simply  to  present  evidence  of  the  niter 
destitution  of  even  probability  in  the  charges  which  he  has 
thought  proper  to  prefer  against  Mr.  Forsyth.  All  the  official 
documents  connected  with  the  subject  will,  without  doubt,  be 
laid  before  congress;  and  the  people  of  Michigan  will  then  have 
an  opportunity  of  judging  whether  any  portion  of  the  correspon- 
dence from  the  department  of  state  is  either  equivocal  or  diffi- 
cult to  be  understood.  In  the  mean  time,  some  private  letters 
are  offered  to  their  inspection,  which  will  throw  light  upon  the 
contrast  that  exists  between  J\lr.  Mason’s  after  dinner  assertions 
and  the  facts  of  the  case. 

“His  first  allegation  is,  that  the  proposition  for  a compromise, 
which  was  made  by  Messrs.  Rush  and  Howard,  the  commis- 
sioners, proceeded  in  effect  from  Mr.  Forsyth:  that  he ‘knew 
of  its  existence  from  its  first  origin,  and  that  if  not  his  offspring, 
it  had  become  the  child  of  his  adoption;  and  that  his  subsequent 
disavowal  was  but  to  shield  himself  from  responsibility.’  The 
following  extracts  from  |>rivate  letters  of  the  commissioners,  it 
is  hoped,  will  leach  Mr.  Mason  the  danger  as  well  as  the  impro- 
priety of  assuming  facts,  from  which  to  draw  deductions,  im- 
peaching the  character  or  conduct  of  others.” 

Mr.  F.  then  goes  on  to  make  out  his  case  by  producing  the 
letters,  &c.  referred  to. 

Now  for  Mr.  Mason. 

“The  profound  respect  which  should  be  borne  for  the  elevat- 
ed position  you  occupy,  has,  and  might  still  have  preserved  you 
from  reproaches,  had  you  remained  silent  upon  the  occasion. 
But  you  have  thrown  yourself  before  the  public,  and  if  any 
thing  now  escapes  me  calculated  to  wound  your  pride  of  cha- 
racter, you  will  attribute  it,  not  to  a forgetfulness  of  what  is 
due  to  the  station  you  hold,  but  to  a recollection,  that  the  in- 
cumbent is  no  more  than  my  equal  in  rights,  and  less  than  my 
equal  in  all  the  principles  of  an  honest  man. 

“It  is  not  now,  that  I would  tamely  forfeit  their  (the  people’s) 
esteem  by  a sacrifice  of  my  character,  although  the  assassin 
should  prove  one  high  in  authority. 

******* 

“I  must  beg  leave  to  inform  you  that  you  cannot  be  acquitted 
by  the  testimony  of  Messrs.  Rush  and  Howard,  who  have  kind- 
ly volunteered  in  your  behalf.  Those  gentlemen  are  considered 
your  aid'ers  and  abetters  in  the  matter.  I will  not  permit  you 
to  swear  for  each  other.  You  stand  jointly  arraigned  at  the 
bar  of  public  opinion,  and  that  tribunal  will  not  authorise  you 
to  testify  in  each  other’s  behalf.” 

Here  is  the  winding  up: 

“Hypocrisy  being  regarded  by  you  perhaps,  as  a profession, 
rather  than  as  a destitution  of  principles,  you  are  always  ready 
to  suspect  it  in  others. 

“I  have  thus,  sir,  written  in  a style  which,  although  it  may  be 
offensive  to  you,  1 trust  may  not  prove  unprofitable.  You  say 
you  have  taught  me  a lesson.  I hope  tlic  obligation  Is  now 
cancelled.  Borrowing  your  principles  and  morals  from  the  pre- 
cincts of  a foreign  court,  you  have  mistaken  the  character  of 
your  country  and  have  forgotten,  that  you  are  the  officer  of  a 
simple  republic.  The  people  of  this  country  are  unaccustomed 
to  the  tricks  of  diplomacy,  and  require  plain  and  open  dealing 
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from  their  public  agents.  Intrigue  may  flourish  for  a while, 
but  it  will  ultimately  prove  its  own  ruin.  In  public  as  in  pri- 
vate life,  the  man  who  is  once  found  a profligate,  is  ever  after 
suspected.  The  two,  your  experience  may  inform  you,  are 
generally  found  in  the  same  individual.  Begin  then  anew,  and 
although  you  may  not  succeed  in  convincing  the  world  that  you 
are  an  honest  man,  you  may  at  least  induce  them  to  believe, 
that  you  are  not  so  bad  as  you  have  been. 

“STEVENS  T.  MASON. 

“Detroit,  Nov.  2S,  1835.” 

COL.  RICHARD  M.  JOHNSON. 

On  Friday  last  this  distinguished  citizen  arrived  in  our  city. 
During  his  sojourn  he  was  waited  on  by  many  persons  of  ail 
political  parties,  anxious  to  welcome  the  bona  fide  “hero  of 
the  Thames.” 

A number  of  our  ’citizens  tendered  to  colonel  Johnson  a 
public  dinner.  He  declined  the  invitation.  The  correspond- 
ence is  subjoined.  IPittsburgh  Mercury. 


Pittsburgh,  Nov.  28,  1835. 

Hon.  R.  M.  Johnson: 

De.ar  sir:  The  undersigned,  learning  your  arrival  in  their 
city,  feel  that  they  would  be  lost  to  those  sentiments  which 
should  warm  and  animate  the  bosoms  of  American  citizens, 
did  they  not  by  some  public  mark  indicate  the  esteem  and  high 
regard  which  they  entertain  for  one  whose  whole  life  has  been 
distinguished  by  the  most  unreserved  devotion  to  the  cause  of 
liberty. 

Although  our  country  now  enjoys  peace  and  prosperity,  and 
has  assumed  that  proud  stand  among  nations  to  which  her 
resources  and  her  gallantry  entitle  her,  we  cannot  be  unmindful 
of  the  time  she  was  beset  by  foes  from  without,  and  distracted 
and  weakened  by  enemies  within — nor  can  we  ever  cease  to 
remember  with  gratitude,  the  man  who  then  periled  his  life 
in  her  cause. 

Ingratitude  has  been  said  to  be  the  vice  of  republics— it  is  a 
vice,  however,  sir,  with  which  the  American  republic  is  not, 
and  we  fondly  hope,  never  will  be  chargeable.  The  people  of 
the  United  States  are  noble  and  generous,  and  are  ever  ready 
to  reward  and  honor  merit,  whether  displayed  in  the  tented 
field,  or  in  the  legislative  hall. 

The  citizens  of  Pittsburgh  have  not  forgotten  the  bravery  and 
chivalry  exhibited  by  you  during  the  last  war.  They  still 
recollect  the  gallant  regiment  of  mounted  volunteers  of  which 
you  were  the  commander— its  rapid  march  to  the  defence  of 
our  unprotected  frontier.  They  still  recollect  the  privations 
endured,  and  the  wounds  received  by  you  in  that  memorable 
campaign — the  battle  which  followed — the  death  of  an  artful 
and  sanguinary  Indian  chieftain  by  your  own  hand — acts,  the 
hold  daring  of  which  have  honored  your  name  with  the  im- 
perishable title  of  “hero  of  the  Thames.” 

We  would  also  embrace  the  present  occasion  to  assure  you, 
that  the  liberal  and  enlightened  policy  advocated  by  you,  during 
the  long  period  you  have  occupied  your  present  distinguished 
station  in  the  national  legislature,  has  been  such,  as  to  demand 
our  highest  commendation. 

The  undersigned  would,  therefore,  in  behalf  of  the  demo- 
cratic citizens  of  Pittsburgh  and  vicinity,  as  a testimonial  of 
their  regard,  invite  you  to  partake  of  a public  dinner  at  such 
time  as  your  convenience  may  suggest. 

Very  respectfully,  &c 


John  Gallagher, 
James  Patterson, 

H.  G.  Rogers, 

Will.  Bryant, 
Thomas  Livingston, 
Richard  Phillips, 
Win.  Alexander, 
Linton  Rogers, 
Thus.  Hamilton, 

L.  S.  Johns, 

Wm.  Le  Baron, 

A.  Morris, 

G.  R Riddle, 

W.  Robinson,  jr., 
Wm.  C.  Enost, 
Hugh  Toner, 

Jacob  Smith, 

Will.  H.  Smith, 

W.  Closey, 

Wm.  McClure. 
James  McTufk, 


E.  Trovillo, 

I.  N.  Hoops, 

A.  Alexander, 

E.  J.  Roberts, 
John  Smith, 

John  Sarber, 

R.  A.  Campbell, 
Hugh  Sweeney, 
C.  Upperman, 
Patrick  Doran, 
John  Brown, 

S.  Scon, 

Wm.  McCreery, 
John  Scully, 

John  S.  Blakely, 
Thomas  Phillips, 
Win.  Kelly, 

John  McFarland, 
M.  Duhhs, 

Jared  Irwin, 
David  Lynch. 


COL.  Johnson’s  reply. 

PUtsburoh,  Nov.  28iA,  1835. 

Gentlemen:  Your  letter  has  just  been'  received,  tendering 
mein  behalf  of  the  citizens  of  Piii-:biirgh,  a public  enierluin- 
inenl,  as  a testimonial  of  regard  for  my  civil  and  military 
cervices.  If  any  thing  could  enh  nice  the  value  of  this  civiJuy, 
it  would  be  the  unbounded  kindness  of  manner  with  which  it 
has  been  offered. 

The  flattering  notice  you  have  been  pleased  to  take  of  the 
public  acts  of  my  past  life,  calls  for  the  fullest  expression  of 
gratitude.  It  is  true,  I was  in  congress  when  those  daring 
outrages  and  insults  were  offered  to  our  national  flag,  and  in 
common  with  the  great  mass  of  my  fellow  citizens'  I deeply 
tesented  them  — Wheu  repeated  injury  left  no  alternative  but 


war,  I felt  it  to  be  my  imperious  duty  to  vote  for  that  declara- 
tion which  was  to  repel  the  invaders  of  my  country,  which  did 
most  gloriously  efface  the  remembrance  of  national  dishonor. 

The  very  first  stage  of  the  war  were  those  of  suffering  and 
disaster.  It  was  then  that  I thought  of  the  field.  I belong  not 
to  the  profession  of  arms,  and  was  no  soldier  by  education. 
But  honored  with  a public  trust  in  time  of  extreme  peril  and 
alarm,  by  a most  confiding  and  patriotic  district,  I should  not 
have  considered  myself  worthy  of  such  high  confidence,  had  I 
not  been  equally  ready  with  my  fellow  citizens  to  sustain  in 
person  a war,  for  which  I had  given  my  vote.  My  services, 
therefore,  as  well  as  those  of  my  valiant  associates,  many  of 
which  were  my  juniors,  and  many  veterans  who  were  exempt 
by  age  from  military  duty,  were  purely  voluntary.  But  fired 
by  a sense  of  injury,  they  were  obedient  to  the  call  of  duty,  and 
at  the  first  sound  of  the  trumpet  were  found  in  the  field  where 
they  achieved  the  victory  to  which  you  have  alluded. 

That  the  battle  of  the  Thames  was  a signal  and  important 
victory,  it  would  be  affectation  in  me  to  deny.  It  is,  however, 
my  highest  pride  that  the  mounted  regiment  of  volunteers  who 
served  under  my  command,  and  who  encountered  superior 
numbers  with  undaunted  bravery,  should  have  so  honorably 
sustained  themselves  in  your  eyes  and  in  the  estimation  of 
their  countrymen. 

The  commendation  you  have  bestowed  upon  my  civil  servi- 
ces I have  endeavored  to  merit — never  having  attempted  to 
act  a very  conspicuous  part  in  the  deliberations  of  congress, 
it  was  my  constant  aim  to  embodyin  our  legislative  code  amf 
to  carry  into  practical  detail  the  great  principles  established  by 
our  revolution.  I have  endeavored  in  my  humble  way,  to 
strengthen  those  barriers  which  have  been  wisely  thrown 
around  the  rights  of  conscience,  and  to  protect  the  freedom  of 
both  political  and  religious  opinions.  My  creed  always  haa 
been  that  government  was  instituted  for  the  benefil-Df  the  many 
and  not  for  the  few — that  merit  was  the  only  true  basis  of  dis- 
tinction, and  that  the  public  power  should  be  used  equally  for 
the  protection  of  every  class  and  denomination  of  citizens.  If 
you  meant  that  I have  labored  to  uphold  those  principles  with 
unabated  energy,  you  have  done  me  nothing  but  justice. 

I sincerely  thank  you  for  the  honorable  welcome  which  you 
have  given  me.  I assure  you  I am  not  insensible  to  this  proof 
of  your  kindness.  It  is  now  upwards  of  twenty-two  years 
since  I visited  your  place.  Then  it  was  a prosperous  village — 
now  I find  it  a large  and  flourishing  city — a great  emporium  of 
arts  and  commerce,  with  a popolation,  including  the  suburbs, 
of  forty  thousand  inhabitants.  The  site,  an  important  one — 
the  head  of  thirty  thousand  miles  of  navigable  waters,  seems  to 
have  been  marked  out  by  the  hand  of  nature,  as  a connecting 
link  between  the  eastern  and  western  limits  of  our  great  con- 
federacy. Mechanical  invention  and  the  labor  of  man  have 
strengthened  with  tenfold  capability  that  position,  by  an  ad- 
mirable system  of  roads,  canals  and  steam  navigation.  The 
whole  western  country  is  under  the  deepest  obligations  to  you, 
for  the  skill  of  your  artizans  and  mechanics.  Y'ou  have  by 
your  manufactures  of  machinery,  alone  added  a tremendous 
power  to  the  agents  of  nature,  and  accelerated  with  a prodigi- 
ous speed  the  growth  of  the  valley  of  the  Mississippi;  while 
your  architects  exceed  in  floating  those  arks,  which  bear  to  the 
ocean  the  rich  products  of  your  soil  and  the  fruits  of  your 
industry. 

I sincerely  trust  that  you  will  not  be  content  with  this  tem- 
poral greatness  alone,  but  that  you  will  cherish  the  higher  am-, 
bition  of  perpetuating  freedom  in  the  land,  by  hold  ing  these  rich 
bequests  of  Piovidence,  as  an  inheritance  to  the  present  gen-, 
eratiori  and  generations  yet  unborn.  I regret,  that  an  immedL 
ate  attendance  to  rny  duties  as  a member  of  congress,  will  pre-« 
vent  me  from  accepting  your  kind  invitation  to  a public  dinner. 

With  sentiments  of  great  respect  and  esteem,  your  fellow 
citizen,  R.  M.JOHNSON^ 

To  Messrs.  Gallagher,  and  others. 

® g)m'»  - 

DANIEL  WEBSTER  AND  ANTI-MASONRY. 

From  the  Pennsylvania  Telegraph,  published  at  Harrisburgh, 
of  9th  inst.  we  copy  the  following  correspondence  between  the 
anti-masonic  delegates  to  the  state  convention,  from  Alleghany 
county,  and  Daniel  Webster.  It  was  communicated  to  ihat  pa- 
per by  two  of  the  delegates,  Messrs.  Gilleland  and  Irwin. 
letter  to  DANIEL  WEBSTER. 

Pittsburgh,  Nov.  11,  1835. 
Hon.  Daniel  Webster,  Boston,  Massachusetts; 

Sir:  The  democratic  anti-masons  of  Alleghany  county,  by 
their  delegates  in  convention  assembled,  have  this  day  appoint- 
ed the  undersigned  to  represent  them  in  a democratic  anti- 
masonic  state  convention,  to  be  holden  at  Harrisburg,  on  the 
I4lh  day  of  December  next,  with  instructions  to  urge  your 
nomination  hy  that  body  as  a candidate  for  the  office  of  presi- 
dent of  the  United  States. 

Your  anti-masonic  fellow-citizens  here,  have  been  influenc- 
ed in  their  decision,  not  only  by  the  esteem  in  which  they  hold 
your  character  as  a statesman,  and  devoted  friend  of  the  con- 
stitution, but  also  hy  the  impression  which  has  been  made  on 
their  minds  of  your  entire  accordance  in  opinion  with  them  on 
the  subject  of  secret  associations. 

For  the  satisfaction  of  our  political  friends  in  other  sections 
of  this  commonwealth,  we  shall  be  most  happy  if  you  will 
enable  us  to  submit  to  them  your  opinions  respecting  the  order 
of  freemasonry,  an  institution  whose  principles  and  obligations 
the  people  of  Pennsylvania  fiimly  beliere  to  be  dangerous  ip 
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civil  liberty,  and  in  contravention  of  the  established  rights  of 
American  citizens.  VVe  are  respectfully,  &c. 

HARMAR  DENNY, 

BENJAMIN  DARLINGTON, 
JAMES  C.  GILLELAND, 
NEVILLE  B.  CRAIG, 

W.  W.  IRWIN, 

Delegates  from  the  county  of  Allegiiany  lo  the  democratic 
anti-iuasunic  state  conveiiliuti  of  Pennsylvania. 

REPLT. 

Boston,  Nov.  20,  1835. 

Gentlemen:  I have  the  honor  to  acknowledge  your  favor  of 
the  11th  insi.  the  receipt  of  which  has  been  delayed,  for  a few 
days,  by  my  absence  Ifom  home. 

Permit  me,  gentlemen,  to  express  my  grateful  sense  of  the 
respect  shown  me  by  my  fellow  citizens,  the  members  of  the 
convention  of  democratic  anti-masons  of  Alleghany  county,  in 
their  recent  proceedings  as  set  forth  in  your  communication. 
The  esteem  they  are  pleased  to  express  for  my  public  character, 
and  their  confidence  in  my  attachineiit  lo  the  constitution  of 
the  country,  demand  my  profound  acknowledgments. 

Nor  do  they  do  me  more  than  justice,  in  their  belief  of  my 
entire  accordance  in  their  opinions,  on  the  subject  of  secret 
societies.  You  express  a wish,  however,  that  for  the  satisfac- 
tion of  friends,  in  other  parts  of  the  state,  1 should  enable  you 
lo  make  known  my  sentiments  respecting  the  order  of  freema- 
sonry. 1 have  no  hesitation,  gentlemen,  in  saying,  that  how- 
ever unobjectionable  may  have  been  the  original  objects  of  the 
institution,  or  however  pure  may  have  been  the  motives  and 
purposes  of  individual  members,  and  notwithstanding  the  many 
great  and  good  men  who  have  from  time  to  time  belonged  to 
ttie  order;  yet,  nevertheless,  it  is  ai:  institution,  which,  in  my 
judgment,  is  essentially  wrong  in  the  principle  of  its  formation; 
that  from  its  very  nature,  it  is  liable  to  great  abuse;  that  among 
the  obligations,  which  are  found  to  be  imposed  on  its  members, 
there  are  such  as  ate  entirely  incompatible  with  the  duty  of 
good  citizens;  and  that  all  secret  associations,  the  mem- 
bers of  which  take  upon  themselves  extraordinary  obligations 
to  one  another,  and  are  bound  together  by  secret  oaths,  are, 
naturally,  sources  of  jealousy  and  just  alarm  to  others;  are  es- 
pecially unfavorable  to  harmony  and  mutual  confidence  among 
men  living  together  under  popular  institutions;  and  are  danger- 
ous to  the  general  cause  of  civil  liberty  and  good  government. 
Under  the  influence  of  this  conviction,  it  is  my  opinion,  that 

THE  FUTURE  ADMINISTRATION  OF  ALL  SUCH  OATHS,  AND  THE 
IMPOSITION  OF  ALL  SUCH  OBLIGATIONS,  SHOULD  BE  PROHIBITED 
BY  LAW. 

I express  these  opinions,  gentlemen,  with  the  less  reserve  on 
this  occasion,  inasmuch  as  they  have  been  often  expressed  al- 
ready, and  not  only  to  some  of  your  own  number,  and  many  of 
your  own  friends,  but  to  others,  also,  with  whom  I have  at  dif- 
ferent times,  conversed  on  the  subject. 

Of  the  political  principles  and  conduct  of  the  anti-masons  of 
Pennsylvania,  I have  spoken  freely  in  my  place  in  the  senate, 
and  under  circumstances  which  took  from  the  occasion  all  just 
suspicion  of  any  indirect  purpose.  The  opinions,  then  express- 
ed, are  unaltered.  I have  ever  found  the  anti-masons  of  Penn- 
sylvania true  to  the  constitution,  to  the  union,  and  to  the  great 
interests  of  the  country.  They  have  adopted  tlie  ‘-supremacy 
OF  THE  LAWS,”  as  their  leading  sentimeiits,  and  I know  none 
more  just,  or  more  necessary.  If  there  be  among  us  any  so 
high,  as  to  be  too  high  for  the  authority  of  law,  or  so  low,  as  to 
be  too  low  for  its  regard  and  protection;  or  if  there  be  any,  who 
by  any  means  whatever,  may  exempt  themselves  from  its  con- 
trol, then,  lo  that  extent,  we  have  failed  to  maintain  an  equal 
government.  The  supremacy  of  the  constitution  and  the  laws 
is  the  very  foundation  stone  of  republican  institutions;  if  it  be 
shaken,  or  removed  from  its  place,  the  whole  system  must  ine- 
vitably totter  to  its  fall. 

Your  obliged  friend,  and  fellow  citizen, 

DANIEL  WEBSTER. 

To  Messrs.  Harmar  Denny,  Benj.  Darlington,  J.  C.  Gilleland, 
Neville  B.  Craig,  W.  W.  Irwin,  delegates  from  the  county  of 
Alleghany,  to  the  democratic  anii-masouic  convention  of 
Pennsylvania. 

— CO’*"" 

THE  THREE  EXTRA  GLOBES. 

From  the  Nashville  Republican. 

We  perceive  inquiries  made  in  the  Jackson  Truth  Teller 
and  Randolph  Recr>rder,  in  reference  to  the  three  Extra  Globes, 
that  were  received  by  each  member  of  the  legislature  at  the 
commencement  of  the  session,  to  which  we  should  have  re- 
plied before  this,  but  for  our  indisposition.  The  editors  of 
these  papers  do  not  read  the  Republican  as  attentively  as  we 
had  hoped  they  did,  or  they  would  have  seen  that  this  circum- 
stance has  been  alluded  to,  more  than  once,  in  our  columns. 

It  is  a fact,  which,  we  presume,  will  not  be  denied,  that,  at 
the  commencement  of  the  session  of  the  Tennessee  legislature, 
three  copies  of  the  Extra  Globu  were  received  by  each  mem- 
bitr,  under  the  frank  of  the  president  of  the  United  States,  one 
of  ivhich  was  also  directed,  in  his  own  hand  writing.  'I’hese 
Globes,  at  least,  those  which  we  have  seen,  are  under  date  of 
the  11th,  the  18lh  and  the  25th  of  September;  and  contain  no 
inconsiderable  quantity  of  that  abuse  and  misrepresentation 
against  judge  White  and  the  hon.  John  Bell,  with  which  the 
columns  of  this  violent  party  journal  has  beeu  for  months  so 
liberally  filled.  Besides  these  attacks  upon  two  of  Tennessee’s 
most  distinguished  sons,  we  have  inter  alias  res,  Mr.  Benton’s 


speech  on  the  president’s  protest,  and  his  speech,  delivered  in 
the  senate  on  the  27th  of  February,  on  the  expunging  resolu- 
tions, with  suitable  comments  thereon  by  the  editor.  It  was 
well  known  that  an  effort  would  be  made  in  the  present  legrs' 
lature,  to  pass  resolutions  instructing  our  senators  to  vole  for 
these  expuMcing  resolutions  of  Mr.  Benton,  and  how  far  it  waa 
intended  that  these  Extra  Globes  should  influence  the  mem- 
bers in  their  opinions  upon  that  subject,  we  shall  not  pretend 
lo  say,  nor  shall  we  stop  (o  inquire  into  the  propriety,  dignity 
or  delicacy  of  that  act,  by  which  the  first  officer  of  a great  na- 
tion condescends  lo  lake  an  active  part  in  endeavoring  lo  shape 
the  decision  of  the  intelligent  representatives  of  a free  people, 
upon  a subject  in  which  his  own  character  is  concerned.  The 
good  sense  of  every  reflecting  man  will  suggest  the  proper  com- 
ments. 

From  the  Alabama  Intelligencer, 

[Presidential  franking.  We  have  already  alluded  to  the 
franking  of  Extra  Globes  to  the  members  of  the  legislature  of 
Tennessee  by  the  president  of  the  United  States;  but  at  thal 
time  we  had  not  as  full  a knowledge  of  the  facts  as  we  have 
since  obtained.  Each  member  of  the  legislature  of  that  state 
received  three  Extra  Globes,  containing,  among  other  things, 
much  editorial  abuse  of  judge  White  and  Mr  Benton’s  speech 
on  the  expunging  resolutions,  franked  severally  by  ^‘Andrew 
Jackson,  P.  U.  S.”  and  the  entire  direction  or  address  of  one  of 
each  three  was  in  the  president’s  own  hand  writing. 

The  reader  will  remember  the  response  made  by  the  mem- 
bers of  that  legislature  to  these  billet-doux  of  the  president. 
They  immediately  afterwards  unanimously  elected  judge 
White  to  the  senate  of  the  United  States;  and,  within  a few 
days,  nominated  him  to  the  presidency. 

The  same  game,  or  nearly  the  same,  has  been  played  in  re- 
gard to  our  legislature.  They  have  each  of  them  (or  if  there 
have  been  any  omissions  we  have  not  heard  of  them)  received 
two  Extra  Globes,  franked  by  the  president.  We  glanced  a little 
into  one  of  them  and  found  in  it  a pkillippic  against  judge 
White,  ridiculing  his  heroism,  &c.  Mr.  Benton’s  speech  on  the 
expunging  resolutions,  and  various  other  matters  of  like  charac- 
ter. 

We  have  heard  no  man  speak  of  this  course  of  proceeding 
who  approved  it.  Some  have  declared  to  us  that  they  did  not 
believe  the  newspaper  statements  from  Tennessee  on  the  same 
subject;  that  they  had  to  see  the  franks,  themselves,  to  give 
credit  to  the  fact.  It  is  doubtless  a subject  of  mortification  to 
the  president’s  most  unflinching  and  persevering  friends.  We 
have  certainly  no  disposition  to  make  the  president  the  subject 
of  attack,  when  he  is  so  soon  to  retire  from  public  life;  but  we 
cannot,  as  honest  journalists,  pass  by  acts  like  these  without 
the  expression  of  our  decided  disapprobation.  Yet  it  is  not  ne- 
cessary that  we  should  say  much:  the  facts  themselves  speak  lo 
an  enlightened  people.  If  they  do  not  regard  it  as  a novelty  in 
the  history  of  our  government;  if  they  do  not  esteem  it  a prosti- 
tution of  the  franking  privilege  lo  improper  purposes;  if  they  do 
not  regard  it  as  dictation  or  tampering  with  the  freedom  of  opi- 
nion; if  they  see  no  indelicacy  in  it — not  bringing  of  high  offi- 
cial station  in  conflet  with  the  freedom  of  legislation — then  no- 
thing we  could  say  would  have  any  effect.  We  leave  the  mat- 
ter to  undergo  the  test  of  the  moral  feeling  of  the  community. 

[Since  writing  the  above,  we  have  received  the  following 
communication,  for  publication,  from  Mr.  IFowiac/r,  the  mem- 
ber of  the  legislature  by  whom  it  is  signed.  The  original,  of 
which  this  is  a copy,  has  been  addressed  directly,  and  sent  by 
mail,  to  the  president  himself.  This  communication,  while  it 
is  dignified  and  respectful  in  language,  carries  with  it  that  spirit 
of  freedom,  and  that  regard  to  the  purity  of  official  station, 
which  is  so  highly  commendable  in  a representative  of  the  peo- 
ple]. 

MR.  WOMACK’S  LETTER. 

House  of  representatives,  Tuscaloosa,  Nov.  18, 1835. 
Andrew  Jackson,  president  of  the  United  States: 

Dear  sir:  Two  extra  copies  of  the  Globe  addressed  to  me, 
bearing  your  frank,  and  containing  the  speech  of  Thomas  H. 
Benton  on  the  ‘•^expunging  resolutions,”  were  this  morning 
placed  upon  my  table. 

I herewith  enclose  them  to  you  again,  without  delay.  There 
is  no  channel  of  communication  between  us:  we  are  not  per- 
sonallj  acquainted.  There  is,  therefore,  no  mode  through  which 
you  can  address  me,  unless  it  be  officially,  and  in  the  discharge 
of  some  public  function  imposed  upon  you  by  the  constitution 
and  laws  ofthe  land;  and  as  it  is  evident  that  this  is  not  in  dis- 
charge of  any  such  public  function,  the  conclusion  therefore 
follows  that  it  is  improper  for  you  thus  to  address  me:  and  it 
would  be  equally  improper  in  me  to  receive  from  you  such  a 
communicaiion. 

Upon  looking  around,  I recognise  papers  of  the  same  charac- 
ter fceortng  your  /rant,  addressed  to  the  other  members  ofthe 
If^gislatiire;  and  we  are  credibly  informed  that  the  members  of 
the  legislature  of  Tennessee  received  similar  papers  at  the  open- 
ing of  the  session  in  that  state. 

Sir:  do  you  forget  the  character  of  the  people  that  you  ad- 
dress, and  the  form  of  government  under  which  we  live.’  Do 
you  forget,  too,  the  solemn  promise  you  have  made  not  lo  inter- 
fere with  the  elective  franchise,  and  the  freedom  of  opinion? 

Your  evident  object  in  this  instance  is  to  influence  the  opinions 
of  members  of  the  legislature.  And,  whether  they  concur  or 
riot  with  the  United  Stales  senate  in  the  resolution  which  they 
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adopted  condemnatory  of  the  conduct  of  the  executive  in  re- 
moving the  public  deposites,  is  not  necessary  for  me  now  to 
say;  but  I do  most  solemnly  object  and  protest  against  this  prac- 
tice of  the  president  of  the  United  States,  of  addressing  any 
comniunication  whatever  to  the  members  of  a state  legislature 
for  the  purpose  of  influencing  their  actions  and  opinion.  It  is 
without  precedent,  and  fraught  with  fearful  and  dangerous  con- 
sequences. 

I here  take  occasion  also  to  enter  ray  protest  against  the  late 
practice  of  the  executive  in  appealing  from  decisions  of  the  U. 
States  senate,  to  the  state  legislatures  and  the  people.  The 
members  of  this  body,  without  doubt,  are  strictly  responsible  to 
their  constituents;  nor  can  it  be  doubted  that  they  will  be  held 
to  this  responsibility.  But  it  is  notcompetent  for  the  executive 
to  make  himself  a third  party  in  such  a case,  and  exercise  the 
weight  of  his  popularity,  the  patronage  of  the  government,  and 
the  influence  which  his  peculiar  position  and  station  give  him 
in  procuring  such  a verdict  as  may  be  in  accordance  with  the 
laws  “as  he  understands  them.’’ 

The  senate  is  the  only  practical  check  upon  the  encroach- 
ments of  the  executive;  and  the  resolutions  passed,  and  the  de- 
clarations of  opinion  made,  by  that  body  should  be  held,  in  a case 
like  the  present,  as  legitimate  and  sacred. 

To  what  weight  and  authority  would  a resolution  of  the  Ala- 
bama legislature  be  entitled,  instructing  her  senators  in  con- 
gress to  vote  for  Mr.  Benton’s  expunging  resolutions,  which, 
instead  of  being  spontaneous  and  voluntary,  sbonld  be  extorted 
by  such  schemes  and  devices  as  these  on  the  part  of  the  execu- 
tive of  the  United  States? 

Sir,  I solemnly  entreat  you  to  pause  for  one  moment,  and  se- 
riously contemplate  the  evil  and  dangerous  consequences  which 
may  result  from  such  a course!  Consider  the  high  and  respon- 
sible station  to  which  you  have  been  culled  by  a grateful,  but 
free  and  enlightened  people,  and  not  only  abstain  studiously 
and  cautiously,  from  all  interference  with  elections,  and  with 
the  free  exercise  of  public  opinion,  but  avoid  the  use  of  all 
doubtful  powers,  and  let  your  course  be  such,  that  in  all  things 
you  may  be  like  Caesar’s  wife,  above  suspicion! 

It  is  with  feelings  the  most  respectful,  that  these  remarks 
are  made  to  you.  That  “you  have  done  the  state  some  ser- 
vice,” even  envy  herself  will  not  pretend  to  deny.  I warmly 
supported  your  election  to  the  presidency  in  1829  and  in  1833. 
1 am  proud  of  the  brilliant  page  which  your  exploits  have  added 
to  the  American  history.  I would  be  the  hist  man  who  would 
wish  to  filch  one  leaf  from  your  well  earned  laurels,  and  it  has 
not  been  without  feelings  of  the  most  painful  and  deep  regret 
that  I have  witnessed  some  of  the  late  acts  of  your  administra- 
tion. I have,  however,  looked  on  “more  in  sorrow  than  in  an- 
ger,’’and  have  found  some  apology  for  you  in  the  circumstance 
that  you  are  now  far  declined  in  the  vale  of  years,  and  are  sur- 
rounded by  a corps  of  ingenious  and  subtle  flatterers,  who 
would,  if  it  were  possible,  deceive  Beelzebub  himself.  Sir,  let 
me  entreat  you  to  listen  not  to  their  hollow  and  deceitful  pre- 
tensions; and  last,  though  not  least,  let  me  solemnly  entreat 
you  to  take  discretion  for  your  tutor,  and  do  not  interfere  with 
the  approaching  election  for  president.  With  great  respect,  I 
am  your  fellow  citizen,  JOHN  W.  WOMACK. 

CASE  OF  COM.  DALLAS. 

Norfolk  county.,  Oct.  4,  1835. 

Respected  sir: — I feel  it  my  duty  to  communicate  to  you 
an  interference  on  the  part  of  captain  Dallas,  (who  it  is  said  is 
the  commander  of  the  ship  Constellation,  now  ready  for  sea),  so 
that  I was  prevented  by  him  from  executing  a writ  from  our 
court  put  into  my  hands,  commanding  me  to  take  into  custody, 
&c.  a man  by  the  name  of  Turner,  then  on  board  the  ship  Con- 
stellation aforesaid.  And  in  order  to  discharge  my  duty,  (as 
sheriff  of  the  county),  I proceeded  to  the  ship,  saw  the  captain  , 
or  commodore,  and  inquired  of  him  if  he  had  a man  on  board 
by  the  name  of  Turner?  He  replied,  hesitatingly,  I don’t  know 
— but  almost  with  the  same  breath,  said  yes,  and  inquired  my 
business  with  him.  I told  him  I had  a process  against  him. 
He  then  said— what  is  it?  I told  him  a writ  for  debt.  He  then 
■aid  he  is  an  honorable  man,  and  will  pay  his  debts — take  him — 
but  you  know,  or  know  you,  that  you  have  no  authority  to  do  so. 

I replied,  that  I do  not  know  that,  sir.  He  then  said,  he  could 
convince  me  I had  no  authority,  &c.  To  which  I replied,  he 
could  not  convince  me,  &c.  He  then  said  I was  ignorant  of 
my  duty.  I told  him  it  was  to  be  presumed  I had  some  know- 
ledge of  the  laws  of  my  state  under  which  I acted.  He  then 
said,  damn  the  (or  your)  state  laws — we  are  not  governed  by 
the  state  laws,  but  by  the  laws  of  the  United  States.  I told 
him  I thought  I had  some  knowledge  also  of  the  United  States 
laws.  He  then  said  I’ll  be  damned  now  if  you  shall  take  him — 
get  out  of  the  ship— men  take  this  man  out  of  the  ship.  Seeing 
that  I could  not  take  a man  of  war,  nor  execute  the  process,  I 
got  out  of  the  ship  as  readily  as  convenient,  surrounded  by  some 
eight  or  ten,  or  more  “men”  in  uniform,  ready,  seemingly,  to 
obey  their  captain.  So  soon  as  I was  on  shore,  I made  the 
conduct  of  the  captain  generally  known,  and  was  advised  by 
some  to  communicate  the  matter  to  you  immediately,  and  I am 
sorry  that  I did  not  instantly  do  so;  but  I deferred,  thinking 
some  law  might  be  found  to  reach  him  more  speedily.  It  is  the 
principle  of  the  thing  that  mostly  prompts  me  to  write  you  now, 
in  order  that  the  like  or  more  dangerous  acts  of  the  kind  may 
be  guarded  against,  as  well  also  as  the  punishment  of  this  man, 
as  the  case  calls  for.  If  I have  made  too  much  of  this  matter, 
your  knowledge  of  men  and  things  will  pardon  the  oflence. 


From  the  highest  considerations,  I am,  sir,  your  very  obedi- 
ent servant, 

WM.  B.  MANNING,  s/icnJo/iVor/ohtcounfy. 

To  his  exe’y  L.  W.  Tazewell,  esq.  gov.  of  Virginia. 

Executive  Department,  Richmond,  Oct.  10,  1835. 

Sir:  I have  the  honor  to  enclose  herewith  a copy  of  a letter 
I have  just  received  from  the  sheriff  of  the  county  of  Norfolk, 
in  this  state.  In  iransmiiting  this  olficial  report  made  to  me  by 
a respectable  officer  of  our  law,  I do  but  perform  what  I consi- 
der is  required  of  me  as  a duty  to  the  United  States.  It  belongs 
to  you  only  40  decide  what  is  proper  to  be  done  under  such  cir- 
cumstances as  are  represented  in  the  inclosed  document;  and 
I do  not  doubt  that  you  will  promptly  adopt  such  a course  in 
this  matter,  as  to  your  discretion  shall  seem  best. 

I have  the  honor  to  be,  very  respectfully,  your  excellency’s 
most  obedient  servant,  LITT’N  W.  TAZEWELL. 

To  his  exc.  Jlndrew  Jackson,  prest.  U.  S.  Washington. 

Navy  department,  15th  Oct.  1835. 

Sir:  The  president  has  referred  to  this  department  your 
letter  to  him  of  the  10th  inst.  enclosing  one  addressed  to  your- 
self by  Win.  B.  Manning,  sheriff  of  the  county  of  Norfolk,  in 
which  be  complains  that  he  had  been  prevented  by  commodore 
Dallas  from  executing  a writ  upon  a man  by  the  name  of 
Turner,  on  board  the  United  States  frigate  Constellation,  at 
the  time  ready  for  sea,  and  complaining  also  of  the  manner  in 
which  he  was  treated  by  commodore  Dallas. 

By  the  5th  section  of  an  act  of  congress  of  the  11th  July, 
1798,  entitled,  “an  act  for  the  establishing  and  organizing  a 
marine  corps,”  it  is  enacted  that  “the  non-commissioned  offi- 
cers, musicians,  seamen  and  marines,  who'are  or  shall|be  enlist- 
ed into  the  service  of  the  United  Stales,  shall  be,  and  they  are 
hereby  exempted  during  their  term  of  service,  from  all  personal 
arrests  for  any  debts  or  contracts.” 

Under  this  section,  midshipmen,  as  non-commissioned  offi- 
cers, have  been  considered  as  free  from  arrest.  And  in  the  case 
of  Charles  C.  Russell,  a midshipman,  but  acting  as  lieutenant, 
who  was  arrested  at  Norfolk  for  debt  nearly  twenty  years  ago, 
escaped  the  effect  of  an  arrest,  by  shelteiing  himself  under  his 
privilege  as  a midshipman,  and  stating,  that  although  acting  as 
lieutenant,  he  was  not  commissioned  as  such. 

Under  the  construction  given  to  this  section,  no  doubt  com- 
modore Dallas  thought  himself  justified  in  preventing  an  arrest 
of  a midshipman  detailed  for  duty  on  board  his  ship,  when 
about  to  sail  for  a station  to  which  he  had  been  ordered.  I 
shall,  however,  without  delay  call  upon  commodore  Dallas  for 
an  explanation  of  his  interference  in  this  case,  and  for  the 
manner  of  his  treatment  of  the  sheriff  entrusted  with  the  service 
of  the  process. 

I am  sorry  that  sheriff  Manning’s  statement  to  you  had  nol 
been  made  sooner,  so  that  an  explanation  might  have  been  ob- 
tained from  commodore  Dallas  before  he  sailed,  and  midship- 
man Turner  detached  from  the  ship,  if  he  was  taking  the  ad- 
vantage of  his  situation  to  avoid  the  payment  of  a just  debt,  or 
to  screen  himself  from  process.  Commodore  Dallas  sailed  two 
days  before  the  date  of  your  letter  to  the  president. 

I will  not  undertake  to  say  at  this  time,  that  an  improper  con- 
struction has  been  given  to  this  law,  as  it  respects  midshipmen; 
but  if  the  right  construction  has  been  given,  the  law  itself  must 
be  wrong.  Midshipmen  ought  not  to  be  free  from  arrest  for 
debt  in  time  of  peace,  except  when  on  actual  duty  at  sea — or 
when  detailed  for  duly,  and  on  board  a ship  of  war  about  to 
sail. 

I have  the  honor  to  be,  with  great  respect  and  esteem,  your 
obedient  servant,  MAHLON  DICKERSON. 

His  excellency,  Littleton  W.  Tazewell,  governor  of  Virginia, 
— »>»o  ® ■ 

MR.  WISE’S  SPEECH 
In  the  house  of  representatives — Monday,  Dec.  17. 

[We  have  seen  several  sketches  of  Mr.  Wise’s  speech,  more 
racy  than  that  which  follows.  We  copy  it  from  the  “National 
Intelligencer.”  It  will  be  found  severely  pointed— though  it 
has  not  all  the  power  of  the  former  reports.  It  was  delivered 
on  a motion  made  by  col.  R,  M.  Johnson  to  supply  certain 
heads  of  departments  and  bureaus,  &c.  with  copies  of  the 
printed  documents.] 

Mr.  Wise  said,  that  he  was  utterly  opposed  to  the  resolution 
on  the  score  of  economy,  but  in  another,  and  much  more  im- 
portant, point  of  view,  such  a resolution  was  actually  abhor- 
rent to  the  principles  of  our  government,  and  to  the  indepen- 
dence of  the  legislation  of  this  house.  Sir,  instead  of  being 
what  we  are  by  the  constitution,  an  independent  branch  of  the 
national  legislature,  this  resolution  would  resolve  us  into  a 
MERE  COMMITTEE,  to  report  proceedings  of  the  legislative  depart- 
ment to  the  executive!  Gentlemen  may  not  intend  such  an  ef- 
fect, but  this  resolution  does,  in  semblance  and  in  substance, 
recognise  a re.sponsibility  on  the  part  of  this  house  to  the  ex- 
ecutive for  its  legislative  acts  and  proceedings.  What,  sir!  has 
it  come  to  this,  that  we  shall  daily  carry  to  the  foot  of  the 
throne  a report  of  our  proceedings,  in  . order  to  show— not  to 
the  president,  but  to  his  very  underlings — “thus  far  have  we 
gone,”  in  order  that  they  may  say,  “thus  far  shall  thou  go  and 
no  farther!”  J’he  executive  department,  sir,  intermeddles  al- 
ready too  much  with  the  performance  of  our  legislative  duties 
and  functions,  and  I do  solemnly  protest  against  resolving  upon 
this  written  invitation  to  superintend  and  interlere  with  ou^ 
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action  here,  more  than  it  has  already  done.  I wish  to  preserve 
Dur  own  independence  and  the  checks  and  balances  of  our 
government. 

(Here  Mr.  Anlhony  (of  Pa.)  made  some  remarks,  which  he 
concluded  by  saying  lliat  ‘^executive  departments  had  a right  to 
know  what  we  were  doing  in  this  house.’’] 

Mr.  IVise  again  rose  and  said,  that  he  was  astonished  to  hear 
such  a right  admitted  or  claimed  for  the  executive  on  that  floor. 
He  would  only  call  the  attention  of  tiie  house  and  the  country 
lo  this  claim  lor  the  executive  as  a right! 

Mr.  Johnson,  of  Kentucky,  in  reply  to  the  gentleman  from 
Virginia,  challenged  him  to  put  his  finger  upon  any  one  act  of 
executive  usurpation;  remarking  at  the  same  time,  that  it  was 
easy  to  deal  in  general  denunciations  and  declarations,  but 
more  difficult  to  support  them  by  facts.  He,  Mr.  J.  looked  to  the 
voice  of  the  people  as  his  guide,  and  he  doubted  not  that  the 
president  did.  The  president  had  been  supported,  in  all  his 
acts,  by  a large  majority  of  the  people,  and  could,  therefore, 
with  more  reason,  complain  of  the  course  of  the  genllemun, 
Ilian  the  gentleman  could  of  his. 

Mr.  IVise  said,  in  rejoinder,  that  the  gentleman  from  Ken- 
tucky (col.  Johnson)  had  called  upon  him  to  do  that  which  it 
was  the  easiest  thing  imaginable  to  do.  He  would  give  him 
and  the  country  the  information  asked  for  with  th«  greatest 
pleasure;  was  happy  to  have  the  opportunity  to  give  the  gentle- 
man a satisfactory  and  direct  reply,  and  was  ready  and  willing 
to  pul  his  finger  upon  some  acts  of  executive  interference  with 
the  legislation  of  that  house.  When  I speak,  however,  of  ex- 
ecutive interference,  [ do  not  mean  the  acts  of  the  president 
alone,  and  let  me  be  so  understood,  but  the  acts  of  the  whole  of 
the  departments.  Is  it  possible,  sir,  that  the  gentleman  means 
it  to  be  understood  by  his  making  this  call,  and  by  his  manner 
of  making  it,  that  he  himself  does  not  suppose  specifications  of 
active  inierineddlirig  with  our  business  of  legislation  can  be 
made?  Why,  sir,  the  gentleman  trips!  Not  specify  acts  of 
executive  interference!  Surely  the  gentleman  knows  that  the 
constitution  makes  it  the  duty  of  the  president  to  communicate 
lo  congress,  by  his  message,  his,  the  executive’s  views  of  all 
our  relations,  and  on  all  subjects  of  legislation.  He  is  consti- 
tutionally bound  to  give  us  officially  his  opinions  on  what  we 
should  do  and  should  not  do  as  legislators. 

But  let  not  the  gentleman  understand  me  as  pointing  to  this 
constitutional  duty  as  one  of  my  specifications  of  executive  in- 
terference. To  send  ns  his  message  is  no  act  of  intermeddling, 
it  is  an  act  of  duty  and  obligation.  Sir,  I do  not  intend  to  evade 
the  gentleman’s  call.  I never  will  evade  any  responsibility  on 
any  occasion.  I allude  to  this  constitutional  duty , to  contrast  it 
expressly  with  other  acts  which  the  president’s  or  the  execu- 
tive’s duty  forbids.  I allude  to  it  for  the  purpose  of  reminding 
the  gentleman  iliat  the  con.stitulion  fixes  the  measure  and  mode 
of  executive  interposition  in  acts  of  legislation.  The  consti- 
tution intends  that  the  president  shall,  by  a public  message,  call 
our  attention  to  all  subjects  of  legislative  action,  and  that  then 
the  executive  functions  shall  cease  until  we  have  performed 
our  acta,  and  referred  them  to  him  for  his  constitutional  sanc- 
tion or  veto.  And  the  constitution  intends,  most  cautiously 
and  jealously  intends,  that  whilst  performing  our  acts,  wdiilst 
deliberating,  whilst  discussing,  whilst  deciiling  upon  laws  to  be 
passed  or  rejected,  we  shall  be  free  and  independent  of  execu- 
tive influence.  And  now,  sir,  what  1 have  said,  meant  lo  say, 
and  mean  to  repeat,  is,  that  we  are  not  thus  free  and  indepen- 
dent, that  the  executive  does  intermeddle,  improperly,  danger- 
ously, and  frequently  with  our  legislative  action!  The  gentle- 
man asks  for  me  to  point  to  the  instances,  and  1 will  specify 
some  of  them. 

Was  it  not  admitted  the  other  day  on  this  floor  by  a member 
of  “the  parly,”  and  the  chairman  of  a committee,  (Mr.  Suther- 
/and),  that  our  committees  do  not  make  their  own  reports?  Who 
does  make  tliem.^ — not  write  them,  sir,  make  them?  Who  but 
those  who  are  consulted,  and  who  advi.se  on  all  our  leading 
pleasures,  and  upon  the  ^‘yuene”  of  the  '■Head”  of  all  our 
measures?  The  underlings  and  all  tell  us  what  is  to  be  done, 
and  what  not!  Upon  the  appropriation  bills,  particularly,  who 
has  the  chief  control,  the  executive  or  the  legislative  depart- 
ment? Sir,  [ refer  to  all  the  members  of  the  house  as  witness- 
es. I ask  of  all  the  chairmen  of  committees,  of  every  member 
of  each  commiUee,  if  the  executive  departments  do  not  inter- 
fere with  our  legislation?  Not  always,  perhaps,  with  the  know- 
ledge and  consetit  or  by  the  order  of  the  president,  but  habitu- 
ally without  orders,  and  always  in  pursuance  of  their  own  in- 
terests. 

But  this  is  dealing  too  much  in  generalities  for  my  own  inter- 
est, and  is  trifling,  comparatively,  with  a subject  of  most  serious 
moment.  1 will  specify  a more  signal  and  a warning  instance 
of  executive  interference  with  the  legislative  action  of  this 
house  by  the  president  himself,  the  facts  in  relation  to  which  I 
can  verify  and  make  good  before  the  house  and  the  nation. 

Sir,  the  power  of  the  president  over  a single  appointment 
nione,  commanded,  on  tbi.s  floor,  thirty-five  votes  at  Ica.st,  in 
favor  of  one  of  the  most  important  executive  acts  which  ever 
agitated  this  country  or  affected  its  interests.  On  no  other 
question  than  the  great  depo.sile  question  of  last  session,  I verily 
believe  and  have  reason  to  know — I would,  if  required,  make 
oath  in  supiiort  of  the  opinion — that  the  majority  of  the  house 
was  decidedly  against  the  act  of  the  president,  in  reason,  con- 
viction and  cnnscience.  But,  sir,  the  true  sense  of  the  com- 
mons was  stifled.  The  speaker  of  the  house  was  kept  in  that 
chair,  (pointing  to  the  speaker’s  chair),  with  an  executive  pro- 


mise in  bis  pocket  until  the  work  of  the  master  was  finishe'^. 
There  sat  the  speaker,  like  a cancer  on  the  body  politic,  which 
ramified  its  roots  to  more  than  two  or  three,  or  two  or  three 
dozen  seats  on  this  floor!  There  were  no  less  than  four  chair- 
men of  the  principal  standing  committees  with  “their  eyes  of 
aspiration  fixed  upon  that  high  place,  each  longing  lobe  succes- 
sor to  the  incumbent;  and  besides  these,  there  was  another 
candidate,  also  on  an  important  committee.  To  say  nothing  of 
the  subordinates  on  these  committees,  who  no  doubt  were 
some  of  them  willing  lo  have  their  chairman  respectively  elect- 
ed speaker,  to  create  a fair  vacancy  for  themselves,  it  is  surely 
moderate  in  calculation  to  say  that  each  of  those  five  candi- 
dates had  at  least  a half  dozen  of  zealous  friends — they  were 
poor  indeed  if  they  had  not.  Each  candidate  looked  to  what  is 
here  called  ‘'administration  votes,” — a term  which  imports  ex- 
ecutive interference,  by  the  bye— to  elect  him,  and  according  to 
my  arithmetic,  sir,  the  five  candidates  with  their  six  friends 
each,  made  thirty-five  votes,  that  according  to  the  worth  of  the 
prize  of  speaker’s  chair,  were  morally  certain  lo  be  "adminis- 
tration votes.”  Less  than  one-third  of  that  number  of  votes 
would,  if  changed  from  one  side  to  the  other,  have  changed  the 
vote  of  the  house  on  that  vital  question;  and  I presume  that  no 
one  here,  who  sees  and  knows  what  we  all  see  and  know,  can 
doubt  that  these  thirty-five  votes,  taken  as  the  least  possible 
number  to  be  affected,  were  not  influenced  by,  but  left  free  and 
independent  of  executive  influence!  By  the  aid  of  these  two 
officers,  the  minister  to  England  and  the  speaker  of  the  house 
of  representatives,  the  one  executive,  the  other  legislative— one 
of  whom  the  president  appoints,  and  the  other  he  does  no?  ac- 
tually appoint— the  president,  I suppose,  was  not  rrmblcd  to 
command  a majority  on  this  floor!  What  may  not  our  president 
do  in  legislation  when  he  has  our  speaker  for  his  tool?  So  mucFi 
for  specifications,  by  which,  let  it  be  understood,  I do  not  in^ 
tend  to  be  involved  in  any  personalities. 

The  gentleman  says  that  he  “looks  to  the  voice  of  the  peo- 
ple!”— Aye,  sir,  and  so  do  I,  and  so  do  we  all.  The  lime  is  now 
short — in  due  lime,  sir — yet  a little  while  longer,  and  that  voice 
shall  come  up  to  us  and  to  high  places  in  tones  of  thunder? 

The  gentleman  says  that  I have  denounced  the  president. 
Denounced  the  president!  I deny  it,  sir.  Twice  have  1 sup- 
ported the  president  for  his  office,  with  a zeal,  if  not  ability, 
which  might  exert  itself  equally  ardent  again,  under  the  same 
circumstances.  But,  sir,  nor  for  ihc  president,  nor  for  myself, 
will  I conceal  facts  and  truths  from  the  people,  when  they  arr 
so  pointedly  called  for  both  by  the  gentleman  and  the  good  of 
the  country.  Has  it  come  to  this,  that  political  truth  dare  not 
he  told  lest  the  president  be  denounced?  Yes,  sir,  there  is  a 
parly  which  makes  the  president  “a  scape  goat”  for  its>sins, 
and  which  always  takes  shelter  under  his  great  name.  There 
are  tho.se  who,  if  their  acts  be  denounced,  always  raise  the  cry 
of  “denunciation  against  the  president,”  who  has  as  much  rea- 
son as  any  man  I know  of,  to  pray  God  to  save  him  from  some 
of  his  friends!  Why  should  I denounce  the  president  in  the 
discussion  of  this  question?  He  does  not,  I hope,  call  for  this 
resolution.  For  the  country’s  sake,  f hope  he  does  not  desire 
this  debasing  obsequiousness  from  this  house.  No  patriot  can 
ask  that  one  department  of  our  government  shall  humble  itself 
to  another.  Sir,  I hope  that  the  gentleman  himself,  if  he  appre- 
hended what  [ do  from  this  resolution,  would  withdraw  it  and 
spurn  it.  I have  that  respect  for  him  to  believe — he  knows  that 
I am  personally  his  friend — that  if  he  foresaw  the  effects  which 
r think  I foresee  from  this,  his  measure,  so  humiliating  lo  this 
house,  he  would  abandon  it  at  once.  But,  sir,  F must  say,  not, 
however  in  allusion  to  this  instance,  that  there  are  too  many 
voluntary  and  gratuitous  offerings  of  fealty  and  flattery  made 
to  the  prr’sident,  which  must  nauseate  him  who  is  attempted  to 
be  flattered  by  them,  which  gall  the  spirits  of  freemen  attached 
to  him,  and  which  impair  the  spirit  of  free  institutions  to  which 
those  freemen  are  still  more  attached.  Sir,  Ihc  underlings  al- 
ways transcend,  infinitely  transcend  the  utmost  ambition  of 
kings  themselves  in  doing  honor  and  homage;  and  too  often  are 
our  presidents  compelled  to  be  answerable,  and  made  to  be 
odious,  for  the  officiousness  of  adulation  and  praise!  I never 
will  halt,  however,  in  the  path  of  my  duly  because  the  presi- 
dent or  his  parasites  stand  in  my  way. 

'J'he  gentleman  has  said  that  he  did  not  expect  such  a debate 
as  this  to  arise  upon  such  a proposition.  I should  have  been 
.surprised  indeed,  if  no  voice  here  had  been  raised  against  such 
a proposition.  This  is  no  small  matter,  either  in  point  of  the 
money  or  of  the  principle  which  is  proposed  to  be  squandered 
and  prostrated;  and  I beg  the  gentleman  to  reflect  that  the  line 
of  march  towards  the  concentration  and  consolidation  of  power 
is  always  begun  by  short  steps  at  first,  which  are  gradually  and 
imperceptibly  stretched  into  vast  and  fast  stride.*,  hastening 
onwards  to  the  certain  and  fearful  end  of  despotism! 

Mr.  Johnson,  of  Kentucky,  then  said,  that  the  gentlemen  had, 
no  doubt,  spoken  what  he  believed  to  be  true,  in  which  he  was 
perfectly  justifiable.  Rut  what  he  had  staled  was  a matter  of 
personal  opinion,  in  which  he  (Mr.  J.)  did  not  coincide.  For 
his  own  part,  though  he  had  been  in  this  and  the  other  house 
for  twenty-nine  successive  years — ever  since  the  first  session 
after  the  attack  on  the  Chesapeake — he  could  conscientiously 
say,  thiU  he  had  never  acted  under  atiy  improper  influence,  and 
had  never  known  any  other  ntember  so  to  act.  On  the  occa- 
sion alltided  to  by  the  gentleman  from  Virginia,  he  had  not  the 
least  doubt  that  every  member,  on  one  side  as  well  as  ori  the 
other,  voted  conscientiously,  and  free  from  executive  or  other 
improper  influence.  This  was  his  opinion,. 
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We  have  the  pleasure  to  present  the  able  ami  beautiful 
speech  of  Mr.  CVat/,  on  again  ])resenting  his  bill  to  dis- 
pose of  the  proceeds  of  the  public  lands.  What  an  zm- 
tiiense  good  would  grow  out  of  the  ])assage  ol  that  bill! 
His  of  this  liill  is  very  seuere,  though,|\ated  in 

the  mildest  terms  possible. 

We  publish  some  of  the  interesting  documents 
appended  to  the  re>jort  of  the  secretary  of  the  trgiisury; 
and  intend,  speedily,  to  give  the  remainder  of  thcnT/ 

Both  houses  of  congresss,  on  Thursday,  adjourned  over 
to  Monday  next.  After  which  day  the  business  of  the 
session  niay  be  expected  to  begin. 

An  amusing  incident  happened  on  Tuesday  morning 
last,  in  the  house  of  representatives,  just  before  they 
convened,  of  which  the  follow  ing  account  is  given  by  the 
reporter  for  the  Baltimore  Chronicl  : “A  quaker  lady 

in  the  ;.,«llery  rose  and  commenced  an  exhortation  to  the 
members  to  attend  more  to  the  princi[)les  of  religion  and 
morality,  as  a duty  they  owed  to  their  God  and  country, 
being  representatives  of  the  freest  government  in  the 
world,  and  concluded  by  requesting  permission  to  preach 
in  the  capitol  this  evening.  Mr.  Carr  was  sent  up  by 
the  speaker  to  cut  sliort  her  delivery,  but  the  members 
on  the  floor  ‘cried  go  on,  hear,  hear;’  but  some  one 
near  her  prevailed  on  her  to  sit  down,  when  a member 
arose  and  observed  that  he  hoped,  as  the  lady  in  the  gal- 
lery had  concluded,  the  clerk  would  proceed  to  read  the 
journal  of  the  house.” 

It  is  stated  that  not  a single  mercantile  failure,  of  any 
importance,  has  occured  at  New  York,  since  the  great 
fire. 

The  iron  chests,  or  safes,  for  books  and  papers,  almost 
universally  failed  of  their  purpose,  at  New  York.  Even 
the  celebrated  maker  of  those  chests,  or  safes,  has  prefer- 
red his  claim,  at  an  insurance  office,  for  his  stock  on 
hand, destroyed  by  the  fire!  'I'he  editors  of  tlie  Daily 
Advertiser,  saved  3 or  4,000  dollars  worth  of  type  and 
]»aper,  by  depositing  them  in  a coal  vault,  under  the 
»ide  walk. 

The  senators  from  the  state  of  Michigan  have  been 
admitted  as  members  of  the  house  ol  representatives 
are — to  have  the  privilege  of  the  chamber,  w iien  the 
senate  is  in  public  session. 

It  appears  that  some  gross  misrepresentation  has  been 
made  to  us,  about  the  aftaij-  on  the  rail  l oad,  near  Norris- 
town, Pa.  which  we  briefly  noticed  a slim-t  time  since. 
The  parties  are  represented  as  being  very  respectalde 
young  men — engineers  on  the  Allen  Tow  n and  German- 
town road. 

_ For  some  time  past,  there  has  been  a considerable  ex- 
citement in  Florida,  on  account  of  an  assemblage  ( i 
the  Seminole  Indians,  who  had  met  in  considerable  num- 
bers, after  murdering  some  “friendly  ciiiefs. ” The  U. 
S.  troops  in  Florida,  under  gen.  Clinch,  have  been  col- 
lected, and  a militia  force  was  called  nut — for  w bich 
there  was  a want  of  arms'.  These  had  been  pai  iially 
supplied;  and  we  have  not  lattei  ly  heard  of  any  new  agi- 
tations. The  Seminoles  are  a very  diflei'ent  people  now 
from  those  described  by  Jiartram,  when  JtJico  Clucko 
commanded  them..  Or  even  from  those  who  were  ar- 
ranged by  Woodbine,  (in  the  late  war),  to  act  against  the 
United  States. 

In  the  hnrley-buvley  of  domestic  incidents,  we  are  not 
posted  up  as  to  events^in  Texas.  A provisional  govern- 
ment had  been  completely  organized,  and  a bill  of  rights 
adopted,  which  will  be  found  below.  Henry  Smith  ap- 
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pointed  governor,  and  J.  JV.  Robinson,  lieutenant  gover- 
nor. I'lie  convention  issued  the  following: 

Declaration  of  the  jieo]>le  of  Texas,  in  general  convention  as- 
sembled. 

■ Whereas,  general  Antonio  Lopez  de  Santa  Anna,  and  other 
military  cliietiains,  liave,  by  lorce  of  arms,  overlhrown  Uie 
(edi  rai  iMsiitiilioiis  of  Mexico,  and  dissolved  ilie  social  compact 
wiiicli  existed  between  Texas  and  ll;e  other  members  of  the 
Mexican  confederacy;  now  the  good  people  of  Texas,  availing 
themselves  of  their  natural  rigiits,  solemnly  declare, 

1st.  That  they  liave  taken  up  arms  in  defence  of  their  rights 
and  liberties,  vvliicli  are  ilireateiied  by  the  cncroachnienis  of 
military  despots,  and  in  defence  of  Uie  republican  principles  of 
the  fedeiai  constitution  of  Mexico,  o(  1824. 

2il.  'i’luit  Texa.s  is  no  longer  morally  or  civilly  bound  by  the 
compact  of  union;  yet,  siimuiaied  by  generosity  and  sympathy 
common  to  free  people,  they  offer  their  support  and  assistance 
to  such  members  of  llie  Mexican  confederacy  as  will  lake  up 
arms  against  military  despotism. 

3(1.  'J’liat  they  do  not  acknowledge  that  the  present  aulhori- 
tie.s  of  the  nominal  Mexican  republic  have  the  right  to  govern 
within  the  limiis  of  'J’exas. 

4lh.  'J’lial  they  will  not  cease  to  carry  on  war  against  the  said 
auihoriiies,  whilst  ilicir  troops  are  within  the  limiis  of  Texas. 

Sill.  That  they  hold  it  to  be  their  right,  during  Ihe  disorgani- 
zation of  ilie  federal  system,  and  the  leigii  of  despotism,  to 
witiidraw  from  the  union,  to  establish  an  independent  govern- 
ment, or  to  adopt  sucli  measures  as  they  deem  best  calculated 
to  protect  their  rights  and  liberties;  but  that  they  continue  faith- 
ful to  the  Mexican  government,  so  long  as  that  nation  is  govern- 
ed by  the  constitution  and  laws  that  were  formed  for  the  go- 
vernment of  political  association. 

6lli.  That  Texas  is  responsible  for  the  expenses  of  her  armies, 
now  in  the  field. 

7ih.  That  the  public  faith  of  Texas  is  pledged  for  the  pay- 
ment of  any  debts  contracted  by  her  agents. 

8lh.  3'liat  she  will  reward  by  donations  in  land,  all  who 
volniiieer  their  services  in  her  present  struggle,  and  receive 
them  as  citizens. 

These  deliberations  we  solemnly  avow  to  the  world,  and  call 
God  to  witness  Iheir  truth  and  siticerity,  and  invoke  defeat  and 
disgrace  upon  our  head,  should  we  prove  guilty  of  diifilieity. 

B.  T.  Archer,  president. 

P.  B.  Dexter,  secretary. 

November  7,  1835. 

There  has  been  some  fighting — and  the  “Te.xas  Re- 
gister” of  November  11,  says — 

“The  latest  infoi  tnalion  from  the  seat  of  war,  fat  Baxar], 
although  by  no  means  discouraging,  is  not  of  the  most  fiatteriiig 
diameter.  The  strength  of  the  army,  from  the  best  itifor- 
nialinn,was  between  six  and  seven  hundred;  they  had  five 
pieces  of  artillery.  A deiaclirncnl  was  stationed  within  can- 
non shot  of  the  fort,  in  a position  where  the  bank  of  Ihe  rivt  r 
served  to  protect  them  from  the  fire  of  the  encTny.  There  has 
been  no  imf;ortaiit  action  since  the  28th  ult.  Thn  army  is  yel 
in  good  spmts^mnd  most  of  them  have  pledged  themselves  to 
remain  sixty  ria^jonger,  if  necessary.  They  are  still  calling 
for  heavy  cannon  and  reinforcements,  to  enable  llicm  to  redute 
the  eatrison  at  that  place,  and  insist  upon  the  necessity  of  ac- 
complishing that  object  before  abatidontiiL'  the  campaign.” 

A pow  erful  diversion  is  spoken  of  in  other  provinces. 
Bui  Mexico  was  taking  measures  to  throw  a strong  force 
it. to  'Fexas — some  say  15,000  men.  The  Diaro  del  Goi- 
remio,  of  Vera  Cruz,  of  the  24lh  November,  says— • 

‘•'J'lie  perver.«e  Jose  Antonio  Mejia  disembarked  aTTampico 
j '.vifn  one  huiidiT’^i  and  fifty  adventurers  whom  he  li.id  picked 
np  from  among  tlie  vrry  dregs  of  the  people  of  the  U-  Stales; 
.10(1  although,  by  arriving  in  vessels  under  Ihe  national  flag,  he 
succeeded  in  surprising  the  small  fort  which  eomm.ands  the 
liathor,  afterward,  in  an  attack  which  he  made  on  Ihe  night  of 
the  l.iih,  he  was  repulsed,  having  his  band  dispersed  with  lh« 
loss  of  forty  prisoners.  Tlie  greatest  enthusiasm  prevails  through- 
out tin;  city:  the  last  hour  of  this  felon  is  at  hand.” 

Tlie  people  of  Texas  do  not,  however,  appear  dis- 
enm  aged.  Tl'.ey  have  succeeded  in  several  small  affairs. 
Gen.  Uonslon  is  appointed  commander  of  their  regular 
army.  Geii.  C'>i‘ had  not  surrendered,  as  was  reported — • 
but  bis  troops,  it  was  said,  bad  been  reduced  tu  the  ne- 
cessity of  eating  tlieir  mules. 

A Staunton,  Va.  paper  says — • 

The  manumiiled  slaves  of  the  late  general  Blackburn,  of 
Rath  county,  upwards  of  forty  in  number,  passed  through  this 
place  on  Sunday  Iasi,  on  their  way  to  Norfolk,  to  embark  for 
Liberia. 
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There  is  a vast  emigration  from  the  lower  counties 
of  Maryland,  for  the  west.  The  property  transferred 
from  one  county,  is  supposed  to  be  worth  not  less  than 
600,000  dollars — within  a short  time. 

Thomas  H.  Burroivs,  esq.  of  Lancaster,  a whig,  has 
been  appointed  by  gov.  llitner,  secretary  of  tlie  common- 
wealth; and  Mr.  James  Tod  attorney  general. 

Five  steamboats  now  regularly  ply  between  JSl'atchez 
and  JVacliitocheSy  with  full  cargoes,  and  a large  quantity 
of  passengers. 

A bay  craft,  the  Hester  Ann,  of  Wye  river,  (Eastern 
Shore  of  Maryland),  was  capsized  in  the  Chesapeake  a 
few  days  since,  and  several  much  esteemed  citizens  of 
Talbot  county  lost. 

There  are  already  four  steam  vessels  employed  in  na- 
vigating the  Danube,  some  of  which  go  as  high  as  Vienna. 

It  appears  certain  that  Mr.  Barton,  our  charge  at 
Paris,  has  “peremptorily”  demanded  bis  passports,  and 
will  return  to  the  United  States  in  the  first  packet  from 
Havre,  on  which  occasion  a special  message  will  be  sent 
to  congress,  in  relation  to  our  affairs  with  France. 

The  National  Intelligencer,  alluding  to  Mr.  Barton’s 
recall,  advances  the  opinion  that  France  will  certainly 
not  act  further  before  she  receives  the  president’s  late 
message  to  congress. 

Whal  (conlinues  the  InleJIigencer)  her  action  under  it  will 
be,  we  shall  not  probably  know  before  the  middle  of  February. 
Whether  the  president  do  or  do  not  recommend  any  specific 
measures  for  the  consideration  of  congress,  on  the  reiurn  of  Mr. 
Barton,  it  does  not  appear  at  alt  probable  that  congress  will  be 
disposed  to  take  up  the  qiie.-^lion  of  the  remedy  until  they  hear 
what  France  has  to  say  on  the  issue  made  by  the  president  him- 
self in  his  late  message. 

The  ship  Poland  has  arrived  at  N.  York,  from  Havre, 
without  Mr.  Barton,  who  was  expected.  It  is  now  said 
that  he  had  taken  his  passage  for  the  1st  December. 

The  Paris  papers  are  full  of  speculations  upon  an  alleged  se- 
cret treaty  between  Russia  and  the  United  Stales,  by  which,  in 
contingencies  that  might  happen,  the  numerous  ships  of  war 
of  Russia  would  be  manned  by  Americans! 

The  Temps  of  2lst  November,  publishes  this  story: — “If  we 
are  well  informed,  a curious  incident  in  the  history  of  the 
world,  is  in  preparation — it  is  the  union  (rapprochement)  of  the. 
United  Slates,  an  independent  republic,  with  Russia,  governed 
by  Nicholas!  The  Russian  navy,  so  unskilled,  feels  the  neces- 
eity  of  leaning  on  a maritime  power  of  the  first  order,  and  it  is 
spoken  of,  as  a thing  certain,  that  a secret  treaty  of  alliance 
between  the  governments  of  the  United  States  and  Russia  ex- 
ists, a sort  of  treaty  of  union  in  future  contingencies.  We  do 
not  quite  believe  this  extraordinary  intelligence,  but  it  is  af- 
firmed in  the  best  circles!  We  cite,  however,  in  support  of  the 
fact,  that  Europe  has  not  paid  much  attention  to  the  numerous 
commercial  treaties  concluded  between  these  two  countries, 
respecting  the  trade  to  China  and  the  north  of  AiSlB^treaties 
which  paved  the  way  for  this  political  mpprocfusTnent.’* 

The  London  Times  has  a letter  from  Paris  of  17tli  November, 
of  the  following  import: — “It  is  not  to  be  doubted,  that  France 
is  making  decisive  preparations  for  a possible  rupture  with  the 
United  States.  An  imposing  fleet  will  soon  assemble  in  the 
Mediterranean,  and  admiral  Roussin  is  recalled  from  his  em- 
bassy at  Constantinople,  to  take  command  of  it.  ” 

England  is  said  to  have  oflered  her  mediation,  through  lord 
Granville,  her  ambassador  at  Paris,  for  the  settlement  of  the 
question  between  France  and  us.  The  Gazette  of  France  adds, 
“that  in  thanking  lord  Granville  for  this  otfer.of  mediation,  it 
was  intimated  that  orders  had  been  given  for  the  equipment  of 
15  ships  of  the  line  and  18  frigates.” 

Forty  packages  of  Egyptian  antiquities,  including  three 
mummies  and  a stuffed  crocodile,  have  lately  arrived  at 
Boston. 

We  published  some  time  since,  an  able  speech  of  Mr. 
Reid,  a member  of  the  legislature  of  Pennsylvania,  on 
the  acts  of  New  Jersey,  in  “damming  up  the  Delaware.” 
He  has  followed  it  up,  by  the  following  resolutions,  sub- 
mitted on  the  7th  Dec.  ult. 

In  the  house  of  representaiives,  Mr.  Reid,  of  the  city  of  Phila- 
delphia, offered  the  following  joint  resolutions,  which,  accord- 
ing to  rule,  lie  on  the  table. 

Whereas,  it  has  been  represented  that  the  rights  of  the  citi- 
aens  of  this  commonwealth  in  the  free  and  unembarrassed  na- 


vigation of  the  river  Delaware,  have  been  impaired  by  the  nets 
of  citizens  of  New  Jersey  or  corporations  authorised  by  her  sta- 
tutes;— And  whvreas,  in  the  opinion  of  this  legisiaiiiie,  those 
rigtits  are  well  secured  by  the. law  of  nations  and  the  eonsinii- 
lion  o(  the  United  Stales,  and  can  only  be  impaired  by  a viol.i- 
lion  of  iln;m  both: — And  wheriias,  experience  has  shown  that 
negotiations  through  eoniinissirtners  is  wholly  ineffectual,  and 
not  likely  to  result  in  harinonising  the  great  interests  Ihul  are 
affected — 'I’heretoie, 

Resolved  by  the  senate  and  house  of  representatives  general 
assembly  met,  'i’hat  the  attorney  geneial  of  the  commonwealth 
be  directed  to  instilute  proceedings  in  the  supreme  court  of  the 
United  Slates  for  the  final  decision  or  all  questions  peinimg  be- 
tween the  stales  of  Pennsylvania  and  New  Jersey,  with  refer- 
ence to  the  iiiivigaiion  of  the  river  Delaware,  or  to  agree  ujmn 
a case  staled  for  the  opinion  of  the  court. 

Resolved,  TUnl  no  dams  or  other  obstructions  ought  of  light 
to  be  plaJ^d  in  the  bed  of  the  river  or  alona  its  shores,  for  pri- 
vate or  "local  objects,  and  no  authority  given  to  lake  the  water 
therefrom,  or  alter  the  channel  to  the  injury  of  the  navigation, 
and  that  in  the  opinion  of  this  legislature,  all  such  obstructions 
in  navigable  streams  are  in  derogation  of  the  constitutional 
and  international  rights  of  the  stales,  and  ought  in  no  event  to 
be  permitted. 

Resolved,  That  the  governor  be  requested  to  communicate 
these  resolutions  to  the  executive  authorities  of  New  Jersey, 
New  York,  Delaware  and  Maryland. 

Six  hundred  and  fifty-two  thousand  dollars  were  re- 
ceived at  the  office  at  Detroit,  Michigan,  for  the  sale  of 
public  lands,  from  May  to  October,  inclusive,  last  past. 

The  thermometer  stood  at  24  degrees  below  zero,  at 
Kingston,  U.  C.  on  the  17lh  ult..  at  9 A.  M. 

A letter  dated  at  Utica,  16th  Dec.  1835,  says  the  ther- 
mometer stood  this  morning  15  degress  below  zero,  noon 
10  below,  to-night  20  below,  and  good  sleighing.  At 
Boston  10  below.  At  Wareliam,  Mass,  24  below.  At 
Dorchester  mills,  21  below.  At  New  Bedford,  10  below 
— the  harbor  frozen  some  way  below  Palmer’s  island. 
At  Pouglikeepsie,  16  below. 

Three  more  of  the  prisoners  who  escaped  sometime 
ago  from  Baltimore  county  jail,  have  been  arrested,  and 
sent  back. 

A dreadful  accident  has  occurred  to  the  steamboat, 
Oglethorpe,  on  the  Savannah  river,  while  taking-in  wood. 
She  burst  her  boilers,  and  killed  six  men;  her  cargo  of 
380  bales  of  cotton  took  fire,  and  she  w as  rendered  a com- 
plete wreck. 

The  Louisiana  Courier  states,  that  there  is  not  an 
acre  of  land  west  of  Mississippi  and  south  of  Red  River, 
that  has  not  been  covered  by  an  entry  of  false  claims  sus- 
tained by  perjury. 

A notice  is  given  at  New  York  for  an  application  for 
a bank  with  a capital  of  $5,000,000,  by  the  sufferers  by 
the  great  fire,  subject  to  a bonus  of  ten  per  cent,  on  the 
amount  of  capital,  for  the  benefit  of  such  infirm  or 
aged  men  and  women  and  infant  orphans,  as  may  have 
been  deprived  of  support  by  means  of  the  late  disastrous 
conflagration. 

To  what  extent  would  the  “infirm  and  aged”  and  “or- 
phans” obtain  the  stock,  and  how  long  would  they  hold 
it,  in  this  bank.?  To  make  a bank  is  the  grand  panacea 
for  every  ill  that  can  befal  the  people  of  the  U.  States — - 
and  yet  it  adds  not  one  cent  to  the  capital  of  a com- 
munity, But  every  new  bank  increases  the  public  dis- 
tress, when  a season  of  adversity  arrives — and  amive 
such  seasons  must. 

We  had  already  about  the  1st  January,  1835,  acccord- 
ing  to  the  secretary  of  the  treasury,  exclusive  of  the 
bank  of  the  United  States  555  banks,  having  also  122 
branches — in  all  677  banks,  with  a capital,  (nominal  or 
real),  of  196,250,337  dollars,  and  loans  to  the  antount  of 
$313,222,988,  with  only  28,229,256  dollars  in  specie, 
to  keep  the  whole  a-going — and  the  amounts  have  greatly 
increased  since  that  time.  The  loans  now  being  over 
350  millions! — and  the  specie  on  hand  not  exceeding  30 
millions. 

The  citizens  of  Buffalo,  have  resolved  to  liave  twq 
millions  of  dollars  addition  of  bank  capital. 
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Tlie  steajnboat  Robert  L.  Stevens  was  frozen  uj)  in  tlie 
river,  at  Dodd’s  ferry,  on  the  Hudson,  on  the  ni«ht  of 
the  ‘2id  oh.  and,  after  losing;  her  rnddtr,  with  mucli  dif- 
ficulty got  hack  to  New  York  on  tlie  following  evening. 
'I’wo  hundred  passengers  were  all  day  without  wood  or 
flesh  water. 

The  ‘-baneful  spirit”  of  the  times  is  thus  described  in 
a New  Orleans  paper: 

“Our  jiuirnals  are  filled  with  accounts  of  attemplpd  and  too 
often  completed  assassinations.  Tliese  frequent  exliihilions  of 
the  initul^ence  of  wild  and  lawless  passions,  in  seeking  the 
victim  of  revengeful  and  demoniacal  feelings,  throw  a stain 
iip'Mi  the  character  of  our  countiymen,  and  lurnish  the  world 
with  arguments  against  the  hoasied  purity  and  perfection  of 
our  moral,  social  and  political  condition.  From  whence  arises 
this  haraeful  spirit — a disgrace  upon  civilization — bringing  so- 
ciety hack  to  its  pristine  state  of  barbarism,  and  which,  if  not 
sup(iressed,  must  sooner  or  later  lead  to  the  annihilation  of  all 
that  is  worth  [lossessing?  Is  it  to  be  found  in  the  freedom  of  our 
institutions?  In  the  abuse  of  them  otily,  for  they  are  based 
upon  foundations,  recognising  love  to  God,  and  obedience  to 
all  wise  and  just  regulations.  Is  it  embodied  in  the  laws  of  the 
land?  No,  they  are  framed  in  equaliiy  atid  justice;  but  rather 
say,  in  the  laxity  of  etifurcing  their  salutary  penalties.” 

We  have,  at  length,  complete  returns  from  Missis- 
sip'pi.  The  votes  given  at  the  late  election  for  governor 
ami  members  of  congress  were  as  follows: 

For  governor.  Mr.  Lynch,  (ojipositioii) , 9,867 

Mr.  Rnnnells,  (Van  Buren),  9,441 

For  congress,  Mr.  Dickson,  ( oppositioii J ^ 9,923 

Mr.  Williams,  “ 7,831 

Mr.  Claiborne,  (Van  Buren),  9,681 
Mr.  Edwards,  “ 8,293 

Russell  and  Crocket  were  tried  at  Boston,  on  Tues- 
day, Wednesday  and  Thurday  of  last  week,  on  a charge 
of  arson,  and  were  found  guilty.  The  punishment  is 
death. 

The  pojiulation  for  Prussia  of  1834  was  13,000,000, 
and  the  two  sexes  are  almost  exactly  divided  in  numbers. 
How  different  this  result  from  our  city  of  New  York, 
and  otlier  maritime  places.  Prussia  escapes  the  losses 
of  life  which  tlie  iierils  of  the  sea  bring  upon  the  male 
sex,  leaving  a disproportionate  excess  of  females. 

A new  company  is  about  to  be  formed  under  the  aus- 
pices of  the  great  Hebrew  capitalists,  for  joining  the 
rivers  Danube  and  Maine,  by  means  of  a canal,  by  whicli 
a water  commuvucation  will  be  formed  from  the  Ger- 
man ocean  to  the  Black  sea.  The  company  is  to  con- 
sist of  2O,0lWi^  shares,  of  which  2,000  will  be  taken  by 
the  government  of  Bavaria.  The  canal  is  proposed  to 
be  108  miles  in  length,  the  cost  of  which  is  estimated 
at  about  £800,000. 

The  ship  Washington,  sailed  from  this  port  for  Havre 
on  Sunday,  hail  a cargo  2,729  bales  cotton,  weighing 
900,774  lbs.  and  valued  at  $141,491  11  being  the  largest 
cargo  ever  taken  from  this  port.  [Charleston  Pat. 

EXTRACT  TO  THE  EDITOR — J^Teto  Orleans,  Dec.  12. 

By  the  way — this  is  a wonderful  place;  it  is  almost 
painful  to  contemplate  its  rapid  developements,  and  suffer 
the  imagination  to  dwell  upon  its  growth  and  business, 
and  the  magnificence  which  it  is  to  attain  in  a very  few 
years.  Already,  it  is  said,  there  are  10,000  persons  more 
here  than  at  a correspomling  season  of  any  |irior  year. 
All  the  taverns  and  boarding  houses  in  the  place  are 
filled — visitors  are  now  compelled  to  remain  on  the  water 
in  ships,  steamboats,  &c.  Two  of  the  largest  taverns  in 
the  world  are  being  constructed.  The  Astor  house  beat  s 
no  comparison  with  their  dimensions.  Caldw'ell’s  theatre 
is  so  far  complete  as  to  be  used — ’tis  sufficient  for  tlie 
accommodation  of  3,600  persons — richly,  splendidly  fur- 
nished, and  well  filled  every  niglit;  perhaps  the  largest 
theatre  in  the  world — cnnstrnclerl  by  the  entei-prise  of  a 
single  individual,  who  was,  himself,  luit  a few  years  since, 
an  humble  aclor.  Davy  Crockett’s  saying,  “go  ahead,” 
seems  to  pervade  the  entire  popnlalion. 

You  would  lie  much  gratified,  to  borrow  from  the  la- 
bors of  your  desk  a season,  to  pass  through  the  west, 
down  the  of  father  waters — and  abide  here  for  a time.  It 


would  alford  me  infinite  pleasure  to  meet  you  at  this 
place. 

The  queen  of  Portugal  has,  according  to  the  Albany 
Daily  Advertiser,  conferred  on  the  Mr.  Rothschild,  & 
Jew,  the  order  of  our  Saviour. 

The  merchant  seamen  of  England,  including  the  fish- 
ermen, are  computed  at  250, QUO,  besides  their  families. 

The  mails,  in  almost  every  direction,  are  exceedingly 
Irregular  and  uncertain.  The  distance  from  Washing- 
ton to  New  York  is  always  gained  in  twenty- four,  and 
sometimes  in  48  hours,  less,  in  advance  of  them — by 
expresses  emiiloyed  by  two  of  the  publishers  in  that  city. 

A foreign  paper  says — 

There  have  been  3,000  convents  suppressed  within  the  last 
three  years.  The  example  was  set  by  the  emperor  n(  Rii.ssia, 
who,  by  ii  ukase,  d.ued  the  3lst  of  July,  1832,  abolished  187 
convents  of  monks.  I'hi.c  was  lollovved  l>y  the  king  ot  Pinssia, 
who,  liy  a royal  order,  sccnilarized  all  the  convents  in  the 
duchy  of  Posen.  In  1834,  Don  Pedro  put  down  300  coiivent?| 
and  Spain  lias  lately  abolished  1,000. 

The  senate  of  North  Carolina,  by  a vote  of  36  to  27, 
have  rej  cted  the  resolutions  wliich  had  passed  the  house 
of  commons,  approving  of  the  distribution  of  the  public 
lands  by  congress,  and  have  adopted  in  place  of  them 
others  declaring  the  distribution  unconstitutional. 

The  famous  Mr.  Coke,  of  Norfolk,  England,  is  thus 
spoken  of  iti  aletter  published  in  the  Boston  Post.  It  is 
well  known  that  he  is  one  of  the  most  wealthy  men  in 
Great  Britain,  and  the  builder  of  his  own  immense  estate. 

“He  has  been  the  oldest,  and  firmest  and  most  active  friend 
America  ever  had  in  England.  He  was  the  bosom  friend  of 
Mr.  Fox,  and  concerted  with  him  most  of  the  measures  in  the 
British  parliament,  which  paved  tlie  way  to  the  acknowledg- 
ment of  American  Independence.  In  short,  he  made  the  mo- 
tion in  the  house  of  commons  that  ‘‘the  thirteen  American  co- 
lonies should  he  free,”  and  carried  up  the  address  to  the  throne; 
and  for  doing  which  the  king  never  forgave  him.  He  was  iti 
thirteeeri  con.«ecniive  parliaments,  occMpyiiig  a space  of  more 
than  50  year.<;  and  concluded  his  parliametilary  life  hy  the  pas- 
sage of  the  reform  lull,  which  passed  through  the  hottse  of 
cominonsjusf  fifty  years  from  the  day  on  which  Mr.  Coke  marie 
his  famous  motion  in  parlinttient  in  iavor  of  reform.  Mr.  Coke 
pointed  out  to  me  in  his  library  an  engraving  of  the  Declaration 
of  Independence,  which  he  remarked  ‘-had  been  sent  to  him  bjr 
order  of  the  American  congress,  and  which”  he  .«aid  “lie  con- 
sidered the  greatest  honor  ever  conferred  upon  liitn.” 

The  steamboat  Walk-in-the- Water  has  been  burnt, 
with  13  to  1,500  bales  of  cotton,  at  Natchez. 

A late  speech  in  congress,  thus  adds  up  cei-tain  expen- 
ditures during  the  past  year: 

Alterations  and  repair.s  of  the  president’s  bouse,  flooring  ter- 


races, and  erecting  stables!  ^,670 

Gardener’s  salary,  and  laborers,  upon  the  grounds  and 

walks  of  the  president’s  house,  and  for  planting.  2,850 
Paving  foot  ways  at  Ihe  north  front  of  the  president’s 
house,  and  moving  gravel  carriage  way!  13,744 

Planting  trees  and  repairing  fence,  in  Lafayette  square, 

north  of  the  president’s  house,  1,000 

Purchasing  and  planting  trees  and  shrubs  for  the  Penn- 
sylvania avenue  and  Ihe  public  grninid,  3.000 

Completing  the  furniture  of  the  president’s  house,  6.000 


$33,264 

A letter  from  Lille,  (France),  sAys — “A  great  estah- 
lisment  is  now  erecting  in  this  city.  It  is  intended  for 
spinning  flax  by  machinery.  Thus  this  great  problem 
is  solved,  for  which  the  emperor  Napoleon  offered  a re- 
ward of  a million  of  fr.ancs;  and  we  shall  now  enter  into 
competition  with  the  English,  who  eagerly  buy  up  all 
the  flax  of  our  country.” 

The  passengers  on  board  the  brig  Madawaska,  bound 
from  New  York  to  Texas,  “to  figlil  for  freedom,”  lia'C 
been  ca|)titiei!  by  ibe  British,  and  placed  in  prison,  at 
Nassau,  New  Proviilence,  in  conse  inence  of  having  land- 
ed on  a small  island  called  Elenihera,  where  they  were, 
charged  with  capturing  a few  chickens,  &c.  w hich  it  is 
said  they  paid  for.  They  were  supposed  to  be  pirates. 
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Fire  insorances. — From  the  Phildclphia  Gazette.  The  lale 
disaster  at  New  York,  makes  a solemn  appeal  to  the  legisla- 
tures of  those  states,  which  have  been  so  unwise  as  to  prohibit 
non-resident  capitalists  from  bearing  a share  of  the  losses  inci- 
dent to  fires,  that  may  take  place  within  their  limits.  We  do 
not  know  what  the  fact  is  in  relation  to  New  York,  but  we 
know  that  the  legislature  of  Pennsylvania  some  years  ago  pass- 
ed a law  to  prohibit  insurance  companies  incorporated  in  other 
states  from  establishing  agencies  in  this  stale  for  the  purpose  of 
effecting  insurances.  'J'he  etfect  of  this  law  was  precisely  the 
same  as  decreeing,  that  if  a great  conflagration  should  burn  np 
all  the  stores  and  mercliamiise  in  Philadelirhia  the  loss  should 
fall  ea^cfusineZi/ on  our  own  citizens.  Such  mistaken  policy,  is 
precisely  of  a piece  with  the  other  legislative  folly  prohibiting 
foreigners  from  lending  us  their  capital  in  the  form  of  subscri|»- 
tion  to  bank  stocks,  and  we  think  it  now  high  time  to  put  an 
end  to  such  nonsense,  by  allowing  any  body  that  choses  to  lend 
us  their  money,  or  to  bear  our  tosses,  to  do  so,  if  they  wilt  do 
it  upon  better  terms  than  home  dealers.  Jf  Philadelphia  should 
ever  unhappily  be  overtaken  by  such  a cnlnmity  as  tiie  rrne  at 
New  York,  we  would  rather  see  a portion  of  the  loss  fall  upon 
other  states,  than  have  to  bear  it  all  ourselves.  The  folhrwing 
article  on  this  subject  is  from  the  New  York  Commercial  Ad- 
vertiser of  yesterday. 

We  now  see  the  folly  of  drivin»  from  our  shores  the  capital 
of  foreigners.  i>y  a paltry  policy  we  prohibited  the  great  Lon- 
don capitalists  from  insuiing  in  ibis  city.  Many  of  the  compa- 
nies which  had  a capital  of  twelve  millions  of  pounds  sterling, 
were  doing  business  here,  taking  our  risks  at  the  lowest  rates, 
and  paying  their  losses  with  the  greatest  fidelity.  I f those  com- 
panies now  existed,  it  is  probable  that  at  least  half  of  our  im- 
mense loss,  would  have  fallen  on  them:  they  would  have  drawn 
their  bills  on  Engtaud,  and  the  whole  would  have  been  settled 
in  less  than  thirty  days.  It  is  however,  now  too  lale  to  repent, 
but  it  may  teach  us  a lesson  hereafter. 

Virginia  lead.  It  is  not  generally  known,  we  believe,  that 
among  other  valuable  minerals,  there  are  extensive  lead  mines 
in  the  south  western  counties  of  Virginia,  which  are.  only  par- 
tially worked,  in  consequence  of  the  heavy  expense  of  trans- 
porting the  article  to  market.  Twenty  tons  of  this  article,  in 
pigs,  have  recently  been  received  in  this  place,  from  Wythe 
county,  atid  it  is  not  too  much  to  say,  that,  were  the  facilities 
to  market  increased,  and  the  price  of  carriage  diminished,  a 
sufficient  quantity  of  this  mineral  might  he  obtained  in  that 
section  of  Virginia,  not  only  for  domestic  consurnplion,  but  for 
extensive  exportation,  [Lynchburg  Virginian. 

Literature  in  Europe.  Dtiring  1834  there  were  itnported 
into  Russia  300,000  volumes  in  foreign  languages,  which  is 
20,000  more  than  in  1833.  There  were  pnhiished  728  national 
works  and  116  translations,  exclusive  of  forty-eigiit  [n  riodical 
journals.  In  these  publications  are  not  included  113,200  co 
pies  of  different  books  for  instruction.  In  1834  there  were 
firunded  ninety-four  establishments  for  education,  including. llie 
university  of  St.  Wladimir,  al  Kiew. 

St.  Louis,  fJ\TissouriJ  Dec.  1.  Tlie  epicurean  ])ro- 
pensities  of  out*  citizens  are  likely  to  be  gratified  by  an 
unexpected  luxury.  Messrs.  Haziu  & Gates,  of  Cincin- 
nati, have  made  arrangenietils  to  continue  their  “oyster 
line,”  recently  establislted  between  that  place  and  Balti- 
more, to  this  city.  We  liad  the  pleasure,  yesterday,  of 
seeing  a fine  sample  of  the  articles  they  intend  to  ftir- 
idsh — it  was  nothing  less,  than  real  fresh  oysters,  lob- 
sters, and  Ollier  bard  salt  water  fish.  They  are  in  excel- 
lent order.  We  have  not  doubt  the  enterprising  proprie- 
tors will  be  remunerated  for  their  exertions, 

'I'his  circumstance,  in  some  measure,  verifies  the  pre- 
diction of  a member  of  the  legislature  of  Massacliusetts, 
a few  j’ears  since.  He  was  desirous  that  a western  rail 
road  should  be  constructed,  as  it  would  enable  his  con- 
stituents, the  good  ])eo])le  of  Marblcliead,  to  snpitly  llte 
valley  of  the  Mississippi  witii  fre.sh  cod,  halibut,  intliock, 
bass  and  the  various  finny  tribes,  togetlnu'  with  the  shell 
fish  that  abounds  in  the  old  bay  state.  ^Republican. 

Death  of  Dr.  flosack — -from  the  J\T.  York  Commercial 
Advertiser.  I'be  melancholy  duty  of  recording  the  d(  :itb 
of  our  late  distingttisbed  fellow  citizen,  Dr.  David  I!o- 
snek,  we  have  been  ex])ecting  to  devolve  upon  ns  for 
several  days.  On  Fri<lay  morning  last,  be  rose  as  u.siial, 
and  in  bis  wanted  good  health.  A slight  0|»[)ression  of 
the  organs  of  respiration,  while  sitting  in  his  office,  was 
attributed  to  the  umisiml  (|iiantity  of  cjiarcofd  with  which 
the  servant  had  kindletl  the  fire;  bnt  relief  was  obtained 
immefliately  on  the  opening  the  windows,  and  be  subse- 
quently took  bis  breakfast  as  nsiial.  He  then  walked  out 
fora  few  moments,  and  transacted  some  small  matters  ol 
business,  in  a neighboring  sireet,  and  returned.  Ilis 
wagon  having  been  ordered  to  the  door  for  a ride,  the 


doctor  threw  on  his  over-coat,  and  was  walking  to  the 
door,  when  a faintness  came  over  him,  and  he  turned  to 
the  sofa  and  sat  down.  He  told  his  family  not  to  be 
alarmed — it  would  soon  be  over — and  in  the  next  in- 
stant a shock  of  apoplexy,  attended  by  paralysis,  laid 
him  prostrate. 

In  this  situation  he  lay  until  last  night,  when  he  expir- 
ed. It  is  not  certainly  known  whether  his  mental  faculties 
were  impaired,  or  not;  once  or  twice,  lie  has  been  thought 
to  articulate  “yes,”  ami  “no,”  in  reply  to  questions  put 
to  him;  ami  one  of  his  ])liysiciaiis,  in  constant  attendance, 
lliinks  that  his  distinguished  friend  and  ])rece])tor  re- 
cognised him.  During  his  brief  illness,  he  has  had  the 
iitiremitlcd  attention  of  the  most  dislingui.shed  of  the 
medical  faculty;  but  it  was  not  a case  in  which  human 
leai  tiing,  or  skill,  could  be  of  any  avail,  '^i'lie  deceas- 
ed bad  been  anticipating  the  event  for  more  than  a year, 
allhougb  bis  geMieral  lie-alth  had  bt*en  good;  but  there 
were  syni[)tonis,  as  in  the  case  of  his  illustiions  friend 
Clinton,  wliieli  he  was  too  skillful  a physician  to  mistake. 

The  state  convention  of  Indiana  have  nonunated  gen. 
Harrison  for  the  ])residei!cy.  No  nomination  for  vice- 
president  was  made. 

ITEMS. 

7’lie  navy  cornmis.sioners  are  adveitislng  for  two  steam  en- 
f'iiies,  witli  paddle  vvheel.'j,  &c.  to  be  put  on  board  a ve.<sel  now 
building  at  New  York— the  ^teain  cylinders  to  be  42  inches  hi 
diameltr,  &c. 

3’he  frigate  United  Stoles  is  fitting  out  for  a cruise  in  the 
Pacific,  under  command  of  captain  Thomas  Ap  C.  Jones.  I’he 
sloops  Boston  ami  Concord  are  also  ordered  to  be  prepated  for 
sea. 

A third  edition  of  Horse  Shoe  Robinson,  is  in  the  press. 

The  “mammoth  cheeses”  heretofore  noticed,  arrived  al  Bal- 
timore this  week,  on  their  way  to  Washington.  The  largest, 
for  the  president,  weighs  1,400. 

Roger  B.  Taney,  of  Maryland,  has  hten  nominated  to  the 
senate,  to  be  chief  justice  of  the  United  States— P/iilfy  P.  -Bar- 
ftour,  of  Virginia,  to  be  an  associate  in  tiie  same  court — Jimoa 
Kendall,  to  be  postmaster  general — Povhatan  Ellis,  now  dis- 
trict judge  in  Mississippi,  to  be  charge  d’affairs  at  Mexico— and 
James  C.  Pickett,  to  he  4(li  auditor. 

[The  actiim  of  the  senate — on  the  nominations  of  Messrs. 
Toney  ntui  P«r/iour,  will  most  probably,  be  delayed,  tiiiiil  the 
bill  concerning  a new  airangement  of  the  judicial  districts, 
which  is  before  the  senate,  shall  be  disposed  of.] 

The  Illinois  legislature  has  passed  a vote  in  favor  of  Mr* 
Benton’s  expunging  resolution — And  so,  also,  has  Ohio. 

'J'he  general  assembly  of  Maryland  met  at  Annapolis,  on 
Monday  last.  Benjamin  L.  Gun/l,  of  Prince  Georges,  w as  elect- 
ed speaker  of  the  house  of  delegates — for  him  58,  and  16  scatter- 
ing: and  John  G Chapman,  of  Charles,  was  chosen  president  of 
the  senate.  Gov.  Thomas  is  inucli  indisposed.  Liike  Ticrnan, 
esq.  has  been  elected  a member  of  the  executive  council  of 
Maryland,  in  the  place  of  col.  Wbishiiigloii,  elected  to  congress. 

Mr.  McCrew,of  Ciiicii4naii,  has  invented  a mode  of  obtain- 
ing iimi  aiqilying  power  (or  propelling  boats,  &,c.  from  con- 
densed air,  which  is  said  to  he  of  the  greatest  iarporlance,  and 
likely  to  supersede  sleaiii. 

An  hotel  is  building  at  St.  Louis,  that  will  cost,  win  n com- 
[ileied,  150,000  dollars. 

Much  heavy  ordnance,  on  the  fnrts  below  New  Orleans,  and 
on  the  Gulf- has  been  recently  mmrnted. 

Tlie  Constellation  frigate,  cnm.  Dallas,  has  arrived  al  St. 
Croix,  'j’wo  of  the  midshipmen  fought  a duel  there  without 
seconds,  each  holding  the  opposite  corner  of  a pocket  harid- 
kercliie'i— ami  neither  much  hurl! 

The  Creek  Indians  are  said  to  have  assembled  in  considerable 
numbers  on  the  Ciiattiihoochie,  with  hostile  views. 

Files  of  the  Jamaica  Royal  Gazette  dowm  to  tlie28lh  tilt 
have  been  received.  A good  iinderstamliiig  had  been  esi.iblish- 
eil  between  the  hgishilure  ami  governor,  and  geneial  trarii)iiil- 
liiy  pr»' vailed.  It  is  slated  iliat  in  Barbadoes,  the  blacks  li;td 
“shewn  a disposition  hostile  to  the  peace  of  the  colony,  owing 
to  bad  advice.” 

— ■ 

FOREIGN  NEWS. 

GREAT  BRITIAN  AND  IRELAND. 

There  is  nothing  of  moioeiif,  in  the  English  papers,  respect- 
ing the  nllairs  of  ilieir  own  country.  Parliament  has  been  pro- 
rogued from  the  lOih  of  November  to  the  17lh  of  Dect  niber.  Ft 
will  again  be  prorogued  niiitl  some  time  in  February.  Gold 
ami  silver  are  flowing  into  England  fiom  Lisbon,  Hamburg  ami 
Russia- imlicaling  a favorable  stale  of  the  Eiiglich  money 
market. 
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The  house  of  commons  bribery  committ*M!,  is  makiii"  inves- 
ligaliims  respecliiiii  llte  iiilerlert-iice  of  Eomau  Caiholic  priests 
ill  liie  eieclioiis.  From  the  laeis  already  elii  ited,  there  is  no 
marvel  at  the  success  of  O’Coiuiell  in  brmuiii!>  in  iifiy  mem- 
Uers  of  his  own  kidney.  The  priesis  have  been  practisiiii' 
upon  a moslshameliil  system.  Their  sermons  are  political — 
and  contain  the  most  violent  abuse  of  the  conservai ives,  their 
• persons  and  presses.  They  direct  their  deluded  followers  from 
the  pulpit  who  to  vote  for  and  whom  to  oppose — assess  elec- 
tion taxe.s  upon  them  from  the  pulpit — and  not  only  that,  but 
during  the  last  elections  went  round  to  the  hou'cs  of  their 
paiishoners,  wielding  the  cnicidx,  atid  thus  bringing  the  most 
powerful  emblem  of  their  religion  to  operate  directly  upon  the 
freedom  of  suffrage. 

Supplies  of  arms  and  of  men  were  still  proceeding  to  Spain. 
American  stocI:s,  November  5.  United  States  hank  .shares, 
£•22  8s.  9d.  a £-22  10;  New  York  six  per  cents,  lot  1837,96; 
fives  102;  sixes,  lor  1845,  1 10;  Pennsylvania,  101  a 102^;  Ohio 
sixes,  1 10  a 11 1;  Louisiana,  (Barings),  lOli;  do.  (Wilsons)  98^; 
New  Jersey  canal,  103;  Mississippi  Planters’ hank,  -26^;  Ala- 
bama fives,  96i;  Indiana  fives,  98^;  Louisiana  stale  nines, 
£25  15.  New  York  Life  and  I'rnst,  964  a 97. 

FRANCE. 

The  following  is  an  extract  fVnm  the  private  correspondence 
of  one  of  the  London  papers.  'I’lie  letter  is  dated  Pari.s,  Wed- 
nesday afternoon,  Noveniher  4: 

The  state  of  the  American  qiie.slinn  begins  to  excite  a good 
deal  of  ill-disguised  anxiety  among  the  friends  of  the  govern- 
ment. ft  is  .known  that  Mr.  Barton,  the  charge  tl’.iffairs 
of  the  Uniled  Slates,  has  within  these  few  days,  been  making 
preparations  for  his  return  to  America,  in  anticipation  of  the 
measures  he  expects  to  be  taken  at  Washington,  equivalent  to 
an  order  for  liis  recall,  if  they  be  not  such  as  to  provoke  the 
French  government  to  send  liim  out  of  the  country.  Mr.  Bar- 
ion  is  the  son-in-law  of  Mr.  Livingston,  who  was  dealt  with 
so  cavalierly  at  the  time  of  the  late  discussion  in  the  cliamher 
of  deputies.  His  family  has  already  left  him  for  the  United 
Stales,  so  that  he  remains  in  en  ^arcon,  rea<iy  t<i  ask  his  pass- 
ports, and  lake  his  leave  at  a monienl’s  notice,  and  I may  add, 
that  among  well  informed  Americans  in  tliis  (toiintry,  the  opi- 
nion is  becoming  more  general  tliat  a rupture  is  at  hand. 

Upon  this  subject,  the  London  Sun  of  the  5ih  November, 
makes  the  following  remarks: 

“Louis  Phillipiie  is  very  far  from  being  so  popular  in  the 
Uniled  Stales  no'v,  a.s  he  was  two  years  since,  and  if  the  ques- 
tion be  left  miileeided  until  congress  shall  have  assembled,  an 
expression  of  feeling  may  be  elicited  which  may  lead  to  mucii 
mischief.  We  think  the  French  govenimeni  would  act  wisely 
in  paying  the  instalments  of  the  debt,  for  which  the  clianihers 
have  made  a provision,  without  waiting  for  the  concession 
which  the  legislature  haytlliought  proper  to  demand  on  the  part 
of  the  president.  The  debt  being  formally  recognised  by  France, 
cannot  in  justice  be  wirhheld  on  the  plea  of  wonnded  pri<le. 
The  debt,  and  the  in.sult  offered  by  the  president’s  message, 
are  quite  different  thing-;  nor  would  France  cmisiiii  her  ilignity 
in  avenging  what  she  enn'-eives  to  be  a refleetioii  upon  tor 
honor,  by  refusing  to  pay  wb  it  she  herself  admits  to  be  a jiisi 
debt.  Besides,  the  idea  of  I'rance  being  bullied  into  the  ac- 
knowledgment of  any  deinami  made  upon  her  is  too  ridieiiions, 
and  of  lliat  the  president  took  notice  in  the  very  message  which 
has  given  siich  offetice.  The  military  character  of  that  country 
is  too  well  known  to  be  impugned  liy  any  person  not  an  inmate 
of  Bedlam.  At  the  same  time  we  grant  that  France  has  a right 
to  demand  what  explanations  .she  pleases.  But  to  deinami 
them  in  a way  worthy  of  lierself,  she  must  begin  by  paying  the 
debt.  When  the  det»t  is  paid,  or  even  when  liie  goverimieiit 
lias  declared  that  Fiance  .seeks  other  rettaralion  for  insults 
offered  to  her  honor  than  forcibly  to  defraud  her  creditors,  then 
will  any  explanation  demanded  by  the  Frencli  chambers  com- 
mand tlte  respect  of  every  pvjwer  in  Europe. 

Admiral  de  Rigny  one  of  the  members  of  the  last  cabinet  of 
Louis  Pliillippe,  and  liis  most  devoted  adherent,  died  in  Paris 
early  in  November-  The  duke  of  Orleans  is  in  Algiers,  and 
it  appears  will  take  a prominent  part  in  the  military  expedition 
against  the  Arabs. 

Private  correspondence— from  the  London  Times  of  November 'd 

In  conseqnecce  of  fresh  instructions  received  from  Washing- 
ton, Mr.  Barton,  the  chaige  d’affaires  of  the  U.  States,  at  6 
o’clock  yesterday  afternoon  Irao^milted  to  the  duke  ile  Brnglie 
a formal  application  for  his  passports.  The  motive  assigned  for 
this  measure  in  his  official  note  is  simply  the  nnn-exeention  of 
the  treaty  negotiated  in  Paris  in  tlie  year  1831.  and  afterwards 
duly  ratified,  for  the  payment  of  the  25,000.000  fratics,  by  the 
French  to  the  American  government,  as  an  indemnity  for  the 
spoliations  committed  on  American  commerce  tinder  the  Berlin 
and  Milan  decrees.  In  spite  of  ilie  serious  s!ia|ie  which  this 
question  has  now  assumed,  the  French  authorities  seem  still  to 
treat  it  with  their  aecuslomcd  levity.  They  will  not  believe, 
or  at  least  affect  to  discredit,  the  possibiliiy  of  a rupture  be- 
tween two  friendly  powers  so  long  and  so  intimately  allied  as 
are  France  and  the  United  States,  arising  nut  of  a paltry  ques- 
tion of  money.  No  direct  apiilication  ba.s  yet  been  made  either 
in  Paris  or  Washington  for  the  explanation  or  apology  required 
by  the  amendment  of  general  Valaze  on  the  law  of  last  session, 
and  it  is  very  certain  that  no  individual  connected  with  the 
American  government  has  ever  eniiutained  the  remotest  idea 
of  volunteering  the  concession  required.  It  is  remarkable  that 
Ihe  present  governiueiit  at  Washington  have,  in  this  recall 


of  Mr.  Barton,  departed  from  the  precedent  which  had  been 
establislK  (i  m 1812  on  the  oi  casioii  of  the  rnpiute  willi  England. 
At  that  period  the  recurmice  to  actual  hostilities  was  preced- 
ed, as  it  probably  will  tie  now,  by  the  enacliiieni  and  execution 
of  a iioii-mlercourse  act,  but  during  the  whole  course  of  its 
endeavors,  up  to  the  iiioiiu  nt  of  actual  warfare,  the  charge 
d’affaires  of  the  two  countries  remained  at  their  posts  in  Lon- 
don and  VVasliinglon  respectively  lor  the  very  purpose,  as  it 
would  ;ip[iear,  of  leaving  the  door  open  for  conciliation  or  com- 
promise. 

On  the  present  occasion  it  is  not  doubled  that  M.  Pageot,  the 
secretary  of  the  Frencli  legaiinn  at  Washington,  who  was  left 
there  by  .M.  Serrnrier  with  the  rank  of  charge,  d’affaires,  will  be 
instructed  by  the  government  to  follow  Mr.  Barton’s  example, 
it  he  has  not  already  been  sent  out  of  the  country  by  the  presi- 
dent’s orders.  A tion-iritercoiirse  act  on  the  pan  of  America, 
lollowed  by  reiirisals  on  the  part  of  Frajicc,  is  considered  si  U 
more  inevitable. 

I’lie  French  government  flail(!r  themselves  that  the  people 
of  the  Uniteil  Stales  will  suffer  nearly  as  much  as  France 
under  this  system  of  hostility,  and  that  moreover,  they 

will  be  much  less  patient  under  llieir  want  of  French  wines  and 
French  sitk.s,  and  of  a market  for  llieir  cotton  and  ti  bacco, 
than  ilie  people  of  France  will  be  under  corresponding  disad- 
vantages. 

The  Temps  stales  that  Mr.  Barton  made  his  application,  in  a 
peremptory  style,  on  Friday,  alleging  the  non-execution  of 
treaties  on  the  part  of  France.  3'lie  passports  were  delivered 
on  Saturday,  and  the  charge  d’affaires  was  to  quit  Paris  on 
Monday. — 'I’tie  'Pemps  nevertheless  expresses  its  confidence 
that  matters  will  end  in  an  amicable  adjustment. 

SPAIN. 

The  news  of  Marlrid  is  of  the  27ih,  and  continues  to  be  most 
favorable  to  M.  ftieiidizabel  The  Madrid  Gazette  of  the  25th 
contained  a decree  for  raising  100,000  men;  and  as  subscriptions 
and  volniiiary  offers  corilinne  to  pour  in,  there  is  no  doubt  it 
will  be  successful.  Letters  from  Bayonne,  of  a later  date  than 
those  which  arrived  yesterday,  coiifii  m our  opinion  that  the 
English  auxiliaries,  under  Gen.  Evans,  and  the  Sfiatiish  corps, 
under  El  Pastor,  had  defeated  the  Cailisis.  'file  bn.iletins  from 
the  S[»anish  army,  conlainiil  in  the  “Monitjpur,”  represents 
gen.  Coidova  at  Viltmia,  in  tiie  piesence  of  She  Carlists;  and 
as  reinfnrcemejits  are  now  poiiiiiig  in  to  liijjeasssistance,  we 
may  expect  to  hear,  in  a vny  slioii  time,  of  the  complete  route 
of  the  Carlisis.  'I’lie  capture  ol  a vessel  ladeik  with  arms  for 
D m Carlos,  is  confirmed.  She  was  carried  into  St.  Sebastian 
on  tile  29!li,  and  was  laden  with  artill.'ry,  muskets,  and  arnurii- 
fion.  We  shall  most  probably  now  learn  from  what  sources 
Don  Carlos  lias  liitlierto  obtained  liis  supplies. 

[Courier  of  Nov.  5. 

Sever.il  small  battles  have  lately  taken  place — without  mate- 
rial effect,  the  success  of  the  imrtics  being  varied. 

CHOLERA  AT  VENICE. 

Tlie  AUgemeino  Zeitung  contains  accounts  from  Rome  lo  the 
23d  of  Octoln.'r.  'J'iicy  inention  that  iniich  alarm  prevails  on 
account  ol  the  cholera  having  aiipeared  at  Venice.  It  is  pro- 
posed to  cm  off  all  communication  with  tlie  north  of  Italy,  by 
a cordon  saniluire  along  the  Po.  4'lie  weather  in  Rome  had 
been,  and  enniimnd  remarkably  severe  like  winter.  The 
mountains  were  cuviued  wiiii  snow,  and  the  Tyber  had  over- 
flowed along  its  course,  and  had  done  considerable  damage. 
The  dead  bodies  of  men  and  beasts  were  seen  floating  on  its 
raging  floom. 

GREECE. 

Count  d’Arman^perg,  prime  minister  of  Greece,  overwhelm- 
ed by  political  and  .Inmcsiic  cl'figria,  has  tendered  his  resigna- 
tion to  king  Olho,  by  u lmiii  it  has  been  ae<  epted.  The  event 
is  of  the  highc.'t  impotiaiice;  its  first  result  will  be  the  assump- 
tion of  power  by  tlie  party  whicli  M.  d’Aimansperg  has  lately 
supeiseded. 

earthquake  in  the  east. 

Odessa,  Oct  9. — The  Journal  of  Odessa  gives  llie  following 
parlii'iilars  of  the  earthquake  whieli  ocewrred  at  Kassarich  (the 
ancient  C-T-arca,  in  Cappadocia)  and  the  adjacent  villages: — 
“On  the -J.)!!!  nf  August,  about  5 o’clock  in  the  afternoon,  a 
thick  smoke,  arose  at  the  fool  nf  Mount  Arilschcch  (on  the  side 
of  wliieh  Kassarich  is  situated),  from  which  columns  of  flames 
hiiist  with  a tremendous  noise.  It  was  like  the  erii[)lion  of  a 
volcano.  At  the  same  moment  the  earth  was  felt  lo  rook,  and 
a terrible  earlliquake  began,  'rtu:  shocks  continued  for  seven 
sncees.«ive  lionis,  and  lolloweil  each  other  with  most  awlul 
thunder;  penple  tell  as  if  on  an  ocean  agit.ited  by  a storm. 
About  two  tlinnsand  lu>n>es  were  thrown  down.  Confusion 
and  terror  were  at  ilieii  height;  the  iiihahitants  fled  into  the 
country;  several  were  overtaken  in  their  flight,  and  hurried  in 
the  ruins;  150  persons  perished.  Up  to  the  1st  of  September 
there  were  three  or  four  shocks  every  day,  only  they  were  far 
weaker,  ami  did  no  con-iderahle  damage.  At  that  time  the  in- 
hahiiants  of  Kassarich  , \i  ho  hail  taken  their  abode  in  the  fields, 
m fled  into  the  villages,  Imd  not  been  able  lo  returti  to  the  town. 
Some  had  aiiempied  it.  but  could  not  stay  more  than  a few 
minutes.  All  the  villages  to  the  distance  of  above  140  miles, 
bad  suffered  dreadfully]  A great  number  of  lives  were  lost  in 
them,  and  mon  of  the  bouses  are  destroyed.  The  following 
are  those  which  suffered  most;— at  Taulnsia  60  houses  were 
tlirown  down,  and  15  persons  perished.  Half  of  the  village  of 
Izarlawchi  is  destroyed;  the  number  of  killed  is  not  yet  known, 
but  it  appears  to  have  been  considerable.  At  Tapiatchi  20  per- 
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eons  perished.  The  village  of  Marnzofir  is  one  of  those  that 
have  suffered  the  mosl.  Only  five  persons  saved  their  lives, 
with  great  difficnliy.  In  VVelekes  only  one  house  is  left  stand- 
ing, and  a great  many  lives  were  lost.  Of  Wekeri  iwo-ihird.' 
are  destroyed.  We.rsain  is  completely  annihilated.  Lastly, 
Cuinetzi  has  been  sw'nllowed  up  liy  the  earlli,  and  a great  lake 
has  taken  its  [>l;ice.  Besides  this,  12  other  villages  have  each 
about  30  houses  dest.-oyed,  and  eight  or  ten  persons  killed. 

TWENTY-FOURTH  CONGRESS— FIRST  SESSION. 

SENATE 

Decemher  28.  Petitions  having  been  presented— 

Mr.  Crittenden  gave  notice,  on  behalf  of  Mr.  C/ay,  (who  is 
temporarily  absent),  that  he  designed  to  ask  leave  to  introduce 
his  bill  for  the  distribution  of  the  avails  of  the  public  lands  to- 
morrow. 

Among  the  memorials  was  one  presented  by  Mr.  Wright 
from  125  citizPtis  of  New  York,  in  relation  to  the  late  fire  in 
that  city,  praying  relief,  and  .specifying  various  ways  in  which 
it  might  be  extended  by  congies.s.  After  some  remarks  by  Mr. 
Wright, 

Mr.  Wehster  said  he  hoped  the  memorial  would  be  printed 
with  all  possible  despatch,  that  the  members  of  the  senate 
might  have  an  opportunity  to  read  it.  It  appeared  to  he  a long 
ami  reasoned  pajier,  staling  the  grounds,  both  of  right  and  ex- 
pediency, on  which  relief,  in  the  spreitied  modes,  was  asked. 

These  modes  were  different,  and  all  entitled  to  much  consi- 
deration. For  the  present,  he  should  express  an  opinion  only 
on  one  of  them,  and  that  was  the  last.  In  that,  the  memorial- 
ists asked,  sub.stantially,  for  such  an  investment  of  .the  surjdns 
.revenue,  or  proper  (lorlions  of  it,  as  would  be  advantageous  tri 
the  commercial  community  of  New  York.  I have  regarded 
this,  said  Mr.  W.  as  the  most  ready,  plain  and  effectual  mode 
of  present  relief.  It  is  known  that  the  amount  of  revenue, 
now  on  hand,  and  for  which  there  is  no  immediate  call,  is 
great.  It  is  urtderstood  that  some  millions  lie  in  a single  depo- 
eile  bank  in  the  city  of  New  York,  locked  up  from  all  public 
use.  The  emergency  of  the  case  calls  for  such  a dispositon  of 
the.«e  funds,  as  that,  to  a just  and  proper  extent,  they  may  be 
the  basis  of  a discount,  to  meet  the  new  created  wants  of  the 
merchants.  Immediate  means  are  wanted,  some  provision  t(» 
meet  existing  obligations,  till  lime  shall  be  allowed  for  other 
arrangements,  and  other  dispositirtns  of  business.  In  .short,  it 
js  a great  object  to  make  the  money  market  easy,  if  possible, 
during  the  excitement  and  the  distress  occasioned  by  this  great 
disaster.  The  government  can  readily  do  much  towards  jtro- 
ducing  this  effect,  without  the  slightest  public  ineon vetiience. 

I have  heard  that  the  deposiie  banks  cannot  discount  to  the 
amount  of  their  means,  on  account  of  the  limitations  of  their 
re.«t>ective  charters. 

If  this  be  so,  I know  not  why  the  secretary  of  the  treasury 
might  not,  without  any  act  of  congress,  select  other  banks,  and 
distribute  the  fund  among  them,  so  that  the  community  might 
enjoy  the  ftrllest  benefit  to  be  derived  from  that  source.  I f two 
or  three  banks  may  be  selected,  four  or  five  might  also,  with 
the  same  propriety.  I am  persuaded  it  is  the  duty  of  congress 
to  act  in  this  matter  promptly  and  efficiently.  The  committee 
of  finance  will  consider  this  memorial  immediately,  and  be 
prepared  to  recommend  to  the  senate  such  measures  as  may 
occur  to  them  as  being  necessary  and  proper;  but  I hope  it  is 
likely  the  senate  may  only  be  called  on  to  follow  the  lead  of 
the  other  house. 

The  memorial  was  referred  to  the  committee  on  finance. 

Mr.  Wright  from  the  committee  on  finance,  reported  a joint 
resolution  authorising  experiments  by  the  United  States  mint 
for  determining  the  purity  of  gold  and  silver  coins.  Read  and 
ordered  to  a second  reading. 

Mr.  Calhoun  gave  notice  that  he  should  to-morrow  ask  leave 
to  introduce  a bill  to  regulate  the  deposites  of  the  public  tno- 
pey  of  the  United  States;  a bill  to  change  the  constitution  of 
the  United  States;  and  a bill  in  relation  to  the  mail,  and  for 
other  purposes,  which  the  reporter  could  not  distinctly  hear. 

The  senate  passed  some  lime  in  exi  culivc  business,  and 
passed  many  bills  to  a second  reading. 

Adjourned. 

December  29.  After  some  other  busine.ss— 

Mr.  Clay  rose,  .and  addressed  the  cliair.  Allliongh 
(said  he)  I find  myself  borne  down  by  the  severest  afflic- 
tion with  which  Providence  lias  ever  been  pleased  to  visit 
me,  I have  thought  that  my  private  griefs  ought  not 
longer  to  prevent  me  from  attem])ting,  ill  as  I feel  quali- 
fied, to  discharge  my  public  duties.  And  1 now  rise,  in 
pursuance  of  the  notice  which  has  been  given,  to  ask 
leave  to  introduce  a bill  to  appropriate,  for  a limited 
time,  the  proceeds  of  the  sales  of  the  ptiblic  lands  of  the 
United  States,  and  for  granting  land  to  certain  states. 

I feel  it  incumbent  on  me  to  make  a brief  explanation 
of  the  highly  important  measure  which  I have  now  the 
lionor  to  propose.  The  bill,  which  I desire  to  introduce, 

Iirovides  for  the  distribution  of  the  proceeds  of  the  ptdi- 
ie  lauds  in  the  years  18.3.S,  34,  35,  36  and  37,  among  tlie 
twenty-four  states  of  the  union,  and  conforms  snbsiauti- 
ally  to  that  which  passed  in  183.3.  It  is  therefore  ot  a 
temporary  character;  but  if  it  shall  be  found  to  have 
»lutary  operation  it  will  be  in  the  power  of  a future 


congress  to  give  it  an  indefinite  continuance;  and,  if 
otherwise,  it  will  expire  by  its  own  terms,  in  the  event 
of  war  unfortunately  breaking  out  m itii  any  foreign 
power,  the  bill  is  to  cease,  and  the  fund  which  it  distri- 
butes is  to  be  applied  to  the  prosecution  of  the  w ar.  '1  he 
hill  directs  that  ten  jier  cent,  ol  the  net  proceeds  of  the 
public  lands,  sold  wilhin  the  limits  of  the  si  ven  new 
states,  shall  be  first  set  ajiart  for  them,  in  addition  to  tlie 
five  percent,  reserved  by  their  several  compacts  « iih  the 
United  States;  and  that  the  residue  (>f  the  proceeds, 
whether  from  sales  made  in  the  states  or  territories  shall 
be  ilivided  among  the  twenty-four  slates,  in  proportion 
to  their  respective  federal  population.  In  this  respect 
the  bill  conforms  to  that  which  was  introduced  in  18.32. 
For  one  I should  have  been  willing  to  have  allowed  the 
new  states  12^  instead  of  ten  per  cent,  hut  as  that  was 
objected  to  by  the  jiresident,  in  his  veto-message,  and  has 
been  opposed  in  other  quarters,  I thought  it  best  to  re- 
strict the  allowance  to  the  more  moderate  sum.  The 
bill  also  contains  large  and  liberal  grants  of  land  to 
several  of  the  new  states,  to  place  them  upon  an  equality 
with  others  to  which  the  bounty  of  congress  has  been 
heretofore  extended,  and  provides  that,  when  other  new 
states  shall  be  admitted  into  the  union,  they  shall  receive 
their  share  of  the  common  fniid. 

The  net  amount  of  the  sales  of  the  public  lands  in  the 
year  1833  was  the  sum  of  $3,967,682  55,  in  the  year  1834 
was  $4,857,600  69,  and  in  the  year  1835,  according  to  ac- 
tual receipts  in  the  three  first  quarters  and  an  estimate 
of  the  fourth,  is  $12,222,121  15;  making  an  aggregate  for 
the  three  years  of  $21,047,404  39.  I'his  aggregate  is 
what  the  bill  proposes  to  disli  ibute  and  pay  to  tlie  twenty- 
I four  states  on  the  first  day  of  May,  1836,  upon  the  prin- 
ciples which  I have  stated.  The  difference  between  the 
estimate  made  by'  the  secretary  of  the  treasury  and  that 
which  1 have  offered  of  the  product  of  the  last  quarter 
of  this  year,  arises  from  my  having  taken,  as  the  pi  oba- 
ble  sum,  one-third  of  the  total  amount  of  the  three  first 
quarters,  and  he  some  other  conjectural  sum.  Deducting 
from  the  $21,047,404  39  the  fifteen  percent,  to  which 
the  seven  new  states,  according  to  the  bill,  will  be  first 
entitled,  amounting  to  $2,612,350  18,  there  w ill  remain 
for  distribution  among  the  tweaity-four  states  of  the 
union  the  sum  of  $18,435,054  21.  Of  this  sum  the  i>ro- 
portion  of  Kentucky  will  be  $960,947  41,  of  Virginia  the 
sum  of  $1,581,669  39,  of  North  Carolina  $988,632  42, 
and  of  Pennsylvania  $2,083,233  32.  The  jiroportion  of 
Indiana,  including  the  fifteen  per  cent,  will  be  $855,588 
23,  of  Ohio  $1,677,110  84,  and  of  Mississippi  $958,945 
42.  And  the  proportions  of  all  the  twenty-four  states 
are  indicated  in  a table  which  1 hold  in  my  hand,  prepar- 
ed at  my  instance  in  the  ofiice  of  the  secretary  of  the 
senate,  and  to  which  any  senator  may  have  access.* 

*The  following  is  the  table  referred  to  by  Mr.  Clay: 

Statement  shewing  the  dividend  of  each  state  (according  to  its 

federal  population)  of  the  proceeds  of  the  public  lands,  during 

the  years  1833-4  and  ’5,  after  deducting  from  the  amount  15 


2>ar  cent,  previously  allowed  to  the  seven  new  states. 

States. 

Federal 

popula- 

tion. 

Share 
for  each 
stale. 

15  per  ct. 
to  new 
states. 

Total  to 
new 
slates. 

Maine 

..  399,437 

$617,269 

New  Hanipsih 

re  269,326 

416,202 

Massnchnsctls, 

610,408 

943,293 

Rhode  Island.. 

..  97,194 

1.50,198 

Oonncclicut. . . 

..  297,665 

459,996 

Vermont 

..  280,6.57 

4.33.713 

New  York.... 

..L918..5.53 

2.964.834 

New  Jersey. . . 

..  319.922 

494, .391 

Pennsylvania .. 

..1,348,072 

2.083  233 

Delaware 

. . 75,432 

116,568 

M.nryland 

. . 405.843 

627,169 

Virginia 

. . 1,023,503 

1,. 58 1.669 

North  Carolina 

..  6.39,747 

988  632 

South  Carolina 

. . 4.55.025 

701,495 

Gcf)rgia 

..  429,811 

664,208 

Kenincky 

. . 6-] 1, 8.32 

960.947 

3'eniiessei!  .... 

..  62.5,263 

966.249 

Ohio 

..  935,884 

1,446,266 

230.844 

1,677.110 

Loni'iaiia 

,.  171,694 

265,327 

67,661 

332,888 

1 ndnina 

, . .34.3.031 

530.102 

.325.485 

8.55,588 

1 lliiiois 

1.57;i47 

242.846 

483.760 

726.606 

Misstniri 

. 1 30,4 1 9 

20). .542 

174,354 

375.897 

Mi«sissi|»|)i 

. 110,358 

170,541 

768,403 

958  9 15 

Alahaina 

. . 262,508 

405,668 

.541.940 

947, 6u7 

[Fractions  el  dollars  aie 

omitted  in  the  above  eunie.j 
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The  grounds  on  which  the  extra  allowance  is  made  to 
the  new  states  are,  first,  their  complaint  that  all  lands 
sold  by  the  federal  government  are  five  years  exempted 
from  state  taxation;  secondly,  that  it  is  to  be  applied  in 
such  manner  as . will  augment  the  value  of  the  unsold 
public  lands  within  them;  and,  lastly,  their  recent  settle- 
ment. 

It  may  be  recollected  that  a hill  passed  both  houses  of 
cotigress,  in  the  session  which  terminated  on  the  3d 
March,  1833,  for  the  distribution  of  the  amount  re- 
ceived from  the  public  lands,  upon  the  principles  of  that 
now  offered.  The  president,  in  his  message  at  the  com- 
mencenjent  of  the  previous  session,  had  specially  invited 
the  attention  of  congress  to  the  subject  of  the  public 
lands;  had  adverted  to  their  liberation  from  the  pledge 
for  tl»e  payment  of  the  public  debt;  and  had  intimated 
his  readiness  to  concur  in  any  tiisposal  of  them  which 
might  appear  to  congress  most  coducive  to  the  quiet, 
harmony,  and  general  interest  of  the  American  people. 

After  such  a message,  the  president’s  disapprobation 
of  the  bill  could  not  have  been  anticipated.  It  was  pre- 
sented to  him  on  the  2d  of  March,  1833.  It  was  not  re- 
turned as  the  constitution  requires,  but  was  retained  by 
him  after  the  expiration  of  his  official  term,  and  until 
the  next  session  of  congress,  which  had  no  power  to  act 
upon  it.  It  was  understood  and  believed  that,  in  antici- 
pation of  the  passage  of  the  bill,  the  president  had  pre- 
pared objections  to  it,  which  he  had  intended  to  return 
with  his  negative;  but  he  did  not.  If  the  bill  had  been 
returned,  there  is  reason  to  believe  that  it  would  have 
passed,  notwithstanding  those  objections.  In  the  house, 
it  had  been  carried  by  a majority  of  more  than  two- 
thirds.  And,  in  the  senate,  although  there  was  not  the 
majority  on  its  passage,  it  was  supposed  that,  in  conse- 
quence of  the  passage  of  the  compromise  bill,  some  of 
the  senators  who  had  voted  against  the  land  bill  had 
changed  their  views,  and  would  have  voted  for  it  upon 
its  return,  and  others  had  left  the  senate. 

There  are  those  who  believe  that  the  bill  was  uncon- 
stitutionally retained  by  the  president  and  is  now  the  law 
of  the  land.  But  whether  it  be  so  or  not,  the  general 
government  holds  the  public  domain  in  trust  for  the 
common  benefit  of  all  the  states;  and  it  is,  therefore, 
competent  to  provide  by  law  that  the  trustee  shall  make 
distribution  of  the  proceeds  of  the  three  past  years,  as 
well  as  future  years,  among  those  entitled  to  the  benefi- 
cial interest.  Tiie  bill  makes  such  a provision.  And  it 
is  v'ery  remarkable,  that  the  sum  which  it  proposes  to 
distribute  is  about  the  gross  surplus,  or  balance,  estimated 
in  the  treasury  on  the  1st  of  January,  1836.  Wlien  the 
returns  of  the  last  quarter  of  the  year  come  in,  it  will 
probably  be  found  that  the  surplus  is  larger  than  the  sum 
which  the  bill  distributes.  But  if  it  should  not  be,  there 
will  remain  the  seven  millions  held  in  the  bank  of  the 
United  States,  applicable,  as  far  as  it  may  be  received,  to 
the  service  of  the  ensuing  year. 

It  would  be  premature  now  to  enter  into  a considera- 
tion of  the  pi-obable  revenue  of  future  years;  but,  at  ths 
proper  time,  I think  it  will  not  be  difficult  to  show  that, 
exclusive  of  what  may  be  received  from  the  public  lands, 
it  will  be  abundantly  sufficient  for  all  the  economical 
purposes  of  government,  in  a time  of  peace.  And  the 
bill,  as  I have  already  stated,  provides  for  seasons  of 
war.  I wish  to  guard  against  all  misconception  by  re- 
peating, what  I have  heretofore  sevei'al  limes  said,  that 
this  bill  is  not  founded  upon  any  notion  of  a power  in 
congress  to  lay  and  collect  taxes  and  distribute  the 
amount  among  the  several  states.  I think  congress  pos- 
sesses no  such  power,  and  has  no  right  to  exercise  it 
until  some  such  amendment  as  that  proposed  by  the  sena- 
tor from  South  Carolina  ( Mr.  Calhoun)  shall  be  adopted. 
But  the  bill  rests  on  the  basis  of  a clear  ami  comprehen- 
sive grant  of  power  to  congress  over  the  territories  and 
property  of  the  United  States  in  the  constitution,  and 
upon  express  stipulations  in  the  deeds  of  session. 

Mr.  President,  I have  ever  regarded,  with  feelings  of 
the  profoundest  regret,  the  decision  which  the  jiresident 
of  the  United  Stales  felt  himself  induced  to  make  on  the 
bill  of  1833.  If  it  had  been  his  pleasure  to  approve  it, 
the  heads  of  departments  would  not  now  be  taxing  their 
ingenuity  to  find  out  useless  objects  of  expenditures,  or 


objects  which  may  be  well  postponed  to  a more  distant 
day.  If  the  bill  had  jiassed,  about  twenty  millions  of 
dollars  would  have  been,  during  the  three  last  years,  in 
the  hands  of  the  several  states,  applicable  by  them  to  the 
beneficent  purposes  of  internal  improvement,  education, 
or  colonization.  What  immense  benefits  might  not  have 
been  diffused  throughout  the  land  by  the  active  employ- 
ment of  that  large  sum?  What  new  channels  of  com- 
merce and  communication  might  not  have  been  opened? 
What  industry  stimulated,  what  labor  rewarded?  How 
many  youthful  minds  might  have  received  the  blessings 
of  education  and  knowledge,  and  been  rescued  from  igno- 
rance, vice  and  ruin?  How  many  descendants  of  Africa 
might  have  been  transported  from  a country  where  they 
never  can  enjoy  political  or  social  equality,  to  the  native 
land  of  their  fathers,  where  no  impediment  exists  to  their 
attainment  of  the  highest  degree  of  elevation,  intellec- 
tual, social  and  political?  Where  they  might  have  been 
successful  instruments,  in  the  hands  of  God,  to  spread 
the  religion  of  his  Son,  and  to  lay  the  foundations  of 
civil  liberty! 

And,  sir,  when  we  institute  a comparison  between 
what  might  have  been  effected,  and  what  has  been  in  fact 
done,  with  that  large  amount  of  national  treasure,  our 
sensations  of  regret,  on  account  of  the  fate  of  the  bill 
of  1833,  are  still  keener.  Instead  of  its  being  dedicated 
to  the  beneficent  uses  of  the  whole  people,  and  our  entire 
country,  it  has  been  an  object  of  scrambling  amongst  Ic- 
cal  corporations,  and  locked  up  in  the  vaults,  or  loan*  d 
out  by  the  directors  of  a few  of  them,  who  are  not  undi  r 
the  slightwst  responsibility  to  the  government  or  people 
of  the  United  States.  Instead  of  lilieral,  enlightened  and 
national  purposes,  it  has  been  partially  ap[ilied  to  local, 
limited  and  selfish  uses.  Applied  to  increase  the  semi- 
annual dividends  of  favorite  stockholders  in  favorite 
banks?  Twenty  millions  of  the  national  treasure  are 
scattered  in  parcels  among  petty  corporations;  and  whilst 
they  are  growding  over  the  fragments  and  greedy  hr 
more,  the  secretaries  are  brooding  on  schernes  for  squai  - 
dering  the  whole. 

But  although  we  have  lost  three  precious  years,  the 
secretary  of  the  treasury  tells  us  that  the  principal  is  yet 
safe,  and  much  good  may  be  still  achieved  with  it,  1 he 
general  government,  by  an  extraordinary  exei-cise  of  ex- 
ecutive power,  no  longer  affords  aid  to  any  new  works 
of  internal  improvement.  Although  it  sprung  from  the 
union,  and  cannot  survive  the  union,  it  no  longer  engages 
ill  any  public  inipi  ovement  to  perpetuate  the  existence 
of  the  union.  It  is  but  justice  to  it  to  acknowledge  that, 
with  the  co-operation  of  the  public-spirited  state  of  Ma- 
ryland, it  effected  one  national  road  having  that  tendency. 
But  the  spii’it  of  improvement  pervades  the  land,  in 
every  variety  of  form,  active,  vigorous  and  enterprising, 
wanting  pecuniary  aid  as  well  as  intelligent  direction. 
The  states  have  undertaken  what  the  general  government 
is  prevented  from  accomplishing.  They  are  strengthen- 
ing the  union  by  various  lines  of  communication  thrown 
across  and  through  the  mountains.  New  York  hascom- 
pleted  one  great  chain.  Pennsylvania  another,  bolder  in 
conception  and  far  more  arduous  in  the  execution.  Vir- 
ginia has  a similar  work  in  progress,  worthy  of  all  her 
enterprise  and  energy.  A ffiurth  farther  south,  where 
the  parts  of  the  union  are  too  loosely  contiected,  has  been 
projected,  and  it  can  certainly  be  executed  with  the  sup- 
plies which  this  bill  affords,  and  perhaps  not  without 
them. 

This  bill  passed,  and  these  and  other  similar  undertak- 
ings completed,  we  may  indulge  the  patriotic  hope  that 
our  union  will  be  bound  by  ties  and  interests  that  render 
it  indissoluble.  As  the  general  government  withholds 
all  direct  agency  from  these  truly  national  works,  and 
from  all  new  objects  of  internal  improvement,  ought  it 
not  toyield  to  the  states,  what  is  their  own,  the  amount  re- 
ceived from  the  public  lands?  It  would  thus  but  execute 
faithfully  a trust  expressly  created  by  the  original  deeds 
of  cession,  or  resulting  fi  ora  the  treaties  of  acquisition. 
With  this  ample  resource,  every  desirable  object  of  im- 
provement, in  every  part  of  our  extensive  country,  may, 
in  due  time,  be  accomplished.  Placing  this  exhaustless 
fund  in  the  hands  of  the  several  members  of  the  confede- 
racy, their  common  federal  head  may  address  them  in 
the  glowing  language  of  the  British  bard,  and 
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Bid  harbors  open,  public  ways  extended, 

Bid  temples  worthier  of  the  God  a.<cend. 

Bid  the  broad  arch  the  dangeroiis  flood  contain, 

The  mole  projecting  break  the  roaiing  main. 

Back  to  hi.s  hounds  their  subject  sea  command, 

And  roll  obedient  rivers  through  the  land. 

The  affairs  of  the  j)tiblic  lands  was  forced  upon  me.  In 
the  session  of  1831-2  a motion  from  a qtiarter  politically 
unfriendly  to  me,  was  made  to  refer  it  to  tlie  committee 
of  manufactures,  of  wliich  I was  a member.  1 strenuously 
opposed  the  referrence.  I remonstrated,  1 protested,  1 
entreated,  I implored.  It  was  in  vain  that  1 insisted  that 
the  committee  on  the  public  lands  was  the  regular  stand- 
ing committee  to  which  the  reference  should  be  made. 
It  was  in  vain  that  I contended  that  the  jiublic  lands  and 
domestic  manufactures  were  subjects  absolutely  incon- 
gruous. The  unnatural  alliance  was  ordered  by  tbe  vole 
of  a majority  of  the  senate.  I felt  that  a personal  embar- 
rassment was  Intended  me.  I felt  that  the  design  was  to 
place  in  my  hands  a many  edged  instrnmeat,  which  I eotdd 
not  touch  without  being  wounded.  Nevertheless  I subdu- 
ed all  my  repugnance,  and  I engaged  i^ssiduously  in  the 
task  which  had  been  so  unkindly  assigised  n»e.  i bis,  or 
a similar  bill,  was  the  offspring  of  my  deliberatiotts. 
When  reported,  llie  report  accompanying  it  was  refer- 
red by  tbe  same  majority  of  the  senate  to  the  very  com- 
mittee on  the  public  lands  to  which  I !iad  unsuccessfully 
sought  to  have  the  subject  originally  assigned,  for  the 
avowed  |)urj)Ose  of  obtaining  a counteracting  report.  But, 
in  spite  of  all  opjiosition,  it  passed  the  senate  at  that  ses- 
sion. At  the  next,  l)oth  houses  of  congress. 

I confess  I feel  atixious  for  the  fate  of  this  measure, 
less  on  account  of  any  agency  I have  had  in  jtroposing  it, 
as  I hope  and  believe,  than  from  a firm,  sincere  and 
thorough  conviction,  that  no  one  measure  ever  presented 
to  llte  councils  of  the  nation  was  fraught  with  so  much 
4inmixed  good,  and  could  exert  such  powerful  and  en- 
during influence  in  the  preservation  of  the  union  itself,, 
and  upon  some  of  its  highest  interests.  If  I can  be  in- 
strumental, in  any  degree,  in  the  adoption  of  it,  I shall 
enjoy,  in  that  retirement  into  which  I hope  shortly  to 
enter,  a heart-feeling  satisfaction  and  a lasting  consolation. 
I shall  carry  there  no  regrets,  no  comj)laip.ts,  no  re- 
proaches on  my  own  account.  When  I look  back  upon 
my  humble  origin,  h-ft  an  orphan  too  yoniig  to  have 
been  conscious  of  a father’s  smiles  and  caresses,  wilh  a 
widowed  mother,  surrounded  by  a numerous  otf-sprin::, 
in  (he  midst  of  pecuniary  erabai rassmeiits,  w ithout  a i e- 
gular  educalion.  witliout  fortune,  wilho’.it  friends,  w hii- 
out  patrons,  I have  reason  to  be  satisfied  with  my  j-.nljltc 
career.  I ought  to  be  thankfiil  for  the  high  places  r.iifi 
honors  to  w hich  I have  been  called  by  the  favor  and  par- 
tiality of  my  countrymen,  and  I am  thankful  and  grate- 
lul.  And  I shall  take  with  me  the  jdeasing  conscious- 
ness that,  in  whatever  station  I have  been  j)laced,  1 have 
earnestly  and  honestly  labored  to  justify  their  confidence 
by  a faillifnl,  fearless  and  zealous  discharge  of  my  public 
<lniies.  Pardon  these  personal  allusions.  I make  the 
riotion  of  wbicb  notice  has  been  given. 

Leave  \v.i<  llicn  ct.vntPil,  and  the  hill  was  infindnerd,  rca<l 
1 w icr,  rciV  ricd  in  the  coinmillce  on  llie  puhlic  lands,  and  or- 
dered to  tn;  pi  inl<  d. 

Mr.  eVd/tnim,  pnr.«nant  to  notice,  a-ked  and  ohiained  leave 
to  introduce  the  followitiE  hills: 

A hill  to  r'  penl  the  fiiHl  and  second  sections  oi  Hie  act  limil- 
ing  the  terms  of  service  of  certain  officers  ilioreirr  mentioned, 

&C. 

A bill  to  reanlate  the  public  deposites. 

Also,  a joint  resolniiori  to  amend  the  eonsliintion,  so  as  to 
provide  for  a distribution  of  the  surplus  revenue. 

Mr.  Calhoun  offered  the  following  resolution: 

Resolved,  Thai  llie  report  n(  the  secretary  of  Hie  treasury,  of 
the  15ih  instant,  relative  to  the  duties  that  may  he  reduced  or 
repealed,  be  referred  to  the  committee  on  mnnutaetures,  willi 
inslrnetions  to  report  a hill  providing  for  the  n'diieiioii  or  ri  jit'al 
of  all  diiiies  wliicl),  iti  their  opinion,  may  he  reduced  or  repeal- 
ed consistently  with  a due  regard  to  the  manufacturing  inler- 
e.st. 

Mr.  Calhoun,  on  offering  this  resolution,  adverted  to  the  im- 
mense surplus  which  was  daily  accruing  in  the  public  trea.-ury, 
to  which  we  must  look  fur  an  immense  increase  of  power  in 
the  hands  of  the  executive  government,  and  the  over.<()rcading 
of  the  country  with  corruption  and  snhsei  viency.  This  was 
not  a proper  occasion  to  discuss  the  actual  condition  of  tlie 
treasury;  hut  if  it  were,  it  would  not  be  difficult  to  show  that 
the  actual  surplus  in  the  treasury  was  now  from  21  to  22  mil- 
lions, and  that  in  the  coming  year  it  would  be  scarcely  short  of 


30  millions.  With  this  immense  revenue  at  the  dispo.sal  nf  the 
president,  in  banks  under  his  coniml,  and  subject  to  he  with- 
drawn at  his  discretion,  it  would  lie  in  vain,  all  our  efforts 
would  he  impotent,  to  oppose  Hie  exccniive  will.  On  this 
point  ttierefore  the  battle  would  have  to  be  fought  between 
(lower  and  liberty.  All  other  measures  which  could  be  desir- 
ed, would  fall  short  ot  correcting  the  danger  to  be  apprehended 
from  the  march  of  power.  But  it  all  Hio.<e  who  were  opposed 
to  the  USUI  (lations  of  the  eovernrncnt  could  be  hroiighi  zealous- 
ly to  unite  in  arresting  the  funds  arising  out  of  the  revenue,  as 
far  as  they  could,  in  their  passage  to  the  public  treasury,  and 
would  snatch  fiom  the  gras(i  of  the  executive  the  funds  which 
have  already  accumulated  in  liis  hands,  there  would  be  still 
ground  for  the  hope  that  the  course  of  power  would  be  stayed. 
Every  dollar  we  can  prevent  from  coming  into  the  treasury,  or 
every  dollar  thrown  back  into  tlie  hands  of  tlie  people,  will 
tend  to  strengthen  the  cause  of  liherly  and  unnerve  the  arm  of 
power.  He  hoped  that  the  committee  on  manufactures  would 
take  up  the  report  with  an  earnest  desire  to  repeal  and  reduce 
all  these  duties  that  can  be  reduced  or  repealed  without  injury 
to  Hie  maiiufacruring  interest.  In  doing  this  they  will  then 
feel  that  they  are  not  only  aiding  in  the  cause  of  reform  as  far 
as  it  can  be  assisted  by  these  means,  but  that  they  are  also  con- 
tributing In  the  prosperity  of  Hint  particular  interest  of  which 
they  are  Hie  special  guardians;  since  every  reduction  of  duty, 
and  every  lax  removed,  while  it  cliea[!ens  Hie  cost  of  produc- 
tions at  home,  and  thus  benefits  our  own  manufacturer,  will 
open  the  prosfipct  of  securing  the  foreign  market.  As  tliere 
will  be  the  two  interests  thus  concurring  to  favor  reduction,  he 
hoped  the  commitiee  on  manufactures  would  consider  the  sub- 
ject, and  report,  at  as  early  a period  as  possible,  all  Hie  reduc- 
tions which  can  be  made  without  injuiy  to  the  manufacturing 
interest. 

Mr.  Davis  said  be  was  not  quite  prepared  to  vote  at  once  for 
the  proposition  of  the  genilenian  from  South  Carolina.  It  had 
come  upon  him  suddenly,  and  he  was  not  (irepared  to  under- 
stand il'.e  e,\act  extent  of  the  proposition,  as  lie  had  not  in  his 
mind  tlie  (irecise  propositions  of  the  sereiary  of  the  treasury  on 
the  snlijpct.  7’herefore,  he  was  rather  unwilling  to  vote  for  an 
instruction  to  the  com:nittee,  for  it  would  be  seen  that  this  was 
not  in  llie  shape  of  an  inquiry,  hut  a peremptory  instruction, 
loiiching  an  interest  of  the  first  magnitude,  niid  a measure  of  a 
very  important  character,  which  wa.s  adojited  a few  years 
since.  He  hoped  the  senate  would  not  be  called  on  to  vote  an 
instruction  of  thi<  importance  before  they  li.ad  had  time  to  exa- 
mine its  character.  He  had  only  risen  to  express  the  hope  that 
the,  senainr  from  South  Carolina  would  not  press  his  resolution 
at  this  moment. 

Mr.  Calhoun  replied  that  there  could  be  no  diffir.nlly  on  the 
suhjeci.  7'he  committee  on  maiiuractiire^r  would  have  to  exa- 
mine and  ascertain  what  duties  might  be  reduced  or  repealed. 
The  secieiary  of  tire  treasury  liad  lecommemlcd  some,  and  giv- 
en a list  (d'  oilii  rs,  and  it  vva.s  for  Hie  commitiee  to  investigate 
the  subject.  He  would  not  wish  to  touch  a single  article  that 
could  injure  the  manufacturer. 

]\Ir.  Davis  suggested  that  tie  might  probahly  concur  in  all  the 
views  of  the  senator  from  South  Catoliiia,  if  he  had  time  to 
look  into  tlie  report,  but,  at  present,  lie  would  only  ask  that  Hie 
resolution  he  permiiled  to  lie  on  the  table  until  to-morrow. 

Mr.  Calhoun  assented  to  the  request,  and  the  resolution  was 
laid  oil  Hie  talde. 

The  reselution  to  supply  the  senators  with  new.'^papers  was 
passed  liy  yeas  and  nays — as  follows: 

YE.AS— Messrs.  Brown,  Buchanan,  Calhoun,  Clay,  Critten- 
den, Davis,  Ewing.  Gold.^horoiigli,  Grundy,  Hendricks,  Hill, 
lluhliard,  Kent,  Knight,  Leigh,  Linn,  McKean,  iSIoore,  Naii- 
dain,  Niles,  Preston,  Prentiss,  porter.  Robinson,  Soiithunl, 
Swift,  'Pallmailge,  'riptoii,  'Pomliii-on,  Wall,  Wright — 31. 

N.AYS— Ml  ssrs.  B.  nton.  King,  ot  .Alabama,  King,  of  Geor- 
gia. Morris,  Riiggles,  Sinqih  y,  While — 7. 

A number  of  hills  w<  re  ordered  to  a second  reading. 

On  motion  of  lAlr.  Davis  the  senate  proreeried  to  the  con- 
sideration of  exeriirive  business:  alter  which, 

The  senate  adjourned. 

Dereinhcr^O.  Mr.  Davis  rnoved'lhat  the  resolntion  of  the 
senator  from  South  Carolina  (to  insiriict  the  committee  oii 
maiiiil'aclures  to  report  a liill  to  reduce  certain  ilulies  on  im- 
ports), which  was  yslerday  laid  on  the  table  oti  his  motion,  be 
taken  up.  - Mr.  Davis  said,  that  having  given  the  resolution  a 
careful  examinaiion,  he  found  that  it  was  not  so  extensive  in 
its  bearings  as  lie  had  supposed— that  its  ohjeet  was  merely 
linancial— and  thai,  consequently,  he  had  no  objection  what- 
ever to  its  pas.sage. 

Mr.  Clay  said.  that,  in  the  room  of  making  it  a matter  of  posi- 
tive instruction,  he  would  latlier  that  it  should  he  sent  to  the 
comminee  as  a sulijecf  of  inquiry.  He  did  not  sufipose  tliat 
Hie  senator  from  South  Carolina  and  liimself  would  finally  dis- 
agree. It  would  he  very  easily  discovered  by  any  one  who 
took  the  iroiihle  of  looking,  llta’i  the  two  (irincipal  objects  of 
duty  were  wine  and  silks— they  could  very  well  hear  the  col- 
lection of  such  duty— still,  if  there  wa.s  no  necessity  for  its 
collection  arising  mil  of  the  wants  of  ilic  government,  neillier 
of  these  articles  should  hear  it.  He  merely  wished  for  an  op- 
portunity to  examine  and  judge  for  himself,  and  so  long  as  there 
was  a certain  and  abundant  siip(dy  in  the  public  exchequer, 
the  resolution  would  meet  with  no  opposition  from  him.  It 
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Was  liis  dl^sire,  as,  in  t!ie  event  nf  tlin  passase  of  t!ie  hill  wliioli  . 
lni  imroiluci'd  ypsicrday,  it  might  he  neceesaty  to  ri'iain  the  | 
Unties  on  wines  and  silks,  to  make  some  Inrllier  examinalion.  j 
He  would  move  that  the  usual  words  shonid  be  inserted,  “to 
in(|ijire  into  the  t xpedienry,’-  &c. 

Mr.  Calhoun  said  that  was  already  done.  The  resolution 
directed  ihe  comniiltee  lirsi  to  im)ime  and  then  to  leport.  ii, 
c-ontinned  .Mr.  Callionn,  the  l.tml  toil  inirodnced  tiy  tlie  senator 
Crom  Kenineky  stiould  pass,  ttiere  wmild  still  remain  a large 
f^tirpius  in  the  public  trea^ury.  ^'lu;  amoitiu  there  already  was 
31  or  32  millions,  and  by  the  etid  of  the  first  quarter  of  the 
c-omingyear  that  amount  will  have  swelled  to  thirty-millions, 
if,  as  The  secreiary  of  the  treasury  had  stated,  the  expendiinres 
can  be  reduced  to  1-3  miUions,  there  would  be  am(ile  funds  in 
the  treasury  unless  the  reductions  of  duty  should  go  far  beyond 
vvliat  lie  had  imagined. 

He  wished  to  impress  upon  the  senate  the  importance  of  two 
considerations;  fiist,  that  ihere  was  an  immense  surplus  in  Ihe 
public  e.xchequer,  which  miglit  be  employed  lor  Ihe  dear.iding 
purposes  of  bribery  and  corruption;  and  secondly,  lh.it  by  a 
timely  and  liberal  reduciion  ail  confiicling  interests  might  be 
reconciled  before  the  cri-is  which  might  be  expected  in  la  12 ’3. 
Every  cent  removed  from  the  hands  of  government  is  so  much 
added  to  the  wealth  of  the  whole  people.  It  cheapens  [iroduc- 
<ion.  and  thus  by  allowing  a field  lor  competition,  it  opens  the 
foreign  market  at  a shorter  period. 

Mr.  Clay  said,  that  the  difference  between  himself  and  the 
honorable' senator  was  very  trifling.  Like  him  he  (Mr.  Ciay) 
had  looked  a little  into  the  subject  of  our  finances,  lie  be- 
lieved with  him  that  there  was  twenty-one  millinn.cin  the  trea- 
sury, and  that  at  the  end  of  the  first  quarter  of  liie  ensning 
xeaV'  with  the  seven  millions  coming  fiorn  the  bank  ol  tlie 
United  Stales,  the  suriilns  revenue  would  ainnunt  to  tliiriy- 
millions.  He  perfectly  concurred  with  him  in  the  propriety  of 
repealing  all  duties,  so  tar  as  it  could  be.  done  ennsi -tcnily  with 
tlie  inier^ests  of  the  inanulaciiirer.  But,  sir,  (said  Mr.  C.)  how 
iiianv  of  the  4.5  or  48  senators  here  have  looked  into  the  matter 
as  the  senator  from  South  C.irolina  has  done,  and  arrived  with 
him  at  the  same  com  lusimi.  3'liey  should  not  he  called  upon 
by  a resolution,  presented  in  either  an  nniistta!  form  and  at  an 
early  jieriod  <if  the  st-ssion,  to  vote  at  once,  without  reflection 
or  examimtiion,  lor  the  repeal  of  every  duty,  lie  did  not  wish 
so  to  comniil  liiiiiseK. 

Mr.  Calhoun  said,  that,  if  any  doubt  of  the  ability  nf  the 
treasury  to  meet  all  demand'  upon  it,  should  arise  during  tlie 
p.'0«>ress  of  Hiis  bill,  be  would  then  move  to  lay  it  upon  the 
tabl'e.  or  to  refer  it  to  the  coinmittee  on  finance. 

Mr.  Clay  saiti,  that,  witli  these  pledges,  he  certainly  should 
not  oppose  the  motion. 

Tlie  resolniion  was  then  asreed  to. 

Mr.  Preston  offered  the  following  resolntion, 

Rcsolee.tU  That  the  leiiulations  in  relation  to  tlie  senate  cham- 
ber and  galleries,  adojiicd  at  the  present  session,  be  rescinded, 
except  so  niiicli  of  it  as  ridates  to  the  reporters. 

A bill  supplementary  to  the  act  to  amend  the  judicial  system, 
vvas  taken  np  as  in  committee  of  ilie  whole;  when 

Mr.  sucaestiiiii  that  the  iieiiileman  wlio  had  introduced 

tlie  bill,  [Mr.  Black],  vvas  not  in  his  seat,  and  as  the  bill  was  an 
important  one,  and  it  was  proper  that  the  western  senators 
slmiibl  liHve  an  opportunity  to  examine  it,  moved  to  postpone 
its  fnrilier  consideration,  and  make  it  the  special  order  for  Mon- 
day next. 

The  motion  was  agreed  to. 

[A  great  deal  of  prep.iraiory  and  minor  business  was  attend- 
ed to  in  tlie  senate  this  day.] 

December  .31.  Mr.  f/enr/ricAs  presented  a memorial  from  tlie 
leiiislaiure  o(  Indiana  on  the  subject  of  hospitals,  williin  that 
si.itc,  for  the  relief  of  per-mis  navi<;aling  the  river  Ohio  and 
Mi-sirsqipi — ami  si.qqxirted  the  same  with  a spetich  of  consi- 
derable length  and  ability. 

Other  business  being  allemled  to— the  senate  adjourned  to 
Monday. 

HODSE  OK  REPRESENTATIVES. 

Monday,  Dec.  28.  After  some  minor  business — 

3 he  house  resumed  the  consideraiioii  of  the  motions  to  refer 
to  committees  the  message  nf  the  )iresident  transmitting  the 
state  constitution  and  other  doennients  from  Ihe  convention  of 
hiichi-’an,  held  for  the  purpose  of  forming  a state  government. 

The  s/)CfiA-cr  stated  the  question  to  he,  first,  on  the  itinlioii  to 
refer  the  subject  to  the  cominiilee  on  territories;  second,  to  re- 
f(  t it  to  the  foiiiiniliee  on  the  judiciary,  and  last,  to  refer  it  to  a 
si  leci  rnnimittee. 

Mr  fFi/Zirii?«9,  of  Norili  Carolina,  spoke  in  favor  of  Ihe  motion 
to  refer  to  the  committee  on  the  jndjeiary. 

Mr.  Mason,  of  Virginia,  vvilhdrevv  his  motion  of  referenee  to 
a select  committee,  and  supported  the  motion  of  reference  to 
U p commiitce  on  the  territories. 

Mr.  IF/iiZ/fcsev  spoke  at  considerable  lensth  in  favor  of  tlie 
iiifiiion  to  refer  to  the  commillee  on  the  judiciary. 

Mr.  Corwin  followed  with  much  e.uuesliiess  on  the  same 
sirle. 

Mr-  Howard,  at  Ihe  request  of  the  gentleman  from  Ohio,  with- 
drew the  motion  to  commit  the  message  to  the  committee  on 
tlie  territories,  in  order  to  permit  the  question  to  be  first  taken 
on  the  motion  of  reference  to  the  committee  on  the  judiciary. 


He  spoke,  however,  at  some  lKngib,iii  opposition  to  the  motion 
to  commit  to  the  cornin  it  See  on  the  judiciary. 

'J’lie  (iiic.'iiun  bi'iiig  on  tin:  motion  of  reference  to  the  com- 
mittee on  the  jiidii  i.ai y, 

Mr.  Reynolds  asked  lor  the  yeas  and  nays,  and  they  were  or 
dered. 

Mr.  IVilliams,  of  N C.  spoke  hriefly  in  reply  to  the  gentle- 
men from  Maryland  and  Virginia. 

Mr.  Everett,  of  Vi  made  a few  remarks;  after  wliich,  the 
question  bring  taken,  it  was  deeided  as  follows: 

Yeas  113,  nays  77.  [5Ies.‘-rs.  IVhitllescy,  Vinton,  Storer,  and 

ofher.s  of  0/iio  being  in  the  afiirmative;  Messrs.  Jidams,  Beards- 
ley and  Cambrelevg,  jn  the  negative.] 

iMr.  Howard  the ii  moved  to  sii'pcml  the  rule,  in  order  to  con- 
sider the  motion  heretofore  made  to  reconsider  the  vote  by 
which  the  message  of  the  president  relating  to  the  disputed 
boundary  between  Ohio  and  Michigan,  vvas  referred  to  a select 
commiili  e. 

Tlw  house  agreed  to  suspend  the  rule,  124  rising  in  tlie  affir- 
mativi!. 

Mr.  J.  Q.  ,^dams  made  some  explanatory  remarks. 

IMr.  Bond  supported  the  moiirni  to  reconsider. 

Mr.  Adams  replied  at  some  length. 

Messrs  Storer,  Vinton  and  Lane  spoke  in  reply  to  tlie  gentle- 
man from  Massai  husetls,  and  in  support  of  the  motion  to  re- 
consider. 

Mr.  Adams  called  for  the  yeas  and  nays  on  the  question;  and 
liiey  were  ordered. 

The  question  being  taken,  it  vvas  decided  as  follows: 

YEAS— Mcs.-^rs.  Chilton  Allan,  Bailey,  Bockee,  Bond,  Bonn, 
Buclianan,  Bunch,  William  B.  C.ilhotin , Campbell,  Carter,  Ca- 
sey, Clianey,  Cliapman,  Cliapiii,  Childs,  Claiborne,  Clark,  Con- 
nor, Corwin,  Craig,  Crane,  Cushing,  Davis,  Droingoole,  Effner, 
Evans,  Everett,  Farlin,  Forester,  Philo  C.  Fuller,  James  Gar- 
land, Rice  Garland,  Graham,  Granger,  Graves,  Grayson,  Gren- 
ne.ll,  Griffin,  Ililatid  Hall,  Hamer,  Hammond,  Hannegan,  Har- 
ilin,  Hailaii,  Harper,  Samuel  S.  Harrison,  Hazeltine,  Hoar, 
Howard,  Howell,  Huldey,  Janes,  Jarvis,  Henry  Johnson,  John 
W.  Jones,  Benjamin  Jones,  Jiidson,  Keimoii,  Kilgore,  Kiiinard, 
Kliiigeiisftiilli,  Lane,  Lawrence,  Gideon  Lee,  Luke  Lea,  Loyall, 
Luca.s,  Martin,  Sampson  Mason,  Maury, May,  McCarty, McKen- 
iian,  McKim,  IMcLene,  Mercer,  Mon  is,  Page,  Patterson,  Petti- 
grew, Phillips,  Pinckney,  Reed,  Rencher,  Jolm  Reynolds,  Ro- 
gers, Russell,  Shepard,  Shepperd,  Sliields,  Slade,  Sloane,  Spang- 
ler, Standefer,  Storer,  Taliaferro,  Thomas,  J.  Thompson,  W. 
Thompson,  'Ponccy,  Underwood,  Vinton,  Webster,  Wliiulesey, 
licwis  Williams,  Wise — 107. 

NAYS— Messrs.  Adams,  Heman  Allen,  Anthony,  Ashley, 
Barton,  Beale,  Bean,  Beardsley,  Beaumont,  Borden,  Briggs, 
Brown,  Bynum.  Cambreleng.  John  Chambers,  Cleveland,  Cof- 
fee, Coshman,  Darlington,  Deberry,  Denny,  Donbleday,  Fair- 
field,  Fowler,  French,  William  K.  Fuller,  Galbraith,  Gillet, 
Glascock,  Haley,  Joseph  Hall,  Haynes,  Henderson,  Heister, 
Holsey,  Hopkins,  Hunt,  Hiint.-rnan,  Ingham,  Jabez  Jackson, 
Joseph  Johnson,  Cave  Johnson,  Lansing,  Laporte,  Lawler, 
Lay,  Joshua  Lee,  Leonard,  Lincoln,  Lynn,  Job  Mann,  John  Y. 
Mason,  Wm.  Ma.son,  Moses  Mason,  McComas,  Miller,  Mont- 
gomery, Morgan,  Muhlenberg,  Parker,  Parks,  Franklin  Pierce, 
Dutee  J.  Pearce,  Phelps,  Potts,  Robertson,  Schenck,  Seymour, 
Shinn,  Smith,  Stungue,  Taylor,  Towns,  Turrill,  Vanderpoel, 
Wagener,  Ward,  Ward  well,  Weeks,  Sherrod  Williams — 79. 

So  the  house  agreed  to  reconsider  tlie  vote  referring  the 
Itotimlary  question  to  a select  committee. 

The  c/iair  slated,  thill  tlie  question  would  be  on  the  original 
motion,  to  refer  tlie  subject  to  a select  committee. 

IMr.  Adams  witlidrevv  the  motion  of  reference  to  a select  com- 
mittee. 

Mr.  Hamer  moved  that  the  subject  he  referred  to  the  com- 
mittee Oil  the  judiciary;  and  it  vvas  agreed  to  williout  a count. 
Tlie  liouse  liien  adjourned. 

Tuesday,  Dec.  29.  Eli  Moore,  nne  of  the  representatives  from 
New  Yoik,  appeared,  was  qualified  and  took  Itis  seat. 

Very  many  petitions  was  presented.  Among  others,  by  Mr. 
CamArefeng,  vvas  one  from  ceiiain  merchants  who  were  suf- 
ferers from  the  recent  destructive  fire  in  the  city  ofNew  York, 
in  relation  to  which 

Mr.  Camhrelens  said,  he  shonid  have  pressed  its  immediate 
con.^ideration,  had  it  not  been  ilial  further  action  vvas  anticipat- 
ed on  the  subject,  such  as  might  tend  to  meet  the  views  of  the 
peiilinners.  The  subject  was  already  tiefore  the  house,  but  the 
arrival  of  a commitiee,  deputed  by  the  merchants  of  New  York, 
wa.s  expected  in  this  city  i-n  Monday  next.  The  propositions 
contaiiM'd  in  the  petition  he  liad  presented,  as  to  the  laws  of 
Ihe  laud,  were  of  the  highest  importance.  He  should,  there- 
fore, move  that  so  much  of  the  petition  as  related  to  subjects 
not  comprised  in  Ihe  former  petition,  slionid  tm  referred  to  a 
committee  of  the  whole  on  the  slate  of  the  union;  Hie  remainder 
to  the  commillee  of  way.s  and  means. 

The  motion  vvas  nnaniimni>ly  agreed  to. 

Mr.  Win.  B.  Shepurd  ure.scnied  sundry  memorials  from  the 
banks  in  Ihe  District  of  Clcdiimbia,  praying  an  extension  of  their 
charters,  and  moved  their  reference  to  the  committee  on  the 
District  of  Columbia. 

Mr.  TAomas,  of  Maryland  submitted  the  following  resolution: 
Resolved,  TUm  a select  committee  be  appointed  to  inquire 
into  the  condition  of  the  currency  of  the  District  of  Columbia, 
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to  whom  shall  be  referred  the  memorial  now  presented,  and  all 
other  memorials  which  shall  he  presented  to  coiiftress  at  its 
present  session,  praying  for  an  extension  of  the  charters  of  the 
existini'  banks  in  said  District,  or  lor  the  estahiishnient  of  any 
other  bank  or  banks  in  their  stead;  and  that  said  committee  be 
authorised  to  act  in  conjunction  with  any  similar  committee 
which  may  be  ap()ointed,  on  the  part  of  tlie  senate,  to  inspect 
the  books,  and  examine  into  the  proceedings  of  said  banks,  to 
ascertain  whether  their  charters  have  been  violated  or  not,  and 
whether  any  abuses  or  uial-practices  have  existed  in  their 
inanagement,  and  to  send  lor  (lersons  and  papers,  to  examine 
witnesses  on  oath,  and  to  appoint  a clerk  to  record  llieir  pro- 
ceedings. 

Tile  chair  stated  the  subject  would  lie  over  till  to-morrow. 

Many  bills  were  reported — chiefly  of  a private  nature.  Among 
them,  however — 

Mr.  Carnbrelenz,  from  the  commillee  of  ways  and  means, 
reported  the  following  bills,  which  were  severally  read  twice, 
and  coniinilted  to  the  commillee  of  the  whole  on  the  stale  of 
the  union: 

A bill  making  appropriations  in  part  for  the  support  of  govern- 
ment in  1836; 

A bill  making  appropriations  for  the  payment  of  the  revolu- 
tionary and  otlier  pensioners  of  the  United  Slates  for  1836; 

A bill  making  appropriations  for  the  naval  service  lor  the 
year  1836; 

A bill  making  appropriations  for  certain  fortifications  of  the 
United  States  for  the  year  1836; 

A bill  making  appropriations  for  the  support  of  the  army  for 
the  year  1836. 

Adjourned, 

Wednesday,  Dec.  30.  Mr.  Beardsley  asked  the  unanimous 
consent  of  the  house  to  take  up  the  following  resolution,  some 
rlays  ago  offered  by  him,'in  relation  to  the  admission  upon  the 
floor  of  the  house  of  the  representative  elect  of  Michigan: 
Resolved,  That  Isaac  E Crary,  who  claims  to  have  been  duly 
elected  a member  of  this  house,  be  admitted  as  a spectator 
within  the  hall,  during  the  sittings  of  the  house. 

An  objection  being  made, 

Mr.  Beardsley  moved  the  suspension  of  the  rule,  and  there- 
upon asked  the  yeas  and  nays,  which  were  ordered. 

7’he  question  being  taken,  it  was  determined  in  the  affir- 
mative-yeas 13.1,  noesd?. 

The  resolution  was  then  agreed  to. 

The  remainder  of  the  day  was  expended  in  various  matters 
growing  out  of  the  petitions  of  the  District  banka,  praying  the 
extension  of  their  charters.  Nothing  decided. 

Thursday,  Dec,  31.  Messrs.  Claiborne  and  Dickson,  represen- 
tatives from  the  state  of  Mississippi,  appeared,  were  qualified 
and  took  their  seals. 

The  subjeat  of  extending  the  charters  of  the  District  banks 
coming  up  again  for  consideration 

Mr.  McKennan  submitted  the  following  amendment  to  be 
added  to  the  instructions: 

And  that  the  said  committee  be  instructed  to  report  to  this 
house  the  names  of  the  persons,  the  amount  and  the  date  of  ail 
loans  made  by  any  Di>trict  bank  to  members  of  congress,  or 
officers  of  the  government,  since  the  1st  day  of  October,  1833. 

Mr.  MclTennan’s  object  was,  he  said,  to  have  this  investiga- 
tion as  deep  and  thorough  as  that  which  was  instituted  into  the 
concerns  of  the  bank  of  the  United  Slates.  The  commillee  of 
investigation,  in  that  case,  obtained  a list  of  the  names  of  all 
members  of  congress  who  liad  received  loans  from  the  bank  of 
the  United  Stales,  and,  he  believed,  spread  it  upon  their  report. 
He  asked  the  yeas  and  nays  upon  this  motion,  and  they  were 
ordered. 

Mr.  Camhreleng  asked  the  gentleman  from  Pennsylvania  to 
withdraw  his  call  for  the  yeas  and  nays,  as  no  one  he  presumed, 
would  oppose  the  proposition. 

Mr.  Thomas,  of  Maryland,  entertained,  he  said,  a somewhat 
diflTerenl  view  of  the  proposition,  and  could  not  support  it,  un- 
less it  was  so  modified  as  to  give  the  committee  discretionary 
power  to  report  the  names  or  not.  This  was  what  was  done 
in  the  case  of  the  bank  of  the  United  States.  The  committee 
were  furnished  by  the  president  of  the  bank  with  a list  of  the 
members  who  had  had  transactions  with  the  institution;  but 
that  list  never  saw  the  light.  It  was  not  made  a part  of  the  re- 
port of  the  committee. 

The  debate  here  took  a new  course,  relating  chiefly  to  the 
investigation  of  the  concerns  of  the  bank  of  the  United  States, 
in  the  year  1832. 

Messrs.  Beardsley,  W.  B.  Shepard,  ^dams,  McKennan, 
Camhreleng,  Howard,  Grennell  and  Everett  took  part  in  the 
discussion. 

Mr.  Kennard  here  moved  to  amend  the  amendment,  by 
adding  the  following: 

And  to  make  the  same  inquiry,  as  far  ns  practicable,  in  its 
application  to  loans  m.tde  by  the  U.  States  hank  and  branches, 
to  members  of  congress  and  officers  of  government,  since  the 
veto  of  the  bill  to  recharter  said  bank;  and  also  to  loans  made 
to  members  of  congress  by  all  the  deposite  banks. 

After  some  remarks  from  Messrs.  Parker,  Williams  of  North 
Carolina  and  McKennan, 

Mr.  McKiin  moved  the  previous  question. 

The  motion  was  seconded  by  a vote  of  87  to  83. 

Afler  other  proceedings  of  no  present  interest,  the  house  ad- 
journed. 


GENERAL  HARRISON. 

We  invite  attention  to  the  follow  mg  leinarks  of  ex-governor 
Metcalf,  of  Keniucky,  at  a late  celebr.iiion  ol  the  annivi  r.-aty  of 
the  bailie  ol  'J'ippecanoe.  It  must  be  truly  uraiify  ing  to  gen. 
Harrison  to  find  all  Ins  old  comrades  and  sotdieis  who  served 
under  him  during  the  late  war,  rising  up  as  one  man  in  his 
delence.  Peihans  no  man  ever  enjoyed  so  tompletely  the  con- 
hdence  and  affet  lions  ol  his  fellow  stddiersas  general  Hairison. 
With  the  testimony  of  the  whole  army  in  favor  of  his  military 
abiliiies  and  bravery,  and  llie  lesiimony  of  such  men  as  Ihomus 
Jefferson,  James  Madison,  Henry  Clay,  Charles  Fenton  Mercer 
judge  Burnet,  John  C.  WrighI , anti  a host  ot  others  highly  dis- 
tioguisheri,  in  support  of  his  abilities  as  a statesman,  he  cer- 
tainly can  very  well  afford  to  be  abused  by— some  other  per- 
sons. 

“You  have  heen  pleased  gentlemen,  said  general  Metcalf, 
in  tile  kindest  terms,  to  allude  to  my  services  m the  iaie  war. 
It  is  true  that  in  1813  [ had  the  honor  to  command  a volunteer 
company  from  the  counties  of  Rouihon  and  Nichrdas.  Un- 
skilled as  I was  ill  the  an  of  war,  it  would  have  savored  not  a 
little  of  lemeriiy  to  assume  tlie  command  of  that  gallant  and 
Iiatrioiic  company,  liiil  (or  the  iinbounded  confidfrrice  which  I 
then  placed  in  the  military  genius  ol  William  H.  Harrison,  our 
commaiider-iii-chief.  Wlialever  may  be  your  estimate  of  my 
services,  on  ihat  occasion, you  will  bear  in  mind  that  my  efloiis 
were  directed  hy  Wm.  H.  Harrison,  and  iiohiy  seconded  by  tlie 
valor  of  a brave  and  patriotic  company. 

“I  have  the  gratification  to  behold  on  this  ground  to-day 
many  of  the  old  volunteers  of  Keniucky,  who  like  myself  can 
testify  to  the  merits  and  services  of  our  excellent  commander 
in  limes  of  peril  to  the  country.  What  joy  it  would  give  us 
once  more,  and  on  this  gioiind  to-day,  to  have  taken  our  good 
old  general  hy  the  hand.  As  this  pleasure  is  denied  us,  we 
will  nevertheless  speak  of  him  as  he  deserves  to  be  spoheii  of. 
We  know  him  to  he  a gallant  and  intrepid  soldier;  an  officer  of 
first  rate  military  aifaiiimcnis,  as  evinced  hy  the  most  trying 
and  arduous  services  during  the  late  war.  We  believe  him  to 
be  a man  of  well  tried  integrity  and  honor;  a practical  siales- 
man  of  great  experience;  and  eminently  qualified  for  the  first 
office  in  the  gift  of  our  coHiiiryiiieu.  We  know  him  to  be  a 
pure  and  virtuous  citizen,  whose  good,  old  heart  is  in  therUht 
place,  erne  who  never  yet  either  w'antoiily  or  wickedly  ireaTed 
with  cruelly  or  wounded  unjustly  the  c haracici  of  a fellnw 
being.  Such  an  imtividual  may  be  relied  upon  to  administer  the 
government,  according  to  law,  and  the  law  alone  can  <«ive  pro- 
tection to  life,  liberty  and  properly.”  “ 

MRS.  ANN  B.  ERWIN. 

From  the  Lexington  Intelligencer. 

DIED,  very  suddenly,  at  The  Woodlands,  Hie  se.ni  of  James 
Erwin,  esq.  his  amiahic  consort,  Mts.  Ann  B.  ErW'in,  the  last 
surviving  daughter  of  the  hon.  Henry  Clay,  in  the  29ih  year  of 
her  age. 

Her  death,  which  was  almost  instantaneous,  is  supposed  to 
have  been  caused  hy  the  riipiure  of  a blood  vessel.  The  fiiiie- 
rnl  service  was  performed  hy  the  riglit  rev.  bishop  Siniih,  on  Sa- 
turday morning;  and  her  remains  were  conveyed  to  the  vault 
attended  by  a numerous  train  of  citizens,  whicli  atle.sted  her 
wortli,  as  well  as  the  general  .sympathy  and  regret  experienced 
on  the  occa.=ion.  She  has  left  her  honored  parents  and  five 
children,  with  a heart-hleeding  husband,  and  numerous  other 
friends,  to  lament  her  untimely  death. 

It  is  with  our  friends,  as  with  our  health,  nml  a ihniis.Ttid 
other  blessings— w'e  rarely  appreciate  them  as  we  ought,  till  we 
are  taught  their  value,  hy  a painful  deprivation.  Hi  rice,  when 
our  near  relations  and  intimate  connections  are  taken  away 
we  ate  often  led  to  exaggeraie  their  virtues  by  posthumous 
praise.  Hence  tlie  fulsome  eulogy,  which  sometimes  crowds 
the  obituary  column,  or  exhibits  the  vanity  of  ttie  survivor,  in- 
stead of  the  character  of  Hie  deceased,  on  the  marble  monu- 
ment. But  this  must  not  prevent  departed  merit  from  receiv- 
ing the  tributary  notice,  which  is  justly  due. 

Ill  the  death  of  Mrs.  Erwin,  society  has  sustained  no  nrdin.i- 
ry  loss.  With  a mind  highly  cultivated  and  improved,  with  a 
t.-wte  which  left  notbing  it  touched  unadorned,  with  a temper 
always  cheerful,  amiable  and  kind,  with  a depoitment  dignified 
and  decided,  yet  simtile,  an  less  and  condesceruliiig,  in  the  un- 
limited enjoyment  of  all  that  wealth  and  affluence  could  be- 
stow, she  was  yet  not  unmindful  of  that  better  part  which  could 
never  he  taken  from  her.  Several  years  since,  she  became 
hopefully  pious,  and  a communicant  in  the  Piotcstant  Episco- 
pal church,  of  which  she  Ind  since  lived  an  exemplary  mein- 
her.  In  short,  possessed  of  every  thing  which  could  tender  life 
desirable  to  herself  or  her  friends,  she  has  been  suddenly  torn 
away,  by  a wisdom  which  we  dare  not  presume  to  scan,  and  is 
gone  to  reap  the  rich  rewards  whicli  await  “the  good  and 
faithful  servant,”  in  another  and  a brighter  world. 


CASE  OF  COMMODORE  DALLAS. 

While  th«  U.  S.  (rigate  Constellation  was  lying  in  the  harbor 
of  Norfolk,  preparing  to  sail  for  the  West  Indies,  the  sheriff  of 
Norfolk  county  went  on  board  with  a writ  to  arrest  midshifr- 
man  Turner  for  a debt;  but  being  prevented  from  doing  so,  he 
made  a formal  complaint  to  the  governor  of  Virginia,  who 
transmitted  a copy  thereof  to  the  president  of  the  United  States. 
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The  president  rel'erretl  the  iiiatler  to  the  secretary  of  the  navy, 
who  inhiriiied  the  governor  of  Virginia,  that  lie  ehoiiliJ  “with- 
out delay  call  upon  commodore  Dalhis  lor  an  explanalinn  ol  his 
interierence  in  this  case,  anil  lor  the  manner  of  his  treatment 
of  the  sheritf  inlru.-ted  vviih  the  service  of  the  process.”  The 
governor  has  taken  nmliiaae  at  the  whole  traiisacMinn,  and 
thought  it  of  sntfii  lent  monn  nl  to  refer  it  to  the  legi.slature,  in 
Ins  annual  message,  at  the  recent  opening  of  the  session. 

^'ile  Milistance  01  the  slory,  as  we  have  htaid  related,  is  this: 
The  sheritf  .went  on  hoard  the  Iriaate,  made  his  Ini'iness 
Known,  and  was  referred  to  commodore  Dallas,  vvho  was  at 
the  lime  on  the  quarter  deck.  Commodore  D.  replied,  that  no 
officer  should  leave  the  port  in  dehi,  and  if  the  acc<nint  was 
found  to  tie  correct,  it  should  be  paid;  that  he  presumed  the 
only  object  of  the  sheriff  was  to  secure  ihe  (layiiienl,  and  that 
lieing  "iiarani ied,  there  would  be  no  necessity  lor  further  pro- 
ceedings. 'I’lie  sheriff  inosiing,  however,  upon  enforcing  the 
writ,  the  coiiiuiodore  invited  him  below  into  his  cabin,  where 
he  would  show  him  the  law  under  which  he  felt  bound  not  to 
suffer  an  officer  under  his  coniiiiand  to  be  dragged  through  the 
streets  as  a criminal,  and  repealed  the  assurance  that  the  debt 
should  be  paid.  The  sheriff  was  not  saii.'fied  w'ith  this,  but  in- 
quired ill  a loud  tone  whether  lie  was  to  lie  prevented  by  force 
Irom  executing  liis  duty  as  a public  officer.  Commodore  Dal- 
las, considering  the  language  used  to  be  indecorous  and  impro- 
per, ordered  the  sheriff  to  be  put  out  of  the  ship.  This  is  one 
side  of  the  story  and  may  not  be  strictly  coirect.  The  sheriff  gives 
a different  version,  and  in  accordance  with  that  Just  maxim, 
*‘audi  alterem  partem, public  opinion  should  not  ctindemii  un- 
til both  sides  are  heard.  As  represented  by  others,  the  conduct 
of  the  sheriff  appears  to  have  been  highly  offensive;  and  if  so, 
it  no  doubt  led  to  his  unceremonious  ejection  frotii  the  ship. 

Upon  inquiry,  midshipman  Turner  denied  that  he  owed  the 
complainant,  or  plaintiff  in  the  case,  any  thing:  but  said  that  he 
had  piiichased  a pair  of  boots  of  him,  which  he  paid  for  at  the 
lime. 

VVe  do  not  believe  that  commodore  Dallas  is  capable  of  treat- 
ing any  one  with  disrespect  or  indignity;  but  it  seems  strange, 
that  a stale  officer,  or  any  other  individual,  should  be  allowed 
to  go  on  board  a vessel  of  war,  arrest,  bully  or  biow  beat,  any 
or  all,  officers  and  crew,  interrupt  the  duty,  set  discipline,  or- 
der and  subordination  at  defiance;  and  in  short,  act  his  own 
pleasure,  and  be  allowed  to  depart  as  he  came. 

[Army  and  Navy  Chronicle,  . 

BANK  OF  THE  U.  S.  AND  THE  BANKS  OF  N.  YORK. 

New  York,  Dec.  21,  1835. 

At  a tneeting  of  the  committees  of  the  banks  of  ihe  city  of 
New  York,  the  sub-committee  appointed  at  a previous  meeting 
laid  before  the  comiriillees  a copy  of  a letter  wrilteri  by  them 
to  the  president  of  the  bank  of  the  United  States  and  his  reply 
— wtiereupon  resolved  that  the  same  committee  return  the 
thanks  of  this  meeting  to  the  president  of  the  United  States 
bank  for  the  prompt  and  satisfactory  relief  tendered  to  the  city, 
and  tlie  grateful  manner  in  which  he  has  communicated  it. 
Resolved,  Tliat  the  said  letters  be  published. 

BENJ.  STRONG,  president. 

Wm.  Howard,  secretary. 

New  York,  Hist  Dec.  18.35. 

Sir:  In  our  conference  of  Saturday,  you  expressed,  in  be- 
half of  ilie  bank  of  the  United  States,  an  earnest  disposition  to 
lend  Ibis  city,  under  the  great  calamity  with  which  it  has  been 
afflicted,  any  aid  consistent  with  the  duration  of  the  bank  and 
the  approaching  termination  of  its  charter.  Several  of  the  city 
banks  have  exiended  their  loans  nearly  as  far  as  they  are  per- 
mitted by  their  charters,  and  could  not  use  additional  funds, 
placed  at  their  disposal.  And  although  an  increase  of  dis- 
counts might  in  many  instances  be  useful,  an  additional  capital 
which  may  enable  the  sufferers  to  render  distant  resources  im- 
mediately available,  is  still  more  wanted  than  an  expansion  of 
bank  credit. 

We  cannot  as  yet  form  a correct  estimate  of  the  actual  loss- 
es, but  we  know  tliat  the  capital  of  the  insurance  companies 
pledged  for  that  object,  and  which  cannot  be  much  less  than 
seven  or  eiglit  millions  of  dollars,  is  invested  allogeiher  in 
bonds  and  inortages  not  immediately  payable,  and  the  immedi- 
ate compulsory  payment  of  which  would  only  increase  the  ex- 
isting embarrassments  and  distress.  We  therefore  repeat,  that, 
in  our  opinion,  the  sum  which  the  bank  of  the  United  State.s 
may  be  able  to  advance,  cannot  be  better  applied  than  in  Ihe 
shape  of  loans,  on  such  satisfactory  securities  as  those  compa- 
nies possess. 

This,  by  enabling  them  to  make  immediate  payment  to  the 
parties  interested,  would  soon  give  a great  temporary  relief, 
and  lend  to  inspire  and  restore  confidence. 

We  must  add  that  any  curtailment  of  its  discounts  by  the 
branch,  at  lhi.s  inomeiit,  would  inflict  an  injury  on  this  city; 
and  that  it  is  extremely  desirable  that  the  demand  for  payment 
be  prolonged  after  the  4lh  of  March,  as  long  as  the  situation  of 
the  bank  and  propriety  will  permit.  We  have  the  honor,  &c. 

ALBERT  GALLATIN, 
CORNELIUS  HEYER, 
PRESERVED  FISH, 
GEORGE  NEWBOLD, 
JOHN  FLEMING, 

committee  of  the  hanks  of  the  city  of  New  York. 
Nicholas  Biddle,  esq.  president  of  the  bank  oj  tile  U,  S. 


New  York,  December  21,  1835. 

Gentlemen:  I have  the  honor  of  receiving  your  coiiiinunica- 
tion  ol  iiii.s  day.  Under  tli*‘  in.'lruetions  ol  the  board  ol  direc- 
tors of  tlie  bank  of  ilie  United  Stales,  I have  come  to  your  city 
to  express  the  deep  sympailiy  which,  in  common  with  all  ttieir 
Icilow  ciiizens  ol  Pioiiisy Ivania,  they  leel  in  its  misfortunes, 
and  to  otier  any  as.'i>tance  in  their  power  to  alleviate  it.  Tlie 
ariangemenls  for  the  approaching  expiration  of  the  ctiarter, 
have,  as  you  are  awaie,  placed  the  meiiiis  ot  the  tiisltiution 
less  than  usual  under  its  control,  and  coiisirain  it  to  regulate 
Its  seivices  rather  liy  its  ability  Ilian  its  disposition. 

But  all  that  It  can  do  shall  be  done  promptly  and  cordially; 
and  .IS  you  sng:>esi  tliat  the  most  eliVctual  relief  can  he  convey- 
ed lliroiigli  the  insurance  companies,  1 have  requested  ttie  di- 
rectors ol  the  branch  to  make  advances  to  those  companies  on 
such  securities  as  they  may  ap(iiove,  to  the  amount  ol  two  mil- 
lions of  dollars;  for  the  permanent  restoration  ol  the  prosperity 
of  the  city,  you  will  soon  find  ample  resouices,  where  they 
have  so  olten  been  found,  in  the  extraordinary  advantages  of 
its  position,  and  still  inoie  in  tlie  elastic  energy  of  its  iiitiabi- 
tants. 

They  may  confidently  rely  hereafter  on  every  forbearance 
and  every  assistance  which  the  state  of  the  bank  will  perinit. 
And  if,  ill  the  ineantime,  this  effort  to  n move  ttieir  teinporaiy 
eiiibarrassiiient  can  be  in  any  degree  useful,  it  will  be  very  sa- 
tisfactory to  the  tioard  of  diiectors,  and  especially  gratifying  to 
me  as  the  organ  of  commuiiicating  it.  With  great  respect,  &c. 

N.  BIDDLE,  P.  B.  U.  S. 

To  Albert  Gallatin,  esq.  and  others. 

We  have  the  honor  to  acknowledge  the  recept  of  your  com- 
munication this  morning  in  rejily  to  the  letter  we  addressed  to 
you  in  behalf  of  the  banks  of  iliis  city,  and  having  communicat- 
ed the  same  to  the  meeting  of  the  committee  from  those  insti- 
tutions, we  have  the  jileasiire  to  inform  you  that  we  are  in- 
structed by  them  to  express  to  you  the  just  sense  they  enter- 
tain of  the  proni(it  and  satisfactory  relief  that  you  have  tender- 
ed to  the  city  in  behalf  of  the  bank  of  the  United  States,  and  of 
the  grateful  manner  in  which  you  have  been  pleased  to  make 
the  communication.  Wc  have  the  honor,  &c. 

ALBERT  GALLATIN, 
CORNELIUS  HEYER, 
PRESERVED  FISH, 
GEORGE  NEWBOLD, 
JOHN  FLEMING, 

committee  of  the  hanks  of  the  city  of  New  York, 

Nicholas  Biddle,  esq.  president  of  the  bank  of  the  U.  S. 

— »«««■»— 

JOHN  HOWARD  PAYNE. 

We  have  received  an  extra  sheet  from  the  office  of  the  Knox-  - 
ville  Register,  containing,  in  an  appeal  from  Mr.  Payne  to  his 
eouiurymen,  the  story  of  the  barbarous  wrongs  inflicted  upon 
this  respectable  gentleman  by  a band  of  persons  calling  them- 
selves “the  Georgia  guard,”  but  who  appear  to  have  acted  upon 
suggestions  from  higher  authority,  in  the  persons  of  U.  States’ 
agent  sent  to  make  tieaties  with  the  Cherokees.  This  appeal, 
though  ciiit  fly  directed  to  the  citizens  of  Georgia,  whose  au- 
thority has  been  abused,  and  to  those  of  Tennessee,  whose 
territory  has  been  violated,  should  be  in.«erled  at  length  in  oiir 
columns  if  they  were  not  so  much  occupied  just  now  with 
heavy  documents  of  a national  character  as  to  prevent  it.  The 
reader  will  perceive,  by  the  subjoined  articles  from  Ihe  Knox- 
ville paper,  however,  that  the  people  of  that  state  entertain  a 
proper  sense  of  the  indignity  which  Mr.  P.  has  suffered,  and  of 
the  outrage  which,  in  his  person,  has  been  perpetrated  by  these 
lawless  persons  ii|ioii  the  sovereignty  of  the  stale  of  Tennessee. 
There  can  be  no  doubt  of  an  equal  indignation  being  roused  in 
the  breasts  of  the  people  of  Georgia  against  the  persons  who 
have  trespassed,  in  the  name  of  that  slate,  on  the  clearest  and 
dearest  rights  ofaii  Ameiican  citizen.  [Naf.  Int, 

Knoxville,  Nov,  30,  1835. 

John  Howard  Payne,  esq. 

We  sincerely  regret  the  late  circumstances  which  occur- 
red on  Ihe  border  of  our  slate,  in  which  your  person  and 
rights  were  violently  outraged  by  a band  of  lawless  soldiery; 
and  assure  you  of  our  cordi.il  sympathy  in  the  feelings  of  just 
indignation  which  such  conduct  cannot  but  have  created  in 
your  own  brea.«t.  We  acknowledge  with  unfeigned  satisfaction 
the  justice  of  that  well-earned  fame  which  the  author  of  “Bru- 
tus” has  obtained,  both  in  Europe  and  America,  and  holding 
your  literary  worth  and  attainmrnis  in  the  highest  esteem,  and 
wishing  to  render  them  an  humble  testimony  of  our  approba- 
tion, we  respectfully  invite  your  attendance  at  a public  enter- 
tainment at  the  Tremont  house,  at  such  time  as  may  best  suit 
your  convenience.  Very  respectfully, 

[Signed  by  a committee  on  behalf  of  the  citizens  of  Knox- 
ville, consisting  of  sixteen  of  the  most  respectable  names  of  the 
town.] 

Knoxville,  Nov,  30,  1835. 

Gentlemen:  I beg  to  return  you  my  sincerest  thanks  for  the 
attention  of  your  letter  and  for  the  distinction  which  you  pro- 
pose. Your  kindness  is  valuable  to  me  for  more  than  the  com- 
pliment involved  in  it  tome  personally.  I prize  it  as  an  en- 
couraging evidence,  given  at  a very  critical  moment,  that  no 
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considerations  of  party  politics  will  prevent  yoti  from  declaring 
your  indignation  at  a wanton  and  arbitrary  and  lawless  outrage 
upon  the  sacred  rights  of  tin  American  ciliKen.  In  your  express 
sions  of  that  proper  feeling  as  coinjiati iois  of  rny  own,  I feel 
consoled  lor  what  I have  been  made  to  snfier  by  those  who 
dragged  me  from  the  charterr  d limits  of  your  stale  to  insulting 
captivity  elsewhere.  You  will,  iherefoie,  do  me  the  justice  to 
believe,  that,  in  declining  the  honor  you  suggest,  1 do  not  the 
Jess  appreciate  the  motive.  It  is  only  because  I find  it  indis- 
pensable to  pursue  my  journey  without  delay,  that  I must  ex- 
cuse myself  from  an  invitation,  which,  under  any  circumstances, 
would  be  flatteritig,  but  under  those  which  surround  me  now  is 
doubly  endeared  to,  gentlemen,  most  respectfnilv,  your  obliged 
countryman,  JOHN  HOWARD  PAYNE. 

To  2'fiomas  W.  Humes,  esq,  and  other  gentlemen  of  Knoxville. 


PbBLlc  MeetINU. 

At  a publid  riieeting  of  the  citizens  of  Knox  county,  at  the 
court  house  in  Knoxville,  on  tlie  2d  day  of  December,  1835,  on 
motion  of  Thomas  W.  Humes,  Robert  M.  .>2nderson,  esq.  was 
Called  to  the  chair,  and  David  Ji.  Deaderick  appointed  secre- 
tary. The  object  of  the  meeting  was  explained  by  the  chair- 
man. 

Spencer  Carnacin,  esq.  presented  the  following  preamble  and 
resolutions,  to  wit: 

Intelligence  having  reached  this  place  of  the  lawless  capiicn, 
within  the  chartered  limits  of  the  state  of  Tennessee,  of  our 
countryman  and  literary  friend,,  JoAu  Howard  Payne,  of  the 
state  of  N.  York,  by  an  armed  force  from  the  stale  of  Georgia; 
of  his  subsequent  detention  tor  thirteen  days,  and  brutal  treat- 
ment in  a guard  house  at  Spring  Place,  in  Georgia,  all  confirm- 
ed by  the  published  statement  of  Mr.  Payne,  and  feeling  that 
this  insult  to  the  laws  of 'J'ennessee,  and  outrage  upon  her  pro- 
tection and  hospitality,  this  wanton  violation  of  the  sacred  rights 
of  personal  liberty  and  security  of  an  American  citizen,  call 
loudly  for  an  expression  of  public  indignation,  we,  the  citizens 
o(  Knox  county,  in  the  exercise  of  our  rights  as  freemen,  have 
adopted  the  following  resolutions: 

Resolved,  That  it  is  proper  for  the  state  of  Tennessee,  to  as- 
sert and  maintain  the  integrity  of  her  territory  and  laws,  de- 
laonsiraling  that  obedience  to  those  laws  will  insure  protection 
lo  all  who  may  visit  her  for  literary  or  other  lawful  purposes. 

Resolved,  That  we  learned  with  unfeigned  regret,  the  lawless 
Sirrest  and  detention  o(  J'ohn  Howard  Payne,  by  an  armed  force, 
pretending  to  act  by  public  authority;  that  his  situation  com- 
manded the  sympathy  of  all  but  the  lawless,  and  he  has  our 
praise  for  his  philosophic  endurance  of  insult,  outrage  and  vio- 
lence. 

Resolved,  Thni  the  noble  and chivalric  character  of  the  state 
of  Georgia  is  not  to  be  compromilted  by  the  lawless  deeds  of 
persons  pretending  to  act  by  her  authority,  and  that  we  deem 
her  incapable  of  a wilful  violation  of  the  territorial  jurisdiction, 
laws  and  rights  of  Tennessee,  and  we  trust  she  w ill  promptly 
inqure  into  the  alleged  outrage,  and  do  herself  justice. 

On  motion  of  Thomas  W.  JJttmes,  seconded  by  the  bon.  Wil- 
liam B.  Reese,  chancellor,  the  following  resolution  w'as  added: 

Resolved,  That  we  see  in  the  outrage  committed  upon  the 
person  and  riglits  of  John  Howard  Payne,  if  it  be  done  with  im- 
punity, an  approach  of  the  reign  of  military  despotism  over  the 
constitution  and  laws. 

On  motion  of  Joseph  Scott,  esq.  seconded  by  the  lion.  Jacob 
Peck,  one  of  the  judges  of  the  supreme  court,  the  following  was 
added: 

Resolved,  That  a copy  of  the  foregoing  preamble  and  reso- 
fions,  together  with  the  published  statement  of  facts  by  Mr. 
Payne,  be  setit  to  the  (iresident  of  the  United  Slates,  the  gover- 
nors of  the  states  of  Georgia  and  Tennessee,  and  to  the  speakers 
of  each  branch  of  the  legislature  of  Tennessee. 

On  motion  of  Dr.  Donald  McIntosh,  seconded  by  Dr.  William 
J.  Baker,  the  following  was  added: 

Resolved,  That  the  secretary  of  this  meeting  furnish  John 
Howard  Payne  with  a copy  of  the  foregoing  preamble  and  reso- 
lutions. 

The  foregoing  preamble  atid  resolutions  wete  then  read  and 
unanimously  adopted. 

The  governor  of  Georgia  transmitted  the  following  message 
to  the  legislature  of  that  stale  on  the  28ih  instant: 

Executive  department,  Ga.  MilledgevUle,  Nov.  28,  183.5. 

A resolution  of  senate,  passed  on  the  24ih  inst.  w'as  handed 
to  me  yesterday,  requesting  “the  governor  to  lay  before  that 
branch  of  the  general  assembly,  all  the  information  in  his  pos- 
session relative  to  the  arrest  and  detention  of  John  Howard 
Payne,  esq.  and  John  Ros.s,  by  the  Georgia  suard,  and,  what 
orders  or  directions  may  have  been  given  by  him  since  the  in- 
formation has  been  received  at  the  executive  department,  if 
any.” 

In  answer  to  this  request  1 state,  that  no  official  information 
upon  the  subject  has  reached  this  department.  The  letter  re- 
ceived from  four  Cherokees  is  all  Uie  information,  official  or  un- 
official, which  has  been  received,  and  was  communicated  to  the 
senate  on  the  day  of  the  dale  of  the  above  recited  resolution. 
No  “orders  or  directions”  have  been  given,  because  there  were 
no  facts  made  known  lo  the  executive,  upon  which  “orders  or 
directions”  could  be  given  in  relation  lo  this  matter,  resting,  as 
it  did  only  in  the  common  street  rumour  of  the  day. 


Arrangements  have  been  made  to  ascertain  the  truth  or  false' 
hood  of  these  report.'!;  and  so  I have  informtd  the  senate  in  my 
eommuuicaiion  of  the  24th  instant.  WM.  SCHLEY. 


IMPORTANT  DISCI. OSURES. 

From  the  Franklin  (Tenn  ) Review. 
Frauduientspeciilalion  on  the  public  lands  of  the  United  Stales, 
amounting  to  a million  and  a half  of  dollars. 

The  following  extract  of  a letter  from  a friend  in  Columbus, 
Mississippi,  discloses  facts  of  a singular  and  unexpected  cha- 
racter in  relation  to  the  public  lands.  We  are  promised  full 
details  respecting  the  whole  matter  in  a short  time.  For  the 
present  we  furnish  the  following  particulars,  that  our  western 
friends — many  of  whom  are  interested  in  receiving  early  in- 
formation of  these  things — may  keep  a sharp  look  out.  Con- 
gress will  undoubtedly  institute  a thorough  investigation  of  the 
whole  scheme. 

Columbus,  ( Miss. ) November  9lh,  1835. 
“This  place  wears  the  aspect  of  great  and  increasing  pros- 
perity. it  is  said  to  contain  a poimlatiori  of  eighteen  hundred, 
which  is  increasing  daily.  An  intelligent  commercial  frieml 
informs  me  that  upwards  of  four  hundred  thousand  dollars  worth 
of  goods  have  been  sold  here  the  present  year;  and  the  business 
is  rapidly  increasing.  There  will  be  a third  more  mercantile 
establishments  in  the  ;>lace  next  season  Six  or  eight  houses 
are  now  building  for  stores,  iiesides  a large  number  of  others 
for  residences.  But  the  number  of  persons  who  visit  here  to 
procure  lands,  either  for  cultivation,  or  on  speculation,  adds  a 
third  for  the  present  both  lo  the  business  and  population  of  the 
place.  The  woods  are  indeed  as  much  alive  with  land  seekers 
and  speculators  as  you  have  no  doubt,  beheld  the  forest  with 
flocks  of  pigeons.  And  yet  most  of  these  persons  will  be  unable 
lo  gel  lands,  because  it  has  recently  come  out  that  inos'i  of  them 
will  be  covered  with  Indian  floats,  under  the  treaty.  The  ex- 
istence of  such  a claim  upon  the  public  lands  here,  has  been 
kept  a profound  secret  until  within  the  last  five  or  six  days;  and 
the  announcement  of  it  has  occasioned  a considerable  excite- 
ment. 

“It  seems  that  some  few  individuals  have  purchased  the  title 
of  the  Indians,  or  rather  have  agreed  wiili  them  to  procure  the 
allowance  of  it  by  the  government,  lor  one-half.  It  is  said  that 
this  title  covers  fourteen  hundred  and  forty-three  sections  of 
six  hundred  and  forty  acres  each,  of  the  most  choice  of  these 
public  lands,  w'hich  are  worih  at  the  government  price  upwards 
of  a million  and  a half  of  dollars.  Perhaps  it  will  excite  your 
surprise  that  a claim  of  such  magnitude  should  now  be  heard 
of  for  the  first  time,  and  well  it  may,  for  there  is  no  doubt  that 
more  than  two-thirds  of  it  has  no  foundation  in  right;  and  that 
the  whole  originates  in  an  attempt  of  a few  speculators,  to  make 
a fortune  out  of  Uncle  Sam,  It  is  srtiighl  lo  be  made  under  the 
clause  of  the  treaty  with  the  Choctaws,  which  provides  that  any 
of  that  nation  who  shall  have  their  names  enrolled  within  six 
months  after  the  ratification  of  the  treaty, and  shall  reside  upon 
a section  of  land  for  tnore  than  five  years,  thereafter,  with  a 
view  to  become  citizens  of  the  United  States,  shall  be  entitled 
to  a good  fee  simple  title  in  the  same.  It  is  admitted  by  those 
who  now  seek  to  set  nj)  the  title  that  more  than  two-thirds  of 
the  Indians  for  whom  it  is  claimed  have  never  brought  them- 
selves williin  the  limits  of  the  requisitions  of  the  treaty,  having 
never  enrolled  their  names,  nor  resided  upon  the  lands.  But  it 
is  alleged  that  a failure  to  do  so  originated  from  the  misconduct 
of  the  former  Indian  agent, col.  Ward,  whoii  is  said  look  the  en- 
rolment of  the  names  i»f  one  class  of  these  claimants,  but  allow- 
ed it  to  he  lost  nr  destroyed,  and  who,  as  regards  another  of  them, 
refused  to  take  the  enrolment  of  their  names  at  all.  With  re- 
spect to  these,  the  purchasers  of  the  Indian  claims  admit  that 
an  act  of  congress  is  necessary  to  remedy  the  neglect  or  mi.s- 
conduct  of  the  former  agent,  and  to  bring  the  claimants  within 
the  provisions  of  the  treaty.  Yet  they  have  located  these 
claims  upon  the  choicest  of  the  public  lands,  with  the  expec- 
tation that  congress  will  pass  an  act  to  sanction  their  title.  But 
it  is  obvious  that  congress  will  not  do  it  if  it  be  fully  informed 
of  the  fact.  If  the  Indians  havesuirered  from  the  misconduct  of 
the  agents  of  the  government,  congres.s  will  certainly  remu- 
nerate them,  blit  it  will  certainly  not  legislate  a million  and  a 
half  of  dollars  into  the  pockets  of  a few  individuals.  These 
speculators  have,  become  alarmed  and  are  seeking  to  form  a 
company  of  one  hundred  individuals  with  a stock  of  five  hun- 
dred dollars  each.  1 will  inform  you  further,  w'ithin  a few 
days  of  all  the  facts.  The  attention  of  congress  should  certain- 
ly be  called  to  this  subject.  It  is  one  ol  the  most  barefaced  at- 
tempts to  chonce  Uncle  Sam  out  of  his  land,  which  has  ever 
come,  within  my  knowledge.” 

From  the  Louisiana  Courier. 

Extensive  frauds.  We  have  been  some  time  apprised  that 
extensive  frauds  had  been  practised  in  entering  land  at  the 
land  office  in  New  Orleans,  but  did  not  know  until  very  re- 
cently that  they  extend  beyond  entries  in  the  parish  of  Point 
Coupee.  During  the  last  week,  however,  information  has  reach- 
ed us  on  which  we  rely,  that  these  frauds  extend  over  the  pa- 
rishes of  Point  Coupee,  west  Baton  Rouce,  Iberville  Lafourche 
interior,  Terrebone,  Avoyelles  Rapide,  St.  Landry,  Lafayette, 
St.  Mary  and  St.  Martin. 

Justice  to  the  r<  gisters  of  the  land  offices  and  receiver^!  of  pub- 
lic moneys  at  N.  Orleans  and  Opelousas,  requires  that  we  should 
state  that  we  have  not  heard  an  imputation  against  their  in- 
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tegrity.  They  have,  as  we  believe,  been  induced  to  pass  forged 
claims,  sustained  by  perjury.  So  extensive  have  these  frauds 
been,  as  our  informaniion  induces  us  to  believe,  that  tlieie  is  not 
an  acre  of  land  west  of  the  Mississippi,  and  south  of  Red  river, 
lliat  has  not  been  covered. 

‘“Rumor,  with  her  hundred  tongues,”  ventures  to  pronounce 
that  some  deputy  surveyors  have  fi>;ured  largely  in  this  riefa- 
riou.s  business.  It  is  said  that  col.  Williams,  the  surveyor  ge- 
neral, with  a discretion  which  reflects  inneh  credit  on  him,  has 
been  inc)uiring  into  these  doings,  and  will  render  every  as- 
sista'nce  in  his  power  to  detect  the  culprits,  and  enable  the  go- 
vernment to  amend  every  fraduleiii  entry. 

It  is  hisihly  probable  that  our  represenlalives  in  congress  from 
the  first  and  second  districts,  and  senator  Porter  possess  some 
information  on  that  subject.  If  they  do,  their  characters  for 
integrity  are  guaranties  that  it  will  not  be  withheld  from  the 
proper  authorities  at  Washington. 

NORTH  CAROLINA. 

The  legislature  of  this  state  adjourned  on  the  2“2d  instant. 
The  resolutions  respecting  the  public  domain,  which  were 
passed  by  one  branch  (apptoviiigof  Mr.  Clay's  plan  of  dispos- 
ing of  the  proceeds  of  the  public  lands)  were  lost  in  the  other 
branch  of  the  legislature  by  the  force  ol'  p.-uty  drill  and  subser- 
viency. 

The  following  resolutions  were  passed  by  both  branches  with 
almost  entire  unanimiiy: 

1.  Resolved,  That  North  Carolina  alone  has  the  right  to  le- 
gislate over  the  slaves  in  her  territory,  and  any  attempt  to 
change  their  condition,  whether  made  by  conjiress,  the  legisla- 
tures, or  the  people  of  other  states,  will  be  regarded  as  an  inva- 
sion of  our  just  rights. 

2.  Resolved,  That  we  are  ready  and  willing  to  make,  on  this 
subject,  a common  cause  wiih  lire  rest  of  our  sister  siavehold- 
ing  states,  and  thereby  invite  their  co-operation  in  passing  such 
laws  and  regulations  as  may  be  necessary  to  suppress  and  pre- 
vent the  circulaiioii  of  any  incendiary  publications  within  any 
of  the  slaveholding  states. 

3.  Resolved,  That  the  thanks  of  this  state  are  due,  and  the 
kindest  feelings  of  the  citizens  thereof  are  cherished,  tov.'ards 
their  brethren  of  the  north,  who  h.ave  maguanimousi v sustain- 
ed the  principles  of  our  federal  government,  and  recognized 
and  maintained  our  rights  against  the  fanatics  of  those  states. 

4.  Resolved,  That  our  sister  states  are  respectfully  requested 
to  enact  penal  laws  prohibiting  the  printing,  within  their  re- 
spective limits,  of  all  such  publications  as  miiy  have  a tenden- 
cy to  make  our  slaves  discontented  with  their  present  condi- 
tion, or  incite  them  to  insurreclion. 

5 Resolved,  That  although  by  the  constitution,  all  legisla- 
tive power  over  the  District  of  Columbia  is  vested  in  the  con- 
gress of  the  United  Slates,  yet  we  would  deprecate  any  legisla- 
tive action  on  the  part  of  that  body  towards  liberating  the 
slaves  of  that  District,  as  a breach  of  faiih  towards  those  stales 
by  whom  the  territory  was  originally  ceded,  and  will  regard 
such  interference  as  the  first  step  towards  a general  emancipa- 
tion of  the  slaves  of  the  south. 

6.  Resolved,  That  we  confidently  rely  upon  the  congress  of 
the  United  States,  in  passinu  such  laws  as  may  be  necessary 
to  pievent  the  circulation  of  inflaininatory  publications  through 
the  post  office  department. 

7.  Resolved,  That  the  governor  be,  and  he  is  hereby  request- 
ed to  forward  a copy  of  this  preamble  and  resolutions  to  each 
of  our  senators  ami  representatives  in  congress,  and  to  the 
executive  of  each  o(  the  stales  of  the  union,  with  a request 
that  the  same  be  snbi|iiited  to  their  respective  legislatures. 

The  following  acts  for  tlie  construction  of  rail  roads  passed 
during  the  ses.sion,  viz: 

To  incorporate  the  Raleigh  and  Fayetteville  rail  road  compa- 
ny. Capital  slock  ^800.000. 

To  incorporate  the  iVliiiori  and  Salisbury  rail  road  company. 
Capital  stock  .‘$.500,01)0 

To  incorporate  the  Raleigh  and  Gaston  rail  road  company. 
Capital  stock  , ‘^•800, 000.  Gaston  was  fotiiietly  known  by  the 
name  of  Wilkin’s  Ferry  on  Roanoke. 

To  incorporate  the  Cincinnati  and  Charleston  rail  road  com- 
pany. The  capital  of  this  company  is  six  inilliuns  rif  dollars. 
The  road  is  to  run  tliroiigh  the  stales  of  Kentticky,  Tennessee, 
North  Carolina  and  Soiuh  Carolina. 

To  amend  an  act  incoiporaiing  the  Roanoke  and  Raleigh 
rail  road  company. 

To  amend  an  act  of  1833  to  incorporate  the  VVilinington  and 
Raleigh  rail  road  company.  I ricreasing  the  capital  to  (jj; 1 ,500.000. 

To  revive  and  amend  art  act  jias.sed  in  1831,  to  incorporaic 
the  Tarborough  and  Hamilton  rail  road  company. 

Also,  a resolution  calling  on  congress  for  an  appropriation  of 
money  to  improve  the  navigation  of  Cove  Sound. 

SOUTH  CAROLINA. 

The  following  resolutions  [lassefl,  unanimously,  both  branches 
of  the  legislature  of  South  Carolina,  now  in  session: 

1.  RcsoZced, 'I’bai  the  formation  of  the  abolition  societies, 
and  the  acts  and  doings  of  certain  fanatics,  calling  themselves 
abolitionists,  in  the  noh-slaveholding  slates  of  this  confederacy, 
are  in  direct  violation  of  the  obligations  ol  the  compac  .il 
union,  dissocial  and  incendiary  in  the  e.xlrmne. 

2.  Resolved,  That  no  state,  having  a jn.'t  regard  for  her 
peace  and  security,  can  acquiesce  in  a stale  of  things  by  whiui 
such  conspiracies  are  engendered  willuti  the  limits  of  a'friendly 


state,  united  to  her  by  the  bonds  of  a common  league  of  politi- 
cal association,  without  either  surrendering  or  couipromitting 
her  most  essential  rights. 

3.  Resolved,  That  ilie  legislature  of  South  Carolina,  having 
every  <‘onfidence  in  the  justice  and  friendstiip  of  the  non-slave- 
holdiiig  states,  announces  to  her  co-states  her  confident  expec- 
tation, and  she  earnestly  requests  that  the  governments  of  lliose 
states  will  piomplly  and  effectually  suppress  all  those  associa- 
tions vviihiiig  their  resjieciive  limil.s,  purporting  to  be  abolition 
societies,  atid  that  they  will  make  it  highly  penal  to  print,  pub- 
lish and  distribute  newspapers,  pamphlets,  tracts  and  picloral 
represe.iiialioris,  calculated  ami  having  an  obvious  tendency  to 
excite  the  slaves  of  the  southern  states  to  insurreclion  and  re- 
volt. 

4.  Resolved,  That,  regarding  the  domeslic  slavery  of  the 
southern  states  as  a subject  exclusively  w'illiin  the  control  of 
each  of  the  said  stales,  we  shall  consider  every  interference,  by 
any  other  state  or  the  general  government,  as  a direct  and  un- 
lawful interference,  to  be  resisted  at  once,  and  under  every 
possible  circtimstarice. 

5.  Resolved,  In  order  that  a salutary  negative  may  be  put  on 
the  miscluevous  and  unfounded  assumption  of  some  of  the  abo- 
lilionisis,  the  rion-slaveholding  slates  aie  requested  to  disclaim 
by  legislative  declaration,  all  right,  either  on  the  part  of  them- 
selves, or  the  government  of  the  United  States,  to  interfere  in 
any  manner  with  domestic  slavery,  either  in  the  states  or  in  the 
territories  where  it  eiDlS. 

6.  Resolved,  Tliait  we  shoiild  consider  the  aboiitioh  of  slavery 
in  the  District  of  Columbia  as  a violation  of  the  rights  of  the 
citizens  of  that  District,  deiived  from  the  implied  conditioni*  on 
which  that  territory  was  ceded  to  the  general  government,  and 
as  ail  usurpation  to  he  at  once  resisted  as  noiliiiig  more  than 
the  cotiiniencemetU  of  a scheme  of  much  mote  extensive  and 
flagrant  injustice. 

7.  Resolved,  Tliat  the  legislature  of  South  Carolina  regards 
with  decided  approbation,  the  measures  of  security  adopted  by 
the  [lost  office  department  of  the  United  Stales  in  relation  to  the 
transmission  of  incendiary  tracts.  But  if  this  highly  essentially 
and  protective  policy  be  counteracted  by  congress,  and  the 
United  Slates  mail  becomes  a vefiicle  for  the  transmission  of 
llie  mischievous  documents,  with  W'liich  it  was  recently  fteiglii- 
ed,  we,  in  this  cnniingency,  expect,  that  the  chief  magistrate  of 
our  slate  will  fortltvviih  call  the  legislature  together,  that  timely 
measures  may  be  taken  to  prevent  its  traversing  our  territory. 

8.  Resolved,  That  the  governor  be  requested  to  transmit  a 
copy  of  this  report  and  resolutions  to  the  executives  of  the  seve- 
ral states,  that  they  may  be  laid  before  their  respective  legrsla- 
lures. 

— ">>e  © 

BEaUEST  OF  JAMES  SMITHSON. 

Message  from  the  president  of  tlie  United  States,  in  relation  to 
llie  bequest  to  the  United  States  by  James  Sniillison,  of  Lon- 
don, for  founding  at  Wasbington  an  establishment,  to  be 
styled  “The  Smitbson  instiiuiion,  for  the  increase  and  dif- 
fusion of  knowledge  among  men.” 

Wnshinoton,  December  17,  1835. 

To  the  senate  and  house  of  representatives  of  the  United  States. 

I transmit  to  congress  a report  from  the  secretary  of  slate, 
accompanying  copies  of  certain  papers  relating  to  a bequest  to 
the  United  Slates,  by  Mr.  James  Smithson,  of  London,  for  the 
purpose  of  founding,  at  Washington,  an  establishmeut  under 
the  name  of  the  Suiiiltsonian  institution , “for  the  increase  and 
diffusion  of  knowledge  among  men.”  'I’he  executive  having 
no  authority  to  take  any  steps  for  acce[iting  the  trust,  and  ob- 
taining the  funds,  the  papers  are  commuiiicnied  with  a view  to 
such  measures  as  congress  may  deem  necessary. 

ANDREW  JACKSON. 

Department  of  state,  Washington,  December  16,  18.35. 
The  secretary  of  state  lias  the  honor  to  submit  to  tlie  presi- 
dent the  copy  of  a recent  cot respotidence,  in  legard  to  a bequest 
made  to  the  United  Stales  for  the  purpose  of  founding,  at 
Washington,  ail  institution  “for  tlie  increase,  and  diffusion  of 
knowledge  among  men;”  and  at  the  same  time,  re.'pectfully  to 
sugge.-.t  the  (iropriety  of  laying  these  papers  before  congresi, 
with  a view  to  the  adoption  of  suen  measures  on  their  part,  as 
the  naUtre  ol  the  sulijeci  may  Seem  to  rt  quire. 

JOHN  FORSYTH. 

To  the  president  of  the  Untied  States, 

[extract.] 

Legation  of  the  United  States,  London,  July  28,  1835. 
Sir:  The  (tapers  whicli  I have  the  honor  herew'illi  to  com- 
mumcale  to  you,  will  acquaint  yon  with  the  particulars  of  a be- 
quest of  pro()eriy  to  a large  amount,  left  to  the  United  Slates 
by  a Mr.  James  Smithson,  for  the  purpose,  as  staled  in  the  will, 
of  fotiiiciiiig.  at  Washington,  an  instiiuiion  “foi  the  increase  and 
difl'usioti  of  knowledge  among  men.”  * * * 'j'|,e  letter  of 

Mess,;:.  Clarke,  Fyiimore  and  Fladgate,  the  solieilors,  by  whom 
I w"  - 'a[»iirizeil  of  the  existence  of  the  will,  together  witti  the 
q .11.  !as  1 have  made,  leave  no  doubt  of  its  having  been  es- 
• .'iisJ  ed,  and  its  dispositions  recognised,  by  the  court  of  chan- 
, the  first  legatee  under  it  having,  for  several  years,  and  to 
li  - (.11  f of  his  deiith,  received  the  income  of  the  ()ro(ierty, 
V ./••,,  it  staled  to  have  amounted  to  ujiwards  of  £4.000  per 

j'lr.fu. 

A^cor’  iig  to  the  view  taken  of  Hie  case  by  the  solicitors,  it  is 
now  ^ . the  United  Stales,  in  the  event  of  their  accepting  the 
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bequest,  and  the  trust  coupled  with  it,  to  come  forward,  hy 
their  representative,  and  make  themselves  parties  to  an  amicable 
suit  before  the  lord  chancellor,  for  the  purpose  of  leaallv  estab- 
lishinn  the  fact  of  ihe  deini.se  of  the  first  lei»:iti-e  wiihonl  cliihlren 
and  inlestale; — prove  their  claim  to  the  lienefii  of  the  will,  and 
obtain  a deciee  in  ctiancery.  awanhii"  them  Ihe  proceeds  of  the 
estate.  Messrs.  Clark,  Fj  nmore,  and  Fladuale,  are  w illini!  to 
undertake  the  niana!!ement  of  the  suit  on  the  jiail  ol  Ihe  United 
States;  and,  from  what  I have  learnt  of  itieir  slandiof;,  may 
safely  be  confided  in.  Not  bcin<>  acquainted  will)  the  exact 
struciure  of  our  institutions,  iliey  are  not  able  to  |ioint  out  tbe 
exact  manner  in  which  the  United  States  should  lie  represented 
in  llie  conterniilated  suit,  but  they  believe  that  tlieir  diplomatic 
agent  here,  if  coHstituted  for  that  pur(iose  the  legal  representa- 
tive of  the  president,  would  be  recognised  by  the  court  of  chan- 
cery as  the  proper  organ  of  the  United  States,  for  all  the  pur- 
poses of  the  will. 

Should  it  he  thought  unnecessary  to  await  the  action  of  con- 
gress to  authorise  the  institution  of  the  requisite  legal  proceed- 
ings and  should  the  court  suggested  by  the  solicitors  meet  Ihe 
views  of  the  president,  his  power  of  attorney,  authorising  the 
diplomatic  agent  here  to  act  in  his  name,  will,  f apprehend,  be 
necessary;  and,  as  the  suit  will  involve  some  expense  not  con- 
nected with  the  contingent  fund  of  the  legation,  your  instruc- 
tions upon  this  branch  of  the  sutijecl  will  likewise  he  desirable. 

1 am  sir,  with  great  respect,  ymir  obedient  servant, 

A.  VAIL. 

John  Forsyth,  esq.  secretary  of  state  of  the  V.  S.  Washington. 

Sir:  We  tend  you  enclosed,  the  copy  of  a will  of  Mr.  Smith- 
son,  on  the  subject  of  which  we  yesterday  did  ourselves  the 
pleasure  of  wailing  upon  you,  and  we  avail  ourselves  of  the 
opportunity  to  repeal,  in  writing,  what  we  verbally  cominuni- 
Ciited. 

Pursuant  to  the  instructions  contained  in  the  will  an  amicable 
suit  was,  on  the  death  of  the  testator,  insliiuted  in  chancery  by 
Mr.  Hungerford,  against  Messrs.  Drummond,  the  executors, 
under  which  suit  the  assets  were  realized.  They  were  very 
consideralile;  and  there  is  now  standing,  in  the  name  of  ilie 
accouniunt  general  of  Ihe  court  of  ctiancery,  on  Ihe  trusts  of 
the  will,  stock  amounting  in  value  to  about  £ 100,000.  During 
Mr.  Hungerford’s  life,  he  received  the  income  arising  from  this 
property;  hut  news  has  just  reached  England  that  Mr.  Hun- 
gerford had  died  abroad,  leaving  no  child  surviving  him. 

It  now  becomes  necessary  that  measures  should  be  taken  for 
the  purpose  of  getting  the  decision  of  ilie  court  of  chancery, 
as  to  the  further  disposition  of  the  property.  On  reference  to 
the  will.  It  will  aiqiear  that  it  is  not  very  clearly  defined  to 
whom,  on  behalf  of  tlie  United  States,  the  pro(terly  should  be 
paid  or  transferred;  indeed,  there  is  so  much  doubt,  that  we  ap- 
pretiended  llial  the  aliorney  general  must,  on  behalf  of  the 
crown  of  England,  be  joined  in  the  proceedirigs  which  it  is  re- 
quisite that  the  United  States  should  institute. 

We  act  in  this  matter  for  Messrs.  Drummonds,  the  bankers, 
who  are  mere  stake-holders;  and  wlio  are  ready  to  do  all  in 
their  power  to  facilitate  getiing  the  decision  of  ihe  court,  and 
carrying  into  effect  the  testator’s  intentions.  We  shall  there- 
fore be  happy  to  comrtiunicaiK  with  such  professional  advisers 
as  your  governuietit  may  think  fit  to  appoint  to  act  for  them  in 
this  coiitiiry.  In  the  meantime,  we  may  perhaps  be  permitted 
to  add,  that  it  is  perfectly  coinpelent  for  us  to  carry  on  Ihe  pio- 
ceedirigs,  on  behalf  of  the  United  States,  atid  possibly  some  ex- 
pense and  delay  may  be  avoided  by  onr  so  doing 

Having  thus  briefly  stated  the  uature  of  the  business,  we  at 
present  abstain  from  making  any  suggestion  as  to  the  party  in 
whose  name  proceedings  should  be  adopted,  considering  the 
point  should  be  determined  by  our  counsel  here,  after  the 
opinion  of  the  proper  law  officers  in  the  slates  has  been  taken 
on  Ihe  subject. 

Any  further  information  you  may  require,  we  shall  be  happy 
to  give  you;  and  are,  sir.  your  most  obedient  seivants, 

CLARKE,  FYNMORE  & FLADGATE, 
Craven  street,  Strand,  21st  July,  1835. 

Vail,  esq.  46  York  Terrace. 

I,  James  Smithson,  son  of  Hugh,  first  duke  of  Norlbiimber- 
land,  and  Elizabeth,  heires.s  of  the  Hungerfnrds  Audley,  and 
neice  of  Charles  the  proud,  duke  of  Somerset,  now  residing  in 
Benlinck  street.  Cavendish  square,  do  this  23d  day  of  October, 
1826,  make  this  my  last  will  and  testament.  . 

I bequeath  the  whole  of  my  property,  of  every  nature  and 
kind  soever,  to  my  bankers,  Messrs.  Drummonds,  of  Charing 
Cross,  in  trust,  to  be  disposed  of  in  the  following  manner,  and 
desire  of  mv  said  executors  to  put  my  properly  under  the  ma- 
nagement of  the  court  of  chancery. 

To  John  Fitall,  formerly  my  servant  hut  now  employed  in  Ihe 
London  docks,  and  residing  at  No.  97.  Jubilee  place.  North 
Mile  End,  Old  Town,  in  consideration  of  his  aitachni' 
fidelity  to  nm,  and  the  long  .ind  gieat  care  he  has  t ikf 
effects,  and  my  tiaving  done  but  very  liule  for  liioi.  5 
bequeath  the  annuity  or  .aiinu.il  sino  of  £100  stetli 
life,  to  he  (itiid  to  hitn  qo.irierly,  ftee  fiom  legacy 
other  deductions,  the  first  payment  to  be  made  ti 
expiration  of  three  months  .nfier  mv  ih  aili  I hav 
limes  lent  sums  of  money  to  Henry  Honori  Juilly, 
servant,  but  now  keeping  the  Hungerford  hotel,  in  tbe 
martin,  at  Paris,  and  for  which  sums  of  money  I ha^;. 


bills  or  bonds  signed  by  him.  Now  I will  and  direct  that  if  he 
desires  it,  these  sums  of  money  be  let  remain  in  his  hands  at  an 
interest  o(  five  per  cent,  lor  five  years  after  the  dale  of  the  pte- 
scni  will 

To  Henry  Janies  Hungerford,  my  nejihew,  heretofore  called 
Henry  James  Diekin-on,  son  of  my  laie  brother,  lienl.  col. 
Henry  Loins  Dickin-on,  now  re.-iding  with  Mr.  Aiiborn,  at 
llonig  la  Reme,  near  Paris,  I give  and  bei|ueaih  for  his  lite  the 
w hide  of  the  income  arising  from  my  property  of  every  nature 
and  kind  whatever,  after  the  paymerii  of  ilie  above  annuity, 
and  after  Hie  death  of  John  Fitall,  that  annuity,  likewise  the 
payments  to  beat  the  lime  the  interest  or  dividends  become 
due  on  the  stocks  or  other. 

Should  the  stiid  Henry  James  Hungerford  have  a child  or 
children,  legitimate  or  illegitimate,  I leave  to  such  child  or 
children,  liis  or  their  lieii-s,  executors  and  assigns,  after  ihfc 
deaili  of  his,  her  or  their  father,  the  whole  of  my  properly  of 
every  kind  absolutely  and  forever,  to  be  divided  between  them, 
if  there  is  more  than  one,  in  tbe  manner  their  father  shall  judge 
proper,  and  in  case  of  bis  omitting  to  decide  Ibis,  as  Hie  lord 
cliaiicellor  shall  judge  proper. 

Should  my  said  nephew,  Henry  James  Hungerford  marry,  I 
empower  him  to  make  a jointure. 

In  case  of  the  death  of  my  said  nephew  wiiliont  leaving  a 
child  or  children,  or  of  the  death  of  Hie  child  or  children  he  may 
have  bad,  under  the  age  of  twenty-one  years,  or  intestate,  I 
then  bequeath  the  whole  of  my  property,  stilijecl  to  the  annuity 
of  £ 100  t(»  John  Fitall,  and  tor  the  secunr'y  and  payiiipnl  of 
wliich,  1 mean  stock  to  remain  in  this  country,  lo  Hie  United 
States  of  America,  to  found,  at  Washington,  under  the  iiKi.e  of 
Hie  Smiilisonian  insiiiuiion,  an  esialilisliineni  for  the  increase 
and  diffusion  of  knowledge  among  men. 

I think  it  proper  to  state  here  that  all  the  money  which  will 
be  standing  in  Hie  French  five  per  cent,  at  iny  dealli,  in  tbe 
names  of  tire  father  of  my  above  mentioned  neplievv,  Henry 
James  Hungerford,  and  all  that  in  rny  name  is  Hie  property  of 
my  said  nephew,  being  what  be  inlieriled  from  bis  father,  or 
what  I have  laid  up  for  him  from  the  savings  upon  his  income 
JAS.  SMITHSON,  (l.  a.) 

Department  of  state,  Washington,  Sept.  16,  1835. 

Sir:  I have  the  honor  to  acknowledge  the  receipt  ol  your 
despatch  of  the  twenty-eighth  of  July  la.-t,  (No.  197),  relative 
to  a bequest  of  property  to  a large  amount  left  to  Hie  United 
States  by  Mr.  Jaiiies  Smithson,  for  llie  purpose  of  founding  at 
Washington  an  institution  “for  Ihe  increase  and  dift'usiori  of 
knovvteiige  among  men;”  and  to  inform  yon  that  your  letter, 
and  Ihe  papers  which  accompanied  it,  have  been  submitted  to 
tlie  president,  who  has  delei mined  to  lay  the  sulijecl  before 
congress  at  its  next  session.  Tlie  result  of  its  deliberations, 
when  olitained,  shall  be  communicated  to  you,  with  the  neces- 
sary instnicMions. 

Of  the  course  intended  to  be  pursued  in  relation  lo  Ibis  mat- 
ter, as  above  explained,  you  will  take  occasion  to  acquaint  the 
solicitors  wlio  apinized  you  of  tbe  existence  of  Mr.  Smitlison’s 
will.  I am,  sir,  your  obedient  servant,  JOHN  FORSYTH. 

Aaron  Vail,  esq.  charge  d^affairs  of  the  U.  S.  London. 


REPORT  OF  THE  SECRETARY  OF  THE  TREASURY. 

DOCUMENTS. 

A. 

Statements  of  the  estimat  es  of  expenditures  and  revenue  as  exhi- 
bited in  the  reports  of  the  secret  ary  of  the  treasury;  also,  the 
actual  appropriations  and  expenditures,  with  the  imports  and 
exports, for  the  years  18.33,  1834  and  I8R5. 


1833. 

1834. 

1835. 

Whole  estimates 

for  expenditures 
Contingent  expen- 

25,295,237 17 

23,501,994  85 

17,183,.541  53 

ditures 

Wliole  appropria- 

• 

2,500,000  00 

tions 

32,695,782  65 

20,968,992  49 

17,720,908  57 

Wliole  actual  ex- 

penditures 

24,257,298  49 

24,601,982  44 

18,176,141  07 

Whole  estimates 
for  the  revenue 
Whole  actual  re- 

24,000,000 00 

18,500,000  00 

20,000,000  00 

venue 

.33,948,426  25 

21,791,935  55 

28,230,881  07 

Exports — domestic 

70,317,698  00 ; 

81,024,162  00 

98, .531, 026  00 

foreign 

19,822,735  00 

2.3,312,811  00 

20,424,213  00 

Total 

90.140,433  OO' 

104,336,973  00 

118.9.55,239  00 

Imports 

108,118,311  00  126,521,332  00 

151,030,368  00 

Details. 

E'f imaies  lor  civil. 

misi'ellaneoiis  & 
L for’gii  intercourse 

3,7.39.361  70 

2.800,897  .33 

2,788,925  85 

H ilitary 

10.M78.79i)  09 

1 1 £.64  912  9.1 

9.679.6.54  50 

l|ival 

3.  r • 429  38 

4,h.‘)1.073  19 

4,67-2.661  17 

dfa^lie  debt 
WViigeut  .e.xp; 

56  OU 

4,995,082  t1^ 

50,000  00 

2,500,000  00 

95,295,237  17 

•23,501,994  85 

19,683,541  5 
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Appropriations  for 
civil,  miscellane- 
ous amt  foreign 
iuiercoiirsb 
Military 
Naval 
Public  debt 

1833. 

5,796  723  .57 
13.031  187  07 
•1,837.872  01 
10  0 .0,000  00 

1834. 

4,614.015  04 
11,776.604  0)“ 
4,578,373  37 

1835. 

3..582.8.53  95 
9,I:19.820  49 
4,998,234  13 

32  695,782  65 

20.958,992  49 

17,720,908  57 

Expend! Hires  for  ci- 
vil, miscellaneous 
and  foreign  inter- 
course 
Military 
Naval 
Public  debt 

5.716,245  93 
13,096,1.52  43 
3,901.3.56  75 
1,543,543  38 

4 404,728  95 
10  064,427  88 
3.9.56,230  42 
6,176,565  19 

t 

3,705,368  53 
9. .507.635  .56 
4,916,999  80 
59,150  07 

24,257,298  49 

24,601,982  44 

18,189,153  96 

Estimates  for  reve- 
nue from— 
Customs 
Lands 

Miscellaneous 

21,000,000  on 

2,500,000  00 
500,000  00 

15.000,000  00 
3.000,000  00 
500,000  00 

16.000.000  00 
3,.500.000  00 
500  000  00 

24,000,000  00 

18, .500, 000  00 

20.000,000  00 

Actual  receipts 
fr<im — 

Customs 

Lauds 

Miscellaneous 

29.032,508  91 
3,967,682  .55 
948,2.34  79 

16,214,9.57  15 
4,857.600  69 
719,377  71 

16,680,881  00 
11,000,000  00 
750,000  00 

33,948,426  25 

21,791,935  55 

28,430,881  00 

ffote — The  last  quarter  of  iuifiorts  and  exports,  and  of  re- 
ceipts and  expendiiures  for  1835,  depends  on  estimates;  and 
hence  the  whole  amount  of  them,  for  that  year,  may  not  be  cor- 


rect. 

B. 

Statement  exkihitino  the  value  of  imports  compared  with  the  va- 
lue payina  tiut]i,  the  value  free  of  duty,  and  also  with  the  value 
exported  of  dutinhle  goods,  and  the  consumption  of  dutiable  ar- 
ticles, during  the  years  ending  on  the  30th  of  September,  1832, 
1833,  1834  and  1835. 


Value  of  imparts 

Value  of 
dutiable  ar- 
ticles ex- 
ported. 

Value  of 
dutiable  ar- 
ticles con- 
sumed. 

Year. 

Total  va- 
lue. 

Paying 

duly. 

Free  of 
duty. 

18.32 

1833 

1834 
1835* 

Dollars 
101,029.266 
108,118,311 
125.521  332 
151,030.368 

Dollars. 

86.779,813 
75.670  .361 
.58.128.152 
73..587,132 

Dollars. 

14,249,4.53 

32,447,950 

68,39.3.18(1 

77.443.236 

Dollars. 
18,448,8.57 
12.411.969 
10.879,.520 
7.390  465 

Dollars. 
68,330  9.56 
63.2.58.392 
47.248,632 
66,198,667 

IVeasury  department,  register’s  office,  Dec.  4,  1835. 

T.  L.  SMITH,  register. 


1820 

74,450,000 

18,008,029 

55,441.971 

1821 

62,585,724 

21,302,488 

41,283;236 

1822 

83,241,541 

22.286.202 

60.955,339 

1823 

77.579.267 

27.543  622 

50,035,645 

1824 

80, .549,007 

25.337.157 

55,211,850 

1825 

96,340,075 

32;.590,643 

63,749.432 

1826 

84,974,477 

24,539.612 

60,434,865 

56,080,9.32 

1827 

79,484,1.68 
88  ..509,824 

23.403,136 

1828 

21, .595, 01 7 

66,914,807 

1829 

74.492.,527 

16,658,478 

57,834.049 

1830 

70,876,920 

14,387,479 

20,033.526 

.56,499,441 

1831 

103,191,124 

83,157,598 

18.32 

101,029.268 

24,039,473 

76,989,793 

18.33 

108,118,311 

19,822,735 

88,295,576 

1834 

126,521,332 

23,812.811 

102,708,521 

183.5* 

15 1,030, ,368 

20,424,213 

130,606,155 

[Prior  to  1821  the  treasury 

reports  did  not 

contain  any  ac- 

count  of  imoorts.  The  sums  are  taken  from  Pitkin. 

From  1790  to  1795,  1802  to  1804,  1807,  1815,  1817,  1818  and 
1819,  Hie  amounts  o(  exports  are  made  u{)  in  various  ways  or  de- 
rived from  ditferent  sources — the  book  of  exports  from  1790  to 
1803,  were  lost  or  destroyed  duriim  the  late  war:  some  of  these 
Hsliniates  are  from  notes  yet  in  the  depaitment,  others  from 
calculations  of  other  years,  &c.  This  may  be,  as  we  suppose 
that  it  must  be,  accepted  as  heiim  as  nearly  correct  as  the  exist- 
ing stale  of  things  will  admit  of  ] 


Year. 

1790 


Value  of  exports  of  the  United  States. 

Whole  ^xpofdom.iiy^^^  Whole  Exp.ofdom. 


exports. 

$20,205,150 

19,012,041 

20,753,098 

20.109.. 572 
33,028,23.3 
47,989.472 
67,064.079 
56,850,206 

61. . 527. 097 
78,665  522 
70.971.780 
94,115,925 
72.483,160 
55  800,033 
77.699,074 

95. . 586. 021 
101, .536. 963 
108,843,150 

22.430.960 
52,203,233 
66,7.57.970 
61  316.833 
38.527.236 


produce. 
$19,660,000  1813 
1 8,500,000!  ;1814 

19.000. 000  1815 

24.000. 000  1 181 6 

28.. '500.0()  i |lSI7 
39,500.000  :1818 


1791 

1792 

1793 

1794 

1795 

1796 

1797 

1798 

1799 

1800 
1801 
1802 

1803 

1804 

1805 

1806 

1807 

1808 

1809 

1810 
1811 
1812 

Note — The  above  are  mostly  from  official  returns,  except  the 
domestic  exports  from  1790  to  1795,  which  have  been  recently 
estimated  by  this  department  from  the  quantities  on  record  and 
comparative  statements.  In  1791,  the  value  was  then  estimat- 
ed in  the  annual  report  for  the  calendar  year. 

TP 


40.764 ,097i 
29,850, 206j 

28.. 527.097| 
33,142.5221 
31,840,903j 
47.473,2041 
33,708.189; 
42.205.961 
41,467,477 
42,387,002 
41,2.53,727 

48.699.. 592 
9,4.33  .546 

31  405.702 
42.366.67.5! 
45,294.04.3, 

30.0. 32.1091 


1819 

1820 
1821 
1822 

1823 

1824 

1825 

1826 

1827 

1828 

1829 

1830 

1831 

1832 

1833 

1834 


exports. 
$27,855,997 
6,927,441 
52  .557,753 
81,920,4.52 
82,671,569 
93.281.133 
70.142,521 
69.691.669 
64  974,328 
72,160,281 
74.699  030 
75,986,657 
99.5.35,388 
77.595.322 
82,324.827 
72.264.686 
72,3,58.671 
73.840,508 

81.310.58.3 
87,176,943 

90.140.4.3.3 
104  346.973 


1835f  118,9.55.239 


produce. 
$25.0.8,132 
6,782.272 
45,974,403 
64-781  isoe 

68.313.500 
73,8.54.437 
50.976,838 
51 ,683,640 
43.671,894 
49,874,079 
47,155,408 

50.649.500 
66,944,745 
53.055,710 
58>21.691 
50,669.669 
55. 700 ! 193 
59.462,029 
61,277,027 
63,137,470 
70.317,698 
81.024,162 
98,531,026 


Imports  and  consumption  of  foreign  merchandise  in  the  U.  States. 


Year. 

Whole  imports. 

Whole  exports  of  Jictual  consump- 
foreign  mer-  tion,  including 

Value  in  dollars. 

chandise. 
Value  in  dollars. 

free  goods. 
Value  in  dolls. 

1790 

23  000  000 

300.000 

23  500  000 

1791 

29  200,000 

500.000 

30.000,000 

J792 

31, .500  000 

1.000,000 

31, .500, 000 

1703 

31,100  000 

1.7.50  000 

30.800,000 

1794 

3 1,600  000 

6,500.000 

29,.50h;000 

1795 

69,7.56,268 

8.300  000 

63  000,000 

1796 

81,436,164 

26. .3(10.000 

56,636,164 

1797 

75.379.408 

27.000.000 

50,379  406 

1798 

68..55I,700 

33,000,000 

37, .55 1,700 

1799 

79  0.59,148 

45  523.000 

35..546  148 

1800 

91,2.52,768 

49,13  1.877 

41,121.891 

1801 

111. .36.3,5 11 

46,642  721 

66.720  790 

1802 

76. 333. .333 

35  774,971 

42,558  362 

1803 

64.656,666 

13, .594, 072 

52,072,.594 

1804 

85.000,000 

36 ,231. .597 

50.768,403 

1805 

120.6ii0.000 

53.179  019 

69,420,981 

1806 

129,410.1)00 

60.283.234 

71,126.766 

1807 

138,500  000 

59  643..5.58 

81,8.56.442 

18)8 

56.990.000 

12  997,414 

46.992..5H6 

1809 

59.400,000 

20.797..531 

4 i. 602.469 

1810 

85.400,000 

24. .39 1.295 

64.008.705 

1811 

53.400  000 

16,022.790 

40.377.210 

1812 

77.0.30.O''0 

8.495.127 

71, .534 ,97.3 

1813 

22  00.5  ..  0 

2,847,845 

23,1.57.1.55 

1814 

12  955.  01 

145  169 

15,819.8.31 

1815 

113  041.274 

6,.58.3,.3.50 

109  4.57.924 

1816 

147. 1 0.3.000 

17,I.38..555 

1.32  964,445 

1817 

99  2.50  (100 

19  358  059 

82  891 ,9.31 

1818 

121  7.50,000 

19.4?'?  696 

]n.5..323.304 

1819 

87  125.000 

19,7  -3 

70,9.59.317 

*The  imports  and  exports  during  ttio  quart  : endr^-;T  the 
^ih  September  are  made  op,  in  part,  on  estimates  rt^.  i"ed 
from  collectors. 


Exports  of  cotton. 


Year. 

1792 

1793 

1794 

Quantify, 

Pounds. 

138,328 

487,600 

1,601,760 

Value. 

Dollars. 

32,000 

107.272 

320,352 

3)2,227,688 

459,624 

742,562 

153,208  average. 

1802 

1803 

1804 

27  1-2  millions. 
41  1-10  do. 

38  1-10  do. 

5 1-4  millions. 
7 3-4  do. 

7 3-4  do. 

3)106  7-10 

do. 

20  .3-4 

35.6 

6 9 average. 

1822 

1823 

1824 

144  6-10 
173  7-10 
142  3-10 

24 

20  1-2 
21  3-4 

3)460  6-10 

66  1-4 

153.5 

22.1  average. 

1832 

1833 

1834 

322  1-4 
324  1-4 
384  3-4 

31  3-4 
36 

49  1-2 

3)1, *131  1-4 

117  1-4 

344 

39,1  average. 

A'^iie'-rT.nnking  further  to  the  future  in  connexion  with  the 
P9jU,  compartson  of  the  quantity  and  value  of  our  ex- 

.‘Faftlx  esiimated  for  the  quarter  ending  September  30, 1835. 
tParviy  estimated  for  quarter  ending  30th  September,  1835, 
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ports  in  cotton  iit  a few  equi-distant  periods,  as  exhibited  in 
the  above  table,  will  serve  to  illustrate,  in  a condensed  form, 
the  great  Influence  which  the  cultivation  and  exports  of  cotton 
alone  seem  to  have  exercised,  and  are  likely  to  exercise  here- 
after, on  the  amount  of  our  whole  exports  of  domestic  products, 
and  thus  indirectly  to  atfect  our  iinporlaiioits,  and  corrsequent 
revenue  from  customs.  Doubtless  some  oilier  cultivation  and 
exports  would  have  taken  the  place  of  cotton  in  the  south  had 
it  not  been  so  successlully  grown  there;  but  they  probably 
would  have  been  less  valuable,  and  will  be  so  hereafter  it  ever 
substituted  for  that:  because  the  average  increase  of  all  our  do- 
mestic exports,  including  cotton,  has  been  only  from  3 to  5 per 
cent,  while  that  of  cotton  alone  has,  during  the  last  thirty  years, 
been,  on  an  average,  near  25  per  cent,  annually.  But  of  late 
the  ratio  of  increase  in  cotton,  though  still  much  greater  than 
that  of  other  exports,  has  become  diminished  and  more  settled, 
having  fallen  from  quite  500  per  cent,  during  the  first  ten  years 
of  our  present  government,  to  only  about  10  per  cent,  during 
the  last  ten,  though  the  whole  annual  quantity  now  exported 
exceeds  the  enormous  amount  of  380  millions  of  pounds.  This 
10  per  cent,  increase  yearly,  considering  the  vast  (juantity  now 
grown  in  the  United  Slates,  and  how  fully  the  cotton  raised  in 
the  other  quarters  of  the  world  has  already  been  excluded  from 
the  European  markets,  with  other  circumstances  named  in  the 
body  of  the  report',  may  be  justly  estimated  both  as  a more  re- 
gular ratio  than  any  which  has  prevailed  heretofore,  and  as 
liomething  larger  than  its  probable  increase  in  the  ensuing  ten 
years. 

Some  fuller  tables,  showing  the,  progress  in  the  cultivation  and 
manufacture  of  cotton,  have  been  preparetl  by  this  department, 
but  are  omitted  for  a more  appropriate  occasion. 

F. 

Exhihit  of  the  net  quantity  of  public  lands  sold,  amount  paid  by 

purchasers,  ana  paymeuts~metdc  into  the  treasury  on  account 

thereof,  from  the  earlie^  pxjpiod  of  sales  to  the  31sf  December, 

1834.  r 


Year. 


Quantity  sold. 
'Acres.  lOOths. 


Amount  of  pur- 
chase money. 


Amount  paid 
into  the  trea- 
sury. 


1787 

72,974  0;J 

$117,108  24 

1792 

1,165,440  00 

832,549  66 

1798 

43,446  61 

100,427  53 

$4,836  13 

1787 

83,540  60  1 

1798 

11,963  11  : 

1799 

1800 

443  75 

1801 

398,646  4.5 

834,887  11 

167,726  06 

1802 

340,009  77 

680,019  .54 

188,628  02 

1803 

181,068  43 

398,161  28 

165.675  69 

1804 

373.611  .54 

772.851  95 

487,526  79 

1805 

619,266  13 

1 .235,9.55  22 

540,193  80 

1806 

473,211  63 

1,001,3.58  02 

735  245  73 

1807 

3.59,011  79 

738,273  29 

466,163  27 
647,939  08 

1808 

213,472  12 

450,230  34 

1809 

231,044  98 

550.6,55  03 

442.252  33 

1810 

235,879  41 

.502. 3b2  13 

698.548  82 

1811 

288,930  31 

6 14  . 324  .58 

1,040,237  53 

1812 

536,5.37  40 

1,1 49, .536  45 

710,427  78 

1813 

270,241  43 

621,199  44 

835,655  14 

1814 

864,536  53 

1,784, .560  95 

1,135.971  09 

1815 

1.120,2.33  61 

2,340,188  91 

1,287,9.59  28 

1816 

1,622,830  06 

3, .567, 273  88 

1,717,985  03 

1817 

2,1.59,372  43 

5,022,409  84 

1,991,2:6  <6 

1818 

2.401,844  60 

7,209,997  42 
17,681,794  37 

2,608,.564  77 

1819 

5,475,648  17 

3,274,422  78 

^*1820^  1 518,500  80 

1,465,283  94 

(1)  19,965,758  23 

$49,680,427  13 

$19,269,132  62 

From  ) 
July  i,> 
1820  ) 

(2)  13,649,641  10 
303,404  09 

27,663,964  60  ) 
421,962  26  f 

(3)  1,635,871  61 

1821 

781,213  32 

1,169,224  98^ 

1,212,966  46 

1822 

801,226  18 

1.023.267  83 

1,803,581  54 
916,523  10 

1823 

653,319  .52 

8.50,136  26 

1824 

749.323  01 

953,799  03 

984,418  15 

1825 

893,461  69 

1 .205,068  37 

1,216,090  56 

1826 

84h,082  26 

1,128,617  27 

1,393,785  09 
1,495,845  26 

1827 

926,727  76 

1,318,105  36 

1828 

965,600  36 

1,221,357  99 

1.018,308  75 

1829 

1,244,860  01 

1 ,572.863  54 

r,517,175  13 

1830 

1,929.733  79 

2,4.33,432  94 

2,329,356  14 

1831 

2.777.856  88 

3,5.57,023  76 

3,210,815  48 

1832 

2,462,342  16 

3,115,376  09 

2,623,381  03 

1833 

3,856,227  56 

4,972,284  84 

3.967,682  55 

1834 

4,658,218  71 

6,099,981  04 

4,857,600  69 

37 ,.50 1,238  43 

58,709,466  16 

$49,45'!,;34  16 

1835 

(4)  $9,000,000  00 

(4)  $12,250,000  00 

$11  ,•  Ov  l-OO 

fices,  and,  of  course,  all  the  lands  as  they  were  sold  from  year 
to  year,  without  regard  to  their  subsequent  reversion  to  the  U. 
States,  or  their  subsequent  relinquishment  by  purchasers  under 
the  relief  laws  cmnniencing  in  the  year  1891. 

(2)  Tliis  is  the  net  aiiiounl  of  sales  and  amount  paid  by  pur- 
chasers, after  deducting  all  reversions  and  relinqiti.>5hnienis  of 
lands  sold  under  the  credit  system,  ending  June  30,  1820. 

(3)  This  is  the  aiiiount  paid  into  the  treasury  in  1820,  for  the 
sales  of  fand  under  the  credit  and  cash  systems. 

(4)  These  aggregates  include  the  special  sales  made  prior  to 
the  organization  of  lire  land  districts,  (see  table  a);  also  the 
amount  of  for  (eiled  land  slock.  Mississippi  stock,  and  military 
land  scrip  received  in  payment  for  the  public  lauds,  (see  table 

General  land  office,  October  19, 1835. 

[In  making  estimates  or  comparisons  between  the  sums  re- 
ceivable and  the  quantities  of  land  sold  at  diflierenl iimes,  it  is 
iinporl-anl  to  n uiember  that  tire  minimum  price  per  acre  was 
two  dollars  before  1820,  and  .since  only  one  ilollar  and  twenty- 
five  cents.  Beside.s  the  above  sales  by  the  Ui.iled  Slates,  they 
have  made  donations  of  lands,  most  of  wbich  have  come  into 
the  market  during  the  In.sl  forty-six  years,  of  over  sixteen  mil- 
lions ofacres,  (see  table  c,  annexed).] 

Treasury  department,  November  1,  1835. 

(A.) 

Exhibiting  special  sales  of  public  lands  prior  to  the  opening  of  the 
land  offices. 


„ Where  and  to 
year.  y,hom  sold. 

1787  New  York, 

1792  John  C.  Symmes,  272,540 


Cluantity. 

m^cres. 

72,974 


Purchase 
money. 
$117,108  24 

189,693  00 


1792  Ohio  company,  892,9: 0 


1796  Pittsburgh, 


43,466.61 


CertiPs  of 
public  debt 
CertiPs  of 
public  debt 
and  army 
( land  war’s. 
100,427  53  laiid  warn’s. 


642,856  66- 


,050.085  43 


States  and  Mississippi  stock,  forfeited,  land  stock,  and  military 
scrip,  received  in  payment  of  the  public  lands,  viz: 

Certificates  of  public  debt  and  army  laud  warrants  $984,189  91 

Mis.sissipiii  stock 2.448,789  44 

United  States  slock 257,660  73 

Forfeited  land  slock  and  military  script 1,674,376  23 

$5,365,016  31 

General  land  office,  October  8,  1835. 


5:  o 2.  £ 


'o “o  O O O'  "o 'c 'o 'o  ^ 

00  00  00  00  00  oc  00  lO  /' 

oooooooooc 


. C-  C . 


Estimated  by  treasury  department  from  returns 

ters. 

NOTES. 


Bounties 
during  the 
late  rear.  ' 


Colleges^ 
academies,  i 
ijC. i 


Roads  and 
canals.  \ 


— la  es  to 


Seats  of  go-' . 
vernment- 


j..  io  to  to  . 

CO  > 
'o  Ol'o  05  2 

O 05  O O * 

o oc  c o 


3 S. 


« g.- 

? g 
qj*  o 

f5  O'  3 


Saline  re- 
servations. 


OOtOUlOOTOOOl0  0 05  05; 
^oiji^aicococotooot 
-J  O GO_CO  CO  O.  C5jt^  . 

7b.  "to  be  “cD  'o  CO  05  'V  oo''-> ; 

00  0iCO--rCOO5CJCDO5.b. 
00  CO  CO  C A.  CD  -I  OC  CO 


Common 

schools 

l-'36lhpart. 


RECAPITULATION. 

Jteres, 

Bounties  during  the  late  war 4,4.52,760.00 

Grant.s  for  colleges,  acadeitiies,  &c 484,320.00 

Grant.s  for  roads  and  canals 2,290.937.00 

Seats  of  government 28,989.00 

v^Jiline  reservations 237,469.68 

Common  schools 8,546,149.00 


Aggregate  acres.  .16,040,624.68 
. I T''  remainder  of  the  documents  relates  to  banks — the  selected. 
(l)This  is  the  gross  amount  of  acres  and  purciiase  j.rouey,  * iv.u  athers,  in  very  heavy  tables;  which  uill  probably,  be  referred 
including  the  special  sales  prior  to  the  opening  of  the  Ic.id  of-  Ub  on  some  subsequent  opporlujiUy.'} 
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We  now  complete,  in  several  heavy  tables,  the  docu- 
ments appended  to  the  report  of  the  secretary  of  the  trea- 
sury— being  several  curious  and  interesting  statements 
coiicerising  banks  genei-ally,  and  the  “deposite  banks” 
particularly.  But  these  afford  only  approximations  to 
truth.  We  have  heard  and  know,  too  mud)  of  transpor- 
tation and  transfer  of  specie,  from  bank  to  bank,  so  that 
it  was  counted  from  five  to  ten  times  over — to  make 
an  amount,  to  rely  on  its  authenticity;  the  secretary, 
however,  has  done  all  that  he  could,  (we  have  no  doubt), 
to  represent  things  fairly  and  fully.  It  shews  a queer, 
account,  of  cash 7-’S.  credit;  and  that  “paper  does  the 
business,”  The  space  occupied  by  these  papers,  has  raa- 
tcriallv  affected  the  general  contents  of  tlie  sheet. 

Money  is  said  to  be  very  “scarce,”  that  is,  it  has  a 
sluggish  circulation  at  Boston,  New  York,  and  other 
places. 

iStcWnelBs  Plulailelphia  “Reporter”  says: 

Tlie  preysure  slit!  continues  io  e.v'.st  in  our  tnuii-^y  market; 
and  niiioss  lelief  is  speedily  atTordeC;  we  iVar  that  nniclv  dis- 
tress will  ensue  in  our  business,  and  mercamiJe  walks.  How- 
ever increditable  it  may  seem,  we  can  assure  nur  readers  that 
within  the  last  w'cek,  some  of  the  best  paper  has  been  offered 
at  the  rale  of  interest  of  two  per  cent,  per  month,  or  twenty- 
four  dollars  ayear  for  the  loan  of  one-hundred  dollars.  In  many 
cases  capitalists  who  have  money  in  their  possession,  eiilier 
alarmed  at  this  condition  of  things,  refuse  to  loan  it,  or  liold  on 
with  the  expectation  of  obtaining  still  more  enormous  usury. 
Scarcely  a day  passes  by  that  a large  number  of  applications 
for  loans  are  not  made  to  us,  and  we  must  confess  that  if  (hey 
continue  to  increase  for  tlie  forinight  to  come,  as  rapidly  as 
they  have  for  the  last  fortnight,  there  is  no  conceiving  the  rate 
that  they  may  be  demanded  for  money.  This  condition  of 
thinHS  cannot,  however,  continue  much  longer,  as  the  western 
business  will  commence  about  the  latter  part  of  January,  when 
some  relief  will  uiiquestionahly  he  afforded.  Thus  far  we  are 
happy  to  stale  that  not  a solitary  failure  has  occurred  in  Phila- 
delphia. 

There  are  reports  of  great  gatnbllngs  in  the  stocks,  at 
New  York. 

The  United  States  bank  has  declared  a semi-annual 
dividend  of  per  cent. 

We  much  regret  to  leaim,  that  Florida  is  in  a state  of 
great  excitement,  in  consequence  of  the  nuirders  and 
depredations  of  small  bands  of  the  Seminole  Indians. 
They  bad  cruelly  deprived  many  of  our  people  of  their 
lives — and  marked  tlieir  progress  with  fire  and  desola- 
tion, committing  great  injuries  to  properly.  The  citi- 
zens were  underarms — and  a complete  organization  lias, 
by  ibis  time,  been  made;  and  the  miserable  creatures 
will  be  speedily  swejit  from  the  face  of  the  earth.  Some 
accounts  say  that  they  have  about  1,500  warriors,  and 
600  vagabonds  and  runaways.  If  so,  they  aie  s.lrongei- 
than  we  had  supposed  them  to  be.  Gen.  Clinch,  of  the 
U.  S.  .■  ey,  h;,  j ab-‘ut  300  vyodars  under  him;  but  it  is 
Swill  .1  hi'  Vnggagn  nnd  pvovisirns  iiad  been  taptu; . li 
by  the  Indians.  South  Carolina,  ficoigia  and  AiaiRima 
were  lending  their  aid.  Gov.  Eaton  was  at  Mobile  on 
the  17th  ult.  on  his  way  to  Florida.  The  people  were 
flying  from  their  homes.  This  disastrous  state  of  things 
cannot  last  long;  but  the  damages  done  to  the  improve- 
ments and  the  crops,  will  he  of  a large  amount. 

Extract  of  a letter  received  from  St.  Augustine,  (Florida), 
Dec  20:— 

“The  Indians  have  been  eommitting  depredations  on  the  St. 
John’s  river — thgy  have  tnirned  property  on  plantations  and 
killed  while  men  whenever  there  was  an  opportunity.  The 
territory  is  up  inarms.-  I'he  laws  require  all  men  who  have 
been  in  the  territory  ten  days  to  perform  military 

The  National  Intelligencer  has  the  following: 

We  learn  that  information  has  been  received  by  private  let- 
ters, in  this  city,  of  the  ports  of  Mexico  liaving  been  shut 
against  tbe  vessels  of  the  United  States;  a measure  induced 
probably  by  the  embarcation  of  so  many  of  our  citizens  in 
VoL.  XLlX-SiG.  22. 


hostilities  against  the  authorities  of  that  country.  We  have  no 
ftitlher  infpt Illation,  however,  than  Hie  naked  fact  of  the  shutt- 
ing of  Hie  ports.  Tliis  measure,  will  be  very  seriously  felt  in 
New  Orleans,  the  exports  to  Mexico  from  that  city,  for  which 
specie  has  been  u.siially  received  in  return,  amounting  to  six  or 
eight  millions  of  dollars  aruiually. 

There  are  rumors  also,  from  New  Orleans,  of  one  or  two 
very  heavy  mercantile  failures  in  that  city. 

Another  account  say?  that  the  Mexicans  have  embar^* 
goed  our  vessels.  They  are  reported  to  be  collect- 
ing a large  force  at  Alatamoras  to  act  against  Texas. 
Things  look  “squally,”  as  commodore  O’Bifien  said. 

A raelancboly  event,  attended  with  loss  of  life,  hap- 
pened on  the  25th  ult,  at  Dover,  Del.  Midshipman  P.  B. 
Adams  made  an  attack  upon  Jame.s  H.  M.  Clayton,  esq. 
at  his  office — and  was  killed  by  a pistol  discharged  by- 
Mr.  C.  Tlie  jury  brought  in  a verdict  of  “excusable 
homicide.” 

There  are  volumes  of  S|ieciilation  about  our  affairs  with 
France.  Some,  who  are  supposed  to  be  of  the  “initiated,” 
assert  that  there  will  be  no  war;  but  others  hold  a differ- 
ent opinion.  ISlr.  Pageofs  furniture  was  sold  at  auction 
on  Thursday  last;  and  it  is  unreservedly  said  that 

'The  Fn-iicli  consul  at  Philadelphia  has  been  officially  ap- 
prised by  iiis  government,  that  by  an  arrah^enieiit  between  the 
governments  of  France  and  Great  Britain',  the  British  charge 
lies  affair.*,  is  inslrucletJ  to  protect  Frencli’citfKens,  residents  of 
Hie  United  States,  during  the  miti^ndiiig  interruption  of  diplo- 
matic relaiions  lietween  this  counify  and  France. 

And  of  Mr.  Barton,  the/ollovving  j*  a “literal  extract” 
from  a letter  of  a gentleman  at  Paris,  of  “high  standing,” 
&c. 

•‘■Paris,  Nov.  21  We  have  communicated  to  you  from  time 
to  time  the  different  versions  current  as  to  what  had  passed  on 
Hie  subject  of  the  treaty,  and  we  may  nov^r  add  that  it  has  been 
stated  to  us,  that  M.  de  Broglie  had  declared  to  Mr.  Barton  he 
was  ready  to  pay  the  money  instantly,  provided  the  latter 
would  write  a few  lines  to  ttie  effect  that  the  American  go- 
vernment had  not  intended  to  menace  or  insult  France— which 
was  declined.” 

The  New  Bedford  Gazette  learns  from  the  master  of 
a ship  just  from  the  Pacific,  that  three  French  whalemen 
(one  of  them  the  John  Jack)  are  cruising  about  the  South 
Seas  in  pursuit  of  whales,  each  having  a crew  of  sixty- 
men,  (with  eighteen  guns  on  board),  and  among  which 
is  a surgeon,  a chaplain,  &c.  &c.  and  that  they  are  mak- 
ing boast  at  the  islands,  that  as  soon  as  they  hear  that  war 
is  declared,  they  will  whip  the  oil  out  of  our  Yankee 
whale  ships,  in  the  quickest  time.  This  story  is  exten- 
sively told,  and  may  be  true.  No  one,  however,  be- 
lieves that  these  French  vessels  were  fitted  out  for  the 
jiurjiose  of  which  they  boast.  Nothing  is  more  com- 
mon, says  the  Gazette,  than  for  P'rencii  and  English  ves- 
sels— especially  whale  ships — to  cari-y  a number  of  guns 
and  till  ir  necessary  tackle  in  the  hold,  to  be  drawn  out 
iLV  1:  e a:,  any  noment. 

The  latest  news  from  Texas,  received  by'  way  of  New 
Orleans,  says; — 

By  tlie  sclir.  Julius  Cfn.sar,  we  learn  that  the  last  accounts 
from  camp  received  by  express  at  Bragoria  on  the  lllh  instant, 
st;ue.s  that  mi  the  morning  of  the  5ili  an  attack  was  made  ou 
Hie  town  of  San  Antonio  by  the  n’exiari  army,  headed  by  cap- 
tain Milaiie,  and  after  a hard  fight  of  .36  hours,  succeeded  in 
getting  posse.ssion  of  three  stone  houses,  from  which  they  had 
silenced  two'or  tliree  of  the  enemy’s  guns,  commanding  import- 
ant points,  and  when  the  express  left  at  4 o’clock  on  the  6lh, 
the  fight  still  continued— the  Texians  had  2 killed  and  12 
wounded — Hie  loss  of  the  enemy  could  not  be  ascertained,  but 
dum-.g  the.  first  12  hours  of  the  fight  the  enemy  carried  off  all 
their  dead,  and  when  the  courier  left,  17  dead  bodies  could  be 
counted  round  one  of  the  guns  that  was  silenced. 

Thomas  W.  Veazy,  of  Cecil  county,  has  been  elected 
governor  of  Maryland— and  Gwynn  Harris,  of  Charles, 
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John  McKenny,  of  Queen  Ann’s,  William  H.  Johnson, 
of  Baltimore  county,  Nathaniel  F.  Williams,  of  Balti- 
more city,  and  John  C.  Henry,  of  Dorchester,  his  council. 

The  rapidity  with  which  we  ascend  the  “ladder  of  in- 
dependence,” through  mannfactiires,  is  astonishing.  In 
a little  while,  as  things  go  on,  the  domestic  supjilies  of 
most  goods  will  be  fully  equal  to  the  domestic  wants.  The 
cotton  crop  shews  an  immense  increase — but  we  doubt 
v/hether  it  is  equal  to  the  value  of  the  cotton  manufac- 
ture, alone.  It  sounds  large,  hovvever;  and  immediately 
strikes  at exclianges;  and  is  important  in  settling 
“balances  of  trade.” 

Mr.  Elias  Willis,  of  Deerfield,  has  recently  commenced  the 
manufacture  of  hair  cloth.  This  article  is  well  known  to  the 
ladies  as  furni.shin<;  a superb  springy  cnverinu  for  sofa  nnd  chair 
bottoms,  &c.  and  to  gentlemen  is  ne.\t  in  value  to  bristles  for 
easy  and  elastic  stock  bodies.  There  is  no  other  manufacture 
of  hair  cloth  in  New  Engliuid,and  but  two  in  the  United  Stales. 
Most  of  the  hair  cloth  used  in  this  country  is  im|iorted. 

An  attlhcntie  statement — published  in  the  Pbiladelpbia 
Daily  Advertiser,  gives  the  quantity  of  rain  lliat  has 
fallen  for  26  years.  The  highest,  in  1830,  "as  45.070 
inches^  the  lowest,  1816,  27.947  inches.  The  average 
of  the  26  years  36.169  inches.  In  the  last  year,  1835, 
there  fell  39. .300  inches  of  rain.  Whole  quantity  in  the 
26  years,  954.043  inches. 

It  is  apprehended  by  some  of  the  merchants  of  Ni'W  Orleans, 
that  the  assistance  given  by  citizens  of  the  United  States  to 
the  Texians,  will  have  a deleterious  effect  upon  the  trade  of 
that  city  with  Mexico.  The  Bee  states  the  amount  of  the  ex- 
port trade  of  New  Orleans  to  the  ports  of  Mexico,  during  the 
past  twenty  months,  at  Ujiwards  of  ^8,500,000 — of  which 
S'3,500,000  were  of  the  domestic  manufacluies  of  this  country. 
The  imports  fn^m  INlexico,  rinring  the  same  (leriod  are  estimat- 
ed at  ^9,000,000.  'I’he  im|)orl  trade  consists  chiefly  of  bullion 
or  specie,  which  is  of  immense  importance  to  the  credit  of 
banking  institutions.  The  same  paper  .states,  that  five  or  six 
months  since,  there  were  upwards  of  six  millions  of  specie  in 
the  banks — it  is  now  reduced  to  less  than  three  millions,  and 
is  gradually  lessening. 

We  adverted  some  time  since,  to  a large  investment 
contemplated  by  certain  cajiilalists  of  tbe  north,  at 
the  head  of  ship  navigation  in  this  District,  for  com- 
mercial purposes.  We  now  learn  that  the  plan  has  been 
matured,  and  that  a commencement  will  be  made  with 
suitable  ceremonies,  on  Friday  next,  on  the  south  side  of 
the  Potomac,  near  the  end  of  the  free  bridge.  We  have 
been  requested  to  state  that  the  iiarticulars  will  be  duly 
announced,  and  invitations  to  the  respective  corporations, 
&c.  be  issued  without  delay.  [JVaf.  Int. 

[The  new  city  is  intended  to  be  called  ^'■Jackson,”  and 
the  corner  stone  was  to  have  been  laid  yesterday — the 
8th  of.Tariuaryi  but  postponed  to  Monday,  on  account  of 
the  inclemency  of  the  weather.  We  shall  give  an  ac- 
count of  the  ceremonies  in  our  next.] 

We  are  authorised  by  several  respectable  members  of 
the  society  of  Friends,  to  state  that  “tbe  proceedings  of 
the  lady  who  spoke  from  the  gallery  of  tlie  representa- 
tives hall  the  other  day,  and  who  is  denominated  a 
‘Quaker  lady’  in  some  of  the  notices  of  this  subject,  are 
not  sanctioned  or  approved  by  the  society,  but  are  at 
direct  variance  with  its  requisitions.  The  society  of 
Quakers  are  friends  of  order;  and  if  any  approved  mi- 
nisters should  wish  to  address  the  members  of  congress, 
such  minister  would  hot  be  permitted  to  act  in  the  man- 
ner adopted  by  that  lady.  No  one  who' undertakes  the 
important  office  of  travelling  about  to  preach  the  gospel, 
is  allowed  to  proceed  unless  the  meeting  to  which  he  be- 
longs is  satisfied  of  his  attachment  to  good  order,  his 
prudence  and  religious  experinice;  in  which  case,  Ue  is 
furnished  with  a certificate  staling  the  unity  of,  his 
friends  with  his  [or  her]  proceedings.”  [Ale.v.  Gaz. 

A new  mineral  called  fossil  wax.  by  M.  de  Ilundioldt, 
has  been  found  in  Moldavia.  The  sjiccimen  in  the 
raineralogical  collection  at  .lassy,  weighs  85  lbs.  It  is 
employed  in  making  wax  candles,  and  rs  presumed  to  be 
yellow  amber  in  a state  of  incipient  formation. 

Mr.  Thorn,  a well  known  bridge  builder  in  that  re- 
gion, proposes  to  construct  a bridge  across  the  Ohio  river 


at  Louisville  for  the  sura  of  $350,000,  and  take  half  the 
capital  stock  himself. 

Dr.  Meyer  relates  that  a mountain  exists  on  the  banks 
of  the  Danube,  which,  every  year,  moves  from  60  to  80 
yards.  Six  years  ago  a terrible  noise  vas  heard  in  the 
night,  and  half  of  the  mountain  fell  with  a tremendous 
crash,  and  buried  sixteen  houses  w ith  their  inhabitants. 
This  detached  part,  consisting  chiefly  of  freestone,  in  a 
state  of  efflorescence,  could  advance  when  its  bed  in  the 
spring  had  been  rendered  slippery  by  the  abundant  rain 
and  melted  snow. 

A fellow  has  been  sent  to  the  Maryland  penitentiary 
for  five  years,  for  the  offence  of  kidnapping  a negro  wo- 
man— a slave. 

In  a recent  pamphlet  on  the  slavery’  question,  Dr. 
Chunning  states  the  following  objection  to  the  doings  of 
the  fanatical  abolitionists.  It  admits  of  genei  al  applica- 
tion: 

“Anollier  objection  to  their  movements  is  that  they  have 
sought  to  accomplish  their  objects  by  a system  of  agitation: 
that  is,  by  a system  of  affiliated  societies,  gathered,  and  held 
together,  and  extended,  by  passionate  eloquence.  'J’his,  in 
truth,  is  the  common  mode  by  which  all  projects  are  now  ac- 
complished. The  age  of  individual  action  is  gone.  Truth  can- 
not be  heard  unless  shouted  by  a croud.  The  weightiest  argu- 
ment for  a doctrine  is  the  number  vi'hich  adopts  it.  Accord- 
ingly, to  gather  and  org.uiize  rmiltitmics  Is  the  first  care  ol  Inin 
who  would  remove  an  abuse  or  spread  a reform.  That  the  ex- 
pedient is  in  some  cases  tiselul,  is  not  denied.  But  generally,  it  is 
a showy,  noisy  mode  of  action,  appealing  to  the  passions,  and 
driving  men  into  exaggeration. 

1 know  it  is  said,  that  nothing  can  be  done  but  by  excitement 
and  vehemence;  that  the  zeal  which  daies  every  thing  is  the 
only  power  to  oppose  to  long ’rooted  abuses.  But  it  is  not  true 
that  God  has  couunitted  the  great  work  of  reforming  the  tvorJd 
to  passion.  Love  is  a minister  of  good  only  when  it  gives 
energy  to  the  intellect,  and  allies  itself  with  wisdom.” 

We  learn  from  the  New  York  Courier,  tliat  the 
amount  of  revenue  collected  at  the  custom  bouse  in  that 
city’,  during  the  quarter  ending  oi>  the  .30lh  September 
last,  amounted  to  no  less  a sum  tliati  $5,472,042  04,  which 
is  more  than  half  the  revenue  of  the  year  1834. 

TheBritish  revenue  ending  Oct.  10,  was  £41,801,367, 
w'hich  is  a deficit  of  £1,081,600  fr  om  last  year  to  the 
same  period.  Chiefly  owing  to  the  falling  oft'  of  the  as- 
sessed taxes.  The  ti'ansfer  of  a class  of  duties  from  the 
excise  to  the  customs,  and  vice  versa  make  these  about 
even.  The  stamp  day  has  increased  the  last  quarter; 
also,  the  post  office  receipts. 

A letter  from  Aniigtia  says: 

“Troubles  and  anxieties  have  been  experienced  this  year  in 
abundance;  first,  the  hurricane,  and  then  the  fever.  'J'his  year 
only  about  three-fourths  of  the  usual  quantity  of  cane  has  been 
cultivated,  and  this  not  kept  in  order,  on  account  of  the  lazi- 
ness of  the  negroes,  who  are  getting  every  way  worthless.  3’ill 
the  1.3ih  of  February,  our  port  is  open  for  corn,  corn  meal,  flour, 
beans,  peas,  pork,  &c.  tonnage  and  duty  free.” 

The  letter  from  which  the  above  is  an  extract,  gives,  in  addi- 
tion, ii  gloomy  account  of  the  stale  of  the  cane  that  is  cultivat- 
ed, and  of  the  general  prospects  and  business  of  the  island — 
wiili  a pri.'dietion  that  in  a few  years  there  w’ill  not  be  a white 
inhabitant  leli  in  it.  [^lex.  Gaz, 

I, etters,  received  on  Saturday,  mention  the  arrival  of  the 
Crescent,  on  the  21st  iilt.  at  Constantino[de.  Her  saili'-g  fr^m 
Liverpool  had  been  3,600  miles  in  13  days  at  sea,  exceeding  11 
miles  an  hour  during  the  whole  progress  of  the  voyage. 

[Liverpool  Chron. 

It  is  said  that  nine  of  the  sovereigns  of  Europe,  are 
over  sixty  years  of  age.  According  to  .seniority  they  rank 
as  follows — king  of  Saxony,  who  is  89:  king  of  Sweden, 
Bei  nadotle,  71:  the  jiope,  70:  the  king  of  England,  70: 
Denmark  67:  Frussia65:  Holland  63:  and  France  62. 

An  aticmpt  has  been  made,  at  New  York,  to  estimate 
the  damages  sustained  by’  the  late  fire. 

An  imiiort.ant  report  w as  presented  to  the  general  com- 
mittee of  the  citi’zens,  by  Mr.  Disosway,  as  to  the  losses 
bT  the  great  fire — 

From  that  report  it  .ippe.nrs  that  the  whole  niimbr  r of  build- 
ings destroyed  was  527,  exclusive  of  the  Merchant’s  Exchange 
and  South  Dutch  cliurch;  and_  that  the  estimated  uinuunt  of 
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loss  is  S17,l  15,693,  I'his  estimate  is  ^sed  upon  the  statements 
of  276  firms  and  owners  of  real  estate,  who  ro{)orted  a loss  of 
,<gl,l79,700  ill  (the  destruction  of  129)  buildin-is,  and  $6,557,846 
ill  goods.  Total  $7,969,150,  on  vvhicli  was  $7,969,150  insur 
ance.  A much  less  iiropoi lion  of  the  owners  of  tiuildiims  re- 
ported to  the  committee,  than  of  the  proprietors  of  mercliamlise 
The  whole  loss  in  buildings,  is  estimated  at  $4,000,000 

Merchandise,  13,115,692 


$17,115,692 

This  amount  exceeds  by  more  than  two  millions,  the  esti- 
mates heretofore  made,  and  when  the  expense  of  clearing  away 
the  rains  is  brought  into  the  account,  another  million  may  be 
added.  [iV^.  Y.  Com. 

The  Hartford  Times  says — We  are  informed  that  at  the  pre- 
sent time,  there  is  a larger  number  of  patients  at  the  hospital, 
than  at  any  former  period.  VV^ithii;  the  last  two  weeks,  five 
persons  tiave  been  admitted,  (one  a clerjiyuian  and  the  another 
a deacon), — whose  unfortunate  and  melancholy  derangement, 
was  apparently  caused  by  religious  excitement.  We  simply 
st.-ue  the  fact,  leaving  our  readers  to  form  their  own  conclu- 
sions. 

If  some  of  our  editorial  brethren  were  informed  that  five 
persons  had  been  admitted  to  this  institution,  in  two  weeks, 
whos«  insanity  was  apparently  caused  by  the  excessive  use  of 
intoxicatino  drinks,  would  they  deem  it  their  duty  to  hold  up 
the  information  to  their  readers,  as  a dreadful  illustration  of  the 
evils  of  intemperance?  We  only  ask  for  information. 

Effects  of  fanaticism.  The  Milledgeviile  Recorder  says; 
“The  bill  in  regard  to  abolilion  writings,  &c.  provides — that 
introducing  or  circulating,  or  aiding  in  any  manner  in  introduc- 
ing or  circutatiiia,  any  writing,  painting  or  print,  calculated  to 
excite  insurrection , or  shall  use  language  calculated  to  produce 
this  result,  shall  be  guilty  of  a higJi  misdemeanor,  and  punished 
on  conviction,  with  imprisonment  -n  the  penitentiary  not  less 
than  one  nor  to  exceed  twenty  years. 

The  bill  acc'impanying  the  report  on  the  abolition  subject, 
provides — that  no  clerk  shall  register  free  persons  of  color, 
who  shall  not  prove  to  the  inferior  court  that  they  are  free  per- 
sons according  to  the  laws  of  this  state,  or  have  been  registered 
and  exercised  the  privileges  of  such  for  five  years  before  the 
passage  of  the  act. 

The  2d  section  renders  it  unlawful  for  any  other  than  such 
free  persons  registered  as  above,  to  lemain  in  the  state,  under 
the  penally  of  one  hundred  dollars — the  same  fine  to  be  repeat- 
ed at  the  end  of  every  30  days. 

The  3d  section  makes  it  unlawful  for  any  free  person  of  color 
who  leaves  the  state  to  return  to  it — unless  it  is  a mere  tem- 
porary absence  to  an  adjoining  state. 

The  4ih  section  refers  to  the  right  of  property  in  slaves. 

I’he  5th  pr^ivides,  that  hereafter  no  male  slave  who  shall 
have  been  in  any  non-slaveholding  state,  shall  be  brought  back 
to  this  state  by  his  owner,  or  other  person. 

The  6th  gives  the  inferior  courts  jurisdiction  of  the  offences 
created  by  this  act. 

The  7ih  excepts  from  this  act  Indians,  Moors,  or  Lascars. 

The  8th  gives  discretionary  power  to  the  inferior  courts,  to 
deny  to  free  persons  of  bad  character,  the  right  of  registry — in 
which  case,  they  become  subject  to  the  penalties  and  provi- 
sions of  this  act.” 

Washington’s  opinions  of  slavery.  The  annexed  ex- 
tracts of  letters  written  by  general  Washington  may  be  found 
in  ilie  ninth  volume  of  Mr.  Spark’s  edition,  just  published. 

To  Robert  Morris,  dated  April  12t/r,  1786. 

“f  hopi;  it  will  not  be  conceived  from  these  observations, 
that  it  is  my  wish  to  hold  the  unhappy  people,  who  are  the  sub- 
ject of  this  letter,  in  slavery.  I can  only  say,  that  there  is  not 
a man  living,  who  wishes  more  sincerely  than  I do  to  see  a 
plan  adopted  for  the  abolition  of  it;  but  there  is  only  one  proper 
and  effectual  mode  by  which  it  can  be  accomplished,  and  that 
is  by  legislative  authority;  and  this  as  far  as  my  suffrage  will 
go,  shall  never  be  wanting.” 

To  the  marquis  de  Lafayette,  May  lOtS,,  1786. 

“The  benevolence  of  your  heart  my  dear  marquis,  is  so  con- 
spicuous  on  all  occasions,  that  I never  wonder  at  any  fresh 
proofs  of  it;  but  your  late  purchase  of  an  estate  in  the  colony  of 
Cayenne,  with  a view  of  emancipating  the  slaves  on  it,  is  a 
generous  and  noble  proof  of  your  liumanity.  Would  to  God  a 
like  spirit  might  iliffuse  itself  generally  into  the  minds  of  the 
people  of  this  country.  But  I despair  of  seeing  it.  Sttme  peti- 
tions were  presented  to  the  assembly,  at  its  last  session,  for  the 
abolition  of  slavery,  hut  they  could  scarcely  obtain  a reading. 
To  set  the  slaves  afloat  at  once  would,  I really  believe,  be  ()ro- 
dnetive  of  much  inconvenience  and  mischief,  but  by  degrees 
it  certainly  m jght  and  assuredly  ought  to  be  effected;  and  that 
too  by  legislative  authority.” 

To  .John  F.  Mercer,  September  9fh,  1786. 

“I  never  mean,  unless  some  ftarlicular  circumstance  should 
compel  me  to  it,  to  possess  anotlier  slave  by  purchase,  it  being 
among  my  first  wishes  to  see  some  plan  adopted,  by  which 
slavery  in  this  country  may  be  abolished  by  law.” 

Yale  college.  The  whole  number  of  student.®  in  this  in- 
stitution is  five  hundred  and  seventy-two.  The  number  of 
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pnijinor  duty 

free  of  duty. 

1832 

$86,779,813 

$14,249,453 

1833 

75.670, .361 

.32,447,950 

1834 

58,128,1.52 

68,393,180 

1835 

73,587,132 

77,443,236 

freshmen  is  135 — the  largest  number  ever  entered  in  that  class 
in  any  college  in  the  United  States.  Old  Yale  is  by  far  the 
largest  university  in  America,  and  bids  fair  in  a few  years  to 
become  one  of  the  large.st  in  the  world. 

Trinity  chdrch  salaries.  The  officiating  clergymen  of 
Trinity  church,  including  the  two  chapels,  St.  John’s  and  St. 
Paul’.®,  are  four  in  number,  with  their  salaiies  and  perquisites 
as  litllow.s: — Onderdonk,  bishop,  $6,000,  and  a house— Benian, 
rector,  $4,000,  and  a house — Anlhon,  assistant,  $3,000,  and  a 
house— Schreeder,  assistant,  $3,000,  and  a hou.se — total,  $16,000 
and  perquisites,  [iV.  Y,  Sjinday  News. 

Foreign  imports.  Within  the  last  five  years  the  imports  of 
foreign  merchandise  into  the  United  States  have  increased  fifty 
per  cent,  and  what  is  worthy  of  remark  is,  tliat  this  increase 
has  been  almost  entirely  in  articles  paying  no  duly.  A state- 
ment accompanied  the  laic  treasury  report,  from  which  we  col- 
lect the  following:  [Philad.  Gaz. 

Total  value, 

$101,029,266 
108,1 18,311 
120, 521. .3.32 
151,030,368 

Pauperism  in  Europe,  According  to  recent  calculations, 
there  are  at  present  in  Europe  10,897.333  paupers,  that  is,  one- 
twentieth  of  the  total  population.  The  number  of  the  laboring 
class  who  depend  wholly  on  their  toil,  and  whom  the  least 
change  would  plunge  into  want,  amounts  to  50,000,000,  or  one 
fifth  of  the  general  population.  The  mass  of  the  indigent  ap- 
proaches 17  millions. 

London  includes  105,000  paupers  in  1,.350,0'.'0  inhabilanfs. 

In  1801,  there  were  estimated  to  be-at  Vienna,  in  a popula- 
tion of  270. 100, 36, .554  paupers.  In  1822,  in  consequenee  of  ihe 
adoption  of  wise  administrative  measures,  the  number  was  re- 
diieed  to  20,581. 

In  1793  there  existed  at  Copenhagen,  3,400  paupers  in  120,000 
inhabitants. 

In  1798,  when  the  religious  orders  were  suppressed,  the  poor 
list  of  Rome  amounted  to  more  than  30,000  in  a population  of 
147,000. 

t The  poor  population  in  Ilaly  amounts  to  one  twenty-fifth  of 
he  whole.  At  Venice  it  was  lately  estimated  that  in  a popula- 
tion of  100,000  there  were  70,000  poor! 

At  Amsterdam  not  long  since,  there  were  more  than  80,000 
poorin  a population  of217,000  At  Berlin  of  180,000  inhabitants 
but  12,000  are  paupers.  In  the  canton  at  Claris  in  Switzerland 
the  fourth  of  the  population  is  in  indigence. 

[Philadelphia  Herald, 

Goy.  Thomas.  The  following  just  tribute  of  respect  is 
paid  to  gov.  Thomas,  by  tlie  J\faryland  Refniblican — 
his  term  of  service  having  just  expired.  In  the  suavity  of 
Ids  manner  and  conscientiousness  to  do  the  right,  and 
firmness  united  with  moderation,  he  had  no  superior.  He 
is  one  of  the  old  stock  of  JMary landers. 

Governor  Thomas  with  his  family  we  understand  design  leav- 
ing the  seat  of  government  this  day,  on  their  return  to  their  re- 
sidence in  St.  Mary’s  county,  having  concluded  the  duties  of 
his  station.  We  regret  to  add  that  the  governor  has  not  been 
in  good  health  for  some  weeks  and  is  yet  indisposed.  We 
know  of  no  instance  in  which  the  chief  executive  of  Maryland 
has,  (during  an  administration  of  three  years  to  which  the 
constitution  limits  eligibility),  became  more  endeared  to  the 
community  where  his  offieial  duties  have  so  often  called  him, 
than  governor  Thomas.  All  men  of  till  parties  here,  will  part 
with  him  with  sincere  regret,  for  he  has  eminently  acquired 
the  respect  of  all — and  the  sincere  attachment  of  those  who 
have  an  opportunity  of  lufowing  him  most  intimately.  His  m - 
minislration  has  been  one  of  peculiar  interest  to  the  slate. 
The  public  spirited  measures  whieh  have-especially  characleri.'- 
ed  the  period,  owe  no  little  of  their  origin,  of  their  intrepid 
support  in  progress  and  of  their  final  success,  to  the  statesman- 
like anil  liberal  views  which  it  has  been  the  uniform  policy  of 
governor  Thomas  to  infuse  into  all  such  measures.  The  future 
hisiorian  of  Maryland  will  regaid  his  disinterested  efforts  as 
among  those  of  which  her  people  may  well  be  proud.  May  his 
health  be  .speedily  restored  and  haifpiness  accompany  him  and 
his  family  through  the  lesidue  of  a loi:g  and  honorable  life. 

Claims  on  France.  A letter  to  the  editors  of  the  American, 
from  a friend  at  Washington,  communicates  the  information 
that  the  commissioners  for  the  adjustment  of  the  claims  of  our 
citizens  under  the  indemnity  treaty,  concluded  their  labors  on 
the  night  of  the  3!st  nit.  and  finally  adjourned.  The  commis- 
sioners allowed  claims  on  361  vessels,  to  the  amount  of  nine 
millions  three  hundred  and  fifty-two  thousand,  one  luindred 
and  ninety-three  dollars,  and  forty  seven-cents.  This  is  equiva- 
lent to  about  53i  cents  on  each  dollarawarded,  without  ealcnlat- 
ing  the  interest  already  due  on  the  original  indemnity  agreed 
on,  and  which  would  increase  the  dividend  about  ten  per  cent. 
The  whole  number  of  memorial.®  presented  was  3,148,  of  w hich 
about  l,.56n  obtained  .allowances — the  balance  rejected.  Cb  i ns 
on  about  870  vessels  were  presented,  and  361  obtained  allow 
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ances — the  balance  rejected.  Upwards  of  one  million  of  dollars 
were  awarded  on  claims  not  allowed  until  wilhiii  forty-eight 
hours  of  the  expiration  of  the  commission,  and  whicli  before 
that  period  were  considered  as  rejected  cases.  [Balt,  Jim. 


A GOOD  HIT.  A IMr.  Martin  having  dr.nnk  a toast  at  the 
Grundy  dinner  at  Nasliville,  abusive  of  the  Nashville  Whig, 
the  editors  made  tlie  following  “retort  courteous.” 

“NEJIO  nos  I.MPUNE  LAGESSIT.” 

BLACK  LfST. 

James  G.  Martin,  of  Davidson  county. 

To  sutiscripiion  to  the  Nhaunnai  Banner  Whig  from  1st  Jan. 
1829,  to  31sl  December,  183.5.  Seven  years  at  ^6  $42  01) 

Mr.  Martin  w'lll  please  call  and  settle  his  account. 

W.  IIasell  IJunx  8c  Co. 

— @ 

TWENJ'Y-i'OURTlI  CONGRESS— FIRST  SESSION. 

SENATE. 

January  4.  Petitions  havioL'  been  presented  and  referred — 
Upon  liie  innlion  of  .^Ir.  Kent  to  refer  the  petilion  of  the 
hank  of  the  Melrojiolis  to  the  coimnittee  on  the  disuicl  of 
Colunihia, 

Mr.  Benton  staled  that,  in  order  not  to  take  ihc  seisate  by 
surprise,  he  gave  notice  that  lo-inuirow  he  shoulil  move  tor  ihe 
appointiuenl  of  a select  conuniliee,  with  in.<tr«ctions  to  iminire 
into  the  system  of  haiiking  as  it  oDtains  in  this  District,  how  tar 
that  system  had  or  had  not  !>een  abused;  and  \i  helhcr,  in  point 
of  fact,  the  necessity  e.xistcd  for  a sohtc.ry  bank  in  tlicse  ten 
miles  square.  One  or  two  of  these  insiiiutiniis  had  already 
failed,  and  that  under  circumstances  of  tather  it  siis[)icioiis 
character,  if,  indeed,  a tittle  of  the  reports  uhieh  had  reached 
his  ear  had  its  foundation  in  until,  tin  n,  to  say  the  least  of  it, 
the  petitioners  should  liave  leave  to  withdraw. 

After  other  business— 

The  bill  to  amend  the  judicial  system  of  tlte  United  States 
was  taken  up,  and  read  ti  second  lime.  After  a slicdu  clirono- 
logical  amendment,  by  Jlr.  Goldshorou ok;  an  ann-ndtiient  by 
Mr.  Black,  to  strike  out  “Natchez,”  and  insert  “Jackson;”  an 
ameiidinerit  by  Mr.  Lcioh,  enlarging  this  jurisdiction  of  the 
circuit  court  of  Alabama;  an  amendment  by  Jlr.  lVri°ht,  to  in- 
sert after  the  word  “liereafiei,”  in  liie  iiiniii  line  oV  the  fir.st 
section,  the  words,  “tlie  di.=  tricts  of  Connecticut,  Vermont, 
and  New  York,  sliall  consiiuiie  tlie  second  circuit,”  (tliai  is, 
to  extend  the  benefits  of  the  circniis  to  the  wesleiii  district  of 
New  York;  carried,  yeas  28,  nays  12). 

The  bill,  on  motion  of  Mr.  Clayton,  was  laid  on  the  table 
until  to-morrow. 

And  then,  on  motion  of  Mr.  Porter,  the  senate  adjourned. 
January  5.  Mr.  E'vvig  presented  a memorial  for  the  aboli- 
tion of  slavery  in  the  Di/trici  of  Colmnbia;  wliich  on  moiion,  of 
Mr.  Grundy,  was  laid  on  the  table  witbout  debate. 

Mr.  Leigh,  from  tlie  comiiiiUee  on  the  judiciary,  to  whom  the 
subject  has  been  referred,  made  a report  on  the  legacy  of  the 
late  James  Smitlisoii,  of  London,  lor  a university  in  the  District 
of  Columbia,  accompanied  by  a joint  resolution  anihorising 
the  president  of  the  United  State.s  to  appoint  an  agent  or  agents 
to  lake  tlie  necessary  steps  to  secure  said  legacy  for  the  pur- 
poses menlioried  and  specified  in  the  will.  Read,  and  ordered  to 
a second  reading,  and  the  report  ordered  to  be  piiiiii  d. 

Mr.  ilenion  ottered  the  following  resolution,  whicli  lies  one 
day  for  consideration: 

Resolved,  That  a select  committee  of  five  members  be  raised, 
to  act  jointly  with  any  committee  raised  for  similar  purposes- 
by  the  house  of  representatives,  to  whom  shall  be  referred  all 
the  petitions  now  presented  to  the  senate  for  the  renewal  of 
bank  cliarlers  in  the  District  of  Cnliimhia,  with  auihoriiy  to 
examine  into  the  coiuliicl  and  comlitino  of  said  hank.'-j  and  for 
that  purpose  to  have  authority  to  send  for  persons  and  papers, 
to  inspect  hooks,  and  to  examine  witnesses  on  oath;  also,  to 
examine  into  tlie  condition  of  the  currency  in  Ihc  District  of 
Columbia,  and  the  means  of  improving  it,  and  approximating  it 
to  the  currency  of  the  constilntion;  also,  to  imiuire  into  the  ne- 
cessity, if  any,  for  banks  of  circulation  in  the  Disirict  of  Co- 
lumbia, ill  contradislinctioii  to  hanks  of  di.sconnt  and  deposife, 
and  for  dealing  in  bullion  and  exchange;  to  inquire  how  far 
banks  of  any  kind  are  wanted  for  tlie  uses  Of  the  federal  go- 
vernment in  this  District;  and  wlierefiuc  the  treasurer  of  the 
United  Slates  may  not  act  as  keepur  and  payer  of  the  public 
moneys  within  the  District  of  Coliimlua,  and  drawer  of  checks 
and  drafts  in  favor  of  those  who  cliooi'c  to  receive  their  moticy 
elsewhere.  The  said  committee  to  have  leave  to  employ  a 
clerk,  and  to  report  by  hill  or  oilicrwi-e. 

Mr,  King,  of  Alabama,  on  leave,  introduced  a bill  anlhotis- 
ingeerlain  cxperimcols  to  be  made  vviih  Lemar’s  iron  steam- 
boats; rend  twice,  and  referred  to  the  oommiltee  on  finance. 

Mr.  Cu/A.o«n  submiticd  the  following  resolution;  which  was 
considered  and  agreed  to: 

Resolved,  That  the  secretary  of  ihe  ireasury  he  directed  to 
report  to  the  senate,  before  the  iltitd  Jionri  iy  of  tlie  (iresent  in- 
Blaiil,  the  ainoum  of  the  reveime,  from  all  sources,  during  the 
year  emliiig  on  the  31st  December  la-t,  as  far  as  reinrns  liave 
been  received,  with  an  estimate  ol  the  amount  to  he  received. 

The  judiciary  hill  being  further  amended— wa.s  ordered  to  be 
engrossed  for  a third  reading. 

Mr.  Ewing  offered  the  following  lesolutioii;  which  was  con- 
sidered and  agreed  to; 


Resolvedf  That  the  secretary  of  the  treasury  be  directed  to 
inform  the  senate  what  has  been  the  whole  cost  attending  the 
purchase  and  management  of  tlie  public  lands  up  to  the  1st  of 
January,  1836,  designating  the  amount  of  cash  of  the  various 
lieads  of  expenditure.  Also,  that  be  inform  the  senate  what 
amotinl  of  land  has  been  surveyed  and  offered  for  sale  in  each 
of  tlie  stales  and  territories  the  amount  which  has  been  sold  in 
each,  and  the  net  proceeds  of  such  sales  to  the  said  1st  of 
January,  1836. 

Other  business  being  attended  to,  and  some  time  expended  in 
executive  afiairs — the  senate  adjourned. 

January  6.  Mr.  Hendricks,  from  the  committee  tm  roads  and 
canals,  reported  a bill  for  the  completion  and  coiilinuatioii  of 
the  Cumberlanil  road.  Read,  and  ordered  to  a second  reading. 

The  bill  to  iuneml  the  judicial  system  of  the  United  Slates, 
(adding  one  to  tlie  number  of  judges  of  the  supreme  court,  and 
altering  the  jwiiii  iai  distiiets,  &c).  was  read  a third  time;  and 
ilie  question  on  Uie  passage  thereof  was  decidt  d as  follows: 

YE.AS-^Messrs.  Benton,  Black,  Drown,  Buchanan,  Calhoun, 
Olayion,  Criiiemicn,  Davis,  Ewing,  Goldsiioroiigh,  Grundy, 
llemli kUs,  IJ ubbaiil,  Kent,  King,  of  Alabama,  Knight,  Leigh, 
Linn,  McKean,  Mangiim,  Moore,  Niles,  Porter,  Prentiss,  Pres- 
ton. Robbins,  Robinson,  Ruggles,  Shepley,  Southard,  Swift, 
'i'l  iniinsoii, 'J'vler,  Vv'all,  Webster,  While,  Wright — 37. 

NAY— Mr.  Hill.  . 

Oil  motion  of  Pilr.  Preston,  tliw  resolution  offered  by  him  to 
rescind  the  restrictions  in. regard  to  the  adini.'Jsioii  of  spectators 
iilHui  the  floor  and  in  the  gallery  of  the  senate  was  taken  up 
ami  eunsidi  red. 

A Cl  n'ideralde  discussion  took  place  on  this  re.=oIution,  in 
whicli  kit  ^^rs.  Pres/on,  Pmfe?- and  Calhoun  pailicipated,  and, 
on  iiioiiori  the  latter,  the  yeas  and  nays  were  ordered. 

Jir.  Ciayion  then  moved  to  amend  the  resolution  by  striking 
out  all  alier  the  word  “resoiieJ,”  and  inserting  the  following 
words; 

“That  the  circular  gallery  of  the  senate  be  open  for  the  ad- 
mission ol  spectators,  and  lliat  each  senator  he  allowed  to 
admit  any  number,  not  exceed.ing  three,  into  the  lobby  of  the 
.senate,  in  front  of  the  chair.” 

After  debate — 

Mr.  Kiles  demanded  a division  of  the  amendment,  and  the 
question  was  taken  on  the  first  clause  of  the  amendment,  as 
follows:  “Tliat  the  circular  gallery  of  the  senate  be  opened  to 
the  admission  of  spectators,”  and  decided  as  follows: 

Y’E.-\3— Messrs.  Black,  Brown,  Buchanan,  Calhoun,  Clay- 
ton, Crittenden,  Dtivis,  Ewing,  Goldsborough,  Grundy,  Hill, 
I-lnhbard,  Kent,  King,  of  Alabama,  King,  of  Georgia,  Knight, 
Leigh,  Linn,  McKean,  Mangiim,  Moore,  Morris,  Niles,  Pren- 
tiss, Preston,  Robl.iiis,  Rol>iiison,  Sliepley,  Souiliard,  Swift, 
Tomlinson,  Tyler,  Wall,  Webster,  While— 35. 

NAYS — Messrs.  Benton,  Hendricks,  Porter,  Ruggles,  TalK- 
maiige,  Tipton,  Wriglii — 7. 

The  question  was  then  taken  on  the  second  clause  of  the 
amendment,  viz:  “That  each  senator  be  allowed  to  admit  any 
number,  not  exceedfug  three,  into  the  lobby  of  the  senate,  in 
(rout  of  tlie  chair,”  and  decided  as  follows: 

YEAS— Pilossrs.  Black,  Brow  n,  Buchanan,  Calhonn,  Clay- 
ton, Critieiiden,  Davis,  Ewing,  Goldsborough,  Leigh,  Mangum, 
Preston,  Robbins,  Robinson,  Tomlinson,  Tyler,  Wall,  \Veb- 
ster— 18- 

NAYS — Messrs.  Benton,  Grundy,  Hendricks,  Hill,  ITiibbard, 
Kent,  King,  of  Alabama,  King,  of  Georgia,  Knight,  Linu, 
McKean,  Moore,  Morn'.  Niles,  Porter,  Prentiss,  Ruggles, 
Soiuiiard,  Sliepley,  Switt,  Tallmadge,  Tipton,  White,  Wright. 
—24. 

After  a few  words  from  Messrs.  Clayton  and  Benton  the 
question  was  then  lakin  on  the  resr  lulion,  as  amended,  and 
decided  as  follows: 

YE-\S — Messrs.  Black,  Brown , Buchanan,  Calhonn,  Clay- 
ton, Crittenden,  Davis,  Ewing,  Goldsborough,  Hubbard,  Kent, 
King,  of  Alabama,  King,  of  Georgia,  Knight,  Leigh,  McKean, 
Miinguin,  Moore,  Morris,  Niles,  Prenti.ss,  Preston,  Robbins, 
Robinson,  Sliepley,  Swill,  Tomlinson,  Tyler,  Wall,  Webster, 
White— 31. 

NAYS— Mcs.srs.  Benton,  Grundy,  Hendricks,  Hill,  Linn, 
Porn  r,  Ruggle.s,  Southard,  Tnllmndge,  Tipton,  Wright— 11. 

The  resolution  was  thereupon  ado()ied  in  the  following  form; 

‘^Resolved,  Thai  the  circular  gallery  of  the  scunle  be  opened 
for  the  admission  of  spectators.” 

'J'he  senate  adjourned. 

January  1.  'Phe  petiliou  offered  by  Mr.  Morris  was  from 
Ohio,  on  the  subject  of  the  abolition  of  slavery  in  the  Disirict 
of  Coliinihia. 

Mr.  Calhoun  demanded  the  reading  of  the  petition  and  after- 
wards the  question  “shall  it  Ire  received?” 

On  this  question  a debate  ensued  which  occupied  the  whole 
of  iho  day,  and  in  w'hich  Mr.  Morris,  Mr.  Calhoun,  Mr.  PortcTt 
Mr.  Preston,  Mr.  Buchanan,  Mr.  Tyler,  Mr.  Brown  and  Mr. 
Leigh,  look  part. 

Mr.  Buchanan  moved  th.at  the  question  be  postponed  until 
Monday,  which  was  agreed  to. 

The  hill  from  the  house  of  representatives  making  appropria- 
tions for  snppressihg  tlte  disiiiibances  with  the  Seminole  In- 
dians, was  read  twice,  and  referred  to  the  committe  on  finance. 

On  inotien  of  Mr.  IVehster,  it  was 

Ordered,  That  wlieii  tlie  senate  adjourn,  it  adjourn  to  meet 
on  iMonday. 

The  senate  then  adjourned. 
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HOUSE  OF  REPRESENTATIVES. 

Monday,  Jan,  4.  Mr.  Manning,  of  South  Caroliiin,  appeared, 
was  qualified  and  tooic  his  scat. 

Mr.  J.  Q.  ,3dams  presented  a memorial  from  sutuliy  inhabi- 
tants of  the  state  of  Massachusetts,  praying  the  abolition  of 
slavery  and  the  slave  trade  in  tlie  District  of  Colombia;  and  re- 
marked that,  in  conformity  with  the  course  heretoibre  adopted, 
he  should  move  that  the  petition,  without  reading,  be  laid  on 
the  table.  Mr.  A.  was  here  intenupted  by 

Mr.  Patton,  who  asked  whetlier  the  petition  had  been  re- 
ceived. 

The  chair  replied  in  the  negative. 

Mr.  Glascock  moved  that  the  petition  he  not  received. 

The  cA air  stated  that,  upon  looking  into  the  authorities,  he 
had  formed  the  opinion  that  the  first  question  to  be  decided 
upon  the  motion  of  a member  was,  whether  the  petition  be 
received  or  not. 

Mr.  G/ascocfe  felt  it  his  duty,  he  said,  notwithstanding  the 
great  discussion  which  Irad  taken  place  on  tlie  sulijecl,  again 
to  bring  before  the  house,  for  its  decision,  the  question  of  the 
reception  of  these  petitions.  He  contended  that,  according  to 
Mr.  Jefferson’s  aulirority,  wliicli  he  cited,  the  motion  w.as  a 
proper  one,  and  did  not  conflict  with  the  right  of  petition;  atid, 
moreover,  that  it  was  expedient  for  the  house  to  sustain  the 
motion,  if  they  wish  to  avoid  the  consideration  of  the  qiicHtion- 

The  cAair  here  slated  that  the  discussion  must  be  cimiiaed 
strictly  to  the  question  of  tlie  reception  of  the  petition. 

Mr.  Gfascoc^  resumed  his  remarks  iq  support  of  the  motion 
not  to  receive  the  petition. 

Mr.  J.  Q.  Adams  rose  to  a point  of  order. 

A wide  debate  followed.  At  last — 

Mr.  Vinton  rose,  he  said,  not  to  take  a part  in  the  discussion, 
hut  to  endeavor  to  put  an  end  to  it.  The  whole  queslioii  de- 
bated was  whether  the  motion  not  to  receive  should  be  debat- 
ed to-day  or  to-morrow,  and  this  day  already  spent  in  the  dis- 
cussion. If  the  lioiise  adjourned  they  would  selile-lhe  ques- 
tion, and,  to-morrow,  the  motion  would  be  in  orrkir  for  deiiate. 

On  motion  of  Mr.  Vinton,  the  house  tlien  adjourned  at  four 
o’clock. 

[Messrs.  Thomas,  of  Md.  Pierce,  of  N.  II.  Read,  of  Mass. 
May,  of  III.  Beaumont,  of  Pa.  Huntsman,  of  Ten.  Pinckney,  o‘ 
S.  C.  Garland,  ofLou.  and  Claiborne,  of  iVKss.  were  apiiouited 
the  committee  on  the  District  banks.] 

Friday,  Jan.  5.  Mr.  Carnhrelcng  reported  some  appropri.ation 
bills;  and  a substitute  for  the  second  section  of  the  bill  for  Uie 
relief  of  the  sufferers  by  the  iatr-  fire  at  New  York— which  ex- 
tends the  period  for  the  payment  of  the  duties. 

Many  reports  from  the  standing  committees,  and  ollierwise. 
were  received,  referred,  &c. 

Mr.  Beardsiei/ asked  leave  to  present  a memorial  from  the 
senate  and  house  of  representatives  of  the  stale  of  Michigan. 

An  objection  being  liiade, 

Mr.  Beadsley  moved  the  suspension  of  the  rule. 

Mr.  5oni  said  he  should  move  that  the  memorial  be  not  re- 
ceived. 

Mr.  JCinnard  called  for  tlie  yeas  and  nays,  and  th'ev  were 
ordered. 

Mr.  Ashley  inquired  wliat  was  tlie  character  of  the  memorial. 

Mr.  Beardsley  said  it  related  to  the  general  boundary  ques.- 
tion. 

The  question  was  then  taken  on  the  motion  to  suspend  the 
rule,  and  it  was  determined  in  the  negative;,  veas  110,  nays 
lOI.  ' ' ’ ^ 

Various  minor  matters  being  attended  to — 

On  motion  of  Mr.  John  Q^nincy  Adams,  it  was 

Resolved,  That  the  committee  on  revohri  'nary  claims  be  in- 
structed to  inquire  into  the  expediency  oi  i>-sioring  to  the  list 
of  pensioners  for  services  in  the  revoluti-.e  irv  vvar,flie  names 
of  all  persons  who  w-ere  entitled  to  amt  (ibiained  pensions 
under  the  act  of  congress  of  18th  of  Mareli,  l8l'8,  but  whose 
names  were  afterwards  stricken  from  Uie  list,  nmi  have  not 
since  been  restored,  for  the  single  reason  that  lliey  were  mu 
in  abject  poverty, 

Mr.  Wise  ro-e  and  said,  that  on  the  8th  d ry  of  December,  it 
was,  en  his  motion,  ordered  that  l.'),000  copies  of  the  president’s 
message  and  accompany ing  documents,  and  5,000  copies  of  the 
message  without  the  documtJits,  Ini  printed  for  the  use  of  tlie 
house.  By  the  law  of  1819,  it  was  provided  that,  in  case  of 
inconvenient  delay  in  the  printing  of  dncuinetits  by  the  jointer 
to  lire  house,  it  should  be  the  duly  of  tlie  rb  rk  to  ( iiiploy 
another  printer,  and  charge  the  excess  of  co  t to  tlie  I'.ijnter 
guilty  of  snch  delay.  Tie  had  risen  to  ask  the  cb'ik  if  he  coiiki 
inform  the  bouse  what  was  the  cause  of  the  delay  and  gross 
negligence  whicli  had  occiired  in  the  exccii I i.>n  of  the  order  of 
the  house?  The  message  and  docntncnis  were  atimially  ready 
in  ten  days;  and  now  a month  had  jiassed,  and  Imi  a few  co- 
pies had  been  laid  on  our  tables. 

The  chair  said  he  could  not  entertain  the  discussion  without 
the  assent  of  the  house. 

Mr.  Gil/et  offered  to  give  the  explanation  required. 

Mr.  Reynolds  moved  an  adjnurnmenl;  which  was  agreed  to, 
and  the  house  adjourned. 

Wednesday,  Jan.  6.  Mr.  Reed  asked  to  bn  excused  from 
serving  on  the  select  committee  on  the  banks  of  tlie  District  of 
Columbia,  on  account  of  duties  on  another  coniiniuec,  and  the 
terpjest  was  granledi 


• A select  committee  was  raised  to  corisider  the  propriety  of 
erecting  a nioimment.  to  tlie  memory  of  capt.  Nathan  Hale, 

'J’he  chair  jimceided  to  call  the  house  for  resolutions. 

3Ir.  Jarvis,  ofMaiiii',  subniilled  the  follovviog  resolution: 

Resoiced,  That,  in  the  opinion  of  this  house,  the  subject  of 
the  abofition  of  slavery  in  tlie  District  of  Columbia  ought  not  to 
be  entertained  by  congiess. 

And  he  it  further  resolved.  That  in  case  any  petition,  praying 
the  abolition  of  slavery  in  tlie  District  of  Columbia  be  liereafter 
presented,  it  is  the  deliberate  opinion  ot  the  house,  that  the 
same  ought  to  be  laid  upon  the  table  without  being  referred  or 
printed. 

Mr.  Jarvis  said  the  resolution  w’as  precisely  in  the  terms  of 
that  which  had  been  suggested  by  the  gentleman  frouj  Georgia, 
(Mr.  Owens),  on  a formei  day.  Iti  now  otfeiing  it,  he  was  ac- 
tuated not  by  common  couiTi:sy  alone,  bni  by  strong  and  hearty 
apfirobation  ol'tbe  course  vvhicb  it  recommended. 

Mr.  J.  Q.  Adams  rose  to  .suggest  the  expediency  of  postpon- 
ing the  consideration  of  tlie  .subject  to  another  day,  with  a view 
to  enable  tlie  inembeis  now  to  offer  resolutions. 

A motion  to  lay  the  lesolutuiii  on  the  table  being  negatived, 
123  to  66 — and  ameiidmeiits  being  oflered — 

Mr.  G'/uscoc/c  snhiniucd  the  following  as  an  amendment  to 
tlie  amendment; 

Resolved,  That  any  attempt  to  agitate  the  question  of  slavery 
in  this  liouse  is  calculated  to  disturb  the  compromises  of  the 
constitniion,  to  endanger  the  union,  and,  if  jieisisted  in,  to  de 
stroy,  by  a rervile  war,  the  jieace  and  prosperity  of  the  country. 

Mr.  Glascock  wi.-lied,  he  said,  to  offer  liis  amendment  as  a 
snbstitiiie  for  that  moved  by  the  genileuian  from  Virginia,  Mr. 
Wise. 

After  some  conversation  as  to  a point  of  order  between  the 
chair  and  Mr.  Glascock, 

Mr.  G.  wished,  he  said,  to  see  how  far  gentlemen  would  go 
on  this  subject.  The  tesolntion  of  the  geiiilenian  met  his  ap- 
probation as  far  as  they  went,  but  they  were  not  adequate  to 
ilic  oeeasioii.  'J’iie  time  had  arrived  for  ascertaining  the  sense 
of  eongres.s  on  this  question;  and  if  the  house  would  not  de- 
clare Unit  they  had  no  power  over  the  subject  of  slavery  in  the 
District,  he  wisiied  to  see  how  far  they  would  go.  He  looked 
upon  the  agitation  o!  this  question  ascalculated  to  destroy  the 
union.  Simjily  'to  lay  the  petitions  on  the  table  would  not 
satisly  the  south;  Imt  the  resolution  he  had  ofieied  would,  he 
tlioiiglii  have  a tendency  to  quiet  tlie  apprehensions  of  the 
south,  and  at  the  .-ame  time  meet  the  approbation  of  genlle- 
meii  froiii  ihe  north.  He  hoped  his  proposition  would  meet 
the  vi.  ws  of  the  gentleman  fioni  Virginia.  He  was  free  to  ad- 
mit, that  he  did  not  impugn  the  motives  of  those  who  differed 
from  him  on  the  subject  of  slavery  in  the  District  of  Columbia. 

He  knew  that  the  most  celebrated  jurist.s  in  tlie  country  dif- 
feicd  ill  o|pii!ioii  uimn  that  question, and  that  even  at  the  south 
ctrufliciiug  opiiiious  in  rcgaitJ  lost  were  entertained.  He  had 
no  disposition,  ibereftrre,  to  (rensnre  those  at  the  north  who  might 
hold  that  congress  hail  power  over  tiie  suliject,  and,  he  would 
on  that  account  give  them  tlie  more  ciedii  for  going  with  the 
south  against  all  iuiei  fereiice  with  it.  The  object  of  the  reso- 
lution was  to  soothe  the  exasperated  feeling  of  the  south  and  of 
the  house  itself.  The  declaration  that  congress  would  not  inter- 
fere wHli  this  subject,  would  come  to  the  south  with  healing  in 
it:- whigs.  It  will  have  a tendency  to  secure  lire  south  in  the 
most  inijiortant  right.-,  besides  those  of  lib;  and  property.  The 
slaves  themselves  would  becr.me  satisfied  tiiat  no  agitation 
would  be  kejii  up,  and  the  people  of  the  south  would  again  rest 
it)  security  from  all  apprelieiu-iou.  H<;  hoped  (hat  the  geiitle- 
nieu'from  the  soutli  wmild  unite  on  some  course  which  would 
satisfy  tlfe  south  and  meet  the  views  of  the  north.  If  tliiswas 
done,  it  would  be  wliat  we  liad  a right  to  ask,  and  all  which  we 
had  a right  to  expect.  . 

Sir.  Halsey'  made  some  remarks  in  favor  of  a direct  vote  on 
the 'cnnsiitntional  qiieslion.  aud  asked  Ins  colleague  to  move 
his  amendment  as  an  adihrioiial  resolniiun. 

Mr.  Wise  e.xplained  that  lie  had  offered  in  accept  the  amend- 
ment of  the  genifamau  from  Georgia,  in  addition  to  bis  own. 

Mr.  Gfascoc.’.-,  after  some  exfiiaiiaiiotis  with  the  chair,  from 
which  it  appeared  that  Mr.  G.  had  nn.^apjifeliemh  d the  chair  in 
rccard  to  the'manner  in  which  his  amendment  would  be  of- 
fered, submitted  it  as  an  additional  resokitiori  to  tJre  proposiliora 
o(  the  gemleiiiait  from  Virginia. 

hlr. /Ta/sei/ hoped,  be  said,  that  the  house  would  now  he 
permitted  to  di-cuss  the  merits  oCihe  jmijHisiiinus  submitted  by 
liis  coHeamie  and  by  the  "eiitleiiiau  frem  Viigiiiia.  He  was 
[irneeediug  to  sjieak  on  the  siibjec';  wheti 

Mr.  Camhrcleng  s.ncgc  sted  that  the  hour  for  the  consideration 
of  resolutions  liad  e-xjiired,  and  asked  the  genllernan  to  give 
way. 

Mr.  Halsey  assented;  and, 

On  nintiun  of  Mr.  Cumbrelcng,  the  house  proceeded  to  the 
orders  of  the  day. 

And  various  matters  were  considered  in  committee  of  the 
whole,  and  certain  hills  were  reported  to  the  house. 

Thnraiay,  .Jan- 1 . Mr.  J,  O.  Adams  rose,  he  said,  to  make 
an  inquiry  of  the  chairman  of  the  committee  on  foreign  rela- 
tions, oti  tlie  sul)|e.ei  of  the  relations  between  this  government 
ami  tbnt  of  Mexico.  He  adverted  to  some  statements  on  the 
subject,  which  appeared  in  the  National  Intelligencer  of  this 
moniiusr,  and  which,  at,  his  request,  were  read  by  Itic  clerk. 
iVr.  s.inl  the  ijne^tiou  which  he  wished  to  ask  of  the  cliair- 
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man  of  Ihe  committee  on  foreign  relations  tva^,  vvliellier  the 
coimniliee  had  received  any  coniiiuinieation  from  the  stale  de- 
parlinenl  on  the  subject  of  the  relations,  political  or  commer- 
cial, lieiwiam  tlie  Until'd  Slates  and  Mexico.  If  they  hail  not, 
lie  concluded  that  they  might  receive  such  inlormaiion  to-day 
or  on  Mond.iy,  lor  a motion  would  probably  be  made  to  i^djourn 
over  till  Monday. 

Mr.  iUoson,  of  Virginia,  (chairman  of  the  committee  on  fo- 
reign relations;,  said,  in  reply,  that  liie  committee  on  foreign 
afi’airs  had  received  no  communication  from  tlie  stale  deiiaii- 
menl  on  the  subject  of  the  relations  of  the  United  Slates  willi 
Mexico,  whether  commercial  or  political;  and  that  they  had  no 
information  on  that,  subject  other  than  that  contained  in  the 
message  of  the  president  of  the  United  Stales,  delivered  at  tlie 
commencement  of  this  scs.^ion. 

Having  seen  a statement  in  a newspaper  of  yesterday’s  dale, 
founded  on  a commercial  letter,  that  the  arbitrary  men.'iire 
alluded  to  by  the  gentleman  from  Massachusetts,  had  been 
adopted  by  the  Mexican  government,  he  (Mr.  Mason),  had  call- 
ed at  the  slate  department,  and  was  inlormed  that  no  intel- 
ligence bad  been  received  on  that  subject.  He,  (Mr.  Mason) 
had  no  doubt  that,  if  the  rumor  proved  to  be  true,  informa- 
lion  would  be  promptly  communicated  to  congress. 

Mr.  v9dams  said  he  would  give  notice  that,  unless  to-day  or 
on  Monday  information  on  the  subject  should  be  received  by 
the  house,  he  would  submit  a proposition  m regard  to  it. 

A great  many  petitions  were  presented— beginning  where  the 
house  left  off  on  a former  day. 

Mr.  Vinton  moved  to  reconsider  the  vole  by  which  the  fol- 
lowing resolution  otfored,  on  leave,  by  Mr.  Jones,  of  Michigan, 
was  agreed  to. 

Jlcsoiued,  That  the  committee  on  public  lands  be  instructed 
to  inquire  into  the  expediency  of  granting  and  extending  the 
right  of  pre-emption  to  the  miners  or  diggers  of  Ihe  mining  com- 
pany, situated  in  the  territory  of  Michigan. 

Mr.  Vinton  spoke  in  support  of  the  motion,  and  stated  that 
the  government  had  been  defrauded  under  the  pre-emption  acts 
out  of  a million  of  dollars.  He  wished  these  people  di.siincily 
to  understand  that  the  proceeding  will  not  be  countenanced  by 
the  government,  and  he  therefore  opposed  the  resolution  even 
in  the  form  of  an  inquiry. 

Mr.  Jones,  of  Michigan,  briefly  replied  to  the  gentleman  from 
Ohio. 

Mr.  JJiplei/ said  the  experience  which  the  government  had 
liad  of  the  operation  of  the  pre-emption  acts  ought  to  saiisly  the 
house  that  the  system  ought  not  to  be  carried  any  further.  In 
one  case,  to  which  lie  referred,  in  Louisiana;  ten  millions  of 
dollars  worth  of  public  lands  were  covered  by  pre-emption 
rights— not  of  actual  settlers,  hut  by  fraudulent  settlements  made 
by  capitalists  from  New  York  and  New  Orleans.  He  had  him- 
self drawn  up  a resolution  proposing  an  inquiry  on  this  subject, 
with  a view  to  detect  and  punish  such  frauds. 

Mr.  IVilliams,  of  North  Carolina,  said  the  facts  disclosed 
went  certainly  to  prove  that  congress  tiught  to  be  exceedingly 
guarded  in  relation  to  acts  of  this  kinil.  Even  if  no  fraud  nor 
abuse  had  been  practised  in  relation  to  them,  still  he  thought 
the  resolution  of  the  genileinari  from  Michigan  ought  not  to 
pass,  because  it  introduced  a new  kind  of  pre-emption  not 
heretofore  recognised  by  the  governmimt.  It  liad  been  hereto- 
fore granted  only  to  actual  settlers  who  cultivated  their  lands, 
but  this  proposition  went  to  give  the  right  to  individuals  who 
lived  by  digging  lead.  The  principle,  he  thought,  was  wrong, 
and  he  was  opposed  to  the  inquiry,  because  it  encouraged  an 
expectation  in  the  patties  concerned,  which  would  never  be 
realized. 

After  Messrs.  Ashley,  Lane,  Johnson,  of  Lou.  and  Reynolds 
had  spoken,  Mr.  Johnson  offered  the  following  resolution. 

Resolved,  That  the  committee  on  the  itublic  lamls  be  in- 
structed to  inquire  into  the  expediency  of  modifying  the  dif- 
ferent acts  of  congress  granting  pre-emption  rights  to  settlers  on 
the  public  lands,  so  as  to  protect  the  rights  of  the  settlers,  and 
prevent  fraud  against  the  United  States. 

Which,  after  debate,  was  agreed  to. 

Mr.  White,  of  Florida,  moved  to  suspend  the  rules  in  order 
to  proceed  to  the  orders  of  the  day.  It  was  his  purpose,  he  ex- 
plained, to  call  up  the  bill  making  appro[ii iaiions  for  repressing 
the  hostilities  of  the  Semimde  Indians  in  Florida.  He  said, 
very  distressing  news  had  been  received  this  morning  in  regaid 
to  the  progress  of  the  Indians.  They  were  now  on  their  way 
to  the  seal  of  governm'iint  of  Florida.  The  president  was  anxi- 
ous to  lake  immediate  steps  for  checking  them,  and,  in  order  to 
do  so,  it  would  be  necessary  to  call  upon  the  governor  of  Geor- 
gia for  a militia  force. 

The  motion  was  agreed  to,  and  the  bill  appropriating  $80.0001 
for  the  repression  of  the  hostilities  of  the  Seminole  Indians 
was  read  a third  time,  passed,  and  sent  to  the  senate  for  con- 
currence. 

On  motion  of  Mr.  Connor,  though  opposed  by  Mr.  Whittlesey 
(who  demanded  th(!  yeas  and  nays,  which  were  refused)  the 
house  adjourned  to  Monday. 

— ©«*♦— - 

APPOINTMENTS  BY  THE  PRESIDENT, 

By  and  with  the  advice  and  consent  of  the  senate, 

John  Spencer  to  be  receiver  of  public  moneys  for  the  district 
nf  l.tnds  subject  to  sale  at  Fort  Wayne,  Indiana,  from  the  30lh 
D''ceinber,  183.^.  when  his  present  commission  will  expire. 

John  Henry  Owen,  to  be  receiver  of  the  [lublie  moneys  for 
the  district  of  lands  subject  to  sale  at  St.  Stephens,  Alabama, 


from  tin*  21siof  January  next,  when  his  present  commission 
will  expire. 

J. lines  Evans,  to  be  register  of  the  land  office  for  the  district 
oi  lands  subject  to  sale  at  Galena,  in  the  state  ol  Illinois. 

Isaac  Puiilson,  to  be  register  of  the  land  ottice  for  the  district 
of  lands  subjtcl  to  sale  til  Batesvtlle,  in  the  territory  of  Ar- 
kansas, cite 'J 'own send  Dickinson  resigned. 

Samuel  M.  Rntherfoid  to  he  register  of  the  land  oflici!  for  the 
district  of  lands  .'iubject  to  sale  at  Little  Rock,  in  the  lerriloiy 
of  Arkan.«as,  vice  Bernaid  Smith,  deceased. 

John  J.  Coleman,  to  be  regieier  of  the  land  office  for  the  dis- 
trict of  lands  snhjecl  to  sale  at  Huntsville,  in  the  slate  of  Ala- 
bama,  uite  Benjamin  S.  Pope,  resigned. 

James  McGoflin,  to  he  register  of  the  land  office  for  the  dis- 
trict of  lands  subject  to  sale  at  St.  Sieplien’s  in  Ihe  slate  of 
Alabama,  i;ice  Johti  R.  Hazard. 

Robert  J.  Hackiey,  to  be  register  of  tlie  land  office  for  the  dis- 
trict of  lands  subject  to  sale  at  'i'iillahassec,  in  the  territory  of 
Florida,  vice  George  W.  ard,  deceased. 

Jolui  James  I’ay  lor,  to  be  register  of  the  land  office  for  the 
district  of  lands  subject  to  sale  at  Opelousas,  in  the  stale  of 
Lonisituia  vice  Valentine  King,  deceased. 

Anthony  VV.  Robb,  to  he  receiver  of  public  moneys  for  tli« 
district  ol  lands  subject  to  sale  at  Washington,  in  tlie  stale  of 
Mississijipi,  vice  Francis  Lewis,  resigned. 

Raljili  Guild,  to  be  receiver  of  public  moneys  for  tlie  district 
of  lands  subject  to  sale  at  Jackson,  in  tlie  state  of  Missouri, 
vice  John  H.iy.s,  resigned. 

Aaron  W.  Lyon,  to  be  receiver  of  public  moneys  for  tlie  dis- 
trict of  lands  subject  to  sale  at  Batesville,  in  tlie  territory  of 
Arkansas,  vice  Caleb  S.  Manly,  resigned. 

David  Thompson,  to  be  receiver  of  public  moneys  for  tlie 
district  of  lands  subject  to  sale  at  Helena,  in  llie  territory  of 
Arkansas,  vice  Liltlebiiry  Hawkins,  removed. 

John  L.  Daniel,  to  be  receiver  ol  public  moneys  for  the  dis- 
trict of  lands  subject  to  sale  at  0|ielous.ns,  in  the  state  of 
Louisiana,  vice  Benjamin  R.  Rogers,  removed. 

Levi  W.  Law'ler,  to  be  receiver  of  public  moneys  for  Ihe  dis- 
trict of  lands  subject  lo  sale  at  Miiidisville,  in  tlie  state  of 
Alabama,  vice  Joel  Lawler,  resigned. 

Stephen  R.  Rowan,  to  be  receiver  of  public  moneys  for  the 
district  of  lands  subject  to  s;ile  at  Sliavvncetown,  in  liie  stale  of 
Illinois,  vice  Jolin  Caldwell,  deceased. 

■ @ — 

COLUMBIA,  SOU'l’H  CAROLINA. 

Report  of  the  joint  committee  of  federal  relations  on  so  much 
of  the  governor’s  message  as  relates  lo  Ihe  institution  ol  do- 
rnesiie  slavery,  and  the  inceniliary  proceedings  of  the  aboli- 
lioiiists  in  the  non-sla vehohliiig  states. 

Mr.  Hamilton  of  the  senate,  from  the  committee  of  federal 
relations,  submitted  the  following  report: 

The  joint  committee  of  federal  relalion.s,  to  whom  w’as  re- 
ferred so  mneh  of  his  excellency,  the  governor’s  message,  as 
relates  lotlie  instiiiilion  of  domestic  slavery,  and  the  incendiary 
proceedings  of  the  abolitionists  in  the  iion-slaveliolding  stales, 
beg  leave  lo  ri’port: 

That  they  have  given  lo  this  subject  the  deep  and  anxious 
consideration  which  both  from  its  inlrinsic  importance,  and 
from  Ihe  profound  and  patriotic  reflections  of  the  executive,  it 
so  obviously  demamls. 

They  desire  lo  respond  in  terms  of  the  most  emphatic  con- 
currence amf  ap|)robaiion  to  the  view,  wliich  his  excellency  is 
pleased  to  present  of  the  mild  and  pairiarchal  character  of  the 
insliuilion  of  domestic  slavery  in  the  southern  stales,  its  in- 
fluence on  national  character  and  civil  liberty,  and  the  nature 
of  those  obligations,  resulting  from  our  consliiuiional  compact, 
and  tlie  (irinciples  of iniernaiional  law,  upon  Wliich  our  tenure 
to  this  species  ol  properly  so  inviolably  rests. 

The  present  condition  of  tlie  slave  question  in  liie  slates  of 
tliis  confederacy,  presents  one  of  tlie  most  extraordinary  spec- 
tacles wliich,  your  commiiK-e  w ill  veiiliire  to  assert,  has  ever 
challenged  the  notice  of  tin;  civilized  world.  We  see  sovereign 
smies  united  by  a common  league,  in  about  oiie-liall  ol  wtiicli 
states  tlie  ill^tittllioIl  nf  slavery  not  only  exists,  tint  its  legal  ex- 
istence is  solemnly  recognised  anil  giiaranieed  by  tlieir  compact 
of  I’nion.  Yet  in  tlie  face  of  tliis  compact,  and  liie  clear  and 
distinct  admission,  that  tlie  iinn-slavcliohiing  slates  have  not 
tile  sliglilesl  riglit,  either  eonstiintinrially  or  ollierwise,  in  in- 
terfere W'ilh  tliis  insliinijnii.  lire  most  iiiceiidiary  associations 
are  tolerated  or  permitted  to  exist  williin  llieir  limits.  Hie  ob- 
ject mid  ends  of  whicli  not  only  sitike  at  Hie  prosperity  and 
happiness  of  elevim  slates  in  Hie  confederacy,  but  at  llicir  very 
social  existence. 

raiiiful  as  it  may  be,  it  is  iiiipossibie  to  disguise  tlie  fact,  tlint 
this  is  a eondiiion  of  tilings  vvliieli  cannot,  in  tlie  long  run,  he 
pcrmiited  to  exist.  Every  wi.<e  instinct  of  self-presetvalion  for- 
liids  it.  Let  it  lit!  admitted,  that  the  tliree  millions  of  free  while 
inhaliilanis  in  the  shivcholding  states  are  amply  competent  to 
hold  in  secure  and  t'aeilie  siihjeeiioii  Hie  two  millions  of  slaves, 
which,  by  the  inscrtii aide  dispensations  of  Providence,  have 
been  placed  under  our  dominion.  Let  it  lie  ndniilted,  Hiat,  liy 
reason  of  an  effieieiit  police  mid  judicious  internal  legislaiioii, 
we  mav  tender  abortive  the  designs  of  the  fanatic  and  incendia- 
ry w ithin  our  own  limits,  and  that  the  torrents  of  pamphlets 
and  tracts  wliii  ri  Hie  aholiiion  presses  of  the  north  are  poniirig 
forth  with  an  inexli.nisldile  eopimisness,  is  arrested  the  mo- 
ment it  reaches  onr  rronlier.  Are  w'l-  lo  wail  until  our  enemies 
liavc  built  up,  by  the  gros.sost  misieprcseiitations  and  false- 
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liofKl^i,  a body  uf  public  o|)inioii  against  ns,  which  it  would  be 
nliuosi  impossible  to  resist  without  separating  ourselves  from 
the  social  system  ofihe  rc'.sl  of  the  civilized  worldf  Or  are  we 
to  sit  down  content,  because  from  our  own  vigilance  and  cou- 
rage the  torch  of  the  incendiary  and  the  dagger  of  the  midnight 
assassin  may  never  be  applied?  I'hisis  impossible.  No  people 
can  live  in  a state  of  perpetual  excilenieiit  and  apprehension, 
although  real  danger  may  be  long  deferred.  Such  a condition 
of  the  public  mind  is  destructive  of  all  social  happiness,  and 
conseiiuenily  ninsi  prove  essentially  injurious  to  the  prosperity 
of  a community  that  has  the  weakness  to  suffer  under  per- 
petual panic.  This  would  be  true,  if  the  causes  of  this  excile- 
irieiit  proceeded  from  the  external  hostility  of  a foreign  nation. 
But  how  infinitely  interesting  and  momentous  the  considera- 
tion becomes,  when  they  flow  from  the  acts  and  doings  of  citi- 
zens of  states,  with  whom  we  are  not  only  in  amity,  but  to 
whom  we  are  bound  by  the  strongest  bonds  of  a common  union, 
which  was  framed  to  promote  the  happiness,  peace,  security 
and  protection  of  all. 

We  have,  therefore,  a claim  on  the  governments  of  the  non- 
slaveholding states,  not  only  moral  and  social,  but  of  indispen- 
sable  constitutional  obligation,  that  this  nuisance  shall  he  abated. 
They  not  only  owe  it  to  us,  but  they  owe  it  to  themselves,  to 
that  union  at  whose  shrine  they  have  so  often  offered  up  the 
highest  pledges,  by  which  man  c.tii  plight  his  temporal  faith. 

Your  commiliee  would  be  inclined  fo  recommend  to  this  le- 
gislature to  make  an  explicit  demand  on  the  tion-slaveholdiiig 
states,  for  the  passage  of  penal  laws  by  their  legislatures,  pro- 
viding for  the  punishment  of  the  incendiaries  within  their  li- 
mits, who  are  engaged  in  an  atrocious  conspirticy  against  our 
right  of  properly  ami  life.  But  a cordial  confidence,  a fraternal 
feeling,  and  the  comity  which  belongs  to  onr  social  and  political 
relations,  forbid  us  for  one  moment  to  doubt,  that  every  effort 
will  be  made  by  the  states  to  whom  this  appeal  is  referable, 
to  meet,  not  only  our  just  expectations  oti  this  subject,  hut 
every  emergency  which  belongs  to  this  crisis  of  public  peril. 
Indeed,  when  we  remember  the  strong  demonstrations  of  public 
opinion,  which  were  presented  at  various  gratifying  public 
meetings,  which  were  held  during  the  last  summer  throngh- 
out  the  non-slaveholding  states,  denouncing  as  anti-social  and 
unconstitutional  the  proceedinss  of  the  fanatics  and  incen- 
diarie.s;  when  we  remmnber,  too,  that  the  avowal,  universal- 
ly made  by  the  public  press  in  those  sta-tes,  that  vast  and 
overwhelming  majority  of  their  people  viewed  such  proceed- 
ings with  horror  and  detestation,  we  cannot  but  believe  that 
every  rational  expectation  which  the  slaveholding  states  can 
cherish  on  this  vital  question,  will  be  cheerfully  met  and  re- 
sponded to  by  those  on  whom  we  have  such  inviolable  claitns. 

We  concur  entirely  in  the  view  which  our  own  executive 
takes  of  the  groutids  on  which  our  right  to  demand  the  enact- 
ment of  such  conservative  legislation  rests. 

Apart  from  all  those  obligations,  resulting  from  the  constitu- 
tional compacts  which  unites  these  stales,  and  which  make 
it  the  imperative  duty  of  one  member  of  this  confederacy  not 
to  allow  its  citizens  to  plot  against  the  peace,  propenty  and 
happiness  of  another  member,  there  is  no  principle  of  inter- 
national law  better  established  than  that  even  among  foieign 
nation.s;  such  atrocious  abuses  are  not  to  be  tolerated,  except 
at  the  peril  of  that  high  and  ultimate  penalty  by  which  a brave, 
and  free  people  vindicate  their  rights. 

Your  committee  are  aware,  that  it  has  been  said,  that  no  le- 
gislation can  be  adapted  to  arrest  the  proceedings  of  the  aboli- 
tionists by  the  non-slaveholding  states,  without  violating  the 
great  principle  of  the  liberty  of  the  press.  We  consider  that  this 
objection  rests  on  no  just  foundation.  There  is  certainly  some 
difference  between  the  freedom  of  discussion,  and  the  liberty 
to  deluge  a friendly  and  coiertninous  state  with  seditious  and 
incendiary  tracts,  pamphlets  and  pictorial  representations,  cal- 
culated to  excite  a portion  of  its  popolalion  to  revolt,  rapine  arid 
bloodshed.  We  would  fain  believe,  that  the  northern  liberty  of 
the  press,  would  never  be  construed  inU)  a liberty  to  lay  the 
south  in  ashes.  Under  a law  honestly  passed  to  meet  this 
crime  against  society,  and  treason  against  the  union,  the  whole 
circumstances  of  the  case,  and  the  quo  animo  of  the  offender 
might  be  loft  to  a jury  to  determine  like  any  other  criminal 
issue,  and  if  we  are  to  believe  in  the  condition  of  public  opi- 
nion, as  recently  exhibited  in  most  of  the  non-slaveholding 
elates,  we  are  far  from  thinking  that  such  legislation  would  be  a 
mere  dead  letter. 

South  Carolina  will  not  anticipate  the  crisis,  which  must  be 
presented  by  a refusal  on  the  part  of  the  non-slaveholding 
states,  to  accord  to  us  the  protection  of  such  legislation,  or 
such  other  means,  as  they  may  select  for  the  suppression  of 
the  evils  of  which  we  complain,  for  she  will  not  doubt  the 
goud  faith  and  amity  of  her  sister  slates.  She  desires  to  live  in 
peace  and  harmony  in  this  union.  In  the  assertion  of  her 
rights  and  in  perferring  her  claims  to  be  secure  in  the  enjoy- 
ment of  her  property,  under  the  compact,  she  desires  to  act  in 
entire  concert  with  tho.se  stales,  whose  interest.s  are  identical 
with  her  own.  She  is,  however,  prepared  to  do  her  duty  to 
h‘*r?elf  and  pi>sterity,  under  all  and  every  possible  conjuncture 
of  circumstances. 

In  conclusion,  your  committee,  desirous  of  making  a matter 
of  record,  both  of  our  rights,  and  the  assertion  of  the  just  ex- 
pectaliori  that  they  will  be  respected  by  those,  who  are  united 
with  us  in  the  bonds  of  a common  union,  beg  leave  to  offer  the 
following  resolutions,  for  the  adoption  of  both  branches  of  the 
legislature. 


1.  Resolved,  That  the  formation  of  the  abolition  societies, 
and  the  acts  and  doings  of  ceriaiii  fanatics,  calling  Ihemselvea 
aboiitionists,  in  the  non-slaveholding  states  of  this  confederacy, 
are  in  direct  violation  uf  the  obligations  of  the  compact  of 
union,  dissocial  and  incendiary  in  the  extreme. 

2.  Resolved,  That  no  state,  having  a just  regard  for  her  own 
peace  and  security,  can  acquiesce  in  a state  of  things  by  which 
such  conspiracies  are  engendered  within  the  limits  of  a friendly 
state,  united  to  her  by  the  bonds  of  a common  league  of  politi- 
cal association,  without  either  surrendering  or  compromitting 
her  most  essential  rights. 

3.  Resolved,  That  the  legislature  of  South  Carolina,  having 
every  confidence,  in  the  justice  and  friendship  of  the  iton-slave- 
holdiiig  st.tte.-j,  announces  to  her  co-states  her  confident  expec- 
tation, and  she  earnestly  requests  that  the  governments  of  those 
stales  will  promptly  and  effectually  suppress  all  those  associa- 
tions withing  their  respective  limits,  pnr[)orting  to  be  abolition 
societies,  and  that  they  will  make  it  highly  penal  to  print,  pub- 
lish and  (distribute  newspapers,  pamphlets,  tracts  and  pictorial 
representations,  calculated  and  having  an  obvious  lendency  to 
excite  the  slaves  ol'  the  southern  stales  to  insurrection  and  re- 
volt. 

4.  Resolved,  That,  regarding  the  domestic  slavery  of  the 
southern  states  as  a subject  exclusively  within  the  control  of 
each  of  the  said  states,  we  shall  consider  every  interference,  by 
any  other  stale  or  the  general  government,  as  a direct  and  un- 
lawful interference,  to  be  resisted  at  once,  and  under  every 
possible  circumstance. 

5.  Resolved,  In  order  that  a salutary  negative  may  be  put  on 
the  mischievous  and  unfounded  assumption  of  some  of  theabo 
litionisis,  the  noii-slaveholding  stales  ate  requested  to  disclaim 
by  legislative  declaralioii,  all  right,  either  on  the  pan  of  them- 
selves, or  the  government  of  the  United  States,  to  interfere  in 
any  manner  with  domestic  slavery,  either  in  the  stales  or  in  the 
territories  where  it  exists. 

6.  Resolved,  Thait  we  should  consider  the  abolition  of  slavery 
in  the  District  of  Columbia  as  a violation  of  the  rights  of  the 
citizens  of  that  District,  derived  from  the  implied  conditions  on 
which  that  territory  was  ceded  to  the  general  government,  and 
as  an  tisurpation  to  be  at  once  resisted  as  nothing  more  than 
the  commencement  of  a scheme  of  much  more  extensive  and 
flagrant  injustice. 

7.  J7esoffied,  That  the  legislature  of  South  Carolina  regards 
with  decided  approbation,  the  measures  of  security  adopted  by 
the  post  offiim  department  of  the  United  States  in  relation  to  tho 
transmission  of  incendiary  tracts.  But  if  this  highly  essentially 
and  protective  (lolicy  be  counteracted  by  congress,  and  the 
United  Slates  mail  becomes  a vehicle  for  the  transmission  of 
the  mischievous  documents,  with  which  it  was  recently  freight- 
ed, we,  in  this  eontiM!>ency,  expect  that  the  chief  magistrate  of 
our  state  will  forthwith  call  the  legislature  together,  that  timely 
measures  may  be  taken  to  prevent  its  traversing  our  territory. 

8.  Resolved,  'J'hat  the  governor  be  requested  to  transmit  a 
copy  of  this  report  and  resolutions  to  the  executives  of  the  seve 
ra!  states,  that  they  may  be  laid  before  their  respective  legisla- 
tures. 

LEGISLATURE  OF  PENNSYLVANIA. 

House  of  representatives. 

AN  ACT  relative  TO  LIMITED  PARTNERSHIPS. 

Read  Dec.  5,  1835,  and  made  the  order  for  Friday,  Dec.  11. 

Section  1.  Be  it  enacted  by  the  senate  and  house  of  repre- 
sentatives of  the  commonwealih  of  Pennsylvania  in  general  as- 
sembly met,  and  it  is  hereby  enacted  by  the  authority  of  the 
same,  That  limited  partnerships  for  the  transaction  of  any 
mercantile,  inech.anical  or  manufacturing  business  within  this 
slate,  may  be  formed  by  two  or  more  persons  upon  the  terms, 
with  the  rights  and  powers,  and  subject  to  the  conditions  and 
liabilities  herein  prescribed.  But  the  provisions  of  this  act 
shall  not  be  construed  to  authorise  any  such  partnerships  for 
the  purpose  of  banking  or  making  insurance. 

Section  2.  Such  pannerships  may  consist  of  one  or  more  per- 
sons who  shall  be  called  general  partiiers,  and  who  shall  be 
jointly  and  severally  responsible  as  general  partners  now  are 
by  law,  and  of  one  or  more  persons  who  shall  contribute  in  ac- 
tual cash  payments,  a specific  sum  as  capital  to  the  common 
stock,  who  shall  be  called  special  partners,  and  who  shall  not 
be  liable  for  the  debts  of  the  partnership  beyond  the  fund  so 
contributed  by  him  or  them  to  the  capital. 

Section  3.  The  general  partners  only  shall  be  authorised  to 
transact  business  atid  sign  for  the  partnership  and  to  bind  the 
same. 

Section  4.  The  persons  desirous  of  forming  such  partnership 
shall  make  and  severally  sign  a certificate  which  sh.all  contain, 

I.  The  name  or  firm  under  which  such  partnership  is  to  be 
conducted. 

II.  The  general  nature  of  the  business  intended  to  be  trans- 
acted. 

III.  The  names  of  all  the  general  and  special  partners  inter- 
ested therein,  distingui.shin!»  which  are  general  and  which 
are  special  partners,  and  their  respective  places  of  resi- 
dence. 

IV.  The  amount  of  capital  which  each  special  partner  shall 
have  contributed  to  the  common  stock. 

V.  The  period  at  which  the  partnership  is  to  commence,  and 
the  period  at  which  it  will  terminate. 

Section  5.  The  certificate  shall  be  acknowledged  by  the  se- 
veral persons  signing  the  same  in  the  manner  and  before  the 
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same  persons  that  deeds  are  now  acknowledged,  and  such  aC' 
knowledgment  shall  be  cerlifi(;d  in  the  same  manner  as  the  ac-  i 
knowled^menl  ol  deeds  is  now  certified. 

Section  6.  'J'he  certificate  so  acknowledged  and  certified, 
shall  be  recorded  and  filed  in  tlic  office  of  the  lecoider  of  deeds 
of  the  proper  county,  in  which  the  principal  place  of  business 
of  the  partnership  shall  he  situated,  and  shall  also  be  recorded 
by  him  at  large  in  a book  to  be  kept  lor  that  pnritose  open  to 
public  inspection.  If  the  partnership  shall  have  places  of  busi- 
ness situated  in  different  counties,  a transcript  of  the  certifi- 
cate and  of  the  acknowledgment  thereof  duly  certified  by  the 
recorder,  in  whose  office  it  shall  be  filed,  and  under  his  official 
seal  shall  be  filed  and  recorded  in  like  manner  in  the  office  of 
the  recorder  of  every  such  couniy. 

Section  7.  At  the  time  of  filing  the  original  certificate  with 
the  evidence  of  the  acknowledgment  thereof,  as  before  direct- 
ed, an  affidavit  of  one  or  more  of  the  general  partners,  shall 
also  be  filed  in  the,  same  office,  staling  the  sums  specified  in  the 
certificate  to  have  been  conliiliuted  by  each  of  the  special 
partners  to  the  common  slock  and  to  have  been  actually  and  in 
good  faith  paid  in  cash. 

Section  8.  No  such  partnership  shall  he  deemed  to  have 
been  formed  until  a certificate  shall  have  been  made,  acknow- 
ledged, and  filed,  and  recorded,  nor  until  an  affidavit  shall 
have  been  filed  as  above  directed,  and  if  any  false  statement  be 
made  in  such  certificate  or  affidavit,  all  the  persons  interested 
in  such  partnership  shall  he  liable  for  all  the  engagements 
thereof  as  general  paitiiers. 

Section  9.  The  partners  shall  publish  the  terms  of  the  part- 
nership when  registered  for  at  least  six  weeks,  immediately  af- 
ter such  registry,  in  two  newspapers  to  be  designated  by  the  re- 
corder of  deeds  of  the  couniy  in  wliich  such  registry  shall  be 
made,  and  to  be  published  in  ihe  senate  distiici  in  wliich  their 
business  shall  be  carried  on,  and  if  sncli  publication  be  not 
made  the  partnership  shall  he  deemed  general. 

Section  10.  Affidavits  of  the  publication  of  such  notice  by 
the  printers  of  the  newspapers  in  which  the  same  shall  be  pub- 
lished, may  be  filed  with  Ihe  recorder  directing  the  same,  and 
shall  be  evidence  of  the  facts  therein  contained. 

Section  11.  Every  renewal  or  continuance  of  such  pariner- 
ship  beyond  the  lime  originally  fixed  for  its  duration,  shall  be 
certified,  acknowledged  and  recorded,  and  an  affidavit  of  a ge- 
neral partner  be  made  and  filed,  and  notice  be  given  in  tiie 
manner  herein  required  for  its  original  formation,  and  every 
Buch  partnership  which  shall  he  otherwise  renewed  or  conti- 
nued, shall  he  deemed  a general  partnership. 

Section  12.  Every  alleraliori  which  shall  be  made  in  the 
names  of  the  partners,  in  the  nature  of  the  business  or  in  the 
capital  or  shares  thereof,  or  in  any  other  matler  specified  in  the 
original  certificate,  shall  be  deemed  a dissolution  of  the  part- 
nership, and  every  such  partnership  which  shall  iu  any  man- 
ner be  carried  on  after  such  alteration  shall  have  been  made, 
shall  be  deemed  a general  partnership,  unless-  renewed  as  a 
special  partnership  according  to  the  provisions  of  the  last  sec- 
tion. 

Section  13.  Tlie  business  of  the  partnership  shall  be  conduct- 
ed under  a firm  in  which  Ihe  names- of  the  general  paitners 
only  shall  be  inserted,  without  Ihe  addiiion  of  the  word  coin|ia- 
ny,  or  any  other  general  term,  and  if  Ihe  name  of  any  special 
p inner  shall  be  used  in  such  firm  with  his  privily,  he  shall  be 
dei'med  a general  iiaitner. 

Section  14  Suits  in  relation  to  ihe  business  of  the  parlner- 
ship  may  lie  brought  and  conducted  by  and  against  llie  general 
partners  ill  the  same  manner  as  if  there  were  no  special  paii- 
ners. 

Section  15.  No  part  of  llio  sum  which  any  special  partner 
shall  have  conirilmted  to  the  capital  stock  shall  be  liable  for 
any  debts  previnu.«Iy  coniracled  by  the  general  partners,  nor 
sball'any  part  of  such  sum  be  withdrawn  by  him,  or  paid  or 
transferred  to  him  in  the  sliape  of  dividends,  pmfiis  or  other- 
wise at  any  time  during  tlie  contintinnce  of  the  [lartiiership. 
Hut  any  partner  may  annually  receive  lawful  iuiere.^t  on  the 
Burn  so  contributed  bv  him,  if  the  payment  of  such  interest 
shall  not  reduce  the  original  nmouiil  of  such  capital,  and  if,  af- 
ter the  paymeul  of  such  interest  any  profits  shall  remain  to  he 
divided,  he  may  also  receive  his  portion  of  such  profiis. 

Section  16.  If  it  shall  appear  Ihatliy  the  payment  of  iiilerpst 
or  profits  to  any  special  partner  the  original  capilal  has  heeii 
reduced,  the  partner  receiving  the  same  shall-he  homiil  to  re- 
store the  amount  necessary  to  make  good  his  share  of  cajiital 
wUh  interest. 

Section  17.  A special  partner  may  from  time  to  time  exa- 
mine into  Ihe  state  and  progress  of  the  (larlnership  r'oneeras, 
and  may  advise  ns  to  their  management,  but  lie  shall  iioi.  trans- 
act any  hnsiness  on  acconni  of  the  |iartiier-hip.  nor  he  employ- 
•>d  for  that  purpose  as  agent,  aitorney  nr  niherwise.  If  he 
■Bhall  in-terfere  contrary  to  these  provisions  he  shall  be  deemed 
a general  partner. 

iSection  18.  The  general  parlncrs  shall  be  liable  to  account  to 
nacli  other  and  to  the  special  partners  for  management  of  tlicir 
foncrin,  as  other  partners  now  are  by  law. 

Section  19.  Every  p.vriner  who  shall  he  gniliy  of  any  fraud 
in  the  affairs  of  the  partnership  shall  be  liable  civilly  to  Hie  par- 
ty injured  to  ilie  extent  of  bis  damage,  and  shall  also  be  liable 
to  an  indictment  for  a misdemeanor  punishable  by  fine  or  im- 
prisonment, or  both,  at  the  discretion  of  the  court  by  wliich  he 
shall  be  tried. 


Section  20.  Every  sale,  assignment  or  transfer  of  any  of  the 
property,  or  etfccis  of  such  pariiiers.liip,  made  by  such  partner- 
ship when  insolvent,  or  in  conieniplaiion  of  insolvency,  or  af 
ter,  or  in  contemplation  of  the  insolvency  of  any  partner  with 
the  intent  of  giving  a preference  to  any  i rediior  of'siich  part- 
nership, or  insolvent  partner  over  other  creditors  of  sucli  part- 
iKrrsliip,  and  every  judgment,  confessed  lii  n,  created  or  securi- 
ty given  by  such  partnership,  under  like  circumstances,  and 
with  like  intent  shall  be  void  as  against  the  creditors  of  the 
pailnersliip. 

Section  21.  Every  such  sale,  assignment  or  transfer  of  any  of 
the  property  or  effects  of  the  general  or  special  partner  made 
by  such  general  or  special  parlm-r  when  insolvent  of  in  con- 
tenifilation  of  insolvency,  or  after,  or  in  conteinplalion  of  the 
insolvency  of  the  partnership,  with  the  intent  of  giving  to  any 
creditor  of  his  own,  or  of  tlie  partnership,  a preference  over 
creditors  of  the  partnership,  and  every  judgment  confessed, 
lien  created,  or  security  giVen,  hy  any  such  partner  under  Hie 
like  circumstances,  and  witli  the  like  intent,  shall  be  void  aa 
against  the  creditors  of  the  partnership. 

Section  22.  Every  special  partner  who  shall  violate  any  pro- 
vision of  the  two  last  preceding  sections,  or  who  sliall  concur  in, 
or  assent  to  any  such  violation  by  Hie  partuersliip,  or  by  any 
individual  partner,  shall  be  liable  as  a general  partner. 

Section  23.  In  case  of  the  insolvency  or  bankruptcy  of  the 
partnership,  no  special  partner  shall  niUier  any  circumstances 
lie  allowed  to  claim  as  a creditor  nniil  the  claims  of  all  the 
other  creditors  of  the  partnership  shall  lie  satisfied. 

Section  24.  No  dissniniion  of  such  pat!nershi[)  by  the  acts  of 
the  parties  shall  take  place  previous  to  the  lime  specified  in  the 
cerliiicate  of  its  formal  inn,  nr  iu  the  certificate  of  its  renewal 
nnlil  a notice  of  such  dissolution  shall  have  heen  filed  and  re- 
corded in  the  recorder’s  office,  in  which  the  original  certificate 
was  recorded  and  piihlfslied  once  in  each  week  for  four  weeks, 
in  a newspaper  printed  in  each  of  the  counties  where  the  part- 
nership may  have  places  of  business. 

— ..ve©  © 

DOCUMENTS  ACCOMPANYING  THE  .MESSAGE  OF  THE 
1-KES!I)EN3’  OF  THE  U.  S.  TO  CONGRESS. 

Refiort  from  i.hc  comniissioner  of  Indian  njjdirs. 

War  department,  office  Indian  affairs,  Nov.  24,  1835. 

Sir:  In  compliance  with  your  order  of  4lh  September  last,  I 
have  had  the  honor  to  present  an  estimate  of  the  amount  re- 
quired by  the  commissioner  of  Indian  affairs  for  the  ensuing 
year;- also  the  e.-limaled  amount  of  current  expenses  of  the  In- 
dian department  for  Hie  same  period,  exclusive  of  ihe  expenses 
of  emigr.iiioii;  ami  also  an  estimate  of  the  sums  required  for 
the  [laymeiil  of  annnilies  due  to  individual  Indians,  and  Indian 
tubes,  and  for  the  tulfilmcnt  of  treaty  siipulations  for  the  com- 
ing year.  Tliose  estimates  were  referred  to  in  the  several 
papers  then  snbmiUed,  and  marked  A,  B and  O. 

Such  other  Statements  as  might  seem  to  comport  with  the 
spirit  of  your  requi.siiion,  are  lieiewiih  added,  for  the  purpose 
of  com  mimical  ing  specific  details  of  our  Indian  concerns,  under 
Ihi;  sniicriuiendence  of  Hie  depaitment. 

In  Hie  p.ipcr  marked  D will  he  limnd  the  amount  drawn  from 
the  treasury,  ami  remitted  for  di.shurscment,  under  Hie  difTcreiU 
heads  of  approprialioii  for  the  first  three  quariers  of  the  pre- 
sent year;  also  the  amount  of  the  accminis  reiuiered  for  lh« 
corresponding  period,  under  their  respective  heads  together 
with  the  hahmees  remaining  to  he  accounted  (or,  according  to 
Hie  hooks  of  this  olii(?e.  'I’lie  remiiiances  for  disbursement 
form  a sum  tmal,  as  ilicre  appears,  of  .‘<^1 .075,693  66:  accounts 
have  heeii  rendered  for  the  amount  of  ,‘*1)817,238  35,  and  the  sum 
of  t|'558,455  31  is  siil!  f)ut,  lei-'amiiig  to  he  accounted  for  in  or- 
dinary course,  (l  lies  in  lire  hands  of  officers  having  the  charge 
of  paying  Indian  anmiiiies,  or  ele.lhed  with  other  specific  pecu- 
niary trusts.  It  not  mifreqiieriHy  happens,  that  unavoidable 
causes  prevent  regular  ami  tiim  ly  transmission  or  receplion  of 
documents  required  hy  Hm  regulations  of  the  deparlmeiit,  for 
the  rendering  of  acconuis  wiilioni  culpahiliiy  altaching  to  the 
agent  in  I he  smallest  degree.  Among  such  causes  are,  extreme 
dislance.  dishiirscmeiits  not  compleii  d,  mischance  of  convey- 
ance, and  eihcr  incidental  circumstances,  precluding  complaint 
and  .'’.(imilio  g aimlogy. 

All  maP.ipal  informaiinu  in  relation  to  the  Indian  schools  par- 
ticipjiling  ill  the  henefit  of  Hie  annual  appropriation  of  ^10,000 
for  the  eiMlizatiou  of  the  Imlian.s,  is  enmmuuicaled  in  the 
paper  rmirkefi  F,.  together  with  the  particular  disposition  of  the 
cdiicatioo  fnioN.  <i  t a(iari  for  tliat  ohjeci,  iu  treaties  with  the 
Imliaii  irihes.  With  a wish  to  bring  this  iiiteresliiig  subject 
more  under  gem  i .il  notice,  tijere  is  incorporated  iu  this  state- 
ment, whatever  has  rouii;  to  the  knowledge  of  the  department, 
(mm  .'societies  :iml  insiitutions,  eo-operating  in  the  same  bene- 
fieeol  purpose.  The  cause  of  humanity  finds  an  advocate  in 
every  h-elitig  hosom,aml  the  seiiiimeiit  is  as  universal  as  grate- 
ful, that  mUicatiou  and  civilization  march  hand  in  hand  in  the 
progress  of  improvement,  civil  and  religious.  The  number  of 
Indian  childreu  taught  at  the  schools,  ineinded  in  lliis  report, 
eaimot  he  given  with  accuracy,  inasmuch  as  retains  have  not 
yi't  ItKMi  received  from  all  the  teachers.  It  is  supposed  to  be 
ahniit  seventeen  lulmired. 

T’licre  are,  besides,  one  Imndred  anil  sixty-three  Indian 
scholars  at  the  Choctaw  academy  in  Keniiicky,  the  education 
expeii.'-’cs  of  wliom  are  defrayed  from  funds  [irovided  for  this 
s(>pcial  ohjeet,  under  treaty  with  several  of  the  tribes.  This 
academy  lias  heretofore  rteadily  increased  in  reputation,  in  pro- 
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poriiuii  10  its  extensive  usefulness;  ami  is  now  progressing  suc- 
ces.'lnlly,  in  tlie  adoption  of  nieclimiical  t-dneauun,  superadded 
to  me  common  eleinenlary  branclies  oi  tniiion. 

in  a loimer  report  this  topic  uas  advened  to,  and  argiimeiUs 
th.ii  sponianeousiy  presenttd  themselves,  were  liien  inliodnced 
ill  supnori  of  the  views  iliere  taken,  in  n l.niion  to  the  snhject 
ol  lodian  inslruction  in  the  nieoiiumcal  arts  as  a material  jiart 
of  the  system  of  ediiciiiion.  Tiiese  in  fact,  inn.-t  liecome,  if 
ii'il  the  first,  the  principal  step  in  the  ladder  that  leads  Itoni  the 
.•ilmriginal  to  the  civilized  state.  However  aunciiilural  may  lie 
the  prevailing  disposinon  or  pursuit  of  any  mi.xed  coimmniiiy, 
nothing  is  more  clear  than  the  position,  that  all  cannot  lie  aiiri- 
cuuui  ISIS.  Diversity  of  inclination,  piiysical  adaptation,  ami  es- 
pecially the  positive  requirements  in  society  for  the  prodiiciioiis 
Ol  lueehanieal  skill  and  labor,  set  at  naiighl  so  illUbive  an 
opinion.  Employments  iniisi  be  found  in  a wholesome  eondi- 
lion  Ol  society,  suited  to  diliereiit  tastes  and  capacities.  Bill 
lilness  for  employment  pre-supposes  inslruction  and  acqiiaiiii- 
ance  with  the  sevetal  branches  in  which  it  is  e.xercised,  by  us 
denominated  trades.  Apprentieeship  only  can  produce  able 
workmen;  and  it  is  believed  that  the  mechanic  ans  can  he  the 
Jiiore  readily  giafied  on  the  Indian  stock,  through  the  means 
■ol  mechanical  insiruciioii  as  a part  of  the  system  of  education 
patronized  by  the  goveinmtiit. 

Tiiese  suggeslioiis  are  offered  under  a firm  persuasion  of  the 
capability  ot  the  Indian  to  take  his  station  through  the  ame- 
liorating process  of  letters  and  the  arts,  hy  the  side  of  the  civi- 
lized man.  And  surely  all  will  admit  that  there  is  a well-found- 
ed claim  on  onr  sympathies  in  hehalfof  the  Indian  race,  when 
it  is  considered  that  onr  territories  were  once  the  hunting 
grounds  of  their  forefathers,  and  that  our  cities  occupy  the  for- 
mer sites  ot  their  wigwams  and  villages.  Humble  iustruinenis 
in  the  hands  of  Providence,  let  us  lend  our  aid  to  the  red  man’s 
helplessness,  and  assist  him  to  ascend  where  civilizaiion 
spreads  its  wide  expanse,  creative  of  new  impulse.®,  and  afford- 
ing a more  genial  home  to  his  affections,  a richer  harvest  for  his 
exertions,  and  a brighter  atmosphere  for  his  intellectual  vision. 

Suitable  measures  liave  been  adopted  for  the  execution  of  the 
treaty  concluded  at  (Jhieago  with  the  united  nation  of  Chip- 
pewa, Ottawa,  and  Potlawatamie  inriiaiis,  and  a considerable 
portion  of  them  are  now  mi  the  way  to  their  destiiieri  home  in 
tile  west.  'I’he  residue  may  be  ex[iecied  to  follow  speedily,  so 
that  the  entire  number  may  [imbably  he  congregated  in  their 
new  domains  in  the  course  of  tlie  eii'Hing  season.  Rleanwhile 
the  coiiiinissioner  appointed  to  iiive.stigace  some,  of  the  indivi- 
dual claims  under  the  treaty,  lias  presented  liis  report,  which 
has  given  general  sali-factioii,  and  they  have  been  paid,  witli 
tile  e.\eeplioii  ol  those  disallowed  bv  liim,  and  of  which,  by  bis 
sppoiiitment,  he  was  coiisiitiited  sole  arbiter. 

Al.ijoj- J.  Bi ooks  has  succeeded  in  eoncliidiiig  a treaty  with 
the  Caddo  Iiidmns,  by  which  they  cede  llieir  land  in  Louisiana 
to  the  Hiiited  State.®,  and  agree  to  tem()ve  at  their  own  e.xpeiisc 
beyond  our  territorial  limiti,  never  to  reinm.  This  aliernative 
may  possibly  save  the  small  remains  of  (lie  tribe  from  total  ex- 
linetioii,  a fate  that  seemed  to  be  impeiiriing  on  a continued  resi- 
dence in  iheii  present  location,  surrounded  by  a population  that 
eperates  on  the  cliildren  of  the  forest  like  miasma  on  constiUi- 
lions  unused  to  its  baleful  influence.  The  treaty  and  journal 
of  proceedings  are  herewilii  communicated.  - 

A treaty  has  also  been  concluded  by  governor  Stokes  and 
general  Arbiickle  with  tlie  C.imanclies  and  Hiiclietas,  two  of 
the  three  nations  of  Indi.uis  of  ilu*  great  western  prairie,  it  is 
confidentfy  expected  that  the  Kinway.®,  the  third  nation,  will 
also  become  parties  to  the  treaty;  and  Ihere  are  good  grounds 
tor  believing  that  it  will  have  a sahiiary  lendeney  in  rcfiressitig 
a long-indulged  spirit  for  depredation,  and  in  preserving  peace 
auiring  all  the  Indian  tribes  west  of  the  Mississippi.  The  treaty 
and  journal  of  proceedings  are  herewith  transmitted. 

Major  Francis  W.  Ariiisimng  was  associatritf  in  the  commis- 
sion with  the  above  named  gentlemen.  He  had  left  home  to 
attend  the  council,  but  was  .suddenly  arrested  by  di-»<>ase,  which 
ended  ia  death,  before  he  could  reach  his  dcstinatinn.  By  tliis 
unhappy  event,  the  government  lost  a meritorious  and  efficient 
officer,  and  the  Choctaws  were  deprived  of  a faithful,  able  and 
devoted  agent.  It  affords  me  a melancholy  opportunity  of 
Slating  a matter  highly  creditahle  to  the  deceased,  in  which  the 
good  done  will  live  after  him,  and  consecrate  his  memory.  In 
one  of  his  communications  to  ihe  deparlmeni , he  informed  that 
the  Choctaws  had  then  reeemly  condemned  to  death,  and  ac- 
tually executed,  two  of  their  trihe,  op  a charge  of  wilclicraft. 
Bucli,  it  seems,  had  been  the  practice  aiming  ibem  in  preceding 
limes,  showing  the  unhallowed  inflin  nee  of  the  superstition, 
and  its  corrcomiiaiit  horrors.  I mmediati'l v on  being  apjirized 
of  the  shocking  transaction,  he  convened  li'ie  chiefs  in  council, 
ami  prevailed  upon  them  to  ahoii>h  the  custom,  under  penalty 
of  deaili,  for  being  insiriimenlal  tbereafier  in  .*:ur,h  execulinn, 
and  of  the  lasji  on  whoever  slioold  prefer  a charge  of  witch- 
craft against  any  of  their  tribe.  T'o  liis  decision  and  fitmnesi 
may  be  ascribed  the  termination  of  a superstitious  custom,  that 
triumphs  in  the  weakness  of  human  nature,  gives  a sort  of 
legalized  sanction  to  the  most  barliaroiis  acts,  and  calls  for  the 
immolation  of  innocent  victims,  as  an  ackno-.vlcd'uiicnt  of  its 
p iramount  authority.  ~ 

There  has  been  no  intermission  of  exertion  to  induce  the 
reiimva!  of  the  Chernkees  to  the  west  of  the  M Lssissippi,  in 
cnnrnrnniy  with  the  policy  adopted  bv  llie  govermneni  in  favor 
Ol  the  Indians,  and  to  which  they  form  almost  the  sole  excep- 
itoii.  Jhere  can  be  little  doubt  that  bad  advisement  and  the 


intolerant  control  of  chiefs  adverse  to  the  measure,  hove  con- 
dticed  to  the  disim  linaiion  of  a large  portion  of  tlie  nation  to 
finigratfr,  and  avail  themselves  of  the  obvious  benefit  in  the 
coniempl.iied  cbaiige.  Ai. oilier  portion  has  viewed  the  iiioa- 
sute  in  a more  lavoiable  liglu,  and  enlisted  in  its  advocacy  with 
much  waniiih.  fciuch  a dlver^ity  of  sentiment  coiihi  not  fail  to 
create  collisions  and  animosii\;  and  llie  effect  has  been,  so  far, 
a prevention  oi  (lie  reqiii'iie  niianimiiy  to  bring  the  question  to 
a lavorable  issue.  Iniiiis  slate  of  Hungs,  a provisionai  treaty 
has  been  made  with  John  Ridge,  and  other  influential  members 
of  the  nalioM,  favoratde  to  Hie  cause  of  removal,  and  by  them 
.•submitted  to  their  brelhrui,  in  May  last.  No  accounts  of  their 
final  (k='ci>iou  iiave  yet  hern  received.  The  provisions  of  the 
treaty  are  so  liheral,and  the  disadvantages  of  continuing  among 
the  while  population  that  has  ititrenched  ilsell  on  their  borders, 
and  even  interspersed  itself  among  them,  are  so  glaring,  that  its 
cordial  and  speedy  adojuion  might  reasonably  be  anticipated. 
Ail  pro|)er  ell'orts  have  been  marie  by  the  goverirment  to 
ensure  this  result,  niuier  Hie  conviction  Htat  iis  acceptance 
would  lead  to  tbeir  irrimiuillli)',  prosperity  ami  happiness. 

Indications  of  a contumacious  and  liosiile  spirit,  on  the  part 
of  the  Seniinolfts,  excited  afiprebensioii  Hial  they  meditated  re- 
sistance to  llie  fullilirieiit  of  their  late  treaty,  and  that  their  re 
moval  could  not  he  effecied  without  compulsion.  To  intimi- 
date the  d is.-. fleeted,  ami  quell  a spirit  of  turbulence,  a military 
detachment  was  ordered  to  repair  to  their  country,  and  they 
were  expressly  assured,  that  a compliance  with  their  treaty, 
made  by  Hiem  with  much  caution  and  deliberation,  and  after 
ail  exploring  party  of  their  chiefs  had  examined  the  land  allot- 
ted for  Hieir  re.®ideiice  in  the  west,  and  passed  upon  it  their  un- 
qualified approbation,  would  be  enforced  by  the  government. 
It  is  gratifying  to  add,  that  they  have  subsequently  seen  their 
interest  ami  obligation  in  a clear  light,  and  that  limy  are  busily 
engaged  in  preparations  to  remove  during  the  spring. 

'I'lie  Creek  Indians  are  beginning  to  wake  from  their  long 
indulged  lethargy,  and  a general  spirit  of  emigration  is  mani- 
festing itself  among  them.  From  recent  comiminications, 
much  confidence  is  entertained,  that  a considerable  portion 
will  he  in  readiness  to  proceed  to  their  western  home  in  the 
course  of  a few  weeks,  and  that  they,  will  be  followed  by  the 
re.sidue  of  the  nation  within  Hie  coming  year. 

it  is  respectfully  suggested  as  a matltrof  extreme  import- 
aijce,  that  early  appropriation  should  be  made  for  the  annuity 
money  due  to  the  different  tribes,  that  the  publication  of  propo- 
sals, in  those  cases  where  goods  are  to  be  furnished,  may  be  is- 
sued ill  .sufficient  time  to  ensure  competition  in  the  most  eligi- 
ble markets,  and  that  thereby  the  most  suitable  articles  may  be 
procured  on  the  most  reasonable  terms.  In  addition  to  this 
obrious  advantage,  much  benefit  woulii  acciue  to  the  Indians, 
and  their  convenience  be  malerialiy  promoted  by  the  early 
tr.ansmission  of  their  goods  and  money,  so  that  distribution  and 
payment  might  be  made  in  the  montlis  of  June  and  July,  before 
the  commencement  of  tlicir  sickly  season,  and  avoiding  the  in- 
terference of  a later  period  with  lln-ir  liiniting  campaign. 
Complaints  have  been  repeatedly  made  by  the  different  tribes 
of  injury  sustained  by  tlieni,  tlirmigh  Hie  long  delayed  paymen 
of  their  annuities,  owing  to  protracted  appropriation. 

The  year  has  passed  without  any  marked  event  of  a general 
cliaractcr  to  cnnimunicate.  The  period  has  been  a pacific  one, 
with  little  of  violence  ,or  bloodshed  to  record,  and  the  Indian 
condition  is  decidedly  on  the  improvement,  so  far  as  relates  to 
their  previous  characteristic  traits.  The  exclusion  of  ardent 
spirits,  where  it  could  be  effecied,  has  done  much  good;  and  on 
this  exclusion,  and  Hie  suhslitiilion  of  other  pursuits  for  war 
and  the  chase,  must  depend  their  gradual  growth  and  eventual 
proficiency  in  civilization:  a consummation  earnestly  desired 
hy  every  pliilanilimpic  mind.  Ail  which  is  respectfully  submit- 

ELBERT  HERRING, 

To  the  hon,  Lewis  Cass,  secretary  of  tear > 

— •»»6  © ■ 

* TREASURY  REPORT.' 

[documents  accompanying.] 

CONCLUDED. 

'■(jr. 

Treasurg  depaHment,  September  IS,  1835. 
Sir;  This  depariment  has  commenced  the  preparation  of 
the  estimates  of  the  leeeijiis  r.nd  expenditures  of  the  govern- 
ment for  the  year  1836,  to  be  submitted  to  congress.  As  it 
has  not  been  apprized  in  any  way  whether  the  bank  of  the 
United  Stales  contemplates  paying  to  its  stockholders,  during 
the  ensuing  year,  any  portion  of  their  stock  in  its  c'apitaJ,  and 
as  Hie  United  Slates  is  so  laige  a stockholder  that  the  course 
of  the  bank  on  that  subject  may  affect  its  receipts  for  1836  to 
the  extent  of  seven  millions  of  dollars,  the  department  is 
anxiou.'i  to  be  advised  of  the  course  intended  to  be  pursued  on 
that  point  by  the  bank,  and  will  he  obliged  to  you  for  informa- 
tion at  as  early  a period  as  may  be  convenient.  I remain,  very 
respeciriilly,  your  obedient  servant, 

LEVI  WOODBURY,  secretary  o/fAe  frcasitri/, 

N.  Biddle,  esq.  president  hank  United  States. 

Ba7ik  of  the  United  States,  September  22, 1835. 
Sir:  I have  had  the  honor  of  receiving  your  letter  of  the  18th 
instant,  which  was  ihis  day  submitted  to  the  board  of  directors, 
by  whom  I am  instructed  to  inform  you  that  they  have  not  yet 
come,  to  any  decision  on  the  subject  of  it.  I have  the  honor  to 
be,  very  respectfully,  yours,  N.  BIDDLE,  jjrcstdcnL 

Hon.  Levi  Woodbury,  sect,  of  the  treasury,  Washington,  D,  G, 
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H.  No.  1. 


General  statement  of  the  condition  of  the  stale  hanks  in  1834,  1835,  and  as  near  the  Isf  of  January,. 1836,  as  ohtainahle. 


States, 

Date. 

S £ 
s ■« 

1 Number  of 
1 branches. 

Loans  and 
j discounts. 

Real  es- 
tate. 1 

1 

Due  from  i 
other  1 
hanks.  j 

Notes  of 
other  bariks 

Specie.  j 

1 

1 

^ CO 
% 1 
< 

Other  in-, 
vestments. 

Maine 

January  3,, 1835 

29 

4, .3.59,87411 

. 

97,077 

455.974 

132,701 

137,409 

■ 

Do 

Mav  30,  1835 

1 

146,83511 

3,860 

38.207 

1,443 

6,9.50 

Do 

Oct.  30.1835 

5 

742,79911 

54,520 

13,685 

27,563 

1128,196 

New  Haiiipsliire.. . 

May  4,  1835 

25 

3, 805, .38311 

86,890 

110,508 

508,854 

Do. 

Nov.  2, 1835 

1 

123,851 

1,348 

112 

22,208 

Vermont 

October,  1834 

17 

1,870,813 

10,000 

15,48.5 

35.5,079 

66,442 

50,958 

**286,116 

Massachusetts  .... 

May  3,  1834 

103 

47,200,47711 

867,761 

2,824,984 

1,952,417 

1,160,296 

Do 

May  2,  1835 

2 

1.700,66511 

66,000 

.54,779 

20,268 

ft 

Rhode  Island 

October  1834 

58 

9,608,339 

234,971 

200,725 

262.909 

261,109 

467,407 

18,440 

Do 

October  1835 

2 

85,991 

675 

5,495 

4.929 

6,233 

Connecticut 

March,  1834 

28 

3 

8.307,824 

365,000 

169,466 

702,979 

37,724 

118.640 

1,119,417 

13,652 

Do 

March.  1835 

3 

591 ,832 

7,0.55 

143,669 

14.908 

10,468 

129,991 

3.252 

New  York 

January,  1835 

84 

2 

61,968.094 

55 i, 568 

1,594,937 

12,241,905 

6,805'045 

7,169,949 

670,363 

27,813 

New  Jersey 

January  1, 1835 

] 

43,189 

28, 52^- 

8,736 

Pennsylvania 

Novemb.  1834 

41 

28..395,900 

2,106,819 

1,633.159 

2,600,044 

2,366,8.52 

3,42*1 ,920 

11,344 

Delaware 

October,  1835 

3 

3 

1,232,830 

157,731 

89;275 

251.519 

96,138 

173,183 

Maryland. 

January,  1835 

8 

6.257,842 

1,. 582,979 

364,205 

1,067,491 

504,367 

651,039 

, 

53,885 

Do.  

October,  1835 

5 

1 

2.177,981 

103,145 

57,650 

5.37 .09(r 

189,611 

233.133 

49,765 

t)ist.  of  Columbia.. 

January,  1835 

7 

3.115,.524 

366,712 

268,425 

263.731 

338,060 

474,199 

29,497 

Virginia 

Janiiaty,  1835 

5 

17 

11,277,304 

128,715 

633,093 

975,162 

458,921 

1,160,401 

North  Carolina.... 

June,  1834 

3 

7 

1 ,807,209 

20,335 

234,378 

399,453 

77,585 

78,507 

. 

403,232 

Do. 

August,  1835 

1 

1,. 55.3, 768 

24,368 

824 .222 

282.287 

197,152 

25,676 

South  Carolina. . . . 

Apr.&Oct.l835 

2 

2 

3,886,441 

473,972 

63.519 

932,816 

499jl23 

754,219 

Georgia 

October,  1834 

13 

10 

7,714,851 

1,229,662 

306,030 

614,664 

703,963 

1,781,835 

, 

267,027 

Florida 

Decern b.  1834 

2 

2.33,209 

7,959 

14  947 

8,385 

lfr.220 

14,312 

41,305 

Alabama 

Novemb.  1834 

1 

3 

7,267,211 

63,658 

723,526 

141-7.38 

778,013 

Do 

January,  1835 

1 

1 ,9.52,375 

17.964 

680,816 

241,1.54 

138,122 

Louisiana 

June&Nov.’35 

10 

31 

37,388,8.39 

40,000 

75,705 

2,850,701 

40,670 

2,824,904 

2.531,684 

Mississippi 

January,  18.35 

2 

7 

10,379.650 

16,930 

128,208 

353,2.52 

158,410 

3.59.302 

Tennessee...... .. 

Feb. & July, ’35 

2 

4 

5,599.966 

29,059 

441,267 

158.347 

258,724 

383.391 

Kentucky 

Decemb.  1834 

2 

861,511 

231,046 

15,.357 

30,822 

2,284 

, 

70,261 

Do 

Novemb.  1835 

4 

’lO 

6,812,5.55 

1,180,000 

81,905 

395, .54  2 

990,094 

870,084 

292,895 

Missouri 

July,  1835 

1 

85,707 

20;040 

322.338 

155.341 

Illinois 

Sept.  14,  1835 

'] 

3 

313,902 

4.671 

209,396 

20,150 

243,223 

Indiana 

January  1, 1835 

1 

9 

531,843 

1.715 

29,417 

78.150 

751,083 

1,708 

Ohio 

January,  1835 

15 

4,183,926 

2,500 

72,745 

739,930 

524,846 

822,221 

27,433 

Do 

May,  1835 

3 

3,471.314 

23,833 

383.666 

231,422 

399,608 

3,864 

Do 

Novemb.  1835 

4 

1 ,052.998 

11,922 

160.319 

90,296 

197,804 

Michigan 

January,  1835 

3 

* 1 

1,180,215 

22,794 

234,496 

65,630 

72,072 

42,512 

11. .537 

Do 

Novemb.  1835 

4 

• 

156,010 

37,714 

55,815 

40  347 

78,868 

502 

114 

289,446.847 

8,578,998 

7,528,081 

32,901,737 

18,138,713 

26,029,173 

2,857,698 

4,305,224 

Maryland* 

Decemb.  1828 

1 

3 

1,084,8.59 

19,581 

43,047 

65,128 

21,388 

87,918 

Total  of  table  II, 

503 

117 

290, .53 1,706 

8,598,579 

7,571,128 

32,966,865 

18,160,101 

26,117,091 

statement  B,  (f) 

1833  to  1835t 

6 

1,126,382 

1 250,265 

509 

117 

291,658, 088§ 

26,367,356^S 

Total  table  III,  do. 

October,  1835 

37 

2 

546 

119 

Total  table  IV, do. 

October,  1835 

9 

3 

No.  of  banks  in 

operation 

October,  1835 

555 

122 

Total  to  table  V,  do. 

October,  1835 

13 

Whole  number  of 

banks  chartered 

October,  1835 

568 

122 

Cstimsite  of  bstnks 

from  which  imper- 

fect returns  have 

been  received 

October,  1835 

52 

5 

22,6«1 ,092 

612,000 

590,000 

2.508,000 

1,420,000 

2,112,165 

204,121 

337,000 

Returns  as  above.. 

.... 

503 

117 

290,531,706 

8,598,579 

7,571,128 

32,966,865 

18,160,101 

26,117,091 

2 857,698 

4,305,224 

Aggregate  of  re- 

turns and  estimates 

. 

555 

122 

313,222,798 

9,210,579 

8.161,128 

35,474.865 

19,580,101 

28,229,256 

3,061,819 

4,6424224 

Note—U.  S.  banks 

January  1, 1835 

1 

25 

51,941,036 

2,979,529 

4,609,973 

1,506,200 

15, 708, .369 

Aggregate 

. . . . 

556 

147 

.365,163,834 

9,210,579 

11,140,6.57 

40,084,838 

21  086,301 

43.937.625 

13,061.819 

,642.224^ 

♦Farmers’  bank  at  Annapolis;  returns  complete,  but  not  of  recent  date. 

fStalement  B,  which  embraces  those  banks  from  which  imperfect  returns  have  been  received,  will  be  sent  in  with  the  tables 
giving  the  returns  from  each  bank  in  each  state. 

^Returns  not  complete,  and  those  of  two  banks  not  of  recent  date. 

^Loans  and  discounts  and  specie  of  509  banks  and  117  branches. 

IIAmount  of  all  debts  due,  including  notes,  bills  of  exchange,  and  all  stocks  and  funded  debts  of  every  description,  excepting 
the  balances  due  from  other  banks. 

ITCash  in  vaults. 

**Due  from  agents  in  New  York  arrd  elsewhere,  bills  of  other  banks,  and  credits  in  Boston  hanks. 
tfSpecie  in  vaults  and  credits  in  Boston  banks. 

RlMorris  Canal  and  Banking  company,  independently  of  canal  property. 
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Statement  II.  JVb.  1 — Continued^ 


Slates. 

Maine 

Do.  - 
Do. 

New  Hampshire 
Do. 

Vermont 

Massachusetts 

Do. 

Rhode  Island 
Do. 

Connecticut 

Do. 

New  York 
New  Jersey 
Pennsylvania 
Delaware 
Maryland 
Do. 


Date. 

January  3,  1835 
May  30,  1835 
October  30,  1835 
May  4,  1835 
Novemb. 

October 


May 

May 

October 

October 

March 

March 

January 

January 


2,  1835 
1834 

3,  1834 
2,  1835 

1834 

1835 

1834 

1835 
1835 

1,  1835 


November  1834 
October  1835 


January 

October 


1835 

1835 


Capital. 

2,901,000 

100,000 

498,850 

2,555,008 

100,000 

921,81-5 

29,409,450 

1,000,000 

8,041,032 

55,450 

6,851,909 

498,857 

30,481,460 

50,000 

17,737,064 

730,000 

5,465,169 

1,257,895 


Deposifes. 

576,128 

13,882 

72,973 

437,797 

3,392 

180,792 

4,910,053 

137,417 

1,278,226 

8,911 

1,167,964 

89,066 

20,088,685 

20,592 

8,965,311 

480,375 

2,398,245 

612,074 


Due  to 
other  hanks. 
103,597 

15,988 


2,082 

2,393,301 

422,947 


25,673 

16,551,841 

3,722,479 

20,473 

1,024,616 

946,652 


Circulation, 

1,358,914 

80,058 

270,348 

1,347,124 

42,846 

1,463,713 

7,650,146 

218,326 

1,251,485 

39,300 

2,407,496 

277,904 

16,199,505 

30,247 

7,569,561 

622,397 

1,248,570 

459,247 


Other 

liabilities. 

127,950^ 


8,398,005* 

33,800* 

153,891 

519 

2,000 
4,886,845 
■ l,000f 
615,510 


4,249 


District  of  Columbia 

January 

1835 

2,613,985 

1,125,618 

337,681 

692,536 

Virginia 

January 

1835 

5,840,000 

3,115,974 

149,990 

5,593,198 

North  Carolina  - 

June 

1834 

1,372,325 

421,012 

56,817 

958,934 

Do. 

August 

1835 

1,092,600 

329,113 

160,071 

1,283,0.30 

15,124 

South  Carolina  - 

April  & Oct. 

1885 

2,156,318 

1,600,956 

- 

2,288,030 

Georgia  - - - 

October 

1834 

6,783,308 

1,014,674 

499,827 

3,694,329 

25,611 

Florida  - - - 

December 

18.34 

114,320 

67,215 

6,441 

133,531 

10,000 

Alabama 

November 

1834 

4,708,948 

986,707 

187,696 

2,446,867 

186,364 

Do.  - - - 

January 

1835 

898,675 

261,219 

820,882 

1,025,546 

Louisiana 

June  & Nov. 

1835 

26,422,145 

7,106,628 

3,397,667 

5,114,082 

1,389,831 

Mississippi 

January 

1835 

5,890,162 

1,888,762 

680,987 

2,418,475 

Tennessee 

Feb.  & July 

1835 

2,745,241 

608,456 

72,660 

2,957,680 

119,165 

Kentucky  - - - 

December 

1834 

792,423 

7,828 

8,147 

87,564 

206,353 

Do.  - - 

November 

1835 

' 4,106,262 

1,190,060 

1,059,352 

2,683,590 

1,368,181 

Missouri  --- 

July 

1835 

- 

526,398 

55,727 

Illinois  - - - 

Septem.  14, 

1835 

278,739 

123,695 

5,739 

178,810 

200,000 

Indiana  - - - 

January  1, 

1835 

800,000 

127,236 

3,985 

456,065 

Ohio  - _ _ 

January 

1835 

2,371,253 

734,673 

106,611 

2,978,288 

56,147 

Do.  - 

May 

1835 

2,155,000 

1,055,136 

310,382 

856,667 

5,093 

Do.  - 

November 

1835 

553,071 

133,999 

39,360 

763,625 

Michigan  - 

January 

1835 

553,980 

630,789 

6,609 

445,862 

Do. 

November 

1835 

125,000 

55,661 

9,120 

190,814 

181,009,714 

64,553,692 

33,205,400 

79,784,710 

17,805,638 

Maryland^ 

December 

1828 

819,575 

. 253,866 

33,292 

215,237 

181,829,289 

64,807,558 

33,238,692 

79,999,947 

17,805,638 

Total  of  table  II,  state- 

ment B,§  - 

1833  to  183511 

1,421,048 

- 

- 

660,986 

183,250,3375 

_ 

_ 

80,660,9331 

Total  of  table  III,  do. 

October 

1835 

10,795,135 

194,045,472** 

Estimate  of  banks  from 

which  imperfect  re- 

turns have  been  re- 

ceived 

October 

1835 

14,421,048 

5,070,750 

2,614,814 

6,352,751 

857,143 

Returns  as  above 

- 

- 

181,829,289 

64,807,558 

33,238,692 

79,999,947 

17,805,638 

Aggregate  returns  and 

estimates 

. 

- 

196,250,337 

69,878,308 

35,853,506 

86,352,698 

18,662,781 

JVofe — U.  S.  banks 

January  1, 

1835 

35,000,000  tt  13,203,057 

3,119,172 

17,339,797 

657,964 

Aggregate 

- - - 

- 

231,250,337 

83,081,365 

38,972,678 

103,692,495 

19,320,745 

♦Cash  deposited  bearing  interest. 

fVIorris  Canal  and  Banking  company,  independently  of  canal  property. 
tFarmers’  bank  at  Annapolis;  returns  complete,  but  not  of  recent  date. 

^Statement  B,  which  embraces  those  banks  from  which  imperfect  returns  have  been  received,  will  be  sent  in  with  the  tables 
giving  the  returns  from  each  bank  in  each  state. 

IIReturns  not  complete,  and  those  of  two  banks  not  of  recent  date. 

ITCapital  and  circulation  of  509  banks  and  117  branches. 

**  Whole  amount  of  capital  ascertained  to  belong  to  546  banks  and  119  branches, 
tflneluding  redemption  of  the  public  debt  and  unclaimed  dividends. 


47,357,649  57  15,596,554  16  1,370,089  19  6,652,289  56  4,060,463  45  6,864,925  46  451,026  73  85,108  35  2,904,039  89 

Notes  United  States  bank Jan.  5 34,625,621  22  17,183,117  82  2,979,529  32  4,609,973  76  1,506,200  60  15,708,369  35  132,297  10  38,834  31  1,942,983  20 
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I. 

Circular  to  all  coUeclino  and  receiving  officers. 

Treiisurij  dejiartment,  JijnU  6,  1835. 
it  is  ijtiderstood  lh;it  lli«  mstriiclUMis  lioiii  tins  ili^piirliiient, 
lo  rt'Ci'ive  Tor  iln;  piililic  dues  only  siicli  slate  bank  notes  as  the 
deposile  banks  are  vvillini;  to  credit  at  par,  have  been  construed 
lo  autborise  tlie  receipt  of  such  iioies  of  any  demnnination. 
Ttie  under.' iL’in  d considers  it  lii«li!y  lieneficial  to  tlie  ciiirency 
of  the  country,  and  tlie  safety  of  the  banking  agents  employed 
in  keeinng  the  public  rr  veniie,  that  the  inoie  geneial  use  of 
wpeeie  f.  r the  small  and  ordinary  transactions  ofsocieiy  sliould 
be  encouraged;  and,  as  the  di.sase  of  bank  notes  of  a low  deiio- 
inimiiiun  is  believeii  to  be  the  surest  method  to  effect  that  ob- 
ject, and  as  the  ams  of  congress  do  not  exjiressly  require  tlie 
receipt  of  any  such  notes  it'  less  in  ainouiii  than  five  dollars, 
you  are  hereby  directed,  after  the  3Uth  day  of  November  next, 
not  to  receive  in  payment  of  any  public  dues  bttnlc  notes  ol  any 
denomination  less  than  five  dollars. 

You  are  also  apprized  that  it  is  in  contemplation  by  this  de- 
partment, after  the  3d  of  March,  1836,  [should  congress,  in  the 
mean  lime,  make  no  new  provision  on  the  subject],  to  exercise 
the  discretionary  powers  which,  it  is  sup()osed,  will  then  be- 
long lo  it  over  the  receipt  of  paper  money  of  any  denomination 
for  the  public  revenue,  and  to  extend  the  restriction  on  the  re- 
ceipt of  bank  notes  for  it  lo  all  of  a less  denomination  than  ten 
dollars.  For  the  greater  security  of  the  banking  instiiulions 
employed  by  the  treasury,  and  for  liio  improvement  of  the  cur- 
rency by  the  fuller  restoration  of  that  specie  circulation  for 
common  purposes,  which  seems  to  have  been  contemplated  by 
the  consliiuiioti,  it  is  intended  then  to  make  arrangements,  if 
practicable,  to  discontinue  the  use  of  any  bank  a fiscal 
agent  which  shall  thereafter  continue  to  issue  notes  of  a less  j 
denomination  than  five  dollars,  and  which  shall,  after  some  j 
Bubsequent  pCnod  to  be  then  designated,  continue  lo  issue 
notes  of  a less  denomination  than  ten  dollars. 

The  course  proposed  to  he  pursued  hereafter,  on  this  subject, 
by  the  treasury,  is  now  indicated,  with  a, view  lo  insure  suita- 
ble notice  of  the  changes  contemplated. 

LBVI  WQOCl^VfxY ^ secretary  of  Ike  treasury 

ALABAMA. 

I'he  following  are  the  recent  resolutions  of  the  Alabama 
house  of  representatives  respecting  judge  While — passed  by  a 
vote  of  48  to  36. 

Wednesday,  Dec.  9.  Mr.  Winston  introduced  the  following 
preamble  and  resolutions: 

• Whereas,  At  ilie  last  session  of  the  general  assembly,  cer- 
tain resolutions  were  adopted,  expiessing  liie  confidence  of 
that  body  in  llugli  Lawson  While  of  'I'ennessee,  and  recom- 
mending him  to  the  peoftle  of  the  United  States  as  a suitable 
candidate  for  chief  magistrate,  at  the  en.-iiiiig  election;  and 
whereas,  such  recommendation  was  made  upon  tlie  express 
condition  that  it  was  to  be  withdriivvn,  should  circiimstaiiees 
indicate  the  probability  of  the  election  of  president  devolving 
on  the  house  of  representatives: 

And  whereas,  there  is  now  a multiplicity  of  candidates  for 
the  presidency  before  the  Ametican  people,  and  distractions 
and  divisions  exist  among  those  whose  haimotiions  action  is 
highly  necessary  to  the  proper  administration  of  public  affairs, 
and  tbe  perpetuation  of  ilie  true  principles  ot  tlie  conslituiion: 
Be  it  therefore  resolved  by  the  house  of  representatives  of  th^ 
slate  of  Mabama,  Tlial  the  conliiigeiicies  contempliitcd  in  the 
resolutions  of  the  last  session  of  the  general  a>sembly,  nomina- 
ling  Hugh  Lawson  White  for  presidency,  have  happened,  and 
that  the  said  nomination  be,  and  the  same  is  hereby  rescinded 
and  revoked. 

Resolved,  That  this  house  deprecate,  as  an  evil,  that  cannot 
be  too  cautiously  avoided,  the  eh  ctioii  of  a (iresident  of  the 
United  Slates,  by  tbe  bouse  of  representatives  ol  congress,  ami 
that  it  recomoH.'iuls  to  the  peofile  to  imrsoii  soch  -eotir<e  as  will 
secure  to  them,  directly,  tbe  el(;cUo;i  of  their  own  chief  magis- 
trate. 

Resolved,  That  the  pjieaker  of  this  lionse  he  requested  to 
transmit  a copy  of  these  resolu  lions  lo  the  governors  .of  liic  re- 
speciive  state,'  in  Um  union. 

^ ©.a-.— 

TII/  AT  NFAV  YORK.  * 

The  committee  of  the  ciiizens  (H'  Fliiladelph ia  who  were  ap- 
pointed lo  proceed  to  New  York  on  tlie  oc.casion  of  the  late 
fire,  have  made  a report  of  their  pioceediiigs.  Among  other 
facts  mentioiKal  llierein,  we  liml  the  following,  which  we  co(iy 
on  aecount  of  their  general  inierest: 

That  the  granite  columns  so  comiiKmIy  iise.d  of  late,  in  the 
structure  of  our  buildings  were  found  in  ibis  instance,  :ii  least, 
to  be  a very  insecure  depeiideiice.  Most  of  lliem  appear  to 
have  been  speedily  scattered  into  fragments  by  the  action  of  the 
fire  alone,  ami  the  niter  destrueiinn  of  all  was  ensured  by  the, 
addition  of  water  to  ilieir  healed  superfices:  in  cons*  qnciice  of 
whicli  snperstruflures  depending  on  their  siippurt,  w<;re  .soon 
precipitated  lo  the  earth  and  involved  in  hopeless  rniti.  Ymir 
committee  will  lake  occasion  fiirilier  to  remark,  ftrr  the  herii'fit 
and  caution  of  our  insurance  companies,  iliat  besidi\s  the  dilii- 
cnliy  of  throwing  a large  body  of  water  on  the  lops  of  very 
elevated  buildings  by  fire  engines,  the  hazard  to  which  persons 
are  exposed  by  gelling  on  the  roofs  of  five  and  six  story  edifices 
when  on  fire,  and  the  danger  of  too  near  an  approach  to  their 
walls,  is  so  great,  that  few  men  were  found  hardy  enough  lo 


atleinpl  the  exposure;  and  your  committee  are  of  opinion,  that 
the  efeetion  ol  siieli  buildings,  especially  in  crowded  streets, 
ought  in  future  to  be  discouraged. 

'I'll at  the  pioperiy,  in  buildings  and  in  merchandise,  destroy- 
ed on  the  present  occasion  has  been  altogether  unparalleled: 
but,  lor  rea.'ons  already  .stated,  your  committee  forbear  to  ven- 
luie  ail  opinion  as  to  the  actual  amotini  of  loss.  From  the  best 
inforiiiaiioii,  they  are  induced  to  believe  that  it  is  not  less  than 
liom  15  to  18  millions  of  dollars.  Nearly  500  buildings,  occu- 
pying an  area  of  forty-five  acres  of  ground,  in  the  most  thronged 
iuid  liiismess  pmiimi  ol  New  York,  have  been  ntletly  destroy- 
ed. 'I'tiat  these  Imildiiigs  were  generally  of  recent  erection,  of 
lolly  dtmensioiis,  and  contained  an  immense  amount  of  the 
most  costly  mercliaiidise,  a comparatively  small  part  of  whicli 
was  s.nved  from  llie  flame.s;  that,  so  far  as  your  conmiitlee  were 
informed,  twelve  families  only  were  deprived  of  itieir  dwelling 
houses  by  tlie  file;  that  of  these  12,  six  oniy  were  in  circum- 
stances rendering  it  probable  they  would  ask  for  relief,  and  your 
commitlee  have  much  pleasure  in  adding,  that  notwithstand- 
ing invitations  publicly  given,  but  one  person,  among  the  suf- 
erers,  liad  actually  applied  for  assistance. 

That  many  of  the  fire  insurance  companies  in  New  York  are 
ruined,  and  in  no  event  can  be  expected  to  pay  more  than  from 
60  to  75  percent,  of  Ilie  claims  existing  against  them.  That 
many  widows  and  orphans  tempted  by  the  large  dividends 
which  these  offices  were  in  the  habit  of  declaring  every  six 
moiiUis,  had  invested  ilicir  funds  in  these  insurance  stocks,  ami 
are  consequently  involved  in  their  ruin.  Several  very  affecting 
cases  were  mentioned  to  your  cnmmiUee;  and  as  the  sufferers 
are  not  of  a class  to  whom  public  charily  can  be  extended, 
Iheir  only  consolation  must  aiise  from  a dependence  on  that 
Almighty  (lovver  “which  tempers  the  winds  to  the  shorn  lamb,’» 
and  on  the  tender  syinpatbies  of  their  humane  fellow  citizens 
and  friends. 

That  in  speaking  of  the  measures  calculated  to  administer 
aid  lo  the  sufferers  at  large,  it  is  proper  to  say  in  the  first  place, 
that  your  commitlee  are  gratified  in  bearing  testimony  to  tbe 
becoming  spirit  which  animates  our  brethren  of  New  York,  on 
this  affecting  dispensation.  They  seem  lo  have  resolved  lo 
rely  mainly  on  their  own  efforts — to  make  the  most  of  their 
situation — and  by  manly  and  combined  action,  to  weather  the 
effects  of  the  storm. 

Y^oiir  committee  have  understood  that  au  arrangement  has 
been'  made  with  the  bank  of  the  LTnited  States,  by  which  that 
institution  lias  generously  volunteered  lo  afford  toils  debtors 
and  others,  tiirough  its  branch  in  New  York,  not  merely  every 
accommodalion  in  its  power,  but  to  advance  two  millions  of 
dollars  in  addition  towards  enabling  the  insurance  companies 
promptly  lo  aid  tho.'e  who  have  demands  on  them.  Tlie  city 
iiiUhorilies  have  it  also  in  coniemplalion  lo  raise  the  additional 
Slim  of  six  millions  of  dollars,  by  the  emission  of  bonds,  or 
oilier  evidences  of  debt,  bearing  interest — and  to  dispose  of 
those  for  money. 

To  warrant  this  procedure,  it  is  intended  to  apply  to  their 
legislature  for  its  sanction;  and  as  there  can,  in  the  opinion  of 
your  committee,  be  no  doubt  whatever  of  llie  sufficiency  of  the 
security,  and  the  punctual  payment  of  the  interest,  there  can 
he  as  liiile.  doubt  that  capitalists  will  be  found  both  in  this 
country  and  in  Europe,  eager  lo  make  investments  in  the  fund 
so  to  be  created,  and  consequcnfly  to  advance  the  money 
whenever  required.  It  may  not,  perhaps,  be  amiss  to  add,  that 
besides  the  ordinary  resources  of  llie  city,  derived  from  taxa- 
tion, &c.  the  corporation  of  the  city  of  New  York  possesses 
ten!  estate  valued  at  twelve  millions  of  dollars. 

PENNSYLVANIA  UNION  CANAL. 

From  the  Philadelphia  Commerdal  List. 

The  canal  was  closed  by  the  ice  on  the  30lh  November,  and 
lias  since  remained  frnzeti  over.  I'lie  naviaaiion  opened  this 
season  on  the  20th  of  March,  from  which  [leriod  np  lo  the  1st 
iii.'t.  the  lolls  received  amoiiiil  to  ,■$131,152  25 — during  the 
whole  sea.'On  the  iiavieaiiun  yn  this  important  work  has  been 
free  from  all  obstruction.  Last  yeai  the  canal  closed  on  the 
2()lh  December. 

'Pile  various  products  of  trade  convoyed  on  the  canal  during 


!<•  year  ending  November  1st,  was 

1 18,978  tons. 

During  the  preceding  y 

car,  it  was 

84,536  do. 

Increase  this  year 

35,442  tons. 

The  progressive  increase  of  business  since  (he  canal  ba.sbeea 

1 operation,  will  at  once  be  seen  by  tlie  following  statement: 

Years, 

Tons. 

Tolls. 

1828 

18,124 

$1.5, .542  10 

1829 

20.522 

16,676  11 

1830 

4 1 ,094 

a5,133  82 

1831 

.59.970 

59,137  21 

1832 

47,645 

59.061  06 

1823 

85,876 

103,462  4.5 

84. .536 

119,870  53 

1835 

118,978 

135,254  20 

'Phe  articles  which  this 

year  liave 

increased  most  in  quanlilj', 

are  such  as  will  .cmiiiniu;  to  augment  with  the  improvement 
and  pro.spcriiy  of  ilie  eminlry. 

Flour,  t'raiii,  and  tobac  co,  have  increased  about  50  per  cent. 
Iron  coming  east  90  per  cent,  merchandise,  33  jier  cent,  bitu- 
minous coal,  100  per  cent,  anihracile  coal,  from  Swalara 
mines,  100  per  cent. 
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dispose  oF  a part  of  tlie  mailer  on  liaiid  waiting 
an  insertion,  we  intended  to  have  published  a supple- 
ment this  week — but  could  not  obtain  the  extra  aid  re- 
tpiired.  Whetlier  we  sliall  get  it  for  the  next,  is  yet  un- 
cei  tain.  It  would  seem  that  every  operative  printer  now 
in  this  city,  is  in  employment. 

The  people  of  Florida  having  I'allied  themselves, 
gatliered-u[)  their  means  of  defence,  and  obtained  con- 
siderable assistance  from  various  quarters, — and  are  now 
sup]>osed  able  to  defend  themselves  against  the  Seminoles; 
who,  it  ai>pears,  were  retiring  towards  the  interior  of 
their  nation;  and  a general  battle  was  expected,  that  will 
be  attended  with  fearful  results.  The  governor  had  made 
a requisition  on  capt.  Webb,  of  the  U.  S.  ship  Vandalia, 
lying  at  Pensacola,  for  a detachment  to  pursue  tlie  In- 
dians uj)  the  livers  and  creeks — which  was  promptlt^ 
complied  with. 

The  writer  of  an  account  of  the  state  of  things  in  Flo^ 
rida^  has  the  follow  ing  remarks.  The  hofte  expressed, 
(which  we  have  italicised),  leads  us  to  I’eflect  very  seri- 
ously on  the  condition  of  the  Indians. 

d'he  Seminoles  it  is  said  number  upwards  of  two  thousand 
warriors;  but  this  reckonin«  must  include,  I suppose,  nearly  all 
the  males  of  the  nation,  boili  of  the  negro  and  Indian  races, 
who  are  of  an  age  to  bear  arms.  Tlie  tribe,  as  I have  before 
staled,  is  divided  into  two  parties,  one  of  which  is  inclined  to 
submission.  Whether  the  Indians  of  this  parly  will  prefer  the 
cause  of  Hie  nation  to  their  own  ideas  of  exfiediency,  or 
whether  they  will  be  prevailed  upon  to  act  the  part  of  spies  and 
scouts  to  the  white  invaders,  remains  to  be  tested.  It  is  confi- 
dently hoped,  however,  that  ten  years  intercourse  with  the  whites 
has  so  far  corrupted  and  demoralized  the  Seminoles  as  to  make 
them  incapable  of  a protracted  resistance  Should  iliev  be  able 
to  screw  up  their  courage  to  the  slicking  point,  and  should  the 
prospect  of  expatriation  revive  their  tialional  spirit,  it  is  possi- 
ble that  they  might  do  us  a deal  of  mischief.  If  they  have  the 
courage  of  men,  they  will  die  with  arms  in  their  hands.  The 
wliiie  man  will  not  deny  them  the  privilege  of  sleepin<r  out 
Iheit  death  sleep,  on  the  soil  upon  which  he  cannot  endure 
their  living  preasence. 

The  malls  were  never  in  a worse  state  tlian  tliey  have 
been  for  some  time  past.  On  Tuesday  a great  luass  of 
mail  “matter”  arrived; yet  there  were  two  mails  still  due 
from  New  York,  and  beyond!  We  had  relicri  much 
upon  the  energy  ot  the  postmaster  general.  The  present 
apology  seems  to  be  a snow  storm,  tliat  happened  east- 
ward of  Baltimore,  on  Sunday  last — hnt  the  business  of 
the  post  office  has  been  badly  managed  for  a month,  or 
more. 

The  supreme  court  of  the  United  Stales  commenced 
its  annual  term  at  the  court  room  in  thecapitol,  on  Mon- 
day’, 1 1th  inst.  Present,  associate  justices  Story,  Thomp- 
son, JSrIcLean,  Baldxuin  and  Wayne  being  all  the  present 
members  of  the  com  t,  (the  offices  of  ciiicf  justice  and 
one  ol  the  associate  judges  being  vacantj. 

The  legislature  of  the  state  of  New  York  began  its 
annual  session  at  Albany  on  tlie  5lb  inst.  Lieutenant 
governor  took  ibe  ebairof  the  senate,  and  Charles 

Humphrey,  the  “regular”  candidate,  was  elected  speaker 
of  tlie  house  of  representatives,  by  108  votes  to  19. 

Gov.  JMarcy's  mes.sage  is  very  long — imt  interesting. 
We  shall,  probably,  notice  many  of  it  parts — or  give  it 
entire.  He  recommends  a resort  to  taxation,  to  relieve 
the  embarrassed  condition  of  tlie  treasury— discourages 
any  farther  works  of  internal  improvement,  unless  an 
adequate  system  of  finance  shall  be  devised — and  sets 
his  face  sternly  against  the  incorporation  of  any  new 
banks,  or  the  increase  of  the  capitals  of  the  old  ones. 

An  8th  of  January  convention,  washeld  at  Harrisburgh, 
at  which  the  late  Muhlenl>erg  party  adopted  the  elec- 
toral ticket  of  the  convention  of  the  4th  of  March,  held  at 
Voi.  XLlX-SiG.  23. 


the  same  place,  by  the  friends  of  gov.  Wolf,  pledged  to 
the  support  of  Messrs.  Van  JBuren  and  Johnson.  All 
which  is  to  be  ratified,  however,  by  their  constituents. 

The  “democratic  republican  convention,”  composed 
of  members  of  the  A^irgiiiia  legislature  and  special  dele- 
gates, assembled  on  Monday  night  at  the  capitol,  in  Rich- 
mond. Linn  Banks,  esq.  was  nominated  as  chairman, 
and  Thomas  Ritchie,  esq.  secretary’. 

J\'lurlln  Van  Buren,  of  New  York,  was  unanimously 
nominated  as  a fit  candidate  for  president  of  the  United 
States,  and  William  Smith,  of  Alabama,  as  vice  presi- 
dent. 

Upon  the  oi'iginal  vote  for  vice  president,  there  were 
8 scattering  votes — 5 for  Richard  M.  Johnson,  2 for 
■William  C.  Rives,  and  1 for  Nathaniel  MaCon;  but  the 
final  vote  was  unanimous. 

Harrisbnrgh,  Pa.  .Tan.  11.  Mr.  Lawrence's  resolu- 
tions for  the  (listrilmtion  of  the  surplus  revenue,  passed 
the  bouse  of  representatives  on  second  reading,  to-day, 
by  a vote  of  70  to  12! ! Whether  tlie  resolution  will  get 
tlu'ough  tlie  “aristocratic  branch  of  the  government,”  as 
a “democrat”  would  say,  remains  to  be  seen.  It  was 
obsiM  ved  lliat  the  seats  of  some  of  the  “faithful”  became 
vacant  about  the  time  the  vote  was  taken!! 

On  the  29th  of  December,  the  legislature  of  Illinois 
went  into  the  election  of  a senator  to  fill  the  vacancy  oc- 
casioned by  the  death  of  Elias  K.  Kane.  Tliere  were 
four  candidates,  all  friendly  to  the  administration,  and 
for  the  Baltimore  nominations.  On  the  12th  trial,  viva 
voice,  general  William  L.  D.  Ewing,  of  Vandalia,  was 
elected.  He  was  to  set  out  for  Washington  on  the  5th 
inst. 

Peter  Ritner,  esq,  of  Karthaus,  Clairfield  co.  Pa.  has 
succeeded  in  making  iron  with  mineral  coal.  This  iron 
has  been  tried,  and  pronounced  by  iron  masters  to  be 
of  an  excellent  quality. 

Under  their  own  proper  head,  we  publish  a sufficiency 
of  accounts  concerning  JMexico,  to  shew  our  present  re- 
lations with  that  ])Ower;  and  the  fate  of  sundry  persons, 
at  Tampico,  invited,  seduced,  oryorcet/ to — glory!  We 
have  lieavy  “s/7/s  of  omission"  to  answer  for.  What  had 
we  to  do  with  Te.vas,  in  the  fitting  out  of  military  enter- 
prizes  against  the  government?  We  who  re- 

cognize the  right  ol  foreign  governments,  or  people,  to 
alter  the  terms,  the  manner  and  the  form,  by  which 
their  own  laws  sliall  he  administered?  Who  acknow- 
ledge a government  de  facto,  in  all  cases,  after  reasonable 
lime  for  its  settlement  ? And,  in  tlie  same  case  as  that 
in  whicli  the  United  States  was  placed,  (as  supposed  by 
president  .Jefferson) — what  has  been  done  to  prevent  those 
thitigs  which  he  apprehended?  Texas  is  still  a province 
of  Mexico. 

Events  are  gathering,  in  that  quarter,  into  a most  nn- 
happy  and  calamitous  result. 

It  would  apjiear  to  us,  that  the  character  of  Jlaron 
Bnrr,  and  all  liis  associates  who  were  “above  the  dull 
pursuits  of  civil  life”  is  “white-washed”  and  redeemed 
by  recent  events.  This  is  an  old  fashioned  notion — and 
is  not,  perhaps,  worth  much,  “in  these  our  days.” 

Fop.etgn  NEWS.  We  stopped  the  press  on  Saturday, 
and  inserted  in  a small  number  of  the  copies  of  the  Re- 
gister, a brief  paragraph,  stating  the  arrival  of  Mr.  Bar- 
ton, at  New  York,  with  the  fact  that  admiral  JVlackan 
had  been  appointed  commander-in-chief  in  the  French 
W.  Indies,  and  was  to  be  supported  by  a fleet  consisting 
of  15  sail  of  the  line,  and  as  many  heavy  frigates,  &c.  And 
that  the  papers  contained  a more  than  usual  quantity  of 
speculations  ai»d  remarks  on  our  relations  wim  France, 
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and  of  a character  that  seemed  more  llian  usually  hostile, 
&c. 

To  such  “speculations”  we  have  not  paid  much  atten- 
tion— our  general  object  being  rather  to  notice  and  re- 
cord events.  And,  indeed,  so  much  are  we  oppressed  by 
the  latter,  that  we  cannot  relate  them  as  we  w ould  and 
ought.  We  added  that  Mr.  Barton  had  proceeded  to 
Washington — which  was  incorrect.  His  father-in-law', 
Mr.  Livingston,  went  on,  and  he  himself  arrived  there  on 
Thnrsday  morning  last. 

Since  then — 

Th<*  ship  Victoria,  captain  Merrill,  lias  arrived  at  New’  York, 
from  Liverpool,  whence  she  sailed  on  the  20lh  of  Decemher — 
brings  us  intelligence  a little  more  than  22  days  old,  from  Eng- 
land. The  news  possesses  considerable  interest.  Our  extracts 
are  copied  chiefly  from  the  Courier  & Enquirer,  and  Mercantile 
Advertiser,  of  Tue.«day.  It  will  be  seen  that  the  French  mi- 
nistry have  at  length  intimated  that  if  “</ie  predilent  would  de- 
clare in  his  message,  that  he  acknowledged  and.  adhered  to  the 
explanation  given  by  Mr.  Livingston,  this  would-  satisfy  the 
French  government.^  'J'he  quotation  is  from  a French  minis- 
terial journal  of  a late  date.^ 

The  approval  of  Mr.  Livingston’s  letter  is  in  the  following 
words; 

From  the  president’s  message  of  1835. 

“When  this  latter  communication,  to  which  [ especially  in- 
vite the  attention  of  congress,  was  laid  before  me,  I entertained 
the  hope  that  the  means  of  it  was  obviously  intended  to  afford, 
of  an  honorable  and  speedy  adjustment  of  the  difficulties  be- 
tween the  two  nations,  would  have  been  accepted;  and  I there- 
fore did  not  hesitate  to  give  it  rny  sanction  and  full  approbation 
“The  French  government  having  received  all  the  explana- 
tions which  honor  and  principle  permitted,  and  which  could  in 
reason  be  asked,  it  was  hoped  would  no  longer  hesitate  to  pay 
the  instalments  now  due.” 

So  that,  these  things  being  true,  the  main  question  is 
settled!  The  president  having,  in  his  last  message,  ad- 
hered to  the  explanations  of  Mr.  Livingston.  There  are 
several  matters,  however,  in  the  present  state  of  the  par- 
ties, that  may  prevent  an  amicable  arljustment.  And, 
indeed,  the  fact  lliat  the  French  government  had  so  de- 
clared itself  is  rather  denied  in  some  of  the  Paris  papers. 

After  the  arrival  of  Mr.  Barton  was  known  at  Wash- 
ington, it  is  stated  tfrat  several  meetings  of  the  “cabinet,” 
(assisted  by  Mr.  Van  Buren  and  Mr.  Livhigston),  had 
been  held,  at  which  there  were  very  serious  discussions; 
and  it  was  jjositively  said,  on  Tuesday,  that  a war  mes- 
sage had  been  sent  in  by  the  president!  No  message 
has  yet  been  sent — the  divided  opinions  of  those  con- 
lulted,  possibly,  having  prevented  it.  And  it  is  now 
said,  will  not  be  sent  until  Monday  next — if  then.  We 
hope  that  it  will  not,  until  the  late  message  shall  have  had 
time  to  arrive  in  France,  and  for  us  to  learn  the  impres- 
sion that  it  makes  on  the  government  of  that  country.  M. 
Pageot  has  retired — for  embarkation,  at  an  early  da}’; 
ami  our  diplomatic  relations  with  France  have  ceased. 
Fi-ance  is  powerfully  recruiting  her  navy— which  is  very 
strong,  and  disposable;  having  no  great  navigation  of  her 
own  to  defend,  compared  willi  her  naval  means — unless 
in  the  JWediterranean,  in  which  she  has,  and  must  have, 
the  ascendancy.! 

'T\\e  .Tourtial  des  Debats,  of  the  29th  November,  a ]ia- 
per  semi-ministerial  at  least,  after  alluding  to  the  rumors 
of  a close  alliance  between  the  United  Slates  and  France, 
holds  this  language,  which  we  look  upon  as  confirming 
our  impressions  that  France,  in  the  preparations  she  is 
making,  is  acting  under  tlie  belief  that  offensive  mea- 
sures are  to  arise  from  the  United  States. 

* The  Philadclpliia  Inquirer  says— “Our  impression  is,  that 
the  iuielligence  received  by  this  arrival  is  rather  pacific,  for,  in 
addition  to  the  unequivocal  intim.ation  alluded  to  above,  t!»e 
Paris  Moniteur  distinctly  says:  ^ There  exists  at  this  moment  no 
legitimate  cause  of  war  between  France  and  fbe  United  States, 
and  in  no  case  shall  the  aggression  come  in  the  first  instance  from 
France.''  If,  therefore,  the  French  ministry  shall  consider  the 
message  of  last  December  in  the  light  in  which  it  has  been  so 
generally  viewed  by  our  contemporaries — that  is,  of  a pacific 
and  explanatory  character— and  if  there  shall  be  nothing  in  the 
forthcoming  special  message  calculated  to  give  new  offence  to 
France,  we  may  anticipate  an  amicable  adjustment  of  the  dif- 
ficulties between  the  two  countries.  Our  readers  can  decide 
for  themselves  as  to  the  probabilities  under  the  circumstances 
of  the  case.” 

\From  GalignanVs  Messenger.  The  Journal  du  Havre,  of 
Saturday,  has  the  following:  “An  extensive  promotion  was  to 
have  taken  place  in  the  navy  on  the  1st  Jan.  next,  bul  the  king 
has  manifested  the  desire  not  to  sign  ihe  promotions  unless  a 
war  with  United  States  should  arise,  to  give  a greater  degree  of 
interest  to  the  measure,” 


“We  have  entire  confidence  in  the  wi.-;dotn  of  the  American 
congress  and  people.  We  have  no  rea.-<on  to  believe  a war 
imminent,  and  we  think  it  proliable  tlie  (jbsiacles— perliaps  un- 
looked for— whicb  last  ye.ir  checked  general  Jackson,  will  not, 
on  tliis  second  occasion,  be  wanting  to  the  true  interests  of  the 
Ameiican  union.  Bul  we  perceive  with  plea>ure  that  the 
king’s  government,  strong  in  its  rights,  and  by  the  excellent 
position  in  which  Ihe  vole  of  the  chamheis  had  placed  it,  is 
preparing  to  sustain  with  energy  the  honor  of  France.  We 
liave  already  announced  Ihe  appointment  of  admiral  Mackau 
to  the  command  in  the  Antilles,  and  Ihe  departure  of  the  ad- 
miral for  this  station.  But  this  is  uolenoiigli;  and  other  measnies 
are  necessary  to  secure  our  commerce,  and  support  the  divi- 
sion now'  in  Ihe  Antilles,  which  alone  might  not  peihaps  be 
equal  to  (leietid  itsell  against  an  aiiatk  made  by  the  concen- 
trated naval  forces  ot  the  United  States.  Hence  the  equipping 
ol  fifteen  ships  of  the  line,  and  a proportionate  number  ot  fri- 
gates, is,  it  w e are  well  informed,  going  on  in  the  Allantie  and 
Mediterranean  ports.  'J'lie  minister  ordering  it  will  find  ready 
justification  belore  the  cha.mbers,  wlio  w’ill  not  hesitate  to  al- 
low the  expense  thus  incurred.  This  force  is  not  too  large, 
for  victory  must  not  loi  any  lengili  of  lime  be  donbitnl;  and  in 
piiUing  onr  navy  upon  a respectable  fooling,  if  there  is  a war, 
it  will  be  short.  3’his  is  requited  by  the  interests  to  which 
France  has  shown  she  can  make  great  sacrifices.  Such  are 
the  measures  with  which  she.  will  await,  without  apjirehen- 
eion,  the  proceedings  of  the  president  of  tlie  United  Stales  may 
think  proper  to  adopt.  We  repeat,  how'ever,  onr  belief  that 
these  preparations— called  for  hy  circumstances— will  not  pre- 
vent a pacific  solution  of  the  question,  which  is  as  much  lor 
tlie  interest  of  America  as  France. 

There  is  also  much  speculation  about  the  doings  of 
our  cabinet,  and  concerning  future  events. 

The  “Moniteur”  says — 

“It  is  false  that  the  communication  made  by  order  of  the 
French  government  to  that  of  the  United  Slates,  had  for  its  oK- 
ject  to  obtain  Hie  insertion  of  sueb-ami-suen  piirases  in  the 
next  message  of  the  president.  The  French  government  did 
no  mote  than  make  known  officially  the  existence  and  the 
tenor  of  the  law  of  June  17,  1835,  as  well  as  the  duties  imposed 
on  it  by  this  law,  and  the  nature  of  the  explanations  which  it 
had  a right  to  expect. 

“It  is  false  that  the  communication  made  by  order  of  Ihe 
French  government  remained  without  an  answer.  This  was 
verbal,  as  had  been  the  coimnunicalion. 

“Nevertheless,  the  recall  of  the  American  charge  d’affaires, 
coming  after  Ihe  measures  proposed  by  tlie  president  last  year 
to  congress,  hostile  to  French  property,  has  rendered  some  pre- 
cautions necessary.  It  was  the  duly  of  the  French  govern- 
ment, under  such  cireum.stanccs,  to  he  prepared,  at  all  events, 
to  protect  French  interests.  Sncli  is  the  aim  of  the  armamenis 
equipping  in  our  ports — an  aim  purely  defensive.  There  exisi.«, 
at  this  moment,  no  legitimate  cause  of  war  between  France 
and  the  United  Slates,  and  in  no  r ase  sliall  the  aggression  come 
in  the  first  ia.stance  from  France.” 

The  Journal  de  Paris  persists  in  asserting  that  the  govern- 
ment of  the  United  Slates  had  neither  directly  nor  indirectly, 
officially  nor  unofficially,  by  its  agents,  nor  by  any  intermediate, 
signified  to  the  French  government  its  intention  of  proposing 
to  congress  an  act  of  non-interconrse,  or  any  other  measure 
against  France;  it  equally  denies  that  Ihe  French  government 
has,  in  any  of  the  above  ways,  signified  to  the  United  States 
government  its  intention  to  consider  such  measures  as  a decla- 
ration of  war. 

As  a comment  on  the  foregoing,  it  may  be  added,  that  the 
Moniteur  du  Commerce,  nnoitier  and  less  ministerial  organ, 
declares  that  “an  act  of  non-intercourse,  or  any  other  decision 
of  congress,  of  a coercive  nature,  ought  to  be  considered  by  the 
government  as  a declaration  of  war.” 

London,  Dec.  16.  The  Paris  journals  of  Monday  are  chiefly 
occupied  in  discussing  the  mediation  of  England  in  the  Ameri- 
can quarrel.  If  the  president  has  used  mild  expressions  in  his 
message,  the  difference  cannot  be  difficult  to  remove.  And  it 
is  not  ihonghl  that  his  language  can  have  been  violent.  His 
sharpness  of  expression  on  the  Inst  occasion  was  evidently  cal- 
culated to  produce  its  eff.  ct.  It  may  favor  bis  popularity  at 
lioine  to  appear  spirited,  and  even  fierce:  but  nothing  is  now  to 
be  gained  Irom  France  by  a rejietition  of  menace. 

r Morning  Chronicle. 

Paris,  Dec.  16,  Bourse,  quarter  to  4 o'clock.  'I'lie  market  lias 
been  more  lively,  and  the  nriees  firm.  Some  business  has  been 
done.  The  3 per  cent,  opened  at  79f.  5e.  and  remained  between 
lli.-U  and  79f.  15c. 

3’lie  Q^uolendicnne  says— “All  the  roads  of  Brittany  are  en- 
cnmberi’d  with  sailors  on  their  way  to  our  seaprrris.  Every 
body  asks  what  will  be,  the  result  of  these  formidable  prepara- 
tions? In  onr  part  of  the  country  very  far  from  dreading  a 
mariiime  war  it  is  even  desired;  but  people  fear  tliat  we  may 
become  the  victims  of  some  mystifications  if  this  armament 
should  b*e  intended  to  support  the  cause  of  Ihe  revolutionary 
Spaniards,  or  to  second  the  interested  views  of  England.  The 
Bretons  would  see  with  regret  the  departure  of  our  squadrons; 
but,  it  it  In:  to  enable  ns  to  resume  Hie  imposing  imsition  which 
we  iii.iintained  after  the  expedition  to  the  Morea  and  the  con- 
quest of  .Algiers,  \ve  would  not  view  with  chagrin  the  expendi- 
ture of  some  millions.  It  is  onr  biiiniliaiing  attitude,  and  tlie 
little  importance  of  mir  military  marine,  tli.at  we  are  indebted 
for  the  insolence  of  the  president  of  the  United  States,  and  all 
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tlie  aliroiits  vvhicli  their  egotistical  merchants  have  made  us 
feel  on  niany  occasions  since  the  revolniion  of  July.” 

London  papers  say— We  learn  from  letters  received  that 
iiuich  as'itaiion  prevailed  at  Liverpool  in  consequence  of  an 
anlieipaiion  of  difficulties  between  France  and  the  United 
Slates,  and  lliat  it  was  difficult  to  obtain  a risk  on  American 
vessels.  _ i 

American  stocks  had  declined  three  per  cent,  since  last; 


advices. 

Ertmct  of  a letter  from  Baron  Rothschild,  dated  Paris,  No- 
vember 30.  “We  have  noihinK  new  in  politics,  except  the  de- 
parture of  Mr.  Barton,  who  takes  his  passage  in  this  packet. 
The  friendly  feelings  of  this  government  and  country  towards 
yours  remain  unchanged,  and  the  great  majority  preserve  the 
hopes  that  the  present  difficulty  wil  be  amicably  arranged.” 
From  the  Neio  York  American— In  the  Journal  des  Debats  of 
27th  November,  we  find  an  examination  of  the  official  custom 
hou.'P  retiinis  of  the  commerce  of  France  for  1834,  the  results 
of  which  are  presented  in  the  annexed  tabular  form. 

Table  of  the  imports  and  exports  of  France. 

Value  of  Value  of 

Countries  whence  imported,  audio  merchandise  merchandise 
which  exports,  are  made.  imported  in  exported  fm. 

France.  France. 

francs.  francs. 


Riissi.n 17.600,028  6,910,547 

N.irwav 10,617.146  1.. 328, 702 

Prussi.a 12,51 1, .548  7,025.988 

Hanseatic  cities 4,307,2.59  10,447,935 

Holland 7,271,.52l  18.743,508 

Belgium 54,559,586  37,661,817 


England,  including  Gibraltar,  Malta 

and  the  [onian  isles 27,09.5,066  62,431,586 

Spain  and  Canaries 21.254.1.33  33,130,884 

S.iriliiiia 82.816.282  30,335,.584 

Sicilv 11,083.548  5,839,629 

Switzerland 12,713,826  29,835.960 

Germany 21,495,133  36,079  117 

Turkey  and  the  Archipelago 10,895,098  10,591.614 

Briii.<h  India  and  S.  Wales 16,238.001  4,392,508 

United  States 76,.563,795  ' 78,136,275 

Brazil 6,212,958  13,857,103 

Annexed  to  this  table,  are  the  following  observations,  which 
we  translate,  of  the  writer  in  the  Journal  des  Debats.  ‘'What 
will  first  attract  notice  in  this  table,  are  the  columns  which  in- 
dicate the  importance  of  our  commerce  with  the  United  States. 
We  were  prompted  to  look  into  the  returns  for  1833,  to  ascer- 
tain our  then  relations,  and  we  found  that  the  importations 
thence  into  France  amounted  to  seventy-three  millions  eight 
hundred  and  eighty-five  thousand  francs — not  varying  much 
from  those  of  1834;  but  our  exportations  thither  reached  one 
hundred  and  seven  millions  nine  hundred  and  eighty-four  thou- 
sand francs.  It  is  reasonable  to  suppose  that  the  apprehensions 
of  w’ar  between  the  tvyo  countries,  have  had  their  full  influ- 
ence in  bringing  about  so  striking  a reduction  of  our  exports: 
but  even  in  the  actual  amounts  slated  in  the  above  table, 
enough  exists  to  show  to  each,  how  much  they  would  lose  by 
a bloody  controversy:  and  this  consideration  alone  will  keep 
them  at  peace.  At  least  it  is  fair  to  assume  this  ground,  until 
it  shall  be  demonstrated,  that  of  two  alternatives,  the  most  ab- 
surd one  is  that,  which  two  great  nations  must  necessarily  em- 
brace.” 


Pte.vm  navigation  of  the  Atlantic.  We  understand  that 
a steam  ves.sel  intended  to  navigate  the  Atlantic,  is  now  build- 
ing at  New  York.  She  will  be  900  tons  burthen,  and  210  feet 
ill  length.  She  will,  it  is  expected,  be  launched  in  the  month 
of  June  next.  As  soon  as  she  is  fitted  up,  she  will  make  a 
trip,  under  the  command  of  captain  Cobb,  to  New  Orleans,  for 
Ihi;  (iiirpose  of  trying  her  cafiabilities  as  to  speed  and  safety. 
Returning  to  New  York,  she  will  sail  about  the  middle  of  July, 
for  Liverpool,  and  will,  it  is  expected,  make  the  passage  in  ten 
or  twelve  days.  Should  the  experiment  succeed,  steatn  will 
cause  as  great  a revolution  in  the  navigation  of  the  Atlatitic  as 
it  has  already  caused  in  the  navigation  of  the  English  and  Irish 
seas. 


The  following  is  an  extract  of  a letter  to  a member  of 
congress,  dated 

“New;  Orleans,  Dec.  29. 

“There  is  not  a syllable  of  local  news  of  interest,  or  worth 
relating,  except  a little  just  related  to  me  by  capt.  Seileck,  of 
the  Bayou  Sara  packet  brral  Huntsville,  He  informs  me  that 
.an  insurrection  of  the  negroes  was  detected  at  Jackson,  in  East 
Feliciana,  on  Christmas  eve,  in  which  upwards  of  forty  were 
found  with  arms,  and  two  whiles,  one  an  overseer,  and  the 
other  an  abolitionist;  both,  in  fact,  were  abolitionisis  and  were 
both  hanged  on  the  Saturday  morning  following.  The  conspi- 
racy was  disclosed  by  a confidential  servant  of  a Mr.  Nicholls, 
of  Jackson,  who  told  his  master  he  wished  to  save  bis  life.  A 
great  many  of  the  most  favorite  confidential  servants  of  families 
were  detected  it)  this  infertial  plot.  Great  e.xritrment  prevails 
through  the  country.  3'he  citizens  of  St.  Francisville  and 
West  and  Ea<t  Feliciana,  are  all  in  arms,  and  patrolling  the 
country,  and  the  planters,  many  of  them  coming  into  town  for 
safety. 


NOTICES  OF  BEBATES  IN  CONGRESS. 

A letter  from  Washington  city,  says — '■'■.John  Qvincy 
Adams  made  a speech,  in  which  he  related  a fact,  in  re- 
spect to  tlie  bank  of  the  United  States,  which  has  never 
before  reached  the  public.  It  was  related  in  reply  to 
some  remarks  from  Mr.  Beardsley. 

“I  was,  said  Mr.  Adams,  one  of  the  committee  sent  by  this 
house  to  Philadelphia,  to  investigate  the  afl'airs  of  llie  bank  of 
the  United  Stales.  On  our  arrival  in  that  city,  it  was  moved 
that  the  commiilee  call  oii  the  bank  of  the  TTniied  States  for 
the  names  of  all  members  of  congress  and  public  officers  who 
had  applied  to  the  insiiiulion  for  loans,  or  who  stand  indebted 
on  its  books.  This  motion,  said  Mr.  Adams,  I resisted  with 
all  my  power,  on  the  ground  that  we  were  not  sent  to  the 
bank  to  investig.ate  the  private  affairs  of  private  genllemen 
But,  sir,  my  efforts  were  vain;  the  committee  outvoted  me,  and 
the  list  was  called  for  and  obtained.  But,  sir,  when  we  came 
to  examine  it,  it  was  found  to  be  a two  edged  sword.  It  con- 
tained the  names,  of  members  of  congress  and  of  gentlemen 
high  in  office — it  cut,  sir,  to  the  right  and  the  left,  on  both  sides 
of  the  house,  and  the  committee  thought  it  was  not  best  to 
publish  it,  as  it  related  to  tiie  private  affairs  of  private  gentle- 
men. I did  then,  sir,  urge  wilh  as  much  zeal  as  I had  em- 
ployed to  oppose  the  oiigiiial  proposition,  that  the  list  of  the 
“doomed  men”  should  he  furnished  the  house  and  the  coun- 
try; but  I was  out-voted  by  the  committee!  Well,  sir,  what 
then.'’  Why,  sir,  on  my  return  to  this  city,  and  this  house,  I 
made  a report  on  my  own  responsibility  for  the  minority  of 
the  commiilee,  and  to  it,  I did  append  that  very  list  of  mem- 
bers of  congre.ss  and  of  gentlemen  high  in  office,  who  were  in- 
debted to  the  bank  or  had  applied  for  loans;  but  that,  sir,  was  a 
two  edged  sivord,  it  cut  to  the  right  and  to  the  left,  on  both  sides 
of  the  house,  and  was  not  permitted  to  go  to  the  country,  for  it 
related  to  the  private  aftairs  of  private  gentlemen.” 

From  the  debate  in  the  senate  at  Washington,  on  the 
22(i  ultimo,  touching  the  Michigan  question.  Mr.  Tipton 
said — 

“Let  Michigan  retrace  her  steps,  and  strike  from  her  con- 
stitution all  that  part  which  claims  a portion  of  her  neighbor- 
ing states,  and  present  berself  here,  and  I will  be  amongst  the 
first  to  take  her  by  the  hand,  and  welcome  her  into  the  great 
family,  the  confederacy.  Let  her  come  in  as  a peaceable  and 
good  humored  sister;  I want  no  more  schisms  in  our  family. 
What  have  we  lately  heard  on  our  borders.^  We  have  had 
flaming  general  orders,  calling  on  the  militia  to  stand  by  their 
arms,  to  maintain  the  integiity  of  certain  bound.aries  that  con- 
gress had  fixed,  and  that  congress  alone  has  the  right  to  alter. 
It  is  true,  sir,  that  no  blood  was  shed  in  this  tumult;  but  it  is 
equally  true  that  things  there  assumed  at  one  lime  a most 
alarming  aspect. 

“I  am  confident,  said  Mr.  T.  that  if  Michigan  is  admitted 
wilh  her  constitution  in  its  present  form,  there  will  be  an  ap- 
peal to  the  courts  of  the  country,  or,  what  is  worse,  to  arms. 
This  will  produce  a stale  of  things  that  I am  sure  every  patriot 
will  avoid.” 

Mr.  Hendricks  said — 

“I  undertake  to  say  that  Michigan  is  not  a stale,  neither  de 
facto,  nor  de  jure,  and  that  she  never  can  be  a slate  wilh  her 
assumed  boundarie.s.  The  president  of  the  United  States  is 
bound  to  see  that  the  laws  of  the  ntiion  are  faithfully  adminis- 
tered, in  and  over  the  territory  of  Michigan,  until  the  people 
of  that  territory  shall  have,  tlie  permission  of  congress  to  pass 
from  a territorial  to  a slate  government  and  no  one  can  doubt 
that  he  will  faithfully  perforin  that  duty.  It  might,  perhaps,  be 
out  of  place  here,  to  say  mii.-h  alioni  the  rights,  or  prelenried 
rights,  of  Michigan  for  admission  into  the  union.  He  would, 
however,  say,  that  she  is  not  on  an  equal  footing  wilh  any  of 
the  three  states  already  formed  out  of  the  north  western  ler- 
riiory.  Their  boundaries  were  described  by  the  ordinance  of 
1787,  ami  by  it  they  were  m ule  and  called  states.  In  it,  ton, 
they  had  a guaranty  that  Ihey  should  be  admitted  into  the 
union,  wilh  a population  each  of  60,000  free  inhabitants.  None 
of  these  pre-requi.jites  exist  in  relation  to  Micliigan.  Congress 
has  never  yet  deiermiiied  to  form  any  slate  north  of  the  latitude 
of  the  southerly  extreme  of  lake  Michigan.” 

Femarks  of  Mr.  J.  Q.  Adams,  in  tlie  house  of  repre- 
sentatives, .January  6,  18.36,  on  the  bill  making;  appro- 
jirialions  for  the  suppression  of  Seminole  hostilities. 

Mr.  Adams  called  for  tlie  reading  of  the  bill,  which 
having  been  read — 

Mr.  A.  rose  and  said:  Mr.  Speaker,  I propose  to  amend  this 
bill,  by  inlrodiiving  alter  ibe  words  “to  be  expended”  the  wmrds 
“under  the  direction  of  tlie  secretary  of  war  conlormahly  to 
law.”  My  objcclion  to  llie  bill  as  it  now  stands  is,  that  it  is 
an  appropriation  rather  loo  indi  finite;  and  I make  this  motion 
now,  more  with  a view  to  anticipate  what  I presume  will  be 
an  ainc.iidment  proposed  in  another  place,  than  for  any  other 
consideration.  And  I make  it  now  the  more  readily,  because 
.at  the  close  of  the  last  session  of  congress,  in  the  case  of  a simi- 
lar appropriaiion,  not  only  the  appropriation  itself  failed,  but 
the  whole  bill  to  which  it  was  annexed  (and  an  exireirrely  im 
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porlant  one  it  was)  failed  entirely,  as  I understood,  in  conse- 
quence of  the  indetiiiite  nature  of  the  appropriation. 

Here,  sir,  is  an  appropriation  for  eighty  thousand  dollars  only 
— that  was  an  appropriation  for  three  millions;  but  the  princi- 
ple is  the  same.  Here  is  an  appropriation  for  the  suppression 
of  a war  with  the  Seminole  Indians.  Well,  sir,  under  whose 
direction  is  the  money  to  be  expended?  In  what  manner  is  it 
to  be  expended?  Is  it  to  raise  an  army?  'I’he  constitution  of 
the  United  States  says  that  congress  shall  have  exclusive  pow- 
er to  raise  an  army.  Is  it  intended  by  this  appropriation  of 
^80,000  to  give  to  the  executive  of  the  United  Slates  power  to 
raise  men — to  raise  a force?  Is  it  intended  to  confer  upon  him 
the  power  of  exercising  that  which  the  constitution  has  exclu- 
sively reserved  to  congress?  If  this  is  the  intention,  I shall  be 
most  reluctantly  compelled  to  vote  against  it.  If  it  is  not  the 
intention,  I ask  that  something  or  other  should  be  introduced 
into  the  bill  which  shall  explicitly  slate  under  whose  direction, 
and  in  what  manner,  this  money  is  to  be  disposed  of;  so  far,  at 
least,  as  that  it  shall  be  expended  according  to  law. 

When  the  appropriation  of  last  year,  to  which  I have  re- 
ferred, was  introduced  to  this  house  by  the  same  gentleman,  I 
believe,  who  proposes  this,  1 voted  for  it,  indefinite  as  the  terms 
in  which  it  was  expressed  were;  but  I did  so  under  a principle 
which  I have  always  iinderstoud  to  prevail,  and  which  I never 
considered  as  douhtliil,  tirilil  It  was  ni.ide  a question  on  that  oc- 
casion, and  that  was,  that,  make  your  ap(tropri:itioiis  ever  so 
indefinite,  grant  to  the  executive  a hundred  millions  of  money 
to  h«  expended,  you  give  him  no  power  to  expend  one  dollar 
without  the  authority  of  law,  separate  from,  and  independent 
of,  your  appropriation.  Well,  sir,  when  that  bill  went  to  the 
other  branch  of  the  legislature,  this  appropriation  for  three 
millions  of  dollars  was  not  only  negatived  and  rejected,  but, 
when  it  came  back  to  this  house,  and  the  house  had  insisted  on 
the  appropriation,  the  senate  immediately  adhered  to  their  re- 
jection; and,  as  I understcod,  (for  I do  not  know  officially  llie 
grounds  and  principles  upon  which  the  senate  rejected  the  ap- 
propriation), but  it  was  understood  to  be  upon  the  ground  that 
this  was  an  indefinite  throwing  of  three  millions  of  dollars  into 
the  lap  of  the  executive,  entirely  at  his  discretion,  and  without 
being  circumscribed  even  by  any  specified  limits.  The  imme- 
diate consequence  of  this  was,  that  the  bill  came  down  to  this 
house;  a committee  of  conference  was  demanded  and  was 
held,  and  a compromise  was  made  by  which  the  appropriation 
was  reduced,  I think,  to  ^800,000,  and  something  of  a limita- 
tion of  the  terms  in  wliicii  it  was  expressed  was  introduced: 
the  terms  were  not  quite  so  indefinite  as  in  the  original  bill. 
This  serves  to  show  that  the  real  objection  which  was  taken  in 
the  other  branch  of  the  legislature  was  to  the  iiub  finite  terms 
in  which  the  appropriation  was  made;  and  that  there  is  some 
plausibility  at  least  in  the  suggestion,  I infer  from  the  fact  of 
the  committee  having  agreed  to. make  it  more  definite  in  its 
terms,  as  well  as  to  reduce  the  amount.  Sir,  it  so  happened 
that  this  compromise  was  ton  late;  and,  in  consequence,  not 
only  the  appropriation,  but  the  whole  bill,  failed,  to  the  very 
great  injury,  in  my  humble  opinion,  of  the  interests  of  the 
country.  I believe  llte  apiiropiiaiion  itself  would  have  been  a 
most  profitable  and  useful  one  at  that  time.  I believe  that  the 
bill  was  one  of  the  most  important  that  was  introduced  during 
the  session,  and  that  the  country  is  now  sutfering  in  conse- 
quence of  its  failure. 

I ask  the  gentleman,  therefore,  to  assent  to  the  introduction 
of  something  like  these  terms:  ‘-to  be  expended  under  the  di- 
rection of  the  secretary  of  war,  conformably  to  taw.” 

Mr.  Camhrelenz  accepted  the  amendment,  the  comniiltec 
agreed  to  it,  and  the  bouse  concurred  with  liie  commillee  in 
the  adoption  of  the  bill  as  amended. 

TWENTY-FOURTH  CONGRESS— FIRST  SESSION. 

SENATE 

January  11.  Mr.  Culhhert,  of  Geo.  appeared  and  took  his 
ecat. 

Several  reports  from  the  secretary  of  the  treasury,  and  the 
secretary  of  war,  and  petitions  presented  by  many  of  the  mem- 
bers. 

Mr.  Buchanan  said  he  was  now  about  to  present  the  memo- 
rial of  the  Cain  quarterly  meeting  of  the  religious  society  ol 
Friends  in  Pennsylvania,  requesting  congress  to  abolish  slavery 
and  the  slave  traile  in  the  District  of  Columbia.  On  this  sub- 
ject he  had  expressed  his  opinions  to  the  senate  on  Thiirsdat 
last,  and  he  had  no  disposiiion  to  rtqieat  theniat  present.  He 
would  say,  however,  iliat,  on  a review  of  these  opinions,  he 
was  perfectly  satisfied  with  them.  All  he  should  now  say  was, 
that  the  memorial  which  he  was  about  to  present  was  ticifectly 
ri’spectfiil  in  its  language.  Indeed,  it  could  not  |iossibly  be 
otherwise,  considering  tlie  respectable  source  from  which  it 
emanated. 

It  would  become  his  duty  to  make  .some  motion  in  regard  to 
this  memorial.  On  Thursday  la.sl  he  had  suggested  that,  in  his 
judgment,  the  best  course  to  pursue  was  to  rcler  these  memo- 
rials to  a select  committee,  or  lo  the  commiiiee  for  the  District 
of  Columbia.  He  still  thought  so;  but  he  now  fotind  that  in- 
stirmotinlable  obstacles  presented  themselves  lo  such  a refer- 
ence. 

In  presenting  this  memorial,  and  in  exerting  himself,  so  fat 
•8  in  him  lay,  to  sectire  for  it  that  resjn'Ctful  reception  by  tiu 
senate  which  it  de.setved,  he  should  do  his  duly  to  the  memo- 


rialists. After  it  should  obtain  this  reception,  be  should  have 
a duty  to  perform  to  himself  and  to  his  country.  He  was  clear- 
ly of  opinion,  for  the  reasons  he  had  staled  on  Thursday  last, 
that  congress  ought  not,  at  this  time,  to  abolish  slavery  in  the 
District  of  Columbia,  and  that  it  was  our  duly  promptly  to  place 
this  exciting  question  at  rest.  He  should  therefore  move  that 
the  memorial  be  read,  and  that  the  prayer  of  the  inemoiialisis 
be  rejected. 

Alter  some  remarks  by  Messrs.  Preston,  King  and  Webster — 
Mr.  Calhoun  said,  lie  tlionglit  the  debate  which  commenced 
on  Thur.<day  ought  to  be  resumed  and  continued.  He  saw  no 
reason  why  this  iiieinoriat  should  take  priority  over  the  one  pre- 
sented from  Ohio;  why  we  should  break  away  froHi  that  jieli- 
tion  10  receive  this,  merely  because  llie  language  in  which  it 
was  couched  was  respeciful;  that  is,  as  respectful  as  could  be 
expected.  For,  however  teinperale  it  might  seem,  the  same 
priiici()le  was  embodied  in  it;  anil  the  iiiiieridoes  conveyed 
were  as  far  from  being  acce(itable  as  llie  barefaced  insolence  of 
llie  Ollier.  He  hoped  the  debate  would  go  on  on  the  first  peti- 
tion; that  the  question  would  be  nu  t manfully;  and  that,  at  the 
s.ime  time  we  should  not  eiicioach  upon  the  hour  w'liich  ought 
to  be  devoted  to  other  business. 

Mr.  King,  of  Alabama,  said  his  object  was  to  avoid  excile- 
ment.  The  object  of  the  petitioners  in  both  memorials  was  the 
same.  It  inieuds  the  abolition  oi'  slavery  and  of  the  traffic  in 
slaves  in  the  District  of  Columbia.  He  bad  no  w ish  to  shrink 
from  the  question:  on  the  cnairary,  he  was  desirous  of  giving  a 
direct  vote.  Let  llte  motion  of  the  senator  from  Pennsylvania 
prevail,  and  cert.iiiily  the  object  of  the  gentleman  from  Sotilh 
Carolina  would  be  attained. 

Mr.  Cfaj/ said,  that  he  had  not  risen  to  lake  a part  in  the 
principal  question.  He  did  not  think,  liowever,  that  these  pe- 
titioners ought  to  have  any  monopoly  of  the  time  and  atteniion 
of  the  senate.  He  could  not  consent  to  it.  He  had  a motion 
himself  which  he  wished  to  firesent,  and  to  which  he  attached 
much  importance.  He  should,  therefore,  move  that  this  whole 
inalter  be  laid  on  the  table,  at  least  until  the  necessary  business 
of  the  morning  be  got  through  with. 

The  question  being  taken,  the  memorial,  &e.  was  ordered  to 
He  on  the  table. 

Mr.  Black  said  he  had  received,  .and  would  take  tliis  occasion 
to  present  a memorial  from  a niimbet  of  the  citizens  at  Missis- 
sippi, residing  ill  the  northern  p.ari  of  that  state,  on  an  impor- 
tant subject.  It  related  to  extensive  frauds  said  to  be  about  to 
be  practised  on  the  goveinment  in  relation  to  the  puldic  faiirf.«, 
involving,  as  the  memorialists  suppose,  at  h.isl  the  quantity  of 
upwards  of  two  millions  of  acres  of  the  public  land.  He  was 
informed  that  there  was  much  excitement  on  the  subject  in  that 
state,  and  that  other  memorials  would  be  forW'.arded,  numerons- 
ly  signed.  It  appears  by  the  treaty  of  Dancing  Rabbit  Creek, 
that  to  each  Coclaw  head  of  a family  desirous  of  remaining  and 
becoming  citizens  of  Alabama  or  Mississi|tpi,  a reservation  was 
made  of  six  hundred  and  forty  acres  of  land,  to  include  improve- 
ments, and  to  each  child  a less  qiianliiy,  adjoining  the  iniprove- 
nienl  of  the  parent;  the  land  to  he  palenli‘d  to  claimants  after 
a residence  thereon  of  five  year.s.  It  was  m.'irfe  necessary, 
under  the  14lh  article  w liich  coniairis  this  provisions,  that  all 
iiilending  to  avail  themselves  of  this  advantage  should  record 
their  names  with  tlie  Indian  agent  within  six  months  after  the 
making  of  the  treaty  This  register  was  kt  pt  by  the  agent  at 
that  lime,  (cot.  Ward),  but  it  appears  that,  by  mistake,  some 
names  were  omilicd,  or,  if  recorded,  the  regi.-^ter  has  been  mu- 
tilated. The  menimialists  state  that  some  speculators,  seizing 
U|ton  the  adv,antage  which  tin's  circiimstanre  afl'orded,  have 
gone  to  the  Indians  who  have  removed  beyond  the  Mississippi 
river,  and  have  procured,  for  a trifling  consideration,  very  nu- 
merous claims  to  be  preferred,  sufficient  to  cover  all,  or  nearly 
all,  ihe  good  land  remaining.  He  was  informed  that  some  of 
these  gentlemen,  speculating  on  these  claims,  no  doubt  from 
‘ patriotic  motives,”  had  sold  out  their  chances  for  immsnse 
sums. 

[Mr.  B.  proceeded  fiuther  to  elucidate  the  “speculation,” 
and  concluded  by  saying — ] 

He  had  been  informed  that  one  hundred  sections  had  heen 
reserved  at  a single  land  office  withoiil  any  power  so  to  reserve. 
'Fhe  land  should,  after  having  been  prnclnimeff.  have  been  sold. 

As  to  the  direction  which  ibis  shall  lake,  he  remarked,  that 
he  was  not  altogether  sure  that  it  properly  belonged  to  the  corn- 
initiee  on  privale  land  claims.  He  did  not  desire  the  investi- 
gation in  which  these  claims  would  proliablv  involve  Ihe  enm- 
millee;  yet,  if  the  senate  thought  that  the  proper  direction,  he 
was  ready  to  undertake  it,  and  they  shall  be  siihiccted  to  the 
strictest  seniliny.  They  cannot  be  passed  without  legislative 
action,  and  none  of  them  shall  pass  until,  after  the  fullest  inves- 
tigation, they  shall  be  (oiind  to  be  just. 

Mr.  Clay  expressed  his  gratification  that  the  senator  from 
Mississipt>i  had  brought  forward  this  subject;  and  stated  that  he 
had  M'ceived  accounts  of  extensive  frauds  said  to  have  been 
committed  under  the  Choctaw  treaty,  ft  had  even  been  said 
ihai  the  extent  of  llie.«e  frauds  would  amount  to  ten  millions  of 

dollars  out  of  the  public  lands. From  w hat  be  had  gathered, 

there  had  heen  no  project  since  Ihe  famous  Yazoo  business, 
which  bad  been  so  nefarious  as  the  .schemes  which  had  been 
carried  on  in  Mississipjii,  and  he  hoped  every  pains  would  he 
taken  to  ferret  nut  the  abuse. 

Mr.  IVliite,  of  Tennesser-,  made  a few  rrunarks  on  Ihe  subject. 
He  said  he  was  led  to  believe,  from  iiiforinatioii  which  bad 
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readied  him,  chiefly  through  the  newspapers,  that  a plan  had 
been  laid  for  an  immense  speculation,  under  cover  of  the  In- 
dian treaty  referred  to;  in  pursuance  of  which,  tfie  claims  might 
be  allowed  to  certain  Indians  under  Ihe  treaty,  to  a very  large 
amount,  had  been  bought  up  by  individuals.  His  belief  was, 
that  claims  of  this  kind  had  been  purchased  up,  by  using  the 
names  of  the  Indians,  but  entirely  for  the  benefit  of  other  per- 
sons. The  government,  (Mr.  W.  said),  in  his  opinion,  lay 
under  a high  responsibility  to  protect  the  Indians  in  the  rights 
reserved  by  the  treaty.  By  this  speculation  in  the  contingent 
claims  of  the  Indians,  if  sanctioned  by  congress,  great  injus- 
tice would  be  done  to  them.  He  hoped  (he  said)  that  not  a 
claim  of  this  description  would  be  allowed  until  it  was  ascer- 
tained that  the  whole  amount  of  it  would  enure  solely  and  ex- 
clusively to  the  benefit  of  the  Indian  entitled  to  it.  So  far  as 
he  was  concerned,  as  a member  of  Ihe  committee  to  whom  it 
was  proposed  to  refer  this  subject,  he  wished  to  be  understood 
that  he  would  not  consent  that  any  man  but  an  Indian  should 
enjoy  the  benefit  of  any  one  of  these  claims.  No  white  man 
should,  with  his  consent,  enrich  himself  by  the  beggary  of  those 
people,  whom  he  considered  peculiarly  under  the  guaidiausliip 
of  the  United  Slates. 

Mr.  Webster  remarked  that  the  fame  of  these  speculations 
had  reached  the  state  in  which  he  resided.  Tliese  reservations 
had  been  made  in  the  expectation  that  they  would  be  produc- 
tive of  substantial  benefits  to  the  1 ndians.  It  seemed,  however, 
that  the  substantial  benefits  had  been  in  another  quarter.  He 
wished  to  know  if  he  had  understood  that  these  grants,  obtain- 
ed by  the  speculators,  would  require  the  sanction  of  congress 
to  make  them  valid.  If  so,  he  was  very  glad  to  hear  it. 

Mr.  Black,  in  explanation,  stated,  that  some  of  the  grants 
were  registered  in  liie  proper  manner,  and  heloiised  to  the  In- 
dians, and  he  hoped  these  would  not  be  prejudiced.  Others 
would  require  the  sanction  of  congress. 

Some  further  remarks  being  made  by  Messrs.  Jfing,  of  Ala. 
and  While,  the  petition  was  referred  to  the  commillee  on  pri- 
vate land  claims. 

Mr.  E’ving,  from  the  committee  on  public  lauds,  reported  se- 
vr  ral  bills. 

Mr.  Webster,  from  the  committee  on  finance,  reported  a hill 
making  appropriation  for  suppressing  the  hostilities  with  the 
Seminole  Indians,  with  an  amendment. 

Mr.  Webster  explained  briefly  the  necessity  for  acting  on  this 
tiill  at  once,  and  explained  that  the  amerKlrnenl  iiiereased  the 
appropriation  from  80,D  )0  to  120,000  dollars. 

The  amendment  was  ordered  to  be  engrossed,  and  the  bill  to 
be  read  a third  time. 

Mr.  Webster,  from  the  same  committee,  reported  a bill  for 
the  relief  of  the  sufferers  by  the  fire  in  the  city  of  New  York; 
which  was  read  twice. 

Mr.  Webster  stated  that  he  should  a«k  the  senate  to  act  on 
this  bill  at  an  early  day,  perhaps  to-morrow. 

Other  business  being  attended  to— 

Mr.  Clay  rose  and  said,  it  must  be  obvious  to  every  observer 
oi  passing  events,  that  our  affairs  with  France  are  becoming 
every  day  more  and  more  serious  in  the-ir  clutracter,  and  are 
rapidly  tending  to  a crisis.  Mutual  irriiations  are  daily  occur- 
ring, from  the  animadversions  of  the  public  press,  and  among 
individuals,  in  and  out  of  office  in  lioth  countries.  And  a state 
of  feeling,  greatly  to  be  deprecaied.  if  we  are  to  preserve  the  re- 
lations of  peace,  mu^i  certainly  be  (lie  consequence. 

According  to  the  theory  of  our  eonstitiitioii,  our  diploma- 
tic concerns  with  foreign  coiiniries  are  entrusted  to  Ihe  presi- 
dent of  the  United  States,  until  tliey  reach  a certain  point  in- 
volving the  question  of  peace  or  war,  and  then  congress  is  to 
determine  on  that  momentous  question.  In  otlier  words,  the 
president  conducts  our  foreii'u  intercourse;  congress  alone  can 
change  that  intercourse  from  a peaceable  to  H belligerent  one. 
This  right,  to  decide  the  q lestion  of  war,  carries  along  with  it 
the  right  to  know  whatever  has  passed  between  our  own  execu- 
tive and  the  goveriiinent  of  any  foreign  power.  No  matter 
vvhat  may  be  ttie  riaiiire  of  the  corres|>iiitdence — whether  olfi- 
cial  or  not — whether  fotmal  or  infonoal — congress  has  the 
right  to  any  and  all  inforniatiun  vvliati  vi.r  which  may  be  in  the 
pus.'ession  of  the  oilier  braiicli  of  the  L">veriuiient.  No  senator 
here  could  have  failed  to  have  been  acipiainied  with  the  fact 
tliat  the  contents  of  a most  importaiii  di  spate  h or  docuiueiii 
lias  been  discussed,  and  a most  iiiip/>rianl  overture  canvassed 
in  the  different  newspapers — in  primie  and  political  circles — 
by  individual.s:  every  body,  in  |■||•!,  knows  what  has  taken 
place,  except  the  conaress  of  the  United  States.  The  papers 
friendly  to  the  administration — indeed,  the  whole  circle  of  the 
American  press — are  in  possession  of  the  contents  of  a paper 
which  this  body  has  not  been  yet  allowed  to  see;  and  I liave 
one  journal,  a southern  administration  imnnal,  tu-fore  me, 
which  stales  a new  and  imnortant  fact  in  reference  to  it.  I 
have  said  that  our  situation  with  France  grows  every  day  more 
oivibarraeslng — the  aspect  of  our  relations  with  her  more  and 
more  dark  and  tfireaiening.  I could  not,  therefore,  longer  de- 
lay in  making  the  following  motion.  I should  have  done  so  be- 
fore, but  for  a prevalent  rumor  that  the  president  would  soon 
make  a cnminuuication  to  congress,  which  would  do  away  the 
tiecessity  of  the  resolutions  which  I now  submit,  by  laying  be- 
fore congress  the  information,  which  is  the  object  of  niy  mo- 
tion. He  has  not,  however  done  so;  and  probably  will  not, 
w ilhout  a call  from  the  senate. 

Mr.  Clay  then  offered  the  following  resolutions,  which  lie 
upon  the  table  for  one  day: 


Resolved,  That  the  president  be  requested  to  communicate  to 
tile  senate  (if  it  be  not,  in  liis  opinion,  incompatible  with  the 
public  interest)  whether,  since  tiie  termination  of  the  last  con- 
gress, any  overture,  formal  or  in  formal,  ofiicial  or  unofficial, 
has  been  made  by  the  French  government  to  the  executive  of 
the  United  Slates,  to  accommodate  the  difficulties  between  the 
two  governments  respeciiiig  the  execution  of  the  convention  of 
the  4tli  day  of  July,  1831;  and  particularly  whether  a despatch 
from  the  due  de  Broglie,  the  French  minister  of  foreign  affairs, 
to  the  charge  d’affaires  at  Washington,  was  read,  and  a copy 
of  it  furnished  by  him  to  the  secretary  of  stale,  for  the  purpose 
of  iiidicaiifig  a mode  in  which  these  difficulties  might  be  re- 
niiived. 

Resolved,  also,  under  the  resolution  above  mentioned,  in  the 
event  of  any  such  overture  having  been  made,  that  the  presi- 
dent be  requested  to  inform  the  senate  w’hal  answer  was  given 
to  it;  and,  if  a copy  of  any  such  despatch  was  received,  that  he 
be  further  requested  to  cominuiiicaie  a copy  of  it  to  the  senate. 

Mr.  Benton  offered  the  following  resolutions,  which  lie  one 
day  under  the  rules: 

Resolved,  That  the  surplus  revenue  of  the  United  Slates,  and 
the  dividends  of  stock  receivable  from  the  bank  of  the  United 
Stales,  ought  to  be  set  apart  and  applied  to  the  general  defence 
and  permanent  security  of  the  country. 

Resolved,  That  tiie  piesideni  be  requested  to  cause  the  senate 
to  be  iiilbrmed  of — 

1st.  Tlie  probable  amount  that  would  be  necessary  for  forti- 
lyiiig  tlie  lake,  maritime  and  gulf  frontier  of  tlie  United  States, 
.and  such  points  of  the  land  frontier  as  may  require  permanent 
lorlification. 

2d.  The  probable  amount  that  would  be  necessary  to  con 
struct  an  adequate  number  of  armories  and  arsenals  in  the  U. 
States,  and  to  supply  the  states  with  field  artillery,  (especially 
brass  field  pieces),  for  tlieir  militia,  and  with  sidearins  and 
pistols  lor  their  cavalry. 

3il.  The  probable  amount  llial  would  be  necessary  to  supply 
the  United  Slates  with  the  ordnance,  arms  and  munitions  of 
war,  which  a pioper  regard  to  sell-defence  would  require  to  be 
always  on  hand. 

4th.  The  probable  amoiitit  that  would  be  necessary  to  place 
the  naval  delences  of  the  United  States,  (including  the  increase 
of  the  navy,  navy  yards,  dock  yards  and  steam  floating  bat- 
teries), upon  the  looting  of  strength  and  respectability  which 
is  due  to  the  secuiiiy  and  to  the  welfare  of  the  union. 

Mr.  Black  offered  the  following  resolution,  which  lies  one 
day  under  the  rule; 

Resolved,  That  tlie  secretary  of  the  treasury  communicate  to 
the  senate  the  instiuctions given  to  the  agent  for  the  location  of 
Choctaw  claim-i,  and  the  registers  and  receivers  of  public  mo- 
neys of  the  difrereiu  land  offices  in  Mississippi,  in  relation  to  the 
location  of  liie  reservations  and  claims  of  the  Choctaw  Indians, 
under  the  treaty  made  at  Dancing  Rabbit  Creek  27th  Sepimber, 
1830,  and,  also,  if  any,  and  wliat,  claims  under  the  14ih  articia 
of  the  treaty  have  been  presented  since  the  removal  of  the 
Choclaw  Indians  west  of  the  Mississippi  river,  and  the  amount 
oflaiid  so  claimed;  and  whether  any,  and  what  quantily  of  land 
has  been  reserved  at  the  late  sales  procl.aimed  in  Mississippi, 
for  the  satisfaction  of  tiiese  claims;  also,  whether  any  claim  has 
been  sanctioned  by  tlie  department  under  the  14tli  article  of  the 
treaty,  where  the  rdaimant’s  name  was  not  found  registered  by 
the  agent,  as  signifying  bis  iiuentioii  to  remain  and  become  a 
citizen  of  the  slate  of  Mississippi  or  Alahania. 

Mr.  Southard  offered  the  following  resolutions  wliich  lie  one 
day  under  the  rule: 

Resolved,  That  the  secretary  of  war  be  directed  to  commu- 
nicate to  the  senate  the  report  of  the  engineers  on  the  subject 
of  surveying  the  bar  at  Pensacola  bay,  with  the  opinion  of  the 
departuient  as  to  its  utility  and  practicability. 

Resolved,  That  tlie  committee  on  naval  affairs  be  instructed  to 
inquire  into  the  expediency  of  providing  by  law  for  deepening 
the  bar  at  the  entrance  of  Pensacola  bay  so  as  to  admit  vessels 
of  war  of  the  largest  class.  And  further,  to  inquire  into  the  ex- 
pediency of  constructing  a dry  dock  or  marine  railway  for  the 
repair  of  vessels  of  w'ar  at  the  navy  yard  at  Pensacola. 

After  other  business  that  will  sufficiently  appear  in  its  pro- 
gre.ss— 

The  special  order,  being  the  bill  to  repeal  the  1st  and  2d 
sections  of  an  act  to  limit  the  terms  of  office  of  certain  officers 
ttien  in  named,  was  taken  up,  and  the  hill  was  considered  as 
in  committee  of  the  whole,  and  reported  wilhont  amendment, 
after  some  remarks  from  Mr.  Calhoun  and  Mr.  Culhbert. 

Mr.  Wright  asked  for  the  yeas  and  nays  on  the  question  of 
the  erigro.ssmi-iit  of  Ihe  bill,  and  they  were  ordered  accordingly. 

The  question  was  then  taken  on  the  engrossment  of  the  bill 
for  a third  reading,  and  decided  as  follows: 

YEAS — Messrs.  Benton,  Black,  Calhoun,  Clay,  Clayton, 
Crittenden,  Ewing.  Gnldsboroiigli,  Kent,  King,  of  Geo.  L'  igh, 
McKean,  Mangnm.  Moore,  Nandain,  Prentiss,  Preston,  Rob- 
bins, Southard,  Swift,  Tomlinson,  Tyler,  Webster.  White — 24. 

N.-WS— Messrs.  Brown,  Buchanan,  Culhbert,  Grundy,  Hen- 
dricks, Hill,  Hubbard.  King,  of  Alabama.  Knight,  Linn.  Morris, 
Niles,  Robinson,  Riiggles,  Sliepley,  Tallmadge,  Wall,  Wright — 
18- 

The  senate  then  adjourned. 

January  12.  A message  was  received  from  the  president  of 
the  United  States,  transmitting  a report  from  the  secretary  of 
war,  with  some  papers  concerning  the  dispute  between  Ohio 
and  Michigan. 
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On  motion  of  Mr.  Ewing,  tliis  report  was  ordered  to  be  prim- 
ed. 

Petitions  were  presented  by  several  mrnnbers.  Also  many 
resolutions. 

By  Mr.  Linn — Resolved,  That  the  committee  on  pensions  be 
instructed  to  imjuire  into  the  expediency  of  placing  the  name 
of  John  Baptiste  Parris,  a French  inhabitant  of  Missouri,  oir 
the  pension  roll,  the  said  Parris  having  served  as  an  ensi<'n  in 
a company  of  volunteers  at  the  seige  and  capture  of  Vincennes, 
in  the  year  1779,  when  said  place  was  taken  by  col,  George 
Rogers  Clarke,  or  to  make  such  other  provision  for  him  as  the 
justice  of  his  case  would  seem  to  demand. 

Mr.  Webster  reported  a bill  for  the  relief  of  the  sulTerers  at  N. 
York,  which  was  laid  on  the  table  for  the  present.  It  provides 
for  a deferment  of  the  payment  of  the  custom  house  bonds. 

The  resolutions  olfered  yesterday  by  Mr.  Webster  and  Mr. 
Southard,  were  agreed  to. 

The  resolution  offered  by  Mr.  C7ui/,  calling  on  the  executive 
for  information  concerning  our  relaiions  with  Fiance  having 
been  taken  up, 

Mr.  Leigh  moved  to  amend  the  resolution  by  adding  to  it  the 
following  words: 

Resolved,  also-,  under  the  restriction  before  mentioned,  that 
the  president  be  requested  to  communicate  to  the  senate  a 
copy  of  the  note  of  M.  Serurier,  mentioned  in  his  message  of 
the  25th  February,  1835,  and  not  then  communicated,  for  rea- 
sons stated  in  the  report  of  the  secretary  of  state  to  the  presi- 
dent, of  the  same  date. 

The  amendment  was  agreed  to,  and  the  resolution  as  amende 
ed  was  agreed  to. 

The  resolutions  offered  by  Mr.  Benton  yesterday,  being  taken 
up,  a debate  ensued,  in  which  Messrs.  Benton,  Webster,  Leigh, 
Preston  and  Clayton,  took  part;  and  helbre  it  was  concluded,. 

On  motion  of  Mr.  Ewing,  the  senate  adjourned. 

January  V3,  Mr.  Webster  asked  the  unanimous  consent  of 
the  senate  to  take  np  the  bill  making  appropriations  for  sup- 
pressing hostilities  with  the  Seminole  I ndians. 

There  being  no  objection  made,  the  bill  was  taken  up,  and 
read  a third  time,  and  passed. 

Many  things  were  attended  to,  not  of  immediate  interest,  and 
which  will  appear  in  their  progress — 

On  motion  of  Mr.  Wright,  tlie  senate  proceeded  to  consider 
the  bill  for  the  relief  of  the  sufferers  by  fire  at  New  York. 

Mr.  Calhoun,  for  the  purpose  of  testing  the  principle,  moved 
to  strike  out  the  second  section, 

Mr.  Clay,  after  some  remarks,  moved  to  amend  the  bill  by 
striking  out  all  after  the  enacting  clause,  and  inseiting  two  sec- 
tions: one^roviding  for  the  remission  of  duties  on  merchandise 
0 msumed,  under  certain  regulations;  and  the  other  to  defer  the 
ptymentof  the  bonds  given  for  the  payment  of  duties,  gene- 
ra ly. 

Mr.  Calhoun  withdrew  his  motion. 

Mr.  Wright  spoke  against  the  amendment,  explaining  that, 
although  it  contained  what  the  citizens  of  New  ^ork  asked  for, 
and  which  he  would  be  ready  to  vote  for  in  another  form,  the 
relief  contained  in  this  bill,  as  reported,  was  also  embraced  in 
the  prayer  of  the  petitioners. 

Mr.  Clay,  seeing  that  there  was  a general  disposition  to  grant 
relief,  and  that  there  would  be  anoiher  measure  looking  to  the 
refunding  of  the  duties,  withdrew  his  motion  to  amend. 

Mr.  Calhoun  moved  to  strikeout  the  second  section  of  the 
bill,  and  asked  foi  the  yeas  and  nays;  which  were  ordered. 

After  a few  words  from  Mr  White  and  Mr.  Preston,  the 
question  was  taken  on  the  motion  of  Mr.  Calhoun  to  strike  out 
the  second  section,  and  decided  as  follovv.«: 

YEAS— Messrs.  Brown,  Calhoun,  Clay, Cuthherl,  Davis,  Ew- 
ing, King,  of  Georgia,  Moore,  Preston— 9. 

NAYS — Messrs.  Benton,  Black,  Buchanan,  Clayton,  Critten- 
flen,  Goldsborough,  Grundy,  Hendricks,  Hill,  Hubbard,  Kent, 
King,  of  Alabama,  Knight,  Leigh.  Linn,  McKean,  Mangum, 
Morris,  Naudain,  Niles,  Porter,  Prentiss,  Rohbin.*,  Robinson, 
Ruggles,  Shepley,  Swift,  Tallmage,  Tomlinson,  Tyler,  Wall, 
Webster,  White,  Wright — 3i. 

Tlve  bill  was  then  reported  without. amendment,  and  ordered 
to  be  engrossed  for  a third  reading. 

On  motion  of  Mr.  Webster,  the  senate  proceeded  to  the  con- 
sideration of  executive  business,  and,  after  remaining  a short 
time  with  doors  closed. 

The  senate  ad  journed. 

January  14.  On  motion  of  Mr.  Wright,  the"  senate  proceed- 
ed to  consider  the  tdll  for  the  relief  ot  the  sufferers  by  fire  in 
N.  York,  which  yesterday  passed  to  its  third  reading.  'Piie  loll 
was  read  a third  time,  and  passed,  and  sent  to  the  house  of 
rep'’esen»atives  for  concurrence. 

Mr.  Afoore  offered  the  following  resolittion;  which  lies  one 
dav  for  consideration: 

Resolved,  That  the  president  of  the  United  States  be  request- 
ed to  communicate  to  the  senate  any  information  he  may  pos- 
sess relative  to  frauds  or  fraudulent  practices  committed  or  iit- 
tempted  to  be  committed  in  the  stiles  ot  public  lands  or  linhan 
reservations,  under  any  of  the  treaties  recently  made  w ith  any 
Indian  tribe;  the  character  of  stich  fraud  or  fraudulent  practice. 
If  any;  with  the  name  of  any  officer  of  the  govtrnmen.t  chaigvd 
with  being  in  any  manner  connected  therewith. 

The  c/iofr  laid  before  the  senate  in  reply  to  Mr.  Webster^s 
resolution  of  the  12th,  the  rr  lnins  of  the  bank  ot  the  United 
States,  and  al.«o  the  returns  of  the  de|»osite  lianks;  which  were 
ordered  to  be  referred  to  the  committee  on  finance. 
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I’lie  debate  on  Mr.  Benton’s  resolutions  w;is  resnnied  and 
continued  by  Mes^ra,  Ewing,  Goldsborough,  Benton,  Porter  and 
Webster. 

In  the  course  of  the  debate,  Mr.  Goldsborough,  moved  to 
amend  the  resointitms  by  striking  out  all  the  first  resolution 
after  the  word  “resolved,”  and  inserting,  “that  all  the  levenne 
and|iowerof  the  government  should  be  relied  on  and  jiledged 
for  the  natioiiiil  defence.” 

Mr.  Cuthbert  obtained  the  floor;  but,  before  he  had  proceeded 
far — 

On  motion  of  Mr.  Clay,  the  senate  adjourned  to  Monday. 

[This  debate  has  been  very  interesting,  and  parts  of  it  warm.] 

HOUSE  OF  representatives. 

Monday,  Jan.  11.  IMr.  J.  Q.  ^dains  had  given  notice,  he 
said,  that,  on  this  liay,  he  wonhl  make  a proposition  in  rr  fer- 
enee,  to  some  reported  proceeding  of  the  government  of  Mexi- 
co. He  had  since  called  at  the  state  department,  and  Imd 
ascertained  not  only  that  the  government  had  received  no  nlfi- 
cial  information  on  the  subject  of  the  articles  published  in  the 
newspapers,  but  that  those  articles  were,  probably,  without 
any  foundation  in  fact.  He  had  therefore  no  proposition  to 
make  at  present.  He,  however,  had  seen  two  articles,  which 
exhibited  our  relations  in  such  a state  as  to  make  it  necessary 
boih  lor  congress  and  the  executive  to  keep  a watchful  eye  to 
that  quarter.  The  one  was,  that  eleven  citizens  of  the  United 
Slates  had  been  taken  by  the  Mexican  forces,  and  shot  by  order 
of  a court  martial.  'Phe  other  was  a remonstiance  from  the 
secretary  of  foreign  aflairs  of  Mexico  to  this  government,  in  re- 
lation to  the  inteiference  of  Americ.in  citizens  in  the  affaiis  of 
Texas.  He  could  not  say  whether  the  lemoiisirance  was  a 
genuine  paper,  but,  if  it  was,  he  piesnmed  a cominnnicalioii 
would  tie  sent  to  the  house  on  the  subject  at  a proper  time. 

Mr.  Gideon  Lee  urged  a consideration  of  ibe  appropriation 
bills — and  an  explanation  was  mtide  t>y  Mr.  Cnmhreleng. 

The  house  proceeded  to  consider  the  motion  of  Mr.  Hanne- 
gan  to  reject  the  memorial  of  the  sene.Te  and  house  of  represen- 
tatives of  the  state  of  Michigan,  in  relation  to  the  boundary  dis- 
puted between  Michigan  and  Ohio. 

Mr.  Thomson,  of  Ohio,  said  that  the  memorial  was  of  a harm- 
less character,  and,  in  courtesy  to  the  individuals  who  sent  it, 
ought  to  be  received.  He  asked  the  gentletnaii  from  Indiana  to 
withdraw  his  motion. 

Mr.  Hanncgaji  declined  the  withdrawal  of  the  motion;  and 
insisted  that  if  one  official  act  of  Michigan,  as  a state,  cmiid 
he  recognised,  every  act  might  be.  To  sanction  the  preien>inns 
of  Michigan  would  be  to  sanction  a revolutionary  inoveineiit  of 
a strong  and  decided  character.  He  went  on,  at  some  iengili, 
to  advocate  his  motion. 

Mr.  JSeai'ds/ei;  opposed  the  motion — and,  among  other  things 
said — 

Tliey  (the  house)  knew  that  the  inhabitants  of  that  terriioiy 
had  convened  in  the  form  of  a convention  for  the  purpose  of 
organizing  a state  constitution;  that  they  had  agreed  upon  a 
slate  constitution,  and  had  referred  that  constitution  to  the  peo- 
ple of  the  territory  of  Michigan  for  iheii  ailoplion,  and  that  the 
fieople  had  adopted  it.  That  constitution  had  been  sent  to  that 
house,  and  referred  to  one  of  its  romuiittee.s  to  ;ict  upon,  and 
advise  the  house  of  their  opinion  iifion  it.  Now  all  this  was 
known  fo  have  occurred.  9’lie  lerriinry  of  Michigan  had  thus 
assumed  the  form  of  a stale,  Itad  iiroceeded  fo  elect  senators  to 
congress,  and  had  r hosen  a member  to  represent  what  was  de- 
signated as  the  slate  of  Michigan  to  that  house.  All  this  they 
knew,  and  still  he  should  not  say,  for  he  might  not  to  say.  that 
Michigan,  in  all  or  in  any  part  of  its  course,  had  acted  accord- 
ing to  the  constitution,  or  in  conformity  with  her  rights.  She 
had  not,  however,  professed  to  act  in  hostility  to  this  iiniort, 
but  had  been  seeding,  and  was  then  seeking,  either  by  right  or 
wrong,  to  hecome  a member  of  this  confederacy.  Thus  seek- 
ing to  hecome  one  of  Itie  states  of  ibis  union,  it  seetm  d to  him 
that  liberality  and  fair  dealing,  and  a .spirit  of  harmony  and 
good-will,  should  have  induced  them  to  receive  a commnnica- 
linn  from  what  purported  to  be  the  legislature  of  that  state. 
His  object  was  to  send  tlii.s  memorial  to  the  same  cnminillee 
to  which  the  matter  had  already  heen  referred,  tind  not  to  in- 
vite rliscnssion. 

Other  debate  followed. 

Mr.  Jarvis  moved  the  suspension  of  the  rule  in  order  to  ena- 
ble the  committee  on  tiaval  afl'.iirs  to  report  and  offer  for  con- 
sideration the  following  resolnlion: 

Resolved,  That  the  cmnmiiiee  on  naval  aflairs  be  instructed 
to  inquire  into  the  expediency  of  increasing  the  naval  force  in 
commission. 

7'he  motion  to  consider  was  agreed  to. 

IMr.  Ciimbreleng  said  lie  did  not  rise  to  oppose  the  motion. 
He  was  glad  that  if  had  heen  ofl'ered.  But  lie  enlerlaitn  d ihe 
iinpres.sion  that  an  increase  of  the  heads  of  appropriation  in  the 
hill  report!  (1  from  Ihe  committee  of  vvay.=  and  means  would  an- 
swer the  purpose. 

Mr.  Wise  rose,  he  said,  (o  oppose  this  residiif ion.  It  was  his 
duly  to  slate  that  the  comiiiiiti'e  oil  naval  affairs  had  already 
deii'rmincd  ili.il  llji-y  vi'oiild  tml,  without  a call  from  the  navy 
depnrimeiii,  increase,  or  recoinmenil  ttie  ini'ri'ase  of  iht-  naval 
aiiptopriations.  7'he  comniiliee  on  naval  affairs  wniild  be  call- 
ed upon  hv  the  navy  depaitment  for  an  inciease  of  appropria- 
tion.s  should  they  he  required.  He  had  no  idea  that  the  com- 
miueee  of  this  house  should  be  over  zealous  and  over  active  in 
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ri’coinmendiiig  and  urgitig  tlio  increase  of  lire  appropriations. 
If  lliere  was  any  necessity  (or  an  incrciise,  it  ouglil  to  he  made 
known  by  the  executive  deparimenls,  and  they  should  take  the 
rcsponsiliility  of  recommending  the  measure.  If  the  appropria- 
lions  should  not  be  fuund  necessaiy,  it  would  he  said  by  the 
departments  we  did  not  recommend  them  to  you.  He  believed 
that  some  of  the  depurtmenis  were  anxious  that  this  house 
should  take  tlie  respoiiMhility  of  measures  at  the  present  lime. 

Mr.  Jarvis  remarked  that  seven  out  of  nine  of  the  committee 
united  in  the  recommendation  of  tlie  resolution  proposed. 
The  gentleman  from  Virginia  seemed  to  think  ilmt  this  house 
ought  not  to  take  any  responsibility  upon  itself,  hut  merely  to 
act  as  the  organ  ot  the  will  of  the  executive,  lie  dissented 
from  this  doctrine.  It  we  found  tlie  execuiive  going  too  last, 
it  was  our  duty  to  check  him;  and,  if  he  was  going  too  slow,  to 
spur  him  on. 

Mr.  fi'lse  put  it,  he  said  to  the  honorable  chairman  to  say 
whether  he  had  called  on  the  secretary  of  the  navy  to  ask  whe- 
ther the  additional  appropriations  contemplated  in  the  resolu- 
tion were  required.  If  the  gentleman  would  not  answer,  he 
would  state  that  this  call  had  been  made  upon  the  department, 
and  has  not  yet  been  answered.  He,  (Mr.  fFise)  wouhl  not  take 
action  on  this  subject  until  it  was  answered.  However  much 
he  might  seem  to  think  that  this  house  ought  to  be  merely  the 
organ  of  the  executive,  he  was,  in  fact,  utterly  opposed  to  such 
a doctrine.  He  did  not  wish  to  be  the  organ  of  the  executive, 
nor  the  tool  of  the  execuiive.  When  the  executive  was  afraid 
to  call  for  money,  he  did  not  wish  him  to  make  tools  of  us  to 
make  the  call  for  him.  He  wished  to  know  why  this  lesolution 
was  introduced  here  in  anticipation  of  any  information  on  the 
subject.  The  gentleman  had  said  that,  when  the  president  was 
too  lardy,  it  was  necessary  to  spur  him  up.  Gen.  Jackson  never 
needed  a spur  in  his  life,  but  some  of  the  departments  needed 
it,  with  the  rowels  stuck  in  very  deeply.  He  wanted  to  know 
what  danger  w'as  now  in  prospect  for  which  preparation  should 
be  made.  At  the  commencement  of  the  session,  the  secretary 
of  the  navy  proposed  to  fit  out  two  new  frigates  and  two  sloops 
of  wai:  a most  ridiculous  preparation,  indeed,  if  it  was  intend- 
ed to  gel  into  a war  with  France.  If  there  was  danger,  the 
call  upon  us  for  appropriations  should  be  made  by  the  president 
himself — not  in  a whisper,  but  in  a bold  and  direct  way,  in  a 
message,  fie  wanted  the  responsibility  of  the  measures  of  pre- 
paration to  rest  where  it  belonged. 

Mr.  Glascock  said,  if  the  gentleman  would  look  at  the  resolu- 
tion, he  would  see  that  it  was  not  liable  to  the  objections  which 
he  had  urged  against  it.  That  there  should  be  some  action  in 
reference  to  the  increase  of  the  naval  force,  was  agreed  by  the 
committee.  They  had  proposed  this  resolution,  not  from  the 
idea  that  there  existed  any  disposition,  on  the  part  of  the  de- 
p.rrlments,  to  shrink  froni  responsibility.  But  tins  house  was 
not  to  be  told  that  it  could  act  only  as  the  creature  of  the  exe- 
cutive. The  house,  as  well  as  the  departments,  mu.«t  share  in 
the  responsibility  of  public  measure,  and  they  should  act  in 
union.  Perhaps  the  views  of  tlie  department  would  be  made 
known  to  the  house  to-morrow.  If  v.?e  look  to  the  prep.rrti- 
lions  made  by  a foreign  nation,  and  which,  it  was  evident,  had 
reference  to  hostilities  with  us,  we  would  not  hesitate  to  adopt 
some  means  of  defence,  w’ithout  wailing  to  hear  from  the  de- 
partment or  the  president.  He  was  not  afraid  to  take  the  re- 
sponsibility of  making  the  proposed  inquiry,  without  waiting 
for  the  opinion  of  the  executive.  No  injury  couhl  result  from 
it,  and  he  thought  it  highly  proper  to  invest  the  committee  with 
the  power  of  making  the  inquity. 

Mr.  Hammond,  of  South  Ciiiolina,  said,  this  was  an  extraor- 
dinary re.'Olution,  and  the  gentleman  from  Georgia,  (Mr.  Glas- 
cock), had  supported  it  with  most  extraordinary  arguments. 
He  had  said  that,  on  the  evidences  around  ns.  he  was  for  the 
immediate  action  of  this  house.  I understand  him  to  be  putting 
the  country  in  a state  of  hostile  preparation  upon  this  subject. 
To  what  evidence  does  the  gentleman  allude.’  Were  they  the 
paragraphs  of  foreign  newspapers  with  which  the  country  had 
been  lately  inundated.’  Did  gentlemen  call  upon  this  house  to 
legislate  upon  this  kind  of  information.’  If,  sir,  we  are  to  have 
a war,  let  the  proposition  come  to  us  from  the  proper  quarter, 
and  let  us  not  be  smuggled  into  one  by  resolutions- such  :is 
this,  predicated  on  the  idle  rumors  of  the  newspapers.  Had  a 
resolution  been  offered  calling  for  information  from  the  execu- 
tive, he  would  have  voted  for  it  cheerfully,  but  without  that 
informatioti  he  could  not  consetit  to  act. 

The  question  of  war  was  a great  question,  ft  involved  vast 
interests.  It  should  not  be  etitertaiiind  in  any  shape  without 
all  the  itifonnaiion  which  the  executive  could  give,  and  then 
fully  discussed  and  deliberately  decideil.  For  hi.s  pan,  he 
could  see  noihitig  that  had  liappened  to  change  materially  the 
relations  of  this  country  with  France,  since  the  opening  of  the 
session.  The  French  government  have  refused  to  pay  the  in- 
demnity to  Mr.  Barton . It  was  not  tlie  first  refiisal.  No  man 
in  this  house,  or  in  this  country,  could  have  expected  its  pay- 
ment on  his  demand,  under  tlie  circumstances.  The  president 
himself  could  not  have  looked  tor  it  when  he  iiistrncied  him 
to  make  the  d tnaiid.  Genilemen  spoke  of  the  tardy  move- 
ments of  the  government,  and  ttiat  it  required  spurring.  He 
hoped  the  house  would  not  suffer  itself  to  he  hooted  and  sjuirred 
for  the  purpose  of  kicking  this  country  into  a war.  1’hcre  had 
been  irritation  enough  already.  This  resolution  was  calculated 
to  have  that  effect.  There  iiad  been  messages  and  correspond- 
ences, diploinafic  and  undiplomatic,  sufficient  for  that  purpose; 
and  he  hoped  this  house  would  be  disposed  to  allay  rather  than 


increase  the  excitement.  He  saw  no  cause  for  war.  He  be- 
lieved a war  would  he  entirely  uiiiu  cessary;  and,  were  it  not 
for  the  serious  consequences  it  involved,  he  should  say  it 
would  be  iitteily  ridiculous  in  both  parties.  He  looked  upon 
this  resolution  as  Hie  commencement  of  a series  of  war  mea- 
sures. He  slioiild  not  llierefore  vote  for  it,  nor  would  lie  at  this 
time  support  any  measure  looking  towards  a war. 

Mr.  Hawes  regretted  that  sucli  speeches  had  been  made. 
"The  nation,  he  believed,  had  been  robbed  of  its  rights  by 
factious  speeches  ami  essays,”  and  was  in  favor  of  the  piopo- 
siiion,  so  was  Mr.  McKeon. 

Mr.  Reed,  of  Massachusetts,  observed,  that  the  chairman  of 
the  committee  on  naval  affairs  (Mr.  Jarvis)  had  stated  that 
seven  out  of  nine  of  the  committe  had  instructed  him  to  pre- 
sent the  resolution  he  had  just  offered. 

Being  one  of  Hie  committee,  I beg  to  state  to  the  house  the 
part  I have  taken.  The  chairman,  a few  hours  ago,  handed 
me  in  my  seat  the  resolution  now  under  consideration,  and 
asked  me,  as  one  of  the  committee,  to  give  my  consent  that  he 
should  offer  it  to  the  house.  Alter  I had  read  it,  1 replied  that 
I did  not  know  that  I had  any  objection.  On  further  n flection, 
apprehending  that  Hie  resolution  might  lead  to  an  excited  de- 
bate, I called  upon  the  chairman,  and  expressed  my  fear  to 
him,  and  retracted  my  approbation  of  his  presenting  it. 

I feared  it  might  lead  to  a debate  which  might  be  injurious  to 
the  country.  1 do  not  consider  the  resolution  itself  as  one  of 
great  moment.  1 admit  the  importance  of  the  subject.  But 
Hie  resolution  does  not  instruct  the  commillee— it  is  one  of  in- 
quiry only.  I consider  the  whole  subject  now  before  Hie  com- 
riiiuee  on  naval  affairs.  They  have  power  at  any  lime,  whether 
tlie  resolution  be  adopted  or  not,  to  report  a bill  to  increase,  or 
any  way  improve  the  navy,  and  of  course  Hie  approjiiiation 
of  motley  to  cany  those  objects  into  effect.  The  suiijeci  of  in- 
creasing and  improving  our  naval  force  is  one  lli.at  deserves  the 
delibernte  consideration  of  the  committee  and  of  this  house. 
Our  commerce  needs  protection,  and  this  is  staled  by  the  ex- 
ecutive ill  his  message;  and  new  difficulties  may  arise  with 
Mexico,  which  may  require  a part  of  our  navy  in  that  quarter. 

Mr.  Everett,  of  Vermont,  said  he  should  vote  for  the  resolu- 
tion. He  could  not  disregard  the  signs  of  the  times;  he  thouglii 
it  high  time  that  the  country  should  prepare  for  defence.  FroiH 
assurances  in  Hie  annual  message,  the  house  had  reason  to  ex(iect 
a special  message  on  the  arrival  of  the  final  answer  of  France  to 
our  demand  for  payment.  It  was  now  known  that  the  execu- 
tive had  been  in  possession  of  tliiit  answer  for  more  Ih.nn  five 
days;  yet  the  promised  special  message  had  not  been  received. 
It  was  also  known  that  a French  fleet  had  been  ordered  to  the 
West  Indies.  This,  however,  was  only  procured-through  the 
papers.  Yet,  in  the  absence  of  all  official  information,  the 
course  of  the  executive  is  no  secret.  The  result  of  a cabinet 
council  is  no  secret.  In  the  course  of  this  debate,  a gentleman 
of  high  standing,  and  in  the  confidence  of  the  administration, 
had  stated  that  he  wav  prepared  to  anticipate  Hie  course  of  the 
executive — he  begged  Hie  house  to  mark  the  expression — taken 
in  coniiexinn  with  hi.s  support  of  thi.s  resolution,  and  not  what 
that  course  will  be.  If  the  execuiive  had  neglected  its  duty  to 
the  house,  he  trusted  the  house  would  not  neglect  its  duly  to 
the  country.  Why  the  special  message  was  delayed,  he  would 
not  undertake  to  say;  he  referred  the  question  to  those  more 
immediately  in  its  confidence.  He  was  prepared  to  go  for 
every  proper  measure  for  defence. 

Mr.  Lane  supported  the  resolution, and  referred  to  the  refusal 
to  appropriate  the  three  millions  at  the  last  session.  Mr.  Gren- 
nell  was  disposed  to  wail  the  movements  of  the  executive,  as 
to  our  relations  with  France,  and  observed — 

We  hear  it  said,  sir,  (said  Mr.  G ) in  way  of  complaint,  that 
eongress  did  not  sustain  the  president  at  the  last  session;  by 
which  I suppose,  the  gentleman  from  Indiana  intends  that  the 
senate  did  not  vote  the  three  millions  to  his  discretion,  in  the 
foriification  bill.  And,  moreover,  the  blame  of  losing  the  en- 
tire hill  is  intended  to  be  cast  upon  that  body,  Sir,  (said 
Mr.  G.)  what  was  the  action  of  this  house  on  that  important 
bill,  and  wliat  of  the  senate.’  It  originated  and  passed  here, 
and  was  sent  to  the  senate.  That  branch,  deeming  our  appro- 
priatioiis  too  low  for  the  repair  and  preservation  of  the  great 
seaboard  defences  of  the  country,  raised  them,  by  amendment, 
if  recollection  serves  me,  by  about  400,000  dollars;  and  thus  the 
bill  was  sent  to  the  house  for  concurrence  and  adoption,  several 
day  before  the  close  of  the  session.  On  the  last  evening  of 
the  session,  the  house  agreed  to  the  increased  appro|)riaiion, 
and  added,  with  unwarrantable  haste,  the  sum  of  three  millions 
Ilf  dollars  by  way  of  amendment,  to  be  expended,  in  whole  or 
in  part,  tinder  the  direction  of  the  president,  for  the  military 
and  naval  service,  fortifications,  and  increase  of  the  navy.  And 
those  who  voted  against  the  monstrous  proposition,  and  the 
senate  too,  because  lliey  saw  danger  in  placing  that  great 
amount  of  treasure  at  the  president’s  discretion,  and  almn.st 
wiihmit  specification  or  restriction,  are  to  be  charged  with 
leaving  the  fortifications  of  the  country,  and  the  navy  ton,  in 
ail  unprepared  and  ruinous  state — with  not  sustaining  the  pre- 
sident! Sir,  (said  Mr.  G.)  did  the  president  ask  the  appropria- 
tion.’ No.  Did  any  of  the  departments  ask  for  Ibis  amount,  or 
any  tiling  like  it,  or  any  committee  of  the  house.’  No,  sir.  none. 

It  was  moved  by  a gentleman  of  the  house  on  his  own  respon- 
sibilitv,  and  adopted.  A majority  was  found  here  to  take  three 
millions,  and  lay  them  at  the  feet  of  the  executive.  The  senate 
wisely  disagreed  to  itie  precipitate  mi'asnre;  and  subsequent 
proceedings  showed  that  the  senate  was  ready  and  anxious  to 
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save  the  bill,  and  instead  of  the  three  millions,  in  such  general, 
unlimited  form,  to  appropriate  500,000  dollars  lor  the  refitiiitg 
and  equipment  of  ships  of  war,  and  300,000  dollars  for  fortifica- 
tions. if  this  proposition  had  been  adopted  by  the  house,  the 
bill  might  have  been  saved;  and  the  result  would  have  been, 
that  it  might  have  passed  into  a law  making  appropriations  for 
the  defences  of  the  country,  greater  by  about  1.200,000  dollars 
than  had  originally  been  proposed  by  the  house  of  reprcicnta- 
tives.  Such  (said  Mr.  G.)  is  my  general  recollection  of  the 
facts  as  they  transpired  about  the  last  midnight  hour  of  the  last 
session  of  congress.  If  1 am  incorrect,  there  are  many  gentle- 
men present  who  can  set  me  right,  and  some  who  had  no  very 
obscure  agency  in  the  matter. 

At  last,  the  yeas  and  nays  were  taken,  and  it  was  carried — 
yeas  164,  nays  18.  The  nays  were  as  follows: 

NAYS— Messrs.  Chilton  Allan,  Hernan  Allen,  John  Cham- 
bers, Corwin,  Crane,  Grennell,  Hammond,  Hardin,  Harlan, 
Hazeltine,  Hoar,  Howell,  Ingersoll,  Mercer,  Potts,  VV.Tlionip- 
son,  L.  Williams,  Wise. — 18. 

The  house  then  adjourned. 

Tuesday,  Jan.  12.  The  house  resumed  the  consideration  of 
the  memorial  from  certain  citizens  of  Massachusetts,  praying 
the  abolition  of  slavery  and  the  slave  trade  in  the  District  of 
Columbia.  The  motion  that  the  petition  be  not  received,  and 
a point  of  order  connected  therewith,  still  pending, 

Mr.  Ward  moved  that  the  consideration  of  the  subject  be 
postponed  to  Monday  next. 

Mr.  Jidams,  of  Massachusetts,  opposed  the  motion. 

This  matter  was  postponed— that  other  business  might  be  at- 
tended to. 

Mr.  Johnson,  of  Ky  and  Mr.  Camhreleng  reported  several 
bills  from  committees — and  a large  number  of  other  bills  were 
variously  reported.  Several  resolutions  were  also  passed. 

The  house  having,  on  motion  of  Mr.  Cawi/ireZeng,  resolved 
itself  into  a committee  of  the  whole  on  the  partial  appropriation 
bill  for  the  expenses  of  congress,  &c.  which  being  gone  through 
and  reported  to  the  house  a debate  arose  upon  the  subject  of 
the  contingent  expenses  of  the  two  houses  of  congress,  in  which 
Messrs.  Johnson,  of 'i'enuessee,  Cambreleng,  fFil/iawis,  of  North 
Carolina,  J,  Q.  ^datns,  Hardin,  Underwood,  Whittlesey,  Craig, 
Wise,  Lane,  Gillet,  Parker  and  Wardwell,  took  part.  The 
pending  question  being  upon  the  motion  of  Mr.  Underwood  to 
recommit  the  bill,  with  instruct  ons  to  amend  it  so  as  to  place 
all  members  on  the  same  footing  as  to  mileage — 

Tuesday,  Jan . 1'2 — continued.  The  question  being  on  a mo 
tion  to  reject  a memorial,  purporting  to  come  from  the  state  of 
Michigan,  concerning  the  boundary  line  between  Michigan  and 
Ohio. 

Mr.  Bond  replied  to  IMr.  Beardsley.  Mr.  Kennon  said  the 
memorialists  did  not  assume  to  be  a state— but  declared  ihcir 
object  to  become  one.  Mr.  Lane  was  willing  to  rt'ceive  ihe 
memorial  as  a petition  from  ihe  yeojile  of  the  territory  of. Michi- 
gan. Mr.  Prnc/cne_v  could  not  receive  the  memorial  as  from  a 
state.  Mr.  Thompson,  of  Ohio,  expliiiued  the  views  under 
which  he  should  give  his  vote.  -Mr.  Kinnard  supported  the 
motion  to  reject — so  did  Mr.  Spangler;  and  said  there  was  no 
analogy  between  the  case  of  Tennessee  and  that  of  Michigan. 
Mr.  Holsey  thought  that  Michigan  had  claims  to  the  perlormance 
of  the  original  compact.  Mr.  Beardsley  made  some  rtunarks  on 
what  liad  been  said  by  Mr.  Kinnard  and  others.  Mr.  Hardin  did 
not  wish  to  see  any  state  come  into  the  union  by  a violation  of 
the  territorial  law.  He  could  not  recotinize  the  claims  of  Mi- 
chigan. Mr.  Storer,  of  Ohio,  made  a slrona  speech  in  favor  of 
the  rr^soluiion — and  examined  the  question  at  large, — calling  up 
Mr.  flcorrfs/ei/ twice  to  “ex[)lain.”  Mr.  Dueis  was  iu  favor  of 
the  resolution,  'i’hu  “previous  question”  was  called  for  and 
seconded — 76  to  59;  and  the  motion  to  rejeef  the  petition  was 
lost — for  it  61,  against  it  138. 

Mr.  Lane  moved  to  amend  the  motion  to  refer  the  petition  to 
the  committee  on  the  judiciary,  by  adding  that  “it  be  consider- 
ed as  a memorial  from  the  citizens  of  the  territory  of  Michigan.” 
He  was  desirous  that  the  petition  should  go  to  the  committee 
in  its  true  garb,  and  not  in  one  which  it  had  no  right  to  assume. 

Mr.  Hannegun  moved  to  amend  the  amendment,  by  adding 
the  following:  This  house,  in  receiving  the  memoiial  purport- 
ing to  be  from  the  senate  and  house  of  representatives  of  the 
Btate  of  Michigan,  regard  the  same  in  no  other  light  than  as  the 
volrjntary  act  of  private  individuals,  who  hare,  without  authori- 
ty, assumed  a corporate  capacity  and  rmrr.c.” 

Mr.  Slade  proposed  to  strike  out  the  words  of  the  amendment 
printed  in  italics, 

Mr.  Hannegan  accepted  the  amendment  as  a modification  of 
his  motion. 

The  question  was  then  taken  on  the  amrndmeut  of  Mr.  Han- 
negan,  and  derided  in  the  affirmative,  a.s  follows: 

YE.\S— Messrs.  C.  Allen,  H.  Allen,  Bean,  Bell,  Bond,  Bu- 
chanan. Burrell,  J.  Calhoon,  W .B.  Calhoun,  Carr,  Casey,  G. 
Chauihers,  J.  Chambers,  Chaney,  Childs,  N.  H.  Claihorne, 
Coles,  Corwin.  Oane,  Davis,  Denny,  Everett,  Farlin,  Fores- 
t'-r,  Philo  C.  Fuller,  Galhraiih,  Rice  Garland,  Gillei,  Granger, 
Crayson,  Grenneli,  Griffin,  Hiland  Mall,  Hamer,  Hammond, 
Hannegan,  Hardin,  Harper,  Samuel  S.  Harri.-on,  Hazleiine, 
Heisier,  Hopkins,  Howell,  Ingersoll,  W.  Jackson,  Janes,  Jarvis, 
Joseph  Johnson,  Henry  Johnson,  nenj  irnin  Jones,  Kennon, 
Kilgore,  Kinnard,  Lane,  Lawrence,  Lnke  Ke.a,  Lincoln,  Lucas, 
A.  Mann,  Sampson  Mason,  Maury,  May,  MeCariy,  McKennan, 
McLene,  Mercer,  Miliigau,  Morris,  Parker,  Patterson,  Patton, 
J.  A.  Pearce,  Peliigrew,  Peyton,  Pinckney,  Reed,  Rencher, 


John  Reynolds,  Seymour,  W.  B.  Shepard,  A.  H.  Shepperd, 
Shields,  Slade,  Sloane,  Spangler,  Siandefer,  Storer,  Taliaferro, 
J.  'I’homson,  Underwood,  Vinton,  Washington,  Welister,  White, 
Whittlesey,  Lewis  Williams,  S.  Williams,  Wise — S8. 

NAYS — Messrs.  Adams,  Ash,  Beale,  Beardsley,  Beaumont, 
Bockee,  Borden,  Boyd,  Briggs,  Brown,  Chapman,  tlhapiri.  J, 
F.  H.  Claiborne,  Clark,  Cleveland,  Connor,  Craig,  Cusliing, 
Cushman,  Darlinglon,  Doubleday, Dronigoole,  Fair  field,  French, 
Fry,  William  K.  Fuller,  J.  Garland,  Glascock,  Graham,  Gram- 
land,  Haley,  J.  Hall,  A.  G.  Harrison,  Hawes,  Hawkins,  Haynes, 
Henderson,  Holsey,  Howard,  Huhley,  Hunt,  fluniingiim,  Hunts- 
man, Ingham,  Jabez  Jackson,  John  W.  Jones,  Judson,  Klin- 
gensmith,  Lansing,  Laporte,  Lawler,  J.  Lee,  Leonard,  Loyall, 
Lyon,  Job  Mann,  Manning,  Martin,  John  Y.  Mason,  Moses 
Mason,  McKay,  .McKeon,  McKim,  Miller,  Motiigomery,  Mor- 
gan, Muhleiiherg,  Owens,  Parks,  F.  Pierce,  Dutee  J.  Pearce, 
Phelps,  Phillips,  Potts,  Joseph  Reynolds,  Roane,  Rogers,  Rus- 
sell, Smith,  Speight,  Sprague,  Steele,  I’aylor,  Towjrs,  Turner, 
Turrill,  Vanderpoel,  Wagener,  Wardwell — 89. 

So  the  amendment  was  agreed  to,  and  the  memorial  was 
referred  to  the  committee  on  the  judiciary,  and  ordered  to  be 
printed. 

Wednesday,  Jan  13.  Minor  business  being  attended  to — 

The  following  resolution,  heretofore  ofl'ered  by  Mr.  Jarvis, 
was  taken  up  for  consideration: 

Resolved,  That,  in  the  opinion  of  tliis  house,  the  subject  of 
the  abolition  of  slavery  in  the  District  of  Columbia  oiigtii  not  to 
be  eiilerlaiiied  by  congre.ss.  And  be  it  further  resolved,  that 
in  case  any  petition  praying  the  abolition  of  slavery  in  ilie  Dis- 
trict of  Columbia  be  hereafter  presented,  it  is  Hie  deliberate 
opinion  of  tire  house  that  the  same  ought  to  be  laid  upon  the 
table,  without  being  referred  or  printed. 

The  amendments  offered  by  Mr.  Wise  and  Mr.  Glascock  to 
this  resolution  being  the  still  pending  question — 

Mr  Jarvis  having  modified  his  resolution  somewhat, 

Mr.  Jillan,  of  Kentucky,  moved  that  the  resolution,  as  modi- 
fied, together  with  the  pending  amendment,  be  laid  on  the  ta- 
ble. 

Mr.  Garland,  of  Virginia,  asked  the  yeas  and  nays  on  this 
motion,  anti  they  were  ordered. 

Mr.  Holsey,  oCGeorgia,  rose  to  a question  of  order.  It 
would  be  rccollecled  that  he  was  entitled  to  the  floor  when  the 
subject  was  last  before  the  house,  and  he  had  not  reliiiquislied 
It. 

The  c/iair  decided  that,  though  tlie  gentleman  was  entitled 
by  conrlesy  to  the  floor,  he  had  lost  his  right  to  it  by  not  claim- 
ing it,  before  tlie  motion  to  lay  on  the  table  was  made,  and 
other  proceedings  in  regard  to  the  resolution  had  taken  place. 

The  question  being  taken  on  the  motion  to  lay  on  tlie  table, 
it  was  decided  in  tlie  negative,  as  follows: 

YEAS— Messrs.  Adams,  C.  Allan,  H.  Allen,  Ash,  Bailey, 
Barton,  Beaiiirioni.  Bond,  Borden,  Briggs,  Buchanan,  Carr,  G. 
Chambers,  Clark,  Corwin,  Crane,  Cusliing,  Darlington,  Evans, 
Fowler,  Graves,  Grennell,  Hannegan,  Hard,  Hardin,  Hailan, 
Hazelline,  Henderson,  Heister,  Hoar,  Howell,  Hunt,  Ingersoll, 
Janes,  Laporte,  Law'rence,  Lincoln.  Sampson  Mason,  McCarty, 
McKennan,  Milligan,  Montgomery,  Morris,  Parker,  Duiee  J. 
Pearce,  Pliillips,  Potts,  Reed,  Russell,  Slade,  S()angler,  Sprague, 
Sutherland,  Underwood,  V'inton,  Webster,  Whittlesey,  Lewis 
Williams,  Sherrod  Williams — .58. 

NAYS— Messrs.  Anlhony,  Beale,  Bean,  Beardsley,  Bell, 
Bocke*',  Bouldin,  Bovee,  Boyd.  Brown,  Bunch,  Burns,  Bynum, 
Wiliiiim  B.  U.iliioiiii,  Cambrcicng,  Campbell,  Cam  r,  Casey, 
John  Chaiiiliers,  Clianey,  Cliapm.an,  Chapin,  Ciulils,  N.  H. 
Claiborne,  J.  F.  H . Claiborne,  Cleveland,  Cofiee,  Coles,  Con- 
nor, Craig,  Cramer,  Cusliman,  Davis,  Deberry,  Denny,  Dickson, 
Doiibleday,  Drorngoole,  EIfner,  Evereil.  Fairfield,  Farlin,  Fores- 
ter, Fn'iieli,  Fry, "Philo  C.  Fuller,  William  K.  Fuller,  James 
Garland,  Bice  Gailand,  Gillet,  Gla.-eock,  Granger,  Grantland, 
Grayson.  Griffin,  llalej,  Josepli  Hall,  Hiland  Hall,  Hamer, 
Hanimooil,  Haidin,  Harper,  Samuel  S.  Ilarri.^on,  A.  G.  Harri- 
son, Haues,  Hawkins,  Haynes,  Holsey,  Hopkins,  Howard, 
Hiibley.  lliiniiiigtoii,  Huriisman,  Ingham,  Jvbez  Jackson,  Jar- 
vis, Joseph  Johnson,  R.  M.  Jcdiiistm,  C.-\ve  Johnson,  Henry 
Jolmson,  John  W.  Jones,  Benjamin  Jones,  Judson,  Kennon, 
Kilgore,  Kmnard,  Klingensmitli,  Lane,  Lansing,  Lawler,  G. 
Lee,  Luke  l>e;i,  Leonard,  Logan,  Loyall,  Lucas,  Lyon,  AInju 
Mann,  Job  M. mil.  Manning,  Martin,  John  Y.  Mason,  William 
Mason,  M.  Mason,  Maiiiy,  May,  McComas,  McKay,  McKeon, 
McKim,  McLene,  Mercer,  Miller,  Moore.  Morgan,  Mulilenberg, 
Owens,  Page,  Parks,  PaUer.son,  Pal  ton,  Franklin  Pierce,  Janies 
A.  Pearce.  Peliigrew,  Peyton,  Phelps,  Pickens,  Pinckney, 
Rencher,  John  Reynolds,  Joseph  Reynolds,  Roane,  Rogers, 
Seymour,  Wm.  B.  Shepard,  A.  H.  Slu  pperd,  Sliiehls,  SImm, 
Siccle,  Srorer, ’I'alialcrro,  Taylor,  J.  Thomson.  W.  J’liom()son, 
'J'micey,  Towns,  I’urner,  Turrill,  Vanderpoel,  Wagener,  VVard, 
Wardwell,  Weeks,  White,  Wise— 155. 

A motion  to  posi|)one  further  action  on  the  subject,  was 
agreed  to. 

'I'he  bouse  went  into  a committee  of  the  wliole  on  the  ap- 
(iropriation  bills. 

The  consideration  of  the  bill  making  partial  appropriations 
for  the  support  of  the  government  for  llie  year  18.36  was  taken 
op,  and,  on  motion  of  Mr.  Camhreleng,  postpr>iied. 

The  bill  making  appropriaiion  for  ilie  naval  service  of  the 
United  States  for  the  year  1836  was  t.aken  up. 

Mr.  Camhreleng  moved  to  strike  out  tlie  appropriation  of 
$200,000  for  the  tifeclion  of  marine  bariacks. 
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Tliis  ninfiiin,  aflpr  a discussion,  in  vvliich  Messrs.  Camhre- 
leno,  TVite^  Sulkerlaiirl , l^'auilci  jioel.  Bell,  Parizer,  I\]u!>en,  of 
Vir>;ini!i,  Miller  and  Harjier  patiiciii.Ued,  was  asiieed  to. 

Mr.  Cumbrelciig  liicn  moved  lo  aim  nd  Uie  hiil  by  stiikinj;  out 
the  sum  of  nine  linndri'd  ami  liliy  llioosaml  dollars,  as  Hie  .sum 
to  lie  aiiptofirialt'd  lor  Ilie  laumliinj’,  n fitniig  and  puttinj;  in 
comiiiission  of  ships  of  w.tr,  and  iiiseiTing  iwo  millions  of  dol- 
lars. 

On  this  motion  a debate  ;irose,  in  whicli  Messrs.  Cainhrelcng, 
Tlioiii2^^on,  of  South  Carolina,  Sulherlaiul  and  Bynum  took 
pan. 

Mr.  Bynum,  without  concluding  his  remarks,  gave  way  to  a 
motion  to  adjourn;  and 

'i’he  house  adjourned. 

Thursday,  Jan.  14.  Various  reports,  and  several  notices  as 
to  local  matters,  were  received. 

Some  conversaiion  about  ilie  miliiary  academy  took  place — 
but  the  house  proceedml  ti)  the  orders  of  the  day  — without  hav- 
ing come  t(J  any  conclusion. 

The  bill  from  the  senate,  for  the  relief  of  the  sulferers  by  the 
fire  in  the  city  of  New  York,  was  read  twice. 

Mr.  Camhreleng  said  it  was  so  [irecisely  like  the  bill  reported 
by  the  commiitee  of  the  hou.se,  that  it  was  unnecessaiy  lo  re- 
fer it  to  the  commiitee  of  ways  and  inetins,  and  he  moved  its 
reference,  therefore,  lo  the  commiitee  of  the  whole,  on  the  stale 
of  the  union,  which  was  agremi  to. 

The  bill  making  appiopriaiimis  in  part  f<ir  the  support  of  go- 
vernment for  the  year  183(),  was  taken  up,  and,  on  moiion  of 
Mr.  Cambreleng,  postponed  liil  to-morrow. 

The  house,  on  motion  ofMr.  Cainhreleng,  resolved  it«elf  into 
a comniittee  ol  the  whole  on  the  state  of  the  union,  (Mr.  Con- 
nor in  the  chair). 

Mr.  CmnhrelQno  hdt  it  his  duty,  he  said,  to  ask  the  commiitee 
In  lake  up  the  hill  from  the  senate  for  the  relief  of  ihs  sufferers 
by  the  fire  in  New  York.  The  business  of  the  custom  hou  -e  Ip 
New  York  was  obstructed  in  conse(|uence  of  the  delay  of  the 
riectsion  of  congress  on  lliis  bill.  It  simjily  proposed  lo  extend 
tJie  lime  of  the  pat  rnent  of  tht!  duty  bonds,  in  order  to  supjily 
the  loss  of  twenty-five  millions  of  ca{>ilal. 

'I’he  nmtion  was  agreed  to. 

'I'he  bill  was  taken  up,  ami  a debate  thereon  arose,  in  which 
Messrs.  Camhreleng,  Hardin,  Gideon  Lee,  Cliamhcrs,  rif  Pa. 
McKeon,  Pickens,  Mann,  Underwood,  Sutherland,  Pinckney  and 
Beardsley  ttiok  p.art. 

On  motion  of  Mr.  Everett,  the  committee  rose,  reported  pro- 
gress, and  obtained  leave  to  sit  again. 

The  house  ilieri  adjourned. 

— — ►>©  ® ©<«.— 

GREAT  SALES  OF  LIVE  S'POCK. 

From  the  Kentucky  Commonwealth. 

Messrs.  Brown  & Hodges:  Much  anxiety  having  been  ex- 
pressed to  know  the  result  of  the  sales  made  hy  me  ou  tlie 
5th  instant  of  the  lull  blortd  Durtiam  cattle,  belonging  to  tlie 
estate  of  James  Higgins,  deceased,  I hertwilh  give  you  the  re- 
ftill  for  publication: 

One  cow  about  9 or  10  years  old  sold  to  Robert  W.  Scott  for 
^250. 

One  cow  about  the  '•ame  age  lo  S.  P.  Weisiger  for  $-280. 

One  cow  3 years  old,  raised  by  George  N.  Sanders,  ^ long 
horn,  J Durham,  to  G.  Blackburn,  ^300 

One  heifer  calf  8 or  9 months  old,  in  Benjamin  Gray,  ^295. 

One  bull  calf,  8 lanruhs  <dd,  to  W.  Rogers,  $163. 

One  bull  calf,  21  months  old,  to  Joel  Twyman,  $233. 

The  sale  of  mixed  blood  also  produced  fair  prices,  some  of 
wiiich  is  also  given. 

One  large  red  cow  lo  William  Roger.*,  .$98. 

One  large  red  cow  to  Philip  Swi^'ert,  $91. 

A heifer  to  Robert  VV.  Scott,  $180. 

A heifer  calf  to  Joel  Twyman, .$90. 

One  cow  to  R.  G.  Jackson,  $100. 

One  cow  in  do.  $100. 

One  cow  to  do.  $!53. 

The  price.s  cot  respond  with  the  grade  of  the  cattle. 

Tlie  sales  were  made  at  public  auction  at  4 months,  for  ne- 
gotiable paper  well  endorsed. 

The  best  cow  belonging  to  the  estate,  had  been  sold  a few 
days  previously,  at  private  sale  for  $400. 

H.  BLANTON. 

Novemher  12fA,  1835. 

— © e<«-- " 

THE  RAIL  ROAD  AND  CANAL  MEN. 

From  a Tallahassee  yayer. 

Another  war.  We  have  just  learned  by  an  express  from 
St.  Marks,  that  one  liuinired  and  three  Irish  laborers,  arrived  at 
that  place  yesterday  from  the  St.  Joseph’s  rail  road,  and  in  the 
evening  commenced  a riot  bidding  defiance  to  the  civil  authori- 
ty. A severe  coiiipsi  ensued  with  the  citizens,  amounting  lo 
about  forty  men,  which  teriiiiii.iied  in  the  resinraiion  of  order. 
Foriiinatelv,  the  citizens  made  hut  little  use  of  fire  arms  though 
many  of  the  rioters  are  severely  wounded.  Fifty  of  them  are 
lodged  ill  jail.  I’lie  masters  ami  males  of  vessels  in  port,  ren- 
dered great  assistance.  Tlie  contest  lasted  about  an  hour. 

From  the  Hagerstown,  ( Md.)  Torch  Light, 

Canal  disturbances.  'Tliere  has  been  considerable  excitement 
and  some  violence  among  the  canallers,  in  the  neighborhood  of 
and  above  Clear  Spring,  within  the  last  few  days.  On  Friday 
•auU  Saturday  night  last,  two  sliaiuies  were  burnt  and  several  of 


the  comlialaiits  severely  wounded.  'Pile  belligerents  are  divid-, 
ml  into  I wo  parlies,  as  was  liie  etise  winter  tielorr;  last,  when 
the  whole  couHiy  was  annoyed  lor  weeks  by  their  commotions. 
'Pile  patii.'s  me  dejigiiiiied  as  the  Corkonians  on  ihe  one  side, 
mid  the  Longford  men  on  Ihe  oilier.  'I'hey  now  both  stand  in 
diead  of  each  other,  and  keep  guard  at  nigltl  with  as  mucii 
vigilance,  as  would  two  Ihreaieiiiiig  armies.  'I’he  public  au- 
thorities shou  Id  keep  a close  eye  upon  ihein,  or  much  blood 
may  yet  be  shed  before  spring,  wticii  their  alleniioii  lo  their 
work  will  keep  them  from  commitling  acts  of  violence  on  each 
other. 

[Tims  tire  Ihe  ancient  fends  of  these  /oreigners,  dislui bing 
Hie  peace  of  tlie  coiiiiliy,  tuiil  making  life  insecure!] 

o©  © 

APPOINTMENTS  BY  'ITIE  PRESIDENT, 

By  mid  with  Ihe  advice  and  consent  of  the  senate. 

Ethiui  A.  Brown,  to  be  commissioner  of  the  general  land 
offne. 

Henry  D.  Gi'pin,  to  he  attorney  for  the  eastern  district  of 
Peniisy  I Viuiia. 

Roheit  B.  Gilchrist,  lo  be  aVortiey  for  the  district  of  South 
Carolina. 

John  A.  McKinney,  to  be  attorney  for  the  eastern  district  of 
'reniiessee. 

George  Walker,  lo  he  allorney  for  the  western  district  of  Flo- 
rida 

Ednimid  Ciiristian,  to  be  marshal  for  the  eastern  distri'et  of 
Virginia. 

S B.  Marshal,  to  be  marshal  for  the  western  district  of'Fen- 
nessee. 

Samuel  Blair,  to  be  marshal  for  the  ea.stein  district  of  Flo- 
rida. 

Thomas  E.  Randolph, to  be  marslial  for  the  middle  district  of 
Florida. 

George  W.  Barker,  to  be  marshal  for  the  district  of  Vermont. 

Gamaliel  'I'aylor,  to  be  marshal  for  the  district  of  Indiana. 

Joel  M.  Smith,  to  he  surveyor  and  inspector  of  liie  revenue 
for  the  [lort  of  Nashville,  in  the  slate  oj  Tennessee,  from  the 
13Hi  of  Janumy  next,  when  his  present  cnmmissioii  will  expire, 

John  Smillt,  to  he  surveyor  and  inspector  of  the  revenue  for 
the  port  of  St.  Louis,  in  Hie  state  of  Mi.^souri,  from  Hie  13tli  of 
January  next,  when  his  [iresent  commission  will  expire. 

Nathaiiiei  Bullock,  to  be  collector  of  the  customs  lor  the  dis- 
trict of  Bristol  and  VVarreii,  in  the  stale  of  Rhode  Island,  from 
the  2d  of  January,  1833,  w'lieii  his  commi.ssioti  will  expire. 

John  Daiigi'rfield,  jiin.  lo  be  collector  of  Hie  customs  for  the 
district  of  East  River,  in  the  state  of  Virginia,  from  Hie  13ih  of 
January,  1836,  when  his  commission  will  e.xpire. 

James  R.  Pi  ingle,  to  be  collector  of  the  customs  for  the  dis- 
trict of  Cliarleslon,  in  Ihe  stale  of  SoiHli  Carolina,  from  the  29ih 
January,  1836,  when  his  commi-sion  will  r'xpire. 

Charles  C.  P.  Hunt,  lo  he  collector  of  the  customs  for  the 
district  of  Miami,  and  inspector  of  the  revenue  for  the  port  of 
Maumee,  in  the  state  of  Ohio,  from  the  I3tU  January,  1836, 
when  liis  eommissinii  will  exftire. 

James  Dell,  to  he  imllcctor  of  the  customs  for  the  district  of 
St.  John’s,  and  inspetior  of  tlie  rcvimue  for  the  port  of  Jack- 
sonville, in  the  territory  of  Florida,  from  the  13th  of  January’, 
1833,  when  his  commission  will  expire. 

William  Greesham.  to  he  surveyor,  &c.  for  the  port  of  Car- 
ter’s Creek,  in  the  district  of  Tapiiahannock,  stale  of  Virginia, 
from  Hie  13th  of  January,  1838,  when  his  present  commission 
w’ill  ex  pile. 

Francis  Armstead,  to  ho  surveyor  and  inspector  of  the  reve- 
nue for  the  port  of  Eisl  River  in  ihe  state  of  Virginia,  from  the 
9lh  of  January,  1833.  when  his  commission  will  expire. 

John  Haywood,  to  he  surveyor  and  inspector  of  the  revenue 
for  the  port  of  Windsor,  in  the  stale  of  North  Carolina,  from  the 
13ih  of  January,  1836,  when  his  commission  will  expire. 

John  Sliellman,  to  he  surveyor  of  tlie  district,  and  inspector 
of  the  revenue  for  Ihe  port  of  Savannah,  Georgia,  from  the  2d 
of  January,  1836,  when  his  commission  will  expire. 

— ® 9+M«— 

MORE  PRESIDENTIAL  FRANKING. 

Tuscaloosa,  Nov.  26,  1835. 

To  the  editor  of  the  Selma  Free  Press; 

Dear  sir:  I send  yon,  unopened,  two  Extra  Globes,  which 
were  forwarded  to  me  hy  the  (iresident,  and  which  I found  in 
the.  post  ofiice  here,  on  iny  arrival.  We  have  heard  of  tliis 
practice  at  ti  distance,  but  there  are  many  of  our  citizens  to 
w'hom  this  matter  has  not  been  brought  home.  I send  the 
[lackages  I have  received  to  you,  that  you  may  open  them,  and, 
tliroiigli  your  paper,  inform  my  constituents  of  Ihe  character  of 
tlie  matler  with  which  they  are  filled;  and  I wish  you  to  retain 
Ihe  envelopes,  that  all  who  doubt  of  their  franks  being  in  the 
hand-writing  of  gen.  Jackson  may  see  for  themselves.  They 
are  filled,  1 am  informed  by  those  of  ihe  members  who  have 
opened  theirs,  with  abuse  of  judge  White  and  John  Bell, 
praise  of  Van  Biiren  and  Benton’s  speech  on  the  right  to  ex- 
punge Clay’s  resoliitioirs. 

Every  memher  of  the  legislature  has  been  alike  honored,  if  it 
he  an  honor  lo  receive  stich  trash.  For  my  own  part,  I could 
not  hut  feel  surprise,. mortifications  and  indignation,  w'hen  they 
came  to  my  liands,  and  when  I saw  the  president’s  well  known 
hand-writing  on  them.  Surprise,  that  he  who  had  uttered  such 
hitter  and  repeated  denunciation.^  against  inteifering  in  elec- 
tions, whose  friends  had  at  first  rallied  around  him  on  lliis  very 
principle;  who  had  asked  of  congress  a private  secretary  to 
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sign  our  IuikI  (taieiils  for  liim,  vviili  a large  .<aiary,  for  llie  rea- 
son lliat  tie  liiiil  noi  lime  to  sign  them  liimsell — 1 say  1 was  siii- 
prised  tlial  he  slioiilil  lorgel  all  these  tilings  amt  employ  liini- 
sell  ill  franking  Extra  Glolies.  Morlificalioii,  that  lie,  who  was 
the  successoi  of  Washington,  Adams,  Jetlerson,  .Madison  and 
iVlonroe,  should  descemi  ironi  iheir  exalted  e.\ain|des  anil  en- 
gage in  the  cirenlaiioii  of  mere  elec  tioneering  trash.  Jndigna- 
lioii,  that  he  should  forget  the  respeet  that  was  due  to  the  inde- 
pendent represent. itives  of  freemen,  and  lend  the  anlhority  of 
his  irame  to  the  bitter  vitnperaiioiis  of  the  Globe  for  the  jinr- 
pose  ol'  inhueneing  ihe  minds  o|  this  legishiinre  in  the  d iseharge 
of  those  duties  which  the  suffrages  of  its  constituents  have  im- 
posed on  lU  iiuinbers.  Yours,  &.C.  J.  3i.  GALllOUr'^. 

— ~«e©  — 

LIBERIA— ITS. PRESENT  STATE. 

The  following  iuteiesiing  letter,  addressed  to  the  rev.  R.  R. 
Gurlep,  secretary  of  the  American  Cidonizaiioii  society,  gives 
a very  satisfactory  view  of  the  colony  ol  Liheiia.  It  is  wriuen 
by  an  intelligent  young  genllenian,  who  is  just  reluiiied  from  a 
visit  to  Africa,  wlncli  lie  made  for  llie  purpose  of  ascertaining 
the  true  stale  of  things  there. 

Neiu  York,  Dec.  15,  1835. 

“Rev.  and  dear  sir:  As  the  interview  which  1 had  tlie 
pleasure  ol  enjoi  mg  with  yon  here  a few  days  since  was  brief, 
1 take  this  opportunity  to  cninmnnicate  a lew  lacis,  which  J 
hope  may  not  be  uiiiiileresting  to  you. 

Fitsi.  As  la  the  soil  of  Liberia.  1 can  truly  say  that  it  is  not 
surpassed,  if  equalled,  in  fertility,  by  the  richest  lauds  of  the 
stales.  1 speak  advisedly  when  1 say  thi.«,  for  I have  cultivated 
and  travelled  over  some  of  our  finest  lands  in  several  of  the 
western  and  middle  slates.  I have  se.en  the  full  shock  of  corn 
of  Kentucky,  and  the  waving  wheat  fii  Ids  of  Ohio  and  Penn- 
sylvania; I have  trodden  the  rice  lands  of  Georgia,  and  the  cot- 
ton lands  of  the  Garolinas;  and  in  the  same  year  and  season  I 
have  seen  the  golden  fruits  of  Africa.  On  Ihe  banks  of  the  St. 
Paul  I saw  the  waving  millet  and  ripe  banana,  the  lu.xuriani 
plantain  and  the  abundant  cassada,  the  sweet  potato  and  the 
growing  rice;  and  I must  say,  the  contrast  which  I was  thus 
enabled  to  make  led  me  to  the  conviction  that,  with  equal  skill 
in  cultivation,  the  lands  of  Liberia,  or  rather  the  products, 
would  bear  a favorable  comparison  with  those  of  our  or  any 
other  country.  I am  happy  to  be  able  to  state,  also,  that  the 
inhabitants  are  beginning  to  turn  their  atteniinn  more  generally 
and  more  energetically  to  agiiciiliural  pnr.'iiiis.  This  I view 
as  one  of  the  most  favorable  omens  of  future  prosperity  to  the 
whole  colony.  A grealei  amnnui  of  products  was  raised  during 
the  season  which  has  just  terminated,  than  in  any  preceding 
one;  and  from  liie  feeling  which  seemed  to  pervade  the  minds 
of  many  when  1 left  Africa,  I am  led  to  anticipate  richer  results 
at  the  termiiialion  of  the  present  season. 

Secondly.  As  to  the  climate  of  Liberia.  1 must  admit  lliaf,  in 
compari.son  with  some  countries,  it  may  be  termed  unhealthy; 
but,  while  I make  this  concession,  I ihiiik  it  can  be  clearly 
proved  tliat  as  great  mortality  attended  the  first  settlers  of  my 
own  native  stale  (Kentucky)  as  has  attended  the  emigrants  to 
Liberia;  and  now  that  is  esteemed  one  of  the  lieallbiest  slates 
in  the  union.  Fnrtlier,  facts  discover  a much  greater  fatality 
attending  the  New  England  emigrants  to  the  south,  than  of 
southern  blacks  to  Africa.  Soiiiliern  blacks,  with  like  com- 
forts and  medical  attention,  are  as  healthy,  and  liealitiier,  in 
Liberia  than  in  iMissi.ssippi.  A fact  on  this  point:  A Mr. 
Moore,  a colored  man  from  Mississi[ipi,  told  me  that,  during 
the  five  months  he  had  been  in  .Africa,  both  he  and  hi.s  family, 
and  all  who  came  out  in  flie  same  expedition,  had  enjoyed  bet- 
ter health  than  they  nsiially  experienced  in  their  native  stale; 
that  not  one  had  died,  or  even  heen  sick  with  what  was  termed 
African  fever. 

Thirdly.  As  to  the  morality  of  the  colony,  it  is  in  general 
good.  There  are  there,  as  elscwliere,  some  idle,  vicious,  mis- 
chief-making men.  In  all  Ihe  seitleiiients  there  are  temples 
erected  for  the  worship  of  the  Mo<t  High,*  in  which  attentive, 
orderly,  and  Sulemn  assemblies  n<ii.ally  convene  Ibriee  on  the 
Lord’s  day,  and  once  dining  the  week.  The  people  of  Liberia 
Tire.  K temperate  people.  I was  there  during  the  annual  elec- 
tion, at  which  time  1 saxv  a few  men  who  I thought  were 
slightly  intoxicated;  but  to  the  honor  of  Liberia  be  it  spoken, 
that,  during  the  two  mouths  that  I remained  in  Monrovia.  1 
witnessed  less  drinking  and  less  inebriation  Jlinn  I have  wit- 
nessed in  fifty  villages  I could  name  in  the  stales,  in  the  short 
space  of  24  hours. 

I mention  this  hecanse  it  i«  true,  not  to  institute  an  invidious 
comparison;  and  facts  are  what  the  friends  of  this  much  slan- 
dered colony  need.  As  to  the  schools  connected  with  Ihe  dif- 
ferent settlements,  they  are  not  yet  as  niimerniis  as  the  want^ 
of  the  settlers  and  surrounding  natives  require;  nor  are  they  as 
efficient  or  beneficial  as  they  might  be  iinder  the  general  super- 
vision of  some  jiidicions  individual,  who  cmiM  devote  his  whole 
time  to  this  important  department.  \V<  rp  tlie  different  bene- 
volent associations  jji  this  country  united  in  their  efforts,  with 
a suitable  general  agent  there,  much  and  great  good  might  be 
done  in  cdncaling  the  youth  of  the  colony,  and  the  children  of 
natives.  Most  of  the  adjacent  tribes  are  anxious  to  have  their 
children  taught,  hut  the  wants  of  the  colony  have  heretofore 
besn  so  great,  and  teachers  so  few,  that  necessarily  little  has 
been  done  to  instruct  native  yonih. 

* Five  in  Monrovia,  two  in  Caldwell,  one  in  Millshiirg,  one 
in  New  Georgia,  and  one  at  Edioa. 


'I'iiere  are  now  four  schools  in  Moinovia.  two  of  which  I 
visited.  One  ol  them  was  the  orphan  si  liool,  to  vvhn  li  there 
were  attached  about  35  cliildien,  all  heallby,  .>|>rig!il)y  looking, 
and,  from  the  interview  wliicli  I bad  wilb  llieir  teacher,  Mrs. 
Cipics,  many  ol  ibem  were  making  rapid  progress  in  lln  ir 
siudie.s.  Aiiotlier  that  I visited  wa.s  coiiipoM'il  of  girls  and 
boys.  Irom  the  ages  ol  4 to  14  or  16,  120  m number.  Tlit  ir 
bealililtil  a[)(iearance  and  good  deporimcui  lead  me  to  expect 
the  mo.st  plea.'iiig  results  Irom  the  cfiorls  of  their  leaclii  r,  il  bis 
life  and  liealiti  aie  spared.  There  are  three  schools  in  Cald- 
well, each  of  vviiicli  1 viewed  as  iniere.-iing.  One  in  New 
Georgia,  not  inferior  to  any  in  importance  or  interest.  At 
M ill.'tinrg  and  Edina,  sclmols  were  being  pul  in  opeiaiion  about 
the  lime  we  sailed.  'I’o  the  yoiilh  of  these  scliools  1 look  with 
coufideiice,  not  only  lor  the  physical  strength,  but  for  llie  in- 
tellectual energy  anil  moral  lieallli  and  beauty  of  that  iulerest- 
iiig  little  republic. 

One  Ollier  thought,  and  I must  close  this  hasty  conimnriica- 
lioii.  The  question  has  been  asked,  what  has  colonization 
done  in  checking  the  slave  tiadc?  1 answer,  it  has  done  much; 
but  il  is  asserttd  that  it  has  done  nothing.  1 ask,  is  il  nothing 
to  have  planted  prosperous  sclilcmenls  where  slave  factories 
once  stood?  Is  it  nothing  to  see  five  churches  erected  for  the 
worship  of  the  Most  High,  in  a town  of  .500  houses,  on  Ihe  very 
spot  where  the  iron-hearted  dealer  in  Imnian  beings  once 
dwelt?  Is  it  nothing,  that  several  native  kings,  once  slave- 
dealers,  now  cultivate  the  lands  wiUiiii  the  colonial  limits, 
having  washed  their  hands  from  former  polliitioiis?  Let  Eng- 
lish and  American  seamen,  nine  of  wliose  vessels  were  at  an- 
chor in  the  harbor  of  Monrovia  w’hen  we  landed,  answer 
whether  nothing  has  been  done,  no  cliange  r ffecled,  in  the  once 
blood-stained  Cape  Mesnradn?  And  here  permit  me  to  remark 
that,  if  this  government  would  co-operate  with  individual 
benevolence,  the  .whole  traffic  might  be  soon  broken  up.  A small 
fli'ct  of  steam  ships  could  soon  abolish  the  trade.  Steam  ves- 
sels are  necessary,  for  no  other  vessels  can  sail  with  the  same 
speed  as  slavers,  the  most  of  tliem  being  our  best  built  Balti- 
more schooners.  On  lliis  subject,  however,  I intend  laying  a 
few  (acts  before  some  of  ilu;  members  of  our  highest  court, 
with  whom  I have  the  honor  of  being  acquainted.  Hoping 
that  the  present  meeting  of  yonr  society  may  be  abundantly 
blessed,  and  praying  for  the  fullest  success  in  all  your  future 
labors  of  benevolence,  permit  me,  dear  sir,  to  siihserihe  myself 
your  most  obedient  servant.  G.  VV.  McELROY.” 

From  the  Liberia  Herald. 

The  effects  of  the  colony  on  the  customs  of  the  natives,  may 
be  gathered,  in  part,  from  the  following  anecdote: 

“A  few  days  ago,  tlie  colonial  agent  being  at  Millsimrg,  was 
informed  tliat  at  a naiive  town,  a few  miles  below  Millshiirg, 
llie  natives  [Dey«]  had  a Queer  man,  said  to  have  been  taken 
in  an  affray  between  the  Deys  and  Queers.  They  liad  the 
poor  fellow’s  leg  in  limbo,  his  ankle  altaclied  to  a huge  log  of 
wood,  by  a piece  of  iron  bent  to  fit  the  ankle,  with  both  ends 
drove  through  the  log,  and  clinched  on  Ihe  opposite  side.  It  ap- 
pears (hey  had  determined  lo  decapitate  him,  hut  had  deferred 
the  event  until  harvest,  that  they  might  avail  ilu  inselves  of  his 
services  in  getting  in  their  rice.  On  receiving  the  intelligence, 
the,  agent  repaired  to  the  spot  and  rescued  the  unfnnutiaie 
victim  from  Iheir  cruel  fangs,  and  liheralcd  him.  He  also  for- 
bade them,  on  pain  of  incurring  his  displeasure,  to  concert  any 
lio.stile  measures  on  oiir  territory,  without  the  consent  and 
concurrence  of  llte  colonial  antlmrity.” 

The  prince  of  a neighboring  tribe,  has  sent  to  the  rolony  two 
of  the  men  concerned  in  the  late  mas.sacre  at  Port  Cresson. 
This  prince  has  professed  neutrality  as  it  ri'gards  the  difference 
between  the  erdonists  ami  natives — but  Ihe  ediliir  thinks  that  he 
was  in  some  measure  concerned  in  the  massacre.  He  was 
afraid  to  take  either  side — afraid  of  king  Joe  Harris  and  of  the 
Americans — arguing  as  follows: — 

“King  Joe  be  proper  king,  not  ca«sado  king;  all  countrymen 
fear  him.  But  Merica  man  he  sney — he  no  fear  die,  he  go  war 
all  same  man  go  sell  something.” 

MEXICAN  NEWP. 

We  learn  by  letters  from  Tam|»ico  of  the  14ih  Decrmher, 
18.35,  that  tweiity-eight  men  taken  prisoners  in  Ihe  action  of 
the  15lli  Novemher.  between  Mejia  and  Ihe  iMexicans  near 
I’.imiiico,  were  pnhliely  shot  on  that  day,  (14th  December),  by 
the  Mexicans.  The  following  is  the  list  of  their  names  and 
(daces  of  birth.  ^IVashington  Globe. 

List  of  persons  shot  at  Tampico  at  8 o'clock  in  the  morning  of 

the  \A>h  December,  18.35. 

Arthur  H.  Clement,  of  PhiladeRdiia,  aged  40 — no  parents; 
Thomas  Whitaker,  do.  3d;  William  C.  Barclay,  New  York,  2d; 
Jacob  Morrison,  do.  21;  Efiward  Mount,  do.  23;  Charles  Grrrss, 
Pennsylvania,  23;  fisaac  F.  Lced.s,  New  Jersey,  30;  Mordecai 
Girt,  Maryland,  .53;  David  Long.  Ohio,  25;  William  IL  Makay, 
Virginia,  20;  Jorias  K.  Stuart,  Vermont,  33;  Daniel  Holt,  Ca- 
nada, 18;  James  Cramp,  England,  22;  Lewis  Jacob.  dr>.  21; 
John  ^lariin  Ires,  do.  35;  Thomas  H.  Rogers,  Ireland,  23;  Da- 
niel Dtmelly,  do.  20;  Jaiires  Farrell,  do.  2.3;  Aiigoste  Saussenr- 

France,  22;  Demeiissent,  do.  25;  Frederick  Debois,  Danl- 

zic,  24;  Frederick  William  Marier,  Germany,  22;  FlenrV  Wag- 
ner, ilo.  24;  John  Irish,  do.  24;  Anclrews  Helm.  do.  50;  George 
Iselin,  do.  27;  L.  M.  Bellepnnl,  Hanover,  26;  William  H.  Mor- 
ris, New  Prov.  28. 
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f rom  Ike  New  Orleans  True  Jlmerican  of  25th  December , 
Tampico,  December  13,  1835,  9 o^cluck  P.  M. 

Dear  sir:  I will,  iii  as  It  vv  words  as  iiossilde,  give  you  in- 
telligence of  my  lau; — winch  is  an  uiuimely  one.  I,  together 
with  twenty-seven  of  my  companions,  am  to  he  SHOT,  according 
to  orders  given  to  us  by  a court  martial  of  Mexican  soldiers  and 
oj/icers,  for  an  attack  on  this  city  on  the  night  ol  the  15th  No- 
vember last.  It  would  he  idle  to  give  you  a description  of  the 
battle;  you  have  probably  heard  it.  During  the  engagement,  I 
received  a wound  in  the  head  by  a ball,  and  another  through 
the  right  hand;  in  consequence  1 liave  been  in  the  hospital 
until  this  alternoon,  from  the  morning  ot  the  battle. 

For  my  own  part,  I am  perfectly  resigned  to  the  fate  which 
awaits  me.  No  money  can  save  us — even  five  thousand  dol- 
l.irs  was  offered  lor  any  one  individual:  there  was  likewise 
offered  one  hundred  thousand  dollars  as  a ransom;  but  they  re- 
fuse it,  thinking  that  the  example  of  our  slaughter  will  deter 
others  fiom  the  cause  of  liberty. 

This  is  a regular  massacre;  we  should  have  been  treated  as 
prisoners  of  war.  I hope  the  Americans  will  revenge  our  death 
— [ have  only  a few  hours  to  live — God  bless  you  all — 1 can 
write  no  more. — Farewell!  JAS.  FARRELL. 

Messrs.  Dubois  ^ Garretson,  New  Orleans. 

From  the  New  Orleans  Morning  Post  of  Dec.  28.  We  learn 
by  col.  Macomb,  who  arrived  from  Nacogdoches  yesterday,  that 
San  Antonio  has  at  length  been  captured  by  the  Te.xians.  This 
intelligence  is  six  hours  later  than  the  last,  received  a day  or 
two  since.  According  to  the  inldrmation  conveyed  by  col  Ma- 
comb, gen  Coss  was  killed  in  the  action,  together  with  almost 
every  field  officer  in  the  Mexican  army.  Not  an  armed  Mexi- 
can soldier  is  now  to  be  seen  on  this  side  of  the  San  Antonio 
river.  The  town  was  captured  with  great  slaughter  on  the  part 
of  the  Mexicans.  Those  who  survived  were  driven  across  (he 
river, and  we  suppose  are  in  full  careeron  their  road  to  Mexico. 
[Doubtful.] 

Whilst  the  justice  of  the  sentence  of  the  piratical  invaders  of 
Tampico,  (says  the  National  fntelligericer),  whose  military  ex- 
ei  uiion  we  have  had  an  account  of,  will  be  generally  acquiesc- 
ed in,  it  is  impossible  not  to  commiserate  the  hapless  case  of 
those  unfortunate  men,  such  as  the  writer  of  the  following,  who 
were  thus  deluded  to  their  ruin: 

Tampico,  Dec.  12,  1835. 

My  dear  brother:  Prepare  to  read  these  lines,  conveying 
the  news  of  my  unhappy  fate,  with  the  same  firmness  that  you 
would  have  done  had  you  been  summoned  to  attend  my  death- 
bed. But  reflect  that  the  momentary  pang  which  separates 
temporal  and  eternal  life  shall  have  passed  ere  this  reaches 
you.  To  be  brief,  as  the  lime  allotted  me  to  compose  my  mind 
for  this  event  is  short,  1 have  only  to  say.  that  instead  of  arriv- 
ing in  Texas  a free  man,  and  at  large,  as  I bad  supposed  when 
I left  you,  the  vessel  was  taken  to  Tampico,  and  myself  and 
companions  were  compelled  to  match  in  arms  against  a city 
which  I had  never  seen,  and  to  shoot  down  the  inhabitants  of 
a country  that  had  never  offended  me:  rest  assured  that  this 
was  an  order  not  very  faithlully  executed,  the  consequence  of 
which  was,  that  a great  many  prisoners  were  made,  among 
whom  I am  now  confined  under  sentence  of  death,  to  be  shot 
on  Monday  morning,  at  7 o’clock.  It  is,  however,  a great  con- 
srdalion  that  I die  innocent  of  any  crime,  and  feel  belter  en- 
abled to  encounter  death  than  I could  have  expected. 

Present  my  dying  affections  to  your  wife  and  family,  and  be- 
lieve me  to  remain  your  affectionate  brother, 

THOMAS  WHITAKER. 

To  Mr.  Wm.  H.  Whitaker,  New  Orleans. 

P.  S.  Endeavor  to  broach  the  intelligence  as  smoothly  as 
pos.sible  to  our  aged  father,  and  remember  me  to  all  my  friends 
in  Pennsylvania.  T.  W. 

Extract  of  a letter  from  a mercantile  house  in  New  Orleans, 
dated  Dec.  15. 

“It  becomes  now  our  duty  to  draw  your  attention  to  the  ap- 
prehension which  is  fell  of  an  interruption  in  our  trade  with 
Mexico,  and  the  probability  of  a cessation  in  our  supplies  of 
specie,  in  consequence  of  the  part  which  has  been  taken  by  our 
citizens  in  the  affairs  of  Texas,  and  in  the  expedition  of  general 
Mejia  against  Tampico;  that  our  government  should  have  over- 
looked such  an  interference  on  the  part  of  a few  adveniurers 
and  land  speculators,  must  be  a matter  ofsurprise  and  deep  re- 
siri  t to  every  reflecting  mind.  Thus  a trade,  which  for  the  last 
20  months  amounted  to  8,536,708  dollars  of  exports,  (2,4.59,776 
dollars  o(  which  con.sisled  of  American  manufaeiures),  and  to 
9.363,696  dollars  of  specie,  has  been  jeoparded  without  tlie  least 
effort  being  made  by  the  proper  aiiihoriiies  to  prevr  nt  it.  We 
are  already  fechtig  the  effects  of  this  extraordinary  conduct. 
The  debt  of  Mexico  to  this  place  for  the  sales  of  the  last  six 
months  Amounts  to  u(twaids  of  3,500,000  dollars,  the  greatest 
part  of  which  would  have  been- received  about  this  time;  a stock 
of  upwards  3,000,000  dollars  of  goods  remain  here  without 
even  a single  buyer,  and  we  see  not  the  least  prospect  of  a 
change  for  many  months  to  come.  This  derangement  will  be 
fell  throughout  the  union.  Already  our  banks  perceive  that 
there  is  hardly  .specie  enough  in  their  vaults  to  sustain  their 
paper  currency,  the  amount  not  exceeding  three  millions  of 
dollars;  and  they  are  all  taking  measures  to  iirevenl  any  further 
shtpineiMs  to  the  ea^iward;  and  to  add  to  this  strange  stale  of 
things,  we  are  threatened  with  cruisers  under  the  new  flag  of 
Texas.  Our  latest  dates  from  the  Mexican  coast  are  of  the  20th 
November;  we  are  consequently  most  anxious  to  receive  more 
recent  accounts.” 


From-  the  New  Orleans  Bee,  of  December  21.  We  regret  to 
receive  infbimation  that  an  embargo  has  been  laid,  by  order  of 
the  Mexican  government,  on  the  ports  of  Tampico  and  Meta- 
moras,  against  Mexican  vessels,  and  on  all  the  ports  of  Mexico 
against  American  ships.  No  ingress  nor  egress  from  the  ports 
IS  now  permitted;  and  hence  the  failure,  formerly  noticed  by  us, 
of  hearing  Iroui  the  ships  formetly  despatched  fiom  New  Or- 
leans, or  of  having  any  certain  information  direct  from  Tampi- 
co or  Metamoras.  The  foolish  expedition  planned  by  Mejia 
may  have  led  to  this  resort,  as  well  as  the  state  of  affairs  in 
Texas. 

Upon  this  intelligence,  the  New  Orleans  “Union”  makes  the 
following  remarks: 

“If  it  be  true  that  the  Mexican  government  has  prohibited 
the  entry  of  American  vessels  into  their  ports,  an  evil  has  been 
inflicted  upon  the  whole  country — and  especially  ujion  the  city 
of  New  Orleans — of  the  most  serious  character.  The  trade  be- 
tween this  place  and  Mexico  alone  is  eight  millions  a year! — 
and  at  one  blow  this  has  been  stopped;  and  stopped  at  a mo- 
ment when  increased  quantities  of  goods,  especially  adapted  to 
the  markets  of  Mexico,  are  now  in  the  possession  of  many  of 
our  merchants,  independent  of  the  many  millions  of  American 
goods,  which  must  at  this  time  be  locked  up  in  the  Mexican 
ports. 

“The  government  of  Mexico  has  taken  a most  effectual  way 
to  aiouse  the  United  States  goveMimi-nt  and  those  interested 
in  the  prosperity  of  New  Orleans,  to  the  impropriety  of  permit- 
ting the  tilling  out  of  expeditions  within  our  borders,  to  tiid  the 
conflicting  parties  in  any  province  or  sl.ate  of  Mexico.  It  may 
be  said  we  can  force  open  the  Mexican  ports;  sufipose  we  do, 
if  the  government  seize  American  goods  and  produce  when 
landed,  what  does  our  success  avail  us.?  We  should  be  obliged 
to  have  an  army  to  accompany  the  goads  to  effect  a sale,  or 
obtain  payment.  But  is  it  not  probable,  if  matters  proceed  to 
further  extremities,  that  the  Mexican  government  will  grant 
commissions  to  privateers,  and  sweep  the  American  commerce 
from  the  Gulf.?  We  think  so;  they  have  no  commerce  to  lo.sp; 
we  have;  and  there  are  many  bold  and  desperate  men  ready  to 
act  as  captains  of  privateers,  and  reap  a rich  harvest  from  the 
seizure  of  our  merchant  ships. 

“The  government  is  imperatively  called  upon  to  protect  the 
commerce  of  lliis  part  of  our  country.” 

From  the  New  Orleans  Bee,  Dec.  24.  The  embargo  said  to 
have  been  laid  on  American  ships  enterine  the  ports  of  Mexico 
is  not  wholly  without  foundation;  yet  it  is  not  of  sik  h a nature 
as  to  warrant  apprehensions  of  a rupture  with  the  Mexican  go- 
vernment: or  of  any  cessation  of  our  trade  with  that  country. 

It  is  true  that  the  port  of  Tampico  was  clo.sed  for  a few  days; 
but  that  was  to  prevent  intelligence  being  communicated  of  the 
equipment  of  Mexican  cutters  for  the  coast  of  Texas;  and  it  is 
also  true  that  the  Kanawha  was  not  permitted  to  land  any  of 
hi'r  passengers  or  discharge  her  freight;  but  that  was  because 
she  had  been  freighted  with  provisions— which  are  declared 
contraband  by  the  revenue  laws  of  Mexico,  and  because  she 
had  gone  victualled  purposely  to  support  the  attempt  of  gene- 
ral Mejia  on  Tampico. 

It  is  equally  true  that  the  poit  of  Vera  Ctuz  had  been  closed 
for  a short  lime  by  aibiirary  orders,  and  from  similar  motives; 
but  it  is  also  true  that  this  species  of  embargo  had  not  received 
the  sanction  of  the  general  government,  and  must  be  consider- 
ed rather  as  individual  acts,  and  as  resorts  supposed  to  be  re- 
quired by  policy  or  a Just  indignation. 

The  embargo  rumored  was  therefore  rather  menaced  than  en- 
forced, or  if  enforced  was  resorted  to  in  only  a few  instances, 
and  for  special  purposes. 

From  the  New  Orleans  Bee.  Texas  is  now  the  determined 
goal  of  an  army  of  nearly  10,000  men  under  Santa  Anna,  who 
have  been  furnished  with  arms  and  provi.^ions  of  all  kinds;  and 
with  funds  by  collections  from  merchants  and  others,  as  well 
as  donations  from  those  interested  in  establishing  a cr  rural 
form  of  government  in  Mexico,  to  the  amount  of  2 or  3 millions 
of  dollars. 

A conducta  from  Tampico,  with  900,000  dollars  of  specie, 
said  prineipally  to  belong  to  merchants  of  New  Orleans,  has 
been  slopped  at  St  Louis,  by  order  of  Santa  Anna.  Another 
with  about  90,000  dollars,  arrived  safe  at  Tampico — a part  of 
which  has  been  brought  to  this  place  by  the  Attakapas. 

Tampico,  Dec.  14,  18.35. 

Dear  sir:  This  morning  twenty-eight  unfortunate  victims  of 
treachery  and  villainy,  part  of  Mejia’s  expedition,  were  shot.  I 
hand  you  enclosed  a li.-tof  them,  with  a petition  presented  to 
the  military  commandant  by  several  foreigners  and  Mexicans, 
drawn  up  and  signed  by  the  prisoner.^;  but  alas!  it  was  not  in 
his  power  to  meet  their  solicitude.  The  papers  enclosed  were 
sent  to  me  by  the  curate  who  attended  them  in  their  last  mo- 
ments; they  requested  that  they  might  be  printed  in  New  Or- 
leans. The  letter  from  Jonas  H.  Steward  and  the  petition  to 
the  commandant  were  given  to  me  at  the  pri.'-on  gate  on  Sun- 
day morning.  1 had  them  translated  into  Spanish,  and  pre- 
sented them  myself  to  the  commandant,  and  am  satisfied  that, 
had  he  the  power,  he  would  have,  complied  with  their  last  re- 
quest. 

You  have  here  a full  view,  as  will  the  government  and  peo- 
ple of  the  United  States  have,  of  ihe  hideous  crime  committed 
in  the  port  of  New  Orleans  in  defiance  of  the  laws  of  God  and 
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of  honor,  under  the  pretence  of  populating  Texas.  A number 
of  distressed  and  unttu  lunaie  beings  are  entrapped  and  put  on 
board  the  schooner  Mary  Jane,  capi.  Hall,  under  the  express 
stipulation  and  nnderslanding  that  they  are  bound  for  Matagor- 
da and  Galveston,  in  Texas,  as  the  clearance  of  said  vessel  at 
the  custom  house,  in  New  Oilcans  on  the  6lh  ult.  indicales;  it 
was  (nrther  undcrntood  that  they  were  to  have  lands  on  iheir 
arrival  there,  and  a free  passage;  hut  mark  the  result — .'uch  as 
has  been  the  late  of  these  nnloriunaie  men  was  near  to  have 
been  indicted  on  every  American  in  this  place.  Su<  h enter- 
prises m.ny  in  New  Orleans  be  termed  mercantile  specniaiions, 
they  are  worthy  of  such  men  as  enter  into  lliem,  and  1 do  not 
envy  them  their  feelings. 

Jinother  letter  from  the  s<nne  place  and  date,  sarjs — 

Even  those  in  ihis  conniry  who  may  have  instigated  this  plan 
of  operation  have  deceived  themselve,';  for  moi-t  of  tho>e  upon 
whom  they  counted  refused  to  act  in  concert  with  foreigners 
against  their  own  countrymen. 

Why  is  it  that  the  governmnnt  of  the  United  States  does  not 
take  decisive  measures  to  prevent  the  notorious  embarkation 
of  men,  arms  and  money,  from  her  ports, and  in  a vessel  which 
sails  confessedly  for  the  purpose  of  attacking  a countiy  at  pre- 
sent at  peace  with  her.?  And  more,  why,  after  permitting  this, 
and  thus  compromising  her  citizens  resident  here,  does  it  not 
send  out  for  their  protection  a siiFlicient  number  of  cruisers? 

1 am  aware  that  New  Orleans  is  the  only  place  in  the  United 
States  where  the  operations  above  mentioned  can  he  carried  on 
etfeclively;  and  I am  still  more  surprised  at  it,  as  the  capital- 
ists of  that  place  will  he  the  heaviest  losers  should  American 
propeiiy  in  this  country  he  placed  in  jeopaidy.  All  sensible 
merchants  in  Mexico  wish  for  peace,  under  whatever  form  of 
government  the  naiion  may  think  fit  to  ailopi;  and  it  is  really 
vexing  to  think  that  onr  security  and  that  of  our  property  should 
be  compromited  at  home. 

The  Pennsylvanian’^  says — We  copy  to  day  from  late  New 
Orleans  papers,  a full  account  of  the  melancholy  fate  of  twen- 
ty eight  citizens  of  this  republic,  forming  part  of  Mejia’s  ill 
starred  expediiion  to  Tampico,  who  on  the  14th  ult.  were  shot 
at  the  latter  place,  under  sentence  of  a couit  martial.  Various 
opinions  will  he  entertained  on  this  subject,  and  many  will  re- 
gard it  as  a bloody  ontrai>e,  demanding  retribuiion;  hut  reflec- 
tion will  show,  much  as  the  occurrence  is  to  be  deplored,  that 
the  act  on  the  part  of  the  Mexican  government  was  sanctioned 
by  necessity,  and  the  law  of  nations.  The  deceased  were 
found  in  the  act  of  invadinu  a country  with  which  their  own 
government  is  at  peace;  tliey  liad  come  to  wage  war  on  their 
individual  respniisjhiliiy  and  to  excite  insurrection,  and  ihey 
perished  under  the  same  recognised  practice  which  consigned 
Arbuihnot  .iiid  Airihrister  to  the  grave.  In  their  address  it  is 
alleged  that  their  destination  was  Texas,  and  that  they  were 
led  to  the  assault  of  Tampico  ihroueh  the  diiplicily  of  Mejia. 
H’his,  however,  does  not  alter  the  case.  Our  citizens  in  1'exas 
have  only  the  alternatives  of  victory  or  death  presimled  to  iliem 
They  must  succeed,  or  (terish,as  the  invaders  ofTainpico  have 
perished;  and  such  doubtless  is  the  calculation  of  every  one 
who  has  volunteered  on  this  revolutionary  crusade. 


National  government  house,  Mexico,  Nov  ~\9lh,  1835. 

The  uiidersimii’il,  as  (iriiicip.il  officer,  chaiged  wiih  Ihe  de- 
ttpaiches  of  tlic  minisiry  of  foreign  rcl.’ilioiis  of  the  Me.xiean  re- 
public, has  received  orders  from  his  excellency  the  presideni, 
to  adilre.ss  the  government  of  the  Uniteil  Stales,  ihroiiiih  its  se- 
cretary of  slate,  on  the  snbjiH't  of  iwo  qnesiioos  of  creat  in- 
terest, which  sfimild  be  explained  with  all  good  faith  which 
characterizes  both  nations.  Jn-iicc,  reason,  and  iniitnal  in- 
terest reqniie  that  Ihis  explanniion  should  occur  to  prevent 
being  destroyed  the  lies  of  friendship  and  reciprocal -confidence 
wliieh  has  subsisted  till  the  present  time  between  both  coun- 
tries. 

Con''ormalily  to  the  orders  of  Iiis  government,  the  undersign- 
ed, in  addressim;  the  honorable  secretary  of  stale  for  the  United 
Stales,  h.as  the  s;»tisfiiciion  to  be  enabled  to  announce  to  him, 
ill  advance,  that  his  government  is  well  aware  that  principles 
of  justice  invariably  direct  the  cabinet  at  Washington,  which 
has  already  civep  sufficient  proofs  of  its  kindness  and  sympalliy 
for  the  welfare  and  prosperity  of  the  Mexican  republic.  He  !ias 
never  doubted,  and  does  not  doubt,  that  as  soon  as  these  claims 
will  be  proved  just  and  well  founded,  they  will  be  rectified  with 
all  that  promptitude  used  by  the  most  friendly  iiaiiniis  to  repair 
their  reciprocal  wrongs. 

The  first  subject  to  which  the  undersigned  feels  it  inciiniherit 
on  him  to  call  the  attention  of  the  secretary  of  slate  of  ihc 
United  Slates,  is  the  tioiorioiis  co-operation  of  a great  tnimher 
of  the  inhahiiaiits  of  Tiouisiana  with  the  colonial  iiisiirgents  of 
Texas,  whose  cause  they  have  espoused,  and  with  whom  they 
8Ci  as  an  xiliaries.  I’he  Mexican  colon  is  is  (for  they  are  so.  and 
nothing  else,  .since  they  have  renounced  their  oriL’inal  naiion- 
alil^ ) would  never  dare  to  violate  so  openly  Iheir  duties  towards 
their  adopted  country,  had  they  not  the  assurance  that  firompi 
and  efficacious  succors  would  he  given  them  along  their  fron- 
tiers. These  succors  are  furnished  by  American  speculators, 
who  regard  solely  their  own  interest. 

Unfortunately  for  them,  these  assurances  have  been  too  well 
founded.  Even  before  they  raised  the  standard  of  revolt,  they 
liad  received  from  Iheir  friends  at  New  Orleans  all  the  neces- 
sary materials  to  prepare  and  kindle  that  flame  which  must  in- 
evitably devour  their  increasing  property,  if  they  shall  nut 
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promptly  open  their  eyes,  and  submit  anew  to  the  authority  of 
the  national  government,  which  they  tiave  outraged,  and 
which,  it  it  di.-dains  lo  rewenge  itsell',  is  yet  firmly  resolved  to 
render  itself  respected  in  all  the  extent  o(  onr  immense  terri- 
tory. ymee  llial,  the  colonists  of  Texas  have  obtained,  and 
daily  oliiain,  liom  New  Orleans,  ussislunce  of  ail  kinds,  in 
men,  muiiilions  and  aims,  in  silver,  and  soldiers,  who  public- 
ly enlist  in  tiial  ciiy,  and  carry  wiih  tliem  arms  agiiin.-i  a friend- 
ly nation,  'i'he  solulion  ol  tliis  tpieslioii,  purely  domestic,  is 
rendered  more  complicated  by  ilieir  presence.  Even  public 
assemblies  hiive  been  organized  at  New  Orleans,  winch,  with 
tile  gri'alesi  publicity,  iiiicriere  in  the  afi'airs  of  'I'exas,  or  even 
direct  tliem;  and  either  by  means  of  the  press,  or  meetings 
ostensibly  convoked,  seek  continually  to  generalise  the  future 
views  of  some  of  them  on  'I’exas,  vviih  the  opinions  of  the  citi- 
zens generally  of  the  United  Staie.<;  in  other  words,  they  seek 
to  give  a color  of  Aim  ricaii  nationality  to  what  is,  in  fact,  a 
mere  speculation  of  diftereni  adventiirns  of  all  kinds. 

The  undersigned  knows  already  that  many  of  tliese  acts  have 
been  committed,  and  are  still  committed,  under  the  refuge  of 
ihe  liberalism  of  American  instiiuiions — without  the  local  au- 
thoriiies  or  the  government  ol  the  union  having  any  power  to 
oppose  (hem;  of  which  kind  aie  the  Ireedom  o!  the  press,  in- 
dividual liberty,  and  the  iiniestricted  exports  of  commerce. 
For  tliese  reasons,  then,  the  goveriimetil  of  the  undersigned 
cannot,  and  should  not  solicil  the  action  of  the  United  States 
government,  except  to  adopt  measures  authorised  by  its  own 
laws  to  prevent  tile  evils  which  a foreign  intervention  (although 
individual)  in  a domestic  dissension  may  produce  lo  a friendly 
nation,  attached  to  it  by  political  and  commercial  lies. 

'J'lie  second  subject  on  winch  the  undersigned  must  appeal  is 
the  capture  and  arhiirary  deleulioii  of  the  Mexican  schouner  of 
war,  the  Gorreo,  of  Mexico,  capt.  Thompson.  'J’his  ship  was  cap- 
iiirod  in  the  waters  of 'I'exas  by  the  American  merchant  ship  the 
San  Felipe,  captain  Hind.  'I’o  justily  an  act  so  scandalous,  and 
doubtless  lo  countenance  this  gratuitous  outrage  done  to  Hie 
Mexican  flag,  a part  of  the  crew  of  the  Gorreo  lias  been  accus- 
ed of  piracy.  'I'he  undersigned  can  assure  Hie  honorable  se- 
cretary ofstate  for  the  United  Slates  that  the  ship  Correo,  com- 
manded by  'riiompson,  was  a ship  of  war,  under  the  full  au- 
thority of  goveriimeiit;  that  captain  Thompson,  as  well  as  his 
whole  crew,  belonged  to  the  national  marine  of  the  Mexican 
republic;  that  they  were  found  in  Ihe  seas  of  Texas  in  the  exe- 
cution ol  orders  received  from  competent  authority;  and  that, 
in  sliori,  the  coast-guard  service  of  the  schooner  imposed  on 
tier  captain  the  duty  to  prevent  all  contraband,  and  chiefly  of 
war.  'I'liis  being  establi.sheH,  how  can  a ship  of  war,  recognis- 
ed as  such  by  a sovereign  nation,  be  consideted  a pirate;  since 
to  he  declared  a pirate,  accoidiiig  to  the  doctrine  of  Galiaiia, 
Aiuiii,  Hobb.-,  and  all  jurists  who  have  written  on  maritime 
law,  a ship  should  have  neither  papers,  nor  commission  of  any 
government,  nor  belong  lo  any  naiion?  'riien  they  reply  that 
he  has  committed  excesses,  as  there  is  none  to  reply  for  him. 
If  captain 'l’hom()son  had  ouisiepiied  his  powers,  in  visitjng 
ships  beyond  the  view  of  Hie  coasts — if  lie  had  committed 
violences,  or  had  seized  on  the  pioperty  of  an  American  citi- 
zen, he  depended  on  his  government,  v\  Inch  would  infaliably 
have  punished  him,  and  iiidemnily  nil  the  parties  for  Hie  losses 
which  they  might  have  suffered.  Cut  it  is  not  on  the  simple 
afliilavit  of  captain  Hiini  lha.t  they  can  ever  establish  the  cul- 
pability of 'I'hompsoii,  if  he  is  really  guilty;  nor  has  the  captain 
of  a merchant  ship  Hie  right  to  cajiture  a war  vessel  of  a friend- 
ly nation,  to  lowei  its  flag,  declare  its  crew  (irisoners,  and  cast 
Its  offii  t rs  into  irons;  and,  lastly,  hoist  a different  flag  than  its 
own,  and  take  it  in  as  a prize  into  a foreign  port. 

These  priiici|iles  are  those  of  maritime  jurisprudence.  The 
undersigned  knows  too  well  the  great  extent  ol  the  knowledge 
and  learning  of  the  honorable  secretary  of  state  of  Hie  United 
Stales  to  explain  to  him  lho.«e  principles,  founded  not  only  on 
international  rights,  but  on  Hie  constant  practice  of  mariiime 
nations.  In  consequence,  the  government  of  the  undersigned 
does  not  hesitate  an  iiislaiit  lo  believe  that  Hie  American  go- 
veriimonl  will  show  jlsr  ll  impartial  and  unjust;  that  it  will 
order  the  restitution  ol  the  Correo,  of  Mexico,  which,  being  a 
ship  of  war,  i.s  national  property;  that  it  will  set  at  liberty 
captain  Tliompson  and  the  other  prisoners  detniiied  at  New 
Orleans  under  a pretence  of  a charge  of  piracy;  tlial  it  will 
make  captain  Himi  responsible  before  an  American  iribimal 
for  the  gininitoiis  iiisiili  done  to  a slii(i  ol  war  of  a friendly  na- 
tion, and  render  him  .'uiienable  for  all  the  damages  and  preju- 
dices occasioned  by  his  arliitrary  conduct.  On  its  .'.id'*,  Ihe  go- 
vernment of  the  iindersigiKMi  is  resolved  to  establish  an  inquiry 
into  the  comitiei  nf  cajiiain  'I’liompson,  who  will  he  examined 
in  good  faith  and  with  a sernpiilous  attention,  so  as  lo  leave  no 
doubt  of  his  guilt  or  innocence;  and  in  Hie  first  case  to  punish 
him  with  all  the  rigor  of  the  haws,  and  indemnify  all  who  may 
have  been  injured  by  'J’hompson  in  his  quality  of  commanding  a 
ship  of  war. 

Approv'd  by  the  undersigned,  charged  with  the  niiiiistry  of 
foreign  relations,  &c. 

JOSE  MARIA  ORTIZ  MONASTERIO. 

To  the  hon.  secretary  of  slate  for  the  United  Slates. 

We  piihlish  the  following  letter  from  Mr.  Carlelon  (says  a 
New  Orleans  paper)  without  comment,  because  we  deem  any 
unnecessary,  the  letter  speaking  fully  for  itself.  The  district 
attorney  is  able  and  ready  to  discharge,  the  duties  of  his  office, 
at  all  limeB. 
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New  Orleans,  Dec.  28,  1835. 

Gentlemen:  This  acknowledges  the  receipt  of  yonr  cominu- 
nicaiioii  of  llie  26ih  inst.  in  which  you  state  that  you  are  in- 
formed the  schooner  Brutus  is  now  fitting  out  and  armed  with 
cannon  for  the  purpose  of  capiuring  Mexican  vessels,  and  re- 
quest that  immediate  measuies  may  be  taken  to  prevent  her 
departure  from  this  port. 

I regret,  genlleinan,  that  pu  had  not  at  the  sanie  time  fur- 
nished me  with  propel  affidavits  or  the  names  of  witnesses, 
who  couhl  set  out  specifically  the  facts  upon  which  judicial 
proceedings  might  be  based.  Mr.  Curell  who  delivered  your 
letter,  inlormed  me  that  efforts  were  then  making  t6  procure 
such  affidavits,  and  that  the  result  would  be  made  known  to 
me.  In  the  meanwhile  I have  had  an  interview  with  the  col- 
lector, who  will  promptly  act,  as  far  as  he  is  warranted,  upon 
the  information  imparted  to  him. 

The  law  wisely  and  Justly  forbids  any  outfit  of  vessels  in  our 
ports  with  intent  to  commit  hosiiliiies  upon  any  people  at  peace 
with  the  United  States,  and  though  my  duty  requires  that  I 
should  prosecute  for  violations  of  that  law,  yet  it  does  not  re- 
quire me  to  institute  proceedings  upon  the  testimony  of  mere 
Common  report.  Notwithstanding  it  is  currently  said  that  such 
armaments  have  been  fitted  out  at  New  Orleans,  and  soldiers 
enlisting  with  intent  to  cmnniil  hostilities  upon  the  Mexicans, 
nevertheless  no  (lerson  can  be  found  in  this  entire  population 
to  make  an  affidavit  of  the  facts  or  indicate  a single  witness 
who  can  establish  them.  Allow  me  tlierefore,  gentlemen,  to 
state  distincily  to  yourselves  and  all  those  who  may  conceive 
that  the  officers  of  the  governnienl  are  remiss  in  their  duty,  that 
these  are  the  only  legitimate  grounds  tipon  which  prosecutions 
can  be  instituted  and  in.iintained;  and  to  assure  you  that  when- 
ever they  are  furnished  to  me,  my  efforts  shall  not  be  wanting 
to  enforce  the  penalties  of  the  law. 

I have  the  honor  to  be,  gentlemen,  verv  respectfully  your 
obedient  servant,  HENRY  CARLETON. 

To  Messrs.  Cucullu,  Lapeyre  ^ Co.  Chalaron,  S.  T.  Hobson 
& Co.  and  others. 

—••>.♦•6  © 9n«i— 

SPEECH  OF  THE  EMPEROR  NICHOLAS. 

Paris,  November  1 1.  Mention  has  been  several  times  made 
by  the  German  papers  of  a speech  addressed  by  the  emperor 
Nicholas  to  the  deputation  of  the  municipal  body  of  Warsaw, 
upon  his  late  visit  to  that  cily,  which  was  only  remaikable  for 
its  extreme  severity  and  irritating  character.  Although  these 
papers  have  not  published  this  document,  the  following  is  said 
to  be  an  authentic  copy,  which,  from  its  lone  and  spirit,  we  are 
led  lo  wish  may  be  spurious. 

“Gentlemen!  I know  that  you  have  wished  to  address  me, 
and  am  acquainted  with  the  conienis  of  your  intended  address; 
but,  to  spare  you  from  delivering  falsehood,  I desire  ttial  it  may 
not  he  pronounced.  Yes,  gentlemen,  it  is  to  .«ave  you  from 
fal.sehood;  for  I know  that  your  sentiments  are  not  such  as  you 
wish  lo  make  me  believe  them  to  be.  How  can  1 put  faith  in 
them,  when  you  held  the  same  language  to  me  on  the  eve  of 
the  revolution.^  Are  you  not  the  same  persons  who  talked  to 
me  five  and  eight  years  ago  of  fideliiy  and  devoieilness,  and 
made  me  the  finest  protestations  of  ailachment,  and  yet,  in  a 
very  few  days  after,  you  viidated  your  oaths,  and  committed 
the  most  violent  actions.?  The  emperor  Alexander,  who  did 
more  for  you  than  an  emperor  of  Russia  ought  to  have  done; 
who  heaped  benefits  upon  you;  who  favored  you  more  than  his 
own  subjects,  and  who  renderml  your  nation  the  most  flourisli- 
ing  and  happy;  the  eini>cror  Alexander  was  treated  with  the 
blackest  iiigtatiiude. 

“You  never  could  make  yourselves  contented  with  your  most 
advantageous  po.sition,  and,  in  the  end,  became  the  destroyeis 
of  your  own  liappiness.  I thus  tell  you  the  truth  in  order  to 
throw  a true  light  upon  our  relative  positions,  and  that  you  may 
know  upon  what  yon  have  to  depend,  for  I am  now  seeing  and 
speaking  to  you  for  the  first  time  since  the  disturbances.  Gen- 
tlemen, we  require  actions  and  not  mere  words;  repent.ince 
should  come  from  the  heatt.  I s[ieak  to  you  without  anger,  and 
you  mii.'t  perceive  I am  perfectly  calm;  I have  no  rancor,  and 
I will  do  you  goo, I even  in  spite  of  your.seives.  The  marshal 
W'ho  stands  before  you  fulfils  my  intentions,  seconds  all  my 
views,  and  also  watches  for  your  w-elfare.”  At  these  words 
the  members  of  the  deputation  bowed  to  the  marslial.  •‘Well, 
gentlemen,  but  what  signifies  these  salntaiion>.?  The  first  duty 
is  to  pHrform  one’s  duty  and  conduct  ourselves  like  honest 
men.  You  have,  gentlemen,  to  choose  between  two  alterna- 
tives: either  to  persist  in  your  allusions  as  to  an  independent 
kiiiLMlom  of  Poland,  or  to  livi;  tranquilly  as  faithful  subjects 
utider  my  government.  If  you  persist  in  yonr  dreams  of  a dis- 
tinct nationality,  of  the  independence  of  Pol, and,  and  of  all 
these  chime  ras,  you  will  only  draw  down  upon  yourselves  still 
greater  niisfortnnes.  f h.ive  raised  this  citadel,  and  I declare 
that,  on  the  slighesl  insurrection,  I will  cause  its  can:. on  to 
thunder  upon  the  city.  Warsaw  shall  he  destroyed,  and  cer- 
tainlv  shall  never  be  rebuilt  in  my  time  . 

“It  is  painful  to  me' to  speak  thus  to  you — it  is  al'.^  ays  fiain- 
fnl  to  a sovereign  to  treat  hi.s  .>'ubjecls  thus,  but  I do  it  for  your 
own  good,  ft  is  for  you.  gentlemen,  to  deserve  an  oblivion  of 
the  pa-t;  it  i.s  only  for  yonr  obedience  to  my  government  that 
you  can  obtain  this.  I know  that  there  is  a correspondenei- 
abroad,  and  that  mischievous  writings  are  sent  heie  for  the 
purpose  of  perverting  ihe  minds  of  the  people.  The  best  police 
in  the  world,  with  such  a frontier  as  yours,  cannot  prevent 
clandeEtine  relations.  It  is  for  you  to  exercise  your  own  police, 


and  keep  the  evil  away.  It  is  by  bringing  up  your  children 
properly,  by  instilling  them  into  the  principles  of  religion  and 
fidelity  lo  their  sovereign  that  you  can  keep  in  the  riglil  path. 
Among  the  disturbances  which  agitate  Europe,  and  lliose  doc- 
trines which  shake  the  soci.il  edifice,  Russia  alone  has  remain- 
ed strong  and  intact.  Believe  me,  gentlemen,  that  it  is  a real 
blessing  to  belong  lo  this  country,  and  enjoy  its  protection.  If 
you  conduct  yourselves  well — if  you  perform  all  your  duties^ 
my  paternal  solicitude  will  be  extended  over  you,  and,  nol- 
wiihslandiiig  what  has  passed,  my  government  will  always 
watch  over  your  w'clfare.  Remember  well  all  lliat  I have  now 
said  to  you.” 

REDUCTION  OF  DUTIES. 

We  liave  before  us  the  report  of  the  secretary  of  the  treasury 
in  answer  lo  a resolution  of  the  last  senate,  directing  him  to 
Slate  lo  that  body  what  duties  under  20  per  cent,  ad  valorem, 
can  be  reduced  or  repealed,  consistently  with  a due  regard  to 
the  manufaciuiiug  interest  The  following  articles  are  instanc- 
ed by  the  secretary  as  admitting  an  entire  repeal  of  duties. 


1 

Names  of  articles. 

Present 

duty. 

Estimut-]^ 
ed  value 
of  impor- 
tations in 
1834. 

Estimated 
amount  of 
duties, which 
accrued  in 
1834. 

Hair  cloth  and  hair  sealing. . . 

15 

pr.  Cl. 

$27,736 

$4,160  40 

India  silk  — piece  goods 

10 

pr.  ct. 

] ,493,893 

149.389  30 

Ollier  rnaniifaciures 

10 

pr.  ct. 

120 

12  00 

Indigo. 

15 

pr.  ct. 

999,863 

149,979  45 

Otto,  rose 

15 

pr.  ct 

6,5b8 

988  20 

Oil  of  lemon 

15 

pr.  cl. 

8,809 

1,321  20 

Oil  of  bergamot 

15 

pr.  cl. 

11,010 

1,651  50 

Beads,amber,coniposition,&c 

15 

pr.  cl. 

5,984 

897  60 

Chronometers 

12i 

pr.  cl 

30,702 

3,837  75 

Down 

15 

pr.  cl 

5,h00 

750  00 

Human  hair,  made  up 

15 

pr.  cl. 

5,000 

49.068 

750  00 

Salad  oil 

15 

pr.  cl 

7,360  20 

Aiiii-corro.sive  lilhic  paint.... 
Gold  and  silver  lace  and  em- 

15 

pr.  ct. 

14,040 

2,106  00 

broidery  

12^ 

: pr.  ct. 

2,175 

271  87 

Calomel 

15 

pr.  cl 

10,000 

1,500  00 

Tartar  emetic 

15 

pr.  ct. 

5,000 

750  00 
$325,725  47 

Names  of  articles. 

Present  rate 
of  specijic  du- 
ty- 

Importa- 
tions ill 
1834. 

Duty  on  the 
importa- 
tions of 
1834. 

Wines — Madeira 

25  cts.  per  gal 

375,034 

$93,758  50 

Sherry 

25  cts.  per  gal. 

173.725 

43,431  25 

Red  of  France,  in 

casks 

3 cts.  per  gal. 

1,179,995 

35,399  85 

Ollier  of  France, 

in  casks 

5 cts.  per  gal 

270,024 

38,.50l  20 

French  in  bottles 

11  cts.  per  gal. 

240,104 

26,411  44 

Red  ol  Spain  and 

Austria 

5 cts.  pcrgal 

289,237 

14,461  85 

Books  printed  prior  lo  1775 

4cts.  per  vol. 

20,170 

806  80 

Books  in  other  languages 
than  English,  Latin  or 

Greek  . 

4 cts.  per  vol. 

38,105 

1,524  20 

Anchovies,  sardines,  &c. 

(fi-'<h) 

.$1  per  barrel 

683 

683  OO 

Cayenne  pepper 

15  cts.  per  lb 

1 330 

1 

49  50 
$255,027  95 

On  the  following  ailicles,  the  secretary  suggests  that  the  du- 
ties may  be  reduced,  according  to  the  scale  here  presented, 
without  injury  to  domestic  manufacturers. 


Present 
rate  of 
duty. 

Propos- 
ed. rate 
of  duty. 

Estimated 
value  of 
imports  in 
1834. 

Estimated 
amount  of 
reduction 
of  duty. 

Bnllons,  all,  of  what- 
ever materials  made 
oilier  than  silvr-r 

20  p.  ct-i 

15  p.  ct. 

$200,000 

10,000  00 

Shell  or  paper  snuff  or 
Ollier  boxes 

i 

15  p.  cl. 

10  p.  ct 

2'i,000 

1,000  00 

Dressed  skins,  not  furs 

15  p.  ct. 

10  p ct 

20,000 

1,000  00 

Perfumes  and  balsams 
cosmetic 

15  p.  ct. 

10  p.  ct. 

2,500  00 

Ariifles  composed 
wholly  or  chiefly,  in 
quantity  & value,  of 
gold  & silver,  of  Bra- 
zil pebble,  Bristol  and 
Ollier  preeinus  slopes 

12i  p.  ct. 

5 p.  ct. 

172,319 

12,923  9-2 

Hair  bracelets 

15  p.  Ol. 

10  p.  ct. 

5,000 

2.50  00 

,$27  67.3  92 

1’he  total  amount  of  reduction  effected  by  these  change.! 
would  be  ^508,426.  A further  reduction  of  $231,250,  making  a 
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total  of  ^839,676,  would  be  effected  by  the  repeal?  and  reduc- 
lionri  proposed  on  the  following  articles,  paying  at  present  a 
duty  of  jnore  that  20  percent.  Although  these  articles  do  not 
strictly  fall  within  the  limits  of  the  resolution,  the  secretary 
thought  it  his  duty  to  present  them  to  the  consideration  of 
conmess,  viz: — 

Bronze  in  povviler,  &c.  assorted  spectacle  glasses,  oaniages 
in  actual  use  <il  persons  arriving  in  the  U.  Stales,  saddlery  do. 
do.  household  luruiture,  do.  do.  all  to  be  made  free.  Estimat- 
ed amount  of  reduction,  $4,G65  50. 

On  brass  ketiles,  brass  candlesticks,  and  brass  warming  pans, 
all  now  paying  24^  per  cent,  the  duty  to  be  reduced  to  20  per 
cent.  Estimated  amount  of  reduction,  $1 ,575. 

Sicily  wines,  now  paying  15  cents  per  gallon — wines  other 
than  red,  of  Spain  and  Austria,  now  paying  7^  cents — wines  of 
all  other  countries  in  casks,  or  bottles,  now  paying  15  cents — 
twine  and  cordage,  not  of  flax,  hemp  or  cotton,  now  5 cents  per 
)!).— corks,  now  12  cents  per  lb.— all  to  be  made  free.  Estimat- 
ed amount  of  reduction,  $225,010  09. 

On  a review  of  these  statements,  it  will  be  seen  that  the  most 
important  changes  proposed,  ate  entire  repeal  of  all  thdies 
on  all  wines — India  silks'* — and  indigo,  T'he  diminution  of  re- 
venue on  other  articles,  will  be  comparatively  insignificant. 

[N.  Y.  Jour.  Com. 

BALTIMORE  AND  OHIO  RAIL  ROAD. 

One  of  the  documents  referred  to  in  the  governor’s  message 
is  the  annual  report  of  the  president  and  directors  of  the  Balti- 
more and  Ohio  rail  road  company  to  the  governor  and  council. 
It  is  at  this  time  particularly  interesting  as  regards  the  import- 
ant object  of  extending  the  rail  road  west  of  Cumberland — to 
efleci  witich  the  aid  of  the.  legiilaiure  is  sought;  and  after  the 
experience  we  have  had  of  their  liberal  course  last  session,  vve 
think  may  be  reasonably  expected.  We  annex  the  report  for 
the  information  of  our  readers. 

To  the  honorable  the  governor  and  council  of  Maryland. 

In  accordance  with  the  eslabli'hed  usage,  the  president  and 
directors  of  the  Baltimore  and  Ohio  rail  road  company  avail 
themselves  of  this  occasion  to  present  a statement  of  tlie  condi- 
tion of  the  undertaking  in  which  they  are  engaged,  in  which 
the  Slate  of  Maryland  has  already  so  large  a pecuniary  interest, 
and  the  results  of  which,  when  completed,  must  have  so  imme- 
diate and  important  connexion  with  her  prosperity. 

Since  the  last  report,  the  main  stem  of  the  road  has  been  ex- 
tended as  far  as  Harper’s  Ferry,  at  which  point  there  will,  be- 
fore long,  be  a connexion  formed  between  it  and  the  Winchester 
and  Potomac  rail  road,  when  the  rail  road  communication  be- 
tween Baltimore  and  Winchester,  a distance  of  one  hundred 
and  twelve  miles,  will  be  constant  and  uninterrupted.  The 
branch  road  to  Washington,  after  being  used  as  far  as  Bladens- 
burg  as  early  as  the  beginning  of  July  last,  was  opened  to  the 
Pennsylvania  avenue,  for  general  use,  with  appropriate  cere- 
mony, in  the  August  following.  It  is  not  the  intention  of  the 
president  and  directors  to  repeat  in  this  communication,  the 
details  of  their  proceedings  for  the  last  twelve  months:  lor 
these,  they  refer  to  their  ninth  annual  report  to  the  stockhold- 
ers, copies  of  which  they  herewith  respectfully  present.  From 
this  document,  it  will  be  perceived  that,  having  reached  the 
point  on  the  Potomac,  at  which  the  prosecution  of  the  tail  road, 
up  the  valley  to  the  river,  mu^l,  in  (mrsuance  with  the  agree- 
ment to  that  effect  with  the  Chesapeake  and  Ohio  canal  com- 
pany, be,  temponirily  suspended,  they  have  turned  their  atten- 
tion to  the  ultimate  objects  for  which  their  charter  was  original- 
ly granted,  ami  have  caused  surveys  to  be  made,  west  of  Cum- 
berland, with  a view  of  continuing  the  work  from  that  place  to 
the  Ohio  river  at  Pittsburgh  and  Wheeling;  using,  for  the  pre- 
sent, as  a connecting  link  between  the  two  portions  of  rail 
road,  the  Chesapeake  and  Ohio  canal,  the  eaily  completion  of 
which,  owing  to  the  liberal  policy  of  the  state,  at  the  last  ses- 
sion of  the  legislature  is  now  confidently  anticipated. 

The  result  of  the  surveys  here  mentioned  has  been  gratifying 
in  the  extreme.  Hitherto  it  has  been  supposed,  that  the  only 
inode  of  crossing  the  mountain  ranges,  which  divide  the  east- 
ern and  western  waters,  with  a rail  road,  was  by  using  sta- 
tionary power,  which,  beside  being  costly  to  establish  and  re- 
quiring a continuing  heavy  expense  to  maintain,  is  compar.a- 
tively  slow  in  its  operation.  Now  however,  it  has  been  proved 
beyond  question,  that  stationary  power  may  be  entirely  dis- 
pensed with,  and  that  a rail  road  may  be  constrneted  over  the 
Alleghanies  with  grades  no  where  exceeding.fifly  feet  per  mile. 
Upon  such  a road,  locomotive  engines  are  being  employed  to 
convey  trains,  with  one  hundred  passengers  each,  at  the  rate 
of  twenty  miles  an  hour,  or  two  hundred  and  seventy  passen- 
gers at  the  rate  of  ten  miles  an  hour.  The  speed  of  ten  miles 
an  hour  has  never  yet  been  attained  in  mountain  region  under 
the  most  favorable  circumstances,  on  the  ordinary  turnpikes — 
and  the  speed  of  twenty  miles  an  hour  even  as  connected  with 
the  rail  rf'ad  system  is  the  result  of  very  recent  developement. 
At  the  average  speed  of  fifteen  miles  an  hour  the  entire  dis- 
tance from  Baltimore  to  the  Ohio  river,  may,  when  the  rail 
road  shall  be  completed  as  originally  intemled,  be  passed  over 
in  comfort,  and  with  perfect  safety  within  the,  limits  of  a single 
day.  The  details  of  the  survey,  from  which  the  facts  here 
stated  are  derived  will  be  found  in  the  ninth  annual'  report  al- 
ri-ady  referred  to. 


It  will  at  once  be  perceived,  that  in  point  of  natural  advan* 
tages,  Maryland  may  claim  the  superiority,  over  both  Pennsyl- 
vania and  New  York,  the  two  states  which  have  entered  most 
closely  into  competition  for  the  western  trade;  and  if  she  has 
heretofore  suffered  in  the  rivalship,  it  is  because  she  has  per- 
mitted these  natural  advantages  to  remain  Unimproved,  by  the 
enterprise  and  the  art,  which,  in  the  mean  while,  have  been 
doing  every  thing  for  their  neighbors.  New  York  can  only 
reach  the  we.«t  by  a long  and  circuitous  route,  by  the  Hudson, 
the  great  canal  and  the  navigation  of  Lake  Erie.  Pennsylva- 
nia’s route  though  less  ciicuiimis  than  the  last  named,  is  te- 
dious, and  requires  several  days  to  accomplish  it— alternating 
throughout,  with  canal  and  rail  road,  and  involved  the  crossing 
of  the  mountains  by  means  of  inclined  planes  and  stationary 
power— Maryland  on  the  contrary  enjoys,  or  might,  it  would  be 
more  proper  to  say,  enjoy  a route,  that  places  the  Ohio  within 
twenty-four  hours  travel  of  her  commercial  emporium. 

Along  her  southern  boundary,  the  Potomac  breaks  through 
range  after  range  of  the  dividing  mountains,  and  presents  a 
route,  that  may  emphatically  be  termed  a highway  to  the  west, 
marked  out  by  nature.  It  was  this  geographical  proximity 
which,  while  turnpike  roads  w'ere  among  the  best  internal  im- 
provements however,  made  the  growth  of  Baltimore  contempo- 
raneous and  almost  coequal  with  the  growth  of  the  west;  and  it 
has  required  all  the  assistance  of  an,  and  all  the  efforts  of  skill 
and  enterprise,  overcoming  the  natural  inferiority  of  their  posi- 
tion, to  give  to  the  cities  of  New  York  amt  Philadelphia,  that 
traffic  with  the  west  which  they  now  possess  and  which  once 
seemed  the  exclu.-ive  birth-right  of  Baltimore.  With  the  wi^i- 
dom  and  forethought,  that  they  have  never  had  occasion  to  re- 
gret, and  which  is  now  the  boast  of  their  citizens,  the  states  of 
New  York  and  Pennsylvania  undertook  their  vast  schemes  of 
internal  improvement  and,  in  the  nggrandizment  of  their  com- 
mercial capitals  have  found  the  reflected  prosperity  of  all  with- 
in their  borders. 

It  is  now  for  Maryland  to  say  whether  she  tvill  do  likewise. 
All  that  is  necessary  is  to  connect  Baltimore  w'iih  the  west,  l>y 
such  a scheme  of  improvement  as  ilie  Baltimore  and  Ohio  rail 
road  company  was  incorporated  to  carry  on,  but,  w'hich  the 
prompt  and  efficient  co-operation  of  the  state  can  alone  com- 
plete. When  this  is  done,  Baltimore,  New  York  and  Philade'- 
phia,  compared  to  each  other,  will  occupy  the  same  relation 
towards  the  west,  that  they  did  before  the  canals  and  rail  roads 
of  the  two  latter  had  compensated  the  disadvantages  of  their 
more  remote  position.  The  now  diverted  traffic  of  the  great  re- 
gion watered  by  the  Mississippi  and  its  tributaries,  will  return 
to  its  old  and  wonted  channel:  and  Maryland  will  have  the 
rich  harvest  of  pro.^perity,  which  those  only  are  perrvitted  to 
reap  who  have  previously  sown.  The  city  of  Baltimore  has 
already  embarked  largely  in  the  undertaking,  both  in  its  corpo- 
rate character  and  through  its  citizens,  constiinting  the  great 
mass  of  the  stockholders  in  the  Baltimore  and  Ohio  rail  road 
company;  and  there  is  little  doubt  that  still  further  aid  from  the 
stttne  source  may  be  obtained. 

But  Baltimore  and  its  citizens,  patriotic  and  zealous  as  they 
may  be,  are  incompetent  single  handed  to  the  undertaking.  Its 
success  depends  U[»on  the  stale.  Baltimore  will  conlrihute: — 
the  west  itself  will  contribute:  but  the  efficiency  of  the  efforts 
of  both  depend  upon  Maryland.  Without  her  co-operation,  the 
scheme,  brilliant  though  it  be,  feasible  as  science  has  proved  if, 
and  as  all  admit,  certain  in  its  remits,  as  demonstration  can 
make  it — and  lasting  in  its  benefits  as  the  mountains  which  it 
will  overcome — must  fall,  paralized,  to  the  ground;  and  the 
state,  deprived  of  the  strong  arm  of  her  defence  against  the  ri- 
valry of  her  neighbors,  must  dwindle  into  an  insignificance, 
which  the  recollection  of  what  might  have  been  her  destitiies 
will  only  render  the  more  humiliating. 

Surely,  these  are  motives  sufficient  to  induce  the  legislature, 
at  its  approaching  session,  under  the  influence  of  the  liberal 
spirit  which  has  already  characterized  its  acts,  to  afford  that 
assistance  to  the  Baltimore  and  Ohio  rail  road  company,  which 
is  here  insisted  upon  as  essential,  so  that  the  work,  whose  im- 
portance was  fully  appreciated,  when  the  company’s  charter 
was  originally  granted,  may  be  prosecuted  to  completion, 
while  yet  the  contemporaneous  charters  of  Virginia  and  Penn- 
svlvania  exist  to  authorise  it. 

Tite  deep  interest,  which  it  is  known  that  the  executive  feels 
in  all  that  relates  to  the  prosperity  of  the  state,  has  led  the  pre- 
sident and  directors,  in  ntaking  their  customary  report,  upon 
the  condition  of  their  work,  to  dwell  at  length  upon  the  im- 
portance of  completing  it. 

When  Ibis  is  done,  Maryland  and  the  west  will  become 
more  united — and  again,  as  formerly  Maryland  will  enjoy  her 
full  proportion  of  ilie  trade  of  the  country  beyond  the  AHegha- 
nics.  On  behalf  of  the  hoard, 

P.  E.  THOMAS,  pres't  B.  4'  0.  R.  R.  Co. 

An  address  of  a nearly  similar  nature  and  tendency,  has  been 
laid  before  the  mayor  and  city  council  of  Baltimore. 

BALTIMORE  CITY  COURT. 

October  term. 

Wednesday  mornins,  January  13,  1836. 

Present,—  Brice,  chief  judge. 

WORIHINOTON,  ] ^^^ociale  judges. 

1’his  morning,  Jcs.se  Massey,  Jackson  Bowen  alias  John 
Bowen,  James  .Spencer  and  Peter  Harman,  were  brought  into 
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Win.  Harrison. 
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court  hy  the  warden,  for  the  purpose  of  receiving  their  se/i- 
j..|,Pes — the  ottiers,  whose  names  will  he  found  in  the  suitjoined 
list,  preferred  remainina  at  the  jail  and  having  their  sentences 
transmitted  to  them.  His  honor,  judge  Nisbet,  informed  them 
that  the  court  were  about  to  impose  lln;  sentence  of  the  law 
acainst  them,  for  having  been  (ound  guilty  of  parlicipating  in 
the  riots  of  Aiimisi,  asking  eacli  one  if  he  had" any  thing  to  say 
why  the  sentence  of  the  law  should  not  be  pronounced  against 
liini.  They  separately  answered  that  they  had  nothing  to  say, 
when  the  court  handed  to  the  clerk  their  sentences,  which  are 
Ks  follows: 

State  of  Maryland  ) Sentence  that  the  traverser  pay  a 
vs.  > fine  of  $500  and  costs  and  be  impii- 

TJenjamin  A.  Lynch.  ) soned  in  the  common  jail  for  the  term 
of  four  years,  to  commence  from  the  29th  day  of  Hecemher, 
]835,  and  at  the  termination  thereof,  enter  into  recognizance 
vviih  approved  security  in  the  sum  of  $1,000  to  keep  the  peace 
and  be  of  good  behavior  for  12  months  thereafter. 

Same  sentence  in  all  respects  a- 
against  Lynch  except  that  his  term  of 
imprisonment  is  to  commence  the  24th 
Dec.  1835. 

'J'he  same  in  all  respects  as  against 
’iich  expect  that  his  term  of  impri 
iment  is  to  commence  from  tlie  Q4sh 
Dee 

Sentence  that  the  traverser  pay  to 
the  slate  a fine  of  $200,  and  costs,  and 
be  imprisoned  in  the  common  jail  for 
the  term  of  two  years,  to  commence  from  the  13ih  of  August 
1835,  and  at  the  termiiiattion  thereof  enter  info  a recognizance 
with  approved  security  in  the  sum  of  $500  to  keep  the  peace 
and  be  of  good  behavior  for  12  months  thereafter. 

Same  4 Sentence  the  same  in  all  respects 

vs.  > as  that  against  McKewin  except  that 

Peter  Harman.  ) his  imprisonment  is  to  be  reckoned 
from  the  29ih  day  of  August,  1835. 

Same  l Sentence  the  same  in  all  respects 

vs.  > as  against  McKewin  except  that  his 

James  Spencer.  ) imprisonment  is  to  be  reckoned  from 
the  8th  day  of  November,  1835. 

Same  ) Sentence  the  same  in  all  respects 

vs.  > as  against  McKevvin  except  that  his 

David  Biggart.  ) imprisonment  is  to  be  reckoned  from 

the  15lli  day  of  August,  1835. 

j Sentence  the  same  in  all  respects 
I as  that  against  McKevvin  except  that 
J-his  imprisonment  is  to  be  reckoned 
I from  the  11th  day  of  January,  1836. 

J 

Sentence  the  same  in  all  respects 
as  that  against  McKewin  except  that 
his  imprisonment  is  to  be  reckoned 
from  the  14th  day  of  December,  18.35. 

Same  4 This  case  is  continued  to  the  next 

vs.  > term,  the  jury  h.-iving  recommended 

James  C.  Jones.  ) him  for  a p.ardon. 

After  which,  the  prisoners  left  the  court  for  jail  in  the  custody 
of  the  warden,  and  the  court  adjourned  to  the  next  term,  which 
commences  on  the  first  Monday  in  February  next.  [G&z. 

— ® ®o«<— 

TENNESSEE  AND  GEORGIA. 

From  the  Federal  Union. 

Arrest  of  John  Howard  Payne.  Our  readers  will  perceive, 
with  pleasure,  that  the  authorities  of  Georgia,  without  w^aitiiig 
for  a call  from  Tennessee,  have  done  all  that  justice  and  friend- 
ship to  a sister  state  required,  in  relation  to  this  outrage. 

Executive  office,  Nashville,  December  5,  1835. 

To  his  eascellency  Mr.  Schley,  oovernor  of  the  state  of  Georgia: 

Sir:  It  is  not  without  deeply  regretting  the  circumstances, 
lh.it  I feel  it  my  duty  to  address  you  in  relation  to  a very  un 
plea.«ant  occurrence,  which  is  said  to  have  transpired  recently 
near  or  about  the  line  dividing  the  slates  of  Geoigia  and  Ten- 
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iiessee. 

Complaint  has  been  made  to  me,  by  Mr.  John  Howard  Payne, 
that,  while  he  was  engaged  in  his  pursuits  of  a literary  cha- 
racter, in  the  slate  of  Tennessee,  at  the  house  of  Mr.  John 
Ross,  the  principal  chief  of  the  Cherokee  nation,  he,  together 
with  Mr.  Ross,  were  taken  into  custody  as  prisoners,  by  a com- 
pany of  men  denominated  or  called  the  Georgia  guards,  com- 
manded by  captain  Young,  acting  under  the  authority  of  captain 
or  col.  Bishop,  who  represented  themselves  to  be  acting  under 
the  authority  of  the  state.  That  they  were  taken  hy  this  force  at 
the  house  of  the  said  John  Ross,  in  the  slate  of  Tennessee,  and 

carried  by  them  as  prisoners  to  a place  called in  the  state 

of  Georgia,  where  they  were  retained  in  custody  as  prisoners 
a considerable  length  of  time;  and  that,  while  in  custody,  he, 
the  said  Payne,  had  his  papers  all  taken  from  him,  and  part  of 
tliem-have  not  been  returned  to  him,  and  that  he  suffered  much 
contumelious  treatment  from  the  officers  and  men  of  said  guard, 
while  thus  in  their  custody  as  a prisoner,  and  all  without  just 
cause  to  authorise  his  being  taken  in  one  state  in  this  way,  and 
carried  into  another,  or  for  such  proceedings  as  the  Georgia 
guard  have,  exercised  towards  him,  while  he  was  thus  peaceably 
residing  within  the  limits  of  Tennessee,  enjoying  the  hospitalil} 
of  its  citizens,  as  well  as  the  common  rights  and  privileges  of  a 
citizen  of  the  union. 


If  such  indeed  has  been  the  proceedings  and  conduct  of  the 
Georgia  guard  in  this  case,  I cannot  for  a moment  believe  that 
it  has  been  authorised  or  is  sanctioned  by  the  constituted  au- 
thorities of  the  state  of  Georgia,  whose  devotion  to  the  cause  of 
slate  tights  and  state  sovereignly  has  long  since  been  most  fully 
manifested.  Whilst  I am  disposed  to  respect  most  set  npulously 
the  rights-  and  sovereignty  of  all  other  sister  states  in  the  union, 
and  their  just  and  tonstiluiional  authority,  1 must  at  the  same 
time  resi'i  the  encroaclniieiits  that  may  be  made  or  attempted  to 
be  made  by  other  slates  on  the  sovereignty  of  my  own  stale,  or 
the  rights  of  its  citizens  or  other  persons  within  its  limits. 
Should  such  aggressions  be  made,  and  passed  by  unnoticed, 
and  the  boundaries  be  disregarded  amongst  the  diffeient  neigh- 
boring states  of  our  union,  1 need  not  point  you  to  the  con- 
si  ipieiiees  that  must  ensue  by  such  a course.  Many  of  the 
citizens  of  Tennessee  residing  within  the  vicinity  of  this  tians- 
action,  alieady  manifest  some  excitement,  which  I hope  will 
be  allayed  when  they  find  that  the  course  pursued  by  the 
Georgia  guard  in  this  instance  was  nnauiliorised.  J need  not 
point  you  to  w'hat  must  most  inevitably  soon  be  the  rela- 
tions between  out  states,  were  the  organization  of  a similar 
force  (or  the  protection  of  the  citizens  of  Tennessee  against 
such  aggressions  authorised.  I trust,  however,  that  it  will 
not  become  necessary  for  'I'ennessee  to  adopt  such  a mea- 
sure, but  liiat  every  attempt  to  disturb  the  citizens,  without 
authority,  will  be  di.scoutitenanced,  and  the  boundary  observed 
mutually  between  us  as  a means  of  preserving  that  comity, 
kind  feeling,  and  respect  for  the  sovereignty  of  our  respective 
states,  and  the  rights  and  liberties  of  the  citizens,  which  has 
heretofore  so  long  and  so  happily  existed;  and  with  this  de- 
sirable object  in  view,  my  efforts,  as  the  executive  of  the  state 
of  Tennessee,  you  may  rest  assured,  will  be  unceasing. 

With  the  highest  consideration,  L have  the  honor  to  be,  your 
obedient  servant,  N.  CANNON, 

governor  of  the  state  of  Tennessee, 

Executive  department.  Geo.  Milled geville,  Dec.  26,  1835. 
To  his  excel.  Newton  Cannon,  gov.  of  the  stale  of  Tennessee: 
Sir:  Your  letter  of  the  5th  instant,  upon  the  subject  of  the 
arrest  and  detention  of  the  person  of  John  How'ard  Payne  by 
the  Georgia  guards,  was  received  in  due  course  of  mail.  What- 
ever may  have  been  the  conduct  of  Mr.  Payne  in  regard  to  our 
Indian  relations,  yet  the  arrest  of  his  person  by  a portion  of  the 
guard,  within  the,  jurisdictional  limits  of  the  state  of  Tennes- 
see, was  a violation  of  the  rights  and  sovereignty  of  that  state, 
not  authorised  hy  the  auihoiiiies  of  Georgia,  and  without  their 
knowledge.  The  commander  of  the  guard,  colonel  Bishop, 
was  in  Miiledgeville  at  the  time;  and  the  act  was  done  by  a su- 
bordinate officer,  who,  ( presume  was  not  aware  of  the  possi- 
ble consequences  of  such  an  act.  Be  assured,  sir,  that  whilst 
Georgia  is  tenacious  of  her  own  rights  of  sovereignty,  and  will 
always  maintain  tliem  with  becoming  dignity,  she  is  also  the 
last  state  in  the  union  who  would  knowingly  and  wilfully  tres- 
pass on  the  rights  of  a sister. 

7’he  act  of  which  you  very  justly  complain  is  not  the  act  of 
Georgia,  but  of  a few  men,  who,  without  proper  knowledge  or 
reflection,  have  committed  a trespass  on  the  person  of  Mr. 
Payne.  They  had  no  warrantor  authority  from  any  depart- 
ment of  the  government  of  Georgia  for  the  act  they  have  done. 
Their  term  of  service  expired  within  a few  days  alter  that  act, 
and  they  w'cre  disbanded. 

Immediately  on  hearing  that  Mr.  Payne  had  been  arrested 
within  the  territory  of  Tennessee,  I communicated  the  fact  to 
the  legislature,  who,  as  you  will  see  by  the  accompanying  pre- 
amble and  resolutions,*  have  promptly  and  decidedly  condemn- 
ed the  conduct  of  the  guard,  and  disclaimed  any  agency  in  the 
matter  on  the  jiart  of  Georgia.  7’hese  resolutions,  which  were 
passed  on  the  22d  instant,  will,  I hope,  be  satisfactory  to  your 
excellency,  and  prove  to  the  authorities  of  Tennessee,  that, 
whilst  Georgia  will  maintain  herow'ii  rights,  she  is  equally  anx- 
ious to  respect  those  of  her  sister  slates. 

Very  respectfully,  I have  the  honor  to  be,  your  obedient  ser- 
vant, WILLIAM  SCHLEY. 

THE  SMITh'IoNi'aN  LEGACY. 

Many  of  our  readers  will  take  great  interest  in  the  perusal  of 
the  following  able  report  to  the  senate,  from  the  committee  to 
whom  was  referred  the  message  of  the  president,  transmitting 
to  congress  the  pafiers  concerning  the  Smithsonian  legacy. 

In  senate,  January  5,  1836. 

Mr.  Leigh  made  the  following  report,  with  senate  resolution 
No.  4: 

The  committee  on  the  judiciary,  to  whom  was  referred  the  mes- 
sage of  the  president  of  the  \ith  December  last,  transmitting  to 
congress  a report  of  the  secretary  of  state,  accompanying  copies 
of  certain  papers  relating  to  a bequest  to  the  United  States,  by 
Mr.  James  Smithson,  of  London,  for  the  purpose  of  founding, 
at  Washington,  an  establishment  under  the  name  of  '■'•The 
Smithsonian  Institution,  for  the  increase  and  diffusion  of  know- 
ledge among  men,^’  respectfully  report: 

That  it  appears  that  Mr.  James  Smithson,  late  of  London,  de- 
ceased, by  his  last  will  and  testament,  bequeatlied  the  whole  o 
his  property  to  his  bankers,  Messrs.  Drummonds.,  of  Charing 
Cross,  London,  in  trust,  to  be  disposed  of  in  manner  therein  pro- 
vided and  directed;  and  desired  his  said  executors  to  put  his  pro- 


*'l’he  resolution  introduced  by  Mr.  Clayton,  of  Clark,  disap- 
proving the  conduct  of  the  guard  in  the  arrest  of  Mr.  Payne. 


S44 


NILES’  REGISrEK— JAN.  16,  iSJi6~TH£  SMITIiSONiAN  LEGACY, 


perty  under  the  inanagemenl  of  tlie  court  of  cli-incery;  ami  then, 
(after  bequeatliin;' an  annuity  o(  £100  sierliiii^  to  John  Fitall 
lor  life),  he  be(ineatht(l  ami  provided  as  follow^:  ‘-To  Henry 
James  Huiigerlord,  my  nephew,  I give  and  bequeath  for  his  hie, 
the  whole  of  the  income  arising  from  my  property,  of  every 
nature  and  kind  whatever,  after  payment  of  tlie  above  annuity, 
and,  after  the  death  of  John  Fitall,  that  annuity  likewise;  the 
payments  to  be  made  him  at  the  lime  interest  or  dividends  be- 
come due  on  the  stocks  or  other  property  from  which  the  in- 
come arises.  Should  the  said  Henry  James  Hungerford  have  a 
child  or  children,  legitimate  or  illegitimate,  I leave  to  such  child 
f>T  children,  his  or  their  heirs,  executors  and  assigns,  the  whole 
«f  iny  properly  of  every  kind,  absolutely  and  forever,  to  be  di- 
vided between  them,  if  more  than  one,  in  the  manner  their 
father  shall  judge  proper;  and  in  case  of  his  omitting  to  decide 
this,  as  the  lord  chancellor  shall  judge  proper.  Should  my  said 
iiephew,  Henry  James  Hungerford,  marry,  I empow'er  him  to 
make  a jointure,  hi  case  of  the  death,  of  my  said  nephew  without 
leaving  a child  or  children,  or  of  the  death  of  the  child  or  children 
he  may  have  had,  under  the  age  of  twenty-one  years,  or  intestate, 

I then  bequeath  the  ivkole  of  my  property  (subject  to  the  annuity 
■of  £100  to  J(din  Fitall,  and  for  the  security  and  payment  of 
Which  I mean  stock  to  remain  in  this  country)  to  the  United 
Stales  of  America,  to  found,  at  Washington,  under  the  name  of 
Ihe  Smithsonian  Institution,  an  establishment  for  the  increase  and 
idifl^usion  of  knowledge  among  men.” 

It  further  appears,  from  .a  letter  of  Messrs.  Clarke,  Fynmore 
and  Fladgale,  solicitors,  to  Mr.  Vail,  charge  d’affaires  of  the 
United  Stales  at  London,  dated  the  2lst  July  last,  communicat- 
ed by  Mr.  Vail  to  the  secretary  of  state,  that,  pursuant  to  the 
insiinctions  contained  in  Mr.  Smithson’s  will,  an  amicable  suit 
was,  on  the  death  of  that  testator,  brought  in  the  court  of  chan- 
cery of  England,  by  the  legatee,  Mr.  Hungerfoid,  again.'t  Ihe 
Messr.s.  Drummonds,  tlie  executors,  in  which  suit  the  assets 
were  realized;  that  these  were  very  considerable;  that  there  is 
novV  standing  in  the  name  of  the  accountant  general  of  the 
court  of  chancery,  on  the  tru.'ls  of  the  will,  stock  amounting  in 
value  to  about  £100,000;  that  Mr.  Hungerfoid,  during  his  life, 
had  received  the  income  arising  from  this  properly;  but  that 
news  had  reached  England  that  Mr.  Hungerford  had  died  abroad, 
leaving  no  child  surviving  him;  so  that  ihe  event  has  happened 
on  winch  the  executory  bequest  of  this  l arge  property  was  made 
by  the  testator,  Mr.  Smithson,  to  Ihe  United  States,  to  found, 
at  Washington,  under  the  name  of  “The  Smithsonian  Institu- 
tion,” an  establishment  lor  the  increase  and  diffusion  of  Itnow- 
ledge  among  men,  Messrs.  Clarke  Fynmore  and  Fladgjiie  also 
inform  .Mr.  Vail  that  it  has  now  become  neces-ary  that  mea- 
sures should  be  taken  for  the  fiurpose  of  getting  the.  decision  of 
the  court  of  chancery  as  to  the  fnriher  dis(;o.«iiion  ol'the  proper- 
ly; that  it  is  notclearly  defined  in  Mr.  Smithson’s  will  to  whom, 
on  liehaifof  the  United  States,  the  pnqicriy  should  In-  paid  or 
transferred;  and  indeed  there  Is’  so  much  liouht,  tlial  iltey  ap- 
prehmid  the  attorney  genmal  on  behalfof  the  crown  ofEiiglnnd 
joust  he  joined  in  Ihe  proceedings  whioli  it  may  he  requisite  the 
United  Slates  should  insiiuiie;  ihat  tliey  acl,  in  tliis  in.'iiler,  for 
Messrs.  Driiminonds^  the  liankers,  who  are  mere  stakeholders, 
ftnd  are  ready  to  do  all  in  tlieir  power  to  facilitate  getting  the 
decision  of  the  court  of  chancery,  and  carrying  llie  testator’s 
intentions  into  effect;  and  that  they  will  tie  liappy  to  communi- 
cate willi  such  professional  advisers  as  the  goverinneni  of  Hie 
United  Slates  shall  iliink  fit  to  appoint  lo  acl  for  tliem  in  Eng- 
land. And,  liaving  ilius  stated  Hie  nainre  of  Hie  business,  they 
adii,  that  Hiey  abstain  from  making  any  suggesHon  as  to  the 
party  in  whose  name  proceedings  sliould  he  adoptid,  consider- 
ing Hiat  the  point  slioiild  lie  riciermiiied  by  counsel  in  England, 
after  Hie  opinion  of  Hie  proper  law  officers  in  Hie  United  Stales 
sliall  liave  been  taken  on  Hie  subject. 

In  a letter  of  Mr.  Vail  to  tlie  secretary  of  slate,  of  tiie  28ili 
July  last,  communicating  a copy  of  Mr.  Smillison’s  will,  and 
the  letter  of  Messrs.  Clarke.  F’ynmore  and  Fladgate  to  liim,  he 
says  tliat  that  letter,  and  Hie  inqnirie.s  lie  has  made,  leave  no 
doubt  of  tile  will  of  Mr.  Smilbsoii  liaving  been  eslaiilislied,  and 
its  disjiosjtions  recognised  tiy  Hie  court  of  chancery  of  England; 
that,  according  to  Hie  view  taken  of  Hie  case  by  Ihe  solicitors, 
llie  United  Slates,  in  Hie  event  of  ilieir  accefiiiiig  tlie  legacy, 
and  llie  trust  coupled  witli  it,  sliould  come  forward,  by  llieir 
repre.seiilalive,  and  make  Hiemsrives  parlit's  to  an  aniicalile 
suit  before  tlie  lord  cliancellor  of  England,  for  tlie  purpose  of 
legally  establi.shiiig  Hie  fact  of  Hie  demise  of  Mr.  Hungerford, 
tlie  le'jatee  for  I ife,  wiiiiont  cliildren  and  intestaii',  proving  Hieir 
claim  to  the  benefit  oftlie  will,  and  obtaining  a decree  in  chan 
eery  awarding  to  Hiem  Hie  proceeds  of  the  estate;  Hial  Messis. 
Clarke,  Fynmore  and  Fladgate  aie  willing  lo  undertake  Hie 
management  of  Hie  suit,  on  the  part  of  Hie  United  slates;  and 
tliat,  from  wliiit  lie  tias  learnt  of  Hieir  standing  Hiey  may  safely 
be  confided  in.  And  .Mr.  Vail  suggests,  Ufinn  Hie  advice  of 
those  gentlemen,  a mi-Hiod  of  proceeding  to  assert  tlie  claim  of 
Hie  United  States  to  the  legacy,  without  fiirtlier  delay,  in  case 
it  sliould  lie  Hionglit  unnecessary  to  await  llie  action  of  con- 
gress lo  authorise  the  iiisiiiiition  of  the  requisite  legal  proceed- 
ings, 

Tlie  secretary  of  state  submitted  Hie  leller  of  iMr.  Vail,  and 
tlie  paji'-rs  Hierewilli  eomniiinicated,  to  Hie  president,  who  dr- 
lermined  to  fay  Hie  siihji'ot  hc'fore  congress  at  its  next  session; 
and  of  this  determiiiaiion  tlie  secretary  of  slate  apprized  Mr. 
Vail,  in  a letier  of  the  26ili  Septemlier  last. 

The  president,  in  his  message  of  the  17th  December,  trans- 
mits lo  congress  ail  the  correspondence  and  information  relat- 


ing to  tlie  .subjeci,  as  Hie  same  liad  been  reported  to  him  by  the 
secretary  of  state;  and  adds,  Hiat“ttie  executive  having  no  an- 
ilmrliy  to  lake  any  stcjis  lor  accepting  Hie  trust,  and  obtaining 
llie  funds,  the  papers  are  communicated  with  a view  to  such 
measures  as  congress  may  deem  necessary  ” 

The  commitiee  concur  in  the  opinion  of  the  president,  that  it 
belongs  lo  Hie  legislature  lo  devise  and  presciibe  Hie  measures, 
if  any,  proper  to  be  adopied  on  Itiis  occasion,  and  lo  provide 
(or  sucli  expenses  as  may  be  incurred  in  Hie  prosecution  of 
lliem. 

Judging  from  the  letters  of  Mr.  Vail  to  the  secretary  ofsiate, 
and  of  Messrs.  Clarke,  Fynmore  and  Fladgate  to  Mr.  Vail,  as 
well  as  from  the  inlormation  wliich  Hie  commitiee  themselves 
have  been  able  to  gaitier  as  to  the  course  of  adjudication  ol  the 
court  of.chancery  of  England  in  such  cases,  the  Gommitiee 
suppose  it  unquestionable  that  the  executory  bequest  contained 
in  Mr.  Smithson’s  will  of  bis  whole  properly  to  the  United 
States,  ill  the  event  that  has  occutred,  (or  the  purpose  of  found- 
ing, at  Wasliiiigton,  under  the  name  of  the  Sinillisonian  Insti- 
tulion,  an  estalili.<liineril  for  the  increase  and  diffusion  of  know- 
ledge among  men,  is,  liy  Hie  law  of  England,  a valid  bequest; 
that  Hie  United  Slates  will  be  enlerlained  in  Hie  court  of  chan- 
cery of  England  to  assert  Hieir  claim  to  the  fund,  as  trustees, 
for  tlie  purpose  of  founding  the  charitable  insliiutioii  at  Wash- 
ington, to  vvliicli  it  is  destined  by  Hie  donor;  and  ttiat  tliat  court 
will  decree  Hint  tlio  fund  shall  be  paid  and  transferred  lo  the 
United  Slates,  or  Hieir  lawluiiv  agent,  leaving  it  to 

Hie  United  Slates  to  apply  tiie  properly  to  the  rouivdmion  of  the 
intended  charily  at  Wasliiiigton,  and  to  provide  for  tlie  Ouo  ni} 
ministration  of  the  fund,  so  as  to  accomplish  the  purpose  of  the 
donor.  The  committee  are  sensible,  however,  Hiat  these  are 
points  wliicti  can  only  be  determined  and  settled  by  the  judicial 
aullinrily  of  England. 

In  the  opinion  of  the  committee,  the  questions  which  it  be- 
hooves congress  to  consider,  are,  whether  it  is  competent  lo 
Hie  United  Stales,  wlielher  it  comports  with  their  dignity,  whe- 
ther (all  circumstances  considered)  it  is  expedient  and  proper 
that  the  United  States  should  appear  as  suitors  in  the  courts  of 
justice  of  England,  to  assert  Hieir  claim  to  Hie  legacy  in  ques- 
tion, as  tru.'-:iees  for  the  intended  charitable  institution  to  be 
founded  at  Washington. 

It  might  be  a question  of  much  doubt  and  difiicully  whether 
it  would  be  williin  the  cornpelency  of  tlie  goveriinienl  of  tlie 
United  Slates  to  appropriate  any  part  of  general  reveiine  col- 
lected from  the  nation  at  large  to  tlie  foundation  and  endow- 
ment of  a literary  or  any  other  charitable  insliiutioii  in  the  Dis- 
trict of  Columlua.  But,  in  tiie  opinion  of  the  cominiliec,  no 
sucli  question  is  involved  in  the  eoiisideration  of  the  present 
sulijcct.  Tlie  fund  given  lo  the  United  Stales  by  Mr.  Smith- 
son’s  will  is  nowise,  and  never  can  become,  part  of  Hieir  reve- 
nue; Hiey  cannot  claiiii  or  take  it  for  Hieir  own  benefit;  tliey 
can  only  take  it  as  tru.Hees,  to  apply  it  to  the  charitable  pur- 
pose for  wliieh  it  was  intended  by  Hie  donor. 

Tlie  committee  can  see  no  reason  to  doubt  that  the  United 
Stales  must  lie  regarded  as  the  parens  patria  of  the  District  of 
Colnmliia.  'J'hal.  in  (hat  cliaracter,  Hiey  have  a right,  and  they 
are  in  duty  liouiid,  to  assert  a claim  to  any  property  given  to 
Hiem  for  tlie  purpose  of  founding  a charitable  institution  of  any 
kind  wiHiiii  Ihe  District,  and  to  provide  for  the  due  appliratioii 
and  administration  of  sucli  a fund  wiieii  they  have  olitained 
jinssessimi  of  it.  Tliai  the  rigliis  and  duties  of  Hie  United 
Stales,  as  parens  patria:  of  Ihe  Di.strict,  in  such  a case,  are  Hie 
same,  vvlieilier  lliv  cliaritalile  donation  be  made  by  the  subject 
of  a fiireign  nation,  or  by  a citizen,  or  wlietlier  the  claim  to  the 
lionnty  is  to  be  asserted  before  a domestic  court  of  justice,  or 
liefiiie  a foreign  Irilinnal,  which,  by  Hie  comity  of  nations,  or 
the  laws  of  its  own  coniitry,  is  bound  to  entertain  Hie  claim, 
and  to  adjudge  tlie  properly  to  Hie  United  Slates,  if  they  are  by 
law  entitled  io  if.  If  a foreign  triliniial,  decreeing  such  proper- 
ty to  the  United  States,  sliould  think  proper  to  impose  any  con- 
ditions incompalilile  witli  Hie  constitutional  powers  of  this 
govenuneiit,  or  wiili  its  duties  or  its  dignity,  llie  United  Stales 
may  Hien  decline  to  accept  tlie  properly  and  the  trust.  But 
no  difficulty  of  Hint  kind  is  aiiprehended. 

The  eommiiiee  are  also  of  o|)iiiioii  Hiat  Ihe  United  States,  in 
proseeiMiiig  a claim  to  property  given  lo  iliem  for  the  purpo.«e 
of  founding  a cliaritalile  iiistitniion  wilhiii  Hie  Disliiclof  Co- 
lumbia, and  vvliieh  they  are  eniilled  lo  claim,  and  take,  and 
regulate  Hie  adiiiiiiistraiioii  of,  as  Hie  parens  patriee  of  tlie  Di.s- 
inct,  may  properly  appropriate,  out  of  Hieir  general  revenue, 
sneli  sums  as  may  be  necessary  to  prosecute  Ihe  claim  with 
1‘ffect — since  Hie  United  Slates  have  no  oilier  pecuniaiy  means 
lo  defray  Ihe  expenses  Hiat  may  be  incurred  in  exercLing  Hieir 
powers,  or  in  performing  their  duties,  as  parens  patria  of  the 
District,  but  sucli  as  are  afforded  by  Hieir  general  revenue. 

Upon  Hie  whole,  Hie  commitiee  are  of  opinion  ili.nt  it  is  with- 
in the  competency  of  the  goveriitiient  of  tlie  United  Stales,  that 
it  well  comports  wiili  its  digmiy,  that,  indeed,  ii  is  its  duty,  to 
assert  in  the  courts  of  justice  of  England  the  claim  of  the  United 
Slates  lo  Hie  legacy  lieqneailied  to  iliem  by  Mr.  Smithson’s 
will,  for  the  [iiirpose  of  founding,  at  Wasliington,  under  the 
iiami' of  “The  Smitlisonian  Insliiutioii,”  an  csiablisliineHt  for 
Hie  increase  and  diffusion  of  knowh-dge  among  m<’ii;  and  tliat 
provision  onglit  to  lie  made  liy  congress  to  enable  Hie  exccniive 
to  assert  and  (iroseente  llie  claim  witli  effect. 

'f’lierefore,  HiO  commiuee  reeoinimnd  Hie  adopiion  of  a joint 
resolution  aiiHiorising  the  president  lo  lake  measures  for  rect>- 
veri.Tg  the  said  legacy. 
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Tlie  present  week  has  been  fruitful  in  documents,  re- 
lative to  our  affairs  witli  France — which  seem  to  be  as- 
suming a very  serious  aspect.  First — We  had  the  spe- 
cial message  of  the  president;  2d — The  numerous  docu- 
ments appended;  i>d — Mr.  Livhigston's  long  letter, 
which  “by  some  oversight  was  omitted”  before;  4th — 
The  answer  to  Mi‘.  call  in  the  senate,  and,  at  a 

late  period  in  the  week,  .5ih — a ti-anslation  of  the  “un- 
olHcial”  note  of  tlie  duke  de  Broglie^  of  which  a copy 
was  sent  to  the  secretary  of  state:  all  which  are  insert- 
ed, and  whatever  else  that  refers  to  the  subject,  that 
has  transpired — sweeping  away  nearly  all  the  other  ar- 
ticles that  we  had  prepared,  but  affording  a full  and  en- 
tire view  of  the  present  state  of  our  concerns  with 
France. 

We  have  not  yet  been  able,  either  for  “love  or  mo- 
ney,” to  obtain  tlie  extra  aid  required  to  issue  supple- 
mentary pages,  as  desired  by  us — and  as  necessary  to 
keep  pace  with  public  events. 

The  dowager  marchioness  of  Salisbury  was  burnt  to 
death,  in  the  latter  part  of  November,  at  Hatfield  house, 
the  seat  of  the  marquis.  The  mansion  was  destroyed, 
and  the  remains  of  the  marchioness  buried  in  the  ruins. 
It  is  supposed  that  she  was  reading  a paper,  which  took 
fire  from  the  lamp,  and  communicated  to  her  dress. 
One  of  the  papers  says  that  she  had  with  her  all  her  dia- 
monds, of  immense  value,  and  a pearl  necklace,  given 
by  Edward  III.  to  the  celebrated  countess  of  Salisbury, 
of  whom  he  w’as  enamoured.  She  was  a very  aged 
lad}’^— more  than  80  years  old. 

The  legislature  of  Pennsylvania  have  elected  Joseph 
Laiorence,  of  Washington  county,  (formerly  a much  dis- 
tinguished member  of  congress),  state  treasurer.  Seven 
ballots  were  taken.  On  the  9lh,  the  votes  were,  for  Mr. 
Lawrence  72,  and  42  for  various  other  persons.  In  the 
house  of  representatives  on  the  same  day,  the  resolution 
directing  an  attachment  to  issue  to  compel  the  attendance 
of  gov.  Wolfe  and  Mr.  JVeilson  and  others,  before  the 
investigating  committee,  (for  free  masom-y),  passed, after 
a warm  debate,  by  a vote  of  .59  to  2G. 

In  estimating  steam  power,  the  force  of  one  horse  is 
considered  to  be  equivalent  to  the  elevation  of  a weiglit 
of  33,000  lbs.  at  one  foot  per  minute,  but  the  /Inimal i'ovce 
of  a horse  does  not  in  reality  exceed  22,0(»0  lbs.  at  the 
Mme  ratio.  Considering  the  relays  and  repose  necessary 
in  horse  power,  a steamboat  estimated  at  60  horse  power, 
is  in  fact  equal  to  the  labor  of  270  horses  every  24  hours. 

The  price  of  the  stock  of  the  bank  of  the  United  States 
is  $116  per  share.  The  late  dividend  was  three  and  an 
half  per  cent. 

The^  United  States  bank  has  advertised  for  .sale,  its 
office  in  New  York,  on  the  13lh  of  February.  It  is  a 
line  marble  edifice,  and  well  fitted  for  the  post  office. 

Mr.  JBeardsleg,  at  present  a member  of  congress,  has 
been  “regularly”  appointed  attorney  general  of  the  slate 
of  New  York. 

About  two  millions  and  a Iialf  pairs  boots  and  shoes, 
&c.  w-ere  made  in  the  town  of  Lynn,  in  the  year  just 
ended. 

The  Philadelphia  papers  complain  of  the  failure  in 
the  receipt  ol  the  mail  between  that  city  and  New  York, 
and  remark  that  no  mail  from  the  eastward  had  been  re- 
ceived since  Saturday,  last  week. 

The  Inquirer  observes,  “our  merchants  and  men  of 
business  are  justly  incensed  at  this  condition  of  things. 
We  had  much  better  be  without  a mail  altogether  than 
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be  deceived  and  disappointed.  The  roads  we  know  are 
bad,  and  some  allowances  should  be  made;  but,  we  must 
also  remind  our  readers  that,  despite  the  snow  storm, 
little  or  no  delay  has  been  e.xperienced  on  the  rail  road, 
which  could  as  heretofore,  have  been  at  the, service  of 
the  postmaster.” 

The  ^’■better  currency.”  The  Natchez  Dally  Courier 
says — “by  the  last  mail  we  received  from  a gentleman  at 
Cleaveland,  Ohio,  a note  on  the  bank  of  Cleaveland,  in 
payment  for  the  subscrijition  to  the  Courier  and  Journal. 
This  note,  as  well  as  all  other  foreign  bank  notes,  is  at  5 
or  10  per  cent,  discount  here,  while  one  of  ‘Nick  Biddle 
rags’  will  produce  gold,  or  silver,  for  the  full  amount, 
and  not  unfrequently  a premium  of  from  one  to  three 
percent.” 

A new  cetisus  of  the  state  of  Illinois  has  recently  been 
taken,  the  details  of  which  have  not  yet  been  received, 
but  the  aggregate  ])Opulation  is  found  to  be  about  275,000 
or  a gain  of  117,425,  nearly  75  per  cent,  in  five  years! 
This  flourishing  state  has  entirely  grown  up  within  35 
years,  the  population  in  1800,  being  only  215. 

APPOINTMENTS  BY  THE  PRESIDENT. 

By  and  xuith  the  advice  and  coment  of  the  senate. 

.John  S.  Horner,  to  be  secretary  of  the  territory  of  Michigan. 

William  Marvin,  to  be  altoniey  for  the  soutbern  district  of 
Florida. 

Jobn  Mills,  to  be  attorney  for  the  district  of  Massachusetts. 

James  S.  Green,  to  be  attorney  for  the  district  of  New 
Jersey. 

Peter  Desnoyers,  to  be  marshal  for  the  district  of  Michigan. 

Norris  Wilcox,  to  be  marslial  for  the  district  of  Connectient. 

’James  Points,  to  be  marshal  lor  the  western  district  of 
Virginia.  IGlobe. 

A letter  from  Lisbon  of  the  29th  November,  published 
in  a London  paper,  says: 

“Yesterday  morning  an  American  frigate  came  up  the 
river,  after  performing  quarantine,  atid  was  received 
with  a salute  by  a Portuguese  frigate  just  returned  from 
the  Mediterranean.  In  the  course  of  the  day  Jonathan 
received  a welcome  from  the  guns  of  the  British  ad- 
miral’s ship.” 

Speaking  of  the  late  gen.  North,  a revolutionary  soldier 
who  lately  died  at  New  York — the  last  of  the  “cocked 
hats,”  the  Sclienectady  Democrat  says — 

He  has  gone,  to  sleep  with  the  companions  of  his  early 
years;  and  those  who  knew  and  loved  him,  feel  well  as- 
sured that  he  is  now  realizing  the  bright  vision  of  his 
own  beautiful  “lullaby” — 

Wlicti  ibe  weary  march  is  ended, 

And  halt!  is  order’d  from  on  high, 

Angels,  c.atlieriiig  round  Ibe  soldier, 

Shall  sing  his  requiem  lullaby. 

Washington  city.  Mr.  Sessford  has  furnished  his 
usual  annual  statement  concerning  M^ashington.  The 


sulistance  of  wliich  is  as  follows: 

New  houses  42,  shops  10,  additions  18 60 

Total  number  of  dwellings  in  the  city 3,630 

Total  number  of  ptiblic  buildings 66 

Total  number  of  shops  separated  from  dwellings  345 

Total  number  of  buildings 4,041 

Supposed  population ; 21,007 

liunning  feet  of  pavements 115,547 


MESSAGE  FROM  THE  PRESIDENT  TO  BOTH  HOUSES 
OF  CONGRESS. 

Received,  and  read,  and.  referred  to  the  committee  on  foreign  re- 
lations in  both  houses. 

MONDAY,  JANUARY  18. 

To  the  senate  axid  house  of  rejiresentatives: 

Gentlemen:  In  my  mcefiage  at  the  opening  of  your  sesgion, 
I informed  you  that  our  charge  d’afTairei  at  Paris  had  been  in- 
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Ptriiclftd  to  ask  for  the  final  determination  of  tlie  French  go- 
vernment, in  relation  to  tlie  paymeiu  of  tlie  indemnification 
secured  by  the  treaty  of  the  4ili  of  July,  1831,  and  that,  when 
advices  of  the  lesnil  should  he  received,  it  would  be  made  the 
subject  of  a special  coniniuiiicalion. 

In  execution  of  this  design,  I now  transmit  to  you  the  papers 
numbered  from  1 to  13,  inclusive,  cont, lining,  among  oilur 
things,  the  correspondence  on  this  subject  between  our  charge 
d’aff.iires  and  the  French  minister  of  foreign  affairs,  from  which 
it  will  be  seen  that  France  requires,  as  a condiiion  precedent  to 
the  execution  of  a treaty  unconditionally  ratified,  and  to  the 
payment  of  a debt  acknowledged  by  all  the  branches  of  liei  go- 
vernment to  he  due,  that  certain  expl  inations  sh,ill  he  made,  of 
which  she  dictates  the  terms.  'I’hese  terms  are  stich  as  that 
government  ha^  alreadx  been  officially  informed  cannot  be  com- 
plied with;  and,  if  persisted  in,  tln-y  must  be  considered  as  a 
deliberate  refusal  on  the  part  ol  France  to  fnllil  migagemenis 
binding  by  the  laws  of  nations,  and  held  sacred  by  the  whole 
civilized  world.  'I'he  nature  of  the  act  which  Fiance  requires 
from  this  government  is  clearly  set  lortli  in  the  letter  ot  the 
Fri'iieh  minister,  marked  IVo.  4 We  will  pay  the  money,  says 
he,  when  government  of  the  United  States  is  read ii  on  its 

part  to  declare  to  us,  hy  nddressui^  Us  claim  to  us  oficially  in 
wrilino,  that  it  regrets  the  misanderstandihs'  which  has  arisen  be- 
tween the  two  countries;  that  this  misunderstandins,  is  founded  on 
a mistake;  that  it  never  entered  into  its  intention  to  call  hi  ques- 
tion the  oood  faith  of  the  French  government,  nor  to  take  a 
menacing  attitude  towards  France:"  and  he  adds,  ^ff  the  govern- 
ment of  the  United  States  does  not  give  this  assurance,  we  shall 
be  obliged  to  think  that  this  misunderstanding  is  not  the  result  of 
an  error. 

In  the  letter  marked  IVo.  6,  the  French  minister  also  remarks 
that  ‘'the  government  of  the  United  States  knows  that  upon 
itself  depends  henceforward  the  execution  of  the  treaty  of  July  4, 

Obliged,  by  the  precise  language  Ihtis  used  by  the  French 
minister,  to  view  it  as  a peremptory  refusal  to  exectite  the 
treaty,  excr'pt  on  terms  incompatible  with  the  honor  and  inde- 
pendence of  the  United  States,  and  persuaded  that,  on  consider- 
ing the  correspondence  now  submitted  to  you,  you  can  regard 
it  in  no  other  light,  it  becomes  my  dtity  to  call  yonr  attention  to 
such  measures  as  the  exigency  of  tlie  case  demands,  if  the 
claim  of  interfering  in  the  c'ommnnicaiions  between  the  dif- 
ferent branches  of  tmr  government  shall  be  persisted  in.  This 
pretension  is  rendered  the  more  unreasonable  by  the  fact  that 
the  substance  of  the  required  explanatioi;  has  been  repeatedly 
and  voluntarily  given  before  it  was  insisted  on  as  a condition  — 
a condition  the  more  humiliating  because  it  is  demanded  as  the 
equivalent  of  a pecuniary  consideration.  Does  France  desire 
only  a declaration  that  we  had  no  intention  to  obtain  our  rights 
by  an  address  to  her  fears  rather  than  to  her  justice?  She  has 
already  had  it,  frankly  and  explicitly  given  by  oiir  minister  ac- 
credited to  her  government,  his  act  ratified  by  me,  and  my  con- 
firmation of  it  officially  communicated  by  him,  in  his  letter  to 
the  French  minister  of  foreign  affairs  of  the  2.5th  of  April,  1835, 
and  repeated  by  my  published  approval  of  that  letti-r  after  tlie 
pa.ssagtt  of  the  bill  of  indemnifieation.  Does  France  want  a 
degrading,  servile  repetition  of  this  act  in  terms  which  she  shall 
dictate,  and  which  will  involve  an  acknowledginent  of  her  as- 
sumed right  to  interfere  in  our  domestic  councils?  She  will 
never  obtain  it.  4'he  spirit  of  the  American  people,  the  dignity 
of  the  legislature,  and  the  firm  resolve  of  their  executive  go- 
vernment, forbid  it. 

As  the  answer  of  the  French  minister  to  our  charge  d’affaires 
at  Paris  contains  an  allusion  to  a letter  addressed  by  him  to  the 
representative  of  France  at  this  place,  it  now  becomes  proper 
to  lay  before  you  the  correspondence  had  between  that  func- 
tionary and  the  secretary  of  state  relative  to  that  letter,  and  to 
accompany  the  same  with  such  exjdanations  as  will  (mable  you 
to  understand  the  eoiiise  of  the  executive  in  regard  to  it.  Re- 
curring to  the  historical  statement  made  at  the  commencement 
of  your  session,  of  the  origin  and  progress  of  our  difficulties 
with  France,  it  will  be  recollected  that,  on  the  return  of  our 
minister  to  the  United  States,  f caused  mv  official  approval  of 
the  explanations  lie  had  given  to  the  French  minister  of  foreign 
affairs  to  be  made  public.  As  the  French  government  had 
noticed  the  message  without  its  being  officially  communicated, 
it  was  not  doubted  that,  if  they  were  disposed  to  pay  the  money 
due  to  us,  they  would  notice  any  public  explanation  of  the  go- 
vernment of  the  United  Stales  in  the  same  way.  Rnt,  contrary 
to  these  well-founded  exr>ectations,  the  French  ministry  did 
not  take  this  fair  opporinniiy  to  relieve  themselves  from  their 
unfortunate  position,  and  to  do  justice  to  the  United  States. 

Whilst,  however,  the  government  of  the  United  States  was 
awaiting  the  movements  of  the  French  government,  in  perfect 
confidence  that  the  difficultv  was  at  an  end,  the  secretary  of 
state  received  a call  from  the  French  charge  d’affaires  in  Wash- 
ington, who  de.sired  to  read  to  him  a letter  he  had  received 
from  the  French  minister  of  foreign  affairs.  Me  was  asked 
whether  he  was  insiruete.d  or  directed  to  make  any  official 
communication,  and  reidied,  that  he  was  only  authorised  to 
read  the  letter,  and  furnish  a copy  if  requested.  3’he  substance 
of  its  contents,  it  is  presumed , mav  he  gathered  from  N^os,  4 
and  6,  herewith  transmitted.  It  vvas  an  attempt  to,  make 
known  to  the  governmeni  of  the  United  States,  privately,  in 
what  manner  it  could  make  explanations,  apparently  volun- 
tary, but  really  dictated  by  France,  acceptable  to  her,  and  thus 


obtain  payment  of  the  twenty-five  millions  of  francs.  No  ex- 
ception was  takim  to  this  mode  of  i onimnnicaiion,  which  is 
Oden  used  to  prepare  the  way  (or  official  inleicourse;  but  the 
suggestions  made  in  it  were  in  their  substance  wholly  inad- 
missible. Not  being  in  the  shape  of  an  official  communication 
to  this  govei  niiient,  it  did  not  admit  of  reply  or  official  notice, 
nor  coubi  it  safely  be  made  the  basis  of  any  action  by  the  ex- 
ecutive or  tin:  legislature:  and  the  secretary  of  state  did  not 
think  proper  to  a.sk  a copy,  because  he  could  have  no  use  for  il. 

Copies  of  papers  marked  Nos.  9,  10  and  11,  show  an  attempt, 
on  the  part  of  the  French  charge  d’affaires,  to  place  a copy  of 
this  letter  among  the  archives  of  this  government,  w hich,  for 
obvious  reasons,  was  not  allowed  to  be  done;  but  the  assurance 
before  given  was  repeated,  that  any  official  commnnicatioii 
I which  he  might  be  authorised  to  make,  in  the  accustomed  form, 
would  receive  a prompt  and  just  con.sideration  The  indiscre- 
tion of  this  attempt  was  made  more  manifest  by  the  subsequent 
avowal  of  the  French  charge  d’affaires,  that  tiie  object  was  to 
bring  this  letter  before  congress  and  the  American  people.  If 
foreign  agents,  on  a subjimi  of  disagreement. bcl ween  iheirgo- 
vernmeait  and  this,  wi.sli  to  prefer  an  appeal  to  the  American 
people,  they  will  hereafter,  it  is  hoped,  better  ajipreciaie  tln  ir 
own  rights  and  tin*  respect  due  to  others,  than  to  ailenipi  to  use 
the  executive  as  the  passive  organ  of  their  coiiimunicaiions. 

It  is  due  to  the  character  of  our  institutions,  that  the  diplo- 
matic intercourse  of  this  government  should  be  conducted  wlih 
the  utmost  directness  and  simplicity;  and  that,  in  all  cases  of 
importance,  the  communications  received  or  made  by  the  ex- 
ecutive should  assume  the  accustomed  official  form.  It  is  only 
by  insisting  on  this  form,  that  foreign  powers  can  be  heln  to 
full  responsibility,  that  their  communications  can  be  offieially 
replied  to,  or  that  the  advice  or  interference  of  the  legislature 
can  with  propriety  be  invited  by  the  pre-ident.  This  course  is 
also  best  calculated,  on  the  one  hand,  to  shield  that  officer  from 
unjust  suspicions,  and,  on  ihe  other,  to  subject  this  poriioti  of 
his  acts  to  public  scrntitiy,  and,  if  occasion  shtill  require  it,  to 
constitutional  anitnadversion.  Il  was  the  more  necessary  to 
adhere  to  these.  princi|de.<  in  the  itistance  in  question,  inasmuch 
as,  in  addition  to  other  important  interests,  it  very  intimately 
concerned  the.  imtional  honor — a mailer,  in  my  Judgment,  niiich 
too  sacred  to  be  made  the  subject  of  private  atid  unofficial  ne- 
goiiation. 

It  will  be  perceived  that  this  letter  of  the  French  minister  of 
foreign  affairs  was  read  to  the  secretary  of  state  on  the  llth  of 
Septeinbei  last.  This  was  the  first  authentic  indication  of  the 
specific  views  of  the  French  government  received  by  the  go- 
vernment of  the  United  States  after  the  p.issage  of  the  bill  i.f 
indemnification.  Inasmuch  as  the  letter  had  been  written  b' - 
fore  the,  official  notice  of  my  apttroval  of  Mr.  Livingston’s  last 
explanation  and  remonstrance  could  have  reached  Paris,  just 
ground  of  hope  was  left,  as  has  been  before  stated,  that  the 
French  governnrent,  on  receiving  that  information  in  the  same 
manner  the  alleged  offensive  rwe-sage  had  reached  them,  would 
desist  from  their  extraordinary  demand,  and  pay  the  money  at 
once.  I’o  give  them  an  oppoitunily  to  do  so,  and  at  all  events 
to  elicit  their  final  determination, and  the  ground  they  intended 
to  occupy,  the  instructions  were  given  to  our  charge  d’affaires 
which  were  adverted  to  at  the  comtnencement  of  the  present 
session  of  congress.  The  result,  as  yon  have  seen,  is  a demand 
of  an  official  written  expression  of  regrets,  and  a direct  expla- 
nation addressed  to  France,  with  a distinct  intimation  that  this 
is  a sine  qua  non. 

Mr.  Barton  having,  in  pursuance  of  his  instructions,  returned 
to  the  United  States,  and  the  charge  d’affaires  of  France  having 
been  recalled,  all  diplomatic  intercourse  between  the  two 
countries  is  suspended — a state  of  things  originating  in  an  un- 
reasonable susceptibility  on  the  part  Tff  the  French  government, 
and  rendered  necessary  on  our  part  by  their  refusal  to  perform 
engagements  contained  in  a treaty,  from  the  faithful  perform- 
ance of  which,  by  ns,  they  are  to  this  day  enjoying  many  im- 
portant commercial  advantages. 

It  is  time  that  this  unequal  position  of  affairs  should  ce.ise, 
and  that  legislative  action  should  be  brought  to  sustain  execu- 
tive exertion  in  such  measures  as  the  case  requires.  While 
France  persists  in  her  refusal  to  comply  with  the  terms  of  a 
treaty,  the  object  of  wliich  was,  by  n moving  all  causes  of  mu- 
tual coni|)laint,  to  renew  ancient  feelings  of  friendship,  and  to 
unite  ihe  two  nations  in  the  bonds  of  amity  and  of  a muinally 
beneficial  commerce,  she  cannot  justly  complain  if  we  adopt 
such  peaceful  remedies  as  the  law  of  nations  and  the  circum- 
stances of  .the  case  may  authorise  and  demand.  Of  the  nature 
of  these  remedies  I have  heretofore  had  occasion  to  speak,  and, 
in  reference  to  a particular  contingency,  to  express  my  convic- 
tion that  reprisals  would  be  best  adapted  to  the  emergency 
then  contemplated.  Since  that  perind,  France,  by  all  the  de- 
partments of  her  government,  has  acknowledged  the  validity  of 
our  claims,  and  the  obligations  of  the  treaty,  and  has  appropri- 
ated the  monevs  which  are  necessary  to  its  execution;  and, 
though  payment  is  withheld  on  grounds  vitallv'  important  to  onr 
existence  as  •.ni  inde|)endent  nation,  it  is  not  t'>  be  believed  that 
she  c.'in  have  determined,  perinaneni ly,  to  retain  a position  so 
ntterlv  indefensible.  In  the  altered  state  of  the  questions  in 
controversy,  and  under  all  existing  circumstances,  it  a[)()ears 
to  me  that,  until  simh  a fh-tcrminaiion  shall  have  become  evi- 
dent, il  will  be  proper  and  sufficient  to  retaliate  her  present  re- 
fn<nl  to  coinpiv  with  her  engagements,  by  prohibiting  the  intro- 
duction of  French  products  and  the  entry  of  French  vessels 
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into  our  ports.  Between  this  and  the  interdiction  of  all  com- 
mercial intercourse  or  other  remedies,  you,  as  the  representa- 
tives of  the  people,  must  determine.  1 recommend  the  former, 
in  the  present  posture  of  our  affairs,  as  heing  the  least  injuri- 
ous to  our  commerce,  and  as  attended  with  the  least  difficulty 
of  returning  to  the  usual  slate  of  friendly  intercourse,  if  the  go- 
vernment of  Fiance  shall  render  us  the  justice  that  is  due,  and, 
also,  as  a proper  preliminary  step  to  stronger  measures,  should 
their  adoption  he  deemed  necessary  by  subsequent  events. 

I'he  return  of  our  charge  d’affaires  is  attended  with  public 
notices  ol  naval  preparations  on  the  part  of  France  destined  for 
our  sr  :is.  Of  the  cause  and  intent  of  these  aimaments  I have 
no  auiln  nlic  information,  nor  any  other  means  of  judging  ex- 
cept such  its  are  common  to  yourselves  and  to  the  public;  but, 
wiialever  may  be  their  object,  we  are  not  at  liberty  to  regaid 
them  as  unconnected  with  the  measures  w hich  hostile  move- 
ments on  the  part  of  France  may  compel  us  to  pursue.  They 
at  least  deserve  to  be  met  by  adequate  preparation  on  our  part; 
and  I therefore  strongly  urge  large  and  speedy  appropriations 
for  the  increase  of  the  navy  and  the  completion  of  our  coast  de- 
fences. 

If  this  array  of  military  force  be  really  designed  to  affect  the 
action  of  the  government  and  people  of  the  United  Slates  on 
the  questions  now  pending  hetw'een  the  two  nations,  then,  in- 
deed, would  it  be  dishonorable  to, pause  a moment  on  the  al- 
ternative which  such  a slate  of  things  would  present  to  us. 
Come  what  iiiay,  the  explanation  which  Fiance  demands  can 
never  be  acemded;  and  no  armament,  liowever  powerful  and 
imposing,  at  a distance  or  on  our  coast,  will,  [ trust,  deter  us 
from  dischaiging  the  high  duties  which  we  owe  to  our  consli- 
lueiits,  our  national  character,  and  to  the  world. 

The  tioiise  of  represeniati  ves,  at  the  close  of  the  last  session 
of  congress,  unaniuinusly  resolved  that  the  treaty  ot  the  4th  of 
July,  ls31,  should  be  maiiitiiined,  and  ilsexecution  insisted  on, 
hy  the  United  Stales.  It  is  due  to  the  welfare  of  the  human 
race,  not  less  th.an  to  our  own  interests  and  honor,  that  this  re- 
solution should,  at  all  hazards,  be  adhered  to.  If,  after  so  sig- 
nal an  example  as  that  given  by  the  American  people  during 
their  long  protracted  difficulties  with  France,  of  forbearance 
under  accHiiiulaled  wrongs,  and  of  generous  confidence  in  her 
ultimate  return  to  justice,  she  shall  now  he  permitted  to  with- 
hold from  us  the  tardy  and  imperfect  iridemnificafion  wlrich, 
after  years  of  remonstrance  and  discussion,  had  at  length  been 
solemnly  agreed  on  by  the  treaty  of  1831,  and  to  j,cl  at  naught 
the  obligation  it  imposes,  the  United  Slates  will  not  be  the  only 
sufferers.  The  efforts  of  humanity  and  religion,  to  substitute 
the  appeals  of  justice  and  the  arbitrament  of  reason  for  the 
coercive  remedies  usually  resorted  to  by  injured  nations,  will 
receive  little  encouragement  from  such  an  issue.  By  the  selec- 
tion and  enforcement  of  such  lawful  and  expedient  measures 
as  may  be  necessary  to  prevent  a resultso  injurious  to  ourselves 
and  so  fatal  to  the  hopes  of  the  philanthropist,  we  shall  there- 
fore not  only  preserve  the  pectiniary  interests  of  our  citizens, 
the  indepetidence  of  our  government,  and  the  honor  of  our 
country,  but  do  mtich,  it  may  be  hoped,  to  vindicate  the  faith 
of  treaties,  and  to  promote  the  general  interests  of  peace,  civi- 
lization, and  improvement.  ANDREW  JACKSON. 

^Vashington,  Jun.  15,  1836. 

No.  1. — Mr.  Forsyth  to  Mr.  Barton. 

Department  of  state,  Washington,  June '28,  1835. 
Thomas  P.  Barton,  esq  4’c.  Sfc. 

Sir:  Mr.  Livingston  arrived  here  the  day  before  yesterday. 
By  the  mail  of  yesterday  your  letter  of  the  7lh  May,  with  a 
copy  of  Mr.  Livingston’s  last  note  to  the  duke  de  Broglie,  was 
received. 

Alter  an  aiti  ntive  examination  of  Mr.  Livingston’s  corres- 
pondence with  this  department  atid  the  government  of  France, 
elucidated  by  his  vertial  explanations,  the  president  has  direct- 
ed me  to  say  to  you  that  the  Messrs,  de  Rothschild  have  been 
auihorised  tiy  the  treasury  department  to  receive  the  money 
due  under  the  treaty  with  France.  Of  this  authority  they  will 
he  directed  to  give  noiice  to  the  French  government,  without 
demanding  payment.  For  yourself,  you  will,  if  the  bill  of  in- 
demnity is  rejected,  follow  Mr.  Livingston  to  the  United  States. 

I f the  money  is  placed  at  the  disposal  of  the  king,  conditionally, 
by  the  legislature  of  France,  you  wilt  await  further  orders  from 
the  United  States,  but  maintain  a guarded  silence  oir  the  sub- 
ject of  the  indemnity.  If  approached  by  the  government  of 
France,  directly  or  indirectly,  you  will  hear  what  is  said  with- 
out reply,  state  what  has  occurred  in  full  to  the  department, 
and  await  its  instructions,  ft  is  the  desire  of  the  president  that 
you  will  make  not  even  a reference  to  the  subject  of  the  treaty 
in  your  intercourse  with  the  French  government,  until  the 
course  intended  to  be  pursued  is  definitely  explained  to  the 
United  States.  Whatever  may  be  said  to  the  Messrs,  de  Roths- 
child, it  will  be  their  duty  to  report  to  you  as  well  as  to  the 
treasury  department,  ami,  whenever  they  converse  with  you, 
they  must  be  reminded  that  it  is  expected  that  they  will  waif 
for  express  notice  from  the  government  of  France  that  it  is  rea- 
dy to  pay  before  an  application  for  payment  is  made. 

The  course  adopted  by  Mr.  Livingston  has  been  fully  approv- 
ed; and  the  hope  is  indulged,  that  his  representaiions  have  had 
their  just  influence  on  the  councils  of  the  king  of  France. 
However  that  may  be,  the  president’s  determination  is,  that 
the  terms  upon  which  the  two  governments  are  to  stand  to- 
wards each  other  shall  be  regulated,  so  far  as  his  constitutional 
power  extends,  by  France. 


A packet  from  the  treasury,  addressed  to  the  Messrs,  de 
Rothschild,  and  containing  the  instructions  of  the  secretary, 
accompanieil  by  a special  power  appointing  them  the  agents  of 
the  United  Slates  to  receive  the  payments  due  under  the  treaty 
of  1831,  is  forwaidcd  herewith.  The  copy  of  a letter  from  this 
department  to  Mr.  Pageoi  is  also  enclosed  for  your  perusal. 

1 am,  sir,  your  obedient  servant,  JOHN  FORSYTH. 

No.  2. — Mr.  Forsyth  to  Mr.  Burton. 

Department  of  state,  W ashington.  Sept.  14,  1835. 
Thomas  P.  Barton,  esq.  ^'c.  4'c. 

Sir:  So  much  lime  will  have  elapsed  before  this  despatch 
can  reach  you,  since  the  passage  ot  the  law  by  the  French 
chambers,  placing  at  the  disposition  of  the  king  the  funds  to 
fulfil  the  treaty  with  the  United  Stales,  that  it  is  presumed  the 
intention  of  the  French  government  will  have  been  by  that 
period  disclosed.  It  is  proper,  ihetelbre,  in  the  opinion  of  the 
president,  that  you  should  receive  your  last  instructions  in  re- 
lation to  it.  It  has  always  been  hi.s  intention  iliat  the  legation 
of  the  United  States  should  leave  France  if  the  treaty  were  not 
fulfilled.  You  have  been  suflered  to  remain  after  the  deparlurt- 
ol  Mr.  Livingston,  under  tin- expeelalion  that  the  government 
of  Franc*'  would  find  in  all  that  has  occurred  its  obligation  to 
proceed  forlhwiiti  to  the  fulfilment  of  it,  as  soon  as  funds  were 
placed  in  its  hands.  If  tliis  expectation  is  disappointed,  you 
mu.'^t  a>k  for  your  jiassports,  and  return  to  the  United  States. 
If  no  movement  has  been  made  on  the  part  of  France,  and  no 
iritimaiioii  given  to  you,  or  lo  the  banker  of  the  United  States, 
who  is  the  authorised  agent  ol  the  treasury,  to  receive  the  in- 
stalments due,  of  the  time  Unit  payment  will  be  made,  you  are 
irisliuett  ri  to  eall  upon  the  duke  de  Broglie,  and  request  to  be 
iiifoniied  what  are  the  inleniions  of  the  government  in  relaiioM 
to  it,  stating  that  you  do  so  by  orders  of  your  government,  and 
with  a view  to  regulate  your  conduct  hy  the  information  you 
may  receive  fiom  him.  In  the  pn  sent  agitated  state  of  France, 
it  is  the  particular  desire  of  the  president  that  your  application 
should  be  made  in  the  most  conciliatory  tone,  and  your  inter- 
view with  the  duke  marked  by  expressions  as  coming  from 
your  government,  of  great  personal  respect  for  that  minister, 
and  of  an  anxious  desire  for  the  safely  of  the  king  of  France. 
If  the  duke  should  inform  you  that  the  money  is  to  be  paid  on 
any  fixed  day,  you  will  remain  in  France;  otherwise  you  will 
apply  for  your  passports,  and  slate  the  reason  to  be  that  the 
treaty  of  indemnity  has  not  been  executed  by  France. 

The  president  especially  directs  that  you  should  comply  with 
these  instructions  so  early,  that  the  result  may  be  known  here 
before  the  meeting  of  congress,  which  takes  place  on  the  7ih  of 
December  next.  I am,  sir,  your  obedient  servant, 

JOHN  FORSYTH. 

No.  3. — Mr  Barton  to  the  duke  de  Broglie, 
[translation.  J — D. 

Legation  of  the  U.  S.  of  America,  Paris,2Ath  Oct.  18.35. 
His  excellency  the  duke  de  Broglie,  minister  of  foreign  affairs. 

Monsieur  le  Dug:  Having  executed  to  tlie  letter  the  last 
inslHictions  of  my  govei nment,  in  the  interview  which  I had 
the  honor  lo  have  with  your  excellency  on  the  20ih  of  this 
month,  in  order  further  to  comply  with  ilio.-e  instructions,  I am 
about  to  return  to  the  United  Stales.  Before  leaving  France, 
however,  I have  thought  that  it  might  not  be  altogether  useless 
to  address  your  excellency,  and  to  submit  to  you  the  conversa- 
tion which  then  look  place  between  us,  word  for  word,  as  I 
understood  it.  In  pursuing  this  course,  I am  prompted  by  a 
double  motive;  first,  hy  a sincere  desire  to  avoid  even  the 
slightest  misunderstanding  as  to  the  precise  meaning  of  any  ex- 
pression used  on  either  part;  and  also  with  a view,  in  present- 
ing myself  to  my  goverriiin’iit,  lo  furnish  indisputable  proof  of 
riiy  fidelity  in  executing  the.  iiisiruciions  with  which  I had  the 
honor  to  be  charged.  This  last  motive,  Monsieur  le  Due,  does 
mVt  interest  you  persoimlly,  but  the  first,  I am  sure,  will  not 
appear  without  importance  in  your  eyes. 

Having  said  that  I was  instructed  to  employ  both  language 
and  manner  the  mo-i  conciliatory,  I begged  yon  to  believe, 
should  any  thing  appear  to  you  not  to  partake  of  that  character, 
that  the  fault  must  be  atiritmted  lo  me  alone,  anti  not  lo  my 
goveriimeiil.  as  in  that  ca.se  I should  he  certain  that  I neither 
represented  its  di-posiiions  nor  faiitifully  obeyed  its  orders. 

I began  the  con versatioii  by  informing  yoti  that  I had  request- 
ed an  interview  hy  order  of  my  government,  and  that  on  the 
result  of  that  interview  would  depend  rny  future  movements. 

I said  that  I was  ordered  to  convey  lo  the  French  government 
assurances  of  the  very  lively  satisf^aclion  felt  by  the  president 
on  receiving  the  news  and  confirmation  of  the  king’s  safetyj 
and  that  I was  further  instructed  by  the  sr  cretary  of  state  to 
assure  you  personally  of  his  high  consideration.  After  an  oblig- 
ing answer  of  your  excellency,  I had  the  honor  to  submit  the 
following  questions: 

“I  am  instructed  by  my  government  to  inquire  of  your  excel- 
lency what  are  the  intentions  of  his  majesty’s  government  in 
relation  to  the  funds  voteil  by  the  chambers.'”’ 

And  I understood  you  to  make  the  following  answer: 

“Having  written  a despatch  to  his  majesty’s  charge  d’affaires 
at  Washington,  with  iiisiriietions  to  communicate  it  to  Mr. 
Forsyth,  and  M.  Pageoi  having  read  it  to  Mr.  Forsyth,  I have 
nothing  to  say  in  addition  to  that  di:spatch” 

I said  “I  am  al-o  instructed  to  inquire  of  your  excellency 
whether  his  majesty’s  government  is  ready  lo  pay  those  funds?” 
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And  you  returned  this  answer:  “Yes,  in  the  terms  of  the  des- 
patch.” 

I added,  “I  am  instructed  to  ask  another  question— Will  his 
majesty’s  government  name  any  fixed  deierminate  period  when 
they  will  be  disposed  to  pay  those  funds:’” 

To  this  question,  the  following  was  your  excellency’s  answer, 
as  I understood  it:  “To-inoirow,  if  necessary;  when  the  go- 
vernment of  the  United  States  shall,  by  a written  official  com- 
munication, have  expressed  its  regret  at  the  misunderstanding 
which  has  taken  place  between  the  two  governments;  assuring 
us  that  this  misunderstanding  was  founded  on  an  error,  that  it 
did  not  intend  to  call  in  question  the  good  faith  of  his  majesty’s 
government;  the  funds  are  there,  we  are  ready  to  pay.  In  the 
despatch  to  M.  Pageot,  we  gave  the  vie.ws  of  our  government 
on  this  question.  Mr.  Forsyth  not  having  thought  proper  to 
accept  a copy  of  that  despatch,  and  having  said  that  the  govern- 
ment of  the  United  States  could  not  receive  a communication 
in  such  a form,  I have  nothing  to  add.  I am  forced  to  enirench 
myself  behind  that  despatch.  If  the  government  of  the  United 
Stales  does  not  give  this  assurance,  we  shall  he  obliged  to  think 
that  this  misunderstanding  is  not  the  result  of  an  error,  and  the 
business  will  stop  here.” 

To  your  excellency’s  offer  to  communicate  to  me  the  de- 
spatch to  M.  Pageot,  1 replied  that  as  my  instinclions  had  no 
reference  to  that  question,  1 did  not  liiink  myscll  authorised  to 
discuss  it. 

After  some  minutes,  I rose  and  said,  “in  a short  lime  1 shall 
have  the  honor  of  writing  to  your  e-xcellency.” 

You  answered,  “ ( shall  at  all  limes,  receive  with  pleasure  any 
communication  addressed  to  me  on  the  part  ol  the  goveinmeni 
of  the  United  Stales,”  and  our  conversation  ended.  • 

Such,  Monsieur  h;  Due,  as  far  as  my  memory  serves  me,  are 
the  literal  exprcissions  employed  by  both  of  us.  Should  yon 
discover  any  inaccurHcie.s  in  the  relation  which  1 have  the 
honor  to  submit  to  you,  it  will  give  me  pleasure,  as  it  will  be 
my  duly,  to  correct  them.  If,  on  the  contrary,  this  relation 
should  appear  to  you  in  every  respect  conformable  to  the  truth, 
I take  the  liberty  of  claiming  from  your  kindness  a confirmation 
of  it  for  the  reasons  which  I have  already,  1 believe,  sufficient- 
ly explained. 

I eagerly  avail  myself  of  this  occasion,  Monsier  le  Due,  to  re- 
new the  assurances  of  every  hiah  consideration  with  which  I 
have  the  honor  to  be,  your  excellency’s  most  obedient,  humble 
servant,  TllOS.  P.  BARTON. 

No.  4.  TAe  duke  de  Broglie  to  Mr.  Barton. 
[translation.]— E. 

Paris,  October  26,  1835. 

7*0  T.  P.  Barton,  charge  dUiff air es  of  (he  United  States: 

Sir:  I have  received  the  letter  which  you  did  me  the  honor 
to  address  to  me  on  the  24th  of  this  month. 

You  are  desirous  to  give  your  government  a faithrnl  account 
of  the  conver.sation  which  you  had  with  me  on  the  20th;  while 
communicating  to  me  a statement  of  that  conversation,  you  re- 
quest me  to  indicate  the  involuntary  errors  which  I may  re- 
mark in  it.  I appreciate  the  motives  which  influence  yon,  and 
the  importance  which  you  attach  to  the  exactness  of  this  state- 
ment; and  I therefore  hasten  to  point  out  three  errors  which 
have  found  their  way  into  your  report,  acknowledgins,  at  the 
same  time,  its  perfect  conformity  on  all  other  points,  with  the 
explanations  interchanged  between  us. 

In  reply  to  your  question — Whether  the  hinges  government 
would  name  any  fixed  and  determined  period  at  which  it  would  he 
dUpotedto  pay  the  twenty-five  millions)  you  make  me  say.  “To- 
morrow, if  necessary:  when  the  government  of  the  United 
States  shall,  by  a written  official  communication,  have  express- 
ed its  regret  at  the  misunderstanding  which  has  taken  place  be- 
tween the  two  governments;  assuring  us  that  this  misiiniler- 
slanding  is  founded  on  an  error,  that  it  did  not  intend  to  call 
in  question  the  gdod  faith  of  his  majesty’s  government,”  &c. 

Now,  this  is  what  1 really  said:  “To-moimw,  to-day,  im- 
mediately, if  the  government  of  the  United  Slates  is  ready  on 
its  part  to  declare  to  us,  by  addressing  its  claim  (reclamation ) 
to  US  officially  in  writing,  that  it  regrets  the  misiimlerstandiiig 
which  has  arrisen  between  the  two  countries;  that  this  misiin- 
derslanding  is  founded  upon  a mistake,  and  that  it  never  en- 
tered into  its  intetition  (pensee)  to  ctill  in  question  the  good 
faith  of  the  French  government,  nor  to  lake  a menacing  altitude 
towards  France.” 

By  the  terms  of  your  report,  I am  m.ade  to  have  continued 
thus:  “In  the  despatch  to  M.  Pageot,  we  gave  the  views  of  oiir 
government  on  this  question.  Mr.  Forsyth  hot  having  thought 
proper  to  accept  a copy  of  that  desjiatch,  and  having  said  that 
the  government  of  the  United  States  could  not  receive  the  com- 
munication in  that  form,”  &c.  That  was  not  w'hat  I said,  be- 
cause such  was  not  the  language  of  Mr  Forsyth  to  M Pageot. 
On  refusing  the  copy  offered  to  him  by  that  charge  d’affaires, 
Mr.  Forsyth  gave  as  the  only  reason,  that  it  was  a document  of 
which  he  could  make  no  use;  and  that  was  the  phrase  repeated 
by  me. 

Mr.  Forsyth  made  no  objection  to  the  form  which  I had 
adopted  to  communicate  to  the  federal  government  the  views 
of  the  king’s  government;  in  fael,  not  only  is  there  nothing 
unusual  in  that  form;  not  only  is  it  employed  in  the  inlercoiir  e 
between  one  government  and  another  whenever  there  is  a de- 
sire to  avoid  the  irritation  which  might  involuntarily  arise  from 
an  exchange  of  contradictory  note.s  m a direct  controversy,  but 
jelleclion  on  the  circuiiistances  and  the  respective  positions 


of  the  two  countries  will  clearly  show  that  it  was  chosen  pre- 
cisely in  a spirit  of  conciliation  and  regard  for  the  federal  go- 
vernment. 

Finally,  sir,  after  having  said,  “If  the  government  of  the  U. 
Slates  does  not  give  this  assurance,  we  shall  be  obliged  to 
think  that  this  inisundersianding  is  not  the  result  of  an  error,” 

I did  not  add,  “and  the  business  will  slop  there.”  This  last 
error  is,  however,  of  so  little  importance,  llial  I hesitated  to 
notice  it. 

Receive,  sir,  the  assurances  of  my  high  consideration, 

V.  BROGLIE. 

No.  5.  Mr.  Barton  to  the  duke  de  Broglie. 

F. 

Leoalion  of  the  U.  S.  of  America,  Paris,  Nov.  6, 1835. 

Monsieur  le  Due:  Having  been  recalled  by  my  government, 

I have  tin;  honor  to  request  that  your  excellency  will  be  pleas- 
ed to  cause  passports  to  be  prepared  to  enable  me  to  proceed 
to  Havre,  thence  to  embark  lor  the  United  Stales,  and  for  my 
protection  during  the  time  1 may  find  it  necessary  to  remain  in 
P.iris.  I am  insirncleii  to  give  as  a reason  for  iny  departure 
the  Mon-execniioii  on  the  part  of  liis  majesty ’s  government  of 
llie  convention  ol  July  4ili,  18.‘H. 

1 avail  myself  of  ibis  opportunity,  Monsieur  le  Duo,  to  renew 
the  assurances  of  very  high  consideration  with  wliich  I have 
the  honor  to  be  your  excellency’s  most  oht-dient  bumble  ser- 
vant, THOS.  P.  BARTON. 

His  excel,  the  dukede  Broglie,  minister  of  forcign  'affairs,  i,c. 

No.  6.  The  duke  de  Broglie  to  Mr.  Barton. 
[translation  ] 

To  Mr.  Barton,  charge  d'ufi'uirs  of  the  U.  S.  of  America: 

Paris,  November  8th,  1835. 

Sir:  Having  taken  bis  majesty’s  orders  with  regard  to  your 
cominniiieniion  of  the  6ih  instant,  have  the  honor  to  send  you 
lierewiih  Hie  passports  wliich  yon  requested  of  me.  As  to  the 
reasons  vvfiich  yon  have  been  charged  to  advance,  in  explana- 
tion of  your  departure,  I have  nothing  to  say,  ai  point 

a nPy  arreler. ) The  government  of  the  United  States,  sir, 
knows  that  upon  itself  depends  henceforw'ard  the  execution  of 
this  treaty  of  July  4th,  1831. 

Accept,  sir,  the  assurance  of  my  high  consideration, 

V.  BROGLIE. 

No.  7.  Mr.  Forsyth  to  M.  Pageot. 

Department  of  state,  Washington,  29<A  June,  1835. 

M.  Pageot,  charge  d'ajj'aires,  4'c. 

Sir:  J have  the  Imnor  to  acquaint  you,  for  the  information  of 
your  government,  that  the  secretary  of  the  treasury  has,  ii> 
conformity  with  the  provisions  of  the  act  of  congress  of  the 
13ih  July,  1832,  designated  the  Messrs.de  Roihscliiid,  Brothers, 
o(  Paris,  as  agents  to  receive  the  payments  from  time  to  time 
due  to  lliis  government  under  the  stipiilaiioiis  of  the  conven- 
tion of  4th  July,  1831,  between  the  United  Stales  and  his  ma- 
jesty the  king  of  the  French;  and  that  the  president  has  granted 
a special  power  to  the  said  Messrs,  de  Rothschild,  Brothers, 
authorising  and  empowering  them,  upon  the  due  receipt  of  the 
same,  to  give  the  necessary  acquittances  to  the  French  govern- 
ment, according  to  the  jirovisions  of  the  ( onveiition  referred  to. 

The  power  given  to  the  Messrs,  de  Rothschild  w ill  be  pre- 
sented by  iliein  whenever  the  French  government  is  ready  m 
make  the  payments.  1 have  the  honor  to  be,  sir,  yonr  obedient 
servant,  * JOHN  FORSYTH. 

No  8.  M.  Pageot  to  Mr.  Forsyth. 
[translation  J 

Washington,  June  2^,  1835. 

To  the  lion.  Mr.  Forsyth,  secretary  of  stale: 

Sir:  1 have  received  the  letter  wliieli  you  did  me  the  honor 
to  address  to  me  this  day.  and  by  wliicli  yon  communicate  to 
me,  for  Hie  information  of  my  government,  Hiat  the  secretary 
of  the  trea.'^nry,  in  viitueof  the  act  of  congress  of  Jolv  13lh, 
18.32,  has  iippointed  Messrs,  de  Rotliscliild , Brothers,  at  Paris, 
agents  for  receiving,  as  they  hreome  dm  , the  several  payments 
of  the  Slim  sti|inlaied  as  indemnifieation,  hy  the  r onveiiiion 
eoiiclmled  on  the  4lh  of  July,  1831,  between  his  nmjesiy  the 
king  of  the  French  and  the  United  Stales  of  Ameiiea. 

I lost  no  lime,  sir,  in  transniiiiing  this  contmnnicalion  to  my 
government;  and  I embrtice  this  opporinnity  to  offer  yon  the 
assiiranee  of  the  high  considmaiion  with  vvliieh  1 have  the 
honor  to  be,  your  most  humble  and  obedient  servant. 

A.  PAGEOT. 

No.  9.  M.  Pageot  to  Mr.  Forsyth. 
[translation] 

li'ashingfon,  December  1, 1835. 

To  the  hon.  John  Forsyth,  secretary  of  state  of  the  U.  Stales: 

Sir:  On  the  llili  of  September  last  I had  the  honor,  as  J was 
anthorised.  in  read  to  you  a despatch  which  his  cxctllency  the 
minister  of  foreign  affairs  had  addressed  to  rne  on  the  17th  of 
June  previous,  respecting  the  state  of  the  relation.s  helweeii 
France  and  Hie  U.  Stales.  'Phe  object  of  this  comnmnicalioii 
was  to  make  known  to  the  cabinet  of  W.nshington,  in  a form 
often  employed,  the  point  of  view  from  which  the  king’s  govern- 
ment regarded  the  diffienities  between  the  two  eonniries,  and  to 
indicate  the  means  by  which  in  its  opinion,  they  might  he  ler- 
ininaled  in  a manner  Iroiiurahle  to  both  governineats.  1 was 
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also  aiitliorised  to  allow  you,  it»  case  you  should  desire  it,  to 
take  a copy  o(  lliis  despatch;  but,  contrary  to  tlie  expectation 
which  diploinaiic  usage  in  such  cases  (termilted  me  to  enter- 
tain, you  ihoui'ht  pro(ier  to  refuse  to  request  it. 

I reapetted  this  resolution  of  yours,  sir,  at  the  time,  because, 
in  the  fiist  place,  it  appeared  to  be  at  variance  with  (s'ccarter 
de)  that  conciliatory  spirit  which  so  particularly  characterized 
the  cominiiiiication  just  made  to  yon;  and  next,  as  it  seemed  in 
a manner  to  deprive  the  cabinet  of  Washington  of  the  means  of 
knowiii",  in  their  full  extent,  the  views  of  the  king’s  govern- 
ment, oi  which  an  attentive  examination  of  the  duke  de  Brog- 
lie’s letter  could  alone  have  enabled  it  to  form  a just  estimate. 
These  regrets,  sir,  have  not  diminished,  and  at  the  moment 
when  the  president  is  about  to  communicate  to  congress  the 
state  of  the  relations  between  France  and  the  United  States, 
I consider  it  iiselul  and  necessary,  for  the  interests  of  all,  to 
endeavor  to  place  him  in  possession  of  all  the  facts  which  m.ay 
afford  him  the  means  of  giving  an  exact  account  of  the  real  dis- 
positions and  views  of  the  king’s  government  on  the  subject  of 
the  existing  difficulties. 

With  this  intention,  and  from  a desire  to  neglect  nothing 
which,  by  offering  to  the  Aincncan  government  another  oppor- 
tunity of  making  itself  acquainied  minutely  with  the  highly 
conciliatory  sentiments  of  his  majesty’s  government,  may  con- 
tribute to  restore  good  uiid.-rsiandiiig  between  the  eabini  ts  of 
Paris  and  Washington,  I have  the  honor  to  transmit  to  you  a 
copy  of  the  duke  de  Broglie’s  despatch,  and  to  request  you  to 
place  it  under  the  eye  of  the  president. 

I embr.ace  this  opportunity, sir,  to  renew  to  you  the  assurance 
of  the  high  consideration  with  which  I have  tlie  honor,  Stc. 

A.  PAGEOT. 

No.  10.  Mr.  Forsyth  to  M.  Paocot. 

Department  of  state,  Washington,  3d  December,  1835. 

Sir:  I had  yesterday  the  honor  to  receive  your  note  of  the 
1st  instant,  with  the  accompanying  paper,  purporting  to  be  a 
copy  of  a letter,  addressed,  under  dale  of  the  17th  June  last, 
by  his  excellcHcy  the  duke  de  Broglie,  minister  of  foreign  af- 
fairs of  France,  to  yourself. 

After  referring  to  what  occurred  in  our  interview  of  the  11  ih 
of  Sept.-rnber,  in  regard  to  the  original  letter,  and  expressing 
your  regrets  at  the  course  1 then  felt  it  rny  duty  to  take,  you 
request  ine  to  place  the  co[iy  enclosed  in  your  letter  under  the 
eye  of  the  president. 

In  allowing  you,  during  that  interview,  to  read  to  me  the 
duke  de  Broglie’s  despatch,  which  I cheerlully  did,  you  were 
enabled  to  avail  yourself  of  that  informal  mode  of  apprising 
this  department  of  the  views  of  your  government  in  the  full 
extent  authorised  by  diplomatic  ttsage.  'J'he  question  whether 
or  not  I should  ask  a copy  of  tfi.it  despatch,  was,  of  course, 
left  as  it  should  have  been  by  your  government,  exclii-ively  lo 
my  discretion.  My  reasons  (or  not  making  that  request  were 
frankly  stated  to  you,  founded  on  a conviction  that,  in  the  ex- 
isting state  of  the  relation-!  b.iween  the  two  countries,  the  pre- 
sident would  think  it  most  [iroper  tint  every  communicaiion 
upon  the  subject  in  difference  h. -tween  them,  designed  to  in- 
fluence his  conduct,  should,  before  it  was  submitted  to  his  con- 
sideration, be  ni.rde  to  a.ssiinie  the  official  form  belonging  to  a 
direct  communication  from  one  government  to  another,  by 
which  alone  he  could  he  eimbled  to  raii-e  a suitable  reply  to  be 
given  to  it,  and  to  submit  it,  should  sm  h a step  become  neces- 
sary, to  his  associates  in  iln- goVeriKio-nt.  I had  also  the  honor, 
at  the  same  time,  to  assure  you . that  any  direct  communication 
from  yourself,  as  the  represeniati vi-  of  the  king’s  government, 
to  me,  embracing  the  contents  of  this  despatch,  or  any  other 
matter  you  might  be  authorised  t->  communicate  in  the  accus- 
tomed mode  would  he  laid  without  delay  hefoie  the  president, 
and  would  undoubtedly  receive  from  iiim  an  early  and  just 
consideration. 

It  caimoi  have  escaped  your  reflections  thai  my  duty  requir- 
ed that  the  circiimstanees  of  the  interview  liciwcen  ns  shoiihl 
be  reported  to  the  president,  and  lliat  the  .liscovery  of  any  error 
on  my  part  in  rc-iiresenting  his  views  of  the  coiir-e  proper  to 
be  pursued  on  that  occasion  vvoiihl,  wnhont  fail,  have  bcmi 
promptly  communicated  to  you.  Tliat  duty  was  performed. 
The  substance  of  our  interview,  and  the  reasons  hy  which  mv 
course  in  it  had  been  giiiiled.  were  immediately  communicated 
to,  and  entirely  apitrovcd  hy  him.  I eonhl  not,  thercfiue,  have 
anticipated  that,  after  so  long  a period  had  elapsed,  and  with- 
out any  change  in  the  condition  of  tifl'airs,  y.m  should  have 
regarded  it  as  usernl  or  pro'per  to  revive  the  .siihje.-t  ;il  the 
time  and  in  the  form  you  have  seen  fit  to  adopt.  Gordialiy  re- 
ciprocating. however,  the  cnncilnuory  sentiments  expressed  in 
your  note,  and  in  deference  to  your  request,  1 li.ive  again  con- 
sulted the  presidetit  on  the  suliject,  and  am  iiisiriicted  to  in- 
form you  that  the  opoiion  expr.  sseil  l.y  me  in  ilie  intciview 
between  ns,  ami  subsequently  confirmed  by  him.  remains  un- 
changed; and  I tlieiefore  respectfully  restore  lo  yon  ihe  copy  of 
the  duke  de  Broglie’s  letter,  as  1 cannot  make  the  use  of  it 
which  you  desired. 

I am  also  iiistructed  lo  say  that  llie  president  entertains  a de- 
cided conviction  tliat  a dcjiarlura,  in  the  present  case,  finm  the 
ordinary  and  accustomed  method  of  iniernaiiotial  ciuiimuiiica- 
tion  is  calculated  to  increase,  rather  than  to  diminish,  the  diffi- 
culties unhappily  existing  between  France  and  the  United 
States,  and  that  its  observance  in  their  fiitu're  intercourse  will 
be  tnost  likely  to  hrirvg  about  the  amicable  adj'tstmenl  of  those 
difficulties  on  terms  honorable  to  both  parlies.  Such  a result 


is  sincerely  desired  by  liim;  and  he  will  omit  nothing  consistent 
with  tlie  faithful  discharge  of  his  duties  to  the  United  States^ 
by  which  it  may  be  promoted.  In  this  spirit  1 am  directed  by 
him  to  repeal  to  you  the  a.s.siirance  made  in  our  interview  in 
September  last,  that  any  official  communication  you  may  think 
proper  lo  address  to  this  government,  will  promptly  receive 
such  consideration  as  may  be  due  to  its  contents,  and  to  the 
interests  involved  in  the  subject  to  which  it  may  refer. 

As  the  enclosed  paper  is  not  considered  the  subject  of  reply, 
you  will  allow  me  to  a.td,  for  the  purpose  of  preventing  any 
misconception  in  this  respect,  that  my  silence  in  regard  to  its 
contents  is  not  to  be  construed  as  admitting  the  accuracy  of 
any  of  the  stalenients  or  reasonings  contained  in  it.  I have 
the  lionor  to  renew,  &c.  JOHN  FORSYTH. 

No.  11.  M.  Pageotto  Mr.  Forsyth. 

[translation  ] 

To  the  hon.  John  Forsyth,  secretary  of  state  of  the  U,  S. 

Washington ; December  5,  1835. 

Sir:  I yesterday  evening  received  the  letter  which  you  did 
me  the  honor  lo  write  to  me  on  Ihe  3d  of  tliis  month;  with  it, 
yon  return  to  me  the  cfipy  of  a despatch  which  I had  transmit- 
ted to  you  two  days  bcibre,  and  Ihe  original  of  which  was  ad- 
dressed to  me  on  the  17ih  of  June  last,  by  his  excellency  the 
minister  of  foreign  affairs. 

I will  not  seek,  sir,  to  disguise  from  you  the  astonishment 
produced  in  me  by  the  return  of  a document  so  very  important 
in  the  present  stale  of  the  relations  heiweeti  the  two  countries; 
neither  will  I undertake  to  reply  to  the  reasons  on  which  this 
deierinination  of  yours  is  based.  My  intention  in  communicat- 
ing this  docunieni  to  yon.  in  a Conn  not  only  sanctioned  by  the 
(liploinatic  ti.sages  of  all  nations  and  all  ages,  but  also  the  most 
direct  which  I could  possilily  have  chosen,  was  to  make  known 
the  real  dispositions  of  my  government  to  the  president  of  the 
United  States,  and  through  him  to  congres.s  and  the  American 
people;  conceiving  that,  in  the  existing  situation  of  the  two 
coiinlries,  ii  was  essentia!  that  each  government  should  fully 
comprehend  the  inleniionf  of  tlie  other.  Tiii.s  consideration 
appeared  to  me  par.mioniit  lo  all  others.  You  have  judged 
nllicrwise,  sir;  and  you  have  ilmitghl  that,  vvhatrwer  might  be 
tlie  importance  of  a communicaimu,  it  was  proper,  before  re- 
ceiving ii,  to  examine  wheitier  the  form  in  which  it  came  to 
yrm  were  siiitily  accordant  with  the  usages  necessary,  in  your 
opinion,  lo  be  observed  in  diplornalii;  liansac tirrns  with  the  go- 
vernment of  the  rr  pnblic.  I will  not  insist  farther.  I have  ful- 
filled all  the  iliiiics  which  appeared  to  he  prescribed  for  me,  hy 
the  spirit  of  reconciliation  in  conjunction  with  lire  re.spect  diije 
by  lin*  to  all  commiinicatiotis  from  my  government; and  iio'hing 
more  remains  tor  me,  than  to  express  my  deep  regret  that  the 
inisumler.'iarniing  b'-uveen  the  two  governments,  already  so  se- 
rious, should  be  kept  lip.  n<tl  by  weighty  difficulties  which  in- 
volvi*  the  interests  and  dignity  of  the  two  countries,  bnl  hy 
questions  of  form,  as  uncertain  in  their  principle  as  doubtful 
ill  their  application.  I have  Ihe  Imturr,  sir,to  renew  to  you  the 
assurances  of  my  high  consideration.  A.  PAGEOT. 

No  12.  M.  Pageot  to  Mr.  Forsyth. 

[translation  ] 

Washington,  .January  2,  1836. 

To  the  lion.  Mr.  John  Forsyth,  secretary  of  state: 

Sir:  1 have  the  honor  to  aiinoniice  to  yon  that,  in  conse- 
qiicHce  of  the  recall  of  Mr  Barton,  the  king’s  government  has 
given  me  orders  to  lay  down  the  characti  r of  charge  d’affaires 
of  his  majesty  near  the  govcrnmenl  of  the  United  State.  I 
shall,  therefore,  immediately  begin  the  preparations  for  my  re- 
tiirn  to  France;  bill,  in  the  mean  lime.  1 think  proper  to  claim 
the  protection  of  the  federal  government  during  Ihe  period 
which  I may  consider  it  necessary  lo  remain  in  the  United 
Slates.  I have  the  honor  to  be,  with  the  most  distinguished 
consideration,  sir,  your  most  bumble  and  obedient  servant, 

A.  PAGEOT. 

No  13  Mr.  Forsyth  to  M Pageot. 

Department  of  state,  Washington,  Jan.  9,  1836. 
M ./Hfihonse  Pageot,  4'c. 

.Sir:  I have  the  honor  to  acknowledge  your  note  of  thi---  day’s 
dale,  in  wliich  von  aiirionnce  that  yon  have  the  order  of  yotir 
government,  given  in  cnnscquetice  of  the  recall  of  Mr.  Barton, 
to  lay  aside  the  character  of  charge  d’affaires  of  the  king  of 
France  near  the  government  of  the  United  States.  The  pro- 
tection of  the  (cderal  government  is  due,  and  will,  of  course, 
be  extended  to  you.  during  the  lime  necessary  for  your  prepa- 
lioiis  to  return  lo  France.  I am,  sir,  with  great  eon-iid.-rafion, 
your  obedient  servant,  JOHN  FORSYTH. 

Accompany  ing  the  special  message,  in  addition  to  the  pre- 
ceding  (lo(Mi!i,ents,  was  the  subjoined,  endorsed  by  the  presi- 
dent, a.s  fnllnws: 

[ ‘ riiis  letter  was  referred  to  in  my  message  of  the  7th  of 
December  last,  and  ought  to  have  ht-en  transmitted  then,  with 
that  of  the  o.5th  of  April,  but,  hy  some  oversight,  it  was  omit- 
ted—A.  J.”J 

Legation  of  the  U.  S.  Paris,  January  Q9,  1835. 
His  excel,  count  de  Rigny,  minister  sec.  of  slate  of  foreign  affairs: 

Sir:  Having  already  had  occasion  to  acknowledge  the  re- 
ceipt of  your  excellency’s  letter  of  the  13th  instant,  and  to 
answer  that  pan  of  it  which  most  urgently  required  my  atten- 
tion, I proceed  lo  a consideration  of  the  oilier  matters  which  U 
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contains.  I shall  do  ihis  with  a sincere  desire  to  avoid  every 
thing  that  may  exeiie  irmaiiKii  <>r  iiierease  diflieulties  whicli 
already,  uiilortunal'  ly  exist-  Gmdeil  by  this  dispoeiinm,  I shall 
confine  iiiysell'lo  an  exaiiiinaiiiMi  ol  your  note,  considered  only 
as  an  e.xposiiion  ot  ihe  taiises  whicli  his  majesly’s  governmeni 
thinks  it  has  to  ( omplain  of  in  the  message  sent  by  Ihe  presidenl 
of  the  United  States  to  congress  at  the  opening  of  the  present 
session. 

Yonr  excellency  begins  by  observing  that  nothing  could  h.ive 
prepared  his  majesty’s  government  lor  the  impressions  made 
upon  it  by  the  president’s  message,  and  that  if  the  complainis 
he  makes  were  as  jnst  as  you  think  them  unlonnded,  still  yon 
would  have  reason  to  be  a.<tonished  at  receiving  the  fiistcom- 
tnunicalion  of  them  in  such  a form,  if  his  majesty’s  govern- 
ment was  not  prepared  to  receive  complaints  on  the  part  ol 
the  United  States  for  non-execution  of  tlie  treaty,  every  thing 
I have  said  and  written  since  1 have  had  the  honor  ol  com- 
municating with  your  excellency,  and  your  predecessor  in  of- 
fice, must  have  been  misunderstood  or  forgotten.  I can  scarce- 
ly suppose  the  first;  for,  if  niy  whole  correspondence  is  referred 
to,  and  my  verbal  repre.sentaiions  recollected,  they  will  be 
found,  in  the  most  unequivocal  language,  to  express  an  ex- 
treme solicitude  for  the  execution  of  the  trr  aiy — a deep  dis- 
nppointmmit  at  the  several  delays  which  have  intervened,  and 
emphatically  the  necessity  which  the  president  would  be  under 
of  laying  the  matter  before  congre.ss  at  the  time,  when  in  fact 
he  has  done  so,  if  before  that  period  he  did  not  receive  notice 
that  the  law  had  passed  for  giving  effect  to  the  treaty.  To 
urge  the  obligation  of  the  treaty,  to  prepare  his  majesty’s  go- 
vernment for  the  serious  consequences  that  must  result  from 
its  breach,  or  an  unnecessary  delay  in  execniin!.' it,  was  my 
duty,  and  it  has  been  faithfully  and  unremittingly  executed. 

'J'o  my  own  official  repre.sentation  on  the  2t>ih,  1 added,  on 
the  29ih  of  July  last,  the  precise  instructions  1 had  received,  to 
inlorm  his  majesty’s  government  that  “the  president  could  not 
avoid  laying  before  congress,  on  the  1st  of  December,  a full 
statPineiil  of  Ihe  position  of  affairs  on  this  interesting  subject, 
or  permit  Ihe  session  to  end,  as  it  must  do,  on  the  3d  of  March, 
without  recommending  such  measures  as  Ihe  jii.<tice  and  honor 
of  the  country  may  require.”  In  this  alone,  then,  there  was 
rufficierit  (independently  of  my  numerous  applications  and  re- 
tnonstrances),  to  prepare  his  majesty’s  government  for  the 
just  complaints  of  the  United  States,  and  for  the  “impression” 
they  soiii'ht  to  produce,  as  well  as  tor  the  “mode”  in  which 
they  were  cominniiicated — a mode  clearly  pointed  out  in  the 
message  I have  quoted  from  my  note  of  Ihe  29lh  July;  that  is 
lo  .say,hy  the  annual  message  from  the  president  to  congress, 
which,  as  I have  alnnidy  had  occasion  to  observe,  his  majes- 
ty’s ministers  have  erroneously  considered  as  addressed  direct- 
ly to  them;  and,  viewim;  it  in  that  light,  have  arraigned  this 
document  as  containing  groundless  complaints,  couched  in 
language  not  called  for  by  the  occasion,  and  offering  for  con- 
sideration means  of  redress  offensive  lo  Ihe  dignity  of  France. 

I shall  endeavor,  by  a plain  exposition  of  facts,  to  repel  those 
charges.  I shall  examine  them  with  the  freedom  Ihe  occa- 
sion requires;  but,  suppressing  the  feelings  whicli  some,  parts  ol 
your  excellency’.s  letter  naturally  excite,  will,  as  far  as  pos'<ihle, 
avoid  all  those  topics  for  recrimiiialion  which  press  upon  my 
mind.  The  observaiiori  I am  about  to  make  w'ill  not  he  deem- 
ed a departure  from  ihis  rule,  because  it  is  intended  to  convey 
Information  which  seems  to  have  been  wanted  by  hi.s  majesty’s 
minister,  when  on  a late  occasion  he  ptesenied  a law  to  ihe 
chamber  of  depiilies.  It  is  proper,  therefore,  to  state  that, 
although  the  military  title  of  general  was  gloriously  acquired 
hv  the  present  head  of  the  American  government,  he  is  not,  in 
offietal  language,  designated  as  aenernl  Jackson,  Imt  as  “ihe 
president  of  the  United  Slates;”  and  that  liis  communication 
was  made  in  that  characier. 

I proceed  now  to  the  examination  of  that  portion  of  your  ex- 
cellency’s letter  which  aih  iiipts  to  sliow  that  Ihe  complaints 
set  forlii  in  Ihe  president’s  message  are  groundless. 

It  begins  by  as.^urning,  as  a principle  of  argument,  that,  after 
the  chamber  of  depul  ies  had  rejected  the  law,  and  his  majesty’s 
government  had  promised  to  present  it  anew,llie  United  Slates 
had,  by  receiving  that  promise,  given  up  all  right  to  complain  of 
any  anierior  delay.  [ have  vainly  endeavored,  sir,  to  find  any 
rule  ol  reasoning  liy  winch  this  argiiineiit  can  be  supported.  It 
would  und.uibledly  be  iiiucli  easier  lo  strike  off  from  the  case 
the -delays  of  two  year.s  iu  proposing  the  law,  than  lo  justify 
(hem. 

It  is  true  that  the  United  States,  with  n moderation  and  for- 
bi  ar.auce  for  which  they  receive  no  credit,  wailed  two  years, 
aliiio.-i  willioiii  complaint,  for  the  petformance  of  a lieaiy 
which  eng.ig.’d  the  faiih  of  the  Freiieii  nation  lo  (lay  a just  iii- 
rteioiniv,  for  wliii  h they  had  already  waited  more  ih.aii  ivvenly 
years-  1 1 is  true  that  his  majesty’s  govenimeni  olfered  solemn 
assurances  lhal,  as  soon  us  the  consiiiniion  of  the  coiiiilry 
would  permit,  a ni’w  aitempt  would  hi-  made  to  redeem  the  na- 
tional pledge  given  by  ihe  ireaiy.  It  is  true,  also,  iliai  the  pre- 
sident of  the  United  Slates  gave  credit  to  those  a.ssuraiices;  but 
it  is  also  true,  and  yonr  excellency  seem.s  to  lose  sight  of  tioil 
imp  ir'ant  iinconi.'sied  fact,  tbni  formal  notice  was  given  iliai 
the  perf.irni-inee  of  Ihnse  promises  wemid  he  expected  accord- 
ing lo  their  h Her;  and  ihai  he  could  delay  rm  I mger  iliati  the 
1st  of  Decmobi  r the  execiilion  <>1  a dii(vv\hich  llmse  assiir- 
niicew  had  in.luexl  Inm  to  po-i [r.uie.  Wli- tev  t reavons  his 
majesty’s  government  had  for  not  eonipli  ii.g  w iili  M-.Si-ru- 
fier’i  engagem-e4il,  or  however  they  may  Imve  iiiieipreled  it. 


the  pre.sid('iit  could  not  he  precluded  from  considering  the 
whole  east;  as  opim,  and  adding  lo  lii.s  st.an  nieni  ihe  wrongs  oc- 
casiom-d  by  the  ilelay-s  anterior  to  the  vole  of  rejection.  'I’hose 
delays  are  still  nnacconnled  for,  and  are  renrh  ml  more  *|ues- 
lionabh^  by  tin:  prelerenee  given  to  aiiollo  r treaty,  although 
subsrajuently  made,  for  Ihe  giiaianly  of  the  Greek  loan. 

Confining  yonr  observations  to  this  second  [leriod,  you  say 
that  the  rr  proaelies  vi  hicli  llie  presidenl  thinks  bim.sell  aiillior- 
ised  in  uiakiiig  lo  France,  may  be  comprised  in  the  following 
words:  “ Tbe  government  of  the  king  had  piomised  to  presml 
the  treaty  of  July  anew  to  llie  chambers,  .as  soon  as  they  could 
be  assembled;  bill  they  have  heeii  assembled  on  the  31st  July  of 
Ihe  last  year,  and  the  treaty  has  not  yet  been  presented.” 
Slating  tliis  as  the  whole  of  Ihe  complaint,  you  proceed,  sir,  in 
your  endeavor  lo  relute  it. 

1 am  obliged,  reliiclaiiily,  here  to  make  use  of  arguments 
which,  in  the  course  olThis  discussion,  have  been  often  repeat- 
ed, hut  which  seem  to  have  made  no  imprr*ssion  on  his  ma- 
jesty’s government.  lam  obliged,  in  repelling  the  reproaches 
addressed  lo  the  presidenl,  to  bring  to  yonr  recollection  the 
terms  of  llie  promise  on  which  he  relied,  the  eireum.-iam  es  ai- 
temling  it,  and  llie  object  lor  wliicli  it  was  given.  ']'bc.-e  must 
be  (nlly  nndersiond,  and  fully  weighed,  helore  llie  question  be- 
iween  us  can  be  resolved. 

'I’he  circumstances  under  which  Mr.  Seriiriei’s  note  was 
written  are  nmlerial  in  considering  its  tine  iinjiotl.  The  pay- 
ment stipulated  by  a treaty  duly  raiified  on  hoili  sides,  had  just 
been  formally  refused  by  a vole  of  the  chamber  of  deputies. 
More  Ilian  two  years  had  passed  since  it  had  been  proclaimed 
as  the  law  of  the  land  in  the  United  Slates,  and,  ever  since,  the 
articles  favorable  lo  France  had  been  in  constant  operation. 
Notice  of  this  refusal  had  some  lime  lieiore  been  received  by 
the  president.  It  would  have  been  his  duly,  had  nothing  else 
occurred,  to  communicate  lo  congress  this  event,  so  unexpect- 
ed and  so  injurious  to  the  itiierests  ol  ihe  ci.untry.  One  cir- 
cumstance (itevenled  the  perfoi niaiice  of  this  duly,  and  justifi- 
ed the  oiiiissinn:  the  notice  of  Hie  rejeclion  was  accoinpanied 
tiy  irifornialion  that  the  minister  of  France  was  insiriK  ted  to 
make  explanaiions  and  engageno  nts  on  the  sulijeci;  and  thai  ,i 
ship  of  war  would  he  despaiched  with  his  insiriictions.  The 
president  had  wailed  a month  for  the  arrival  of  ibis  ship;  an 
unusually  long  session  of  congress  still  afforded  an  opporliiniiy 
for  making  the  commuiiicalion  even  after  her  arrival.  If  made, 
it  would  undoubtedly  have  produced  consequences  the  nature 
of  which  may  be  imagined  by  considering  the  events  that  have 
since  occurred.  It  was  necessary  ihen,  to  prevent  an  internijr- 
tion  of  the  friendly  relations  between  the  iwo  countries,  that 
this  communication  should  he  posiponed  iinlil  the  snbsiquent 
session  of  congress;  longer  th.'iti  iliai  it  was  well  known  that  it 
could  not  be  deferred.  This  was  clearly  ami  explicitly  staled 
in  a conference  between  Mr.  Seiurii  r and  Hie  secretary  of  slate 
of  Ihe  United  States,  in  whicli  Hie  lot  met  gave  ihe  promise  in 
qui  siion.  But  the  presidenl  d*  sired  to  Inive  the  engagement  in 
a written  and  official  form,  (and,  as  Mr.  Seriirier  expresses  in 
his  letter),  “pour  des  causes  ptises  dans  les  iiecessiies  de  vntre 
gouvernineni.”  What  governinenlal  necessity  do*‘S  he  allude 
to.'’  Clearly  that  which  oblig.  ri  the  president  to  communicate 
these  engagements  to  congress  at  Hie  next  session. 

Here,  then,  we  have  a stipnlalioii,  made  under  special  orders 
sent  mil  tiy  a ship  despaiched  for  that  express  purpose,  coiii- 
municaled  first  verbally  in  an  olfieial  eonfereiiee,  aHerwards 
reduced  to  writing,  and  delivered  to  the  proper  ofii.-ers,  for  the 
double  purpose  of  juslifving  Hie  president  for  not  making  an 
immediate  eommniiication  at  llieir  Iben  session,  and  also  lo 
serve  as  a pleilge  whicli  lie  migbt  exhibit,  if  unredeemed,  at 
their  next.  3’bese  objects  are  well  slated  by  Mr  Seiiirierto 
be  “llial  the  government  of  the  republic  may  avoid,  w iih  a prn- 
videniial  soliciiiide,  in  this  unsellleil  stale  of  lliines,  .all  that  may 
become  a cause  of  new  irriHiHon  l)eiween  Ibe  iwo  eoimliies, 
endanger  the  treaty,  and  raise  obstacles  that  may  become  iti- 
siirmniiniable  to  the  views  of  conciliaiion  and  harmony  which 
animate  Hie  enniicils  of  the  king.”  It  was,  then,  to  avoid  a 
communicaiion  to  congress,  which  Mr  Seriirier  saw  would  en- 
danger the  peace,  of  ihe  two  conniries,  that  Ihis  engageminl 
was  made.  Surely,  Hien,  every  word  of  a slipiilalion,  made 
iiiidcr  such  circumsiances,  and  for  such  impoilant  purposes, 
must  have  been  diilv  considered,  and  iis  import  properly 
weighed,  first,  bv  Ihe  l ahiiiei  who  directed,  aflerwanls  by  ihe 
minister  who  delivered,  and  Hie  eoveriim.  nl  whieh  ree»:ived  it. 

What,  then , was  this  engagemenli’  First,  lhat  Hie  govern- 
meiH  of  llie  king  will  iise  every,  legal  anil  coiistitniional  effort 
which  ils’nerseverjiig  iiersnasion  of  the  jusHce  .iikI  advanlagi  g 
of  Ihe  ireaiv  anthoiise  the  United  Slates  lo  expect  from  it. 
^^SoniiJeittion  est"  (I  quote  liteiaJIv)  en  outre'’’  (that  is,  be- 
sides using  those  end.  avors  above  inenlioncd),  “de  faire  tout 
OP  ipie  uotre  ronstitiitioii  yermet  poor  rapprn.  her,  aiilanl  qiie 
pos-ible.  l’epoi|iie  lie  la  pi esi  niaiion  nonvelle  de  la  loi  rej.-i- 
lee.”  Yonr  e xcelle.ncy  e.ximol  fail  to  have  ohserveil  Iwo  riis- 
linel  pans  m this  engagemeni:  one  relating  to  the  endeavors 
the  ministry  promised  lo  make  in  order  to  induce  the  l•harnhl•rs 
to  pass  the  law— for  Hie  siicces-'  of  which  they  could  not  an- 
swer; anolber,  r.  l.iling  to  th.'  lime  of  preseiilalion  of  the  law, 
n mailer  whi.  h ih  p,  mieil  mi  Hiem  alone,  restricted  only  by 
cmi«tiliilimial  forms. 

J'he  proini-e  ml  Ihis  point,  tln  n,  was  precise  and  could 
not  he  misiindcr-inod.  Whatever  Ihe  conslHntinn  of  France 
permitted,  ihe  goveriinienl  of  France  promised  in  do,  in  order 
lo  hasteu  the  presentation  of  the  law.  What  was  the  cause  of 
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this  desire,  to  bring  the  business  before  the  chamtiers  at  an  early 
day?  No  one  can  doubt  it  who  knows  the  situation  of  tlie  two 
duntries — till  less  any  one  wlio  has  read  Hk;  correspondence. 
It  was  to  enable  llie  president  to  make  those  statements  to  the 
next  congress,  wliich,  relying  on  the  eng.'igemenls  of  the  Ftencli 
minister,  he  liad  omitted  to  make  to  tins. 

it  W.1S  clear,  therefore,  that  more  was  reqitired  than  the  ex- 
pression of  a desire  on  the  part  of  his  majesty’s  mtitisiers  to 
execute  the  treaty — a desire,  the  sincerity  of  which  was  not 
dotibted,  but  which  tnight  be  utiavailing,  as  its  accoinplisliinent 
depended  on  the  vole  of  the  chambers.  For  the  president’s 
sati?faction,  and  for  his  justification  too,  an  engagement  was 
nfi'ered  and  accepted  for  the  performance  of  an  act  which  de- 
pended on  his  majesty’s  government  alone.  This  engagement 
was  couched  in  the  unequivocal  terms  I have  literally  quoted. 

This,  sir,  is  not  all.  That  there  might  be  no  misunderstand- 
ing on  the  subject,  this  promise,  with  the  sense  in  which  it  was 
understood,  the  important  object  for  which  it  was  given,  and 
the  serious  consequences  that  might  attend  a failure  to  comply 
with  it,  were  urged  in  conversation,  and  repeated  in  my  official 
letters,  particularly  those  of  the  26th  and  29th  of  July,  and  3d 
and  9ih  of  August  last;  in  which  its  performance  was  strongly 
pressed. 

The  answer  to  these  letters  left  no  hope  that  the  question 
would  be  submitted  to  the  chambers  in  time  to  have  the  result 
known  before  the  adjournment  of  congress;  and,  by  the  refusal 
to  hasten  the  convocation  of  the  chambers  before  the  last  of 
December,  showed  unequivocally  that,  so  far  from  taking  all 
measures  permitted  by  tire  constitution  lo  hasten  the  period  of 
presenting  the  law,  it  was  to  be  left  to  the  most  remote  period 
of  ordinary  legislation. 

This  decision  of  his  majesty’s  government,  contained  in  your 
excellency’s  note  to  me  of  the  7ih  of  August,  was  duly  trans- 
mitted to  the  president,  and  it  naturally  produced  upon  his 
mind  the  impressions  which  i anticipated  in  my  letters  to  your 
excellency  that  it  would  produce.  He  saw,  with  the  deepest 
regret  that  a positive  assurance  for  convening  the.  chambers  as 
soon  as  the  constitution  would  permit,  was  construed  to  mean 
only  a disposition  to  doso;  and  that  this  disposition  had  yielded  to 
objections  which  he  could  not  think  of  sufficient  force  to  justify 
a delay,  even  if  there  had  intervened  no  promise;  especially 
as  the  serious  consequences  of  that  delay  had  been  earnestly 
and  repeatedly  brought  to  the  eonsideration  of  his  majesty’s 
government.  In  fact,  sir,  what  were  those  objections?  I do 
not  speak  of  those  which  were  made  to  presenting  the  law  in 
the  session  of  July  last;  for,  although  no  constitutional  impedi- 
ment offered  itself,  yet  it  was  not  strotigly  insisted  on,  because 
an  early  session  in  the  autumn  would  have  had  the  same  effect; 
and  the  president,  for  the  same  reason,  says  that  it  might  have 
been  overlooked  if  an  early  call  of  the.  chambers  had  been 
made.  They  are  the  objections  to  this  call,  then,  which  imme- 
diately demand  our  attention.  VVliat,  in  fact  were  they?  None 
ditrived  from  the  constitutional  charier  have  been  or  could 
h.ive  been  asserted.  What,  then,  were  they?  Your  excellen- 
cy’s letter  of  the  3d  of  August,  to  me,  contains  none  but  this: 
“His  majesty’s  government  finds  it  impossible  to  make  any 
positive  engagement  on  that  point.”  In  that  of  the  7ih  of  Au- 
gust, there  are  two  reasrnis  assigned:  first,  the  general  incon- 
venience to  the  members.  This  the  president  could  surely  not 
think  of  alleging  to  congress  as  a sufficient  reason  for  omitting 
to  lay  the  matter  Itefore  them.  The  next,  I confess,  has  a little 
more  weight,  and  might  have  excused  a delay,  if  the  assuranc* 
given  by  Mr.  Serurier  had  been,  as  your  excellency  construes 
it,  merely  of  a disposition  to  hasten  the  presentiiiion  of  the  law 
If  the  engagement  had  amounted  to  no  more  than  this,  and  hi? 
majesty’s  ministers  thought  that  an  early  call  would  endanger 
the  (rassage  of  the  law,  it  might  possibly  justify  them  in  not 
making  it.  But  the  president,  who  relied  on  the  (rromise  he 
had  received;  who,  in  consequence  of  it,  had  deferred  the  per- 
formance of  an  important  duty — the  president,  who  had  given 
timely  and  official  notice  that  this  duty  must  be  performed  at 
the  opening  of  the  next  congress — the  president,  who  could  see 
no  greater  prospect  of  the  passage  of  the  law  in  a winter  than 
in  an  autumnal  session;  how  was  he  to  justify  himself,  and  re- 
deem the  pledgi!  he  had  made  to  his  country?  He  did  it  in  the 
wav  he  always  does — by  a strict  performance. 

From  this  detail  your  excellency  will,  I hope,  see  that  llir- 
president’s  causes  of  complaint  cannot,  as  you  suppose,  hr 
confined  within  the  narrow  limit  y«)U  have  assigned  to  them 
The  failure  to  present  the  law  in  the  se-sion  of  July  was  not 
the  only,  nor  even  the  principle  point,  in  wdiich  he  thought  the 
engagement  of  Mr.  Serurier  uncomplied  with;  for,  although  he 
saw  no  reason  for  the  omission,  that  could  be  called  a consti- 
tutional one,  yet  he  expressly  says  that  might  have  been  over- 
looked. He  always  (it  cannot  too  often  be  repeated)  looked  to 
the  promise  of  .Mr.  Seniiier,  as  it  was  given  at  Washington, 
not  as.il  was  interpreted  at  Paris;  and  he  had  a right  to  believe 
that,  as  on  previous  occasions,  the  legislature  had,  in  the  years 
1819,  1822,  1825  and  1830,  held  their  sessions,  for  the  transac- 
tion of  ordinary  busini'ss,  in  the  months  of  July  tind  August; 
he  had  a right,  ( say,  to  believe  that  there  was  no  insurmount- 
able olrjcrtion  to  the  consideration  of  this  extraordinary  case, 
enforced  hv  a positive  |»romise.  Yet,  as  I have  rem  irked,  he 
did  nrit  make  this  his  principal  cause  of  complaint;  it  was  the 
omission  to  call  the  chambers  at  an  earlier  period  than  the  very 
end  of  the  vear. 

On  this  head  your  excellency  is  pleased  to  ob.serve,  that  the 
same  reasons,  drawii  from  the  usual  course  of  administration. 


which  rendered  the  presentation  of  the  law  in  the  session  o 
July  iuipossibh',  tijiplied  v\  iih  tiearly  the  same  force  to  a cal 
before  the  end  of  the  year;  and  you  appeal  to  the  president’s 
kmiwledge  of  the  “fixed  principles  of  a conslilutioual  system,” 
to  (irove  that  tint  admmisliation  under  such  a government  is 
subjr  ct  to  regular  and  permanent  ten  ins,  “tfom  which  no  spe- 
cial interest,  however  important,  should  induce  it  to  deviate.” 
For  this  branch  of  the  argument,  it  unfortunately  happens  that 
no  regular  lorm  of  administration,  no  fixed  principle,  no  usage 
whatever,  would  have  rrpposed  a call  of  the  chambers  at  an 
early  day;  and  the  rule  which  your  excellency  slates  would  not 
be  broken  “in  favor  of  any  interest,  however  important,”  has 
actually  been  made  to  yield  to  one  of  domestic  occurrence. 
The  chambers  have  just  been  convened  before  the  period  which 
was  declared  to  be  the  soonest  at  which  they  could  possibly  meet. 
Your  excellency  will  also  excuse  me  for  remarking,  that  since 
the  first  institution  of  the  chambers  in  1814,  there  have  been 
convocations  for  every  month  in  the  year  without  exception, 
which  I will  take  the  liberty  of  bringing  to  your  recollection  by 
enumerating  the  different  dates.  'I’he  chambers  were  summon- 
ed for  the.  month  of  Janti.iry  in  the  years  1823,  1826  and  1829; 
for  February  in  1827  and  1829;  for  March  in  1815,  1824  and  1830; 
for  April  in  1833;  for  May  in  1814;  for  June  in  1815,  1822  and 
1825,  for  July  in  1834;  for  August  in  1830  and  1831;  for  Septem- 
ber in  1815;  for  October  in  1816;  for  November  in  1817,  1818, 
1819,  1821  and  1832;  and  for  December  in  1820,  1824,  1826  and 
1833.  it  is  then  clear  to  demonstration  that  neither  constitu- 
tional impediment,  nor  stern,  infli  xible  usage,  prevented  such 
a call  of  the  chambers  as  would  have  complied  with  the  letter 
of  Mr.  Serurier’s  engagement.  Since  I h.ive  alluded  to  the  ac- 
tual meeting  of  the  chambers  on  the  1st  of  December,  it  is  but 
Ciindid  to  iillow  that  even  this  [leriod  would  not  have  enabled 
the  president  to  have  attained  one  of  his  objects — the  present- 
ing the  result  of  their  deliberations  to  congress  in  his  opening 
message;  but  even  that  slight  concession,  if  it  had  been  made 
to  my  unceasing  apfilications,  might  have  given  an  opportunity 
of  conveying  their  decision  to  congress  before  the  4th  of  March, 
when  they  must  adjourn;  because,  had  that  day  been  then  de- 
termined on,  every  thing  would  have  been  ready  to  lay  before 
the,  chambers  on  the  opening  of  the  session;  but  a meeting  a 
month  or  six  weeks  earlier  would  have  given  ample  lime  for 
deliberation  and  decision  in  season  to  have  it  known  at  Wash-* 
ington  on  the  1st  ol  December. 

The  necessity  of  giving  lime  to  the  new  members  to  inforln 
themselves  on  the  nature  of  the  question,  and  the  old  ones  to 
recover  from  (he  impression  which  erroneous  statements  had 
made  upon  their  minds,  I understand  to  be  the  remaining  mo- 
tives of  his  majesty ’s  ministers  for  delaying  themertiiig.  But 
this  was  a precaution  which,  relying  on  the  plain  obligation  of 
the  treaty,  the  president  could  not  appreciate;  and  he  must, 
moreover,  have  thought  that,  if  a long  discussion  was  neces- 
sary to  understand  the  merits  of  the  question,  it  was  an  addi- 
tional reason  for  hastening  the  meeting  where  those  merits 
were  to  be  discus.sed.  The  delay  that  occurred  between  the 
meeting  of  the  chambers  and  the  1st  of  January  need  not  have 
entered  into  the  discussion,  because,  not  long  known  at  Wash- 
ington, it  could  not  have  had  any  influence  on  the  message.  It 
was  referred  tu,  I pre.-iiiiie,  in  order  to  show  that  it  was  pro- 
duced tiy  a desire  on  tlie  part  of  his  majesty’s  ministers,  the 
belter  to  assure  the  [lassage  of  the  law.  Of  this,  sir,  I never 
had  a donlit,  and  immediately  so  advised  my  government;  and 
informed  it.  as  vva.-’  the  fact,  that  I perfectly  acquiesced  in  the 
delay — first.  Iiecaiise  of  the  circumstance  to  which  you  allude; 
secondly,  because  the  statements,  originally  intended  to  be  rea- 
dy on  the  l-'t  January,  were  not  yet  pr*  pared.  There  is  a slight 
-rror  in  this  part  of  your  excellency’s  letter;  the  delay  w»as  not 
made  at  my  reque.st,  but  was  fully  approved  of,  for  the  reasons 
which  I have  stated. 

I have  entered  into  this  detail,  sir,  not  for  the  purpose  of  recri- 
mination, which,  in  most  cases  useless,  would  in  tbi.*:  be  worse; 
but  with  the  object,  as  was  my  duly,  of  showing  that,  although 
the  ministers  of  the  king,  under  the  interpretation  they  seem  to 
have  given  to  Mr.  Sernrier’s  promise,  may  have  considered 
themselves  at  liberty  to  defer  the  presentation  of  the  law  until 
the  period  which  they  thought  would  best  secure  its  success, 
yet  the  president,  interpreting  that  promise  differently,  feeling 
that,  in  consequence  of  it,  he  had  fotborne  to  do  what  might  be 
strictly  called  a duty,  and  seeing  that  its  performance  had  not 
taken  place,  could  not  avoid  slating  the  whole  case  clearly  and 
disiiiirily  to  congress,  and  detailing  to  them  all  the  remedies 
wh’ch  the  law  of  nat'ons  would  allow  to  hi  applii  d to  the  case, 
leaving  to  them  the  choice,  leaving  to  their  wisdom  and  pru- 
dence the  option,  of  the  alternative  of  further  delay  or  condi- 
tional action.  Could  he  have  said  less  in  this  branch  of  his 
me.st,agc?  If  he  alluded  to  the  subject  at  all,  he  was  obliged  to 
detail  the  circumstances  of  the  case.  It  is  not  pretended  that 
this  is  not  done  with  fidelity  as  to  facts.  The  ratification  of  the 
treaty,  its  effect  in  pledging  the  faith  of  the  nation,  the  fidelity 
with  which  the  United  States  have  executed  it,  the  delay  that 
intervened  before  it  was  brought  before  the  chambers,  their  re- 
jection of  the  law,  the  assurances  made  by  Mr.  Serurier,  the 
forbearance  ol  the  president  to  make  a communication  to  con- 
gress in  consequence  of  those  assurances,  and  the  adjournment 
of  the  question  by  his  majesty’s  government  to  the  end  of  the 
year:  none  of  these  have  ever  been  denied,  and  all  these  the 
president  was  obliged  to  bring  before  congress,  if,  as  I have 


S5J  NILES'  KEGISTER-JAN.  2S,  1836— RELATIONS  WITH  FRANCE. 


tice  of  lliis  obligation.  The  propositions  which  he  submitted 
to  congress  in  consequence  of  those  facts,  were  a part  of  liis 
duty;  tliey  were,  as  1 have  stated,  exclusively  addressed  to  that 
body;  and, in  olfering  them,  he  fell,  and  expressed,  a proper  re- 
gret; and,  doing  justice  to  the  character  and  high  feeling  of  the 
French  nation,  he  explicitly  disavowed  any  intention  of  influ- 
encing it  by  a menace. 

I have  no  mission,  sir,  to  offer  any  modification  of  the  presi- 
dent’s commmiicalion  to  conciess;  and  I heg  that  what  I have 
said  may  be  considered  with  the  reserve  that  1 do  not  acknow- 
ledge any  right  to  demand,  or  any  obligatinn  to  give,  explana- 
tions of  a document  of  that  nature.  But  the  relations  which 
previously  existed  between  the  two  countries,  a desire  that  no 
unnecessary  misunderstanding  should  interrupt  them,  and  the 
tenor  of  your  excellency’s  letter,  (evidently  written  under  ex- 
cited feeling),  all  convinced  me  iliat  it  was  not  incompatible 
with  self-respect  and  the  dignity  of  my  country  to  enter  into 
the  detail  1 have  done.  The  same  reasons  induce  me  to  add‘ 
that  the  idea,  erroneously  ( nleriained,  that  an  injurious  menace 
is  contnined  in  the  message,  has  prevented  your  excellency 
from  giving  a proper  attention  to  its  language.  A cooler  exa- 
mination will  show  that,  allhongh  the  president  was  obliged,  ns 
I have  demonstrated,  to  stale  to  consiress  the  engagements 
which  had  been  made,  and  that,  in  his  (ipiuion,  they  had  not 
been  complied  with,  yet,  in  a commiinicatntn  luU  adilressrd  to 
his  majesty’s  governmenl,  not  a disrespectful  term  is  employed, 
nor  a phrase,  that  his  own  sense  of  propriety,  as  well  as  the  re- 
gard which  one  nation  owes  to  another,  would  induce  hi,m  to 
disavow;  on  the  contrary,  irxpressions  of  sincere  regret  Ihafcir- 
cumsiaiices  obliged  him  to  complain  of  acts  that  disturbed  the 
harmony  he  wished  to  preserve  with  a nation  and  governmenl 
to  the  high  character  ol  vvhicli  he  did  ample  justice. 

An  honorable  susceptibility  to  every  thing  that  may,  in  the 
remotest  degree,  affect  the  honor  of  the  country,  is  a national 
sentiment  in  France;  but  you  will  allow,  sir,  that  it  is  carried 
too  far  when  it  becomes  impatient  of  just  complaint;  when  if 
will  allow  none  of  its  acts  to  he  arraigned,  and  considers  as  an 
offence  a simple  and  correct  examination  of  injuries  received, 
and,  as  an  insult,  a deliberation  on  tlie  means  of  redress.  If  it 
is  forbidden,  under  the  penalty  of  giving  just  cause  of  ofl’ence, 
for  the  different  branches  of  a foreign  governmenl  to  consult 
together  on  the  nature  of  wrongs  it  has  received,  and  review 
the  several  remedies  which  the  laws  of  nations  present,  and 
circumstances  justify , then  no  such  consultation  can  take  place 
in  a governmenl  like  that  of  the  United  Stales,  where  all  the 
proceedings  are  public,  without  at  once  incurring  the  risk  of 
war,  which  it  would  be  the  very  object  of  that  consultation  to 
avoid. 

The  measures  announced  in  the  close  of  your  letter,  as  well 
as  the  correspondence  that  it  has  occasioned  between  us,  liave 
been  transmitted  to  my  government,  and  I wait  the  inslnicti.ous 
which  that  communication  will  produce. 

I pray  your  excellency  to  receive  the  renewed  assurance  of 
the  high  consideration  with  vvliicli  I have  llie  honor  to  be  your 
most  obedient,  humble  servant, 

EDWARD  LIVINGSTON. 

— — ® ©8«*— 

ANSWER  TO  MR.  CLAY’S  CALL. 

KEPORT  FROM  THE  SECRETARY  OF  STATE  TO  THE  PRESIDE.»:T. 

Department  of  state,  IVashington,  January  13,  1836. 
To  the  president  of  the  United  States: 

The  secret.try  of  stale  has  the  honor  to  lay  before  the  presi- 
tlcril  a copy  of  a report  made  to  him  in  Jurre  last,  and  of  a let- 
ter aildresscd  to  this  ilopartmcnt  by  the  late  minister  of  the  go- 
verrmienl  of  France,  with  the  correspondence  connected  wii’i 
that  communication,  which,  together  with  a late  correspon- 
dence between  the  secretary  of  slate  and  the  French  charge 
d'affaires,  and  a rtcent  corrc.«pondence  between  (he  charge 
d’affaires  rrf  lh«!  United  Stales,  at  Paris,  and  the  duke  de  Bmg- 
|o;,  already  transmitted  to  the  president  to  be  communicated  to 
congress;  with  bis  sqiecial  message  relative  lliereto,  are  the 
only  papers  in  the  di-parlment  of  stale  supposed  to  be  called 
for  by  tire  resohiti  ms  of  the  senate  of  the  12ih  instant. 

It  will  be  seen  by  the  correspondence  with  the  charge 
d’aff.iirc.x  of  France,  that  a despatch  to  hint  from  the  diikc  do 
Broglie  WHS  read  to  the  secretary,  at  ihe  department,  in  Sep- 
tember last.  It  concluiled  wiih  .an  airilinriiy  to  perntil  copy 
to  be  l.iken  if  it  was  desired.  That  despatch  lieing  .an  argu- 
rm'iitative  answer  to  rlin  last  letter  of  Mr.  Livittgsioti  to  the 
French  government,  ami  in  afiirm.ance  of  tlie  right  of  France  to 
fxpect  explanations  of  lire  messaiie  of  the  president,  which 
France  had  been  distinctly  and  lintcly  infornu  d could  not  he 
givptt  wilhont  a disregard  by  the  chii;f  magistrate  of  his  consti- 
littionnl  obligations,  no  desire  was  express* <1  to  obtain  a copy; 
4i  being  obviously  improper  to  receivr^  an  argument  in  .a  forrit 
xvfiieh  admitted  of  no  n-ply,  and  necessarily  irnavailing  to  irt- 
qiiire  trow  mitch  or  how  little  would  satisfy  France,  when  her 
right  to  any  s*t<-h  ex(i1analiori  bad  been,  b<  foreliand,  so  disliiict- 
Jy  and  formnlly  denied.  All  which  is  respectfully  submitted. 

JOHN  FOH.8VT1I. 

Depart ment  of  state,  IVashinofon.  June  13,  183.'). 

T have  tin*  honor  to  present  lor  Ihe  examination  of  the  presi- 

<lenl  three  leiti  rs  received  at  tlie  deparim*  ill  fiom  ^ — , dat- 

«d  at  Paris,  tfie.  19lh,  2.3d  and  30|li  of  April.  'I’lie  last  two  I 
/onml  here  on  my  recent  return  fmin  Georgia.  They  were  re- 
ceived on  Ihe  9ih  and  lOih  of  June;  the  Iasi  came  to  my  own 


hand  yesterday.  Several  communications  have  been  previous- 
ly received  from  the  same  cjuaricr,  jilt  of  them  volunteered; 
none  of  them  have  been  acknowledged.  The  nnsoliciied  coiii- 
mnnications  to  the  dcparlmcnl  by  ciii/,t  ns  of  the  United  Slalea 
of  facts  that  may  come  to  their  knowledge  while  residing 
abroad,  likely  to  be  iriteiestiiig  to  ilieii  country,  are  always  re- 
ceived with  pleasure,  and  carefully  preserved  on  the  files  of  the 
government.  Even  O))inions  on  firieign  topics  are  received 
with  proper  respect  for  the  motives  and  character  of  those  who 
may  choose  to  express  them. 

But  holding  it  both  improper  and  dangerous  to  conntenancR 
any  of  our  citizens,  occupying  no  public  station,  in  sending 
confidential  communications  on  our  affairs  with  n foreign  go- 
vernment, at  which  we  have  an  accredited  agent,  upon  sub- 
jects involving  the  honor  of  the  country,  witlioul  the  know- 
ledge of  such  agent,  and  virtually  substituting  himself  as  the 
channel  of  communication  between  that  government  and  his 
own,  I considered  it  my  duty  to  invite  Mr.  Pageot  to  the  de- 
partment to  apprize  him  of  the  contents  of  Mr. ’s  letter 

of  the  Q3d  of  April,  and,  at  the  same  time,  to  inform  him  that 
he  miglit  communicate  the  fact  to  the  duke  de  Broglie,  that  no 
notice  could  bejaken  of  Mr. and  his  communications. 

The  extreme  and  culpable  indiscretion  of  Mr. in  this 

transaction  was  strikingly  illustrated  by  a remark  of  Mr.  Pa- 
aeot,  after  a careful  examination  of  the  letters  of  23d  April, 
itiat,  alLliough  wilhoiu  instructions  from  liis  government,  he 
would  venture  to  assure  me  that  the  duke  de  Broglie  could  not 

have  expected  Mr. to  make  such  a cumniunication  to 

the  secretary  of  stale. 

Declining  to  enter  into  flie  consideration  of  what  the  duke 
might  have  expected  or  intended,  1 was  satisfied  with  Ihe  as- 
surances Mr.  Pageot  gave  me,  that  he  would  immediately  state 
what  had  occurred  to  his  government. 

All  which  is  respectfully  submitted,  with  the  hope,  if  the 
course  pursued  is  approved  by  the  president,  that  Ibis  report 
may  be  filed  in  this  deparuncnl  with  the  letters  to  which  it  re- 
fers. JOHN  FORSYTH. 

To  the  president  of  the  United  Stales, 

No.  50.  Mr.  Forsyth  to  Mr.  Livingston — [Extract.] 

Department  of  state,  Washington,  5lh  March,  1835. 

Sir;  In  my  note,  No.  49,  you  were  informed  that  the  last 
letter  of  M . Senirier  would  be  made  the  subject  of  separ.Me 
and  pariicul.ar  instructions  to  you.  Unwilling  to  add  to  the 
irritation  produced  by  recent  incidents  in  our  relations  with 
France,  the  president  will  not  take  for  granted  that  the  very 
exceptionable  language  of  tbe  French  ministr  r was  used  by  the 
orders  or  will  he  countenanced  by  tbe  authority  of  the  king  of 
France.  You  will,  therefore,  as  early  as  practicable  after  Ibis 
reaches  you,  call  tlie  atleutiou  of  tire  minisfer  of  for*-ign  af- 
fairs to  tbe  following  passage  in  M.  Seruricr’s  letter;  “Les 
plaintes  que  poite  M.  le  President  centre  le  |)reteiidii  non- 
aceoiripli.^sement  des  engagemens  pris  par  le  gouverneiiient 
du  roi  a la  suite  du  vote  dii  ler.  Avril,  1834,  ne  sont  pas  seule- 
ment  etiange  par  I'euiiere  inexactitude  ties  allegatious  stir 
lesquelles  elles  iepns'*nt,  mais  aussi  pareeque  les  explications, 
qu’a  regues  a Pans,  M.  Livingston,  et  celles  rjiie  le  sotissigne 
a donnees  directement  an  cabinet  de  VVashiiigioti,  semblaient 
ne  pas  laisser  meme  !a  possibilite  d’un  malenieiidu,  sur  des 
points  aussi  delicaies.” 

In  all  discussions  between  government  and  government, 
whatever  may  be  the  diflctcm  es  of  opinion  on  ibe  facts  or 
principles  bronght  into  view,  the  invariable  rule  of  courtesy 
and  justice  demands  that  the  sincerity  of  the  opposing  parly 
in  the  views  nliich  it  entertains  shonid  itever  be  called  in 
question.  Fa^  ts  may  be  denied,  rleductions  i xaminr  d,  dis- 
proved ami  Col)  femricd,  witlioul  just  cause  of  otTcnce;  but  no 
impeachment  ol  i!ie  integrity  of  the  government  in  ils  n liaiice 
on  the  correctio  s^  of  its  own  views,  can  be  permiiit  d,  without 
a total  forgetfuliiess  of  self-res|)cct.  In  the  sentence  quolt  d 
from  Pil.  S('riiii(-r’s  It  iter,  no  exception  is  taken  to  the  assertion 
that  the  complaints  o(  this  governmenl  aie  foniided  upon  alle- 
gations entirely  inexact,  nor  upon  that  which  declares  tbe 
explanations  given,  here  oral  Paris,  .appeared  not  to  have  hrft 
even  the  possibility  of  a misninli  rsiaiiding  on  such  delicate 
pniiits.  The  correctness  of  ibesc  as.'criions  we  shall  always 
dispute;  .am!  vvliiU*  Uie  records  of  tilt*  two  governments  endure, 
we  siiall  fiinl  no  riifTicnliv  in  sliowing  that  they  .are  ground- 
less; blit  when  M.  Sernrier  chooses  to  qualify  Ihe  noii-accom- 
pli.slimi  nl  of  ihr;  eiigagemenis  made  by  France,  to  which  the 
president  r*  fers,  as  a pretended  iion-accomplishmeiil,  he  con- 
veys tlie  idea  that  iltir  chirT magistrate  knows,  or  believes,  that 
he  is  in  error,  ami,  acting  upon  ihi.s  known  error,  seeks  to  iiii- 
[tose  it  upon  congress  ami  the  world  as  irntli.  In  Ibis  sense,  it  is 
a direct  attack  upon  the  integrity  of  the  chief  magistrate  of  the 
republic.  Assncli  it  most  hr*  indignantly  repelled;  ami  it  being 
a qucslion  of  moral  delim]iiency  between  the  two  governments, 
the  eviilcnce  ag.aiiisi  France,  by  whom  it  is  raised,  must  be 
sternly  arrayed.  Yon  will  ascertain,  llien;fore,  if  it  li.as  been 
rise*!  by  tbe  authority,  or  receives  Ihe  sanclion  of  the  govern- 
ment of  France  in  </iaU?cnsc.  Shonid  it  he  disavowed  or  ex- 
plained, as  from  the  note  of  the  coiiril  de  Rigny  to  yon,  written 
at  the  moment  nf  great  excitement,  and  in  it.s  matter  not  ilif- 
fering  from  M Serurii;r’s,  it  is  presumed  it  will  be,  yon  will 
then  rise  lire  materials  hcnwviih  communicated,  or  already  in 
your  power,  in  a temper  of  great  forbearance,  but  with  a firm- 
ness of  tone  not  to  be  mistaken,  to  answer  the  substance  of  the 
note  itself. 
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M.  Sernrier  to  I^fr.  F^rshtk. 

[transt.ation  ] 

, Fchranry  2H,  1835. 

The  nmli-rsi^iii’d,  envoy  e.xiraonlin.iry  niol  mini.<ier  plenijio- 
lenlinry  ol'  liis  in  ijesty  llie  kiai;  of  tlie  Fri‘ii(li,at  VViisiiing- 
lofl,  has  received  orders  to  present  tlie  rolhoving  note  in  the 
secretary  of  state  of  the  iroverntnenl  of  the  Umled  Slates. 

It  would  he  snrperflnons  in  say  that  the  message  addressi'd 
on  the  1st  of  Deccmher,  1834,  to  ihe’conuress  of  the  United 
States,  hy  president  JacksOii,  vvas  received  at  Paris  with  a sen- 
timent of  painful  surpri.-e. 

The  kinsi’s  government  i.s  far  from  sniipo.=  ing  that  the  mea- 
sures recommended  in  this  message  to  trie  atieniion  of  con- 
gress,  can  lie  adopted  (oo/ecs)  tiy  tliat  tissemltiy;  hnl  even  con- 
sidering ilie  document  in  question  a.s  a mere  maniresialion  oi' 
the  opinion  which  the  presidi m wisties  to  express,  with  reitard 
to  the  course  taken  in  this  alF-iir,  it  is  imsi  issihle  not  to  consi- 
der its  piihlieali.in  as  a fact  cii  a most  serious  nature. 

I’lie  compl.ainls  broncht  forward  !iy  the  pre.sident,  on  account 
of  the  pretemled  noii-fulillmenl  of  t!ie  eng.igemeiits  enleied  into 
liy  the  kind’s  <;nvertim(  ni  alter  the  vole  of  tlie.  1st  of  April,  are 
slrairge,  noloiily  from  the  total  inaccuracy  of  tire  allegations  on 
whieh  they  are  based,  but,  also,  because  the  explanations  re- 
ceived hy  Mr.  Livingston  at  Paris,  and  those  which  the  uii- 
drr.signed  has  given  direcilv  to  the  cabinet  of  Washington, 
seemed  not  to  leave  the  slightest  possibility  of  misundcisland- 
ingon  points  so  delicate. 

ft  appeared  indeed,  from  these  e.vpian iiions,  that  although 
the  session  of  the  French  chamliers,  which  was  opened  on  the 
3lst  of  July  last,  in  comjili  nice  with  an  express  provisron  of 
lire  charter,  was  prorogued  at  the  end  of  a forliiiglit,  hefiire  the 
liill  relative  to  the  American  chiims,  announced  in  the  dis- 
course from  the  throne,  could  he  fdaced  under  diseiissiou,  this 
prorog-ation  arose  {tendif)  entirely  fiom  the  alisolnie  imiiossj- 
hility  of  eoiiimencing  at  so  premature  a period  the  legisl.uive 
l.ihors  hcdonging  to  the  year  1835. 

It  aUo  appear,  d that  the  motives  which  had  hitidered  the 
f’lrm  il  preseni.ition  to  the  chambers  of  the  bill  in  question, 
timing  this  first  sp act;  of  a fort  night,  origiii.iieii  ehii  Hy  in  llii! 
desjrn  more  eff  'Cliially  to  secure  the  success  of  this  im()orlant 
affair,  by  chno-ing  ihc  most  rqiportiiiie  mommit  of  ofleriiig  it 
to  the  deliheraiion.'  of  the  deputies  newly  elected,  who  peril. tps 
might  have,  been  nufavorahly  inqiiessed,  liy  this  nnusnal  haste 
in  siihmitiing  it  to  them  so  long  In-fore  the  period  at  wliich  they 
could  enter  upon  an  exaininaiinn  of  it. 

'Phe  undersigned  will  add,  that  it  is  moreover  difficult  to 
coriiprehend  wiiat  advantage  could  liave  resitlted  from  .such  a 
ineasiire,  since  it  could  not  evidettlly  have  pnnluced  the  effect 
wiiicli  the  pre.siderit  declares  that  he  had  iu  view,  of  enaldiiig 
him  to  Slat”,  at  the  (qienirig  of  eniigress,  that  Ih.ese  long  pend- 
ing negotiiiioiis  .,vere  definitively  closed.  The  president  sup- 
poses, it  is  true,  that  the  ciiamhers  might  have  been  called  to- 
gether anew  before  the  last  month  of  1834;  but  even  though 
the  session  had  heen  oiiened  some  months  earlier,  which,  for 
several  re.isons.  would  have  been  impossibh:,  the  simplest  cal- 
culation will  serve  to  show  that  in  no  case  could  the  decision 
of  the  chambers  have  been  taken,  much  less  made  known  at 
Wasliington,  before  the  1st  of  Decemher. 

The  king’s  government  h.id  a rigliL  (devnil)  to  believe  that 
considerations  so  striking  would  itave  proved  convincing  with 
the  cahineni  of  the  United  Slates,  and  the  more  so  as  no  direct 
ooininniiicaiion  made  to  the  itiidersigncd  by  this  cabinet,  or 
transniiued  at  Paris  by  Mr.  Livingston,  bad  given  token  of  ilie 
irritation  and  niisnmlersiandings  wliicli  the  message  of  Decem- 
ber 1,  has  itins  deplorably  revealed;  and  as  Mr.  Livingston,  with 
that  judicions  spirit  u hicii  clitiracterizes  him,  coinciding  with 
the  system  of  {inennaemens)  pn-cantions  and  temporizing  pru- 
dence, adopieii  hy  the  cabinet  of  the  Tnilleries,  with  a view  to 
the  common  interests,  had  even  requested,  at  the  inomeiit  of 
the  m.'eiingof  ilm  chamlu  r-,  that  the  presentation  of  tlie  hill 
in  question  might  he  deferred,  m order  that  its  discussion 
sliouhl  not  be  mingled  with  dehaies  of  another  nature,  with 
which  it.< coincidence  might  place  it  in  jeopardy. 

This  hast  ohstacle  had  just  heen  itioveif,  and  the  hill  was 
aboiii  l(»  be  presented  to  the  chamber  of  deputies,  when  rite  ar- 
rival of  the  message,  by  creating  in  the  minds  of  all  a degree  of 
astonisliment  at  least  equal  to  tlie  just  irritation  which  it  could 
not  fail  to  i»roducc,  has  forced  the  government  of  the  king  to 
deliberate  on  the  part  wliicli  it  had  to  adopt. 

Strong  in  its  own  right  tiiid  iligiiity,  it  <lid  not  conceive  that 
the  inexplicable  act  of  the  president  ought  lo  cau.se  it  to  re- 
nounce, ab.soliiiHy,  a determination,  the  origin  of  which  had 
heen  its  respect  for  engagements  {loyaufe)  and  its  good  feelings 
towards  a friendly  iiiilion.  Aliliough  it  does  not  conceal  from 
itself  that  the  provocation  given  at  Washington  has  rnaterially 
increased  th<*  riiHicnliies  of  liie  case,  already  so  great,  yet  it 
has  determined  to  ask  from  the  ch  imhers  an  appropriation  ol 
twenty-five  millions,  to  meet  the  engagemenls  of  the  treaty  of 
July  4. 

But  his  majesty  has  at  the  same  time  resolved  nrt  longer  lo 
expo.se  his  minister  to  hear  such  l.ingnnge  as  that  held  on  De- 
ceniber  1.  Tlie  undersigned  has  received  orders  lo  return  to 
France,  and  the  despatch  of  this  order  has  heen  made  known 
to  .Mr.  Livingston. 

I'he  undersigned  has  the  honor  to  pre.senl  to  the  secretary  of 
*t.ite  the  assurance  of  his  high  consnleraiion.  SERURIER. 

To  the  hon.  John  Forsyth,  seci  elary  of  state. 


Mr.  Livingston  to  the  duke  de  Broglie. 

Lcz'ition  of  the  U.  S.  of  Jim  erica.  Paris, iJjiril  18,  1835. 

M.i.eDuc:  i am  specially  dintcled  lo  call  the  alteiilion  of 
his  m.ijcsiy’s  goveinmenl  to  the  following  passage  in  the  note 
presented  by  M,  Scruner  to  the  secretary  of  stale  .at  Wushiiig- 
ton . 

“Les  plaintes  que  porte  iMoiisienr  le  President  conlre  le  pre- 
temiu  non-accompli.s^emen^  des  eiigagemens  pris  ptir  le  gouv- 
eriiement  dn  roi  a la  suite  du  vote  du  I er.  Avril,  1834,  lie  sont 
pas  seiih'iueiil  eirange  p.ir  I’eiiliere  iiiexaciiiude  ties  allegations 
sui  lesqiielle.s  elles  reposeni,  niais  aussi  pareeque  los  eX|)lica- 
lion.s  qu’a  recites  :i  Paris,  M.  Liviiigsloii,  cl  celles  que  le  sous- 
signe  a dotuices  (tireelPiin  til  an  cabinet  de  Washington,  senj- 
blaieiii  lie  pas  laisser  meme  la  possibilile  d’un  inaleniemlu  sur 
des  points  aii.ssi  delicaies.” 

Eacii  party,  in  a disciissinn  of  this  nature,  has  an  nricoiUest- 
ed  right  to  make  its  own  si.tiemmil  of  facts,  and  draw  its  own 
conclusions  from  them;  to  acknowledge  or  deny  the  accuracy 
of  coiniter-[)r()of,  or  the  force  of  otijeciing  argunieiits,  with  no 
other  restraints  than  those  whicii  respect  for  his  own  convic- 
ii<ms,  the  opinion  ol  the  world,  and  the  rules  of  common  conr- 
itt-y,  impose.  J’bis  freedom  oi  tiiguinent  is-essenliai  lo  the  ciis- 
cU'sioM  of  all  naiioitiil  concerns,  and  cannot  lie  objected  lo 
without  showing  an  improper  tind  irritating  susceptibility.  It 
is  for  this  reason  that  the  government  of  the  United  Slates 
mrike  no  coitiphiini  of  the  assertion  in  the  note  presented  by  M. 
Setnrier,  that  the  statement  of  facts  contained  in  the  presi- 
deni’s  message  is  inaccnraie,  and  that  the  causes  tissigned  for 
the  delay  in  presenting  the  law  ought  to  have  satisfied  them; 
on  thi  ir  (tan,  they  contest  the  facts,  deny  the  accuracy  of  the 
cnncinsiotts,  and  appeal  in  the  record,  to  reason,  and  to  the 
sense  of  justice  of  his  majesty’s  government,  on  a more  mature 
coiisideiaiion  of  the  case,  for  their  ju.^tificaiion.  But  I am  fur- 
ther insiriicied  to  say  that  there  is  one  expression  in  the  pas- 
sage I havti  quoted,  w'hich,  in  one  signification,  could  not  be 
admitted  even  wiiliiii  the  broad  limits  which  are  allowed  to  dis- 
ctissions  of  this  nattire,  and  which,  therefore,  the  president  will 
not  helieve  to  Itave  been  u^ed  in  the  offensive  sense  that  inighl 
he  attributed  to  it.  The  word  “pre/ernltt,”  sometimes,  it  is  Ite- 
lieved,  in  Frencli,  and  its  translation  always  in  English,  im- 
plies tioi  only  tliat  lh(!  assertion  which  it  <itialifies  is  untrue, 
Imt  tliat  the  party  making  it  knows  it  to  be  so,  and  uses  it  fur 
the  tturpose  of  deception. 

Although  the  president  cannot  believe  that  the  term  was  em- 
ployed in  this  injnriotis  sen-t#.  yet  the  bare  possihiliiy  of  a con- 
stnietinn  being  put  upon  it  which  it  would  be  incumbent  on 
him  to  rt'pel  witli  indign.itinii,  oblige  him  to  ask  for  the  neces- 
sary exitlaiiaiion.  1 have  the  honoi  to  be,  &c. 

EDWARD  LIVINGSTON. 


Mr.  Livingston  to  Mr.  Forsyth.  [Extract.] 

IVashington,  June  29,  1835. 

“Having  received  my  passports,  I left  I’aris  rtn  the  29ih  of 
April.  At  the  time  of  toy  departure,  the  note  of  which  a ropy 
ha.s  been  iransmiitetl  to  you,  a>king  an  explanation  t»f  the  teinis 
used  ill  M.  Se.rurier’s  communication  to  the  depaitmeml,  re- 
mained unanswered,  but  1 have  reason  to  believe  that  the  an- 
swer, wlien  given,  will  be  satisfactory.” 

THE  UNITED  STATES  AND  FRANCE. 

From  the  evening  edition  of  the  Journal  of  Commerce  of  Jan,  19, 

LETTER  OF  THE  DUKE  DE  BROGLIE 
To  M,  Pageot  late  U.  S.  charge  d’’affaires  of  France  at  Wash- 
ington, 

We  have  come  into  possession  of  the  following  letter,  being 
the  same  which  Mr.  Forsyth,  on  the  lllh  of  September,  allow- 
ed the  Frrncli  charge  d’alfaircs  to  reatl  to  him,  but  which  he 
declined  taking  cognizance  of,  as  not  official,  and  of  which  he 
siih.seqiK  iitly  refused  to  receive  a copy  on  the  same  ground, 
thoiigli  it  was  so  communicated  hy  Mr  Pageot  by  express  au- 
Ihnniy  from  his  government,  contained  in  tlie  document  itself. 
Its  tone  is  extremely  mild  and  conciliatory,  though  without 
aUating  any  thing  fiom  the  requisitions  ofgen.  Valazc's  aiiiend- 
ment.  It  is  to  he  regrelleil  tlitit  ^uch  a letter,  from  such  a 
source,  was  not  met  by  our  goveritment  in  a vorrespondiiig 
spirit. 

Translated  for  the  Journal  of  Commerce. 

Paris,  June  17,  183.5. 

Sir:  There  no  longer  exi.«ts  on  onr  part  any  obstacle  lo  the 
entire  accomplishment  of  the  treaty  concluded  on  the  4th  of 
July,  1831,  hriween  Fiance  and  the  United  States.  The  pro- 
ject of  law  relative  lo  the  indemnities  reciprocally  stipulated  in 
that  treaty,  after  having  successively  passed  the  two  chambers, 
lias  received  tlie  royal  sanction. 

1 say  on  mir  ptirt,  for  every  thing  now  depends  on  the  govern- 
ment of  the  United  Slates;  it  belongs  to  them  to  remove  the 
finly  ob.stacle  that  still  sniisists.  By  virtue  of  a clause  inserted 
in  art.  1st  by  the  chamber  of  deputies,  the  French  government 
mnsi  defer  making  the  payments  agreed  upon,  until  that  of  the 
United  States  shall  have  explained  the  true  meaning  and  real 
pnrportof  divers  passages  inserted  by  the  president  of  the  union 
in  his  message  at  the  opening  of  the  last  session  of  congress, 
anil  at  which  all  Fraiice  at  the  first  aspect  was  justly  offended. 

The  government  having  discovered  nothing  in  that  clause  at 
variance  with  its  own  sentiincnls,  or  the  course  which  it  had 
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iiitt‘ii(le(i  lo  pursue,  the  project  of  law,  tliiis  amended  on  llie 
J8lli  of  A[)ril  Py  llie  cli.uiilier  o(  depitlies,  was  carried  on  ilie 
5i7ili  lo  llie  cliamiier  ot  peers,  i lierewiili  anne.v  the  exjiose 
wliiell  accoinpanii-d  il.  'I'liai  documeiu  will  sliow  you,  in  a lew 
words,  in  wlial  liclii  we  consider  llie  respeciive  posiliuns  of  llie 
two  counlnes.  1 also  annex  Ilie  report  of  the  commiliee,  pre- 
senled  to  llie  cliamber  ot  peers  on  the  6lli  ol  June.  You  will 
Ihereliy  see  how  far  that  house  concurred  in  the  opinion  ol  lhe 
chamher  of  deputies. 

Mr.  Li viiifisiou  has  left  Paris,  without  wailin';  for  the  vote  of 
the  chamher  of  peers,  leavini;  Mr.  Barton  as  charj;e  d’affaires. 
The  lellcr  hy  which  he  accredited  him  to  the  Fieiich  f;overn- 
ineni  is  of  llie  28lh  of  Aptil.  You  will  find  a copy  of  it  sub- 
joined. 

In  a note  dated  QTlIi,  Mr.  Livin"ston  assiitits  as  the  cause  of 
his  departure,  ihe  silence  observed  by  the  French  government 
ill  relation  lo  a previous  note  of  the  18ih,  in  which  ihai  minis- 
ter, agreeably  to  orders  from  his  governnieni,  demanded  the 
explanation  of  an  expression  made  use  of  by  Mr.  S<  rurier  in  a 
note  he  passed  to  Mr.  Forsyth  at  the  lime  he  left.  'I’liat  expla- 
nation, sir,  we  will  show  ourselves  very  willing  to  furnish,  if  it 
should  he  asked  (or  iiijain,  when  we  ourselves  sliall  have  re- 
ceived those  which  we  have  a right  to  expect. 

Annexed  are  copies  of  the  two  note.s  of  the  I8ih  and  27ih. 

On  the  25ih,  Mr.  Livingston  had  addressed  to  me  a third  note 
of  great  length,  in  wliich,  whilst  he  forbears  making  allusion  lo 
the  amendment  introduced  by  the  chamber  of  deimiies,  he  liil- 
ly  enters  into  its  (iiiiiciple  and  probable  consequences,  as  you 
may  ascertain  by  reading  that  paper.  As  long  as  the  amend- 
nieiit  was  but  a simple  project,  the  initiative  of  which  did  not 
even  belong  to  the  government,  I thouglit  proper  to  abstain 
from  entering  into  any  controversy  on  this  subject  with  Ihe  mi- 
nister of  a foreign  government.  Now  that  that  project  has  be- 
come a law  by  tlie  concuirence  of  the  two  chamtiers  and  the 
sanction  of  the  king,  it  is  my  duty  lo  justify  it  against  objec- 
tions which  are  utterly  groundless. 

I shall  first  recall  a few  facts. 

The  project  of  law  relates  to  the  execution  of  the  treaty  sign- 
ed on  the  4th  July,  18.31.  had  been  presented  three  tunes  to  the 
chamber  of  deputies,  viz:  the  6lh  of  April,  1833;  the  lllh  of 
June  of  the  same  year;  and  the  13th  of  January  of  the  year  fol- 
lowing, when  it  was  rejected  by  a majority  of  8 votes  on  the 
1st  of  April,  1834. 

The  news  of  its  rejection  was  known  at  Washington  on  the 
6lh  of  May,  through  a packet  which  sailed  from  Liverpool  on 
the  6th  of  A(iril. 

On  the  4ih  of  June  Mr.  Serurier  informed  the  secretary  of 
stale  that  the  king’s  government  had  determined  to  present 
anew  the  project  of  law  at  the  next  session  of  the  chamber.^. — 
The  loss  of  the  hill  having  occasioned  the  resignation  of  the 
minister  who  had  siciied  it,  and  this  circumstance  having  caus- 
ed different  changes  in  the  cabinet,  the  government  could  not 
definitively  adofit  that  determination  until  the  8ih  of  April  — 
The  brig  Le  Cuirtissier,  hearer  of  new  instructions  to  Mr.  Se- 
rurier, had  moreovirr  met  with  a long  and  stormy  [lassage. 

At  Ihe  express  request  of  Mr.  McLane,  then  secietaiy  of 
state,  Mr.  Serurier  communicated  the  next  day,  in  writing,  the 
declaration  which  he  had  already  made  verbally.  His  note  is 
dated  the  5ih  of  June. 

The  reply  of  Mr.  McLane  is  of  the  27th.  In  this  reply,  Mr. 
McLane  states  in  ex|iress  terms,  in  the  name  of  hi.s  govern- 
ment, that  the  president  of  the  United  Stales  will  rely  on  the 
asmranceft  Mr.  Serurier  has  been  instructed  to  glee  him,  and  will 
v'nit  hereafter  with  confidence  for  the  appeal  that  is  to  be  made 
to  the  Tieio  chamber. 

Mr.  Serurier,  in  his  note  of  the  .5th  of  June,  had  incidentally 
observed  that  it  was  the  intention  of  the  French  oq comment  to 
present  asain  the  rejected  law  at  as  early  a period  as  ovr  consti- 
tution would  permit.  That  intention  was  real;  our  de-ire  was 
sincere;  but  it  naturally  f'diowed,  from  the  very  nature  and 
terms  of  Ihe  engagement,  that  it  referred  to  no  particular  and 
fixed  period;  that  was  left  dependent  eith*  • upon  the  different 
exigencies  of  our  internal  situation,  or  upon  the  object  which 
both  governments  were  equally  anxious  to  attain. 

In  the  month  of  August,  the  chambers  were  assembled,  Imi 
merely  for  form,  and  for  the  sole  purpose  of  coin|ilying  with  the 
provisions  of  the  42d  article  of  the  charter.  No  project  of  law 
was  either  presenti'd  or  discussed. 

Mr.  Livingston  at  Pari.s,  and  Ihe  pre.side.nt  of  the  U.  Stales  at 
Washington,  having  seemed  to  regret  that  the  oiiporiunity  of 
this  accidental  meeting  had  not  been  embraced  to  [dace  again 
before  the  chambers  the  project  of  law  relative  to  the  treaty  of 
the  4lh  'if  July,  it  was  easy  to  make  fliem  understand  that,  in 
acting  with  that  precipitancy,  we  would  not  only  ha.ve  ilc{iart- 
ed  fr'im  all  established  usages,  but  compromilted,  instead  of  se- 
curing, the  passage  of  the  law. 

The  same  considerations  were  very  natiirallv  opposed  to  the 
request  made  at  a subsequent  period  bv  Mr.  T..ivirigsion,  for  a 
special  session  in  the  fall.  That  minister  must,  no  doubt,  have 
urged  them  with  his  government,  since  the  latter  showed  itself 
entirely  convinced  of  their  validity  and  justness. 

The  new  .secretary  ofstate,  Mr.  Forsyth,  said,  in  the  month 
of  October,  lo  Mr.  .Serurier,  the  president  readily  understands 
V'hy  this  business  has  not  been  taken  up  at  the  openino  of  the  ses- 
sion in  .^}is,ust;  he  can  now  account  for  the  fact  that  the  demand 
made  by  Mr.  Living.sfon  of  a special  session  in  the  fall  was  declin- 
ed. Mr.  Forsyth,  it  is  true,  added  that  the  president  could  not 


understand  why  the  convocation  of  the  chambers  had  been  delay- 
ed u)tlil  the  last  days  of  December,  instead  oj  the  beginning  of 
that  month.  But  lii.it  oli.scrvaimii  tall.-  before  the  lad,  ilial,  Iw 
a t’Oiidii  renci'  ol  pariiciilai  circiim.-tances  on  vvhi'  li  it  would 
tic,  iiM  le.'s  to  dwell  till-  meeiing  ol  ihi;  chainlicrs  did  m reality 
taki-  place  on  the  L-l  of  cemtier. 

Nothing  con-cqiiciiil>  conid  (in  pare  the  Frciii  h government 
(or  the  laiigimge  ol  Ihe  iiii  f.-agc  nl  hy  tin-  prr'.'idcnl  lo  con- 
gress. We  were  aware,  that  that  message  would  coiiiaili  a 
statement  of  the  I r.insaclioiis  connected  with  the  treaty  nl  Ihe 
4ih  of  July.  Mr.  For.-yih  had,  on  the  19ih  ol  Novt  tuber,  given 
notice  ol  It  to  Mr.  Seiiiiier.  But  Mr.  For^ytll  had,:ii  the  same 
liiiif , informed  iliat  minister  Itial  tin:  president  W'oiild  simply 
advise. congress  to  wail  (or  tiie  decision  ol'  the  cliamliers. 

Wtial  must  tlien  liave  been  oiir  astonishment  wlien  llie  mes- 
.sage  reached  iliis  side  of  the  Ailaniic.^  And  cniild  il  lie  expei  t- 
ed  that  liie  Frcneli  go  vein  ineiit,  alter  tiaving  fulfilled  the  double 
duty  of  satisfying  its  ow'ii  dignity  hy  recalling  its  minister  ftoiii 
Wa-hington,  and  of  redeeming  the  (aith  of  treaties  hy  ohiaiii- 
ing  from  tlie  ctiamhers  the  atiproprialioii  necessary  lo  the  com- 
pletion of  the  ennvention  of  the  4lh  of  July;  alter  having  It  n- 
dered  lo  the  minister  of  the  United  Stales  his  passports,  could 
It  be  expected,  1 repeat,  that  the  Fiench  govermnenl  would 
not  wail,  before  il  resinned  any  communieaiion  on  the  subject 
witli  tlie  gnveriimeni  of  tlie  iinion;  and,  before  il  renewed  with  it 
the  irilerru(iled  relations,  that  Ihe  la'ter  wmild  come  forwaid 
and  express  itself  in  terms  calculated  to  di.-pel  the  iiiiforluriale 
interpretations  lo  whicli  the  message  liad  given  rise.^ 

Such  is,  in  fact  and  iii  substance,  the  course  w'hich  the 
amendment  introduced  by  the  chamher  of  deputies  lias  point- 
ed nut  lo  tin;  government;  such  is  tlie  course  w hicli  the  govern 
ment  intended  lo  have  pursued,  even  if  the  law  had  not  made 
il  their  duty. 

Nevertheless,  it  is  against  this  course,  so  simple,  so  reason- 
able, tliai  Mr.  Li viiig.stori  seems  to  wish  to  protest  lieforeliand. 

Mr.  Livingston  fully  admits  in  his  note  of  Ihe  27ih  ot  April, 
the  right  of  fort  ign  governiiients  lo  take  proper  exccpiinn  to  the 
acts  and  language  of  the  governmeHt  whit  h he  represents. 

“Slitiuld  the  president,”  he  oliserves,  “do  an  otlicial  execu- 
tive act  affecting  a foreign  power,  or  use  exceptitinalile  lan- 
guage in  addressing  it,  through  his  minister,  tir  through  theirs; 
slitmld  a law'  be  passed  injurious  to  the  dignily  of  anotlier  na- 
titin.inall  these,  and  in  similar  cases,  a demand  for  exphina- 
litin  w'Oiild  be  re.speclfiilly  received,  and  answered  in  llic  man- 
ner that  justice,  and  a regard  to  the  dignity  of  the  complaining 
nation,  wtinld  require.” 

But  he  maintains  that  these  priiicipit's,  Ihe  w istlom  r>f  vvhirdi 
is  evident,  are  nut  applictilile  to  an  act  by  which  the  presiitent, 
sole  repieseniaiive  ot  the  nation  I'ivvaids  lorcign  pov\  crs.  gives 
to  congress  an  account  of  the  situation  ol  foreign  rr  iaiions. 

“The  utmost  freedom”  says  Mr.  Livingston,  “the  iiimost 
freedom  (rom  all  reslrami  in  the  rii  tails  mio  w hic  h In'  is  oblig- 
ed to  enter,  of  international  conceiii.'',  and  of  the  nieasnies  in 
relaiinn  to  them,  is  r;sseniial  to  lln'  profier  perlorniance  of  this 
important  part  of  his  functions.  He  must  exercise  them  w ith- 
out having  continually  before  him  the  fear  of  offending  the 
susceptibility  of  the  powers  whose  conduct  lie  is  obliged  to 
notice.” 

“Were  any  foreign  powers,”  continues  Mr.  Livingiinn, 
“permitted  to  scan  tlie  cnminiinicalion  of  the  executive,  their 
complaint.',  whether  real  or  affectrul,  would  involve  the  c.  un- 
try  in  conlimial  controversies;  (or  the  right  being  adinillnl.it 
would  be  a duty  In  exercise  it.  hy  demanding  a dis.avowal  of 
every  phra.-'e  iliey  might  deem  offensive,  and  an  exfiianation  of 
every  w'ord  to  which  an  improper  inter  pretalion  could  be  given. 
'I'lie.  [iriiiciple,  therefore,  has  been  ailopii'd.  Ibai  nn  forr-ign 
power  has  a right  to  .ask  for  explanations  of  any  thing  that  the 
president,  in  the  exercise  of  his  functions,  think.'  pinper  to  com- 
municate to  congress,  or  of  any  couise  he  may  adv  ise  them  to 
pursue  ” 

We  cannot,  sir,  admit  such  a princiiile;  w'p  cannot  admit  it. 
at  least  without  condition  or  limit,  in  an  alisolute,  general 
and  peremptory  sense. 

It  does  not  depend  upon  a nation,  from  the  mere  fact  of  its 
having  adofited  siicli  or  sindi  .a  form  ofeove rnment,  to  acquire, 
with  regarii  to  foreign  iiovvers,  more  rights  than  it  would  have 
had.  nr  to  arrogate  lo  itself  other  riglits  than  those  whicli  it 
woiild  have  enjoyed,  under  any  oilier  form  of  government. 

Naiions  are  tree  fo  rhonsc,  wiilioiii  any  ronsirairil,  the  go- 
vernment they  pleas** — precisely  (nr  this  reason,  and  under 
this  coiidiii'in,  that  such  a choice  concerns  them  exclii-ivi-ly, 
and  that  whatever  that  ehoice  may  he,  il  cannot  affect  Ilie 
rights  or  injure  tb<*  legiliinale  interests  of  oilier  nations. 

Now.il  is  the  ack  nowleriged  right  of  every  gov**t  niiienl,  when 
tlie  legal  repre.senlalive,  or  w hen  tin*  official  organ  of  anotlier 
governmi  nt  expr**sses  himself  publicly  m refi'rence  in  it,  in 
language  which  is  deemed  oftensive.  to  demand  an  explanation 
of  it.  Such  a right  Ih'*  consiiiiilion  of  the  United  Stales  can 
neither  abolish,  modifv  nor  restrict  It  is  an  iiilerriaiioiial 
rigiit  (nil  droit  iniernniion.al).  It  suits  iht*  people  of  the  U. 
Slates  In  divide  the  power  of  the  union  hetwi  en  a president 
and  a congress.  Be  it  so.  It  suits  them  to  oblige  Ihe  presi- 
'.deiil  to  give  paft/irfy  to  cisiigres.s  an  nci'oiint  of  the  state  of  fo- 
reign relations.  7'heir  right  is  unqiM'stionahle.  Pul  that  the 
I presi'lent  of  the  United  Slates,  the  official  organ,  the  leg.al  re- 
presentative of  Ihe  union  towards  foreign  nations,  i hereby  ac- 
quires the  riglit  to  piess  himself  publicly  upon  foreign  govern- 
ments in  language  offenssive  lo  those  governineiUs;  that  he 
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slioiilti,  ill  asseriina  ilie  liberty,  the  freedom  necessary  for  sucli 
eoiiimiinieaduiis,  dispense  willi  all  reserve  in  liis  laiigiiage;  and 
witli  all  respoiiMbiliiy  towards  the  powers  whom  that  language 
CO  icerns,  IS  what  we  cannot  adinil. 

Irre.spoiisibilily,  (I’in violaliiliie)  whether  it  relates  to  persons, 
to  ai  ts,  or  to  words — irresponsibility  w hen  it  is  legally  eslab- 
Ji'lied,  is  a purely  national  institution,  a purely  internal  regu- 
lation, and  never  can  be  used  as  an  argument  in  the  intercourse 
which  governments  hold  with  eacii  other.  If  it  were  otherwise, 
and  if  we  were  disposed,  after  the  example  of  Mr.  Livingston,  to 
carry  the  argument  to  its  extreme  consequences,  it  might  be 
iiiaiiitained  that  the  president  of  the  United  States  has  the  right, 
provided  it  be  in  a message  to  congress,  to  impute /m/rfic/y  to 
foreign  governments  and  to  foreign  nations  the  most  odious 
acts,  the  most  perverse  intentions;  to  hold  them  up  'publicly  to 
the  animadversion  of  the  world,  without  these  governmetiis  or 
these  nations  having  the  right  to  manifest  the  slightest  resent- 
ment, since,  according  to  this  very  strange  doctrine,  they  would 
not  even  be  allowed  to  take  official  notice  of  it. 

To  state  such  a doctrine  is  to  refute  it. 

However,  sir,  we  do  not  wish  to  exaggerate  any  thing.  Mr. 
Livingston  is  perfectly  right  when  he  says  that  the  cause  which 
he  supports  is,  in  a general  sense,  common  to  all  free  coun- 
tries:—that  all  governments  founded  on  the  division  of  power, 
and  on  the  publicity  of  debates,  have  an  interest  in  repelling. 
Oil  the  part  of  foreign  powers,  any  interference  with  the  com- 
iiiunications  which  the  prince  and  his  minister,  in  constitu- 
tional monarchies,  and  in  republics  the  magistrates  entrusted 
with  the  executive  power,  are  called  upon  to  make  to  the  legis- 
lature. And  this  is  the  reason,  as  Mr.  Livingston  very  judici- 
ously observes,  that,  in  France  and  in  England,  the  language  of 
the  royal  speeches  is  so  reserved  in  every  thing  that  concerns 
foreign  relations;  and  it  is  this  same  motive,  as  you  will  ob- 
serve, sir,  to  the  cabinet  of  Washington,  that  has  directed  the 
conduct  of  France  in  relation  to  the  message  of  president  Jack- 
son.  If  the  expressions  contained  in  that  message  had  been  in- 
serted in  a proclamation,  or  any  other  act  of  the  exccuiive 
power  of  the  union,  we  would  atonce  have  called  for  an  ex- 
planation. Out  of  respect  for  the  very  nature  of  the  act,  the 
French  government  deemed  it  a duty  to  manifest  the  senti- 
ments it  felt  on  that  occasion,  by  in.stantly  recalling  its  minis- 
ter, and  stating  in  a communication  the  motives  for  that  recall: 
but  it  did  'not  ask  for  explanations;  it  was  contented  to  expect 
them  from  the  justice  of  the  government  of  the  United  States, 
and  from  the  ancient  friendship  of  the  American  nation,  not 
d.iu'.iling  that  the  government  of  the  United  States  would  ap- 
preciate the  difference  in  such  cases,  between  answering  an  in- 
terpellation, and  preventing  by  a spontaneous  determination, 
by  explanations  readily  q/fered,  a niisunderstandirig  always  to 
be  regretted. 

The  amendment  of  the  chamber  of  deputies  is  conceived  in 
the  same  spirit  of  reserve  and  conciliation.  It  does  not  make 
it  the  duty  of  the  French  government  to  ask  for  explanations; 
it  merely  supposes  they  will  receive  them. 

We  were  not  mistaken,  sir,  in  believing  tliat  the  government 
of  the  United  States  would  appreciate  that  difference,  since 
Mr.  Livingston,  as  he  himself  observes,  hastened,  as  early  as 
the  29ih  of  January  last,  when  the  message  of  president  Jack- 
son  had  been  only  known  a few  days,  tc  offer  us  explanations 
at  great  length  of  every  passage  of  that  message  which  treated 
of  the  relations  between  the  United  Slates  and  France;  and 
since,  that  step  and  the  explanations  contained  in  his  note  of 
the  29th  of  January  have  received,  as  he  informs  us  by  his  note 
of  the  2.5th  of  Atiril,  the  entire  approbation  of  the  president. 

Mr.  Livingston  was  not  astonished  that  those  explanations, 
as  long  as  they  were  presented  only  upon  his  personal  responsi- 
bility, did  not  produce  upon  us  the  effect  he  intended;  but  he  sup- 
poses that,  being  now  clothed  with  the  approbation  of  the  pre- 
BidiMit,  they  must  satisfy  all  that  the  nicest  sense  of  national 
honor  could  desire. 

He  therefore  makes  it  a point,  in  his  note  of  the  25fh,  to  re- 
peal and  to  develope  them,  in  the  hope  that  the  French  govern- 
iiient,  by  examining  them  anew,  under  the  impression  that  they 
liad  become  the  exprcs.-ion  of  the  sentiments  of  the  president, 
tvoiild  deem  them  sufficient.  He  is  so  much  the  more  anxious 
to  impart  to  us  his  own  conviction  on  tliis  subject,  as  he  deems 
it  impossible  for  the  government  of  the  United  Slates  to  go  any 
fiiilher.  He  even  seems  to  be  apprelien-ive  that  future  event.'', 
which  he  need  not  specify,  de.iignating  Iheretiy,  no  doubt,  the 
adoption  of  the  amendment  of  the  chamber  of  deputies  by  the 
oilu't  two  branches  of  the  government,  may  hereafter  render 
improper  any  allusion  to  explanations  presented  under  the  in- 
fluence ol  different  circumsiance.s. 

We  sincerely  wish,  sir,  not  to  add  to  the  difficulties  of  the 
situation  in  which  the  two  countries  aie  respectively  placed. 
The  question  of  dale,  to  which  Mr.  Livingston  seems,  in  this 
case,  to  attach  an  importance  which  it  belongs  not  to  us  to  ap- 
lireciate,  does  not  in  any  way  alter  either  the  nature  or  the  ex- 
tent of  the  duties  which  are  (irescribed  to  us.  if  saiifaction 
had  really  lieen  given  to  the  just  su  -ceiitibility  of  the  French 
nation  as  early  as  the  29th  of  January,  (the  date  of  Mr.  Livins- 
ston’s  first  note),  and  therefore  previous  to  the  adoption  of  the 
aineiidmenl  under  consideration  by  the  chauiher  of  deputies,  or 
a#  early  as  the  27th  of  A|uil.  (liie  date  of  Mr.  Livingston’s 
second  note),  that  is  to  say,  befine  the  adoption  of  this  same 
aiiieiiduiPHt  by  the  other  two  branches  of  the  legislature,  we 
xvoiild  be  sincerely  gratified.  The  more  the  government  of  the 
United  Slates  would  have  shown  a willingness  to  explain  itself, 


the  more  we  should  be  ourselves  disposed  to  find  the  explaiia- 
tion.s  sali?>faciory,  and  to  view  the  solicitude  of  that  goveinnieut 
as  a lesiinionv  in  favoi  ot  the  inlcnlioiis  which  had  dictated 
the  message  of  the  president. 

We  will  simply  ohseive,  before  we  proceedi 

First,  That  even  supposing  the  explanations  given  by  the 
note  of  the  29th  of  January  to  have  been  such  as  we  might 
have  wished  them,  they  were  on  the  I81I1  of  April,  the  day  of 
the.  passage  of  the  amendment  in  the  chamber  of  deputies, 
nothing  more  than  the  simple  expression  of  the  personal  senti- 
ments of  Mr.  Livingston.  This  is  an  observation  which  did 
not  escape  his  notice. 

We  will  also  observe  that,  by  the  publication  of  Mr.  Living- 
ston’s correspondence,  the  government  of  the  United  Stales 
had  excited  against  him  sucli  a feeling  of  irritation,  that  it 
would  have  been  out  of  our  power,  even  supposing  that  we  had 
considered  tliat  correspondence  as  coiilaining  nothing  but  was 
right  and  proper,  to  avail  ourselves  of  a document  bearing  his 
signature,  to  repel,  in  one  or  the  other  of  the  chambers,  the 
amendment  under  consideration. 

I will  now  proceed  to  the  examination  of  the  explanations 
which  have  been  offered  to  us. 

Mr.  Livingst'-n  is  right  in  thinking  that  our  objections  to  the 
message  of  the  president  are  confined  to  these  two  points: 

1st.  'I’he  message  impeaches  the  good  laith  of  his  majesty’s 
government. 

2d.  It  coniains  a threat  to  secure  the  execution  of  the  treaty 
by  the  fear  of  reprisals. 

It  is,  indeed,  under  this  double- point  of  view  that  the  mes- 
sage of  president  Jackson  excited  in  France  the  greatest  indig- 
nation. J’he  cabinet  of  Washington  will  readily  admit  that,  if 
the  allegaliun  were  true,  the  indignation  would  be  just.  No  go- 
vernment, no  people,  would  for  one  moment  hear  either  the 
direct  or  indirect  imputalmn  of  a want  of  good  faith,  or  the 
idea  of  another  goveinmeiil,  or  another  people,  endeavoring  to 
obtain  from  it  ihrough  menace  what  could  only  be  granted  by 
it  to  ju.stice  It  must  equally  be  admitted  that,  wlien  the  im- 
pression produced  by  the  appearance  of  any  document  is  gene- 
ral; when  that  impression  is  fell,  not  only  liy  the  whole  nation 
whom  the  document  concerns,  but  even  by  foreigners,  by  inter- 
ested people,  by  persons  the  least  disposed  to  take  a part  in  the 
contest,  the  very  universality  of  that  impression  is  a sufficient 
evidence  against  the  general  tenor  of  the  document. 

If  we  examine  in  detail  the  message  of  the  president  of  the 
United  States,  (I  mean  that  part  of  it  which  relates  to  the  re- 
lations between  the  United  Stales  and  France),  it  will  possibly 
be  found  that,  passing  successively  from  phrase  to  phrase,  none 
will  he  met  with  that  cannot  hear  an  interpretation  more  or  less 
plausible;  none  of  which,  strictly  speaking,  it  cannot  be  said 
that  it  is  a simple  expose  of  such  or  such  a fact  true  in  itself, 
or  the  assertion  of  such  or  such  a right  which  no  one  contests, 
or  the  perfoimance  of  such  or  such  an  obligation  imposed  on 
the  president  by  the  very  nature  of  his  functions.  Tliere  will 
certainly  be  found  several  in  which  the  idea  of  impeaching  the 
good  faith  of  the  French  government,  or  of  acting  upon  11  Ihrough 
menace  or  intimidation,  is  more  or  less  disavowed. 

Yet,  when  the  whole  succession  of  facts  is  taken  into  view; 
when  we  perceive  the  care  which  .seems  to  have  been  taken  to 
present  them  in  an  unfavorable  light,  witliout  making  allow- 
ance for  circumstances  which  explained  them,  without  paying 
any  regard  to  couoiderations  which  the  government  of  the  Unit- 
ed Stales  itself  had  previously  admitted;  when  we  sec  at  the 
end  of  this  uninterrupted  series  of  allegations,  which  have  the 
appearance  of  wrongs,  for  the  sole  reason  that  they  are  made  to 
rest  on  isolated  and  incomplete  statements,  the  unexpected 
proposition,  the  extreme  proposition,  to  say  the  least,  to  seize 
upon  French  property,  it  is  impossible  at  first  view,  it  is  even 
difficult  after  reflection,  to  escape  the  thought  that  all  this  p.-xrl 
of  the  message  had  been  wt  ilien  for  the  double  purpose  stated 
above. 

It  is  not  so,  however;  at  Ica.st  we  hope  it  is  not. 

Blit  to  banish  entirely  such  an  idea,  what  would  be  necessa- 
ry.? Nothing  but  what  is  very  simple.  We  do  not  here  con- 
tend about  this  or  that  phrase,  lliis  or  that,  allegation,  this  or 
that  expression;  we  contend  about  the  intention  itself,  which 
has  dictated  that  (lari  of  the  message.  If  it  be  true  that  the 
president  of  the  United  States,  in  presenting  to  congress  a 
siaieinciit  of  the  (acts  connected  with  the  treaty  of  the  dth  of 
July,  had  no  intention  to  east  any  doubt  on  the  good  faith  of  the 
French  governmeiii;  if  it  be  true  that  the  president  of  the  Unit- 
ed States,  in  proposing  to  congress  to  di’cree  the  seizure,  by 
force  of  arms  of  French  property,  had  not  the  intention  to  as- 
sume with  regard  to  France  a menacing  attitude,  we  cannot 
see  how  he  could  find  any  difficulty  in  declaring  it. 

Is  such  a declaration  really  contained  in  Mr.  Livingston’s 
note,  addressed  to  the  French  government  on  the  29ih  of  Janu- 
ary, or  in  that  which  the  same  minister  left  at  his  departure  on 
the  27th  of  April.? 

We  would  he  equally  at  a loss  to  affirm  or  to  deny  it;  and  for 
this  reason,  it  is  evident  that  neither  the  one  nor  the  other  can 
be  considered  sufficient.  The  note  of  the  29ih  January  is  in- 
tended to  discuss,  contradictory  with  the  French  government, 
the  correctness  of  facts  asserted  in  the  message  of  president 
Jackson.  It  is  intended  to  prove  that  the  view  taken  by  liiin 
of  these  facts  is  at  least  plausible.  It  is  in  the  midst  of  this  long 
disquisition  that  two  or  three  phrases  are  incidentally  thrown 
out,  on  the  just  confidence  which  the  government  of  the  United 
States  has  always  entertained  in  the  sincerity  of  the  French 
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guverninent — confidence  which  Mr.  Livingston  had  .always 
made  it  a duty  to  lo_-ter,  and  which  accniding  to  him,  is  not  in 
contradiction  with  any  ol  the  ideas  or  allegations  expresse.l  m 
the  message.  The  note  ol  the  25lh  of  A[»ril  is  chiefiy  inieiided 
to  make  an  indirect  and  anticipated  examination  ol  the  amend- 
ment introduced  by  the  chamlier  of  deputies.  While  upon  thi.-. 
examination,  and  with  a view  to  prove  that  any  deniaud  tm 
explanatioOs  would  in  fiilure  he  useless  in  fact  and  inadmissible 
in  principle,  Mr.  Livingston  refers  to  the  testimony  given  by 
him  in  his  first  note  to  the  good  laiih  of  the  French  government; 
he  refers  to  subsequent  sanction  given  by  the  president  to  the 
contents  of  that  note;  he  dwells  on  the  paragraph  of  the  mes- 
sage of  the  president,  in  wliich  all  idea  of  threat  is,  he  says, 
expressly  disavowed. 

You  will  easily  conceive,  sir,  and  the  cabinet  of  Washington 
will,  we  think,  understand  it  also,  that  sucii  phrases  incident- 
ully  inserted  in  documents  the  purport  and  tenor  of  which  are 
polemical,  and  surrounded,  in  some  measure,  by  details  of  a 
controversy  which  is  besides  not  always  free  from  bitterness, 
cannot  dispel  sufficiently  the  impression  produced  by  tlie  p«rn- 
eal  of  tlie  message,  nor  strike  the  mind  as  would  the  same  idea 
expressed  in  terms  simple,  positive,  direct, and  unaccompanied 
by  any  recrimination  concerning  facts  or  incidents  no  longer  of 
any  importance.  Such  is  the  motive  which,  among  many 
others,  Iras  placed  the  French  government  in  tlie  impossihiliiy 
of  acceding  to  the  wish  expressed  by  Mr.  Livingston  towards 
lire  conclusion  of  his  note  of  the  2.5ih  of  April,  by  declaring  (to 
ttie  chamber  of  peers  probably)  that  previous  cxplanulion  given 
by  the  minister  of  the  United  States,  and  subsequently  approved 
by  the  president,  had  satisfied  it. 

The  impression  produced  liy  the  perusal  of  the  message  was 
deep.  It  was  so  in  France,  iii  Europe,  and  even  in  the  United 
States;  the  debates  in  congress  and  public  notoriety  sufficiently 
prove  the  fact.  Under  tlie  weight  of  this  impie.ssion,  the 
French  government  did  not  hesitate  to  place  itself  in  a situation 
lo  meet  the  engagements  contracted  in  the  name  of  France. 
In  pausing  there  for  the  present,  and  waiting  for  the  fulfilment 
of  those  engagements  to  be  claimed,  or  expecting  them  to  he 
claimed,  in  terms  consistent  with  the  regard  which  is  its  due,  it 
is  not  afraid  of  being  accused,  nor  France,  which  it  represents, 
of  being  accused,  of  appreciating  national  honor  by  any  number 
of  millions  which  it  could  withhold,  as  a compensasion  for  an  in- 
jury offered  to  it.  Mr.  Livingston  is  the  first  to  repel  such  an 
idea.  Far  from  it,  the  French  government  will  consider  as  a 
fortunate  day  the  one  in  which  it  will  he  able  to  deliver  up  ho- 
norably the  trust  that  lies  in  its  hand.';  but  each  state  has  duties 
to  perform  towards  itself,  each  situation  has.  its  exigencies. 
Mr.  Livingston  objects  to  the  idea  of  seeing,  the  pre.sideiil  of  the 
United  Slates  give  a new  testimony  to  the  good  faith  of  the 
French  government,  lest  such  a step,  retisonable  and  just  in  it- 
self. shotild  it  not  appear  to  he  exclusively  dictated  by  justice 
and  by  reason.  He  will  not  be  astonislied  if  the  French  go- 
vernment, on  its  side,  attaches  an  equal  iiii[»oi t.ince  to  show 
that  ill  acknowledging  openly  a legitimate  debt,  and  declarins 
itself  ready  lo  discharge  it,  it  h.is  exclusively  consulted  reason 
and  justice. 

You  are  authorised,  sir,  to  read  the  present  despatch  to  Mr. 
Forsyth,  and,  if  he  desires,  let  him  take  a copy  of  it.  Accept, 
sir,  &c  &c.  V.  BROGLIE. 

— .».+©  © 

TWENTY-FOURTH  CONGRESS— FIRST  SESSION. 

SENATE. 

■Jaiiilary  18.  A message  was  received  from  the  president  of 
tlieUnited  Slates,  by  Mr.  Donelson,  his  private  secretary,  on 
the  general  subject  of  our  relations  with  France.  [See  the  pre- 
ceding paces  for  it  ] 

The  following  message  was  also  received  from  the  president 
of  the  United  Stales: 

To  the  senate  of  the  United  States: 

In  compliance  with  tlie  resolution  of  the  senate  of  the  19th 
instant,  I transmit  a report  of  the  secretary  of  state,  witli  the 
papers  therein  referred  to,  wliich,  with  those  accompanying 
the  special  messace  this  day  sent  to  congress,  are  believed  lo 
contain  all  the  information  requested.  The  papers  relative  to 
the  letter  of  the  late  minister  of  France  have  been  added  to 
those  called  for,  that  the  subject  may  he  fully  iiiiderstond. 

ANDREW  JACKSON. 

Washington,  .January  18,  1836. 

{Jr^See  page  352. 

The  message  and  documents  liavitic  heen  read, 

Mr.  Clay,  who  had  come  into  lire  senate  diiriiic  the  rending 
of  the  documents,  moved  that  they  be  printed,  and  referred  to 
the  committee  on  foreicn  relations. 

Mr.  Buchanan  warmly  expressed  his  satisfai'tion  with  the 
(special)  message.  It  was  till  that  he  desired  it  to  he.  Mr 
Ca/Aown  replied  at  lencih.and  on  the  opposite  side.  Mere 
capitulated  many  tilings  that  had  happened  in  the  course  of  the 
negotiations,  ami  spoke  of  some  of  them  wiih  considerable 
severity — and  said  that  tieither  justice,  Iroiioror  necessity  impel- 
led us  to  arms.  Mr.  Cuthhert  made  a few  retirarks,  and  Mr.  Bu- 
chanan rejoined. 

Mr.  While  offered  the  following  resolution;  which,  after 
■ome  explanations  from  him,  was  agreed  to: 

Resolved,  That  the  secretary  of  war  be,  and  he  hereby  is,  re- 
quested to  inform  the  senate  what  oftice  Benjamin  F.  Curry 
holds  in  the  Cherokee  nation,  under  what  law  lie  i.s  appointed, 
and  at  what  time;  what  salary  he  receives,  and  whether  he  has 
at  any  time  received  any  allowance  in  addition  to  his  salary, 


and  how  touch;  staling  particularly  the  whole  amount  he  has 
rec'eived  Inst  year. 

['i'lif  Wa>hiiigtoji  correspondent  of  the  Patriot  gives  the  fol- 
lowing description  of  a scene  in  llie  senate: 

Shortly  after  this,  judge  fF/ti/.c  introduced  a resolution  calling 
upon  the  secretary  ot  war  for  inlormaliun  whether  one  Benja- 
min F.  Curry  was  employed  by  the  goveniuient,  in  any  capa- 
city, ill  the  Cherokee  Imliaiia’  territory,  and  if  .so,  what  were 
his  duties,  wliat  salary  was  paid  him,  under  what  law  he  was 
appointed,  liow  long  lie  had  heen  thus  employed,  and  whether 
he  h.id  at  any  time  more  money  paid  him  than  his  salary,  and 
if  so,  how  much  and  for  what  purpose.  In  offering  this  resolu- 
tion, judge  White  said  he  felt  bound  lo  give  his  reasons  for  so 
doing.  He  then  made  a speech  of  considerable  length,  in 
which  he  manilested  more  w’armth,  animation  and  temper  even 
than  he  perhaps  ever  before  has  done  in  his  whole  congres- 
sional or  public  life,  put  it  all  together.  He  said  that  this  Cur- 
ry, instead  of  ntlcnding  to  his  duties,  if  he  had  any  in  the 
Cherokee  nation,  was  interfeiing  in  elections  over  tlie  country, 
writing  for  newspapers,  libelling  the  characters  of  public  men, 
&c.  'J’hal  he  had  been  into  Tennessee,  electioneering  against 
a candidate  for  congress  in  one  of  the  disiriets,and  thereshewed 
letters  to  influence  the  election,  from  the  chief  magistrate,  and 
one,  he  had  heen  informed,  of  a confidential  nature,  written 
against  himselfby  hi.s  honoralde  colleague.  Judge  White  here 
stepped  up  to  Mr.  Grundy,  looked  him  full  in  the  face,  and  said, 
now  1 wish  when  we  are  in  the  presence  of  this  senate,  face  lo 
face,  eye  to  eye  to  ask  iny  colleague  whether  he  ever  wrote  a 
letter  to  Curry  with  my  name  made  use  of  in  it? 

Mr.  Grundy  calmly  replied  that  he  had  not  to  the  best  of  his 
recollection — certainly  he  had  written  notliing  disrespectful  of 
bis  colleague. 

Judge  White  said  that  would  answer  for  the  present.  He 
then  went  on  describing  and  condemning  the  coniinct  of  Cur- 
ry. He  also  alluded  to  the  Nashville  Union,  which  he  denomi- 
nated a “sink  of  filth  and  iniquity,”  established  by  a man  who 
came  on  here  last  year  with  not  more  than  funds  enough  to 
bear  his  expenses  and  returned  with  five  or  six  thousand 
dollars  with  which  to  get  out  liis  paper  gratuitously,  by  which 
means  he  might  accomplish  his  dirty  work.  He  read  a part  of 
the  first  communication  of  general  Jackson  to  congress,  to  show 
how  much  opposed  he  then  was  to  the  interference  of  govern- 
ment officers  with  the  freedom  of  elections.  He  told  of  and 
read  one  article  in  the  Georgia  Federal  Union,  an  article  under 
the  signature  of  Curry,  libelling  judge  TVhite  and  a secret  In- 
dian agent,  employed  a couple  of  years  ago  by  the  government, 
and  thereby  endangering  the  life  of  the  latter.  On  the  2d  inst. 
he  wrote  to  the  secretary  of  war  upon  tlie  subject, complaining 
of  Curry,  and  exposing  him  snffieienlly  lo  cause  his  removal 
from  office.  On  the  16ih  inst.  only  fourteen  dayi  from  the  time 
he  wrote  the  secretary,  he  received  a reply,  in  which  Gov.  Cast 
says  that  he  laid  the  subject  before  ihe  president,  who  ordered 
him  to  write  to  imijor  Curry,  and  thank  him  for  his  zeal,  hut  to 
say  that  he  did  not  right  in  exposing  ilio  life  of  the  secret  Indian 
agent.  Judge  While,  afi«‘r  reading  the  whole  correspondence, 
commented  upon  this  coiiiliu  t of  tlie  government  with  great 
severity.  I have  never  seen  him  in  so  w’arrn  a mood.  Fie  has 
all  his  life  long  been  highly  respected  and  esteemed  by  every 
body  who  knew  him.  But  now,  being  a candidate  for  the  pre- 
sidency against  Mart, in  Fan  Huren,  his  every  action  and  motive 
almost  is  grossly  misrepresented.  He  is  not  used  lo  abuse 
Hence  bis  extremr;  warnitb  on  this  occasion. 

Hi.s  resolution  was  adopted,  and  the  senate  adjourned.] 

January  19.  After  otlier  business — 

'J'he  question  coming  up  on  the  petitions  from  Ohio,  praying 
for  the  abolition  of  slavery  in  the  District  of  Columbia, 

Mr.  Leigh  addressed  the  senate  against  Ihe  reception  of  the 
petitions,  inriintaining  the  ineompeietice  of  congress  to  eman- 
cipate slaves  ill  the  District  of  Columbia,  without  the  consent  of 
the  owner.s,  any  more  Ilian  to  enact  an  agrarian  law,  and  d(>- 
stroy  the  rights  of  individuals  in  their  landed  properly  within 
the  District  of  Columbia.  He  stated  that  there  was  a time 
when  the  emancipation  of  slaves  was  a passion  in  the  state  of 
Virginia,  and  continued,  until  the  impracticability  of  the 
sebeme  was  demonstrated.  Mr.  Jefferson  himself  proposed  a 
scheme  of  ernanoipalion.  He  denied,  however,  that  there  was 
any  power  in  the  ordinary  legislatures  of  Maryland  or  Virginia 
to  rnntrol  Ihe  slave  properly  of  individuals.  The  consiituiion 
of  Virginia  had  given  lo  her  h'gislatnre  no  such  powers;  oil  the 
eoiilrary,  slaves  were  acknowledged  to  be  lawful  property. 
Even  in. tlie  District  of  Cohimhia,  congress  had  no  such  abso- 
lute jurisdietion  as  he  had  been  surprised  to  hear  claimed  for  it. 
Congress  had  no  power  which  was  restricted  in  the  cession  of 
Virginia  and  Maryland,  and  there  was  not  any,  the  slightest  in- 
tention to  rede  lo  it  the  power  of  destroying  the  propi'riy  in 
slaves.  The  power  was  never  intended  to  lie  conceded,  and 
ennid  not  he  exercised.  By  what  means  eonid  congress  ac- 
comitlish  this  object.  It  must  lie  eiihr  r by  vinlcnee,  by  the  in- 
terposition of  force,  or  by  purchase,  and  he  denied  that  there 
was  any  authority  in  congress  to  applv  tlie  funds  from  the  trea- 
sury to  such  an  object  He  adverted  in  severe  terms  to  Dr. 
Cbanning’.s  new  work,  entitled  “Slavery,”  staling  that-it  would 
have  more  effect,  from  the  respect  which  had  always  been  giv- 
en to  Dr.  Chaniiing.  in  weakening  the  eonfidenee  of  the  smith 
in  the  friendly  feedings  of  their  northern  brethren,  than  all  the 
piihlications  of  Tappan,  and  that  detestable  gang.  From  this 
work  he  made  various  extracts  of  the  parts  lo  which  he  most 
strongly  excepted. 
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Mr.  Calhoun  complimenled  the  speech  of  Mr.  Leigh  in  the 
highest  terras,  hut  in  a few  words  only. 

Mr.  Wright  then  expressed  a hope  tliat  the  petitions  would 
be  read  and  unanimously  rejected.  He  adverted  to  the  pro- 
ceeedings  at  Utica,  to  show  that  there  was  tio  abolition  feeling 
in  the  state  of  New  York. 

Mr.  Calhoun  would  not  consent  to  this  course  principally  on 
account  of  the  violent  and  unjustifiable  language  used  in  them. 

Mr.  Morris  then  obtained  leave  to  withdraw  the  petitions  pre- 
sented by  him. 

Mr.  Buchanan  moved  to  consider  the  Pennsylvania  memo- 
rial from  the  society  of  Friends. 

January  20.  Very  many  reports  and  papers  were  submitted. 

Mr.  Clay,  front  the  committee  on  foreign  relations,  moved 
that  the  committee  be  discharged  from  the  further  consideration 
of  such  parts  of  the  special  message  of  the  president  of  the  U. 
States,  as  relate  to  the  augmentation  of  the  navy,  and  the  sub- 
ject of  defences  on  our  maritime  frontier.  He  was  not  in- 
structed to  move  the  reference  of  these  subjects  to  any  other 
committee,  as  such  motion  did  not  seem  to  come  within  the 
duty  of  the  committee  on  foreian  relations. 

The  committee  was  accordingly  discharged  from  the  further 
cousideraiion  of  (he  subject. 

Oil  motion  of  Mr.  Webster,  so  much  of  the  special  message 
as  relates  to  the  augmentation  of  the  navy,  was  referred  to  the 
committee  on  naval  affairs,  and  so  much  as  relates  to  fortifica- 
tions, to  the  committee  on  military  affairs. 

After  other  business,  which  will  sufficiently  appear  in  its  pro- 
gress— 

The  resolutions  offered  by  Mr.  Benton  on  the  subject  of  the 
application  of  the  surplus  revenue  to  the  [iiirposes  of  defence, 
being  next  in  order,  were  taken  up  for  consideration. 

1'he  question  being  on  the  motion  of  Mr.  Goldsborough  to 
amend  the  first  resolution, 

Mr.  Cuthbert  and  Mr.  Hubbard  addressed  the  senate;  and  be- 
fore the  latter  had  concluded, 

Mr.  Clay  moved  that  the  senate  adjourn — ayes  15,  noes  22. 

Mr.  Buchanan  moved  to  lay  the  subject  on  the  table,  for  the 
purpose  of  going  into  executive  business.  The  motion  was  out 
of  order,  as  Mr.  Hubbard  had  the  floor. 

On  motion  of  Mr.  Hubbard,  the  resolutions  were  then  laid  on 
the  table, 

And  the  senate  proceeded  to  the  consideration  of  executive 
business. 

January  21.  Many  bills  were  reported  and  resolutions  offer- 
ed. Among  others — 

Mr.  Tyler  offered  the  following  resolutions;  which,  on  his 
motion,  were  ordered  to  be  printed: 

Resolved,  That  to  alter,  change,  or  abolish  the  right  of  pro- 
perty in  the  District  of  Cominbia,  wiilioul  the  consent  of  the 
owner,  would  be  unjust  and  despotic,  and  in  violation  of  the 
constitution  of  the  United  States. 

Resolved  further,  That,  even  with  such  consent,  to  interfere 
with  the  subject  of  slavery,  not  only  without  but  against  the 
consent  of  the  people  of  Maryland  and  Virginia,  would  be  in 
flagrant  violation  of  the  public  faith,  an  abuse  of  trust  confer- 
red on  congress  by  the  cession,  and  hazardous  to  the  peace  and 
security  of  these  two  states. 

Resolved  further.  That  such  proceedings  would  sap  the  foun- 
dation of  our  constitutional  system,  which  is  based  on  the  con- 
dition of  things  as  they  existed  at  the  time  of  the  adoption  of 
the  constitution,  which  cannot  be  altered  in  so  material  a point 
without  disturbing  the  principle  of  compromise  out  of  which  it 
originated. 

The  various  rcsoluiions  lying  on  the  table,  offered  by  Messrs. 
Linn,  Clayton,  Robbins,  Moore,  Tipton  and  Southard,  were  tak- 
en lip,  considered,  and  agreed  to. 

The  senate  adjourned  io  Monday. 

HODSE  OF  REPRESENTATIVES. 

Friday,  Jan.  13,  Mr.  Cave  Johnson,  fioni  the  committee  of 
ways  and  means,  reported  the  following  resolution;  which  was 
agreed  to. 

Resolved,  That  the  cleik  of  the  house  cause  to  he  prepared, 
for  tfie  use  of  the  house,  a tabular  staiemcnt  showing  the  e.x- 
penditure  of  the  contingent  fond  of  ilie  house  of  represmita- 
lives,  from  the  year  1820  to  18.35,  inclusive,  under  each  material 
head  of  expenditure. 

Certain  questions  concerning  a new  organization  of  the  mili- 
tary academy  were  furtln-r  considered. 

Mr.  Thomas,  of  Maryland,  frotn  the  select  comniiticc  on  the 
subject  of  the  District  banks,  obtained  the  con.seiii  of  the  house 
to  report  “a  bill  to  extend  the  charters  of  certain  hanks  in  the 
District  of  Columbia  to  the  1st  day  of  October  next.” 

The  hill  was  twice  read. 

Mr.  T/iomns  said  the  lull  did  not  require  commitment.  He 
was  about  to  ask  the  house,  with  the  assent  of  the  chairman  of 
the  committee  of  claims,  to  take  u|)  and  act  upon  this  full  at 
once.  It  would  not  he  said,  require  any  discussion,  as  there 
could  be  no  difference  of  opinion  iii  regard  to  it  'I'he  comiiiil- 
lee  unanimously  agreed  in  asking  the  house  to  act  on  the  bill 
without  delay.  It  proposed  to  continue  unimpaired  to  all  the 
banks  doing  business  in  the  District  all  their  powers  and  privi- 
leges till  the  committee  had  in vestigtiled  their  condiiion,  and 
congress  could  act  u()on  the  question  of  the  renewal  of  tlieir 
charters.  It  was  indispensable  to  the  interest  of  the  District 
that  the  bill  should  be  jiassed.  He  hoped  the  house  would  con- 
Eent  to  order  it  tu  a third,  reading. 


The  bill  was  ordered  to  a third  reading. 

Several  private  matters  being  attended  to — the  house  ad- 
journed until  Monday. 

Monday,  Jan.  18.  After  the  morning  business — 

A message  was  received  from  the  president  of  the  United 
Slates,  by  the  hands  of  Ji.  Donelson,  esq.  his  secretary,  (for 
which  see  the  preceding  pages.  i 

Mr.  Mason,  of  Virginia,  asked  the  unanimous  consent  of  the 
house  to  have  the  message  just  received  read  to  the  house,  and, 
no  objection  being  made,  it  was  read  by  the  clerk. 

Mr.  McKeon  sent  to  the  chair  certain  resolutions  relating  to 
the  subject  of  the  message,  which  he  offered  for  the  considera- 
tion of  the  house. 

Mr.  Mercer  rose  to  a point  of  order.  The  rules  had  been, 
he  said,  suspended  only  for  the  purpose  of  reading  the  message. 

Mr.  Mason,  of  Virginia,  (chairman  of  the  committee  on  foreign 
relations),  said  it  was  his  intention  to  submit  a motion  that  the 
message  and  documents  accompanying  it  be  referred  to  the 
committee  on  foreign  relations  and  printed.  He  said  he  thought 
it  important  that  the  house  should  have  an  opportunity  delibe- 
rately to  peruse  papers  of  so  much  importance  preliminary  to 
any  action  in  reference  to  them. 

After  some  conversation,  on  motion  of  Mr.  IFiffiams,  of  North 
Carolina,  the  documents  accompanying  the  message  were  read. 

Mr.  Hawes  rose,  and  moved  that  20,00U  extra  copies  of  the 
message  and  documents  be  printed. 

Mr.  Mason,  of  Virginia,  asked  that  the  question  should  be 
first  taken  on  the  motion,  which  he  now  submitted,  that  the 
message  and  documents  be  referred  to  the  committee  on  foreign 
relations. 

The  message  and  documents  were  then  ordered  to  be  referred 
accordingly,  and  the  motion  to  print  20,000  extra  copies  was 
agreed  to. 

Mr.  McKeon  asked  the  consent  of  the  house  to  submit  the 
resolutions  which  he  had  sent  to  the  chair,  for  the  purpose  of 
having  them  printed. 

Objections  being  strongly  made  by  repeated  cries  of  “No! 
No!” 

Mr.  McKeon  moved  a suspension  of  the  rules  of  the  house, 
in  order  to  ofler  the  resolutions,  and  asked  the  reading  of  the 
resolutions  for  the  information  of  the  house. 

Objections  were  made  to  the  reading  of  the  resolutions,  by 
many  members. 

Mr.  McKeon  inquired  whether  he  had  not  a right  to  ask  the 
reading  of  the  resolutions.!* 

(Cries  of  “order,”  “order.”) 

The  chair  stated  that  he  had  some  doubt  whether  the  reso- 
lutions could  be  read  w'iihout  general  consent,  as  the  rule  had 
not  been  suspended. 

Mr.  McKeon  remarked  that  he  was  desirous  of  submitting  the 
resolutions  he  had  sent  to  the  chair.  He  was  aware  th;it  the 
rules  of  the  house  did  not  permit  hint  to  offer  them  at  the  pre- 
sent moment;  but,  as  they  related  to  our  affairs  with  France, 
the  house  might,  he  thought,  be  disposed  to  hear  them  read. 
As  it  was  the  day  for  the  presentation  of  petitions,  he  had  but 
little  prospect  of  procuring  a suspension  of  the  lule.  He  in- 
formed the  house  that  the  resolutions  approved  of  the  determi- 
nation of  the  executive  branch  of  this  government  not  to  sub- 
mit to  give  explanations;  and  he  should  take  an  early  oppor- 
tunity of  bringing  them  before  the  house.  He  then  withdrew 
the  motion  to  suspend  the  rules. 

The  presentation  of  petitions  and  memorials  was  then  re- 
sumed. 

Atnong  the  petitions  were  many  for  the  abolition  of  slavery  in 
the  District  of  Columbia — as  for  example: 

Mr.  Mams  presented  a petition  frotn  158  ladies,  citizens  of 
the  commonwealth  of  Massachusetts,  for  he  had  not,  he  said, 
brought  himself  to  doubt  whether  females  were  citizens,  play- 
ing the  abolition  of  slavery  in  the  District  of  Columbia. 

Mr.  Jfammond  objerted  to  its  reception;  and, 

On  motion  of  Mr.  Pinckney,  the  question  of  reception  was 
laid  on  the  table. 

And  on  calls  for  the  yeas  and  nays,  on  laying  on  the  table — 
the  vote  was  about  180  to  40,  the  minority  being  as  follows: 
NAYS— Messrs.  Banks,  Borden,  Briggs,  .lolm  Caihoon,  G. 
Chambers.  John  Chambers,  Clark.  Darlingtim,  Denny,  Everett, 
Forester,  Glascock,  Grennell,  Gridin,  Hammond,  Hard,  Har- 
(ler.  H,azeliine,  Heister,  Holsey,  Janes,  Eincolii,  MrKennan, 
McEene,  Monis,  Parker,  Phillips,  Pickens,  Pmts,  Reed,  Rus- 
sell, Slade,  Sloan,  Sprague,  Webster,  White,  Whittlesey. 

Tuesday,  .Tan.  19.  A large  number  of  reports  from  commit 
tees  were  received  this  day — among  them 

Mr.  J.  Q.  fiotii  the  select  commiltee,  to  which  w'as 

referred  the  president’s  message  of  the  17lh  of  December,  re- 
lative to  the  Smithsonian  betjuesi,  made  a report  thereon,  ac- 
cfimpaniefl  by  a bill  authorising  the  pre.sjdent  of  the  United 
States  to  assert  and  prosecute  with  effect  the  right  of  the  United 
Stales  to  the  bequest  of  James  Smithson,  late  of  London,  de- 
ceased. 

Mr.  .Judson,  from  the  select  committee,  to  which  was  referred 
the  memorial  of  certain  ciiiz<  ns  of  (Jonneciicul . ftraying  the 
erection  of  a monument  to  the  memory  of  captain  Nathan  Hale, 
reported  the  following  resolmion: 

Resolved,  by  the  senate  and  house  of  represent atives  of  the 
United  Slates  of  Mmerica  in  consress  assembled,  'I’hat  the  gov.  r- 
nor  of  the  stale  of  Coniieciicui  he,  and  he  is  hereby,  authorised 
to  employ  some  suitable  person  to  erect  a monument,  with  ap- 
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propriate  inscriptions,  w ithin  the  public  csinetery,  in  the  town 
of  Coventry,  Connecticut,  coninicinorating  the  services  and 
death  of  captain  Nathan  Hale,  in  the  war  of  the  revolution: 
Provided,  'i’he  expense  thereof  shall  not  exceed  the  sum  of  one 
thousand  dollars. 

A long  debate  then  followed  on  certain  propositions  concern- 
ing slavery  in  the  District  of  (Columbia. 

iVediiesday  Jan.  20.  Mr.  Marin  moved  to  suspend  the  rules 
of  the  house  for  the  purpose  of  considering  the  motion  to  print 
five  thousand  extra  copies  of  the  report  Irom  the  select  com- 
mittee on  the  suliject  of  the  Smithsonian  bequest,  and  it  was 
agreed  to,  107  to  46. 

Mr.  Howard  asked  what  plan  the  bill  reported  proposed,  in 
relerence  to  tlie  contemplated  institution. 

Mr.  Chapin  replied  that  the  hill  looked  only  to  the  means  o( 
getting  possession  of  the  bequest.  'I’his  bequest,  amouniitig  to 
more  than  half  a million  of  dollars,  was  one  of  the  most  liberal 
and  munificent  of  modern  times.  It  was  deserving  of  notice, 
both  from  congress  and  the  people  of  America.  It  might  be 
regarded  as  a tribute  of  respect  from  a citizen  of  a foreign  go- 
vernment, to  the  free  institutions  of  this  country.  It  was  due 
to  the  memory  of  the  individual  that  his  beneficence  should  be 
made  known  and  acknowledged  by  congress  in  the  most  public 
manner.  The  report  ought  to  be  sent  abroad  among  the  people, 
in  order  that  men  of  intelligence  and  education  may  have  an 
opportunity  of  exchanging  views  in  regard  to  the  best  mode  of 
organizing  the  institution. 

The  motion  to  print  5,000  extra  cojiies  was  agreed  to. 

Some  time  being  expended  on  “the  abolition  of  slavery  in 
the  District  of  Columbia,”  the  orders  of  the  day  were  moved  — 
carried  by  the  casting  vote  ol  the  sfieaker — 105  for  and  105 
against  it. 

The  house  resolved  itself  into  a committee  of  the  whole,  on 
the  bill  for  the  reliel Of  the  sufferers  by  the  late  fire  at  New 
York,  when  various  amendments  were  suggested  by  Messrs. 
Everett  and  Pearce,  of  R.  1.  The  committee  rose  and  had  leave 
to  sit  again,  and  the  house  adjourned. 

Thursday,  Jan  21.  Reports  from  committees  being  received, 

The  house  resumed  the  discussion  of  the  resolution  of  Mr. 
Jarvis,  relative  to  the  abolition  of  slavery  in  the  District  of  Co- 
lumbia, and 

Mr.  Pic/iens  concluded  his  remarks.  Mr.  Hoar  rose  to  ad- 
dress the  house,  (which  had  refused,  94  to  84,  to  proceed  to  the 
orders  of  the  day,  on  motion  of  Mr.  Camhrelenn)  and,  having 
proceeded  to  some  length,  Mr.  Hoar  gave  way  for  a motion  to 
adjourn — whicli  carrted. 

— ® ®4«»— 

LEGISLATURE  OF  NEW  YORK. 

REQUISITION  OF  THE  GOVERNOR  OF  ALABAMA. 

[Documents  accompanying  the  governor’s  message.] 

Slate  of  Jilahatna,  executive  department,  Tuscaloosa. 

To  his  excellency  the  governor  of  the  state  of  N.  York. 

Whereas  it  appears  by  the  accompanying  indictment,  that 
Robert  G.  Williams  is  charged  with  wickedly  and  milicioiisly 
causing  to  be  distributed  and  published,  a seditious  paper,  in 
this  state,  maliciously  designing  and  intending  to  incite  the 
slave  po()iilation  thereof  to  insurrection  and  rebellion  against 
their  masters:  And  whereas,  the  said  Robert  G Williams  has 
fled  from  justice  and  is  now  going  at  large  in  the  state  of  New 
York: 

Now,  by  virtue  of  an  act  of  congress  respecting  fugitives 
from  justice,  and  persons  escaping  from  the  service  of  their 
masters.  I hereby  demand  of  your  excellency,  that  the  said 
Robert  G.  Williams,  if  to  he  found  in  the  state  over  which  you 
preside,  he  delivered  up  to  the  authorities  of  Alabama,  to  be 
tried  for  his  said  offence  according  to  law.  To  which  end,  I have 
to  request  your  excellency  to  cause  the  said  offender  to  be  ar- 
rested and  confined,  until  an  agent  can  be  despatched  to  con- 
duct him  to  this  state. 

In  testimony  whereof,  I have  hereunto  set  my  hand,  and 
caused  the  seal  of  the  state  to  be  heretinto  affixed. 
Done  at  the  capitol  in  the  city  of  Tuscaloosa,  this 

[l.  s ] fourteenth  day  of  November,  in  the  year  of  our  Lord 
one  thousand  eight  hundred  and  thirty-five,  and  of 
the  independence  of  the  United  States  of  America, 
the  sixtieth. 

By  the  governor,  JOHN  GAYLE. 

E.  A.  Webster,  secretary  of  stale. 

(copy  or  INDICTMENT  ) 

The  state  of  Jllahama,  ) Circuit  court,  September  term,  in  the 

Tuscaloosa  county.  ( year  of  our  Lord,  1835.  The  grand 
jurors  for  the  state  of  Alabama,  elected,  emparirielled,  sworn 
and  charged  to  inquire  for  the  body  of  Tuscaloosa  county,  upon 
their  oath,  present,  that  Robert  G.  Williams,  late  of  said  county, 
being  a wicked,  malicious,  seditious  and  ill-diposed  person,  and 
beinggreallydisaffected  to  the  laws  andgovernment  ofsaid  state, 
and  feloniously,  wickedly,  maliciously  and  seditiously  con- 
triving, devising  and  intending  to  produce  conspiracy,  insurrec- 
tion and  rebellion  among  the  slave  population  of  said  state,  and 
to  alienate  and  withdraw  their  affection,  fidelity  and  allegiance 
of  said  slaves  from  their  mastris  and  owners,  on  the  tenth  day 
of  September,  in  the  year  of  our  Lord  one  iliousatid  eight  hun- 
dred and  thirty-five,  at.  in  the  county  aforesaid,  feloniously, 
wickedly, maliciously  and  seditiously  did  cause  to  be  distribiited, 
circulated  and  published,  a sediiiou.a  paper  called  “J’he  Eman- 
cipator;” in  which  [laper  ts  published  according  to  the  tenor 
and  effect  following,  that  is  to  say: — “God  commands,  and  all  i 


nature  cries  out,  that  man  should  not  be  held  as  property.  The 
system  of  making  men  property,  has  plunged  2,250,000  of  our 
fellow  countrymen  into  the  deepest  physical  and  moral  degr:i- 
daiion,  and  they  are  every  moment  sinkiitg  deeper.”  In  opt  n 
violation  to  the  act  of  the  general  assembly  in  such  case  made 
and  provided,  to  the  evil  and  pernicious  example  ot  all  others 
in  like  case  offending,  and  against  the  peace  and  dignity  ol  ihe 
state  of  Alabama. 

And  the  jurors  aforesaid,  upon  their  oath  aforesaid,  do  fur- 
ther preseni,that  the  said  Robert  G.  Williams,  on  the  said  tenth 
day  of  September  in  the  year  aforesaid,  at,  in  the  county  atbri  - 
said,  wickedly,  feloniously  and  seditiously  did  then  and  there 
distriliute,  circulate  and  publish,  oi  cause  to  be  distiibuted,  cir- 
culated and  published,  a seditious  paper  called  the  “J’lie  Eman- 
cipator;” tending  to  produce  conspiracy  and  insurrection  among 
the  slaves  and  colored  population  of  said  county  and  state,  m 
contenifit  of  the  laws  ot  the  land,  and  against  Ihe  peace  and 
dignity  of  the  state  of  Alabama.  P.  MARTIN, 

attorney  general  of  the  state  of  Jllabuma. 

A true  bill, 

Willis  Banks, /oreman  of  grand  jury. 

The  stale  of  Jllahama,)  I,  John  J.  Samuel,  clerk  of  the  cir- 

Tuscaloosa  county  ) ciiit  court  for  said  county,  do  cerlily 
that  the  foregoing  is  a correct  copy  of  the  original  indiciiiient 
(now  on  file  in  my  office),  (bund  by  the  grand  jury,  .at  March 
term  of  said  court,  in  the  year  1835,  against  Robert  G.  Wiliams. 

In  testimony  whereof,  I have  hereunto  set  my  hand,  and  af- 
fixed the  seal  ot  my  office,  at  Tuscaloosa,  the  7th  day 

[l.  s]  of  November,  a.  D.  1835,  and  60ili  year  of  American 
independence.  JOHN  J.  SAMUEL,  clerlr. 

I,  Henry  W.  Collier,  presiding  judge  of  Ihe  circuit  court  of 
Tuscaloosa  county,  in  the  stale  of  Alabama,  do  hereliy  certify, 
that  John  J.  Samuel,  who  subscribed  and  sealed  the  foregoing 
attestation,  is,  and  was  at  the  date  of  the  same,  cleik  ot  said 
court,  and  that  his  said  attestation  is  in  the  form.  Given  under 
my  hand  and  seal,  at  Tuscaloosa,  this  seventeenth  day  of  No- 
vember, in  the  year  of  our  Lord  one  thousand  eight  hundred 
and  thirty-five.  HENRY  W.  COLLIER,  [l.  s ] 

Executive  department,  Alabama,  Tuscaloosa,  Nov-  14,  1835. 

Sir:  I have  the  honor  to  transmit  to  you  a demand,  under 
the  constitution  und  laws  of  the  United  Slates,  for  Robcii  G. 
Williams,  and  a copy  of  an  indictment  recently  found  against 
him  by  the  grand  jury  of  Tuscaloosa  county  in  this  state,  for  at- 
tempting to  produce  insurrection  and  rebellion  among  our  slave 
population,  in  the  manner  sot  forth  in  the  indictment.  It  is  ad- 
mitted that  the  offender  was  not  in  the  state  when  his  crime 
was  committed,  and  that  he  has  not  fled  therefrom,  according 
to  the  strict  literal  import  of  that  term;  but  he  has  evaded  the 
justice  of  our  laws,  and  according  to  the  interpretation  which 
mature  reflection  has  led  me  to  place  upon  the  constitution, 
should  be  delivered  up  for  trial  to  the  authorities  of  this  stale. 

iMy  views,  somewhat  at  length,  are  contained  in  a message 
which  will  be  sent  to  the  general  assembly,  which  convenes 
on  Monday  next,  and  I take  the  liberty  to  enclose  a.  copy  of  so 
much  of  it  as  embraces  this  deeply  exciting  and  interesting  sub- 
ject. Should  your  excellency  concur  with  me  in  opinion,  I 
have  to  request  that  Wiliiams  be  arrested,  and  confined  until 
I can  find  an  agent  to  condttet  him  to  Alabama. 

I have  the  honor  to  be,  very  respectfully,  your  obedient  ser- 
vant, JOHN  GAYLE. 

His  excellency  governor  Marcy. 

Extract  from  gov.  Gayle’s  message,  accompanying  the  requisi- 
tion. 

We  are  told  that  public  sentiment  in  the  north  is  decidedly 
in  our  favor,  and  that  the  large  and  numerous  public  meetings 
which  have  been  called  throughout  the  non-slaveholding  states, 
demonstrate  that  the  majority  is  too  overwhelming  to  be  resist- 
ed; that  with  these  favorable  indications  before  us,  we  should 
not  agitate  the  subject  in  the  south,  and  that  it  is  our  duty  to 
rely  for  safely  upon  the  force  of  public  opinion  in  that  quarter. 

Our  northern  brethren  deserve  and  will  command,  our  grati- 
tude, for  the  interest  they  have  taken  in  our  behalf;  and  there 
can  be  little  doubt  that  the  majority  against  the  abolitionists  is 
very  large:  but  this  reasoning  is  wholly  erroneous  and  delusive. 
He  who  believes  that  fanaticism  can  he  put  down  by  public 
opinion,  has  a very  imperfect  knowledge  of  human  nature,  and 
must  be  deaf  to  the  lessons  and  admnniiion.s  of  history.  So  far 
from  this  being  the  c.ase,  the  opposition  of  public  opinion  is  the 
aliment,  the  food  iliat  feeds,  nourishes  and  sustains  this  dark 
and  fiendlike  passion.  Of  this,  no  stronger  proof  could  be  of- 
fered than  the  success  with  which  the  efforts  of  these  false  phi- 
lanthropists have  been  crowned,  in  opposition  to  the  concen- 
trated force  of  public  opinion  throughout  the  northern  states. 
Indeed  they  never  acquired  anv  considerable  notoriety  until 
this  opposition  commenced.  Under  its  heaviest  pressure,  if 
the  information  we  have  received  be  correct,  they  have  estab- 
lished 250  anti-slavery  societies,  and  about  30  presses,  from  one 
of  which  thqy  send  forth  weekly  from  25  to  .50,000  incendiary 
{lamphlets,  and  other  similar  publications.  But  a short  while 
since,  Ihe  whole  population  of  Ihe  state  of  New  York  seemed 
to  be  roused  to  a sense  of  the  dangers  threatened  by  the  ma- 
chinations of  these  societies.  3’he  latgest  public  meetings 
which  had  ever  been  convened  were  speedily  assembled,  from 
I which  issued  the  most  eloquent  and  burning  condemnation  of 
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llie  al)r>litiniiists;  and  yt  t in  ihe  very  face  of  these  proceedings, 
tiiiposing  as  iliey  undoubtedly  were,  they  have  called  a cftn- 
vention  of  their  associates  Irom  the  several  counties  and  dis- 
tricts in  that  state;  and  their  leaiJer,  Tappan,  and  others,  iti  nu- 
merous hand  tolls,  have  announced  their  firm  and  unshaken 
purpose  of  renewing;  with  increased  energy,  their  exertions  iti 
favor  of  immediate  abolition.  It  is  oltvir)us  therefore  that  we 
blindly  and  obstmaiely  deceive  ourselves  if  we  entt'riain  the 
belief  that  public  opinion,  unaided  by  the  stront;  sanctions  of 
the  law,  will  have  ntiy  other  effect  than  to  strengthen  the  hands 
of  this  danaeroiis  and  insidious  enemy.  It  has  been  impro[ier- 
)y  admitted  by  wrjiers  in  the  south,  who  have  eufiaued  in  dis- 
cussing this  subject,  that  the  constituiion  and  laws  ol  Ihe  Unit- 
ed Stales,  in  regard  to  fugitives  from  justice,  do  not  authorise 
a demand  for  the  delivery  of  thesif  incendiaries,  to  the  states 
whose  laws  they  have  viidated.  This  opinion  lias  been  em- 
braced under  the  erroneous  impression  that  the  rules  of  strict 
coiislriictioii  which  with  great  propriety  apply  to  certain  parts 
of  the  constitution,  must  necessarily  afiply  to  all  others.  They 
do  not  appear  to  have  observed  the  obvious  distinction  benveen 
those  provisions  of  this  instrument  which  trtinsfer  powers  to 
the  general  government,  and  those  which  conlirm  and  enlarge 
the  rights  of  the  stales,  a.s  they  existed  previous  to  its  forma- 
tion. When  the  states  achieved  their  independence,  they  had 
no  rules  to  regulate  their  intercourse  with  each  other,  but  such 
a.s  could  be  derived  from  the  law  of  nations.  This  law  as  laid 
down  by  Vattel  in  relation  to  ofTcmlers  is,  that  a sovereign 
“ought  not  to  suffer  his  subjects  to  molest  the  subjects  of 
others,  or  to  do  them  an  injury;  much  less  should  he  permit 
them  audaciously  to  offend  foreign  powers.  He  ought  to 
obl'ge  the  guilty  to  repaii  the  damage,  if  that  be  possible — to  in- 
flict upon  him  e.templary'  punishment,  or  in  short,  according  to 
the  nature  and  circumstances  attending  it,  to  deliver  him  u(i  to 
the  offended  state,  there  to  receive  justice.”  The  rule  as  stat- 
ed by  this  eminent  author,  was  defective,  as  it  left  it  too  much 
in  the  power  of  the  state  applied  to,  to  judge  of  the  crime,  for 
which  an  offender  should  be  delivered  up,  and  as  no  mode  of 
prosecuting  was  specified,  in  making  Ihe  demand,  and  no  com- 
pulsory obligation  imposed,  to  ensure  a compliance  with  it 
when  made.  To  remedy  these  defects,  the  constitution  pro- 
vides that  “a  person  charged  in  any  state  with  treason,  fe- 
lony or  other  crime,  and  who  shall  flee  from  justice,  and  be 
found  in  another,  shall,  on  demand  of  the  executive  authority 
of  the  state,  from  which  he  fled,  be  removed  to  the  slate  hav- 
ing jurisdiction  of  the  crime.”  It  is  conteniled  that  by  this 
clause,  unless  a man  actually  flee,  run  away,  or  voluntarily  go 
into  another  stale,  he  cannot  he  demanded  by  the  governor  of 
tlie  -State  in  which  his  crime  was  committed.  The  expression 
flee,  is  not  as  comprehensive  as  others  that  might  have  been 
employed;  but  as  the  great  object  of  this  (irovision  was  to  se- 
cure the  punishment  of  offenders,  and  thereby  preserve  the 
harmony  of  the  states,  according  to  all  the  known  rules  of  con- 
struction, it  should  be  taken  in  the  sense  in  which  it  was  used 
by  the  frtimcrs  of  Ihe  constitution.  The  word  flee  as  it  occurs 
in  this  clause  is  synonymous  with  Ihe  word  evade.  It  would 
he  trifling  with  the  dignity  and  importance  of  the  subject  to 
confine  this  expres.«ion  strictly  to  its  literal  meaning;  for  it 
would  lead  to  the  absurd  conclusion,  that  if  an  offender  leaves 
the  slate,  by  any  means  whatever,  without  his  consent,  he 
could  not  be  demanded,  or  surrendered  up  to  the  justice  of  our 
laws.  Suppose  the  case  of  a man  guilty  of  murder  here,  who 
is  conveyed  by  force  to  Georgia,  and  is  tried  and  acquitted  for 
supposed  offences  against  the  laws  of  that  stale.  He  chooses 
afterwards  to  reside  in  Georgia,  and,  according  to  the  position 
assumed,  cannot  be  demanded  of  the  executive;  for  he  ilid  not 
flee  from  justice,  if  to  flee  is  a voluntary  act.  This  provision 
of  the  constitution  should  receive  the  most  liberal  con.structien 
for  the  reason  that  it  is  in  favor  of  the  rights  of  Ihe  slates,  and 
because,  without  such  construction,  they  will  be  deprived  of 
the  power  of  self  protection.  It  is  undoubtedly  true  that  the 
states  of  tlie  union,  in  all  their  reserved  rights  occupy  to  each 
other  the  relation  of  independent  sovereignties,  and  any  one  of 
them  has  the  right  to  demand  redress  and  satisfaction  for  in- 
juries done  by  the  others,  or  by  their  citizens.  But  having  ex- 
pressly relinquished  the  power  to  enter  into  treaties,  grant  let- 
ters of  marque  and  reprisals,  &c.  the  only  means  to  which  re- 
sort can  be  had  to  secure  the  obligations  which  exist  between 
independent  states,  we  should  if  we  rely  on  the  national  code, 
be  restricted  simply  to  the  privilege  of  preferring  our  complaints 
without  the  pow’er  ofenforciug  them. 

Influenced  by  the  views  herein  expressed,  T have  transmitted 
to  tlis  governor  of  New  York,  a copy  of  an  indictment,  found 
by  Ihe  grand  jury  of  Tuscaloosa  county  at  their  late  session, 
against  one  of  these  incendiary  editors,  by  the  name  of  Wil- 
liams, accompanied  with  a demand  for  his  delivery  for  trial  to 
the  authorities  of  this  slate.  From  Ihe  high  character  of  the 
chief  magistrate  of  New  York,  from  his  known  allachment  to 
the  union,  and  the  just  and  liberal  views  he  entertains  towards 
the  institutions  and  the  people  of  the  south,  there  is  no  doiiht 
that  he  will  examine  the  subject  with  the  most  favorable  dispo- 
sition, and  with  a sincere  desire  to  render  impartial  justice, 
and  to  arrive  at  a correct  interpretation  of  the  constitution. 

State  of  N".  York,  executive  department,  Mhany,  Sth  Dec.  18.T5. 

Sir:  The  requisition  made  on  me  by  your  excellency  for  the 
arrest  and  delivery  of  Robert  G.  Williams  has  been  received, 
together  with  the  documents  and  papers  therewith  transmitted; 
and  I have  given  to  the  application  the  careful  and  mature  con- 


I sideration  due  to  it  on  account  of  the  high  source  from  which 
it  has  emanated,  and  the  very  grave  question  which  it  presents 
for  niy  di  termimilion.  'I'lie  crime  inipiiled  to  Williams  is,  “the 
wickedly  and  maliciously  causing  to  be  distributed  and  pub- 
lished a seditious  paper  in  this  slate,  (the  state  of  Alabama), 
maliciously  de.signing  and  intending  to  incite  the  slave  popula- 
tion thereof  to  insurrection  and  rebellion  against  their  mas- 
ters;” it  is  alledged  in  Ihe  requisition,  that  he  “has  fled  from 
justice,  and  "is  now  going  at  laige  in  the  stale  of  New  York.” 

I’he  indictment  charges  Williams  with  having  committed 
Ihe  crime  in  Ihe  coni-.ly  of  Tuscaloosa,  which  is  wilhin  the 
territorial  limits  of  Ihe  state  of  Alabama;  but  in  your  letter 
to  me,  transmitted  with  the  requisition,  “it  is  admitted  the 
offender  was  not  in  Ihe  slate  (of  Alabama)  when  his  crime  was 
committed,  and  that  he  has  not  fled  therefrom  according  to  the 
strict  literal  impoil  of  that  term.”  For  any  thing  that  appears 
to  the  contrary,  and  so  I presume  the  fact  to  be,  Williams,  at 
Ihe  time  he  commiliep  the  offeHCC,  was  and  still  is  a citizen  of 
the  state  of  New  York,  subject  to  its  laws,  and  entitled  to  the 
rights  that  belong  alike  to  all  its  citizens. 

The  right  on  your  part  to  demand  him,  and  the  duty  on  my 
part  to  deliver  him  up,  if  they  exist,  are  given  and  imposed  by 
that  danse  in  the  constitution  of  the  United  .States,  which  de- 
clares that  “a  person  charged  in  any  state,  with  treason,  felony 
or  other  crime,  who  shall  flee  from  justice,  and  be  found  in 
another  slate,  shall  on  demand  of  the  executive  authority  of 
the  slate  fiom  which  he  fled,  be  delivered  up,  to  be  remov- 
ed to  the  stale  having  jurisdiction  for  the  crime.”  Although 
it  is  conceded  that  Williams  is  not  literally  a fugitive  from  the 
state  of  Alabama,  and  nothing  appears  to  show  that  he  has 
ever  been  within  its  territory,  yet,  according  to  your  construc- 
tion of  the  clause  of  the  constituiion  above  quoted,  it  is  my  duty 
to  cause  him  to  be  delivered  upon  your  requisition.  Whether 
it  be  so  or  not,  depends,  as  you  conceive,  upon  the  meaning  to 
be  given  to  the  word  ^ee  in  that  clause,  lain  favored  with 
your  exposition  of  that  term,  in  that  part  of  your  message  to 
the  legislature  of  Alabama,  which  accompanied  the  requisi- 
tion. After  the  best  consideration  f have  been  able  to  give  to 
your  views.  I am  constrained  to  differ  from  you,  both  as  to 
your  rule  of  construction  applicable  to  this  clause,  and  as  to 
the  effect  of  the  clause  construed  by  that  rule. 

In  setting  the  proper  principle  of  construing  this  clause,  we 
ought  not  to  he  influenced  by  the  peculiar  character  of  the 
case  under  cnn.sideraiion.  If  your  exposition  be  once  admit- 
ted, the  clause,  as  expounded  by  you  must  be  applied  to  all 
cases  whatsoever  which  fall  wilhin  its  operation.  If  a state 
can  pass  laws  oil  the  subject  of  slavery,  making  the  acts  of  the 
citizens  of  other  stales,  done  within  their  respective  stales,  and 
while  they  are  actual  residents  thereof,  crimes  against  the  stale 
enacting  such  laws,  and  thereby  acquire  Ihe  right  to  have  these 
citizens  delivered  to  it  for  trial  and  punishment;  the  same  state 
may  pass  laws  on  other  subjects  which  will  have  the  same  ef- 
fect, and  establish  Ihe  same  right  to  demand  the  citizens  of 
other  siate.s  who  may  violate  these  laws,  although  they  have 
never  been  wilhin  the  limits  of  that  state.  The  right  to  de- 
mand, and  the  obligation  to  deliver  up,  are  co-extensive.  In 
cases  to  which  the  consiiiiitinnal  right  to  demand  attaches, 
there  is  not,  and  cannot  he  any  right  in  Ihe  executive  on  whom 
the  requisition  is  made,  to  withhold  the  tiffender,  whatever  be 
the  character  of  the  act  which  is  made  a crime  by  the  laws  of 
the  state  demanding  him.  I have  presented  this  view  of  the 
subject  not  merely  to  exhibit  the  dangerous  consequences  that 
would  be  likely  to  result  from  adopting  the  construction  yon 
have  given  to  this  clause  of  the  constitution,  and  thence  to  de- 
duce an  argument  against  the  presumption  that  the  framers  of 
that  instriimerii  intended  to  confer  a right  that  in  its  exercise 
would  produce  such  consequences;  but  1 have  considered  the 
subject  in  this  view  principally  for  the  purpose  of  showing 
that  the  obligation  on  Ihe  fiart  of  the  slates  to  deliver  up  their 
citizens  in  such  cases  as  Ihe  one  you  have  presented,  is  an 
essential  diminution  of  the  powers  they  would  possess  as  in- 
dependent sovereignties;  and  that  the  sound  rule  of  construc- 
tion which  you  properly  concede  to  be  applicable  to  those  parts 
of  the  constituiion  , which  transfer  power  to  the  general  go- 
vernment, applies  with  equal  force  and  pertinency  to  such  parts 
of  it  as  destroy  or  transfer  any  portion  of  the  sovereignty  of  the 
states.  If  the  fact  that  this  clause  of  the  constitution  confirms 
and  enlarges  the  rights  of  the  states,  as  they  existed  before  the 
formation  of  the  general  government,  constitutes,  as  you  con- 
tend, an  argument  in  favor  of  giving  it  a libriral  construction, 
is  not  this  argument  neutralized  by  the  consideration  that  what 
it  gives  to  the  states  in  one  respect,  it  takes  away  from  them 
in  another.?  If  hy  this  clause,  the  right  to  demand  fugitives  is 
given  to  the  states,  in  ca.sps  in  which  they  had  it  not  before 
Ihe  adoption  of  the  constitution,  the  correlative  right  to  refuse, 
in  such  cases,  to  deliver  up,  which  must  then  have  existed  in 
all  the  states,  is  also  taken  away  by  it.  If  your  construction 
he  correct,  this  clause  has  conferred  the  power  on  each  stale 
to  pass  laws  that  have  an  extra  territorial  operation,  and  to 
prescribe  rules  to  which  the  citizens  of  all  the  other  states  must 
conform,  or  he  subject  to  the  criminal  iiidicature  of  every  state 
passing  such  laws.  This  is  nndouhtedlv  enlarging  the  rights  of 
the  stales  in  one  respect,  but  it  is  a serious  diminution  of  their 
sovereiynty  in  another.  It  is  more  than  enlarging  former  rights, 
if  is  conferring  new  ones;  it  is  given  to  some  of  the  niunicipal 
laws  of  each  state,  an  extraordinarv  character — a character 
that  renders  them  obligatory  beyond  the  territory  of  the  sove- 
reign power  which  enacts  them.  It  is  subjecting  the  citizens 
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of  all  the  states  to  new  duties,  to  be  imposed  on  them  by  a 
power  to  which  they  owe  no  allegiance,  amt  under  the  jurisdic- 
tion of  which  they  have  never  placed  themselves.  It  is  creat- 
ing new  obligations  to  be  performed  by  the  respective  guvein- 
inents  of  the  states. 

1 have  not  been  able  to  find  the  doctrine  advanced  by  any 
writer  on  the  law  ol  nations,  that  it  is  the  duly  of  a sovereign 
state  to  deliver  its  own  citizens  to  a foreign  power,  to  be  punish- 
ed for  acts  done  by  them  while  within  the  territories  of  their 
own  sovereign.  The  passage  you  have  quoted  from  Vallel, 
which  speaks  of  delivering  up  the  offender,  I am  persuaded 
does  not  apply  to  such  a case,  but  to  the  common  case  of  ac- 
tual fugitives.  The  paragraph,  preceding  the  one  from  which 
you  have  made  the  quotation,  is  as  follows:  “If  the  oflended 
slate  keeps  the  guilty  in  his  power,  he  may,  without  difficulty, 
punish  him  and  oblige  him  to  make  satisfaction.  If  the  guilty 
escape  and  returns  into  his  own  country,  justice  may  be  de- 
manded from  his  sovereign.”  This  writer  not  having  specified 
a case  like  the  one  under  consideration,  but  having  mentioned 
the  cases  of  ordinary  fugitives,  must,  I think,  be  understood  to 
reter  to  these  as  presenting  occasions  for  delivering  up  offeri- 
tders,  or  withholding  them,  “according  to  the  nature  of  the 
case,  or  the  circumstances  attending  it.” 

The  demand  made  by  one  indepeiidetil  nation  upon  another 
to  deliver  up  fugitives — I mean  fugitives  in  the  literal  sense  of 
the  word — is  not,  I believe,  generally  regarded  as  founded  in  a 
well  established  principle  of  right.  The  right  to  demand  and 
the  duly  to  surrender  are  sometimes  given  by  treaties;  but 
where  there  are  no  treaty  regulations,  a compliance  with  such 
a demand  is  a matter  of  comity,  and  the  fugitive  is  vviihlield 
or  given  up  at  the  discretion  of  the  power  within  whose  juris- 
diction he  has  taken  refuge.  The  provinciat  government  of 
the  Canadas  refuses  to  deliver  up  the  citizens  of  New  Yoik 
who  have  committed  offences  in  their  own  stale  and  fled  into 
the  British  provinces,  unless  the  crime  be  .«uch  as  by  the  laws 
uf  Siigland  is  punishable  with  deaili,  or  the  infliction  of  cor- 
poral punishment.  Many  crimes  of  an  aggravated  charaefer 
are  not  thus  punished  by  the  British  laws.  1 allude  to  what  I 
conceive  to  be  the  law  of  nations,  and  to  the  practice  of  in- 
dependent powers,  so  far  as  I am  acquainted  with  it,  for  the 
purpose  of  showing  that  the  provision  of  the  corisiiiutioii  re- 
lative to  fugitives,  is  in  fact  a delegation  of  power,  and  should 
be  constituted  by  the  same  rule  that  is  applicable  to  tlie  other 
parts  of  that  instrniiient  which  delegates  powers.  I certainly  do 
not  wish  to  restrict  the  range  of  this  power.  Limited  as  I con- 
ceive it  to  be,  it  is  in  my  juflginent  very  salutary  in  its  ojiera- 
tiofl,  and  I shall  very  readily  give  my  aid  in  carrying  it  to  its 
full  extent;  but  no  consideration  can  induce  me  to  push  it  be- 
yond what  1 deem  its  consiiiniional  bontidary.  I am  therefore 
Compelled  by  my  sense  of  duly  to  apply  to  this  danse  of  the 
coitslitiUtoii  the  ordinary  and  general  approved  rule  of  cnnslnt- 
fflg  llial  iiislrunient — the  rule  which  gives  to  the  language  used 
therein  its  ordinary  import. 

1 perceive  you  are  aware  of  tliv  diffienliies  which  would  re- 
sult from  the  exercise  of  this  power,  if  carried  by  consti  iiction 
to  the  extent  you  propose  to  give  it.  Ymi  have  fairly  staled 
the  embarrassment.*;  under  which  the  pro.'^ecnlmg  power  would 
labor  ill  its  proceedings  against  persons  bronghi  from  other  ami 
distant  states  within  its  proper  Juiisdietion,  and  there  tried  for 
ads  done  in  itioae  states.  'I’liere  an-  other  difliculiies  and  dan- 
gers incident  to  tlie  exercise  of  this  power,  not  broudu  into 
view  by  you,  whicli  deserve  serious  consideration.  What  oc- 
curs daily  in  the  ordinary  course  of  criminal  proceedings,  imiy 
take  place  in  regard  to  persons  transporled  to  a distant  juris- 
diction for  trial.  It  m:iy  liappen  that  an  innocent  man  will  he 
accused,  and  if  demanded  he  must  he  delivered  up,  should  your 
exposition  of  the  constitution  he  sanctioned.  Under  these  cir- 
cumstances. his  condition  would  be  perilous  indeed.  Dragged 
from  his  home,  far  removed  from  friends,  borne  down  hy  the 
weight  of  imputed  guilt,  and  unalile,  probably  to  obtain  the 
evidence  hy  which  he  iiiighl  vindicate  his  innocence,  if  ap- 
pearances were  against  him,  he  could  scarcely  hope  to  escape 
unmerited  condemnation. 

The  assiiniption  of  a similar  power,  and  the  np|)licrilion  of  it 
to  (he  American  colonists,  hy  their  aeknowledced  sovereign, 
10  whom  they  owed  a full  and  perfect  allegiance,  was  rt  gaided  hy 
them  as  an  act  of  revolting  tyranny,  and  assigned  in  the  Decla- 
ration of  I mlepeiideiice  as  one  rif  the  iirominenl  causes  that 
find  dissolved  the  hands  hy  which  they  were  united  to  the 
British  king  and  nation.  'J’lii.s  crmsideraiion  renders  it  to  my 
mind,  very  itiiprohahle  that  the  fraim  rs  of  the  constilniion, 
(almost  all  of  wlnmi  were  revolutionary  patriots),  intended  to 
confer  on  each  state  tlie  right  to  cause  the  citizens  of  all  others 
to  be  transported  out  of  their  own  slate  to  be  tried  for  acts  done 
nt  home;  and  I cannot  resort  to  a loose  construction  for  the 
purpose  of  extracting  sneh  a power  from  that  sacred  instru- 
inenl,  which  emanated  from  their  wisdom  and  experir  nee. 

It  is  a subject  ot  serious  regret  to  me  that  1 am  obliged  to 
differ  from  your  excellency  as  to  the  rule  of  construction;  Inn 
if  it  were  otherwise.  I ihink  the  re.-ull  of  the  application  yon 
have  made  to  me  would  he  the  same.  I am  apprelwnsive,  ami 
J say  it  with  all  due  respect,  that  any  reasonable  rule  of  liberal 
construction  would  not  extend  thi>  provision  relative  to  fugi- 
tives, so  as  to  bring  the  case  of  Williams  within  its  operation. 
If  we  could  by  the  force  of  liberal  con^imetinn,  ami  vvithoni 
unwariHutr  d liceii-e,  give  to  the  word  “fl>  e”  in  this  clause  the 
Fame  meaning  as  the  ordinary  import  of  the  word  “evade,”  as 
you  propose,  it  would  not,  in  my  opinion,  remove  the  difficulty 


that  attends  the  present  apjdicalion.  The  meaning  of  the  word 
“evade,”  as  its  etymology  indicates,  is  to  go  from;  and  if  it  be 
assumed  that  “flee”  is  of  equivalent  import  to  llie  word 
“evade,”  and  Ibis  word,  or  some  of  tlie  expressions  commonly 
used  ill  defining  it,  sliould  be  subsliiuied  for  the  terms  “flee” 
and  “fled”  in  this  ciause  of  the  coiistiliitioii, such  an  alteration 
of  its  language  would  not  so  far  extend  its  operaiion  as  to  im- 
pose on  tlie  exectiiive  of  any  slate  the  obligation  to  deliver  up 
ail  offender  in  a case  similar  to  the  one  yon  have  presented  to 
me.  To  satisfy  the  word  “evade,”  if  it  were  subtiluled  for 
“flee,”  the  offender  nin.st  have  done  some  act  with  a view  to 
elude  or  escape  from  justice,  and  must  have  gone  from  the  of- 
fended stale,  before  he  could  be  lirought  witliiri  the  operation 
of  the  danse  in  question.  It  does  not  appear  in  tliis  case  that 
Williams  has  (and  therefore  the  legal  presumption  is  that  he 
has  not)  done  any  act  whatever  to  evade,  or  in  any  maiiiier  to 
escape,  from  justice;  and  it  is  conceded  tlial  he  has  not  escaped 
or  gone  from  the  state  of  Alabama.  The  substitution  llien  of  the 
word  “evade”  for  “flee,”  by  a rule  of  liberal  construction  does 
nothing  to  advance  the  purposes  of  ibis  apiilicalion,  unless  a 
rule  of  still  more  liberal  coiisluciion  is  applied  to  the  substituted 
word  “evade,”  which  would  give  it  an  important  equivalent  to 
the  phrase  neglect,  or  refuse  to  surrender  voluntarily,  and  that 
part  of  the  clause  wliich  speaks  of  the  “state  from  which  he 
fled,”  is  regarded  as  entirely  nugatory  in  this  case.  Such  a 
license  in  construing  the  constitution  would  effectually  des- 
troy all  the  restraints  and  limilatioiis  it  imposes,  and  make  it 
the  source  of  all  power  that  might  be  desired  to  invade  the 
rights  and  sovereignly  of  the  stales.  By  no  view  that  I have 
taken  of  this  clau.^^e  of  the  constitution,  have  I been  able  to 
discover  that  it  imposes  on  me,  as  tlie  executive  of  the  state  of 
New  York,  the  obligation,  or  confers  the  right,  to  surrender, 
Williams  to  the  executive  anllioiily  of  Alabama,  and  I must 
therefore  respectfully  decline  to  comply  with  the  requisition  in 
this  case. 

I ought  not  to  close  this  communication  without  expressing 
to  you  my  thanks  for  the  very  complimentary  manner  in  which 
you  have  alluded  to  me  personally  in  your  late  message;  but  in 
a much  larger  measure  do  you  merit  the  grateful  acknowledg- 
ments of  the  people  of  this  state,  for  the  justice  you  have  done 
to  the  motives  and  conduct  of  a vast  majority  of  them,  in  rela- 
tion to  the  incendiary  proceedings  of  the  abolitionists.  Onr 
citizens  are  generally  aware  of  the  mi.scliief  lliese  proceedings 
are  doing  among  our  southern  biethien.  Large  and  highly  re- 
spectable public  meetings  in  all  parts  of  our  slate  have  already 
been  assembled,  and  have  expressed  their  sentiments  upon  the 
subject  ill  tlie  strongest  terms  of  reprobation.  In  ilie  proceed- 
ings of  these  meetings;  in  almost  all  our  public  journals;  and  in 
mir  social  intercourse,  the  conduct  of  the  abolitionists  have 
been  discountenanced,  rebuked  and  condemned;  tlie  claims  of 
the  sontli  to  remain  undisturbed  in  all  their  domestic  relations, 
have  been  recognized  in  the  most  explicit  mannei;  tlie  duty  “f 
respecting  these  claims  has  been  stremiously  urged,  upon  the 
broad  ground  of  plighted  faith  and  political  justice;  and  the 
strongest  appeals  that  eloquence,  argument  and  patriotism 
could  make,  have  been  addressed  to  the  few  abolitionists 
among  ns,  to  induce  them  to  intermit  their  labors  of  mischief, 
and  abandon  their  worse  than  visionary  projects.  The  feeling.^ 
of  almost  the  entire  population  here,  is  what  the  south  could 
wish  it  to  be.  'I'lie  powerful  energy  of  public  opinion  has  been 
bronglu  to  bear  directly  on  this  subject,  and  has  exerted,  and  is 
now  exerting  a benign  influence  in  repressing  the  fanaticism 
llial  has  arisen  in  this  section  of  the  union.  Many  who,  with- 
out foreseeing  or  considering  the  pernicious  results  to  which 
the  schemes  of  the  abolitionist.*;  would  lead,  and  who  had  in- 
cautionsly  given  countenance  to  them,  are  convinced  of  their 
errors,  have  renounced  their  unfortunate  association  with  these 
fanatics,  and  now  join  in  the  general  condemnation  of  the  abo- 
lition movements,  'i'he  present  slate  of  things  here  in  relation 
to  this  siibjeet,  when  viewed  from  yonr  position,  may  not  seem 
to  justify  this  stalenieni,  hut  1 am  wliolly  deemved  in  my  obser- 
vations, if  ii  be  not  as  1 present  it  to  yon.  It  is  true,  there  are 
atnong  ns  a few  infatnaU'd  individuals,  who,  from  strange  and 
perverted  vie.w.s  of  moral  and  religions  duties,  or  from  a love  of 
mere  notoriety,  liave  put  forth  and  are  conliiiiiing  tbeii  etrorls 
in  despite  r>f  the  strong  and  sweeping  < nrreiit  of  public  opinion; 
but  it  is  ceitaiiily  a great  error  to  lake  tlnnr  show  of  orgaiiiza- 
lion,  and  their  boastings,  (made  priucipallv  with  a view  to 
cl  eck  desertion,)  for  indications  of  their  growing  strength,  and 
thence  conclude,  that  public  opinion,  as  it  exists  among  us,  and 
operating  as  it  dm;s  directly  on  the  subject,  is  entirely  impotent 
to  curb  the  mad  course  of  this  fanaticism.  On  this,  I am  sure 
yon  may  rely,  that  the  people  of  New  York  generally  entertain 
the  most  friendly  sentinirnls  tow'ards  their  breilireii  of  the 
south.  They  know  yonr  rights  and  will  respect  them.  'I'Iipv 
know  their  dniie.s  to  yon  and  will  fulfil  them.  They  appreciate 
the  imfiortance  of  Die  union  of  the  states,  and  the  nnnnmhered 
blessing.s  that  are  suspended  on  it.  They  will  irerform  in  good 
faiDi  the  obligations  it  imposes,  and  if  in'peril,  will  put  forth 
tlicir  mightiest  cfForts  to  .sustain  it. 

Persuaded  that  these  are  the  views  anrl  sentiments  of  almost 
the  entire  body  of  my  fellow-cilizeii.s,  I have  a perfect  confi- 
dence that  their  conduct  in  relation  to  this  subject,  and  all 
Olliers  which  afl'ect  the  rights  and  interests  of  other  slates,  will 
b<-  such  as  to  aiisvi’cr  all  reasonable  evpecialions. 

I have  the  honor  to  be,  with  gieal  resp'.ci,  vonr  oliertient 
scivaiil,  \V.  L.  MARCY. 

To  his  excellency  John  Gayle,  governor  of  Alabama, 
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We  present  eiglit  suppleiDentary  pages  this  week — 
which  has  enabled  us  to  get  in  a large  variety  of  inter- 
esting matter,  and  to  dispose  of  several  articles,  in  ty[}e, 
that  had  remained  over.  We  hope  to  repeat  the  ope- 
ration next  week,  and  then  publish  some  ot  the  late  im- 
portant debates  in  congress. 

We  have  given  all  the  official  papers  that  have  been 
published,  in  relation  to  our  affairs  with  J'rance.  We 
have  on  hanil  a great  body  of  speculations— with  sundry 
matters  belonging  to  certain  alleged  mish'anslations  ot 
some  of  the  papers;  but  shall  prefer  to  present  the  facts 
as  officially  developed,  and  witliout  comment.  It  would 
appear  to  us,  however,  that  the  basis  of  the  quarrel  is  in 
the  use  of  a few  unimportant  words — which  might  easily 
have  had  a right  meaning  given  to  them;  the  parties  be- 
ing disposed  to  keep  the  peace! 

A report  of  the  speech  of  Mr.  J.  Q.  Jldams,  on  the 
22d  instant,  on  the  loss  of  the  fortification  bill  of  last 
3’ear,  has  appeared  in  the  Globe;  and  will  come  in  ordei- 
after  the  speeches  in  the  senate,  and  especially  Mr.  Web- 
ster's, on  the  same  subject.  This  speech  caused  an  ex- 
traordinary excitement  on  its  delivery,  (which  was  at- 
tended by  loud  clappings  of  hands,  &c.)  because  of  its 
direct  attacks  on  Mr.  and  others.  The  matter 

has  caused,  indeed,  a strange  discussion,  with  a singular 
dispute  about  the  facts  that  happened.  Mr.  Wise  ex- 
posed some  things  that  had  occurred,  with  great  severity. 
The  speeches,  however,  that  we  intend  to  copy,  shall  be 
such  as  the  gentlemen,  in  their  cooler  moments,  must  be 
supposed  to  approve  of. 

We  publish  this  week  a bill  before  the  legislature  of 
Pennsylvania,  on  the  subject  of  the  bank  of  the  United 
States;  proposing  to  incorporate  the  same,  by  the  au- 
thority of  the  state — which,  we  suppose,  will  pass  into 
a law.  If  not — as  we  of  JYIarylarul  desii’e  a large  in- 
crease of  solid  capital,  say  thirty-five  millions  of  dol- 
lars, and  a good  deal  of  money  to  extend  our  public 
works,  and  having  no  fear  of  such  a “monster”  before 
our  eyes,  nothing  more  is  to  be  done  than  to  transfer  the 
whole  of  it  to  us!  We’ll  give  the  bank  a charter,  in  “less 
than  no  time!”  and  relieve  the  “democrats”  of  Pennsyl- 
vania of  the  “awful  fears”  that  they  express  on  this  “mo- 
mentous-crisis.” It  is  a question  as  to  the  loss  ov gain  of 
thirty -five  millions  of  capital;  and  Baltimore  will  suit 
the  bank  nearh’  as  well  as  Philadelphia — making  the 
former,  (as  it  would  do),  the  centre  of  the  money-market 
of  the  Unitef!  States,  and  reducing  the  latter  to  a second- 
.ary  rank.  The  transfer  is  easy,  and  we  are  prepared  for 
the  exchange ! 

The  ^’’Pennsylvanian,"  speaking  of  the  senate,  says: — 
•‘Tlie  moment  is  fast  .approachiri"  vvlien  it  wilt  be  in  the 
power  of  this  body  to  acquire  iniperishabte  honor,  and  entitle 
itself  to  the  enduring  gratitude  of  the  state.  It  is  reserved  to 
the  senate  of  Pennsylvania  to  strangle  the  bank  of  the  United 
States  in  its  last  and  most  insidious  attack,  and  to  finish  the 
work  commenced  by  Andrew  Jackson.  The  attention  not  only 
of  the  democracy  of  this  commonwealth,  hut  of  our  sister  re- 
publics, is  turned  upon  Harrisbirrgh  to  witness  the  result,  and 
bestow  Itonor  irpon  the  incorruptible  representatives  of  tht; 
peo/ile,  who  are  fouml  equal  to  the  etnerct  ricy.  * * * * 

* * 'f’he  hvpas  of  every  democrett  in  the  stf^te  now  rest  upon 

their  senators.  The  trust  placed  in  their  hands- is  mie  r>f  tie- 
mendous  importance,  and  their  fidelity  in  gitarditiii  it  will 
be  the  measure  of  tlieir  reputation.  Men  sneak  only  of  the 
senate.” 

So  a ’’senate"  is  a very  good  thing,  if  it  happens  to 
agree  with  the  will  of  fiarty — hut  the  very  d — 1,  if  it 
does  not.  Such  as  the  difference  lietwecn  meum  and  tuum 
— of  mine  and  thine.  If  the  ’’voice  of  the  people"  had 
prevailed  the  late  election  in  Penns)'lvania, almost  every 
“democrat”  in  the  senate,  had  been  “swept  by  the 
board.” 
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A letter  dated  “x\ppalachicola  Jan.  I4th,”  says: 

“The  asseriion  made  in  a late  Key  West  paper,  that  a pre- 
mium was  demanded  by  the  Central  bank  for  specie  in  ex- 
change for  its  own  notes,  is  a deliberate  falsehood.  United 
States  bank  notes  are  at  a premium  here,  and  are  bought  and  sold 
by  the  bank  at  the  market  price.” 

The  extract  above  is  from  the  Floridian,  published  atTalla- 
Iiassee,  in  Florida.  The  Central  bank  is,  by  special  permission 
of  the  secretary  of  the  treasury,  made  a place  of  deposite  for 
the  funds  arising  from  the  sales  of  lands  in  Middle  Florida. 

Thus,  while  the  bank  redeems  its  due  notes  with  ’’gold 
and  silver" — the  “constitutional  currency,^’  it  gives 
something  belter,  or  more  of  it,  for  United  States  bank 
notes.  Tliis  is  not  by  reason  of-ihe  “universal”  currency- 
given  to  these  notes  by  being  every  where  received  in 
payment  of  debts  due  to  the  United  States — (for  the 
greater  part  of  the  present  circulation  is  in  the  issues  of 
t!ie  offices,  which  are  “cried  down”  by  the  gorvernment), 
but  ill  the  great  care  with  which  the  affairs  of  the  bank 
are  administered,  and  an  universal  belief,  by  fi.end 
and  foe,  of  its  undoubted  ability  to  meet  its  engagements, 
in  any  event.  So  that  if  its  future  location  be  either  at 
Philadelphia  or  Baltimore,  the  character  which  it  has 
will  continue  with  and  abide  by  it,  however  much  it  may 
be  Ihundei-ed  at  by  the  “democracy”  of  the  country;  and 
Mr.  Biddle  remain,  as  he  is,  ‘'as  calm  as  a summer’s 
morning.”  The  bank  of  the  U.  S.  since  it  came  under 
its  present  administration,  has  been  guided  to  its  objects 
’’rvith  the  certainty  of  a steamboat,"  and  evidently  gathers 
strength  as  its  incorporation  is  about  to  expire.  It  has 
an  immense  surplus  fund,  and  yet  divided  at  the  rate  of 
seven  per  cent,  per  annum,  for  the  last  six  months— 
though  things  of  so  great  poxver  have  been  brought  to 
bear  against  and  destroy  its  credit. 

The  Harrisburgh  Reporter  of  Tuesday  says: 

“The  bill  to  recharter  the  U.  S.  bank  with  its  entire 
capital  of  $35,000,000,  passed  the  house  of  representa- 
tives in  committee  of  the  whole,  yesterday.  From  the 
disposition  shown  in  committee,  it  willveceive  the  entire 
whig  and  anti-masonic  support  in  its  future  progress.” 

Acts  of  violence,  of  tlie  most  disgusting  character,  are 
very  numerous  in  the  United  States.  We  seem  to  have 
lost  our  caste.  The  law  of  force  has  dominion,  in  many 
places.  Blood  is  the  “order  of  the  day.” 

A letter  to  the  editors  of  the  American,  from  a eorres-* 
pondent  at  Harrisburgh,  dated  on  Saturday  last,  states 
that  the  supplement  to  the  charier  of  the  Susquehannah 
canal  company  had  passed  the  Pennsylvania  senate  OH 
that  day,  by  a vote  of  twenty-three  to  six.  The  fttnend- 
ments  embodied  in  the  supplement  are  of  a character  to 
promote  materially  the  interests  of  the  company  and  the 
value  of  the  stock.  The  principal  one  is  that  which  per- 
mits the  company  to  construct  their  canal  on  the  west 
side  of  the  river. 

Total  amount  of  mercantile  business  transacted  in  the 
city  of  Louisville,  during  the  year  1835,  was  $24,837,000. 

Only  60,000  hogs  have  been  slaughtered  at  Cincinnati 
the  present  season.  About  160,000  were  “put  up”  therq 
in  the  last  season. 

The  city  hotel  and  otlier  buildings  and  property  were 
consumed  by  fire  at  Natchez,  on  the  2d  instant.  Loss 
estimated  at  52,000  dollars. 

It  was  the  U.  S,  frigate  Potomac,  captain  J.  I.  Nichol- 
son, tliat  arrived  at  Lisbon,  on  the  25th  November.  It 
is  said  that  the  Mediterranean  squadron,  (with  the  ex- 
ception of  the  Delaware  74,  bound  home),  would  cruise 
during  the  winter  in  the  neighborhood  of  Cadiz,  Tene- 
riffe  and  Madeira. 
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From  Alississippi  we  learn  that  Robert  J.  fValker  was, 
on  the  6th  instant,  elected  a senator  of  tl»e  United  States 
from  that  state,  for  six  years  from  the  fourth  day  of 
March  last.  Mr.  W.  is  a decided  and  committed  sup- 
porter  of  the  present  administration  and  its  measures, 

'I'his  seems  a strange  result  after — what  has  been 
hitherto  said,  as  to  tlie  result  of  the  recent  election. 

R.  C.  A’icholas  lias  been  elected  a senator  of  the  U. 
States  from  the  state  of  Lovisiema,  io  fill  the  vacancy 
occasioned  by  the  resignation  of  Mr.  Gayarre.  The  vote 
on  the  final  balloting  was,  for  Mr.  Nicholas  32;  for  A. 
liara  27;  for  Mr.  Grymes  2;  for  M.  Augustin  1;  blank. 
1 — the  election  having  been  eftected  by  one  member  re- 
fusing to  vote,  thus  leaving  32  votes  to  be  a majority  of 
6.3  votes;  the  number  of  votes  on  the  two  preceding  bal- 
lotings  l)eing  64. 

Mr.  J\‘'icholas  is  said  to  be  a friend  of  the  administra- 
tion. 


hhds.  in  1834,  but  in  1835,  only  307,  and  in  the  latter 
parish  five  plantations  produced,  in  1834,  969  hhds.and 
in  1835,  708.  The  sugar  corps  west  of  the  river  are 
much  better. 

The  steam  p.acket,  Williain  Gibbons,  that  plies  be- 
tween New  York  and  Charleston,  on  the  21st  Dec.  ult. 
being  close  to  the  harbor  of  the  latter,  colapsed  her  steam 
chimney,  whereby  two  passengers,  Mr.  Isaac  Davega,  of 
N.  Y.  and  Mr.  B,  F.  Rogers,  of  Augusta,  Ga.  and  Mr. 
Duncan,  the  bar  keeper,  and  S.  Longstreet,  Henry,  a 
Frenchman,  and  R.  Toddy,  attached  to  the  boat,  all 
died  of  the  injuries  that  they  received,  the  rest  of  the 
passengers  and  crew,  about  40  ii)  number,  were  not  hurt. 
The  engineer  and  officers  of  the  boat  declare  that  she 
had,  at  the  moment,  only  nine  Inches  of  steam. 

Relief  was  sent  from  the  city,  as  soon  as  the  accident 
was  known — and  all  done  that  could  be  done  to  relieve 
the  sufterers. 


The  Indianapolis  Journal  of  tlie  5th  instant,  says:  “In 
the  senate,  almost  the  \<^/ole  of  yesterday  was  occupied 
in  the  discussion  of  a joint  resolution  introduced  a few 
•l:\ys  ago  by  Mr.  Whitecomb,  instructing  our  senators 
in  congress  to  vote  for  Mr.  Benton’s  expunging  resolu- 
tions. Mr.  Morgan  moved  to  reject  the  resolution,  which 
motion  was  advocated  by  Messrs.  Morgan,  Shaw,  Clark, 
(ffinwell,  Thompson,  Domoni,  Colorick  and  perhaps 
some  other  gentlemen,  and  opposed  by  Messrs.  White- 
comb  and  Braily,  and  was  decided  in  the  affirmative — 
yeas  17,  n.ays  14.  So  it  was  rejected. 

’I'he  senate  of  Alabama  has  rejected  a resolution,  in- 
structing their  senators  in  congress  to  vote  for  Mr.  Ben- 
ton’s expunging  resolutions,  by  a vote  of  14  to  11. 

The  Missouri  Republican  of  the  9th  inst.  says,  “the 
mails  are  tmw  ten  days  behind  the  time.” 

Tho  Philadelphia  Inquirer,  of  Wednesday  Jan.  13, 
says — 

The  mail  helween  New  York  and  Philadelphia.  The  folly  of 
Mr.  Kendall’s  new  arrangement  with  regard  to  the  eastern 
inail,  was  never  more  apparent  than  at  this  time.  It  seems 
tliai  because  the  managers  of  the  Camden  and  Amboy  rail  road 
asked  .$1,000  or  2,000  dollars  a year  more  than  the  postmaster 
thought  proper  and  economical,  the  contract  was  given  to 
others,  and  tlie  consequence  is,  that  we  have  had  no  mail  from 
New  Vork  sitice  Saturday  last,  notwithstanding  passengers  are, 
carried  over,  and  papers  received  by  the  rail  road  as  usual. 
Tor  example,  the  persons  who  left  New  York  early  yesterday 
inornini;,  reached  Philadelphia  in  the  afternoon,  long  before 
nicht-fall— whereas,  the  mail  which  left  on  Saturday  at  two 
o'clock  P.  M.  had  not  arrived  last  nio'hll  Our  merchants  and 
men  of  busines  are  Justly  incensed  at  this  condition  of  things. 
We  had  much  better  be  without  a mail  altogether,  than  to  he 
deceived  and  disappointed  by  the  ridiculous  humbug  that  Mr. 
Kendall  has  established  to  carry  letters  between  the  two  great 
cities.  The  roads  we  know  are  bad,  and  some  allowances 
should  be  made;  but  we  must  also  remind  our  readers  that, 
despite  the  snow  storm,  little  or  no  delay  has  been  experienc- 
ed on  the  rail  road,  which,  but  for  a niggardly  and  illiberal 
spirit  of  economy,  could  as  heretofore  been  at  the  service  of 
the  postmaster.  Our  merchants  and  citizens, generally,  should 
hold  a public  meeting  on  the  subject,  forthwith. 

['I'be  preceding  was  first  published  on  Tuesclay.] 

A Cincimmli  paper  of  the  16lh  January  mentions,  that 
the  ojister-line  was  three  days  a -head  of  the  mail  from 
Baltimore  and  Washington!  'I'lirce  days!  The  oysters 
m.ade  their  arrival  from  Baltimore,  in  five  days— the 
mail  required  eiy^ht. 


The  Schenectady  Cabinet  has  the  following: 

John  Bowman,  the  recently  electe'd  canal  commissioner,  wns 
one  of  the  “immortal  eeventeen”  senators,  who,  in  1824 
refused  to  give  to  the  people  of  this  state  the  choice  of  pre- 
Ridentin  electors;  and  is  tlie  selfsame  senator,  who  introduced 
he  resolution  to  rvmove  I)e  Win  Clinton  from  the  same  office 
to  which  .Mr.  B.  is  now  elected. 

England  lately  from  the  coast  of 
Chill,  having  on  board  for  government  the  greatest 
amount  in  specie  ever  conveyed  in  a merchant  vessel 

10  $5^020  """  ”"’‘>'""■"'8 


.%iror  l,l,mlalmm  in  m„l 

In  rebonne,  Louisiana.  'I’en  of  the  former  yielded  1,550 


The  venerable  JVathan  Beers  died  at  Fairfield,  Conn, 
on  the  15th  instant,  at  the  age  of  seventy-eight  years, 
holding,  at  the  time  of  his  death,  the  office  of  town  con- 
stable, a dignity  that  he  had  held  iov Jifty^'t-iuo  successive 
years. 

The  legislature  of  Virginia  (says  the  Baltimore  Ame- 
rican) has  recently  passed  a supplement  to  the  charter  of 
the  Staunton  and  Potomac  rail  road  company,  containing 
the  amendments  prayed  for  by  the  immediate  friends 
of  that  work  residing  in  Staunton  and  other  parts  of  the 
valley.  This  is  an  important  grant,  inasmuch  as  its  effect 
will  be  to  give  immediate  life  and  efficiency  to  the  com- 
pany. The  people  of  Staunton  are  already  moving,  a 
public  meeting  on  the  subject  having  been  called  for'tlie 
23d  instant.  We  observe  that  the  right  to  connect  with 
the  AVinchester  rail  road  is  fully  secured  to  the  Staun- 
ton company,  and  as  this  connection  is  part  of  the  plan 
of  the  latter,  it  follows  that  the  Staunton  road,  like  that 
of  Winchester,  is,  in  lact,  but  an  extension  of  the  Balti- 
more and  Ohio  rail  road.  The  valley  people  regard  it 
in  this  light,  and  the  Staunton  Spectator,  in  announcing 
the  passage  of  the  supplemental  law,  adverts  to  the  inter- 
est which  Baltimore  has  in  it  in  the  following  terms: 

“The  improvement,  to  the  people  of  Baliirnore,  will  be  of 
iuealoulable  value.  It  will  be,  in  fact,  but  an  extension  of 
their  own  road.  And  from  what  we  have  heard  of  their  dispo- 
sition to  aid  ns,  the  prospect  of  the  early  accomplishment  of 
the  enterprise,  seems  to  us  so  animating,  that  inaction  on  our 
part,  at  this  Juncture,  would  be  altogether  inexcusable.  We 
must  repeat  the  hope,  then,  that  no  time  will  be  suffered  to  be 
lost,  but  lliat  onr  own  fellow  citizens,  every  man  of  them,  will 
put  forth  their  whole  might  and  energy,  to  accomplish  the  glo- 
rious undertaking.” 

On  the  subject  of  “our  interests  in  the  Pacific,”  the 
New  Bedford  Gazette  remarks,  that  there  are  at  present 
not  ffir  from  two  hundred  whale  ships,  the  aggregate  of 
whose  cargoes  is  at  least  two  hundred  thousand  barrels 
ofsjierm  oil,  worth  nearly  six  millions  of  dollars,  and 
laments  that  there  should  be  no  naval  force  to  protect 
this  immense  interest,  in  case  of  an  actual  rupture  of  a 
foreign  power. 

During  the  fire  at  New  York,  a store  was  burned  in 
which  was  contained  800,000  lbs.  of  pig  lead,  belonging 
to  a merchant  in  Philadelphia.  After  the  fire  was  over, 
and  the  rubbish  removed,  it  was  found  that  the  lead  had 
melted  into  large  masses,  so  that  the  owner  was  obliged 
to  quarry  it  out.  One  piece  alone  was  got  out,  weigh- 
ing near,  a ton. 

\Ve  see  it  stated  in  the  newspapers — that  a young  lady, 
a perfect  enchantress  (so  called)  Miss  Russell,  has  come 
out  at  New  Orleans,  who,  it  is  said,  throws  Pasta,  Mali- 
bran  and  Catalini  totally  in  the  shade — warbling  from 
octave  to  octave,  through  the  highest  alto  notes  of  Son- 
tag  down  to  the  rich  and  melodious  lower  intonations  of 
Pasta.  She  is  an  American. 

The  house  of  delegates  of  Virginia,  by  a vote  of  100 
to  7,  have  passed  the  following  resolutions: 

1.  Resolved,  That  lliig  commoiiwcaltli  only  h.as  the  right  to 
control  or  interfere  with  Ibe  subject  of  domestic  slavery  within 
her  limits,  and  that  this  right  will  be  maintained  at  all  hazards. 
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2.  Resolved,  That  the  state  of  Virginia  has  a right  to  demand 
prompt  and  efficient  legislation  by  her  co-states,  to  restrain  as 
far  as  may  be,  and  to  punish  those  of  their  citizens  who,  in  de- 
fiance of  the  obligations  of  social  duty  and  those  of  the  consti- 
tution, assail  her  safely  and  tranquillity  by  forming  associations 
for  the  abolition  of  slavery,  or  printing,  publishing  or  circulat- 
ing through  the  mail  or  otherwise,  seditious  and  incendiary 
publications,  and  that  this  right,  founded  as  it  is  on  the  princi- 
ples of  international  law,  is  peculiarly  fortified  by  a just  consi- 
deration of  the  intimate  andsacied  relations  that  exist  between 
the  slates  of  this  union. 

3.  Resolved,  That  the  non-slaveholding  states  of  the  union 
are  respectfully  but  earnestly  requested,  promptly  to  adopt 
penal  enactments,  or  such  other  measures  as  will  effectually 
suppress  all  associations  within  their  respective  limits,  purport- 
ing to  be,  or  having  the  character  of,  abolition  societies;  and 
that  they  will  make  it  highly  penal  to  print,  publish  or  distri- 
bute newspapers,  pamphlets  or  other  publications,  calculated, 
or  having  a tendency,  to  excite  the  slaves  to  insurrection  and 
revolt. 

4.  Resolved,  That  this  general  assembly,  would  regard  any 
act  of  congress,  having  for  its  object  the  abolition  of  slavery  in 
the  District  of  Columbia,  or  the  territories  of  the  U.  States,  as 
affording  just  cause  of  alarm  to  the  slaveholding  states,  and 
bringing  the  union  into  imminent  peril. 

5.  Resolved,  That  it  is  highly  expedient  for  the  slaveholding 
states  to  enact  such  laws  and  regulations  as  may  be  necessary 
to  suppress  and  prevent  the  circulation  of  any  incendiary  pub- 
lications within  their  respective  limits. 

6.  Resolved,  That  confiding  in  the  justice  and  loyalty  of  our 
northern  brethren  to  the  principles  of  the  union,  enforced  by 
the  sympathies  of  common  dangers,  sufferings  and  triumphs, 
which  ought  to  bind  us  together  in  fraternal  concord,  we  are 
warranted  in  the  expectation,  that  the  foregoing  requests  will 
be  received  in  the  spirit  in  which  they  are  made,  and  complied 
with. 

7.  Resolved,  That  congress  has  no  constitutional  power  to 
abolish  slavery  in  the  District  of  Columbia  or  in  the  territories 
of  the  United  States. 

8.  Resolved,  That  the  governor  be,  and  he  is  hereby  request- 
ed to  forward  a copy  of  these  resolutions  to  each  of  our  sena- 
tors and  representatives  in  congress,  and  to  the  executive  of 
each  of  the  states  of  the  union,  with  a request  that  the  same  be 
submitted  to  their  respective  legislatures. 

A formal  representation  of  great  frauds  in  the  package 
of  cotton  has  been  made  by  the  cotton  brokers  of  Liver- 
pool to  the  chamber  of  commerce  at  New  York.  It  is 
done  by  plating  the  bales  by  a thhi  layer  of  good  cotton 
the  interior  being  the  receptacle  of  inferior  sorts.  Tbi^j 
is  not  '•'■wooden  nutmeg’’^  — but  one  of  deliberate 

and  calculating  rascality. 

Camden  and  Amboy  rail-road.  We  learn  that  the 
passengers  who  left  Baltimore  on  Monday,  arrived  here 
in  six  hours;  and  that  not  a single  rail-trip  has  been  lost 
by  this  line,  since  the  opening  of  this  road.  This  is  an 
extraordinary  fact,  and  one  which  Mr.  Kendall  should 
keep  in  mind.  At  8 o’clock  this  morning  we  ascertained 
that  the  expresses  employed  by  two  of  the  morning 
papers  have  arrived,  being  three  days  and  a half  in  ad- 
'vance  of  the  regular  mails.  The  fault  is  certainly  with 
the  department,  in  withdrawing  the  contract  of  the  great 
mail  from  the  rail-road  line.  Here  we  learn  that  the 
rail-road  has  not  sulFered  a single  failure,  while  we  are 
now  between  three  and  four  days  without  advices  from 
the  seat  of  the  general  government,  through  the  regular 
channel.  Mr.  Kendall  is  unquestionably  right  to  consult 
economy  as  much  as  possible,  but  the  prompt  and  regular 
conveyance  of  intelligence  throughout  the  country,  and 
especially  between  the  national  metropolis  and  the  me- 
tropolis of  commerce,  is  of  far  more  importance  than  the 
extinction  of  the  department  from  debt  a year  sooner  or 
later.  [jV*.  Y.  Com. 

Report  of  the  Onondaga  Salt  Springs,  for  1835  to  the 
senate: 

Quantity  of  salt  manufactured  and  inspected  during  the 
year  1835.  bush.  2,209,867  38-56 

Amount  of  duty  collected,  $132,792 

Amount  paid  into  the  treasury,  121,856  28 

Expenses  of  pumps,  &c.  7,130  60 

Collected  for  pumping,  4,445  77 

Russia  and  Roland.  The  London  Times  has  pub 
lished  a translation  of  a new  edition  of  the  famous  speech. 
Xhis  comes  from  the  emperor  himself.  It  is  his  own 
version,  tor  the  benefit  of  his  Russian  subjects.  It  was 
printed  and  circulated  in  St.  Petersburg  after  the  era 


peror’s  return  to  that  capital.  What  follows  is  a literal 
translation. 

Scarcely  had  the  spokesman  mounted  to  begin  his  speech 
and  uttered  the  word  ‘Sire’ — ‘Slop,’  said  the  emperor,  ‘I  know 
what  you  mean  to  say,  rather  listen  lo  me.’  The  deputy  began 
to  bow.  ‘Do  not  bow — you  bowed  just  so  in  1829,  and  in  a 
liameless  manner  belayed  and  rejected  the  benefits  of  Alex- 
ander, who,  for  your  sakes,  did  not  spare  the  riches  of  his  own 
country.  A precious  page  in  history  you  have  left!  You  your- 
selves, for  yourselves,  built  this  citadel.*  Now  only  dare.  On 
the  slightest  commotion,  in  24  hours  Warsaw  ceases  to  exist, 
and  it  is  not  I who  will  build  it  a second  time.  Do  not 
place  your  hopes  on  Germans,  ( Nemtzee  which  is  often  used  in- 
discriminately for  all  foreigners),  or  Frenchmen — hope  only 
from  my  mercy.  Honor  the  laws — love  your  monarch.  I as- 
sure you  that  only  this  can  you  hope  for  prosperity,  and  strive 
to  give  to  your  children  a different  education  from  what  you 
have  yourselves  received.” 


Doelling.  a bill  has  been  introduced  into  the  legislature  of 
Louisiana,  which,  if  passed  into  a law,  will  effectually  prevent 
duelling  in  that  state  for  the  future.  Among  the  provisions  of 
the  bill  are  the  following: 

This  bill  guarantees  to  the  creditors  of  the  deceased,  killed 
in  duel,  a full  payment  from  the  property  of  the  surviving  party 
and  right  to  sue  for  the  same.  In  case  of  injury  sustained  in 
body  whereby  the  party  is  unable  to  labor  for  his,  or  his  fa- 
mily’s support,  or  to  make  good  all  legal  demands  against  him- 
self incurred  before  and  after  said  injury,  the  party  injuring 
shall  be  compelled  to  support  the  party  injured  and  his  family, 
and  to  make  good  at  the  hazard  of  the  law’s  displeasure  any 
demand  for  the  same.  Shall  forfeit  to  the  nearest  surviving 

relative  the  sum  of thousand  dollars,  and  should  they 

fail  lo  claim  for  one  year,  the  claim  shall  be  legal  in  the  hand 
of  the  next  eldest  relative.  That  the  evidence  of  the  dying 
party  is  good  and  legal  with  regard  to  all  claims  against  him- 
self, and  the  testimony  of  his  second  valid  and  placed  beyond 
impeachment,  for  whatever  evidence  he  may  under  other  cir- 
cumstances have  given.  Which  bill  Was  read  the  first  time  and 
ordered  to  be  printed.” 

A NEW  WAY  OF  STRETCHING  THE  CONSTITUTION.  Mr.  Pey- 
ton, of  Tennessee,  some  days  ago,  offered  the  following  resolu- 
tion in  the  house  of  representatives,  which  he  accompanied 
with  a strain  of  exquisite  irony.  The  reader  will  remember 
president  Jackson’s  theory,  that  it  is  unconstitutional  to  clear 
out  or  improve  a stream  above  a port  of  entry,  (which  congress 
may  establish  in  the  mountains),  but  quite  constitutional  lo  im- 
prove below  it— a theory  by  which  gen.  Tipton  of  Indiana  was 
up.  [Richmond  Whig. 


A few  days  since,  Mr.  Peyton  introduced  the  following  reso- 
lution in  the  house: 

Resolved,  That  the  committee  on  commerce  be  instructed  to 
inquire  into  the  expediency  of  establishing  a port  of  entry  at  the 
mouth  of  Laurel,  on  the  Cumberland  river,  in  the  slate  of  Ken- 
tucky. 

“His  object  in  offering  this  resolution  was  to  extend  the  con- 
stitution. As  the  constitution  then  stood,  it  did  not  reach  above 
Nashville,  and  his  object  was  to  embrace  it  up  to  the  mouth  of 
the  Laurel.  The  house  had  that  matter  in  its  own  hands,  and 
his  only  wish  was  to  live  within  the  bounds  of  the  constitution. 
He  lived  above  it;  and  the  commerce  of  the  coal  mines  would 
be  as  important  above,  as  below  Nashville.  He  wished  the 
committee  on  commerce  to  grant  his  constituents  a port  of  entry 
where  he  had  designated,  so  that  they  might  have  benefits  of 
the  constitution.” 


BostoD,  ll 

Gloucester,  1 

Newburyport, 
Hingharn,  : 

Provincetown,  i 
Cohassef, 
Wellfleet,  I 

Scituate, 
Barnstable, 
Charlestown, 
Plymouth, 
Salem, 

Duxbury, 

All  other  towns, 


412 

1,252 


No.  3. 
24.037 
18,272 
11,202 
2,510 
6,615 
5,978 
L393 
2,503 
1,997 
1,879 
1,726 
652 
748 
2,664 


Total. 


To  Jan, 
1836. 


Inspection  Gf  mackerel  in  Massachusetts  for  the  year 
1835,  including  barrels  and  half  barrels. 

Barrels.  Barrels.  Barrels. 

No.  1.  No.  2. 

1 15,150 

? 15,570 

1 6,453 

I 2,950 

5 2,734 

! 2,281 

! 3,537 

I 2,088 

) 1.413 

I 1,164 

) 689 


49,401 
48,539 
22,291 
15,610 
12, 0.-35 
9,471 
7,862 
5,983 
4,569 
3,895 
2,691 
2,112 
1,653 
4,767 


45,048  56,655  89,176  190,879 

Same  towns,  80,433  93,5.53  78,897  252,883 

62,004  barrels,  short  of  the  products  of  1834. 

[Boston  Courier. 

Natchez,  Nov.  24.  This  morning,  as  a negro  man  was  lead- 
ing two  chained  bears  through  the  court  yard  of  the  Mississippi 
hotel,  kept  in  this  place  by  Mr.  Parker,  a mulatto  woman  from 

* The  citadel  was  paid  for  by  a forced  loan  from  the  inhabi- 
tants. 
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the  kitchen  improvidently  took  her  little  boy  out  to  see  the  ani- 
mals, and  allowed  him  to  go  near  them.  One  of  the  bears  im- 
mediately seized  the  child  in  his  paws,  (sinking  his  claws  into 
the  child’s  abdomen),  threw  him  on  the  ground,  and  began, 
with  frightful  avidity,  to  feed  upon  his  carcass.  'I'he  shrieks  of 
the  frantic  mother,  who,  true  to  nature,  had  thrown  herself 
upon  the  prostrate  body  ol  her  child,  and  was  vainly  endeavor- 
ing to  unclasp  the  murderous  jaws  of  the  beast,  brought  in  a 
moment  to  the  spot,  the  keeper  of  the  hotel  and  a number  of 
gentlemen,  lodgers  there;  and  an  attempt  was  made  to  rescue 
the  boy  by  striking  Ihe  bear  with  the  head  of  a corn  hoe.  Out 
the  rapacious  animal  heeded  them  not,  and  continued  his  death- 
ly feast  by  sucking  the  blood  from  a bite  in  the  arm, — when 
most  providentially,  the  other  bear  was  instigated,  probably  by 
the  smell  of  the  fresh  wounds,  to  contest  the  banquet, — a battle 
ensued  between  them,  which  afforded  an  opportiinity.ofsnatch- 
ing  away  the  child,  and  also  diverted  them  both  from  a fresh 
attack  on  any  one  else.  At  this  instant  hre  arms  were  brought, 
and  two  or  three  deadly  aims  incapacitated  each  of  them  for 
further  mischief.  Dr.  Dashiell  was  called  to  the  child  and 
promptly  dressed  his  wounds.  He  will  probably  recover. 

GREAT  DISCOVERY-MANUFACTURE  OF  IRON. 

From  the  Harrisburgli  Intelligencer. 

In  our  last  we  noticed  the  important  discovery  of  Peter  Rit- 
ticr,  esq.  of  smelting  iron  ore  with  mineral  coal.  It  will  be  a 
new  era  in  the  iron  manufacture  iti  this  country.  The  moment 
we  pass  the  Allegheny  mountain,  running  from  north  east  to 
Bouth  west,  nearly  through  the  middle  of  the  state,  we  come 
into  the  bituminous  coal  region.  The  rocks  in  this  region, 
reaching  to  the  rocky  mountains,  are  horizontal,  and  frequently 
alternate  with  iron  ore  and  bituminous  coal.  This  is  the  case 
at  Karthaus,  on  the  west  branch  of  the  Susquehannah,  a few 
miles  above  the  termination  of  the  canal  extending  to  Philadel- 
phia. The  process  of  smelting  iron  ore  with  mineral  coal,  has 
for  some  time  been  known  in  Europe;  and  it  has  been  on  this 
account  that  one  kind  of  iron  could  be  made  in  Great  Britain, 
and  sold  in  this  country  under  a duty  of  $30  per  ton.  Thou- 
sands of  dollars  have  been  expended  in  this  state,  and  hundreds 
of  enterprising  men  have  been  ruined,  in  their  experiments  to 
discover  this  method  of  making  iron.  A year  or  two  ago  the 
legislature  incorporated  a company,  with  an  immense  capital, 
to  make  the  experiment,  as  it  was  thought  to  be  beyond  indivi- 
dual enterprise. 

At  length,  however,  Peter  Rilner  and  Joseph  Loy,  with  limit- 
ed pecuniary  means,  have  erected  a furnace  on  the  plan  of  the 
coke  and  iron  fnrnaces  of  Wales,  and  succeeded  in  making  the 
finest  iron  for  foundry  and  many  other  purposes. 

Mr.  Ritner  is  a brother  of  the  governor  of  the  commonwealth. 

We  have  received  a letter  from  the  proprietors,  from  which 
we  make  the  following  extract: 

Loy  Furnace,  Clearfield  county,  Dec.  17, 1835. 

IMr.  Stron’o:  Knowing  you  to  be  a friend  of  home  industry 
and  the  prosperity  of  our  common  country,  I take  pleasure  iii 
Btating  to  you,  that  we  have  finally  succeeded  in  the  grand  pro- 
ject of  making  iron  with  mineral  coal.  We  are  now  in  blast 
and  running  out  iron  of  a superior  quality,  notwithstanding  the 
fears  that  it  could  not  be  made  in  this  country  with  coal.  Our 
stack  is  44  feet  high,  13  feet  in  the  bases,  and  1 have  no  doubt 
will  make,  after  she  is  in  successful  operation,  from  70  to  80 
ions  of  metal  per  week. 

The  following  testimony  of  a well  known  iron  master,  in 
Centre  county,  is  copied  from  the  Telegraph. 

Belief onle  forges,  12fA  mo.  31,  1835. 

Respected  frie.hd:  I received  by  Afexander  Irvin,  a piece 
of  metal  and  a piece  of  cinder,  said  to  be  made  at  the  Karthaus 
works,  from  the  ore  and  stone  cool  of  that  place,  and  a request 
that  I would  give  thee  my  opinion  of  it.  1 have  no  hesitation 
in  Boying  that  these  specimens  are  the  best  possible  evidence 
that  the  furnace  has  worked  well  to  produce  them. 

I melted  some  of  this  metal  again  and  cast  it  in  a wet  sand 
mould,  which  if  done  to  most  of  the  charcoal  metal,  will 
remkr  it  hard;  this  remained  soft  and  filed  e.isy.  I therefore 
ennriude  it  will  answer  well  for  foundry  purposes,  and  may  be 
used  in  the  place  o(  the  Scotch  pig. 

We  have  made  .-tome  trial  with  coke  in  our  own  furnace,  and 
it  worked  well,  except  the  metal  was  hard,  this  rlefect  we  attri- 
buted to  the  low  furnaev,  or  we  hardly  knew  what;  this  dilfi- 
culty  being  now  overcome,  I would  say,  the  trial  at  Karthaus  is 
•uccp-.iful,  and  that  nothing  now  is  to  be  expected  but  to  go 
ahead  aiul  ajiply  the  product  to  the  uses  best  adHjued. 

The  Mrength  of  the  imdal,  and  the  quality  for  liars,  can  only 
be  tested  in  the  large  way.  Respectfully  thine.  &c. 

GEORGE  VALENTINE. 


This  IS  a most  important  event— and  will  secure  to  Pennovl- 
vania  immenic  wealth.  Her  great  coal  fields,  aided  by  her  inter- 
nal improvement-,  were  already  casting  riches  into  her  lai),  but 

her  iron  ore,  so  cheaply  manufactured,  bein-r  added  her  gains 

rnay  be  called  cr.iiniless,  and  we  shall  have  an  unbounded  sup- 
ply ol  iron  equa  to  the  Rriti^h,  and  th.ai  at  an  expense  not  e.x- 
ceeding  ihal  of  the  forcigu  (mnhiction. 

— ^ 

BANGOR,  MAINE. 

A subscription  was  opened  at  Bangor,  on  the  25th  of  June 
last,  to  raise  .5100,000  with  a view  to  complete  the  endowment 
of  a theological  seminary,  at  that  place.  One  of  Hie  conditions 
of  the  subscription  was  that  if  the  sum  of  $100,000  was  not 


completed  wiihing  six  months,  the  subscribers  should  not  be 
holden  to  pay  their  subscription.^.  On  Friday  evening  of  last 
week,  the  six  months  terminated,  and  a meeting  was  holden,  in 
the  first  parish  meeting  house  in  Bangor,  to  hear  a report  of  the 
cotnmiltee  of  the  trustees,  as  to  the  state  of  the  sub.'Cnption. 
At  this  meeting,  professor  Pond,  one  of  the  committee,  report- 
ed that  the  sum  of  $94, 645  had  been  subscribed.  The  subscrip- 
tion was  continued  open  to  receive  new  names,  during  which 
time  $2,045  were  added  to  the  siibscripiion — making  the  whole 
sum  $96,690.  When  all  had  subscribed  who  wished,  the  [trn- 
fessor  drew  a jiaper  from  his  pocket,  which  he  said  had  just 
been  handed  him,  and  which  he  was  not  at  liberty  to  read  until 
the  subscri(ition  was  ihroiigh,  containing  a pledge  from  Philip 
Coombs,  esq.  of  Bangor,  to  pay  to  the  treasurer  of  the  instituiion 
the  sum  of  $16,666  67  cents,  for  the  purpe  se  of  endowing  a pro- 
fessorship, to  be  denominated  the  Loomis  professorship,  in  me- 
mory of  the  late  rev.  Mr.  Loomis,  first  minister  of  the  first  Ci  n- 
gregational  society.  This  carried  up  the  sum  to  be  raised  to 
$113, .356  67.  The  great  subscription  vva.s  thus  finished  and  se- 
cured. 

- ^ 044M*  - 

FROM  TEXAS. 

DECLARATION  OF  THE  VICTIMS. 

We  the  undersigned  prisoners  of  war,  condemned  to  be  shot 
on  Monday  next  the  14ih  inst.  at  7 P.  M-  by  a military  couil 
maitial,  conformably  to  the  established  custom  of  the  country, 
and  composed  of  officers  of  the  Mexican  army,  the  sentence 
being  read  and  interpreted  to  us  on  Saturday  at  4 P.  M.  by  cap- 
tain Alexander  Faulac  of  said  army,  as  our  last  dying  words,  do 
declare  ourselves  innocent  of  the  charge  of  either  participating 
or  colleaguing  with  any  person  or  parly,  having  for  its  object  the 
revolutionizing  or  disturbing  in  any  manner  ihe  tranquillity  of 
the  government  of  Mexico,  and  that  the  testimony  given  before 
the  honorable  court  of  inquiry  will  corroborate  this  declaration, 
the  facts  and  circumstances  being  briefly  as  follows: — 

That  about  139  men,  composed  of  Americans,  French  and 
Germans,  two-thirds  of  w’hich  being  of  the  first  named  class 
(including  three  who  are  natives  of  foreign  nations  but  na- 
turalized) embarked  on  the  6ih  November  last,  on  board  the 
American  schooner  Mary  Jane,  captain  Hall,  said  to  have  been 
chartered  or  employed  by  a committee  of  which  Mr.  William 
Christy,  of  New  Oi leans,  was  the  agent,  to  convey  emigrants 
to  the  Texas,  then  understood  to  be  at  variance  with  the  Mexi- 
can government.  This  opportunity  afi'orded  many  in  embar- 
rassed pecuniary  circumstances  a passage  free,  which  was 
readily  embraced  and  accepted  of.  The  terms  agreed  upon 
were,  that  it  was  optional  whether  the  party  took  up  arms  in 
defence  of  Texas  or  not;  that  they  were  at  full  liberty  to  act  as 
they  pleased  when  landed  on  the  Texian  shore. 

That  taking  advantage  of  this  favorable  opportunity  they  ac- 
cordingly embarked — the  vessel  proceeded  on  the  voyage,  and 
nothing  transpired  to  indicate  a belief  but  that  all  was  right  as 
it  should  be,  until  the  6th  day  we  were  out  fiom  the  Balize,  al- 
though it  had  been  previously  understood  that  a general,  with 
his  officers  or  staff,  was  on  board  the  vessel,  whose  design  was 
to  act  in  concert,  with  the  Texians,  and  induce  us  to  join  him. 
Of  this  however,  we  received  no  certain  assent,  but  the  truth 
is — Tampico  was  oiir  destination  and  an  attack  on  the  city,  the 
design,  which  was  now  evident,  and  not  before — the  land  being 
in  sight  and  the  vessel  standing  in,  it  was  announced  that  it 
was  Tampico:  that  the  steamboat  then  also  in  sight  would  have 
us  in  tow,  and  Tampico  would  be  in  our  possession. 

Elated  with  this  harangue,  proceeding  from  the  authority 
(through  the  instrumentality  of  captain  Hawkins,  one  of  the 
aids)  of  general  Mejia,  some  were  induced  to  join  his  standard, 
but  of  these  the  number  could  not  have  exceeded  50,  35  of 
whom  were  French  and  Creoles,  of  New  Orleans,  who  doubt- 
less had  a previous  understanding,  they  being  exclusively  pri- 
vileged, having  the  quarter  deck  to  themselves,  and  seemingly 
armed  and  equiped  prematurely.  The  boat  had  us  in  low  soon, 
and  all  that  could  be  crammed  below  were  driven  there  until 
she  struck  the  bar,  and  the  steamboat  soon  afierw’ards.  In  this 
awful  predicament,  night  closing  on  us,  the  sea  breaking  over 
us,  efforts  were  used  to  reach  the  shore,  which  at  imminent 
danger  was  effected  safely,  and  were  all  landed  during  the  lat- 
ter part  of  the  Highland  early  part  of  the  morning  of  the  fol- 
lowing day.  A formidable  fort  surrendered  without  an  attack, 
and  we  built  fires  to  dry  our  clothing.  The  paity  were  now 
tenilercd  arms  and  ammuniiion,  and  never  having  been  soldiers 
before,  some  probable  look  them  from  curiosity,  others  from 
necessity,  and  others  from  compulsion;  and  it  is  asserted  and 
believed  no  one  person  was  or  had  been  acquainted  with  two 
others  of  Ihe  number  of  ns,  so  added  to  Ihe  hurry  and  bustle 
of  the  officers,  that  before  we  could  have  an  understanding  we 
were  commingled  and  bundled  together  more  like  a hoard  or 
drove  of  swine  than  a company  of  soldiers  competent  to  act  as 
such,  particularly  against  regular  trained  soldiery.  At  about 
5 P.  M.  on  Sunday  we  were  formed  and  made  ready  for  the  at- 
tack, having  added  to  our  number  about  from  35  to  50  citizens, 
soldiers  and  adherent.^,  and  which  were  all  judged  to  he  5Iexi- 
cans,  a number  being  fellow  prisoner.?  with  us,  but  without  trial 
to  this  moment.  Having  no  other  resource,  we  were  necessa- 
rily compelled,  from  obvious  reasons,  reluctantly  to  join  the 
party  with  a full  determination  not  to  act  in  concert  with  it  but 
submit  ourselves  as  .prisoners  of  war,  having  no  design  nr  in- 
tention to  fight,  and  without  one  single  exception  every  indivi- 
dii.il  of  the  nnder.-iigned  from  motives  of  conscience  and  op- 
pression added  to  the  shameful  abduction  or  deception  practii- 
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ed  on  us,  and  cliose  to  throw  ourselves  on  tlie  clemency  and 
mercy  of  ihe  authorities.  And  this  liein«  the  substance  of  our 
tesiiiHony  befttre  tiie  court,  yet,  nolvviihsiandin",  mark  the  re- 
sult, which  has  tennmated,  not  in  an  ignominious,  hut  Chtfstian 
like  death.  Trusting  in  God,  and  bearing  in  mind,  his  promise, 
and  with  our  trust  in  his  mercies,  we  die  both  as  Christians  and 
men. 

We  have  now  but  nine  hours  allotted  ns,  and  conclude  hastily 
by  reque-sting  all  who  may  hear  of  our  fate  to  entertain  no 
erroneous  impression. 

The  following  is  a copy  of  a letter  received  in  Piiiladelphia 
from  Mr.  Leeds,  one  of  the  individuals  to  be  shot  at  Tampico: 
Tampico,  I3tk  December,  1835.  • 

Dear  brother,  sisters  and  other  relations  and  friends— ere  this 
comes  to  hand,  I shall  be  in  eternity.  In  twenty-four  hours,  I 
shall  cease  to  exist.  Your  unfortunate  brother,  and  about  30 
others,  have  been  sentenced  to  be  shot  in  twenty  hours  from 
tills — have  been  iieaclierously  deceived  by  Don  Antonia  Mejia, 
or  rather  by  his  agent,  Mr.  William  Christy.  We  shipped  in 
New  Orleans  for  Texas,  on  board  the  Mary  Jane,  through  the 
agency  of  William  Cliristy,  notary  public,  of  New  Orleans. 
After  being  at  sea,  as  we  thought,  foug  enough  to  have  arrived 
in  Texas,  Uie  passengers  became  anxious  to  know  why  we  had 
not  made  our  port  of  destination.  The  answer  was  that  the 
schooner  h.ad  lost  40  miles  the  first  day  she  went  out;  nor  did 
we  know  we  was  going  to  Tampico  until  the  day  we  was 
wrecked  on  the  bar^  We  all  know  it  is  appointed  unto  man 
once  to  die — and  after  death  to  come  to  judgment.  I place  my- 
self under  the  protection  of  Jesus  Christ,  who  lias  died  for  all. 
He  has  said  come  unto  me,  all  ye  that  are  heavy  laden,  for  I 
will  give  you  rest.  Break  the  news  of  my  untimely  end  to  my 
family  in  as  delicate  a manner  as  possible.  I wish  you  aart  all 
rny  relations  and  friends  to  forgive  any  injury  which  I may 
have  done  them  or  you.  Clear  my  name  from  any  crime. 
Pray  for  your  aftectionate  brother.  G.  F.  LEEDS. 

Many  volunteers  had  arrived  in  Texas — among  them,  2^0,  in 
four  vessels  from  Georgia;  and  100  in  the  steamboat  Yellow 
Slone,  were  on  their  way. 

A New  Orleans  paper  says: — 

St.  Antonio,  the  last  fortress  of  the  despot  Santa  Anna,  in 
Texas,  has  fallen!  ! 

The  valor  and  perseverence  of  tlie  colonial  troops  were  irre- 
sistible. This  ever  to  be  remembered  event,  look  place  on 
Thursday  Dec.  10th.  On  the  Saturday  previous  (the  5llt,)  300  of 
the  colonial  troops  entered  the  town  of  San  Antonio,  under  the 
command  of  col.  Benjamin  R.  Milam.  They  could  not  at  first 
get  possession  of  the  public  square  owing  to  tlie  walls  and 
ditches  across  the  mouths  of  tlie  streets,  each  of  which  was 
likewise  defended  by  two  pieces  of  artillery,  and  in  conse- 
quence of  tills,  they  occupied  some  buildings  and  lops  oflionses 
adjacent.  Here  they  remained  battling  unceasingly  night  and 
day  until  Wednesday  the  9th  when  they  forced  their  way  into 
the  square  and  drove  the  enemy  across  the  river  into  their  fort 
called  the  “Alamo. 

In  these  relative  situations  the  battle  continued  until  Thurs- 
day 10th,  when  the  enemy  capitulated. 

By  the  capitulation  upwards  of  1,000  yielded  to  less  than 
300.  The  town  itself  was  surrendered  with  24  pieces  of  brass 
artillery,  1,000  pounds  of  powder,  ball,  grape  ami  canister,  with 
the  public  stores  of  every  description. 

This  glorious  conquest  was  achieved,  with  a loss  on  the  part 
of  the  conquerors  of  only  3 killed  and  30  wounded,  while 
the  loss  of  the  enemy  killed  variously  tsliniaied  at  from  60 
10  150. 

But  the  joy  of  triumph  was  sadly  diminished  by  the  circum- 
stance that  the  brave  Milam,  the  dauntless  leader  of  the  storm, 
was  numbered  among  the  slain.  He  fell  by  a ball  through  his 
head  while  fearlessly  animating  his  men  to  victory.  Long! 
long  will  Texas  and  the  friends  of  liberty  remember  and  lament 
his  fate.  Among  the  g.allanl  band  who  stormed  the  town  were 
more  than  100  volunteers  from  the  U.  S.  of  the  north.  The 
New  Orleans  Grays  and  Blues  constituted  a great  majority  of 
these,  and  the  remainder  were  from  difierent  parts  of  the  state 
of  Mississippi.  The  whole  of  them  were  among  the  first  and 
foremost  where  the  battle  raged  honest,  and  displayed  through- 
out the  uudautiled  bravery  of  disciplined  regulars. 

Texas  will  reward  with  sornetliirfg  more  than  gratitude  and 
empty  compliments  that  generous  ardour  in  the  cause  of  liberty, 
which  so  proTnplly  drew  tliem  to  herald,  and  invaluable  assist- 
ance which  they  rendered  her  “in  the  hour  that  tried  men’s 
souls.” 

And  add?:— 

A convention  of  Ihe  representatives  of  the  people  of  Texas 
have  solemnly  declared  that  tlie  social  compact  between  them 
and  Mexico  is  dissolved  and  that  Texas  has  a right  to  form  her- 
self into  an  independent  government.  A iirovisional  govern- 
ment is  now  established  and  on  the  1st  of  March  next  a new 
convention  will  meet  to  organize  more  fully  ami  efiieicntly. 
There  are  between  1,000  and  1,500  volunteers  from  the  United 
Stales  in  Texas  and  they  are  liourly  increasing.  The  eom- 
inander-in-chief  has  called  for  5,000.  They  are  admitted  to  all 
the  privileges  of  citizenship — obtain  their  head  rights  of  land 
beside  their  rations  and  compensation  in  money. 

In  a short  lime  the  war  will  be  carried  beyond  the  Del  Norte, 
into  the  enemy’s  country,  and  they  will  be  made  to  support  it, 
inasmuch  as  their  injustice  and  oppression  have  alone  rendered 
it  necessary,  and  the  tyrant  Santa  Anna  will  feel  and  know  from 


blood  bought  experience,  that  although  his  countrymen  may 
submit  to  absolute  slaveiy,  under  the  mask  and  name  of  centra- 
lism— as  for  the  colonists  they  liave  adopted  llie  motto  of  llieir 
ancestors,  and  w.itli  one  nniied  voice  exclaim,  w ith  ilieii  Henry, 
of  immortal  memory,  “give  us  liberty  or  give  us  dealli.” 

The  following  is  a list  of  tlie  officers  of  the  permanent  army 
so  far  as  they  have  been  ascertained: 

Samuel  Houston,  major  general  and  cotnmander-in-chief. 

John  A,  Wharton,  adjiuant  general, 

A.  Houston,  quartermaster  general. 

— Richardson,  surgeon  general. 

ARTILLERY  CORrS. 

J.  W.  Fannin,  jr.  colonel  commandant. 

— Nail,  lieutenant  colonel. 

W'.  Barritt  I'ravis,  1st  Major. 

T.  F,  L.  Parrott,  iMajor. 

infantry  corps, 

Philip  A.  Sublet,  colonel  cornmarider. 

Henry  Millard,  lieutenant  colonel. 

Wm.  A.  Oldham,  1st  major. 

The  foregoing  list  is  incomplete.  We  hope,  however,  soon 
to  be  able  to  lay  a complete  one  before  our  readers. 

Gen.  Austin  and  others  had  proceeded  to  the  United  States, 
to  raise  funds. 

Captain  Taylor,  of  brig  Aurora,  arrived  from  Melamoras,  in- 
forms us  that  wlien  he  left,  the  passengers  and  crew,  fifty  in 
number,  of  the  American  scliooner  Hannah  and  Elizabeth, 
were  in  prison  at  that  place;  the  scliooner,  will)  a cargo  of  mer- 
chandise, having  been  chased  ashore  and  captured  by  the 
Mexican  armed  scliooner  Bravo.  The  Hannah  and  Elizabeth 
was  bound  from  New  Orleans  for  Texas.  Capt.  Taylor  slates 
that  the  prisoners  were  in  irons. 

Private  letters  dated  Tampico  29lh  December,  (says  the 
New  Orleans  Bee)  stale  that  an  army  of  10,000  men  under 
Santa  Anna  had  left  San  Luis  Potosi  for  Texas.  Wliat  credit 
may  be  aitaclied  to  this  announcement,  we  are  not  prepared  to 
assert — as  we  find  in  the  Mexican  papers  received  yesterday, 
up  to  the  9th  ull.  that  a conspiracy  had  broken  out  in  Mexico, 
vvliich  threatened  the  peace  of  the  country  nearer  home  than 
Texas;  and  the  Nacional  of  Mexico  stales  that  Santa  Anna 
was  indisposed. 

The  Te.xas  commissioners  raised  a loan  of  $200,000  in 
New  Orleans  without  difficulty,  and  are  progressing  with  other 
loans. 

It  appears  hy  the  “Texas  Register”  that  a legislative  body, 
called  the  “general  council”  is  formed,  and  that  the  governor 
had  sent  in  his  first  message.  An  ordinance  has  been  passed  for 
the  organization  of  a corps  of  rangers  to  consist  of  ],I20  men — 
they  are  promised  640  acres  of  land,  besides  their  pay.  A town 
was  to  be  built,  to  be  called  “Houston.” 

The  Register  adverts,  though  very  guardedly,  to  the  licenti- 
ousness of  the  troops,  and  the  disorganized  state  of  the  army. 

A letter  from  Vera  Cruz,  of  Dec.  25lli,  says: 

Preparations  are  now  being  made  to  march  a large  force 
against  the  colonists  of  Texas;  and  it  is  to  be  feared  that  the 
contest  will  prove  a warm  and  bloody  one  for  victory. 

A loan  of  half  a million  of  dollars  has  been  made  to  carry  on 
the  war;  and  if  the  government  gain  the  ascendancy,  it  will  he 
a sorry  day  to  the  poor  settlers  of  (U.  S.)  of  the  north;  time 
must  decide  the  issue. 

A conspiracy  has  been  recently  detected  in  the  city  of  Mexi- 
co, wherein  numbers  are  implicated;  three  hundred,  it  is  re- 
ported, have  been  apprehended.  The  expedition  of  general 
Mejia  to  Tampico,  was  supposed  to  have  been  in  concert  with 
Ibis  movement. 

From  tlie  above  it  will  be  seen  lhat  notwithstanding  the  colo- 
nists have  in  tlie  most  heroic  manner  captured  every  fort  with- 
in the  limits  of  Texas,  and  driven  every  hostile  soldier  beyond 
her  bounds,  yet  her  siluaiinn  is  far  from  being  safe  and  secure. 
In  fact,  (for  the  truth  should  not  be  disguised) — their  present 
condition  is  truly  critical,  and  well  calculated  to  arouse  the 
sympathies,  and  call  forth  the  aid  of  every  friend  of  liberty 
Ihrougliout  the  world,  whatever  be  their  nation  or  their  clime. 

The  people  of  Texas  are  without  an  organized  army,  with- 
out means — witlioiit  munitions  of  war;  and  are  threatened  by 
an  invasion  of  an  army  of  ten  thousand  men,  with  the  despot 
Santa  Anna  at  their  liead,  who  has  declared  that  he  will  ex- 
terminate them— drive  them  from  the  country,  or  make  them 
bow  beneath  tlie  rod  of  military  despotism. 

The  Texiaits  cannot  bring  inlo  the  field  more  than  one,  or  at 
the  farthest  two  tliousand  men;  and  they  must  be  crushed  if 
they  do  not  receive  assistance. 

The  volunteers  from  Tex.as,  arrested  at  Bermuda,  had  not 
yet  been  released.  But  was  soon  to  be  tried. 

— ® 

WAR  WITH  THE  SEMfNOLES. 

We  have  been  much  disappointed  at  the  energy  and  power 
o.f  tlie  Seminoles,  to  do  mischief.  From  being  among  the  strong- 
est of  the  tribes  east  of  Ihe  Mississippi,  we  had  thought  that 
by  “war,  pestilence  and  famine,”  (and  they  have  had  enough 
of  nWXhesb),  together  with  their  intercourse  with  the  white  in- 
habitants, by  whom  they  are  surrounded — ^we  supposed  that  all 
their  original  savageness  and  energy  had  disappeared.  But  they 
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have  rallied— and,  like  an  expirins  lamp,  sparkled  before  being 
exiingnislied;  for  itial  such  will  not  be  the  fate  of  this  unfortu- 
nate and  unreneciing  people,  we  think  cannot  he  hoped  for. — 
They  will  be  swept  Iroin  the  face  of  the  earth;  and  hunted, 
even  in  their  swamps, Jlike  ravenous  wolves!  A fearful  destruc- 
tion, and  ev(M)is  at  wliich  liuinunity  must  shudder,  will  follow 
the  proceedings  that  we  have  to  detail. 

[omCIAI,  ACCOUNTS.] 

lIcnA  quarters,  tcrrilorij  of  Florida,  Fort  Uranc,  Jan.  4,  1833. 

ttia:  On  the  •Jlihurtimo,  brigadier  gen.  Call,  commanding 
the  volunteers  called  into  service  by  order  of  his  e.vcellency, 
C.  IJ.  U’alker,  actini!  governor  of  Florida,  formed  a junction 
with  tlie  regular  tioops  at  this  post,  anil  informed  me  that  his 
command  had  been  raised  to  meet  the  crisis;  that  most  of  their 
terms  of  service  would  e.vpire  in  a few  days,  which  made  it  ne- 
cessary to  act  promptly.  Two  large  detachments  were  sent 
out  on  the  15ih  to  scour  the  country  on  our  right  and  left  flank. 
Lieut,  col.  Fanning,  with  three  companies  from  Fort  King,  ar- 
rived on  the  27tli;  and  on  the  29th,  the  detachment  having  re- 
turned, the  brigade  of  mounted  volunteers,  composed  of  the 
1st  and  2d  regiments  commanded  by  brig,  general  Call,  and  a 
battalion  of  regular  troops  commanded  by  lieutenant  colonel 
}<'anning,  topic  up  the  line  of  march  for  a point  on  the  Ouihl.a.- 
chuchy  river,  which  was  represented  by  our  guides  as  being  a 
good  ford.  About  4 o’clock  on  the  morning  of  the  31st,  after 
leaving  all  our  baggage,  provisions,  &c.  &c.  protected  by  a guard 
commanded  by  lieutenant  Dancy,  we  pushed  on  with  a view 
of  carrying  the  ford,  and  of  surpiising  the  main  body  of  In- 
dians, supposed  to  be  concentrated  on  the  west  bank  of  the 
river,  but  on  reaching  it,  about  day-light,  we  found,  instead  of 
a good  ford,  a deep  and  rapid  stream,  and  no  means  of  crossing, 
e.xccpt  in  an  old  and  damaged  canoe.  Lieut,  col.  Fanning,  how- 
ever, soon  succeeded  in  crossing,  the  regular  troops  took  a jiosi- 
tion  in  advance,  whilst  brig.  gen.  Call  was  actively  engaged  in 
crossing  his  brigade,  and  in  having  their  horses  swam  over  the 
river.  Hut  before  one-half  had  crossed,  tlie  battalion  of  regu- 
lars, consisting  of  about  two  hundred  men,  were  attacked  by 
the  enemy,  who  were  strongly  posted  in  the  swamp  and  scrub 
which  extended  from  the  river.  This  little  band,  however, 
aided  by  col.  VVarten,  major  Cooper,  and  lient.  Yeoman,  with 
27  volunteers,  met  ttie  athack  of  a savage  enemy,  nearly  three 
times  their  number,  headed  by  the  chief  Oscola,  with  Spartan 
valor.  The  action  lasted  nearly  an  hour,  during  which  time 
the  troops  made  three  brilliant  charges  into  the  swamp  and 
scrub,  and  drove  the  enemy  in  every  direction;  and  after  the 
third  charge,  althongli  nearly  one-third  of  their  number  had 
tieen  cut  down,  they  were  found  suiriciently  firm  and  steady  to 
fortify  the  formation  of  a new  line  of  battle,  which  gave  entire 
protection  to  the  flanks,  as  well  as  to  the  position  selected  for 
rc-crossiiig  the  troops.  Brigadier  general  Gall,  after  using 
every  efl’ort  to  induce  the  volunteers  remaining  on  the  east 
bank,  when  the  action  commenced,  to  cross  the  rivet,  and  in 
arranging  the  troops  still  remaining  on  that  bank,  crossed  over 
and  rendered  important  service  by  his  coolness  and  judgment 
ill  airanging  part  of  his  corps  on  the  right  of  the  regulars, 
which  gave  inucli  strength  and  security  to  that  flank.  Lieut. 
cp\‘  Fanning  disjilayed  the  gre.atest  firmness  throughout  the  ac- 
tion, and  added  much  to  the  high  reputation  long  since  esta- 
bli.ihed.  Captains  Drane  and  Mellon  exhibited  great  bravery 
and  judgment,  and  likewise  added  to  the  character  they  ac- 
rtuired  in  the  late  war.  Nor  was  C.aptaiii  Gales  vvanlin<T  in 
firmness.  Capt.  Win.  M.  Graham,  4th  infantrv,  was  fearlesslv 
brave,  and  although  severely  wounded  early'  in  the  engage- 
ment, continued  to  head  his  company  in  the  most  gallant  man- 
ner, until  he  received  another  severe  wound,  vvln-n  he  was  ta- 
ken from  the  field.  Ilis  brother,  lieut.  Campbell  Graliam.  com- 
manding the  adjacent  comjiany,  was  likewise  severely  wound- 
ed early  in  the  fight,  but  continued  with  his  men  until  another 
.vound  forced  him,  from  loss  of  blood,  to  retire  from  the  field. 
Lieut.  Maitland,  who  commanded  it.  company,  conitibiited 
much,  by  his  gallantry,  to  encourage  his  men.  Lients.  Tal 
cot,  ( apron,  Jolin  Graham,  Uidgely,  (who  was  wounded  early 
in  the  action),  and  Brooks,  all  displayed  great  coura"e  and  cool- 
r.-  .s  throughout  the  action.  When  almost  every  non-cominis. 
Gom  d officer  and  private  exhibited  sucirfirmness.  it  was  almost 
impo.ssiblclo  discriminate  between  them;  but  the  commanding 
y.  ncral  cannot  withhold  his  high  approbation  of  t!ie  iud'-meiit 
and  courage  displayed  by  sergeant  Johnson,  of  II  coinpaiiy 
third  artillery,  on  whom  the  cominand  of  the  coniiiany  devolv- 
ed, after  heut.  Graham  was  removed  from  the  field;  and  who 
. itioush  cverely  wounded,  continued  at  ihe-hcad  of  ilmcom- 
p.any  till  the  action  was  over.  Also,  of  .seigeanls  Kenton  and 
l.ofion,  and  corporal  Paget,  4ih  infanlry-seigeants  Scofield 
and  Poll,  r II  company,  2d  ariillcry-scrgeanl  Smith  C.  compa- 
nv  lit  artillery,  and  corporal  (hnpin,  C comiuny,  3d  aitillery 
I oloncI  Jnhu  \*iirn.  r,  commaiidant  1st  regiment  volunteers 
major  * ooper,  and  liciilcnant  Veomnn,  of  same  corps,  who  had 
formed  on  the  left  flank,  were  all  sevcrelv  wounded,  while 
leading  ihPir  liillc  band  to  the  charge;  and' all  behaved  whh 
j,reat  bm  - TV,  at  widl  as  adjiilant  Pbilhp.s.  Lieutenant  co 
loiifl  Mills  displayed  great  CO, ilness  and  judcm.  nt  duiim'  the 
fiction  and  m reem  sing  i|.e  river  with  his  command,  fde.,- 

nr"ii'.'.ltV’  ' ■*'"  r'‘i;"nent,\vitha  few  men 

of  that  r.giment  were  judiciously  posted  on  the  right,  and  froe 
tlie.ir  repuiatmi,  fm  t..nin  -ss,  would  have  given  a good  acconn 

'parUdn’  ’■'I'Pvarance  in  that  quarter  — 

f <fl.  rarkhill,  of  the  I volunteers,  who  performed  tlie  duties  of 
adjutant  gcm  r.al,  displayed  much  military  skill,  and  (he  utmoi 


coolness  and  courage  throughout  the  whole  action;  and  his 
.services  were  of  the  fust  importance.  Col.  Reid,  inspector 
general,  displayed  much  firmness,  but  he  had  his  horse  shot, 
and  received  a slight  wound  early  in  tlie  engagement,  ami  was 
sent  with  orders  to  the  volunteers.  My  volunteer  aid,  major 
Lytle,  and  major  Welford,  aid  to  brigadier  general  Call,  were 
near  me  throughout  the  action,  and  displayed  the  most  intrepid 
courage  and  coolness.  Col.  J.  H.  McIntosh,  one  of  niy  aids, 
and  major  Gamble,  aid  to  general  Call,  both  displayed  much 
firmness  and  courage,  and  were  actively  employed  on  the  left 
flank.  1 also  feel  it  due  to  lieut.  col.  Bailey,  capt.  Scott,  and 
lieut.  Cnllibert,  to  say  that,  allhoiigh  the  action  was  nearly  over 
before  they  could  cross  the  river  w'ith  a few  of  the  2d  regiment, 
they  look  a judicious  position,  and  showed  much  firmness. — 
Capt.  Wyatt,  of  the  same  corps,  was  entirely  employed  in 
erecting  a temporary  bridge,  and  manifested  much  firmness. — 
Much  credit  is  also  due  to  the  medical  department,  composed 
of  doctors  Wigluinan,  Hamilton,  Randolph  and  Bradon,  for 
their  activity  and  attention  to  the  wounded. 

Tlie  lime  of  service  of  the  volunteers  having  expired,  and 
most  of  them  having  expressed  an  unwillingness  to  remain 
longer  in  service,  it  was  considered  best,  alter  removing  the 
dead  and  taking  care  of  the  wounded,  to  return  to  this  post, 
which  we  readied  on  the  2d  inst.  without  the  least  interrup- 
tion, and  on  the  following  day  the  volunteers  from  Middle  Flo- 
rida took  up  the  line  of  march  for  Tallahassee,  and  this  morn- 
ing tliose  from  East  Florida  proceeded  to  tlieir  respective  homes, 
leaving  me  a very  few  men  to  guard  this  extensive  frontier.  I 
am  now  fully  convinced,  that  there  has  been  a great  defection 
among  the  Florida  Indians,  and  Ural  a great  many  Creeks  have 
united  with  them:  consequently  it  will  require  a strong  force 
to  put  them  down. 

1 also  liave  the  honor  to  enclose  yon  a list  of  the  killed  and 

wounded  of  the  respective  regiments  and  corps.  I am,  sir, 
with  high  respect,  your  most  ohd’t  D.  J.  CLINCH, 

Brevet  B.  general  U.  S.  army,  commanding, 

R,  Jones,  adJH.  general  U.  S.  army. 

Return  of  the  killed  and  wounded  at  the  battle  of  the  Oulhia- 
cliuchy  on  the  31st  day  of  Dec.  1835. 

United  States  troops  commanded  by  brevet  It.  colonel  Fanning, 
4th  artillery.  * 

(C.)  Company  l.st  artillery,  capt.  Gates  commanding— 1 artifi- 
cer killed,  1 corporal  and  3 privates  wounded 

(D.)  Company  2d  artillery,  Capt.  G.  Drane  commanding — 1 
private  kiljed,  1 second  lieutenant,  1 corporal  and  12  privates 
wounded. 

(F.)  Company  2d  artillery,  bl.  capt.  Mellon  commanding— 1 
artificer  killed. 

(C.)  Company  3d  artillery,  1st  lieut.  Maitland  commanding — 
1 artificer  killed  and  7 privates  wounded. 

(H.)  Company  3d  artillery,  1st  lieut.  C.  Graliam  command- 
ing—1 private  killed,  1 first  lieutenant,  1 sergeant,  2 coiiiorals 
and  12  privates  wounded. 

TOTAL. 

2 artificers  and  2 privates  killed. 

1 captain,  1st  lieutenant,  2d  lieutenant,  2 sergeants,  4 corpo- 
rals and  43  privates  wounded. 

In  all  4 killed  and  52  wounded. 

Florida  volunteers,  commanded  by  brigadier  general  Call. 

1st  regiment,  conunanded  by  col.  Jolin  Warren. 

1 colonel,  1 major,  1 lieutenant  and  2 privates  wounded. 

2d  regiment,  commanded  by  colonel  Richard  Parish,  2 pri- 
vates wounded. 

Total.— 1 colonel,  1 major,  1 lieutenant  and  4 privates 
wounded. 

(Signed)  SAMUEL  PARKH ILL,  af?/ulanf  general. 

J.  S.  Lytle,  A.  D.  C. 

From  the  Globe  of  January  22. 

We  understand  that  major  general  Scott  was  ordered  last 
week  to  Florida,  to  lake  the  general  direction  of  the  operations 
in  tliut  quarter,  and  with  full  authority  to  call  upon  the  execu- 
tives of  South  Carolina,  Georgia,  Alabama  and  Florid.a,  for 
whatever  militia  force  may  be  necessary.  He  has  been  direct- 
ed to  push  the  campaign  in  the  most  vigorous  manner,  and  to 
reduce  the  Indians  to  unconditional  submission. 

We  further  learn  that  the  disposable  regular  force  which  can 
jirorierly  be  moved  is  either  in  Florida  or  on  ihfe  way.  The 
garrisons  on  the  seacoast  have  either  been  sent  there,  or  have 
been  reduced  to  the  smallest  practicable  number.  Circum- 
stances have  rendered  necess.ary  the  removal  of  the  6ih  regi- 
ment from  Jeft'erson  barracks  to  the  Mexican  frontier,  and  ge- 
neral Gaines  has  been  ordered  to  proceed  there  to  take  the 
command  in  that  quarter.  Our  army  is  scattered  over  an  im- 
mense frontier,  and  the  posts  it  occupies  along  the  Indian  line 
cannot  be  withdrawn,  without  almost  certainly  leading  to  In- 
dian disliub.inces. 

AVe  umierstaiid  tliat  such  is  the  naked  state  of  the  seaboard, 
that  lliere  is  not  a soldier  at  Boston,  nor  one  between  Philadel- 
Iiliia  and  the  ocean.  Only  four  companies  at  New  York  har- 
bor, and  four  at  Old  Point  Comfort,  those  two  great  naval  posi- 
tions. Both  the  garrisons  in  North  Carolina,  those  of  Charles- 
ton and  P.ivKiinali,  and  that  at  Key  West,  and  those  in  Pensa- 
cola and  Mobile,  and  those  in  the  neighborhood  of  New  Or- 
leans, are  all  eiiher  now  in  Florida,  or  on  llicir  way  there.  In  a 
word,  the  wliole  Atlantic  frontier  is  drained,  and  that  from  ne- 
cessity. If  the  w'estern  frontier  were  tilso  sirijit  of  its  garri- 
sons, a general  Indian  war  would,  in  all  probability,  follow. 
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Major  Belto2<’s  official  report  of  the  disastrous  defeat  of  the  de- 
tachment of  the  United  States  troops,  under  the  gallant  major 
Dade,  of  the  5th  regiment  of  infantry,  which  occurred  on  the 
2Slh  of  December. 

Tlie  detacliment  consisted  of  major  Dade's  company  of  in- 
fantry, capt.  Frazier's  company  of  ilie  3d  regiment  of  artillery, 
and  capt.  Gardiner's  company  of  the  2d  artillery,  being  sixty 
miles  on  the  line  of  marclt  from  Tampa  bay  toward  Fort  King,  to 
form  a junction  with  gen.  Clinch,  on  the  VVythlacoochee.  This 
action  occurred,  it  seems,  three  days  before  the  battle  where 
gen.  Clinch  commanded,  of  wliich  we  have  already  given  an 
account. 

Fort  Brooke,  {Florida),  Isi  January,  1836. 

Sir:  I had  the  honor  to  advise  you,  on  the  16th  December, 
via  Pensacola,  of  the  course  of  events  here,  to  that  date.  The 
schr.  Motto  arrived  on  the  21st  December  from  Key  West,  with 
brevet  major  Dade  and  his  company,  (A)  infantry,  .39  strong, 
with  » small  supply  of  musket  ball  cartridges,  after  looking  in 
at  several  points  between  the  Key  and  this  place.  Being  thus 
reinforced,  I hesitated  no  longer  to  put  Gardiner’s  company  (C) 

2d  artillery,  and  Frazier’s  company  (B)  3d  infantry  in  motion 
for  Fort  King,  pursuant  to  gen.  Clinch’s  orders;  which  move- 
ment had  been  ordered  on  the  16lh,  and  suspended  the  same 
day,  on  account  of  intelligence  I had  received  of  the  force  of 
the  Mickasukies,  and  their  strong  position  near  the  forks  of  the 
Wythlacoocliee.  I despatched  the  public  schooner  Motto  on 
the  23d,  with  lieutenant  Duncan,  2d  artillery,  to  Key  West,  for 
a battery  of  two  twelve-pounders,  and  such  stores  as  could  be 
serviceable;  and  at  6 o’clock  on  the  24th,  the  companies,  Gar- 
diner’s and  Frazier’s,  made  fifty  bayonets  each,  by  details  from 
those  companies  remaining  here,  and  with  one  of  the  two  six- 
pounders  of  this  post,  with  four  oxen  I had  ordered  to  be  pur- 
chased, one  light  wagon,  and  ten  days’  provisions,  were  put  in 
march. 

The  first  halt  of  this  command  was  at  Little  Hillsboro’  river, 
seven  miles  from  this  post;  the  bridge  of  which  I had  recon- 
noitred by  Indians  of  Einalhla’s  band  the  day  before.  From 
this  I heard  from  major  Dade,  pressing  me  to  forward  the  six- 
pounder  by  all  means,  it  having  been  left,  from  the  failure  of 
the  team,  four  miles  out.  I accordingly  ordered  the  purchase 
of  three  horses  and  harness,  and  it  joined  the  column  at  nine 
that  night.  On  the  night  of  the  24th,  I heard  that  the  trans- 
port, with  major  Mountford  and  company,  long  and  anxiously 
expected  was  in  the  bay.  I sent  at  one  o’clock  a letter  to  him, 
(received  at  daylight)  by  an  Indian  express,  urging  him  on.  He 
landed  with  his  strong  company  on  the  25th,  about  noon,  and 
informed  me  that  Legate’s  company,  under  lieutenant  Grayson, 
nearly  full,  must  be  near  at  hand.  Of  this  major  Dade  was  in- 
formed by  a most  gallant  volunteer.  Jewell,  (C)  company,  2d 
artillery,  who  had  left  the  detachment  with  the  news  of  the 
burning  of  Big  Hillsboro’  bridge,  near  which  major  D.  had 
halted  the  second  day,  25th.  I also  informed  him  that  I was 
using  every  exertion  to  push  on  about  thirteen  hundred  ra- 
tions on  paekhorses  with  what  ammunition  could  be  spared. 

A duplicate  of  this  was  sent  the  next  day  by  a young  Indian, 
who  became  lame,  and  could  not  overtake  the  column,  and  re- 
turned with  hVs  letters.  Pr.  Jewell  joined  major  Dade  about 
11  o’clock  on  the  night  of  the  25th. 

In  the  chain  of  events,  it  is  proper  that  I should  mention  that 
three  Tallassee  Indians  came  in  on  the  evening  of  the  22d, 
and  caused  great  excitement  in  Itolase  Emathla’s  camp.  They 
brought  a talk  of  Inicanopas  of  a pacific  or  neutral  character 
or  they  affected  it;  but  I believe  not  distinctly,  until  after  I had 
made  them  prisoners,  while  in  full  council  with  Emathla’s  war- 
riors; which  step  I considered  imperative,  if  they  were  spies 
and  as  much  so  if  they  were  charged  with  any  propositions 
likely  to  detach  the  chiefs  from  the  treaty,  or  indeed,  by  an  act 
of  self-devotion,  to  take  the  scalps  of  Emathia,  Black  Dirt  and 
Big  Warrior,  faithful  chiefs,  who  have  been  hunted  in  this  way 
since  the  scalping  of  Charles  Emathia.  In  a council  with 
Emathia  that  night,  major  Dade  expressed  every  confidence  in 
Indian  character,  and  particularly  upon  the  salutary  influence 
of  Jibraham  upon  Micanopa.  On  reflection,  I detained  two  of 
the  imprisoned  Tallassees  as  hostages,  and  sent  the  youngest 
and  best  runner  with  letters  to  general  Clinch  and  general 
Thompson,  via  Inicanopn,  as  I could  do  no  better,  and  of  course 
through  Abraham's  lands. 

These  letters,  of  course,  involved  many  details;  but  numbers 
and  other  facts,  to  guard  against  treachery,  were  stated  in 
French.  The  runner  returned  two  days  beyond  his  time,  wiih 
a message  from  Abraham  and  Broken  Sticks,  stating  my  talk 
was  good,  and  that  [ might  expect  him  on  the  30th.  This  we 
freely  rendered,  that  he  would  he  at  the  attack  fixed  for  Christ- 
mas week.  A negro,  his  intimate,  named  Harry,  controls  the 
Pea  creek  band  of  about  a hundred  warrior?,  forty  miles  south 
east  of  us,  who  have  done  most  of  the  mischief,  and  keep  this 
post  constantly  obr-erved,  and  communicate  with  the  Mickasu- 
kians  at  Wythlacoocliee,  by  means  of  powerful  bands  of  Eu- 
follahs  and  Alafiers,  under  Little  Cloud  and  the  Alligator.  In 
tracing  major  Dade’s  movements,  I have  every  reason  to  be- 
lieve that  he  made  on  the  28ih,  six  miles;  27th,  to  Big  Wythla- 
conchee;  on  the  fifth  day,  28th,  to  the  battle  ground,  sixty-five 
inilcK. 

Here  it  may  be  proper  to  state  that  major  Mountford’s  com- 
mand was  ready  to  move  on  the  26lh,  but  the  transport,  in 
which  was  a company  of  the  2d  artillery  under  lieutenant 
Grayson,  unfortunately  entered  the  wrong  bay  and  got  into  1 


shoal  water,  and  was  not  seen,  or  certainly  heard  of,  till  the 
morning  of  the  28th  December,  when,  by  sending  a party  with 
a flag  as  a signal,  lieutenant  G.  was  put  in  posssession  of  in- 
structions, and  landed  his  company  at  a point  four  miles  west 
of  ns,  on  the  east  side  of  Tampa  bay,  (proper),  and  joined  at 
sunset  that  evening;  his  transport  did  not  get  round  to  land  his 
baggage  till  the  .30th;  so  long  an  interval,  as  to  pul  all  hope  of  a 
junction  out  of  the  question,  and  major  Mountford’s  baggage 
was  unladed. 

Now  it  becomes  my  melancholy  duty  to  proceed  to  the  calaa- 
trophe  of  this  fated  band,  an  elite  of  energy,  patriotism,  mili- 
tary skill,  and  constant  courage.  On  the  29th,  in  the  after- 
noon, a man  of  my  company,  John  Thomas,  and  temporarily 
transferred  to  (C)  company,  second  artillery,  came  in,  and  yes- 
terday Pr.  Ransom  Clark,  of  same  company,  with  four  wounds, 
very  severe,  and  stated  that  an  action  took  place  on  the  28th, 
commencing  about  10  o’clock,  in  which  every  officer  fell,  and 
nearly  every  man.  The  command  entrenched  every  night,  and 
about  four  miles  from  the  halt  were  attacked,  and  received  at 
least  fifteen  rounds  before  an  Indian  was  seen.  Major  Dade 
and  his  horse  were  both  killed  on  the  first  onset,  and  the  inter- 
preter, “Louis.”  Lieutenant  Mudge,  third  artillery,  received 
his  mortal  wouiid  the  first  fire,  and  afterwards  received  several 
other  wounds.  Lieutenant  Basenger,  third  artillery,  was  not 
wounded  till  after  the  second  attack;  and  at  the  latter  part  of 
that  he  was  wounded  several  times  before  he  was  tomahawk- 
ed. Captain  Gardiner,  second  artillery,  was  not  wounded 
until  the  second  attack,  and  at  the  last  part  of  it.  Mr.  Basen- 
ger, after  captain  Gardiner  was  killed,  remarked,  “I  am  the 
only  officer  left,  and  boys  we  will  do  the  best  w'e  can.”  Lieu- 
tenant Keayes,  third  artillery,  had  both  arms  broken  the  first 
shot;yvas  unable  to  act,  and  was  tomahawked  the  latter  part  of 
the  second  attack  by  a negro.  Lieut.  Henderson  had  his  left 
arm  broken  the  first  fire,  and,  after  that,  with  a musket  fired  at 
least  thiity  or  forty  shot.  Dr.  Gatlin  w.as  not  killed  until  after 
the  second  attack,  nor  was  he  wounded;  he  placed  himself  be- 
hind the  breastwork,  and,  with  two  double-barrelled  guns, said 
“he  had  four  barrels  for  them.”  Captain  Frazier  fell  early 
in  the  action  with  the  advanced  guard,  as  a man  of  his  com- 
pany, (B  third  artillery),  who  came  in  this  morning  wounded, 
reports. 

On  the  attack,  they  were  in  column  of  route,  and,  after  re- 
ceiving a heavy. fire  from  the  unseen  enemy,  they  then  rose  up 
in  such  a swarm  that  the  ground,  covered,  as  was  thought,  by 
light  infantry  extension,  showed  the  Indians  between  the  files. 
Muskets  were  clubbed,  knives  and  bayonets  used,  and  parties 
clinched.  In  the  second  attack,  pur  own  men’s  muskets,  from 
the  dead  and  wounded,  were  used  against  them;  a cross  fire 
cut  down  a succession  of  artillerists  at  the  fence,  from  which 
forty-nine  rounds  were  fired;  the  gun  carriages  were  burnt,  and 
the  guns  sunk  in  a pond;  a war  dance  was  held  on  the  ground; 
many  negroes  were  in  the  field,  but  no  scalps  were  taken  by 
the  Indians,  but  the  ne^oes,  with  hellish  cruelty,  pierced  the 
throats  of  all,  whose  loud  cries  and  groans  showed  the  power 
of  life  to  be  yet  strong.  The  survivors  were  preserved  by  imi- 
tating death,  excepting  Thomas,  who  was  partly  stifled,  and 
bought  his  life  for  six  dollars,  and  in  his  enemy  recognised  an 
Indian  whose  axe  he  had  helved  a few  days  before  at  this  post. 
About  one  hundred  Indians  were  well  mounted,  naked  and 
painted.  The  last  man  who  came  in  brought  a note  from  cap- 
tain Frazier,  addressed  to  major  Mountford,  which  was  fasten- 
ed in  a cleft  stick,  and  stuck  in  a creek,  dated,  as  is  supposed, 
on  the  27th,  stating  that  they  were  beset  every  night  and  push- 
ing on. 

With  regard  to  the  affairs  of  this  post,  I have  to  state  that 
the  schooner  Motto,  though  daily  expected,  has  not  yet  arrived. 
The  defences  have  been  somewhat  extended  and  strengthened; 
the  old  cantonment  has  been  entirely  abandoned;  and  we  anxi- 
ously await  ordnance  and  ordnance  stores.  The  garrison  is 
healthy,  and  I have  caused  to  embark  on  board  of  the  return 
transport  to  New  Orleans  several  families,  made  widows  and 
orphans  by  the  fatal  battle  of  Wylhlacoochce.  These  are  re- 
commended to  the  kindness  of  the  commanding  officer,  and  I 
have  ordered  the  disbursement  to  be  covered  by  the  quarter- 
master’s department.  The  vessels  engaged  for  the  emigrating 
Indians  to  rendezvous  here  on  the  15th  instant,  have  in  part 
arrived,  (four),  and  a schr.  from  New  Orleans  with  provisions, 
making,  in  all,  five.  We  have  had  no  communication  with  the 
Florida  head-quarters  on  any  subject  connected  with  the  pub- 
lic service  here  for  near  four  weeks.  On  this  day  the  distribu- 
tion of  provisions  under  the  treaty  commences.  Under  an  ex- 
isting order  I have  so  far  considered  myself  an  Indian  agent  as 
to  authorise  the  issues,  and  to  take  measures  for  the  security  of 
the  deposite  of  provisions,  by  disturbing  them  in  the  transports 
now  anchored  in  the  bay.  This  arrangement  I cannot  report 
as  complete,  but  hope  to  succeed  without  additional  expense. 

To  land  those  provisions  at  this  post,  where  already  so  much 
public  property  is  irremediably  exposed  to  conflagration  in  the 
event  of  an  attack,  and  not  protected  by  a successful  defence 
of  the  place,  would  ensure  its  destruction,  and  perhaps  crush 
all  hopes  of  emigration.  These  proceedings  will,  I trust,  be  ap- 
proved by  the  secretary  of  war. 

In  conclusion,  I beg  leave  to  remark,  that  such  are  the  In- 
dian combinations,  that  it  is  not  considered  practicable  to  force 
or  keep  open  a communication  with  Fort  King  with  less  than  a 
well  appointed  and  instructed  force  of  one  thousand  men. 
Three  out  of  four  bridges  are  destroyed,  and  two  fords  are  very 
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difficult,  and  the  cniiiitry  may  generally  be  described  as  a series 
ol  ambiiseades  anil  deliles. 

1 have  i!iu  liunur  to  be,  very  respectfully,  your  oti^i.  serv  i. 

F.  ri.  HEl/rON, 

Capl.  2il  artillery  company. 

To  the  adjutant  general  U,  S-  Ji.  Waskinoton. 

Fort  Brooke,  Florida,  January  Isf,  1836. 

Mv  DEAR  coi.onel:  1 liavc  only  linn;  ttt  present  to  addiess 
you  a lew  lines  concerning  the  late  transactions  in  this  (]narier. 

I reached  this  place  with  my  command  about  12  o’clock  on 
Chri.-lmas  day,  ami  found  Ihe  agitation  to  he  considerabh;, 
on-ng  to  Ihe  decidiid  liostiliiy  which  was  reported  to  exist 
nmong  the  various  tribes  of  Indians  in  this  neighborhood. 

So  .'oon  as  I landed  and  ascertained  that  major  Dade’s  com- 
mand, consi>iing  of  8 officers  and  about  100  men,  had  left  this 
place  on  the  23d,  on  their  way  to  Fort  King,  taking  wiih  them  a 
SIX  pounder,  and  in  the  course  of  the  day  it  was  ascertained 
that  they  were  delayed  on  the  road  about  20  miles  distant,  on 
account  of  the  bridges  having  been  burnt. 

It  had  been  the  original  intention  that  my  command  and 
company,  a 2d  artillery,  should  proceed  to  Fort  King  together, 
but  when  it  was  known  that  major  Dade’s  command  vvas 
within  so  short  a distance  of  us,  rt  was  delerinined,  and,  in- 
deed, I was  very  anxious  to  proceed  forthwith  and  every 
thing  was  ready  for  the  march  the  following  morning,  but  in 
the  course  of  the  niglit,  however,  news  arrived  that  major 
Dade’s  command  had  proceeded  on,  and  again  it  was  thought 
advisable  that  I should  wait  for  the  other  company.  You  will 
at  once  perceive  the,  narrow  escape  I made  by  this  detention, 
when  I inform  you  undoubted  information  has  been  receiv- 
ed here  of  the  avyful  fact  that  major  Dade  with  his  whole  com- 
mand with  the  exception  of  3 or  4 having  been  cut  to  pieces 
and  horribly  mangled,  this  could  not  have  been  prevented  by 
my  having  gone  on— on  the  26th,  and  we  should  have  been  cut 
up  in  detail. 

'I'he  savages  were  screened  from  the  fire  of  the  command  by 
a thick  swamp,  the  six-pounder  is  in  their  hands;  major  Dade 
was  killed  early  in  the  action,  the  most  heroic  bravery  vvas 
displayed  by  the  officers  and  men,  but  all  would  not  do;  every 
officer  is  dead  and  almost  every  man— three  men  horribly 
wounded  have  made  their  way  into  camp,  all  agree  in  relation 
to  the  above  particulars,  and  ail  agree  in  believing  that  no  more 
escaped. 

The  whole  force  at  this  place  arc  now  entrenched  vvilhin  the 
picket  and  block  houses;  our  force  consists  of  about  180  fight- 
ing men  and  officers,  to  which  are  a party  of  citizens,  rangers, 
about  thirty  strong,  and  also  in  the  immediate  neighborhood 
is  a party  of  abotrt  100  friendly  Indians  headed  by  their  chief. 

We  are  hard  at  work  day  and  night,  in  strengthening  our 
fortifications  in  every  possible  marvner,  our  men  in  fine  spirits, 
and  anxious  to  revenge  their  fallen  comrades.  All  is  activity 
and  zeal,  and  we  are  ready  to  give  our  savage  foe  a warm  re- 
ception. I am,  in  haste,  vour  friend, 

jiVO.  MOUNTFORD,  maj.  U.  S.  A,  y 
Extract  from  brigadier  general  Clinch's  report  of  the  officers 

cointnanding  the  troops  in  Florida,  to  the  adjutant  general, 
dated 

Fort  Drane,'26lh  December,  1835. 

“I  have  the  honor,  herewith  to  enclose  you  a copy  of  an 
order  issued  by  tne  on  the  21st  instant,  from  which  you  will 
learn  that  brigadier  general  R.  K.  Call,  commanding  the  Flo- 
rid.i  volunteers,  formed  a junction  with  me  on  that  day.  On 
the  preceding  evening  general  Call’s  advance  guard  fell  in 
with  a’parly  of  Indians  who  had  just  set  fire  to  a house  about 
one  mile  from  Micanopy.  The  Indians  had  concealed  them- 
selves  in  among  thick  hamtnock  and  marsh,  but  the  voliinteeis 
attacked  them  in  the  most  gallant  manner,  and  killed  four  of 
of  the  parly.  General  Call  icports,  from  his  command,  four 
badly  wounded.  We  have  been  engaged  since  the  21sl  in 
Bcouring  the  hammocks  and  swamp.s  within  thirly  or  forty 
miles  of  the  fort,  an. I from  the  best  informiiti(m  that  can  be 
obtained,  it  is  believed  that  the  Indians  on  the  west  of  the  St. 
John’.''  are  retiring  within  their  limits,  and  we  shall  march  in 

It  rsuit  of  those  lawless  biinils  of  incendiaries  on  the29tli  in.-t. 

Inch  credit  is  due  to  general  Call  and  the  gallant  volunteers 
comprising  Ihcl-l  and  2d  regimnits,  fur  tlimr  promptness  in 
nrarcJiing  at  the  shortest  possible  notice  to  the  defence  of  their 
mitTeririg  l<  llow  citizens.  'I'he  sufferings  of  the  inhabitants  for 
near  .30  miles  from  Ihe  boundary  line  are  extreme,  arising  from 
n panic  which  .appe.irs  to  be  Jilmost  general  and  whieh  imineed 
many  large  and  lieltilcss  families  to  leave  their  honii's  and  iheir 
all,  to  he  plundered  ami  burnt  by  Ihose  murderers  and  inceti- 
rliary  l.ands,  Rvery  mililary  m.-.n  who  knows  any  thing  of  this 
► eclion  of  the  eonniiy  will  agree  with  me  in  Ihe  opinion,  that 
there  IS  n.i  part  of  ihe  United  Htaies  so  hard  to  protect  or  de- 
fend as  the  on.  uo  h ive  to  Ojiei.Ue  in.” 

From  Ihe  Nntionnl  Tn/clliscnrcr. 

We  are  imh  bti  d to  tlie  prdileness  ol  a friend  for  Ihe  subjoin- 
rd  rxtr.aei  of  a letter  from  a gentleman  .attached  to  major 
>lonniford’s  command  in  Kloiida  It  iHmishcs  a mote  (i.ir- 
licnlar  ncconni  of  the  disites>j„2  nml,  awfni  situation  of  the. 
inhabitants  of  a pan  of  that  devoted  lerriioty. 

“Forf  Brooke,  ( Florida),  januarn  Uf,  1836. 

“Through  the  inlcrposiiir)n  of  Providence,  I niii  now  alive 
to  let  you  know  It.  Wc  arc  rt  ally  in  the  theatre  of  war  of  the 
most  horrible  kind. 


“Wi!  arrived  here  on  Clirisimas  day,  and  found  the  iolinbi- 
lauls  flying  in  from  all  (pr.irlcrs  to  camp.  Major  Dade,  wiili 
seven  olheers  ami  110  men,  started  the  rlay  before  we  arrived, 
for  Fort  King.  VV’e  were  all  prepared  to  overtake  them  the 
next  day,  iiiid  vveie  Ufion  the  ev»;  of  departure,  when  an  iuter- 
veiiiioiiof  circiimsitinces  deferred  it  for  one  day — and  in  the 
course  of  that  day,  three  sohliers,  fiorribty  mangled,  came  into 
camp,  .and  brought  tlie  melancholy  tidings  that  major  Dade, 
and  every  oflieer  and  man,  except  themselves,  were  murdered 
and  terribly  mangled. 

“We  are  at  work,  night  and  day,  entrenching  ourselves  in 
evi;ry  (lossitile  manner.  We  expect  every  moment  to  be  at- 
tacked, as  the  savages  have  sworn  we  should  all  be  massacred 
before  the  6th  of  January.  We  are  only  iiboul  200  slroirg, 
with  officers  and  men,  and  about  50  citizens  and  100  friendly 
hidiaiis,  with  their  chief ‘Black  Dirt.’  The  savages  are  said 
In  iiumher  4,000.  I am  in  major  Moiinifortl’s  private  room, 
now  writing,  and  have  to  keep  a shitr;)  look  out,  so  as  to  retreat 
at  a moment’s  warning.  We  hO|)e  to  receive  a leinforcemeut, 
when  our  situation  is  known.  Officers  and  men  are  like 
brothers,  encoiiriiging  e.ach  other,  and  determined,  with  their 
last  breath,  to  avenge  their  fiillen  comrades.  If  tlie  Indians 
come  upon  us  in  small  bodies,  say  500  or  600,  I am  sure  we  will 
heat  them  off.  I atn  at  major  M’s  quarters  all  day,  but  at  my 
post  at  night. 

From  various  papers 

Major  DrirfeJiad  set  out  with  his  troops  from  Tampa  bay  to 
campKitig,  to  joiti  general  Clinch,  wUen,  an  the  moriiiiig  of 
the  28lh  December,  at  8 or  9 clock,  being  the  third  or  fourth 
day  of  their  march,  they  were  surrounded  by  a large  body  of 
Indians,  supposed  to  number  frotn  800  to  1,000,  and  were  cut 
to  pieces.  Only  three  men  of  the  112  escaped,  badly  wound- 
ed, to  recount  the  latneiilable  history  of  the  butchery  of  their 
soldiers. 

F Major  Dade  was  shot  off  his  horse  on  the  commencement  of 
the  attack.  Captains  Gardiner  and  Fraser  soon  after  fell  inor 
tally  wounded,  and  their  scalps  vv(;re  taken  by  the  savages. 
Lieuteiiaiiis  Bassinger,  Henderson,  Mudge  and  Kean,  and  Dr. 
Catlin,  surgeon  to  tlie  delachinent  were  all  slain.  Lieuienaui 
Bassinger  was  wounded  oti  the  onset,  and  was  discovered  by  a 
negro  in  the  parly  of  savages,  crawling  off  to  a place  of  con- 
cealment, and  tomahawked.  So  liitle  were  those  troops  aware 
of  their  danger,  that  they  did  not  see  an  Indian  until  many 
shots  had  been  fired.  I'hey  were  caught  in  an  ambush,  and 
dearly  paid  the  [lenalty  of  iiisufficienl  precaution  against  sur- 
prise.   

Colonel  Twiggs,  of  the  United  States  army,  chartered  the 
steamboat  Merchant,  and  started  with  four  companies  of  troops 
from  New  Orleans  to  Tampa  hay.  Major  Belton  was  at  Tam- 
pa hay  with  the  force  under  his  command. 

The  public  sympathy  will  be  deeply  c.xcited  by  this  news, 
jeven  here,  at  a distance  from  the  scene.  It  may  be  readily 
imagined,  therefore,  that  the  people  of  the  parts  of  the  coiiiitiy 
adjacent  will  come  as  strongly  as  they  can,  to  Ihe  aid  of  tl.e 
troops  and  people,  now  in  imminent  danger,  in  Florida.  For 
this  purpose,  a public  meeting  was  to  be  held  at  Mobile  on  the 
12th  instant. 

A letter  from  St.  Augustine,  dated  6th  of  January,  says: 

“1  heard  that  the  whole  of  Mosquito  county  was  Imrnl  by  the 
Indians.  I went  down  and  found  it  true,  but  they  were  off, 
ami  we  could  not  get  a view  of  them.  I came  home,  and  here 
I find  things  dreadful.  Clinch  lias  fought,  and  got  the  worst  of 
it,  driven  back  to  his  pickets.  Gen  Call,  with  all  his  volun- 
teers, has  gone  home,  and  the  country  completely  captured. 
All  the  roads  in  their  posessioiis — all  communieaiinn  cut  off — 
the  houses  burnt,  and  a man  killed  within  12  miles  of  this 
town.  Tlie  agent  and  a lieutenant  Smith,  of  the  army,  killed 
and  scnified  in  sight  of  Clinch’s  camp,  and  two  men  with  them 
laken  off.  It  is  dreadful,  and  it  is  disgraceful;  300,000  dollars 
would  not  pay  the  damage.  Depeysler  has  70  or  80  negroes 
laken  away — Ilerioil  as  many.” 

The  Indian  agent,  Wiley  Thompson,  lieiit.  Constantine 
Smiih,  Erasiiis  Rogers  and  two  others,  nimdered  by  the  Indians. 

On  IMonday,  the  28ih  nit.  a p.irly  ot  ten  men,  dining  at  the 
house  of  ErasIiis  Rogi  r-,  sutler  at  camp  King,  were  fired  upon 
while  setting  at  Ihe  table,  by  a (tariy  of  Indians.  The  limise 
was  not  above  250  yards  from  the  block  lionse.  Riigers  was 
silling  at  the  head  of  his  table,  when  the  fir.n  in  formation  gi- 
ve ii  of  the  presence  of  the  foe,  was  .i  volley  of,  it  is  thought,  at 
least  100  shol,()onred  in  upon  them  Ihrongh  the  open  door. 

The.  liiilians  rushed  upon  llie  house.  Tlio.«e  in  not  killed, 
sprang  oni  of  it,  at  Ihe  windows  on  each  side*.  Five,  fleeing 
for  camii  King,  escaped.  'I'he  other.s,  fleeing  for  a liammock 
close  by,  vvi're  shot  down. 

A negro  woman,  the  conk,  ran  behind  the  counter,  (this 
house  was  used  tiy  Rogi'rs  as  a store),  ami  hiding  liehind  a liar- 
rel,  was  nnoli-ei  ved  by  the  Indians.  They  rushed  into  Ihe 
ImiHe,  Powell  at  tin  ir  head,  threw  down  the  table,  and  looking 
around  for  a moment,  li  ft  the  house. 

'Pile  five  of  this  party  slain,  were  general  I'lionipson,  tlie  In- 
dian agent,  lieiit.  Consianline  Sinilli,  F.rasliis  Rogers,  the  sut- 
ler, Suggs  and  Iliizlf'.  Through  gen.  Thomiison  were  shot  fif- 
teen hiilleis,  and  sixteen  through  Rogers.  The  Indians  scalped 
all,  taking  off  the  scalp  clear  around  the  head,  as  far  as  the  hair 
c.\iended,  and  then  beating  in  llieir  skulls.  The  heads  of  Ro- 
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g€rs  and  Suggs,  were  shockingly  mangled.  All  this  was  done 
in  open  day-light,  wiildii  250  yards  of  camp  King — and  in  view 
of  the  U.S.  troops  there  at  that  time.  Why  did  they  not  lush 
o«l  to  their  rescue,  or,  rather,  why  did  they  not  ply  the  two  six- 
{munders  in  the  block  house,  upon  these  bold  savages,  commit- 
ting, before  their  face  and  eyes,  within  250  yards,  such  deeds 
of  batbarity. 

Capt.  Hehbart,  of  the  steamer  Florida,  arrived  to-day,  6 
o’clock,  F.  M.  says  that  all  communication  between  Picolata 
and  St.  Augustine,  is  interdicted.  The  stage  sent  into  the  lat- 
ter place  was  detained,  but  the  driver,  mounting  a horse  and 
taking  a musket,  rode  through  yesterday  for  Picolata.  The 
driver  says  he  saw  plenty  of  Indian  traces — that  in  fact  the  road 
was  full  of  them. 

Day  before  yesterday  Solano’s  house  seven  miles  from  Pico- 
lata was  burned,  and  a man  by  the  name  of  Yanovar  shot. 

The  steamboat  lay  out  in  the  river  last  night,  as  it  was  deem- 
ed unsafe  foi=  her  to  lie  alongside  the  wharf.  The  passengers 
intending  to  go  to  St.  Augustine,  have  returned.  An  attack 
upon  Picolata  by  the  Indians  is  daily  e.xpecled. 

It  is  an  important  post,  and  we  doubt  not  the  valor  of  the  Sa- 
vannah volunteers  to  protect  it. 

The  schr.  Davenport,  from  New  York,  with  fifty  or  sixty  U. 
Stales’  troops  on  board,  destined  to  camp  King,  crossed  the  bar 
yesterday.  She  is  in  the  river  below  this  place,  detained  by 
head  winds. 

From  the  Florida  Herald,  Jan.  13. 

On  the  morning  of  tire  26th  or  27ili  Dec.  tlte  Seminole  In- 
dians under  the  chief  Philip,  together  with  a small  party  of 
Uchees,  and  a number  of  Indian  negroes,  estimated  from  80  to 
120,  came  to  New  Smyria,  south  of  Mosquito  inlet;  took  pos- 
session of  and  plundered  the  house  of  Mr.  Dunham.  Parties 
of  them  scattered  about  the  neighboring  plantations  of  Cruger 
and  Depeysler  and  Mr.  Hunter.  The  Indian  negro  John  Cas- 
sar,  endeavored  to  decoy  Mr.  Hunter  from  his  house  on  pre- 
tence of  selling  him  cattle  and  horses.  He  however  having 
heard  from  his  negroes  that  large  numbers  of  Indians  were 
about,  and  in  the  afternoon  crossed  the  river  to  colonel  Dum- 
roeit’s 

The  Indians  had  possession  of  Dunham’s  house  all  day,  and 
about  one  in  the  morning  of  the  following  day,  set  it  on  fire  and 
burned  it,  together  with  all  the  outbuildings,  to  the  ground;  in 
the  course  of  the  day  they  burned-and  destroyed  all  the  build- 
ings on  Crniier  and  Depeysler’s  planDuion  except  a corn  house, 
also  all  on  Hunter’s  except  a corn  house. 

A party  of  11  Indians  then  crossed  the  river,  plundered  and 
destroyed  every  thing  in  col.  Dumrnetl’s  house,  and  set  it  on 
fire;  from  some  cause  or  other  it  did  not  burn.  They  also 
burnt  the  dwelling  house  of  Mr.  Racliff,  a little  to  the  north  of 
col.  Dumrnetl’s,  and  broke  and  destroyed  the  lantern  and  every 
thing  at  the  light  house. 

In  the  Herald  notice  is  taken  of  the  killing  of  Llenovar,  on 
the  St.  Johns.  This  is  a deeply  afflicting  otccurrence.  We  un- 
derstand that  he  was  23  years  old— Iiad  just  returned  from  Pi- 
colata, where  he  had  been  on  duly  an^  had  distinguished  him- 
self by  his  good  conduct  and  soldiery  deportment;  and  had  gone 
to  the  plantation  of  Mr.  Baya  to  endeavor  to  save  as  much  of 
the  crop  of  provisions  there  as  could  be  brought  away.  Two 
brothers  of  this  young  man  were  then  absent  in  another  part 
of  the  country  for  the  purpose  of  protecting  the  plantations 
south  of  us. 

The  following  is  from,  the  Savannah  Georgian. 

Battle  of  Wylhlacoochee.  We  furnish  our  readers  the  follow- 
ing additional  particulars  of  the  engagement  at  Wythlacoochee 
— tliey  come  from  unquestionable  authority:—"  About  the  same 
time  that  the  regular  troops  crossed  the  river,  three  hundred  of 
the  militia  volunteers  under  gen.  Call  crossed  in  the  same 
place — the  former  were  formed  in  order  of  battle  as  fast  as  they 
landed:  the  latter  troops  Jiowever,  were  not  displayed,  hut  re- 
mained huddled  together  on  the  margin  of  the  river  about  300 
yards  from  the  scene  of  action.  As  soon  as  the  first  shot  was 
fired  the  militia  were  panic  struck  and  fled  precipitately  over 
the  river,  one  of  the  captains  leading  the  way  and  losing  his 
musket  in  the  passage — some  twenty  of  the  militia  remained 
and  fouglit  gallantly. 

“If  the  regulars  had  been  sustained  hy  the  militia,  the  Indians 
could  not  have  escaped — as  it  was,  however,  the  enemy,  by  ex- 
tending their  right  an<l  left,  were  near  outflanking  the  regulars 
— this  was  prevented  by  one  of  the  charges  spoken  of  in  our 
yesterday’s  paper. 

“Dii.'ing  the  action,  which  lasted  one  lionr  and  fifteen  mi- 
nutes, the  yelling  of  the  savages  was  incessant  and  somewhat 
appalling;  ten  limes  their  numlier  of  civilized  enemies,  in  an 
open  fielil,  would  not  have  hem  so  forinidable.  The  regulars 
were  com[ielled  to  watch  their  ttppni ttinity  and  fire  by  vollies, 
whenever  they  saw  a flash  fioni  the  thicket.  Not  a sohiier  en- 
gaged left  his  ground,  not  evetj  under  the  jilea  of  taking  away 
the  wounded. 

“The  nimiht T of  the  enemy  killed  and  wotinded  was  not  as- 
certained. The  killed  were  jiit<;ired.  and  fires  built  over  their 
graves,  so  that  the  Indians  ohtained  no  scalps.  The  action 
was  a very  severe  one,  as  is  evident  from  the  fact  lliat  more  lhati 
a quarter  of  the  whole  cotninand  was  killed  or  wounded,  of  the 
latter,  four  mortally.  The  horse  of  col.  Fanning  received  two 
shots  in  his  body. 

A letter  from  “Camp  Charlerf’  (Omathla),  dated  Jan.  6, 
says— The  stage  driver  has  just  arrived  from  St.  Augustine,  he 


should  have  been  here  yesterday,  but  he  dare  not  attempt  lo 
drive  the  stage  back,  as  the  Indians  are  between  us  and  St. 
Augustine;  they  murdered  a man  and  burnt  his  house  on  Mon- 
day niglit,  not  more  iliaii  six  or  seven  miles  from  here,  on  the 
road  to  St.  Augustine — he  left  the  stage  and  came  on  hfwse 
back;  he  saw  signs  of  Indians  not  more  titan  five  miles  fsarrii 
this  place.  It  is  now  12  o’clock  and  very  stoiny  and  wetfeav- 
ing  rained  all  day.  We  are  ail  now  uirder  arms,  and  s!teep> 
with  our  clothes  and  belts  on,  if  we  do  go  lo  sleep.  1 haw  no- 
doubt we  will  liave  a small  brush  either  to-night  or  to-mo5iK»w„ 
as  the  information  can  he  relied  on,  and  they  are  so  ntearr  is. 
would  be  impolite  for  them  lo  pass  without  giving  us  a callL 

The  Savannah  Georgian  has  a letter  which  says — 

General  Clinches  army  consisted  of  212  regulars  and 
Innteer  militia,  who  left  Fort  Crane  29th  December,  &i& 
Monday  the  3lst,  by  daylight,  arrived  at  the  W'yihlacafflehe' 
river,  and  found,  instead  of  a ford,  as  reported  by  the  guides-,, 
rapid  and  deep  stream,  and  crossed  over  7 men  at  a time  ia  at 
canoe;  the  regulars  first  crossed  over  and  marched  back  frfwnt 
the  river  about  400  yards,  and  there  posted  themselves;  tbejr 
remained  quiet  for  two  hours:  the  Indians  were  marching  down- 
the  hammock  lo  the  river,  for  the  purpose,  no  doubt,  of  pre- 
venting the  crossing  of  the  party  of  volunteers,  when  the  senti- 
nels posted  in  the  edge  of  the  hammock  by  col.  Fanning  dis- 
covered them,  fired,  and  retreated  lo  their  lines;  then  col.  Fai>- 
ning  marched  his  men  to  the  hammock,  and  received  a iremeair- 
dous  fire  from  the  Indians. 

The  massacre  look  place,  the  reader  will  see,  on  the  28tli  off 
December.  Tlie  battle  between  gen.  Clinch  and  the  Indians- 
took  place  on  the  30ih.  The  distance  between  the  two  scenes^ 
of  action  being  not  greater  than  could  have  been  travelled  in< 
the  intervening  time,  there  is  reason  to  believe  that  tlte  ImlianS' 
wliom  general  Clinch  was  engaged  with  were  those  which  de- 
stroyed the  command  of  major  Dade. 

From  the  Tallahassee  Floridian  of  Jan.  2.  We  deem  it  our 
duty  to  correct  an  error  wliich  has  been  widely  circulated,  re- 
specting the  force  under  the  command  of  gen.  Clinch.  It  only 
amounts  to  280  men,  rank  and  file,  and  at  the  commencement 
of  the  difficulties  was  much  smaller.  He  appears,  by  a letter 
from  gen.  Call,  to  have  acted  with  prudence  and  di.scretion, 
and  to  have  done  all  for  the  safely  of  the  frontier  that  his  means 
permitted,  without  hazarding  the  destruclion  of  the  few  troops 
under  his  command.  We  learn  that  200  of  the  regulars  are 
acting  with  the  volunteers,  and,  as  soon  as  the  troops  shall  be 
concentrated  in  the  nation,  the  army  will  act  on  the  offensive. 

The  editor  of  the  St.  Augustine  Herald,  of  the  13ih  Jan.  has 
learnt  from  an  officer  who  had  arrived  at  St.  Anijiistine  from 
camp  King,  that  it  was  tlie  general  impression  that  an  under- 
slaiiditi"  existed  between  the  Creeks  and  Seminoles. 

A public  meeting  had  been  held  at  St.  Auaustine  lo  consider 
the  dangers  which  threatened  that  city  and  the  adjacent  coun- 
try, at  wliich  various  resolutions  were  passed,  connected  with 
the  defence  of  the  territory,  and,  among  the  number,  one  in 
which  the  thanks  of  the  citizens  of  St.  Augustine  are  tendered 
to  the  citizens  of  Charleston,  for  the  prompt  conduct  of  the  lat- 
ter in  affording  relief  to  the  former. 

The  following  extract  from  a respectable  elrfcr/y  gentleman 
has  been  obligingly  communicated  by  a friend  for  publication. 
Tlie  picture  it  presents  is  truly  distressing — and  the  concluding 
apprehensions  there  is  great  reason  to  fear  is  too  well  founded. 

Extract  of  a letter  from  a planter  residing  near  St.  3Iary’s, 
Georgia,  Jan.  16lh. 

The  newspapers  have  perhaps  abundantly  informed  you  to 
what  a deplorable  situation  we  are  now  reduced.  I'lie  tem- 
porising policy  of  general  Thompson,  the  Indian  superiiiietid- 
arit,  and  the  forbearance  of  our  government  have  set  the  mer- 
ciless savages  upon  our  plantations,  our  crops  and  our  dwel- 
lings, and  really  I do  not  see  what  is  lo  become  of  us  and  this 
country  if  military  succors  do  not  immediately  arrive.  The 
Indians  seem  to  be  fully  bent  on  the  most  determined  resist- 
ance, and  in  tlie  action  on  the  Wythlaeooche  displayed  a firm- 
ness and  desperation  never  exceeded  in  the  history  of  Indian 
warfare.  Our  friend  McIntosh  was  in  the  battle,  and  the  se- 
cond to  swim  the  river  to  the  attack. 

I started  a few  days  since  hy  the  steamboat  to  go  to  St.  Au- 
gustine on  important  liusiness: — on  our  arrival  at  Picolata  we 
found  the  travelling  (14  miles)  interdicted — the  Pictolala-house 
pickettf'd,  and  garrisoned  by  40  volunteers  from  Savannah,  a 
lioii.se  burnt  about  seven  milts  from  the  place,  and  a murder 
and  scalpiiis  commiUed  the  day  previously  only  about  three 
miles  off.  We  stopped  to  take  a cord  of  wood,  and  immediate- 
ly returned  to  St.  Mary’s.  The  militia  are  now  all  ordered 
out — and  tho.se  who  do  not  muster,  are  hunted  out  by  files  of 
armed  men  and  forced  lo  march. 

1 am  determined  to  run  no  kind  of  risk  by  remaining  here  an 
hour  after  I see  the  smallest  danger.  Depeyster  lost  every 
thing  at  his  plantation.  His  negroes  even  all  carried  off  with 
the  exception  of  the  old  who  were  shot,  and  the  infants  whose 
brains  were  Haslied  out.  St.  Augustine  is  in  hourly  expecta- 
tion of  an  attack — strangers  have  all  left  and  bu.siness  is  com- 
pletely at  a stand.  The  young  have  turned  out  and  marched, 
and  the  old  have  armed  themselves  in  defence  of  their  dwel- 
lings and  families.  God  knows  how  or  when  it'  will  end. — 
Nothing  but  regular  troops,  and  in  considerable  force, 
too,  can  save  East  Florida— and  they  may  be  too  late. 
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Exlracl  of  a Idler  to  llie  Charlesloii  C’oiirior,  dated 

St.  Jiugustine,  Jan.  14. 

The  force  at  present  in  East  Florida,  is  too  small  to  compete 
Willi  llie  Indians,  whose  strength  and  si>irit  have  been  aliUe  un- 
derrated, VVe  are  most  lliankl'nl  lor  the  aid  already  all'orded 
us  by  general  Call,  and  the  volunteers  from  the  wesl— (or  that 
liromised  from  South  Carolina — for  the  protection  alfoided  to 
ricolaia  by  the  corps  from  Savannah — but  it  may  not  be  con- 
cealed, that  the  U.  S.  army,  even  should  it  lie  increased  to 
1,000  men,  (it  is  now  hardly  300)  with  the  aid  of  the  militia, 
and  with  loreign  assistance,  would  be  unable  to  put  and  end  to 
the  war,  and  repel  the  barbarians.  To  effect  these  objects,  be- 
tween two  and  three  thousand  regulars,  (some  Judicious  per- 
sons think  more)  would  be  required,  together  with  the  aid  of  a 
naval  force  in  the  seas  around  the  peninsula.  The  country  is 
admirably  calculated  for  the  Indian  mode  of  warfare — lull  of 
hammocks,  swamps  and  everglades.  It  seems  to  my  unmili- 
tary mind,  that  the  Indians  can  only  be  reduced  by  drawing  a 
cordon  across  the  peninsula,  and  hemming  them  in,  vvitli  the 
aid  of  vessels  of  war.  But  whatever  be  the  plan  of  operations, 
it  should  be  quickly  devised,  and  promptly  pursued.  There 
are  now  about  400  negroes,  perhaps  more,  in  the  hands  of  the 
Indians.  The  whole  of  East  Florida  is  very  much  at  the  mer- 
cy of  the  enemy — and  there  are  only  four  months  within  which 
we  may  prosecute  a war  to  the  south  of  this,  in  the  interior, 
with  safely  to  the  health  of  our  troops. 

Charleston,  (S.  C.)  Jan.  21. 

By  the  brig  Wave,  captain  Parker,  we  have  received  a file 
of  the  Key  West  Inquirer  to  the  2d  instant,  and  a slip  from  the 
office  of  the  Inquirer,  dated  the  14ih  instant.  The  Indians 
were  seen  in  considerable  bodies  in  the  neighborhood  of  New 
river,  about  22  miles  north  of  Cape  Florida,  about  the  begin- 
ning of  the  present  month.  This  [irodneed  considerable  .alarm, 
and  the  news  having  spread,  the  inhabitants  of  all  tlie  settle- 
ments between  New  river  and  Cape  Florida  assembled  at  the 
light  house  premises  to  the  number  of  about  60,  but  abandoned 
their  position,  being  without  ammunition  or  provisions.  It 
was  fortunate  they  did  so,  as  the  Indians  subsequently  obtain- 
ed possession  of  the  premises.  The  massacre  of  the  family  of 
Mr.  Cooley,  living  near  the  light  house,  has  been  confirmed  by 
a visit  of  the  bereaved  husband  and  lather  to  his  once  happy 
mansion,  as  he  found  lying  in  its  vicinity  the  bodies  of  his  mo- 
ther, wife  and  three  children,  and  a hired  man. 

Captain  Parker  reports  that  there  were  three  families  mur- 
dered between  St.  Mark’s  and  Tallahassee,  together  with  an 
overseer. 

The  light-ship’s  crew  are  now  the  nearest  to  the  Indians, 
but  being  some  distance  from  the  shore,  and  provided,  we  be- 
lieve, (says  the  Inquirer),  with  arms  and  ammunition,  they 
may  not  be  considered  in  much  danger.  The  next  |)ost  is  at 
Indian  Key,  about  seventy  miles  from  Key  West,  where  pre- 
parations have  been  made  for  defence  by  erecting  embank- 
ments, mounting  cannon,  &c.  &c.;  but  llie  effective  force  is 
small,  and  it  is  Key  Wesl  alone,  which,  by  the  people  from 
the  main  and  other  islands,  is  thought  to  be  safe  from  attack; 
for  in  addition  to  the  number  capable  of  bearing  arms,  it  is 
the  farthest  settlement  from  the  Indians,  and  the  one  with 
which  they  are  the  least  acquainted;  the  others  being  often 
heretofore  resorted  to  for  the  purposes  of  traffic,  &c.  It  is 
thought  near  two  hundred  fugitives  have  arrived  here  within 
four  or  five  days. 

No  definite  account  can  be  obtained  of  the  number  of  Indi- 
ans In  the  neighborhood  of  the  cajie,  but,  from  their  fires,  and 
other  circumstances,  it  is  ihonghl  they  may  at  present  amount 
to  two  or  three  hundred  warriors. 

We  have  to  express  to  our  friends  at  a distance  our  candid 
opinion  that  the  jirobabilily  of  our  being  attacked  is  not  great, 
but  still,  to  enable  the  inhabitants  of  the  other  islands  and  the 
main  land  to  return  to  their  usual  avocations,  and  in  order  to 
insure  our  safety,  we  have  to  repeat  that  a strong  necessity  ex- 
ists for  iinincdiale  action  on  the  part  of  the  government  in  this 
'lOJ'rler.  [Patriot. 

CC?"The  preceding  accounts,  picked-up  pretty  much  as  they 
came  to  hand,  (from  the  great  ditfculty  of  arranging  the  numer- 
ou«  reports  and  accounts)  will  present  a full  and  clear  view  of 
what  has  happened  iu  Florida.  The  massacre  of  the  112  men, 
nrider  major  Dade,  three  only  escaping,  has  roused  the  energies 
of  the  people  of  the  adjacent  stales,  and  will  bring  out  the 
whole  physical  force  of  Florida.  By  steam  vessels,  from 
t.harleslon,  Savannah,  Mobile  and  other  places,  supplies  of 
men  and  arms  and  provisions,  &c.  have  been  despatched.  It 
was  supposed  that  two  hundred  men  would  depart  from  Au- 
piiM.a  onl>— being  all  volunteers.  By  the  lime  that  gr.n.  Scott 
arrives,  it  hoped  that  a power  to  command  tlie  peace,  will  be 
preseBt  — If  it  shall  not  then  have  been  accomplished;  and  es- 
pecially, if  the  Indians  and  negroes  can  be  lorcrd  into  a gene- 
ral aciion.  (len.  Call,  of  Florida,  is  exceedingly  active,  and  it 
was  expected,  would  collect  a strong  forcr-. 

We  learn  from  the  Charleston  papers  that  a public  meeting 
was  to  be  held  in  that  city  on  ’rilnrsday  last,  to  receive  the  re- 
port of  a committee  previously  appointed,  and  to  rielerinine 
\yheiher  any  thine  further  can  he  rlone  by  the  citizens  of 

< iiarleslon,  on  behalf  of  thrir  snlferin"  brethren  of  Florida. 

Ft  wv.s  hop?d  that  the  steamboat  .Itdin  Stonev,  hf«retofore 
rlopatcliHril  tit-  the  committee,  for  the  relief  of  stj  Antinstine 
would  return  in  time  to  allow  the  result  of  its  ini««ifrn  to  be 
laid  before  the  meeting.  The  liberal  conduct  of  the  bank  of 


Charleston  deserves  especial  mention.  That  institution  has 
given  the  sum  of  5,000  dollars  for  the  reliel  of  the  people  of 
Florida,  in  this  their  day  of  trial.  It  is  also  worthy  of  remark 
thill  gen.  Hamilton  has  issued  an  order  for  the  assembling  of 
the  4th  brigade  of  South  Carolina  militia,  for  the  purpose  of  ad- 
dressing them  on  the  present  exigency  of  affairs  in  Florida. 

— "►»©  @ 

LATEST  FROM  ENGLAND. 

“./3  special  messenger^’  arrived! 

His  Britannic  majesty’s  despatch  brig  Pantaloon,  captain 
Carry,  arrived  at  Norfolk  on  Saturday  morning,  in  29  days  from 
Falmouth,  with  despatches  for  the  charge  d’affaires  of  the  Bri- 
tish government  at  Washington.  We  are  not,  says  the  Herald, 
permitted,  of  course,  to  know  the  nature  of  them,  but  rumor, 
always  busy  on  such  occasions,  has  decided  that  they  relate  to 
a proffer  of  the  mediation  of  Great  Britain  to  adjust  the  unfor- 
tunate difficulty  between  France  and  the  United  Stales. 

The  Pantaloon  left  Falmouth  the  24th  December,  and  brings 
London  papers  to  the  22d,  The  acceptance  of  the  French  go- 
vernment of  the  mediation  of  England  was  the  current  rumor 
of  the  day,  to  which  the  Ledger,^  as  will  be  seen,  hesitates  to 
give  credence. 

The  French  chambers  were  to  open  on  the  29th  December. 
The  genuineness  of  the  speech  reported  to  have  been  deli- 
vered by  the  emperor  of  Russia  at  Warsaw  is  no  longer  ques- 
tioned. 

London,  Dec.  22. — In  the  absence  of  authentic  information, 
some  of  our  contemporaries  indulge  themselves  in  speculation, 
and  we  have,  therefore,  a variety  of  rumors.  Thus  we  find 
one  of  them  giving  a report  that  on  Friday  last  intelligence 
had  reached  our  government  announcing  the  consent  of  the 
French  ministry  to  accept  the  offered  mediation  of  this  coun- 
try between  the  government  of  France  and  that  of  the  United 
Slates.  That  such  a communicarion  has  not  been  made  to 
lord  Palmerston  we  will  not  lake  upon  ourselves  to  assert,  but, 
forming  a judgment  upon  the  lone  assumed,  and  the  temper 
still  manifested  by  the  Paris  journals,  almost  generally,  on  the 
subject,  we  cannot  but  doubt  the  correctness  of  the  informa- 
tion thus  sent  forth.  From  the  following,  passage,  copied  from 
a long  article  on  the  American  question,  inserted  in  the  Qmo- 
tidienne  of  Friday,  it  would  indeed  appear  that  British  inter- 
ference on  the  subject  is  the  last  thing  desired  by  France.  The 
Qjaotidienne  observes: 

“It  may  now  be  conceived  why  we,  who  think  that  the  in- 
terest of  France  sliould  be  the  sole,  the  supreme  rule  of  French 
policy,  have  so  great  an  aversion  to  every  thing  that  can  aug- 
ment the  already  too  great  ascendency  of  England  over  our 
cabinet.  It  is  in  that  view  the  English  mediation  in  the  affair 
of  the  United  States  appears  to  us  dangerous  and  fatal.  We 
regret  it,  because  the  result  of  it  most  clearly  v.'ould  be  to 
place  the  doctrinaire  cabinet  in  a still  more  complete  depen- 
dence on  the  whig  cabinet.  We  regret  it  because  it  is  a new 
step  in  those  deplorable  ways  by  w'hich  England  draws  us  in 
its  train,  in  an  interest  of  its  own  towards  an  end  which  is  not 
ours,  against  a power  which,  though  it  is  its  own  enemy,  is  to 
us  our  most  natural  and  most  sure  ally.” 

The  power  here  alluded  to  by  the  Quotidietine  is  Russia;  and 
the  policy  of  this  country  in  tendering  its  mediation  between 
France  and  America  is,  according  to  the  views  taken  by  the 
French  journalist,  to  prevent  France  wasting  her  resources  in 
a war  with  the  United  Stales,  only  that  she  may  avail  herself 
more  etfeclually  of  French  aid  in  a contest  which  at  no  distant 
period  must  arise  out  of  the  conflicting  interests  of  England 
and  the  great  northern  potentate. 

The  approaching  opening  of  the  chambers,  which  takes 
place  on  the  29th  inst.  forms  a subject  for  discussion  in  the  pa- 
pers of  Friday.  Some  of  them  enter  into  a review  of,  and 
calculations  upon,  the  strength  of  ihe  ditferent  parties  as  they 
are  expected  to  stand  in  the  chamber  of  deputies.  A strong 
struggle  is  anticipated  upon  a choice  of  a president;  but  the 
re-election  of  M.  Dupin  is  considered  as  certain.  Whether 
he  will  in  the  approaching  session  give  his  support  to  ministers, 
is  a question  much  more  difficult  to  solve.  The  opinion  of 
those  generally  well  informed,  appears  to  be  that  he  will  give 
his  influence  in  aid  to  the  opposition. 

I’he  intelligence  from  Spain  is  not  important.  Doubts  still 
exist  as  to  the  Carlisls  having  abandoned  the  seige  of  Sl.'Se- 
bastir.n. 

The  Ouotidienne  says:  “It  is  reported  that  the  dinner  on  the 
emperor  of  Russia’s  birth-day,  to  which  the  ministers  and  the 
diplomatic  body,  and  the  Russians  at  Paris,  are  invited  every 
year,  will  not  take  place.” 

[The  “.special  messenger”  reached  Washington  on  Wednes- 
day last,  and  has  caused  much  speculation,  as  to  the  objects  of 
his  mission.  We  know  not  what  it  is — and  shall  say  nothing 
about  it  J 

LEGISLATURE  OF  MARYLAND. 

AN  l.MrORTANT  BILL. 

Reported  to  the  senate,  by  Mr.  Mayer. 

A BII.I,  ENTITLED  “aN  ACT  TO  REODLATE  THE  RATE  OF  IN- 
TEREST IN  THIS  STATE. 

Sec.  1,  J3c  it  enacted  by  the  general  assembly  of  Maryland, 
That  the  rate  of  interest  which  it  shall  hereafter  be  law  ful  to 
charge,  recover,  receive  or  retain,  for  the  loan  or  use  of  money 
or  forbearance  or  default  to  claim  or  pay  any  debt  or  sum  due 
or  claimable,  shall  in  all  cases  where  no  special  contract  shall 
be  made  otherwise  limiting  the  rale  as  allowed  by  this  act,  be 
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six  dollars  for  every  hundred  dollars  for  one  year,  and  the  same 
rale  for  any  greater  or  smaller  sum  or  for  a longer  or  shorter  pe- 
riod. 

Sec.  2.  he  it  enacted,  That  it  shall  be  lawful  after  the 
passage  of  this  act,  to  contract  for  receiving  or  retaining  inter- 
est for  the  loan  or  use  of  money  at  any  rate  not  exceeding  ten 
dollars  for  every  hundred  dollars  for  one  year,  and  at  the  same 
rate  for  a greater  or  smaller  sum  or  longer  or  shorter  period. 

Sec.  3.  ^nd  he  it  enacted,  That  all  contracts,  promises  and 
undertakings  which  shall  hereafter  be  made  for  paying,  receiv- 
ing or  retaining  a greater  rate  of  interest  than  is  allowed  by  this 
act,  shall  be  void  as  respects  all  claim  or  liability  for  interest  be- 
yond the  rate  specified  in  the  first  section  of  this  act;  but  the 
principal  and  interest  shall  be  recoverable  upon  such  contract, 
promise  or  undertaking  at  the  rate  of  interest  mentioned  in  said 
first  section;  all  sums  actually  paid  under  such  contract,  pro- 
mise or  undertaking,  in  excess  of  interest  above  said  rate  in 
said  first  section  mentioned,  being  however  allowed  on  account 
of  the  principal  to  the  parties  liable  as  aforesaid;  and  no  penal- 
ty or  forfeiture  whatsoever  shall  be  incurred  by  reason  of  the 
receiving  on  any  account,  promise  or  undertaking  hereafter 
made  a greater  rate  of  interest  than  is  authorised  by  this  act, 
any  former  law  to  the  contrary,  in  anywise  notwithstanding. 

— "oe  @ 8o‘“ 

TVVENTY-FOURTU  CONGRESS— FIRST  SESSION. 

.SENATE. 

January  25.  Mr.  JloSinson  presented  the  credentials  of  IV, 
D.  Ewing.,  elected  a senator  of  the  United  Stales  from  the 
stale  of  Illinois,  in  the  room  of  Elias  K.  Kane,  deceased. 

Mr.  Ewing  was  then  introduced  and  qualified. 

The  chair  presented  a report  from  the  secretary  of  the  trea- 
sury, in  reply  to  a resolution  of  the  senate,  calling  for  the 
amount  of  public  lands  disposed  of;  which  was  ordered  to  be 
printed. 

Several  reports  from  committees  were  received. 

Mr.  Linn  offered  the  following  resolutions;  which  lie  one  day 
for  consideration: 

Resolved,  That  the  secretary  of  war  inform  the  senate  what 
number  of  Indians  now  occupy  the  frontier  on  the  south  west, 
west,  north  and  north  east  of  the  United  States,  and  what 
number  it  is  probable  wilt  bo  transferred  from  the  states  and 
territories  to  the  frontiers  of  the  United  States. 

Resolved,  That  the  secretary  of  war  also  inform  the  senate 
whether,  in  his  opinion,  the  present  military  force  of  the  U. 
States  is  sufficient  to  garrison  the  fortifications  on  the  seabord, 
and  at  the  same  time  give  protection  to  the  inhabitants  re- 
siding in  the  states  and  territories  bordering  on  the  Indian  fron- 
tier. If  not,  what  force  will,  in  his  opinion,  be  necessary  to 
such  protection. 

The  bill  reported  to  increase  the  corps  of  engineers  was 
ordered  to  be  engrossed  for  a third  reading. 

On  motion  of  Mr.  White,  the.  senate  proceeded  to  consider 
the  resolutions  introduced  by  Mr.  Benton. 

Mr.  Southard  addressed  the  senate  at  length,  until  half  past 
3 o’clock,  when,  without  concluding,  he  yielded  the  floor;  and. 
On  motion  of  Mr.  Davis,  the  senate  adjourned. 

January  26.  The  c/tair-laid  before  the  senate  a ‘‘memorial 
from  the  .«enate  and  house  of  representatives  of  the  state  of 
Michigan,”  on  the  subject  of  their  right  to  be  admitted  and  re- 
cognised as  one  of  the  states  of  the  union. 

ftU.  Hendricks,  after  a few  inaudible  remarks,  in  which  he 
denied  the  right  of  Michigan  to  come  here  in  the  character  of  a 
state,  moved  to  lay  the  memorial  on  the  table. 

The  reading  of  the  document  was  called  for,  when,  the  mo- 
tion to  lay  on  the  table  being  withdrawn, 

Mr.  King,  of  Alabama,  suggested  as  a preferable  course,  the 
propriety  of  referring  the  memorial  either  to  the  select  com- 
mittee raised  on  this  subject,  or  the  committee  on  the  judiciary. 

Mr.  Hendricks  replied  that  he  was  not  disposed  to  acceed  to 
any  course  which  could  be  construed  into  an  admission  of  the 
claims  of  Michigan.  As  far  as  the  proceedings  had  gone,  it 
was  evident  that  congress  was  not  yet  prepared  to  recognise 
Michigan  as  a slate.  If  she  wish  to  come  into  the  union,  she 
must  come  to  congress  in  the  customary  mode. 

Mr.  Tipton  coincided  in  the  determination  expressed  by  his 
colleague  not  to  sanction  any  proceeding  which  would  look 
like  a di#positinn  to  admit  the  claims  of  Michigan. 

A lorut  and  desultory  debate  followed— during  which 
Mr.  Niles  said  a few  words  on  the  propriety  of  giving  all  due 
attention  to  this  petition,  which  was  the  memorial  of  the  peo- 
ple of  Michigan,  who  had  a perfect  right  to  select  their  ow-n 
mode  of  coming  before  congress.  They  ask  no  favor;  they 
came  hither  on  the  strong  ground  of  right.  It  was  the  expres- 
sion of  140,000  citizens  who  had  a right  to  select  their  own 
agents,  and  we  ought  not  to  turn  them  from  our  doors.  As 
they  had  no  representatives  on  this  floor,  they  were  entitled  to 
the  more  consideration  and  respect.  He  regretted  to  see  so 
much  of  a disposition  to  reject  petitions. 

Mr.  jEi^tng,  of  Ohio,  explained  that  there  had  been  no  at- 
tempt, as  intimated  by  the  senator  from  Connecticut,  to  turn 
the  people  of  Michigan  from  our  doors.  There  are  ways 
enough  in  which  they  could  have  approached  congress  with- 
out assuming  to  be  one  of  the  sovereign  slates  of  the  union. 
To  say  that  any  attempt  was  made  to  slnit  out  the  people  and 
prevent  investigation,  was  a total  misconstruction  of  the  views 
of  gentlemen.  He  did  not  entirely  acceed  to  the  force  of  the 
analogy  of  his  friend  from  Massachusetts,  and  asked  if  the 
king  of  Japan  or  the  governor  of  Upper  Canada  were  to  pre- 


Isent  a memorial  here,  whether  it  would  not  be  proper  to 
inquire  if  the  petitioner  came  here  as  a member  of  the  union. 
3’liat  the  people  of  Michigan  had  a right  to  present  their  peti- 
tions no  one  could  doubt,  hut  no  one  could  admit  that  they  had 
a right  to  determine  that  they  were  a slate.  That  point  was 
to  be  settled  by  a law  of  congress,  and  it  was  not  in  their  powder 
to  possess  the  name  and  privileges  of  a state  without  that  law. 

If  we  admitted  this  petition  as  from  a stale,  it  was  a prima  facie 
admission  of  the  claim  of  Michigan.  He  saw  no  distinction 
between  this  question  and  that  as  the  admission  of  the  senators 
from  Michigan  on  this  floor.  He  was  satisfied  that  the  me- 
motial  should  go  to  the  special  committee. 

Mr.  Tipton  requested  that  senators  would  make  such  exami- 
nation of  the  subject  as  w'ould  give  them  a perfect  knowledge 
of  the  position  which  Michigan  had  taken,  and  they  would 
find  it  impossible  that  any  such  body  as  the  legislature  of  the 
state  of  Michigan  could  be  in  existence.  The  subject  was 
now  before  a committee.  The  constitution  which  Michigan 
had  adopted  claimed  above  one  thousand  miles  of  the  best  part 
of  the  state  of  Indiana,  including  many  of  her  towns  and  roads 
and  local  establishments. 

Mr.  JJendridcs  moved  to  refer  the  memorial  to  the  special 
committee  appointed  on  the  22d  ultimo,  relative  to  the  admis- 
sion ofMichigan  into  the  union,  and  that  the  senate  regard  the 
same  in  no  other  light  than  as  the  voluntary  act  of  private  in- 
dividuals. 

Which  was  agreed  to. 

The  senate  proceeded  to  the  consideration  of  the  resolutions 
off'ered  by  Mr.  Benton. 

Mr.  SoufAard  resumed,  and  concluded  his  remarks. 

Mr.  White  moved  to  postpone  the  further  consideration  of 
the  subject  until  to-morrow;  which  was  agreed  to. 

On  motion  of  Mr.  Hubbard,  the  subject  of  the  memorial  from 
Philadelphia,  on  the  abolition  of  slavery  in  the  District,  was 
taken  up,  and  postponed  until  to-morrow. 

On  motion  of  Mr.  White,  the  senate  proceeded  to  the  con- 
sideration of  executive  business;  and  when  the  doors  were  re- 
opened, the  senate  adjourned. 

January  21.  A bill  from  the  house  of  representatives,  re- 
ceived this  morning,  making  an  additional  appropriation  for  the 
suppression  of  hostilities  with  the  Seminole  Indian.®,  was  read 
twice,  and  referred  to  the  committee  on  finance. 

Many  petitions  were  presented,  and  a number  of  small  bills 
reported. 

Mr. -Ewing,  from  the  committee  on  public  lands,  reported  a 
bill  to  appropriate  for  a limited  lime,  &c.  with  amendments, 
and  a special  report;  which  was  ordered  to  be  printed. 

On  motion  of  Mr.  Clay,  5,000  extra  copies  of  the  report  were 
ordered  to  be  printed. 

Mr.  Webster,  from  the  committee  on  finance,  reported,  with- 
out amendmerit,  a bill  making  further  appropriation  for  sup- 
pressing hostilities  with  the  Seminole  Indians,  and  asked  for  the 
immediate  consideration  of  the  bill  as  the  stale  of  the  country 
required  its  passage  with  the  utmost  despatch. 

The  bill  [appropriating  $-500,000]  was  taken  up  for  conside- 
ration, and  ordered  to  its  reading. 

Mr.  Webster  asked  for  the  third  reading  at  this  time. 

Mr.  Clay  said  he  should  be  glad  to  hear  the  communications 
from  the  departments  read,  in  order  to  see  whether  they  gave 
any  account  of  the  causes  of  this  war.  No  doubt,  whatever 
may  have  been  the  causes,  it  was  necessary  to  put  an  end  to 
the  war  itself  by  all  the  possible  means  within  our  power. — 
But  it  was  a condition,  altogether  without  precedent,  in  which 
the  country  was  now  placed.  A war  was  raging  with  the  most 
rancorous  violence  within  our  borders;  congress  had  been  in 
session  nearly  two  months,  during  which  lime  this  conflict  was 
raging;  yet  of  the  causes  of  the  war,  how  it  was  produced,  if 
the  fault  was  on  one  side  or  on  both  sides,  in  short,  what  had 
lighted  up  the  torch,  congress  was  altogether  uninformed,  and 
no  inquiry  on  the  subjeet  had  been  made  by  either  branch  of 
the  legislature.  He  should  be  glad  if  the  chairman  of  the  com- 
mittee on  finance,  or  of  the  committee  on  Indian  affairs,  or 
any  one  else,  would  tell  him  how  this  war  had  burst  forth, 
what  were  its  causes,  and  to  whom  the  blame  of  it  was  to  be 
charged. 

Mr.  Webster  replied  that  he  could  not  give  any  answer  to  the 
senator  from  Kentucky.  It  was  as  much  a matter  of  surprise 
to  him,  as  to  any  one,  that  no  official  communication  had  been 
made  to  congress  of  the  causes  of  the  war.  All  he  knew  on 
the  subject  he  had  gathered  from  the  gazettes.  The  commu- 
nications from  the  departments  spoke  of  the  war,  as  a war 
growing  out  of  the  relations  between  the  Indians  and  the  go- 
vernment of  the  United  Stales,  and  gave  no  reason  to  suppose 
that  it  had  its  origin  in  any  quarrel  with  the  citizens.  It  proba- 
bly grew  out  of  the  attempts  to  remove  these  Indians  beyond 
the  Mississippi.  According  to  the  latest  account.®,  the  country 
between  Tallahassee  and  St.  Augustine  was  overrun  by  hostile 
Indians,  and  the  communication  between  those  places  was  in- 
terrupted. The  view  taken  by  the  gentleman  from  Kentucky 
wa.s  undoubtedly  the  true  one.  But  the  war  rages,  the  enemy 
is  in  force,  and  the  accounts  of  their  ravages  are  disastrous. — 
The  executive  government  has  asked  for  the  means  of  sup- 
pressing these  hostilities,  and  it  was  entirely  proper  that  the 
bill  shotild  pass. 

Mr.  White  expressed  his  regret  that  he  could  add  nothing  to 
the  information  given  on  this  subject.  He  knew  nothing  of  the 
cause  of  the  war,  if  it  commenced  in  any  local  quarrel  or  not. 
It  was  the  object  of  the  government  to  remove  these  Indians 
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10  tlie  west  side  of  the  Mississippi,  and  he  was  apprehensive 
that  the  (lilficuliy  liail  arisen  nut  of  this  measure.  He  had, 
liowever,  no  inlormalion,  wliieh  was  not  in  the  possession  of 
•every  other  senator,  lie  lioped  the  bill  would  be  passed,  and 
without  del.ty. 

Mr.  Benton  made  a few  remarks  expressive  of  his  ignoranee 
X)f  the  cause  of  war.  Some  years  ai?o  he  was  a member  of  the 
committee  on  Indian  affairs.  At  llial  time  these  Indians  in 
Florida  weic  m a slate  of  slat vatinn;  they  would  not  work,  atid 
it  was  necessary  that  they  should  he  fed  by  the  United  States, 
or  they  must  subsist  on  the  plunder  of  our  citizens.  He  was 
under  the  impression  that  for  these  Indians  there  was  appro- 
priated by  congress  a very  large  sum,  perhaps 30,000  or  $40,000, 
to  place  them  where  they  would  be  enabled  to  live  without  plun- 
dering. These  Indians  are  a very  bad  tribe,  ns  their  very  name 
signifies,  the  word  Seminole,  in  Indian,  being  “wild,  runaway 
Indians.”  They  were  therefore  considered  a bad  race.  It  was 
obviously  the  best  policy  to  remove  these  Indians  to  a place 
where  they  would  he  able  to  obtain  plenty.  Treaties  werecon- 
sequenlly  made  with  thfein  on  the  subject  of  their  removal,  and 
the  process  has  been  going  on  for  some  years;  but  when  the 
time  arrived  when  they  should  be  removed,  they  declared  that 
they  had  no  wish  to  go;  and  so  again  last  summer,  when  there 
was  another  attempt  to  remove  them.  The  disturbances  began 
by  their  shooting  their  chiefs,  and  from  this  increased  to  the 
extent  described  in  the  report  of  capt.  Belton,  from  which,  and 
from  private  letters,  he  understood  that,  in  the  massacres  which 
had  taken  place,  the  runaway  negroes  of  the  south  were  the 
most  conspicuous.  They  traversed  the  field  of  the  dead,  and 
cut  open  the  throats  of  those  who  were  expiring.  Two  weeks 
ago  he  had  stated  here  that  what  had  already  resulted  from  the 
movements  of  abolitionists  was  sufficient  to  cast  upon  them  a 
sin  for  which  they  never  could  atone.  Great  as  that  mass  of  sin 
was,  they  may  yet  have  a greater  mass  to  answer  for,  in  com- 
parison with  which  the  past  was  but  as  a drop  in  a backet. 

The  bill  wa.s  then  read  a third  time,  and  passed. 

On  motion  of  Mr.  White,  the  senate  proceeded  to  consider 
the  residutions  offered  by  Mr.  Benton. 

Mr.  White  addressed  the  senate  in  a speech  of  about  two 
hours. 

Mr.  Grundy  said  he  wished  to  say  a few  words  as  soon  as  he 
could  hear  himself  speak.  At  present,  he  was  willing  to  yield 
the  floor  to  any  oilier  gentleman  desiring  to  be  heard. 

Mr.  Buchanan  rose  to  address  the  senate;  and,  on  his  motion 

The  senate  adjourned. 

Jfiniuiry'28.  .Mr.  Swift  presented  a petition  on  the  abolition 
of  slavery  in  the  District  of  Columbia,  which  produced  some 
conversaiion — and  was  laid  on  the  table. 

Mr.  Clay,  from  the  oominiitue  on  foreign  relations,  reported 
the  followin!!  resolutions;  which  lie  over  for  consideration: 

Resolved,  That  the  president  he-reqtiested  to  communicate 
to  the  senate,  if  they  lie  at  his  command,  copies  of  the  expose 
which  accompanied  the  French  bill  of  indemnity  from  the 
chamber  of  deputies  to  the  chamber  of  peers  of  France,  on  the 
27th  of  April,  1835,  and  of  the  report  of  the  committee,  pre- 
sented to  the  chamber  of  peers  on  the  5th  of  June,  1835;  and, 
also,  a copy  of  the  original  note,  in  the  French  language,  from 
the  Due  de  Broglie  to  Mr.  Barton,  under  dale  of  the  20ih  Oc- 
tober, 1835,  a translation  of  which  was  communicated  to  con- 
gress with  the  president’s  special  message  of  the  18ih  January, 
18.36. 

Resolved,  also,  That  the  president  be  requested  (if  not  in- 
compatible with  the  public  interest)  to  communicate  to  the  se- 
nate a copy  of  a note,  if  there  be  one,  from  Mr.  Livingston  to  the 
French  mini-ier  of  foreign  aflairs,  under  dale  of  the  27th  day 
of  April,  18.35,  and  copies  of  any  other  official  note,  addressed 
by  Mr.  Livingston,  during  his  mission  to  France,  either  to  the 
French  minister  of  foreign  affairs  or  to  the  secretary  of  state, 
not  heretofore  communicated  to  congress. 

3'he  c/iair  laid  before  the  seu.ite  a communication  from  the 
deparlmeiii  of  war,  enclosing  a report  in  reply  to  the  resolution 
adopted,  on  motion  of  Mr.  White,  rel:iiive  to  the  employment 
of  Benjamin  F.  Curry;  which  was  ordered  to  be  printed.  Also, 
a communication  from  the  same  department  concerning  the  ex- 
penditures. ^ 

3'he  senate  proceeded  to  the  consideration  of  the  special  or- 
der, being  the  resolution*  submitted  by  Mr  Benton. 

Mr.  Bur/iannn,  who  was  entitled  to  the  floor,  at  the  request  of 

Mr.  Grundy,  yielded  his  privilege;  and 

Mr.  Grundy  addre.ssed  the  senate  at  length,  in  defence  of  the 
grant  of  ihree  millions  in.<=crtcd  in  the  fortification  bill  of  the 
last  ses-iiiin. 


Mr.  /fi//  followed  Mr.  Grundy,  on  the  same  side;  and,  when 
he  com  IikIimI,  ’ ’ 

Mr.  M f.'olrr  said  Im  had  a word  which  he  wished  to  say  be- 
fore this  <ubji  . I -honid  come  up  again.  He  thought  the  reso- 
lution wn<  mil  diri-ri  enough.  It  was  in  these  word-'' 

'‘RcsoWd.  rhai  so  miirl,  of  the  surplus  revenue  ofthe  Unit- 
ed  Si.iii  s.  and  the  dividends  ol  stock  receiv,-.|ile  from  the  bank 
or  the  Lil  ted  Slates,  as  iiiav  he  necessary  for  the  purposes 
ought  i.i  lie  set  apart  and  applied  to  the  general  defence  and 
prrnianeni  scciiritv  of  tlie  conniiv.” 

\ow  this  looked  as  if  noihing  but  siirp'iis  revenue  was  to  be 
nppln  d to  these  great  objeeis.  That,  sir,  ('.aid  Mr.  W.).is  not 
direct  enough  for  me.  'I’hese  important  objects  are  prirnarv 
and  essential.  They  certainly  arc  entitled  to  he  satisfied  out  of 
the  whole  revenue,  as  being  among  the  highest  duties  of  the 
government.  They  ought  not,  lir,  to  be  postponed,  and  only 


charged  upon  the  surplus.  Tor  one,  I desire  for  an  opportuni- 
ty of  voting  directly  and  at  once  for  all  such  appropriations  as 
are  nec»;ssary  to  (lui  the  country  in  a stale  of  ilHeiice  and  jier- 
mancnl  security.  IVo  object  can  claim  prclcrence  over  this; 
and  I hope  the  mover  of  the  resolution  will  inodily  it  by  sink- 
ing out  what  is  said  about  surplus,  and  let  the  resolution  stand 
as  a direct  declaration  that  the  revenue  of  the  country,  so  far 
as  is  necesstiry,  ought  to  be  appropriated  for  the  purpose  of  ge- 
neral defence  and  pcimanent  security. 

1 am  ready  to  vole  for  that,  if  it  takes  every  dollar  in  the 
treasury,  and  I cannot  doubt  that  the  other  members  ol  the  se- 
nate are  equally  ready. 

The  bills  for  the  better  organization  of  the  topographical  en- 
gineers, and  to  increase  the  corps  of  engineers,  were  passed: 
and  then  the  senate  adjourned  until  Monday. 

HOUSE  OF  REPRESENTATIVES. 

Friday,  Jan.  22.  The  whole  of  this  day  was  occupied  in  an 
exjraordinary  sort  of  a discus.sion,  of  vvhich,  lor  to-day,  the  rea- 
der must  be  contended  with  the  following  account,  being  all 
that  the  lateness  ofthe  hour  allows  our  reporter  to  furnish. 

Mr.  Camhreleng  rose  and  claimed  the  indulgence  of  the  house 
for  a moment,  while  he  noticed  an  attack  made  in  one  of  the 
morning  journals  [supposed  to  be  the  U.  S.  Telegraph]  upon  him- 
self. He  would  not  notice  it,  but  for  the  reason  that  it  was  an  at- 
tack, not  only  upon  himself,  but  also  upon  the  Inmse,  in  relation 
to  a question  now  before  the  senate.  'I'he  paper  to  which  he  refer- 
red, stated  that  his  (Mr.  Cambrcleng’s)  published  remarks  upon 
the  three  million  appropriation  bill  were  not  made  till  after  the 
adjournment  of  congress,  or,  in  other  words,  that  the  remarks 
were  never  made  at  all.  At  this  time,  when  he  had  higher 
game  in  view,  he  would  not  comlescend  to  notice  this  state- 
ment at  all,  but  for  the  consideration  to  which  he  had  alluded. 
And  he  now  noticed  it  only  for  the  purpose  of  pronouncing  it 
false,  and  to  slate  that,  when  an  opportunity  offered  for  going  into 
a discussion  of  the  loss  of  the  appropriation  bill  in  question, 
there  would  not  only  be  one,  but  many  of  both  parties  in  this 
house  who  would  feel  it  their  duty  to  vindicate  the  proceedings 
of  this  body  in  relation  to  that  affair  from  any  reflections  which 
had  been,  or  might  be,  cast  upon  them. 

Mr.  J.  Q.  Mams  asked  the  consent  of  the  house  to  submit  a 
resolution  upon  the  subject  referred  to  by  the  gentleman  from 
New  York. 

'I'he  reading  of  the  resolution  was  called  for. 

Objection  being  made, 

Mr.  Miller  moved  uyt  the  rules  be  suspended  in  order  to 
afford  the  gentleman  fro\i  Massachusetts  an  opportunity  to  offer 
the  resolution. 

Mr  Vanderpoel  called  for  the  yeas  and  nays,  and  they  were 
ordered. 

The  question  being  taken,  the  motion  was  agreed  to — yeas 
129,  nays  60. 

Mr.  Adams  then  offered  the  following  resolution: 

Resolved,  That  so  much  of  the  message  of  the  president  of 
the  United  States  to  congress  at  the  commencement  of  the  pre- 
sent session  as  relates  to  the  failure,  at  the  last  session  of  con- 
gress, of  the  bill  containing  the  ordinary  appropriations  for  forti- 
fications, be  referred  to  a select  committee,  with  instructions  to 
inquire  into,  and  report  to  the  house,  the  causes  and  circum- 
stances of  the  failure  of  the  bill. 

Mr.  Williams,  of  North  Carolina,  moved  to  amend,  by  adding 
“and  that  said  committee  be  authorised  to  send  for  persons  and 
papers.” 

Mr.  Adams  rose  and  in  a speech  of  about  two  hours  length, 
went  into  a detailed  history  ofthe  proceedings  of  the  house  on  the 
fortification  bill,  and  contended  that  its  failure  was  not  caused 
by  the  house  of  representatives.  He  commented  with  great 
warmth  tipon'lhe  course  of  the  senate  in  regard  to  the  bill, 
and  animadverted  upon  the  recent  debate  on  that  subject  in  the 
senate,  as  reported  in  the  National  Iniellgeneer.  Mr.  A.  was 
ealled  to  order  by  Mr.  Mercer  for  alluding  to  the  proceedings  of 
the  senate,  but  was  permitted  to  proceed. 

Mr.  Wise  followed  with  a statement  of  facts  in  relation  to  the 
loss  of  the  bill,  and  undertook  to  (trove  that  its  failure  was  to  be 
charged,  not  upon  the  house,  and  not  upon  the  senate,  but  upon 
the  member  from  New  York,  who  was  chairman  of  the  corn- 
mitte  of  conference  on  the  parlofthe  house,  (Mr.  Camhreleng). 

Mr.  Wise,  without  concluding,  gave  way  to  a motion  to  ad- 
journ; and,  at  four  o’clock. 

The  house  adjourned. 

Salurdayi  Jan.  23.  Mr.  ./ari.is,  from  the  committee  on  naval 
affairs,  reported  a bill  making  appropriation  for  comitleiing  ve.«- 
sels  on  the  slocks,  and  repairing  those  in  ordinary.  Read  twice, 
and  committed  to  the  committee  of  the  whole  on  the  stale  of 
the  union. 

The  house  resumed  the  consideration  of  the  resoliilion  of  Mr. 
with  the  amendment  offered  yesterday  by  Mr.  JFitliams. 

Mr.  lUisc  resumed  and  concluded  the  remarks  coininenced 
by  him  on  Friday,  upon  the  circumstances  connecied  vviili  the 
failure  of  the  forlificaiinti  bill  at  the  close  of  the  last  ses.«ion. 

Mr,  Camhreleng  rose,  and  remarked  that  he  had  not  half  so 
much  lo  say  as  had  been  said  by  the  genileman  from  Virginia, 
and  he  was  not  disposed,  at  this  late  hour,  to  say  any  thing.  But, 
with  the  indiilgerice  of  the  house,  he  wouhLlake  an  opportunity 
to  correct  some  extraordinary  mistakes  into  xvhich  the  gentle- 
man from  Virginia  had  fallen.  His  object  was,  however,  not 
80  much  to  reply  to  the  gentleman  from  Virginia,  as  to  reach  a 
gentleman  who  began  this  war  upon  him  at  the  last  session.  In 
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wtial  the  gentleman  from  Virginia  had  slated  there  was  no  no- 
velty. He  had  hroogtit  forward  nolhing  wliieli  had  not  been 
published  in  every  opposition  paper  in  the  nnion  lor  the  last  six 
inonlhs.  He  would  promise  the  liouse  to  exhibit  to  them  a 
document  published  in  the  city  ol  Philadelpliia,  while  a certain 
senaior  was  in  that  city,  alter  ihe  close  of  the  last  session, 
which  would  prove  unequivocally  the  falsehood  of  the  charges 
against  him.  Mr.  C.  repealed  that  his  object  was  to  reach  that 
senaior.  This  inueh  of  his  purpose  he  would  announce.  He 
should  shrink  fioin  no  responsiloliiy,  and  wished  to  disguir-e  no 
facts.  He  should  vindicale  hinisell  fioni  the  eliais>es  made 
against  him,  and  bring  tiis  ar<>nmenl  to  this  conclusion:  ‘ Let 
the  galled  jade  wince,  my  withers  are  iiiiwrung  ” With  a view 
to  embrace  litis  opporiunity  which  might  be  afforded  to  iiini  to 
address  the  house,  he  now  moved  that  the  house  adjourn. 

Tlie  house  then  adjourned. 

Monday,  Jan.  25.  Mr.  Jennifer,  of  Maryland,  appeared,  was 
qualihed,  and  took  his  seat. 

Mr.  J.  Q.  Mams  presented  a petition  from  sundry  ladies, 
citizens  ol  the  district  represented  by  him,  praying  the  abolition 
of  slavery  and  the  slave  trade  in  the  District  of  Columbia. 

This  produced  some  remarks  and  many  motions.  A post- 
ponement of  the  matter  being  proposed — 

Mr.  Wkiltlesey  moved  that  the  subject  be  postponed  till  Mon- 
day instead  ofSaiurday.  He  said  that  a postponement  till  Sa- 
turday would,  in  effect,  be  a decision  that  no  more  private  busi- 
ness shall  be  transacted  in  this  house  at  the  present  session. 
He  spoke  of  the  great  number  of  private  bills  before  the  house, 
and  the  obstables  which  had  been  thrown  in  the  w'ay  of  their 
consideration.  He  earnestly  ajipealed  to  the  house  to  give  some 
altenlion  to  the  claims  of  petitioners,  vvtiose  papers  had  been 
presented  and  examined,  over  and  over  again,  till  they  were 
worn  out. 

After  a good  deal  of  disputing,  on  many  propositions — 

Mr.  J.  Q.  Mams  said  he  had  still  artother  petition  on  the 
Bame  subject,  signed  by  400  citizens  of  Indiana  county,  Penn- 
sylvania. He  supposed  that  petitions  might  be  presented  by 
members  of  that  house,  although  they  did  not  come  from  their 
immediate  constituents.  He  did  not  know  any  of  the  indivi- 
duals whose  names  appeared  on  this  petition,  but  he  would 
present  any  petition  the  language  of  which  he  should  deem  re- 
spectlul.  After  a speech  of  some  length,  Mr.  A.  moved  that 
the  petition  be  received. 

On  motion  of  Mr.  Miller,  the  motion  of  reception  was  laid 
on  the  table. 

Mr.  Cushing  presented  three  petitions  from  sundry  inhabi- 
tants of  ftlassachuseits,  praying  the  abolition  of  slavery  and  of 
the  slave  trade  in  the  District  of  Columbia,  the  reception  of 
which  he  moved,  and  advocated  at  some  length.  He  staled 
that  he  would  make  no  motion  in  reference  to  the  time  for  dis- 
cussing the  question.  He  would  be  perfectly  content,  if  the 
hou-e  would  assign  a day  certain  for  the  consideration  of  the 
question.  He  gave  notice,  however,  that,  unless  the  house 
look  this  course,  he  should  immediately  present  another  peti- 
tion, and  then  join  conclusions  with  the  gentleman  from  Geor- 
gia on  the  question  whether  the  non-reception  of  a petition  was 
an  encroachment  on  the  right  of  petition. 

Mr.  Hammond  did  not  rise,  he  said,  to  join  conclusions  with 
the  gentleman,  and  he  should  refrain  from  the  debate  which 
the  gentleman  so  warmly  challenged.  When  the  house  would 
lake  up  the  resolutions  of  the  gentleman  from  Maine  (Mr.  Jar- 
vis) he  would  do  himself  the  honor  fully  to  present  his  views 
on  the  subject.  Until  the  house  decided  (said  Mr.  H.)  upon 
those  resolutions,  no  abolition  petition  shall  be  received  with- 
out a vote  of  the  house.  His  future  course  on  the  subject 
should  be  regulated  by  the  course  of  the  house. 

On  motion  of  Mr.  Hammond,  the  motion  of  reception  was 
laid  on  the  table. 

Messrs.  Cus/iing  and  Garland,  o(  Yn.  occupied  the  remain- 
der of  the  day;  and  on  the  motion  of  Mr.  Hammond,  the  house 
adjourned — without  any  decision. 

Tuesday,  Jan.  26.  Mr.  Hardin  moved  that  the  rules  be  sus- 
pended in  order  to  continue  the  presentation  of  petitions.  Lost, 
97  to  6'2,  not  two-thirds. 

Mr.  J.  Q.  Mams,  from  the  committee  on  manufactures,  re- 
ported the  following  resolution,  which  was  agreed  to:  . 

Resolved,  That  the  secretary  of  Ihe  treasury  be,  and  he  is 
httreby,  authorised  to  make  sale  of  the  plates  engraved  for  the 
treatise  on  the  growth  and  manufacture  of  silk,  by  Dr.  James 
Mease,  under  a resolution  of  the  house  of  representatives  of 
11th  May,  1826,  being  document  No.  158,  of  the  first  session  of 
the  20th  congress,  and  to  deposite  the  proceeds  of  the  sale  in 
the  treasury  of  Ihe  United  Slates. 

Mr.  Mason,  from  the  committee  on  foreign  affairs,  reported 
the  following  resolution: 

Resolved,  That  on  and  afier  Tuesday,  the  2d  day  of  Februa- 
ry, the  several  bills  making  appropriations  for  the  support  of 
government,  the  naval  and  military  service,  fortifications  and 
the  Indian  department,  at  the  hour  of  one  o’clock  on  each  day, 
except  on  Fridays  and  Saturdays,  shall  lake  precedence  in  the 
order  of  business,  and  shall  be  considered  until  the  same  shall 
have  passed  the  house. 

Which,  after  debate,  was  agreed  to — ayes  159,  noes  .59. 

Mr.  Camhreleng,  from  the  committee  of  ways  and  means,  re- 
ported a bill  making  appropriation.s  for  the  repression  of  hor-lili- 
ties  of  the  Seminole  Indians;  which  was  twice  read. 

Mr.  Camhreleng  said  ihis  bill  proposed  an  approprialinn  of 
$500,000  for  its  object,  and  it  was  found  that  the  sum  would 


be  insufficient.  He  moved  to  commit  it  to  the  committee  of  the 
whole  on  the  suite  of  the  union,  with  a view  to  go  into  com- 
niiltt  e on  the  subject  immediately. 

'J'he  million  was  agrteil  to. 

On  motion  ol  Mr.  Camhreleng,  the  house  went  into  commit- 
tee ol  the  whole  on  the  slate  ol  the  union,  (Mr.  Howard  in  tlie 
chair),  on  the  above  mentioncU  loll. 

Altei  a variety  of  suggesiioiis,  &c.  the  bill  was  passed  by  the 
house. 

Mr.  White,  of  Florida,  submitted  the  following  resolution; 
vvhii  h wa.'  agreed  lo: 

Resolved,  That  the  commitlee  on  military  affairs  be  instiuct- 
ed  to  im)Uire  into  the  expediency  of  organizing  a regiment  of 
mounted  riflenieii  or  dragoons  lo  operate  against  the  Indians, 
if  in  the  opinion  of  the  president  the  public  service  requires  it. 

On  motion,  the  house  then  adjourned. 

Wednesday,  Jan.  27.  After  the  reading  of  the  journal, 

Mr.  J.  q.'Mams  a.-ked  the  consent  of  tlie  house  to  offer  a 
resoluiion,  but  objections  being  made, 

Mr.  R.  M.  Johnson  asked  lor  the  reading  of  the  resolutionj 
which  was  also  objected  to. 

Reports  from  various  committees  were  offered— among  them, 

Mr.  Jarvis,  from  the  naval  commitlee,  reported  a bill  to 
change  the  title  of  certain  offeers  of  the  navy,  [lo  change  the 
title  of  master  commandant  to  that  of  commander,  and  iJial  of 
sailingmaster  to  master];  which  was  read  twice,  and  post- 
poned. 

The  house  proceeded  to  the  consideration  of  the  resolution 
heretofore  offered  by  Mr.  J.  Q,.  Jldams,  in  relation  to  the  forti- 
fication bill  of  last  year. 

Mr.  Camhreleng,  who  was  entitled  to  the  floor,  spoke  at  con- 
siderable length  fn  vindication  of  himself  from  certain  charges, 
heretofore  made  against  him,  as  having  caused  the  failure  of  the 
foriificaiion  bill  at  ihe  last  session,  and  maintained  that  the 
three  million  amendment  was  defeated  by  the  senate. 

Mr.  Reed  followed  in  reply  to  the  genllenian  from  N.  York, 
and  lo  the  genllenian  from  Massachusetts,  (Mr.  .^t/ams),  con- 
tending, at  length,  that  the  bill  was  defeated  by  the  president 
and  the  house  of  representatives. 

Mr.  Hardin  took  the  floor,  and  moved  an  adjournment. 

The  house  Ihen  adjourned. 

Thursday,  Jan.  28.  Private  business  being  attended  to— 

Mr.  Connor,  from  the  committee  on  the  post  office  and  posf 
roads,  reported  a bill  to  change  the  oigaiiization  of  the  post  of- 
fice department,  and  to  provide  more  effectually  for  the  settle- 
ment of  the  accounts  thereof. 

[This  bill  contains  thirty-seven  sections— providirrg  many" 
important  regulations  of  the  rieparlmeni;  and.  among  other 
things,  forbids  the  franking  of  any  other  substance  than  paper, 
and  lhat  unbound.  It  establishes  an  auditor  ol  the  post  office, 
a third  assistant  postmaster  general,  more  than  70  clerks,  &c.j? 

The  house  resumed  the  consideration  of  the  resoliitiorr  here- 
tofore offered  by  Mr.  J.  Q.  Mams,  in  relation  lo  the  fortrfferv- 
tion  hill  of  last  year. 

The  question  still  being  on  the  motion  of  Mr.  Williams,  of 
Carolina,  to  amend  the  resolution  by  adding  thereto  the  words 
“with  power  to  send  for  persons  and  papers.” 

Mr.  Hardin  spoke,  at  lerigih,  in  reply  to  Ihe  remarks  of  the 
genllenian  from  New  York  (Mr.  Camhreleng)  aud  of  the  gentle- 
man from  Massachusetts  (Mr.  ^dams). 

Mr.  Evans  followed  on  the  same  side,  speaking  at  great 
length. 

On  motion  of  Mr.  Bynum,  the  house  adjourned. 

ELECTIONEERING  AGENTS. 

In  senate,  Monday,  January  18. 

Mr.  IFAifc,  of  Tennessee,  rose  and  said:  I rise,  Mr.  Presi- 
dent, to  offer  the  resolution  which  1 hold  in  my  hand;  but  to 
enable  the  senate  to  understand  why  it  is  offered,  and  the  ob- 
ject I wish  to  accomplish,  it  is  a duty  incumbent  on  me  lo  ac- 
company it  with  some  explanation;  I will  therefore  read,  and 
then  pass  it  to  your  table. 

Resolved,  That  the  secretary  of  war  be,  and  he  hereby  is,  re- 
quested to  inform  the  senate  what  office  Benjamin  F.  Curry 
holds  in  the  Cherokee  nation,  under  what  law  he  was  appointed, 
and  at  what  time;  what  salary  he  receives,  and  whether  he'has 
at  any  time  received  any  allowance  in  addition  to  his  salary, 
and  how  much;  stating  particularly  the  whole  amount  he  has 
received  each  year. 

This  Mr.  Curry  (proceeded  Mr.  W.)  went  into  the  nation 
some  lime  after  the  election  of  the  present  chief  magistrate, 
and  I believed  until  about  a twelvemonth  ago  he  had  been  em- 
ployed as  an  inferior  agent  to  superintend  the  enrolment  of  Che- 
rokees  for  emigration,  to  have  their  improvements  valued,  &c. 
During  the  last  winter  he  was  here,  and  when  I returned  home 
last  spring,  I understood  he  was  making  some  figure  as  a politi- 
cian; that  out  of  his  own  head,  or  by  the  instigation  of  some 
person  more  wicked  than  himself,  he  had,  while  here,  written 
some  letters  for  publication  to  a small  newspaper  in  my  own 
state,  which  had  engaged  in  the  business  of  traducing  me.  In 
the  course  of  the  summer,  we  had,  in  some  of  our  congressional 
districts,  animated  contests  between  candidates  for  congress. 
This  gentleman,  I understood,  took  an  active  part.  He  some- 
times travelled  out  of  the  nation,  and  even  out  of  his  congres- 
sional di.-!trict,  was  zealous  in  propagating  his  opinions,  and,  as 
I am  informed  and  believe,  either  wrote  himself,  or  furnished 
the  materials  for  one  or  more  pieces,  for  the  same  vehicle  of 
slander  to  which  he  had  written  while  in  Washington. 
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In  the  tiistrict  iucludiii"  the  Cherokee  agency,  he  was  zea- 
lous in  opiiosing  the  elecliOH  of  the  former  mcmher,  and,  with 
a view  to  iMiahle  him  to  act  eflicicnlly,  was  in  the  hahitof  read- 
ing and  showing,  conndenlially,  a letter  said  to  he  wriuen  by 
the  president  himself,  finding  fault  with  the  former  member  by 
name,  and  using  general  exirressioiis,  wliieh  Mr.  Curry  said 
were  intended  for  me.  1 have  likewise  been  informed  tlial, 
still  further  to  succeed  in  his  jjlatis  of  defamation,  he  confiden- 
tially used  a letter,  saiil  to  be  written  to  him  by  my  honorable 
collenniie,  (Mr.  Grunihi),  in  which  tny  name  was  used,  not 
much  to  my  advantage;  and  I now  take  this  occasion,  in  the 
senate,  in  presence  of  our  brother  senator#,  in  the  presence  of  this 
audience,  and  in  the  face  of  the  world,  to  ask  toy  colleague  to 
say  whether,  at  any  time,  he  wrote  any  letter  to  Mr.  Curry,  in 
which  my  name  was  used. 

[Mr.  Crundi/ answered  that  he  was  taken  by  surprise  witir 
the  question;  but  he  did  not  remember  he  had  ever  written  a 
letter  on  any  subject  to  Mr.  Curry,  and  that  lie  felt  certain  if  he 
had,  he  had  never  used  his  colleague’s  name  in  other  terms 
than  those  of  respect.] 

Mr.  White  proceeded:  I am  then  satisfied  with  the  answer 
given  for  the  present,  and  this  artifice  must  have  been  used  by 
JVIr.  Curry  the  more  effectually  to  deceive  and  mislead  those  to 
whom  he  made  such  statements. 

All  this  conduct  I disregarded,  and  did  not  even  think  it  wor- 
thy to  be  made  matter  of  conversation.  Our  elections  termi- 
nated; the  former  member  was  re-elected;  and  when  the  legis- 
lature met,  I was  again  lionored  with  a seat  here  by  a unani- 
mous vote. 

Some  time  ago  a friend  brought  me  a Georgia  newspaper, 
and  pointed  me  to  a letter  under  the  signature  of  Mr,  Curry, 
dated  1st  Dec.  1835,  and  addressed  to  tlie  editor  of  a newspa- 
per called  the  Federal  Union.  In  that  paper  it  had  been  pub- 
lished, and  from  it  copied  into  various  other  papers,  and  finally 
into  one  in  my  own  stale,  called  the  Nashville  Union,  gotten 
up  by  funds  lurnished  here  expressly  for  the  purpose  of  distri- 
buting, in  my  own  state,  and  elsewhere,  all  the  dirty  filth  and 
slander  which  could  be  collected,  with  a view  to  detract  from 
my  humble  standing. 

The  time  at  wliich  this  letter  was  published  as  wHl  as  the 
place  where,  and  the  matter  of  it,  struck  me  with  some  force. 
The  legislatures  of  Georgia,  of  Alabama,  of  Tennessee,  of  N. 
Carolina,  Virginia  and  several  other  states,  were  then  in  ses- 
sion, if  I mistake  not,  and  if  I do  I hope  gentlemen  will  coc- 
ruct  me,  and  that  of  Mississippi  was  soon  to  meet.  Four  of 
these  st.ates  had  a deep  stake  in  the  Indian  question,  because 
the  Indians  now  reside  in  portion.s  of  them. 

I saw  that  the  most  gross  and  base  falsehoods  were  contain- 
ed in  it,  as  to  myself.  This  I did  not  so  much  regard;  but  I 
saw  further,  that,  with  a view  to  reach  me,  a statement  was 
made  respecting  Mr.  McConnell,  one  of  my  constituents,  an 
humble  and  inoffensive  citizen,  which  would,  in  all  probability, 
cost  him  his  life.  I felt  hurt  by  thi.s,  as  [ had  been  the  medium 
through  which  the  secretary  of  war  had  induced  him  to  under- 
take thi.s  delicate,  confidential  and  hazardous  agency. 

The  r.ilsehoods  were  so  glaring,  and  the  mischievous  tenden- 
cy of  the  letter  so  obvious,  that  I,  at  first,  hoped,  so  soon  as  it 
met  the  eye  of  the  administration,  the  matter  would  beset  right 
without  any  application  from  any  quarter.  After  waiting  some 
time  without  any  step  having  been  taken,  and  having  good  rea- 
son to  believe  the  letter  had  been  seen  by  at  leistone  member 
of  the  administration,  I addressed  a letter  to  the  secretary  of 
war.  under  date  of  the  2d  instant,  a copy  of  which  I will  now 
read: 

Washington,  Jan.  2,  1836. 

Dkar  sir:  I must  take  the  liberty  of  'inviting  your  attention 
to  a letter  untler  the  signature  of  IJenjarnin  F.  Curry,  published 
in  a newspaper  called  the  Federal  Union,  and  bearing  date 
“(Mierokre  agency,  Dec.  Ut,  1835.” 

In  it  you  will  see  in  speaking  of  Samuel  McConnell,  Mr.  Cur- 
ry uses  this  language:  he  “has,  for  some  years  past,  iiniier  the 
procurement  ol  jmlge  White,  of 'I'ennessee,  been  receiving  pay 
from  the  Umii'd  Slates  novernment,  as  a secret  and  confideii- 
tiul  agent,  while  all  his  visible  efforts  have  been  to  defeat  the 
mea'»nre.s  of  the  o>len,-ilde  agents  iti  bringitig  about  a treaty.” 

I feel  assured  your  own  setisc  of  justice  will  at  once  pro- 
nounce that  this  statement,  so  far  as  I am  concerned,  is  entire- 
ly unfounded. 

The  name  of  Mr.  McCotinell  was  not  brought  to  your  notice 
by  me;  I never  asked  or  procured  the  deparlmetU  to  appoint 
him.  Any  agency  I had  in  the  matter  was  at  the  instance  of 
the  department,  and  to  carry  into  effect  its  wishes,  as  is  fully 
discloitrd  in  the  letter  from  the  acting  secretary  of  war  to  me, 
and  my  answer,  with  its  enclosure,  to  him,  to  which  1 beg  leave 
to  refer  yon. 

In  that,  as  in  every  thing  else,  I was  willing  to  do  all  in  my 
p.awer  to  aid  in  carrying  into  i ffect  the  wishes  of  tin;  dep:irl- 
Iiietn  III  relaiiori  to  the  Indi.in  s,  and  ninsi  think  lam  treated 
with  great  injnsiice,  if  your  agents  attached  to  yonr  department 
are  iliiis  to  mi-represent  and  calninniain  me.  rrotn  all  the  in- 
f.irmaiion  I p ,Kses<.  I mn-i  iliink  m the  charges  against  McCnn- 
n>  11  ihero  IS  a great  disregard  of  iroili.-  I had  ever  believed,  and 
yet  do,  that  be  acted  with  great  fulelitv,  and  that  from  his  ser- 
vo <.*  miicli  bcni  fit  ri  ^nlii'fl. 

I’.nl,  so.  ,r  ,Mr.  M (hoMiell  was  a sericl  agent,  appointed  bv 
your  department,  does  he  merit  that  his  life  should  he  endan- 
gered  by  thi.s  statement  of  your  agent.'  If  he  was  not  a secret 


agent,  is  it  right  that  he  should  be  endangered  by  the  statement 
of  such  a falsehood.' 

In  another  part  of  Mr.  Curry’s  letter  he  states,  shortly,  before 
the  council,  Lewis  Ross  came  to  Knoxville,  and  after  his  re- 
turn rumors  were  put  afloat  connet  ted  with  my  name. 

The  inferencci  Mr.  Curry  wishes  should  be  drawn  from  this 
statement  no  doubt  was,  that  Lewis  Ross  came  to  Knoxville  to 
consult  me.  I assure  yon,  that  if  Mr.  Ross  was  at  Knoxville, 
from  the  lime  I left  Wa.‘,hinglon  in  March,  till  my  return  this 
fall,  1 never  heard  of  it,  until  I read  Mr.  Curry’s  letter,  and 
have  had  no  communication  whatever  with  him. 

The  whole  tenor  of  this  letter,  so  far  as  I am  concerned,  is  a 
tissue  of  misrepresentations,  intended  to  place  my  conduct  in 
a false  view  before  the  world. 

I am  well  aware  that  those  who  know  Mr.  Curry  would  not 
excu.^e  me  for  taking  any  notice  of  his  slatiders  generally;  but 
from  the  peculiar  nature  of  his  charge,  and  the  circumstance  of 
his  connexion  with  your  department,  his  statement  may  be 
thought  entitled  to  some  credit  should  it  pass  without  rebuke. 

He  is  your  officer;  you  are  the  witness,  who  knows  the  gross 
injustice  done  me,  and  to  you  I confidently  appeal  for  such  steps 
as  will  do  that  which  is  just  to  the  country,  to  Mr.  Curry  and  to 
myself. 

I beg  to  be  informed  what  course  you  will  pursue  in  this 
matter.  1 have  the  honor  to  be,  most  respectfully,  your  obe- 
dient servant. 

On  the  night  of  the  15lh  I received  his  answer,  dated  the  14lh, 
enclosing  a copy  of  one  written  to  Mr.  Curry  on  the  9th. 

Department  of  war,  January  14,  1838. 
Dear  sir:  I must  ask  your  indulgence  for  not  having  an- 
swered your  letter  of  the  2d  instant,  which  was  received  here 
on  the  5ih.  The  delay  has  been  owing  lo  the  great  press  of  bu- 
sinc.ss,  and  to  the  propriety  of  laying  the  matter  before  the  pre- 
sident. 

1 have  now  the  honor  lo  send  the  copy  of  a letter  addressed 
to  major  Curry,  and  in  which  the  president’s  disapprobation  is 
conveyed  to  him.  The  statement  that  Mr.  McConnell  was  em- 
ployed at  your  suggestion,  is  altogether  erroneous,  and  I have 
put  the  matter  right  by  giving  the  true  facts  of  the  case.  I con- 
sidered the  department  under  obligations  to  you  for  the  tioub.e 
you  took  on  the  subject  of  the  employment  and  proceedings  of 
Mr.  McConnell,  and  I have  endeavoied  to  do  justice  lo  his  ser- 
vices, so  far  as  these  are  known  lo  me. 

If  major  Curry  intended  to  intimate,  as  you  suppose,  that 
there  was  a communication  between  yourself  and  Mr.  Ross, 
such  an  intimation  was  liiehly  improper.  Independent  of  the 
entire  want  of  proof  of  such  a course,  your  word  is  quite  suffi- 
cietit  lo  satisfy  me  that  there  was  no  just  ground  for  the  sug- 
gestion. I am,  dear  sir,  very  respectfully,  your  obedient  ser- 
vant, LEWIS  CASS. 

Hon.  Hugh  L.  White. 

War  department,  Jan.  9,  1836. 

Sir:  The  attention  of  this  department  has  been  drawn  to  a 
letter  from  you  to  the  editor  of  the  Federal  Union,  and  which 
was  publishod  in  the  Augusta  Centincl  of  the  22d  ull. 

I am  instructed  by  the  president,  if  that  letter  was  written  by 
you,  to  convey  to  you  his  disapprobation  of  a part  of  it.  There 
certainly  can  be  no  improjiriely  in  an  officei ’s  communicating  to 
the  (lublic  proper  information  when  circumstances  require  it, 
and  the  general  proceedings  relating  to  the  prospects  and  pro- 
gress of  the  Cherokee  emigration  are  of  this  nature.  But  it  is 
with  regret  the  president  observes  in  this  communication,  allu- 
sions lo  persons  and  parlies,  which  do  not  seem  to  be  necessary, 
and  are  calculated  to  produce  an  injurious  effect.  There  is  one 
error  of  fact,  which  it  becomes  the  special  duty  of  this  depart- 
ment lo  correct,  as  the  requisite  information  is  upon  its  files. 
You  slate  that  Mr.  McConnell  ‘Mias  for  some  years  past,  under 
the  procurement  of  judge  White,  of  Tennessee,  bei;n  receiving 
pay  fnmi  the  United  Stales  government,  as  a secret  and  confi- 
dential agent,”  &c.  You  have  been  led  into  a mistake  on  this 
subject.  Mr.  McConnell  was  not  employed  under  the  procure- 
ment of  judge  White.  The  suggestion  that  Mr.  McConnell’s 
services  might  be  useful,  as  well  to  the  United  States  as  to  the 
Cherokee  Indians,  was  made  to  this  department  from  another 
and  veiy  respectable  quarter.  As  :ill  the  necessary  circum- 
stances were  not  fully  known  at  the  deparimenf,  proper  instruc- 
tions were  given  to  Mr.  McConnell,  and  encloserf  to  judge 
Whi'e,  to  he  delivered  if  he  thought  the  arrangement  would  be 
useful.  Judge  While  had  no  agency  whatever  in  the  matter, 
until  he  was  requested  by  the  express  direction  of  the  president, 
lo  serve  as  a medium  of  communication  between  Mr.  McCon- 
nell and  this  dt-parlment. 

Mr.  McConnell  transmitted  various  reports,  containing  infor 
malion  respecting  the  state  of  things  in  the  Cherokee  country. 
But  there  is  nothing  in  these,  going,  in  th«  slightest  decree,  to 
show  that  he  did  not  act  with  due  fidelity,  as  well  lo  the  United 
Slates  as  to  the  Cherokee  Indians. 

It  is  also  a matter  of  regret  that  you  should  have  attended  at 
all  to  the  employment  of  Mr.  McConnell.  From  the  relation  in 
which  he  stands  lo  the  Chcrokees,  and  the  suspicious  disposi- 
tion of  Iniilans,  the  disclosure  may  even  pul  his  life  at  hazard. 
It  is  therefore  the  more  imperative  upon  me  to  stale  explicitly, 
as  1 have  done,  that  there  was  nothing  in  the  reports  of  Mr. 
McConnell  which  could  give  just  offence  to  the  Indians. 

'I'he  pn  sident  h.as  directed  me  to  say  th.-it  he  has  read  and 
.approves  this  letter;  and  that  while  he  appreciates  the  zeal  you 
have  displayed  in  the  execution  of  your  duties,  he  deems  it  in- 
cumbent upon  him  to  recommend  lo  you  great  discretion,  and 
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particularly  to  convey  to  you  his  disapprobation  of  the  allusion 
you  have  made  to  the  employment  of  Mr.  McConnell.  Very 
respecilully,  your  most  oUediciit  servant,  LEWIS  CASS. 

Major  li.  !•'.  Curry,  New  Eekota,  Ga. 

To  this,  on  the  I61I1,  I wrote  a very  sliort  reply: 

Washington,  Jan.  16,  1836. 

Dear  sir:  I have  the  honor  to  acknowledge  that  I received 
last  niulit  your  favor  under  date  of  the  14Ui,  with  its  enclosure, 
in  answer  to  mine  ol  the  3d  instant. 

The  result  is  so  different  from  what  I think  I had  a right  to 
anticipate,  that  I refrain  from  any  remarks  on  the  contents  of 
the  letter  written  to  Mr.  Curry  by  direction  of  the  president.  I 
have  the  honor  to  be  most  respectfully,  your  obedient  servant, 

HU.  L.  WHITE. 

I had  applied  iu  the  only  friendly  mode  I could  devise,  for  the 
interposition  of  the  executive  power.  I remembered  well  the 
great  principle  for  which  the  party  had  struggled  to  elevate  the 
president  to  his  present  station.  I reniembered  his  recogni- 
tion of  it  in  his  inaugural  address,  which  thousands  of  the 
citizens  of  the  United  Slates,  as  well  as  most  of  those  now  in 
the  reach  of  my  voice  lieard  him  deliver,  as  containing  the 
principles  upon  which  he  would  administer  the  government. 
The  paragraph  is  in  the  following  words: 

“The  recent  demonstration  of  public  sentiment  inscribes  on 
the  list  of  executive  duties,  in  characters  too  legible  to  be  over- 
looked, the  task  of  reform,  which  will  tequire,  particularly,  the 
correction  of  those  abuses  that  have  brought  the  patronage  of  the 
federal  government  into  conflict  with  the  freedom  of  elections, 
and  the  counteraction  of  those  causes  which  have  disturbed  the 
rightful  course  of  appointment,  and  have  placed,  or  continued, 
POWER  in  unfaithful  or  incompetent  hands.'” 

This  short  paragraph  shows  the  main  ground  on  which  the 
contest  rested,  which  ended  in  the  election  of  the  present  chief 
magistrate.  It  contains  the  sentiments  avowed  by  him  in  pre- 
sence of  nearly  twenty  thousand  freemen.  It  contains  the  sen- 
timents which,  as  one  of  his  advocates,  I honestly  entertained. 
It  contains  the  sentiments  on  the  maintenance  of  which,  I be- 
lieve, our  freedom  and  liberty  essentially  depend.  I felt  hurt 
and  mortified  upon  reading  the  secretary’s  letter;  I could  not 
reply  without  using  e.xpressions  not  fit  to  address  to  a member 
of  the.  president’s  cabinet.  In  place  of  Mr.  Curry  receiving 
such  rebuke  as  would  deter  him  from  committing  a similar 
offence  in  future,  it  appeared  to  me  that  he  was  complimented. 
Although  his  conduct  was  not  approved  as  to  McConnell,  as  to 
me  it  was  very  well;  that,  instead  an  inferior  agent,  he  was  to 
be  viewed  as  an  electioneering  political  diplomatist,  and  that 
hereafter,  if  the  gardiner,  spoken  of  by  the  senator  from  Massa- 
chusetts the  other  day,  is  to  wear  his  diplomatic  button,  Mr. 
Curry  ought  to  figure  in  his  political  electioneering  star  and 
garter. 

But,  sir,  what  w.as  I to  do  next.?  The  falsehood  has  gone 
forth  to  answer  the  meditated  mischief.  In  some  of  the  states 
it  is  probable  it  has  accomplished  its  object.  How  is  it  to  be 
contradicted.?  I have, been  furni.shed  wiih  a document  proving 
the  falsehood.  Is  it  supposed  that  I would  sneak  to  a printing 
office  to  beg  a publication  of  its  contradiction?  No.  I cannot 
descend  to  such  an  act  of  meanness.  If  I could,  I dare  not. 
The  proud,  high-minded,  honorable  men  who  sent  me  here 
would,  for  such  an  act  of  degradation,  recall  me  from  a station 
among  honorable  men,  and  thus  gratify  some  high  in  office,  who 
seek  to  displace  me. 

My  course  is  here,  my  place  is  here.  From  my  stand,  on 
this  floor,  I contradict  the  falsehood,  and  expose  the  injustice. 
If  any  opponent  will  deny  my  statement  or  justify  this  outrage, 
I meet  him  here  openly,  face  to  face,  eye  to  eye,  and  maintain 
and  assert  what  is  due  to  my  constituents  and  myself,  by  all 
honorable  means  in  my  power. 

But  the  Nashville  Union — this  vehicle  of  slanders  and  false- 
hoods, gotten  up  in  this  city,  as  I have  understood,  for  just  such 
purposes.  The  editor  came  here  last  winter,  upon  his  own 
mere  notion,  or  by  the  solicitation  of  some  other  person,  with, 
as  I have  understood  and  believe,  not  more  money  than  would 
bear  his  expenses.  He  lived  in  the  house  with  my  honorable 
colleague,  and  while  here,  was  furnished  with  some  five  or  six 
thousand  dollars  to  establish  his  press  in  Nashville,  and,  with- 
out relying  upon  subscribers,  to  be  enabled  to  throw  his  paper 
into  the  hands  of  every  man  who  would  condescend  to  read  it. 
Even  this  very  number,  containing  this  letter,  I have  no  doubt, 
has  been  innocently  sent,  under  the  frank  of  senators  from  this 
floor,  to  many  of  the  stales  in  the  union. 

If  there  is  any  person  within  my  hearing,  who  can  contradict 
my  statement  as  to  the  manner  in  which  this  paper  was  esla- 
bli.shed,  I wish  to  hear  him  do  so. 

Mr.  Grudy  rose,  and  slated  that  the  editor  had  come  here 
last  winter  not  at  his  instance;  that  how  the  money  was  raised, 
or  by  whom,  he  had  no  knowledge;  that  the  paper  had  taken 
its  side,  and  was  maintaining  it  as  well  as  it  could;  that  he  had 
not  noticed  thi.s  letter  in  it,  and  that  he  knew  there  was  great 
scuffling  to  get  subscribers  for  it  at  home.  Mr.  McConnell  he 
knew,  and  thought  him  a clever  man,  of  good  sense,  and  he  be- 
lieved he  had  recommended  him  for  this  office. 

To  which  Mr.  While  rose  and  replied:  Yes,  Mr.  President, 
there  was  a great  scuffling  to  gel  subscribers  for  it;  so  great  that 
owr  oW  (7C7uain<ance,  Samuel  Gwin,  the  land  officer  from  Mis- 
sissippi, w:is  called  into  service;  and,  when  procuring  subscri- 
bers at  Gallatin  in  Ajtril  last,  wrote  to  Mr.  Ritchie,  of  the  En- 
quirer, the  celebrated  letter  as  to  Tennessee  politics,  intended 
uttjuslly  to  influence  the  Virginia  elections,  and  which  no  doubt 


had  the  desired  effect.  Mr.  President,  I have  made  these  dis- 
closures with  great  pain  and  the  most  deep  mortification;  but  I 
deemed  it  my  duty  to  do  so.  The  answer  to  my  lesolutions 
will  show  whether  it  will  be  in  my  power,  and  whether  it  will 
be  my  duty,  to  attempt  any  thing  further  on  the  unpleasant 
subject. 

The  following  is  Mr.  Curry’s  letter  alluded  to  in  the  above 
remarks: 

From  the  ^^Federal  Uiiion.’^ 

Cherokee  agency,  Dec.  1,  1835. 

Sir:  I know  your  anxiety  on  the  subject  of  a treaty,  and 
having  seen  intimations,  on  Indian  authority,  that  a treaty  vvi  1 
be  concluded  at  an  early  period,  1 have  thought  fit  to  give  you  a 
short  sketch  of  the  proceedings  at  the  late  council,  as  well  as 
before  and  since,  connected  with  the  Indian  matters: 

You  will  remember,  Mr.  Ross  and  his  coadjutors  entered  into 
a written  agreement  with  the  secretary  of  war,  last  winter,  to 
take  for  their  claims  east  whatever  sum  the  senate  of  the  United 
States  might  award,  upon  submitting  the  question  to  that  body. 

The  question  was  submitted,  and  the  senate  awarded  five  mil- 
lions of  dollars.  Mr.  Ross  and  his  parly  acted  on  this  occasion 
under  a power  of  attorney  from  the  committee  and  council  of 
the  nation,  who  claimed  all  the  power  and  authority  of  the  na- 
tion. This  power  of  attorney  was  drawn  by  a SKilfnl  lawyer, 
col.  Hansell,  and  signed  by  all  who  claimed  authority  and  power 
as  counsellors.  Mr.  Ridge  and  others,  who  seceded  from  Ross’s 
council,  made  an  arrangement,  reduced  to  the  solemn  form  of  a 
treaty,  and  signed  by  the  representatives  of  that  party  on  the 
basis  of  this  award. 

At  the  October  council,  there  attended  a certain  Mr.  Payne 
and  one  Samuel  McConnell,  of  Tennessee;  Payne  hails  from 
New  York,  but  came  through  Georgia.  He  is  of  the  whig  party, 
and  rumor  makes  him  an  abolitionist.  He,  it  is  said,  formed  an 
alliance  with  Mr.  Longstreet,  of  Augusta,  and  other  editors,  by 
which  he  was  to  furnish  matter,  and  they  were  to  print  it  for 
political  effect.  McConnell  is  the  same  who  instigated  the  arrest 
of  the  Georgia  surveyor,  arjd  had  him  cariied  to  Athens,  Ten- 
nessee, for  a violation  of  the  intercourse  laws  some  3 years  ago, 
for  marking  lines  within  the  limits  of  your  state.  He  has  large 
claims  for  reservations  made  to  Indians  under  the  treaties  of 
1817-19;  and  has,  for  some  years  past,  under  the  procurement 
of  judge  White,  of  Tennessee,  been  receiving  pay  from  the 
United  States  government,  as  a secret  and  confidential  agent, 
while  all  his  visible  efforts  hiive  been  to  defeat  the  measures  of 
tlie  ostensible  agents  in  bringing  about  a tiealy. 

Lewis  Ross,  one  of  John  Ross’s  executive  counsellors,  visit- 
ed Knoxville  about  the  commencement  of  this  council,  and, 
while  absent,  much  concern  was  manifested  by  John  to  know 
where  his  brother  Lewis  could  be.  Lewis  at  length  arrived. 

Rumor  was  put  afloat  that  judge  While,  if  made  president, 
would  do  much  for  this  people. 

Ridge  and  his  parly  sliorily  afterwards  arrived.  McConnell 
met  him,  as  Ridge  told  it,  and  put  him  on  his  guard  against  the 
agent  and  Mr.  Schermerhorn,  who,  he  intimated,  was  about  to 
sacrifice  Ridge,  and  proposed  that  Ridge  and  his  party  should 
ride  with  him  in  the  direction  of  governor  Carroll’s,  in  Older  to 
see  that  commissioner  before  myself  and  Mr.  Schermerhorn 
had  an  opportunity  to  give  to  his  mind  such  a bias  as  it  might 
receive,  provided  this  precaution  was  not  used.  Mr.  Ridge 
was  evidently  much  perplexed,  and  his  confidence  apparently 
shaken  through  some  unexpected  interference. 

An  interview  was  shortly  afterwards  brought  about  between 
John  Ross  and  John  Ridge,  which  resulted  in  a determination 
never  to  treat  on  the  basis  of  the  award  of  the  senate.  This 
was  accordingly  submitted  to  the  people,  about  six  or  seven 
hundred  only  being  present.  Coupled  with  this,  however,  was 
a resolution  appointing  nineteen  delegates  to  treat  here  (at  Red 
Clay)  or  elsewhere,  with  the  government  of  the  United  Stales. 
After  the  passage  of  these  resolutions,  most  of  the  Indians 
went  home,  rejoicing  that  they  had  got  their  lands  back.  The 
committee  thus  appointed  to  treat  remained,  and  raised  an  ob- 
jection to  Mr.  Scherinerhorn’s  authority;. and  in  this  they  were 
sustained  by  this  Mr.  Payne:  for  the  truth  of  this  I refer  you  to 
colonel  Hansell.  While  Payne  was  thus  engaged,  Mr.  Fore- 
man, a Cherokee  of  respectability,  informs  me  McConnell  was 
using  these  arguments  with  Ridge’s  friends,  who  had  refused 
to  go  over  with  them.  You  had  nothing  to  expect  from  the 
agent;  and  the  commissioner  will  have  no  power.  All  the  pa- 
tronage and  money  for  which  your  country  is  sold  will  be  at 
the  disposal  of  Ross.  You  had  better  leave  them  and  join  him; 
slick  to  them,  and  you  are  ruined;  go  with  him,  and  you  are 
saved. 

The  suspicious  movements  of  Mr.  Payne,  and  the  secret  con- 
claves constantly  going  on  between  him  and  Mr.  Ross,  united 
with  the  strange  results  of  this  council,  and  the  increased  inso- 
lence of  the  Indians,  strengthened  the  suspicion  that  these 
Iresh  hopes  were  founded  upon  anticipated  insurrection  in  the 
south  and  west,  and  a severe  conflict  at  the  same  time  with  fo- 
reign foes:  during  which  the  Indians  might  have  an  opportuni- 
ty to  reinstate  themselves.  The  parties  (Payne  and  Ross) 
were  closeted,  after  the  adjournment  of  the  eouncil,  for  at  least 
a week,  just  back  of  the  Georgia  line,  within  Tennessee.  In- 
dians committing  the  most  atrocious  murders  in  that  part,  had 
been  arrested  and  carried  before  the  circuit  courts  of  Tennes- 
see, and  the  laws  had,  by  judge  Keith,  been  declared  uncon- 
stitutional, leaving  the  country  neither  subject  to  slate  nor  fe- 
deral jurisdiction.  From  the  great  variety  of  character  in  that 
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section  of  country,  and  the  a»)?ohite  necessity  of  knowing 
where  to  look  lor  |»t  u.  i lioii  awam-^t  the  iiicemliary  as  well  as 
the  as.'as-iii,  I vva>  iiistiiimt  iiial  m taking  an  appeal  from  his 
honor  jn.lge  Keiili’s  deei.-ion  to  the  supreme  court  of  'I’eiuies- 
see,  the  opinion  of  whieh  hail  not  reached  the  Indian  country 
in  a tangihle  charat  ler  at  Ihe  lime  of  Mr.  Uoss  and  Mr.  Payne’s 
teinporarv  arie.'i;  .'ince  which,  I have  seen  it  announced  that 
me  Mipr< me  com  I of  'I’ennes.see  had  reversed  the  deci.sion  of 
jinl;;e  Keith  aaain-l  the  mieun.-liliiiionaliiy  of  the  laws.  Hut 
lioni  tins  hi:;h  irilnin.il  an  appeal  has  heen  laken  to  the  sii- 
preinc  conn  ol  Iiie  IJiiiied  di.ile>,  ( i-^  I am  informed)  at  the  in- 
sl.ince  ol  some  ol  tho.se  very  persons  in  ’Peiiiiesse  who  rail  out 
so  largely  against  the  Georgia  guard  for  having  stepped  a few 
pace.s  acro.ss  the  line  into  an  iinorgani2ed  territory,  to  examine 
lino  the  correctness  of  an  alleged  conspiracy  against  the  vital 
interest  ol  not  only  yours  but  the  adjoining  slates. 

Abolition  tracts  have  been  circulaied  among  the  Indian.*;  and 
I have  seen,  in  the  hand-wriiing  of  Mr.  Payne,  charges  that  the 
government  of  the  Umied  States  had  attempted  to  bribe  John 
Ro-s,  by  offering  him  a bribe  of  fifty  thousand  dollars,  and  a 
tissue  of  other  misrepresentations,  calculated,  and  no  doubt  in- 
tended, to  alienate  the  confidence  of  the  Indiatis  from  our  go- 
vernment, and  excite  them  against  its  citizens;  which,  with 
his  persuasions  to  them  that  Mr.  Schermerhorn  was  not  only 
duly  authorised  to  treat  with  them,  being  calculated  to  delay 
its  measures  with  this  tribe,  are  flagrant  violations  of  the  inter- 
course law  of  1831;  and  had  I been  aware  of  the  extent  of  this 
gentleman’s  offence,  and  been  here  before  his  release,  his  con- 
finement would  have  been  continued  at  least  until  orders  as  to 
the  proper  course  to  be  pursued  could  have  been  received  from 
the  war  department. 

The  foreg  iing  shows  that,  while  the  Indians  have  appointed 
a delegation  to  treat,  they  resolve,  by  the  same  voice,  not  to 
treat  on  the  basis  of  ihe  five  millions.  The  delegation  have  re- 
fused to  rner^t  the  commissioners  at  Newtown,  and  say  they 
will  go  to  Washington  city,  although  they  have  been  notified  by 
the  secretary  of  war  and  commissioner  of  Indian  affairs  that 
the  department  will  hold  no  more  communications  with  them. 
Last  winter,  after  the  award  of  the  senate  was  had,  the  secre- 
tary of  war  requested  Mr.  Ross  and  his  party  to  submit  the  de- 
tails of  a treaty,  to  he  based  upon  Ihe  senate’s  award.  This  he 
objected  to;  because  he  believed  it  to  be  more  satisfactory  to 
his  people  to  have  a treaty  concluded  in  their  presence,  which 
would  save  rhe  delegation  from  un  ju.st  imputations,  &c.  Com- 
niissioners  w'ere  sent  into  the  country  therefor,  and  now,  by  the 
procurement  of  Ross  and  Ridge,  a resolution  is  passed  declar- 
ing they  will  not  abide  by  their  own  engagements,  and  never 
will  ireai  on  Ihe  ha<i.s  of  the  senate’s  award. 

Should  you  think  this  worthy  a (ilace  in  your  paper,  I hold 
mvself  an*werable  for  its  contents.  Most  respectfnilv,  your 
verv  obedient  servant,  DEN.  F.  CURRY. 

To  the  eiHlor  of  the  Federal  Union, 


The  following  is  piibli'hed  in  the  Giofte  of  Saturday  last,  as 
a part  of  a reply  to  “judge  While’s  attack  on  Ihe  president” — 
in  vindication  of  the  u.se  of  the  “franking  privilege”  of  the 
latter. 

LETTER  TO  MR.  NICHOLSON. 

Niiskvil'C,  January  6,  1836. 

Sir;  The  undersigned,  members  of  the  legislature,  itave  le.arn- 
vd  that  you  have  recently  received  a letter  from  Andrew  Jack- 
Bon,  vindicating  himself  for  addressing  the  Globe,  under  his 
frank,  containing  the  speech  of  Mr.  Benton  in  Ihe  senate,  on 
Ins  expunging  resolution,  to  rnenibersof  the  legislature;  which 
letter  js  of  the  same  tenor  of  one  recently  received  by  Mr.  An- 
drew Brown,  of  the  house  of  representatives. 

It  is  a fact  not  to  be  denied,  that  Mr.  Brown  has  permitted 
'.hM  letter  to  fee  lianded  freely  about  among  those  who  condemn 
its  contents,  and  object  to  the  use  which  the  president  has  made 
of  his /ran/;;  and  has  permitted  various  copies  or  extracts  to 
be  laken  by  them. 

The  undersigmni  arc  not  precisely  informed  of  the  number  of 
copie.8  ®r  exiracts  ao  taken,  but  entertain  no  doubt  they  are  nu- 
merous, and  Wave  been  sent  abroad  for  purposes  injurious  to 
the  president. 

The  undersigned  have  seen  copies  of  the  letter,  and  can  find 
in  it  noihiiig  to  rondernn,  but,  on  the  contrary,  a just  vindica- 
tion of  the  presiileiit,  in  the  course  he  has  pursued  in  the  exer- 
cise of  his  franking  privilege.  Knowing  Ihe  uses  already  made 
of  the  letter,  as  above  detailed,  and  to  prevent  rnisrepresenla- 
tions  and  a inisundersi.miling  of  its  contents  among  the  people 
we  conceive  a necessjjy  for  its  publicatinn  has  arisen.  ’ 

Therefore,  the  undersigned,  as  friends  of  the  pre.sident,  re- 
spectfully reqiicM  you  m furnish  them  with  a copy  of  the  letter, 
with  permis.*ion  to  publish  the  same.  Respectfully  yours,  &c. 

Jared  S.  Allen. 

Thomas  R.  Deavenport, 

J.  A.  Mabry, 

R.  Ilanrock, 

Alfred  Gardner, 

W.  15.  Johnson,  of  the  senate, 
John  D.  Ijovfjof  the  senate, 
Elijah  Boddie, 

IVesi  II.  Humphreys, 

Julian  Frazirr, 
tieo.  Smith, 

John  I).  IlK’kman. 


II  Roherlsi 
Hopkins  I,  Turney, 
Jo.  • (luild, 

W.  Esiill, 

Will.  Moore, 

'I’homas  Ilean, 

(ieorge  \V.  Jones. 
Wm . Overton, 
Broomfield  Ij.  Ridley, 
John  Buchanan, 

.S.  r.  I'av  ui, 

A.  (’iilliim. 


To  .5.  0 P. 


\i<  holtouj  home  of  rrprcsaniclivi 


I MR.  NICHOLSON’S  REPLY. 

I Nashville,  Jan.  8,  1638. 

Gentlemen:  Your  letter  of  the  6th  inst.  requesting  me  to  fiir- 
ni.'‘li  you  with  a cofiy  of  a letter  received  by  me  from  gen.  Jack- 
j son,  lor  publication,  was  handed  to  me  to-day.  After  duly 
weighing  Its  contents,  and  considering  upon  the  propriety  of 
complying  with  ymif  request,  I felt  it  due  to  Mr.  Brown,  that 
I should  show  him  your  letter,  and  know  of  him  whether  he 
would  permiiihe  letter  received  by  him  to  be  piildished.  I learn- 
ed Iroiii  him,  that  he  would  not  consent  to  the  publication  of 
his  letter  by  any  one.  Under  this  state  of  things,  I have  felt 
myself  justified  and  reqniied  by  the  circumstances  to  make  the 
letter  public.  1 am  well  satisfied  that  the  letter  received  by  mo 
was  not  written  for  publication;  but  the  circumstances  detailed 
in  your  letter,  appear  to  me  to  render  its  publication  necessary, 
for  the  vindication  of  the  president.  You  inform  me  that 
copies  of  Mr.  Brown’s  letter  have  been  taken  by  those  who 
condemn  its  contents.  I can  conceive  no  use  that  such  per- 
sons could  desire  to  make  of  the  letter  but  to  injure  gen.  Jack- 
son.  1 concur  fully  wiili  you,  that  there  is  nothing  in  the  let- 
ter to  condemn,  but  on  the  contrary,  [ regard  it  .as  a fair  and 
satisfactory  vindication  of  his  course  in  franking  col.  Benton’s 
speeches.  That  the  liberty  taken  by  gen.  Jackson  in  fratiking 
tho.<e  speeches  has  been  freely  condemned  by  his  enemies,  is 
well  known  to  every  intelligent  man.  The  copy  of  the  letter 
vvhich  [ furnish  to  you,  will  show  conclusively  that  the  presi- 
eent  has  been  unjustly  condemned. 

I have  read  Mr.  Brown’s  letter,  and  can  safely  state  thatit  is 
an  exact  copy  of  the  one  received  by  mvself. 

Very  respectfully,  A.  O.  P.  NICHOLSON. 

Messrs.  H.  Robertson,  Jo.  C.  Guild,  and  others. 


gen.  Jackson’s  letter. 

Washington,  Dec.  19, 

Sir:  Having  understood  that  exceptions  have  been  taken  to 
the  liberty  I took  in  addressing  to  some  of  my  fellow-citizens 
the  extra  Globes  which  contained  col.  Benton’s  speeches,  en- 
forcing the  adoption  of  his  resolution  to  expunge  from  the  jour- 
nals of  the  senate  certain  proceedings  of  that  body  condemn- 
ing my  conduct  in  the  removal  of  the  deposites,  I think  it  not 
improper  to  place  you  in  possession  of  ihe  general  considera- 
tions which  induced  me  to  take  that  liberty. 

By  my  oath  of  office,  I atn  not  only  bound  to  support  the  consti- 
tution of  theU.  States,  butto  guard,  protect,  and  defend  it,  to  the 
best  of  my  abilities.  Mr.  CUy’s  resolutions  arraigning  and  try- 
ing me  without  a hearing,  violated  the  rights  of  the  house  of  re- 
presentatives, to  which,  as  the  grand  inquest  of  the  nation, e.x- 
clusively  belongs  the  power  of  impeachment.  The  senate  be- 
ing the  triers  of  all  officers  impeached  under  the  constitution  of 
the  United  Slates,  are  expressly  denied  the  right  of  originating 
impeachments,  and  cannot  assume  it  without  usurping  the  pow- 
ers conferred  upon  the  other  co-ordinate  branches  of  the  go- 
vernment. Yet,  in  defiance  of  these  plain  injunctions  of  the 
coiistiiiiiion,  those  resolutions  were  introduced  into  the  senate, 
and  acted  upon  by  that  body;  and,  according  to  their  language, 
I was  declared  guilty  of  violating  the  laws  and  constitution, 
noiwilhstandiiig  the  house  of  representatives  had  not  impeach- 
ed me,  and  f was  deprived  of  the  privilege  secured  to  every 
American  citizen  of  being  heard  in  defence.  1 protested  against 
so  glaring  an  attempt  to  violate  the  constitution,  and  deprive 
me  of  my  individual  rights,  but  the  senate  refused  to  receive 
my  protest  upon  their  journals.  Col.  Benton,  animated  by  a 
proper  sense  of  the  outrages  thus  committed  by  the  senate, 
moved  to  expunge  the  illegal  proceedings  from  its  journals. 
Judge  Wliite,  from  my  own  state,  not  only  failed  to  lake  part 
in  my  defence,  but  moved  to  strike  out  the  word  expunge,  and 
all  the  reasons  on  which  col.  Benton’s  motion  rested.  Thus 
assailed,  how  was  I to  guard,  protect,  and  defend  my  consiiiu- 
tioiial  rights,  but  by  making  known  to  the  people  how  and 
wherein  they  have  been  violated?  If  this  was  Ihe  only  mode 
within  my  reach,  and  I am  acquainted  with  no  other,  it  is  ma- 
nifest that  the  circulation  of  col.  Benton’s  speeches  was  not 
only  proper  in  itself,  but  was  demanded  by  niy  public  duty  to 
Ihe  country.  Those  speeches  discu.*sed  the  great  principles  in- 
volved in  the  proceedings  of  the  senate,  and  their  peVusal  cer- 
tainly end.Tiigercd  no  political  right  of  the  people  or  of  their 
represt  nlaiives. 

But,  independently  of  the  special  reason  which  existed  in 
this  case,  I hold  myself  as  clothed  legally  with  the  privilege  of 
circulating,  under  my  frank,  any  documents  or  papeis  w’hich  [ 
deem  useful  to  the  country,  or  which  are  designed  to  furnish 
expositions  of  the  public  questions,  which  grow  out  of  the  le- 
gislative or  executive  proceedings  of  ilie  day. 

To  tliose  wlio  are  familiar  with  the  freedom  and  latitude  with 
which  the  franking  privilege  of  Hie  members  of  congress  has 
been  resorted  to,  to  circulate  the  arguments  of  the  bank,  and 
other  interests  into  conflict  with  the  measures  I have  deemed 
it  my  duty  to  pursue,  it  must  be  a matter  of  surprise  to  her  tliat 
the  great  right  of  self-defence  has  not  been  exercised  hy  me, 
wilhoiii  exciting  di.seonteiit.  Such  discontent,  I am  sure,  has 
never  been  fell  or  manifested  by  any  person  really  fiiendly  to 
the  principle.*  I have  supported,  or  to  the  public  cause  with 
wliicli  I am  identifieir. 

I am,  very  respectfully,  your  obedient  servant, 

ANDREW  JACKSON. 

.Mr.  .3.  O.  P.  Nicholson,  member  of  the  Tennessee  legislature. 
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LEGISLATURE  OF  PENNSYLVANIA. 

In  the  house  of  representatives,  January  19,  1835. 

An  act  to  repeal  the  state  tax  on  real  and  personal  i)ro- 

perty, -and  to  continue  and  extend  the  improvements 

of  the  state  by  rail  roads  and  canals,  and  tor  other  pur- 
poses. 

Section  i.  Be  it  tnadecl  by  the  senate  and  house  of  re- 
presentatives of  the  commonwealth  of  Pennsylvania,  in 
general  assembly  met,  and  it  is  hereby  enacted  by  the  au- 
thority of  the  same.  That  all  and  every  provision  ot  the 
acts  of  assembly,  passed  the  twenty-fifth  day  ot^  March, 
in  llie  year  one  thousand  eigdit  hundred  and  thirty-one, 
respectively,  entitled,  “an  act  assessing  a tax  on  per- 
sonal property  to  be  collected  with  the  county  rates  and 
levies  for  the  use  of  the  commonwealth,  and  an  act  to 
increase  the  county  rates  and  levies  for  iho  use  ot  t'le 
commonwealth,”  be  and  tlie  same  is  hereby  repealed, 
except  so  far  as  relates  to  the  collection  of  taxes  assessed 
before  the  1st  day  of  December  last:  Provided,  Tliat 
the  said  repeal  siiall  not  go  into  effect  until  all  the  terms 
and  provisions  hereinafter  set  forth,  shall  be  fully  com- 
plied with. 

Section  2.  The  present  stockholders  of  the  bank  of 
the  United  States,  excepting  the  Utiited  States  and  the 
treasurer  of  the  United  States,  and  such  other  persons  as 
may  become  stockholders  agreeably  to  the  by-laws  made 
for  that  purpose,  not  exceeding  in  tlie  whole  the  present 
capital  of  the  said  bank,  their  successors  and  assigns  be,, 
and  are  hereby  created  a corporation  and  body  politic,  by 
the  name  and  style  of  “the  president,  directors  and  cum- 
])any  of  the  bank  of  the  United  Slates,”  anil  shall  so  con- 
tinue until  the  third  day  of  March,  in  the  year  oiic  thou- 
sand eight  hundred  and  sixty-six,  ami  by  tiiat  name  shall 
be,  and  are  hereby  made  capable  in  law  to  have,  purchase 
and  i-eceive,  possess,  enjoy  and  retain  to  t'nem  and  their 
successors, lands,  rents,  tenements,  hereditaments,  goods, 
cliattels  and  effects  of  whatsoever  kind,  natui-e.auii  quali- 
ty, and  tlie  same  to  sell,  gi-a'it,  demise,  alicii  or  dispose 
of,  to  sue  and  be  sued,  to  use  a common  seal,  and  the 
same  to  alter  and  renew,  and  to  make  such  by-laws  and 
ordinances  as  they  shall  deem  necessary,  not  being  con- 
trary to  this  act,  tlie  constitution  of  the  United  States 
or  to  t!ie  constitution  aiid  laws  of  tiiis  coiinmouwealih, 
and  also  to  prescribe  rules  for  the  li'ansfer  of  tiie  stock 
of  said  corporation,  and  generally  to  do  all  the  acts  which 
to  them  it  shall  or  may  appertain  to  do,  and  to  enjoy  the 
same  privileges  and  authority  given  by  law  to  any  bank 
within  this  commonwealth,  subject  to  the  rules  and  re- 
strictions hereinafter  prescribed. 

Section  3.  For  the  management  of  the  affairs  of  the 
said  corporation,  there  shall  be  annually  elected,  at  the 
banking  house  in  tlie  city  of  Philadelphia,  on  the  first 
Monday  in  January,  in  each  year,  by  a plurality  of  votes, 
which  shall  be  given  by  the  qualified  stockholders  of  the 
said  hank,  in  person  or  by  proxy,  twenty  directors,  who 
shall  be  capable  of  serving  for  one  year,  and  who  shall 
at  the  first  meeting  after  their  election  in  each  year,  pro- 
ceed to  elect  one  of  tiieir  directors,  to  be  the  president  of 
the  corporation,  who  shall  hold  the  said  office  during  the 
same  period  for  which  the  directors  are  elected,  but  if 
an  election  of  directors  or  of  the  president  should  not 
be  made  on  that  day,  the  said  cor[)oration  shall  not  for 
that  cause  be  dissolved,  but  it  shall  be  lawful  at  any 
other  time  to  hold  such  elections,  and  until  such  elec- 
tions be  made,  the  directors  and  president  for  the  time 
being,  shall  continue  in  office,  and  in  case  of  the  death, 
or  resignation  of  the  president,  the  directors  shall  elect 
another  president  from  their  own  number,  and  in  case 
of  the  death  or  resignation  of  a director,  the  vacancy 
may  be  supplied  by  the  remaining  directOi’S. 

Section  4.  That  tlie  following  shall  he  the  fundamental 
articles  of  the  said  corporation,  to  wit: 

Article  I.  None  but  a stockholder  who  is  a citizen  of 
the  United  States,  shall  be  a director  or  vote  at  an  elec- 
tion tor  directors,  either  in  person  or  by  pi-oxy.  The 
iiuiiiber  of  votes  to  v/hich  each  stockholder  shall  he  en- 
titled in  voting  for  directors,  shall  be  as  follows:  for  one 
share  and  not  more  than  two  shares,  one  vote  for  every  two 
shares;  aljove  two  and  not  exceeding  ten  shares,  one  vote; 
lor  every  four  shares  above  ten,  and  not  exceeding  thirty, 
one  vote;  for  every  six  s'lares  above  tbii'ty,  and  not  ex- 
ceeding sixty,  one  vote;  for  every  eight  shares'aliove  sixty, 
and  not  exceeding  one  iiumired,  one  vote;  but  no  person, 


copartnership  or  body  politic  shall  be  entitled  to  a greater 
number  tl>an  thirty  votes;  and  after  the  first  election,  no 
share  or  shares  shall  confer  a right  of  voting  unless  the 
same  sliall  liave  been  held  three  calendar  months  before 
the  day  of  election. 

Articlell.  Not  more  than  three-fourths  of  the  directors 
who  shall  be  in  office  at  the  time  of  an  annual  election, 
shall  be  elected  for  the  succeeding  year,  and  no  director 
shall  hold  his  office  for  more  than  three  years  out  of  four 
in  succession,  but  the  director  who  shall  be  the  president 
may  always  be  re-elected,  and  previous  to  each  election 
of  directors,  the  board  of  directors  shall  appoint  three 
stockholders,  not  directors,  to  be  judges  of  the  election, 
who  shall  conduct  and  regulate  the  same,  after  having 
severally  taken  and  subscribed  an  oath  or  affirmation  be- 
fore some  justice  of  tlie  peace  or  alderman,  well,  faith- 
fully and  lawfully  to  conduct  the  election,  and  who  after 
the  conclusion  of  the  ballot  shall  decide  and  openly  de- 
clare who  are  chosen  directors  for  tlie  ensuing  year. 

Article  III.  Not  less  than  seven  directors  shall  con- 
stitute a board  for  the  transaction  of  business,  of  whom 
the  president  shall  always  be  one,  except  in  case  of  sick- 
ness or  necessary  absence,  in  which  case  his  place  may 
be  supplied  by  any  other  director,  whom  he  by  writing 
under  his  hand  shall  depute  for  that  purpose,  and  in 
case  the  president  shall  not  so  depute,  the  board  of  di- 
rectors may  elect  a director  to  act  during  the  absence  of 
the  president. 

Article  IV.  A general  meeting  of  the  stoekbolders  for 
purposes  relative  to  llie  institution,  may  at  any  time  be 
called  either  by  tlie  board  of  directors,  or  by  sixty  or 
more  stnckiiolders  owning  one  thousand  or  more  shares 
of  the  capital  stock,  on  giving  at  least  six  weeks  notice  in 
two  public  newspapers,  published  in  the  city  of  Phila- 
delphia, and  specifying  in  such  notice  tlie  object  or  ob- 
jects of  such  meeting.  And  there  shall  be  a general 
meeting  of  the  stockholders,  at  tlie  banking  bouse  in  the 
city  of  Philadelpiiia,  on  the  first  Monday  of  January  iii 
every  year,  at  which  time  the  directors  shall  lay  before 
them  a general  and  particular  statement  of  the  affairs  gf 
the  company. 

Article  V.  The  lands,  'tenements  and  hereditaments 
which  it  shall  be  lawful  for  the  said  corporation  to  hold, 
shall  be  only  sucli  as  siiall  lie  requisite  for  its  immediate 
accomm<)dation  in  transacting  its  business,  and  such  as 
siiall  have  been  bona  fide  mortgaged  to  it  by  way  of  se- 
curity, or  conveyed  to  it  in  satisfaction  of  debts  pre- 
viously contracted  in  the  course  of  its  dealings,  or  pur- 
chased at  sales  upon  judgments  which  shall  have  been 
obtained  for  such  debts,  or  purchased  for  the  purpose  of 
securing  such  debts. 

Article  VI.  The  rate  of  discount  at  which  loans  may  be 
made  by  said  banks  within  this  commonwealth,  shall  not 
exceed  one-balf  of  one  per  centum  for  thirty  days.  And 
the  notes  and  bills  which  shall  be  issued  by  order  of  said 
corporation,  or  under  its  authority,  shall  be  binding  upon 
it,  and  those  made  payable  to  order  shall  be  assignable 
by  endorsement,  but  none  shall  be  issued  of  a denomina- 
tion less  than  five  dollars,  and  if  the  hank  shall  neglect 
or  refuse  to  pay  its  notes  or  bills,  or  moneys  deposited 
when  due,  on  demand  made  at  the  bank  during  banking* 
hours,  the  person  or  persons  entitled  to  the  same  shall 
receive  interest  thereon  at  the  rate  of  twelve  per  cent, 
a year  until  payment  be  made. 

Article  VII.  Dividends  of  so  much  of  the  ]>rofits  as  tlie 
directors  may  deem  advisable  shall  be  declared  twice  a 
year  on  the  first  Mondays  of  January  and  July,  in  each 
year,  and  paid  to  the  stoclcholders  on  demand  at  any  time 
after  the  expii-ation  of  ten  days  therefi'om. 

Article  VIII.  The  salaiy  of  the  president  shall  be  es- 
tablished and  allowed  by  the  stockholders  at  a general 
meeting,  and  no  compensation  shall  be  allowed  to  any 
person  for  his  services  as  a director.  The  board  of  di~ 
rectors  shall  appoint  a cashier,  and  such  other  officers,, 
clerks  and  persons  as  shall  be  necessai-y  ibr  transacting 
the  business  of  the  bank,  and  shall  take  from  each  such 
security  as  the  by-laws  sl'.all  prescribe,  and  shall  make  to 
each  a just  compensation  for  his  services. 

Article  IX.  A statement  of  the  affairs  of  the  bank  slialb 
be  transmitted  annually  to  the  auditor  general,  in  the 
form  prescribed  in  the  seventeenth  article  of  the  third 
section  of  the  act  of  the  twenty-fiilh  March,  eigltleem 
hundred  and  twenty-four,  anti  the  legislature  may  at 
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time  appoint  a joint  committee  to  iiu[uire  into  the  credit 
and  situation  ot  the  hank  as  provided  in  the  t\vent}-first 
article  of  the  titird  section  of  said  act. 

Section  5.  In  consideration  of  the  privileges  granted 
by  this  act,  the  said  corporation  shall  paj"  into  tlie  treasu- 
ry of  the  comiuonwcalth,  the  sum  ot  two  millions  ot 
dollars,  at  such  time  and  in  sucli  instalments  as  the  go- 
vernor may  require:  Provided,  Tliat  at  least  thirty  days 
notice  shall  be  given  by  the  governor  of  the  lime  when 
each  instalment  will  he  required:  Jlnd  provided  alao, 
Tliat  for  all  sums  the  governor  shall  not  so  require  to  be 
paid  within  tliree  montlis  after  llie  acceptance  of  this 
charter  by  the  stockholders,  interest  at  the  rate  of  five 
percent,  a year  shall  he  paid  liy  tlie  corporation,  com- 
mencing at  the  expiration  of  the  said  three  months,  and 
terminating  thirty  days  before  tlie  time  fixed  for  the 
payment  of  each  sum,  and  tlie  said  corporation  shall  also, 
whenever  reciuired  by  law,  advance  on  permanent  loan, 
any  sums  or  sums  not  exceeding  in  the  whole,  si.x  mil- 
lions of  dollars,  and  for  each  sum  of  money  so  loaned, 
shall  receive  from  the  commonwealth  a negotiable  cer- 
tificate of  stock  reimbursable  on  the  third  day  of  March, 
one  thousand  eight  hundred  and  sixty- six,  traiisferrable 
at  the  bank  of  Pennsylvania,  bearing  an  interest  of  either 
four  or  five  per  cent,  per  annum,  payable  half  yearly  at 
the  bank  of  Pennsylvania,  as  the  law  requiring  such  loan 
may  determine,  and  in  case  the  interest  shall  be  five  per 
cent,  shall  pay  to  the  commonwealth  one  hundred  and 
ten  dollars  in  moneys  for  each  hundred  dollars  of  stock, 
or  if  the  interest  befour  i)er  cent,  shall  pay  one  hundred 
dollars  in  money  for  each  hundred  dollars  of  stock,  and 
the  said  corporation  shall  be  bound,  whenever  required 
by  law  to  advance,  to  the  commonwealth,  as  a temporary 
loan,  any  sum  of  money  not  exceeding  one  million  of 
dollars  in  any  one  year,  at  an  interest  of  four  [>er  cent, 
a year,  reimbui-sable  at  the  pleasui’e  of  the  common- 
wealth, within  twelve  montb.s  from  the  date  of  the  loan; 
and  the  said  corporation  shall  further  be  bound  to  sub- 
scribe the  following  sums  to  the  capital  stock  of  the  fol- 
lowing named  companies,  if  requested  so  to  do  by  the 
directors  of  the  said  companies,  or  if  either  of  them, 
within  one  year  from  the  passage  of  this  act,  namely;  to 
the  capital  stock  of  tlie  Baltimore  and  Ohio  rail  road 
company,  the  sum  of  two  hundred  thousand  dollars;  to 
that  of  the  Williams[)ort  and  Elmira  rail  road  company, 
the  sum  of  two  hundred  thousand  dollars;  to  the  Monon- 
gahela  navigation  company,  fifty  thousand  dollars,  if  the 
same  be  incorporated  at  the  present  session  of  the  legis- 
lature; to  the  Cumberland  valley-  rail  road  company,  one 
hundred  thousand  dollars,  all  of  which  subscriptions 
shall  place  the  said  bank  on  the  same  footing  as  to  rights 
and  liabilities  with  the  original  subscribers  to  said  com- 
panies respectively:  Provided,  'I'hat  such  subscription 
shall  not  be  made  to  the  stock  of  the  Baltimore  and  Ohio 
rail  road  company,  until  a law  of  Maryland  sliall  be  pass- 
ed and  assented  to  by  said  company,  enabling  the  com- 
monwealth ot  Pennsylvania,  or  any  company  or  individual 
therein,  to  intersect  the  Baltimore  and  Ohio  rail  road  at 
any  point  in  the  state  of  jMaryland,  and  that  the  whole 
amount  so  to  be  subscribed  by  the  said  bank  shall  be  ap- 
])ropriated  exclusively  to  the  coustruction  of  the  rail  road 
from  Cumberlaud  to  Pittsburgh,  and  that  no  payment 
shall  be  called  tor  by  the  directors  of  the  Baltimore  and 
Ohio  rail  road  company  on  account  of  said  subscription, 
until  alleast  twenty  miles  of  the  rail  road  within  the  state 
of  Pennsylvania  shall  have  been  bona  fide  ])laced  under 
contract,  and  the  construction  thereof  actually  begun. 

S'-ction  0.  Six  hundred  thousand  dollars  of  the  amount, 
lobe  paid  into  the  treasury  as  aforesaid,  shall  be  ap- 
propriat.  (1  in  lieu  of  the  receipts  from  the  state  taxes, 
hereby  repealed,  to  pay  the  interest  on  the  public  debt, 
nnd^othi-r  just  demands  upon  the  commonwealth. 

Section  7.  lor  the  i)iupose  of  relieving  the  several 
turnpike  companies  hereinafter  mentioned,  and  of  ena- 
bling them  to  improve  the  condition  of  the  roads  con- 
structed by  them,  the.  further  sum  of  one  hundred  thou- 
sanil  dolh-rs,  is  hereby  sju ailical ly  appropriated,  to  be 
paid  to  tin  m revpecliv.  ly,  according  to  the  following 
distrd.ulion,  that  i.  to  say;  to  the  Chambersburgh  and 
Hriltonl  turnpike  company  road,  twentv  thousand  dol- 
hii  to  the  15.  dlord  and  Somerset  turnpike  companv, 
fittcen  thoiiband  dollar.^.;  to  the  Somerset  and  Mount 
I Iv.isant  turnpike  road  coiiqiany,  tiUeen  thousand  dollars; 


to  the  Bedford  and  Stoystown  turnpike  company,  ten 
thousand  dollars;  to  the  Stoystown  and  Greensburgh 
turnpike  road  company,  twelve  thousand  dollars;  to  the 
Mount  Pleasant  and  Williamsport  turn])ike  road  com- 
pany, eight  thousand  dollars;  to  the  Mount  Pleasant  and 
Pittsburgh  turnpike  road  company,  five  thousand  dol- 
lars; to  the  Greensburgh  and  Pittsburgh  turnpike  road 
company,  fifteen  thousand  dollars.;  to  the  state  road  from 
the  White  Horse  tavern  on  the  Allegheny  mountain  to 
the  Virginia  state  line  in  Greene  county,  two  thousand 
dollars. 

Section  8.  It  sliall  be  the  duty  of  the  canal  commis- 
sioners to  put  under  contract  not  less  than  twenty  miles, 
nor  more  than  forty  miles  of  the  north  branch  division 
of  the  Pennsylvania  canal,  during  the  ensuing  year,  com- 
mencing at  or  near  the  New  York  state  line,  towards 
which  the  sum  of  one  hundred  and  fifty  thousand  dol- 
lars is  hereby  specifically  appropriated.  And  the  said 
canal  commissioners,  are  hereby  further  directed,  to  put 
under  contract  not  less  then  thirty-six,  nor  more  than 
sixty  miles,  of  the  Pennsylvania  canal,  extending  the 
same  by  catial  or  slack  water  towards  the  harhor  of  Erie, 
from  such  point  or  points  as  will  best  advance  the  in- 
terest of  the  state,  having  a due  regard  to  distance,  lock- 
age and  commercial  interests:  Provided,  That  no  part 
of  said  distance  is  on  the  Ohio  river,  towards  the  com- 
[iletion  of  which,  the  sum  of  two  hundred  thousand  dol- 
lars is  hereby  specifically  appropriated.  And  the  said 
canal  commissioners  are  hereby  further  authorised  and 
required,  without  delay,  to  put  under  contract  not  less 
than  twenty,  nor  more  than  thirty  miles  of  rail  road, 
commencing  at  or  near  the  west  end  of  the  borough  of 
Gettysburgh,  so  as  to  unite  with  the  Wrightsville,  York 
and  Gettysburgh  rail  road,  to  continue  westward  by  the 
best  route  to  the  city  of  Pittsburgh,  towards  which  the 
sum  of  two  hundred  thousand  dollars  is  hereby  specifi- 
cally appropriated.  And  the  said  canal  commissioners 
are  hereby  required  to  cause  to  be  surveyed,  by  a com- 
petent engineer,  the  route  of  a canal  and  slack  water 
navigation,  from  the  head  of  the  xvest  branch  division  to 
the  Allegheny  river,  and  if  in  his  opinion  a sufficient 
supply  of  water  cannot  be  obtained  for  that  purpose,  then 
he  shall  ascertain  the  most  eligible  route  for  a rail  road 
between  the  said  points,  or  of  a communication  partly  by 
canal,  and  partly  by  rail  road,  as  he  may  deem  most  ad- 
visable. And  the  said  commissioners  shall  cause  the 
same,  or  some  other  competent  engineer,  to  survey  the 
route  of  a canal  and  slack  water  from  the  Kiskiminetas 
aquaduct,  to  connect  with  the  French  creek  division,  at 
or  near  Franklin,  of  which  surveys,  accurate  and  full 
reports  shall  be  made  to  the  said  commissioners,  and  by 
them  laid  before  the  legislature  at  its  next  session,  and 
for  the  expenses  of  Avhich,  the  sum  of  nine  thousand  and 
five  hundred  dollars  is  hereby^  specifically  appropriated. 
And  the  said  canal  commissioners  shall  also  cause  to  be 
made,  by  a competent  engineer,  a survey,  estimate  and 
report  upon  the  practicability  and  importance  of  con- 
necting by  rail  road  the  Pennsylvania  canal,  at  or  near 
Freeport,  by  way  of  Butler,  with  ibe  Pennsylvania  and 
Ohio  canal,  at  or  near  its  junction  with  the  Pennsylvania 
canal,  near  New  Castle,  for  which,  the  sum  of  five  hun- 
dred dollars  is  hereby  specifically  appropriated. 

Section  9.  The  sum  of  six  hundred  and  seventy-two 
thousand  one  hundred  and  forty-seven  doll;trs  and  thir- 
ty-seven cents  be,  and  the  same  is  hereby  appropriated 
specifically,  for  the  following  purposes,  to  w it:  to  com- 
plete the  Columbia  rail  road,  twelve  thousand  five  hun- 
dred and  fifty-two  dollars;  to  complete  the  Portage  rail 
road,  forty-two  thousand  four  hundred  and  sixty-one  dol- 
lars, to  complete  the  extension  of  the  west  branch  divi- 
sion to  the  mouth  of  the  Tangascutack,  one  hundred  and 
tw'elve  thousand  and , seventeen  dollars;  for  the  com- 
mencement of  two  reservoirs  lor  the  sup])ly  of  the  canal 
on  the  east  and  west  sides  of  the  Allegheny  mountain, 
sixty  thousand  dollars;  for  ropes  on  the  Columbia  rail 
road,  nine  thousand  dollars;  for  four  new  locomotive 
engines,  and  for  ropes,  repairing  machinery  and  debts 
due  for  motive  power  on  the  Portage  rail  road,  sixty-one 
thousand  one  hundred  and  seventeen  dollars;  for  new 
work,  and  for  paying  debts  due  on  finished  lines  and  for 
pay  of  canal  commissioners,  appraisers,  superintendents 
and  engineers,  thirty  thousand  dollars;  for  the  repairs 
of  canals  and  rail  roads,  three  hundred  thousand  dollars; 
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for  the  payment  of  damages,  twenty  thousand  dollars; 
for  the  payment  of  retained  per  ceniage  due  to  contrac- 
tors, twenty-five  thousand  dollars. 

Section  10.  The  sums  appropriated,  as  aforesaid, by  the 
three  preceding  sections  of  this  act,  shall  be  respective- 
ly paid  out  of  the  balance  of  the  two  millions  ot  dollars 
to  be  paid  as  aforesaid,  by  the  said  bank,  into  the  trea- 
sury of  the  commonwealth,  after  deducting  the  amount 
appropriated  by  the  sixth  section  of  this  act. 

Section  \l.  Nothing  in  this  act  contained  shall  take 
effect  until  the  several  sections  and  provisions  relating 
to  the  bank  of  the  United  States,  shall  have  been  accept- 
ed by  the  stockholders  thereof,  at  a general  meeting, 
which  acceptance  shall  be  made  known  to  the  governor 
on  or  before  the  third  day  of  March  next,  whereupon 
every  preceding  section  of  this  act  shall  be  in  lull  force. 
And  within  thirty  days  after  the  acceptance  by  the  stock- 
holders of  the  existing  bank  of  the  United  States,  notice 
shall  be  given  by  the  directors  thereof,  that  on  a day 
named,  not  exceeding  thirty  days  thereafter,  an  election 
shall  be  held  for  directors,  under  the  charter  so  accept- 
ed, which  election  should  be  held  in  like  manner  as 
elections  are  “now  held  in  said  bank,  and  the  directors  so 
elected,  shall  elect  a president,‘and  shall  serve  until  the 
first  annual  election:  Provided,  That  from  the  said  third 
day  of  March,  to  the  holding  of  the  election  authorised 
by  this  section,  the  president  and  directors  in  office  at 
the  time  of  such  acceptance,  may  continue  to  act. 

Harrishurgh,  (Pa.)  Jan.  18,  1836. 
The  all  absorbing  question  at  this  lime  is  tlie  “investigation.” 
A number  of  freemasons  have  been  subpcenaed  to  appear  as 
witnesses  before  the  committee.  Amongst  those  were  his  ex- 
excellency Geo.  Wolf,  gen.  Marks,  formerly  United  States  se- 
nator, Josiah  Randall,  esq.  George  M.  Pallas,  esq.  Joseph  R. 
Chandler,  esq.  of  Philadelphia,  Jacob  Emmet  and  Samuel  C. 
Bonham,  of  York.  Governor  Wolf  refused  to  appear,  but  was 
afterwards  brought  before  the  committee  on  an  attachment, 
when  he  refused  to  be  sworn.  To-day  Messrs.  Chandler,  Dal- 
las, Randall,  and  others,  appeared,  all  of  whom,  like  governor 
Wolf,  objected  to  the  authority  of  the  committee,  refused  to 
testify,  and  took  shelter  under  the  constitution,  “as  they  under- 
stand it.” 

The  following  is  the  letter  of  Mr.  Wolf,  denying  the  autho- 
rity of  the  committee  appointed  to  investigate  the  matter  of  ma- 
sonry: 

To  the  committee  of  . the  house  of  representatives  to  whom 
were  referred  petitions  of  divers  inhabitants  of  Pennsylva- 
nia, praying  an  investigation  into  the  evils  of  freemasonry. 
Gentlemen:  in  answer  to  the  writ  of  subpoena,  directed  to, 
and  requiring  me  to  appear  before  the  committee  of  the  house 
of  representatives,  to  whom  were  referred  the  petitions  of  di- 
vers inhabitants  of  Pennsylvania,  praying  an  investigation  into 
the  evils  of  freemasonry. 

I must  respectfully  enter  my  solemn  protest  against  a com- 
mittee of  the  house,  or  the  house  itself,  [lossessing  any  autho- 
rity, under  tlie  constitution,  to  cause  any  citizen  to  appear  and 
give  evidence  before  such  committee  touching  such  a question. 
The  constitution  is  explicit  and  declaratory  of  the  personal  se- 
curity of  tlie  people,  and  is  the  precious  repository  of  the  pri- 
vileges of  the  freemen  of  this  commonwealth,  which  never 
shall  have  a wound  inflicted  upon  its  sacred  resiervations  through 
my  person,  without  a solemn  asseveration  of  its  principles. — 
What  article  of  the  constitution  clothes  the  house  with  pow'er 
to  institute  such  an  investigation?  What  article  of  that  vene- 
rated instrument  forbids  the  people  from  associating  together 
“in  pursuit  of  their  own  happiness?” 

If  the  association  is  criminal,  or  in  violation  of  any  principle 
of  the  constitution  or  laws,  the  mode  and  manner  of  suppress- 
ing the  unlawful  combination  must  be  in  accordance  with  the 
constitution  and  laws.  I have  yet  to  learn  that  an  inquisition, 
at  whose  shrine  the  rights  and  liberties  of  the  citizens  are  to  be 
invaded,  is  authorised  by  the  principles  of  our  institutions;  or 
that  any  power  exists  by  which  a citizen  can  be  coerced  to  give 
testimony  before  any  tribunal  or  for  any  object  other  than  the 
Investigation  of  matters  at  issue  afTecting  tiie  rights  of  persons 
or  things. 

When  an  investigation  is  instituted  by  the  legislature  touch- 
ing the  official  conduct  of  a public  officer,  the  power  of  coerc- 
ing the  attendance  of  witnesses  i?  unquestioned,  or  wherever 
the  proceeding  is  in  obedience  to  the  constitution;  but  beyond 
that  instrument,  which  is  the  only  safeguard  of  tlie  rights  of 
the  people,  they  cannot  go. 

If  it  was  or  is  unlawful  for  men  to  associate  together  as  ma- 
sons, let  him  who  violates  the  law  abide  the  penalty:  yet  pu- 
nishment should  be  inflicted  only  by  the  jud»ment  of  his  peers 
and  the  laws  of  the  land.  Among  the  infeasible,  inherent 
rights,  secured  to  every  citizen,  are  those  of  “acquiring  and 
possessing  reputation;”  when  this  great  and  important  right  is 
to  be  assailed,  it  behooves  the  man,  whose  reputation  is  to  be 
prostrated,  to  guard  against  any  and  every  infringement  of  all 


the  means  of  defence  available  to  him  by  the  constitution.  Is 
it  possible,  that  in  this  country  of  equal  rights,  because  a man 
at  one  period  of  his  life  was  a member  of  a masonic  order,  he 
is  to  be  placed  beyond  the  pale  of  the  laws,  and  prosecuted  and 
persecuted  as  an  outlaw?  Establish  the  principle  as  to  this  pe- 
culiar society,  and  a precedent  is  formed  which  may,  in  the 
course  of  time,  reach  every  religious  denomination  or  associa- 
tion. Violate  the  great  principle  which  declares  that  “no  hu- 
man authority  can,  in  any  case  vrliatever,  control  or  interfere 
with  the  rights  of  conscience,”  us  well  as  that  which  proclaims 
that  “all  men  are  born  equally  free  and  independent,”  and  there 
is  an  end  of  liberty.  It  is  at  the  threshold  such  assumptions  of 
power  must  be  combatted;  and  I must  be  excused  for  declining 
to  lend  myself  a willing  instrument  to  gratify  an  idle  curiosity, 
or  to  minister  to  the  prying  inquisitiveness  of  superstitious  pre- 
judice and  ignorance  on  the  one  hand,  or  the  designing  artifices 
of  reckless  demagogueism  on  the  other.  In  making  this  de- 
claration, I disclaim  all  intention  of  disrespect  to  the  house  of 
representatives  or  its  committee;  the  allusion  is  simply  to  the 
operating  causes  to  which  we  are  indebted  for  the  intended  in- 
vestigation. The  masonic  institution  existed  prior  to  and  at 
the  period  of  the  adotilion  of  the  constitution;  it  embraced 
within  the  number  ol  its  members  many  of  the  purest  patriots 
and  wisest  statesmen  of  the  revolution — men  whose  minds 
were  deeply  imbued  with  the  principles  of  civil  liberty,  and 
whose  devotion  to  the  rights  of  man  had  been  sealed  with  their 
blood.  Vigilant  as  these  patriots  were  in  guarding  the  rights 
of  the  citizen,  we  find  no  provision  in  our  constitution  or  laws, 
prohibiting  the  existence  of  such  associations.  In  every  coun- 
try where  the  people  have  rights,  which  are  acknowledged  by 
the  government,  the  right  of  as'sociation  has  not  been  ques- 
tioned; it  is  only  among  despots  and  slaves  that  it  is  forbidden. 
It  was,  therefore,  lawful  to  form  such  societies  when  I became 
a member,  and  to  belong  to  the  order  is  not  yet  in  contraven- 
tion of  any  law.  If,  then,  no  law  has  been  violated,  why  call 
upon  an  individual  to  give  evidence  touching  a lawful  associa- 
tion? If  unlawful,  why  call  upon  him  to  criminate  himself? 
And  why  compel  him  to  violate  a confidence  reposed,  under  the 
penalty  of  imprisonment,  if  he  refuses  to  sacrifice  his  honor 
and  his  rights. 

The  ma.sonic  institution,  so  far  as  my  knowledge  of  it  ex- 
tends, inculcates  obedience  to  the  laws  of  the  country,  and  the 
practice  of  every  moral  virtue  congenial  to  the  precepts  of  the 
highest  standaid  of  moral  excellence:  in  all  its  principles  it  is 
entirely  unconnected  with  the  political  conflicts  of  the  day. — 
So  far  as  I am  acquainted  with  its  objects  orits  designs,  they  are 
essentially  charitable,  and  I am  free  to  say  that  it  never  can,  for 
one  moment,  have  the  slightest  influence  in  elections,  or  in  ju- 
dicial proceedings,  unless  prosttated  from  all  its  original  purity; 
and  I have  tro  reason  to  believe  that  the  members  of  that  so- 
ciety are  less  pure  in  morals,  or  less  patriotic  in  sentiment  and 
action,  than  any  similar  number  of  other  American  citizens. 

Entertaining  the  highest  respect  for  the  house  of  representa- 
tives, and  for  the  committee  emanating  from  their  authority,  it 
is  with  reluctance  I am  constrained,  by  principles  coeval  with 
civil  liberty  itself,  to  question  the  [tower  claimed,  as  in  direct 
contravention  of  constitutional  rights,  and  an  infringement  of 
principles  on  which  rests  the  foundation  of  American  liberty. 

Disavowing,  therefore,  any  and  every  the  remotest  intention 
of  disrespect  to  the  house  of  representatives,  or  to  the  commit- 
tee of  its  appointment,  I fee!  myself  bound  by  considerations 
of  duty,  which  I owe  not  more  to  myself  individually,  than  to 
the  freemen  of  Pennsylvania  generally,  to  resist  by  all  lawful 
means  every  encroachment,  under  what  pretence  soever  the 
same  may  be  made,  upon  the  rights  of  conscience;  every  at- 
tempt, however  specious,  to  abridge  the  privileges  of  the  citi- 
zen, or  to  infringe  in  any  the  slightest  degree  upon  the  liber- 
ties and  immunities  of  the  people  as  secured  to  them  individu- 
ally and  collectively  by  the  constitution. 

And  to  this  end  I respectfully,  but  solemnly,  repeat  my  pro- 
test against,  and  utterly  deny  the  right  of  the  committee  of  the 
house  of  rejiresentaiives  itself,  or  of  any  other  human  power, 
to  interfere  with  my  constitutional  rights  as  a free  citizen  of 
the  state  of  Pennsylvania,  with  my  privileges  as  a free  agent, 
or  with  the  indulgence  of  my  predilections  to  form  such  asso- 
ciations, not  prohibited  by  law,  nor  violating  any  provision  of 
the  constitution,  as  I may,  from  time  to  time,  think  proper;  or 
to  interrogate  me  concerning  the  same,  or  to  compel  me  to 
answer  in  any  wise  in  relation  thereto. 

I therefore  respectfully  decline  appearing  before  the  commit- 
tee as  required  by  the  subpoena.  1 do  this  with  the  less  reluc- 
tance, as  there  are  numerous  other  members  of  the  association, 
both  in  and  out  of  the  house  of  representatives,  whose  know- 
ledge on  the  subject  of  masonry  is  doubtless  much  more  accu- 
rate and  minute  than  my  own,  (not  having  visited  a lodge,  nor 
paid  any  attention  to  the  subject,  for  the  last  fifteen  or  twenty 
years),  and  who  possibly  differ  with  me  in  opinion  in  regard  to 
the  constitutional  principles  which  I entertain. 

Very  respectfully,  GEO.  WOLF. 

Harrishurgh,  Jan.  11,  1836. 


From  the  editor  of  the  Philadelphia  U.  States  Gazette. 
[Mr.  Chandler  IS  one  of  the  gentlemen  summoned  as  a wit- 
ness, and  in  a letter  under  date  of  Harrishurgh,  Jan.  18,  says — ] 
This  afternoon  the  committee  appointed  to  examine  into  the 
evils  of  freemasonry,  met.  The  place  designated,  was  the  su- 
preme court  room  in  the  capitol — but  the  crowd  was  so  great 
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llial  it  was  found  necessary  to  liold  tlie  meeting  in  the  hall  of 
representatives,  tlie  committee  occupying  the  place  in  front  of 
the  speaker’s  chair.  'I’lie  wliole  s[iacions  room  was  crowded. 
The  cliairman  then  directed  lliat  ihe  names  of  tlie  pei.sons  sum- 
moned should  he  called  over,  this  was  done,  and  those  who 
were  present  answered  to  tlieir  names. 

The  preliminary  hnsiness  having  been  despatched,  the  first 
person  called,  was  Joseph  R.  Cliandler,  of  Philadeliihia — he 
came  forward  and  received  from  the  chairman,  the  hihle— hut 
\\  hen  the  administration  of  the  oath  was  commenecd,  he  signi- 
fied his  disinelinalion  to  take  an  oath,  of  whieli  he  had  not  been 
informed  of  the  ohlig.uions.  Mr.  Stevens,  (chairman),  thi:n 
repeated  the  words  of  the  oath.  Mr.  Chandler  tlien  asked  to 

have  it  reduced  to  writing.  This  was  refused  at  first,  Mr, 

objecting  to  such  an  unusual  course.  Mr.  Spackman 

moved  that  the  wish  should  he  complied  wiili. 

Mr.  Stevens  remarked  to  Mr.  Chandler  that  it  was  the  oath 
customaiily  adminiateicd— and  he  added  that  no  que.siions 
which  he  or  the  coininiltce  should  put  should  have  any  relation 
to  the  language  of  masonry. 

Mr.  Spackinan’s  motion  fitially  prevailed,  Mr.  Stevens  being 
in  its  favor,  and  the  oath  was  shown  to  Mr.  Chandler. 

Mr.  Chandler  observed,  that  though  the  oaili  was  not  what 
he  expected,  in  point  of  language,  yet,  taking  it,  would  be  an 
admission  at  once  of  the  right  of  the  committee  to  make  the 
investigation — and,  having  once  admitted  that,  the  committee, 
and  not  he,  would  have  the  power  to  decide  a.s  to  the  propriety 
of  any  question  which  might  be  put  hy  any  meinher  of  the  coin- 
millec,  he  therefore,  declined  taking  the  oath— and  asked  to  be 
allowed  to  state  his  reasons  in  the  form  of  a protest.  The 
chairman  readily  granted  permission — and  Mr.  C.  then  read  a 
protest  against  the  assumption  of  rights  on  the  part  of  the  com- 
mittee, and  declaring  his  fi.ted  determination  not  to  acknow- 
ledge a power  in  the  committee  to  do  lliat  which  is  expressly 
forbidden  by  “ihe  bill  of  liglits,”  in  tlie  constiiuiion  of  the  state, 
and  not  to  surrender,  for  himself  and  others,  any  right  clearly 
conceded  by  that  instrument. 

Mr.  C.  Was  then  informed  that  his  protest  would  be  filed  by 
the  committee — and  that  his  refusal  to  testify  would  be  report- 
ed to  the  house  for  their  action,  and  ilial  he  (Mr.  C.)  must  hold 
himself  subject  to  tlie  decision  of  that  body. 

(Similar  proceedings  were  liad  in  the  cases  of  T.  B.  Free- 
man, S,  M,  Stewart,  W.  Stevens,  Charles  Schnider,  Charles 
Stout,  Samuel  H.  Perkins,  Josiah  Randall,  Judge  Pendleton, 
George  M.  Dallas,  the  rev.  Mr.  Sjirole  and  some  otiiers.) 

When  Geo.  M.  Dallas,  esq.  was  called — he  stepped  forward 
IG  the  member’s  desk  nearest  tlie  cotniniiiee,  and  intimated  a 
disposition  to  stand  there — this  was  refused,  by  the  chairman, 
and  Mr.  D.  was  directed  to  come,  not  only  “before,”  but  “close 
to”  the  committee.  The  oath  was  then  tendered,  which  he 
was  told  was  the  same  offered  to  Mr.  Chandler — Mr.  Dallas  re- 
fused to  take  it,  assigning  his  reasons  in  a speech  of  snrimssing 
eloquence,  occ.asinnally  marked  hy  caustic  satire,  but  generally 
lofty  sentiments  of  patriotism,  of  devotion  to  the  constitution, 
and  of  respect  to  the  masonic  order. 

We  add  some  of  tho  protests  of  the  gentlemen:— 

MR.  chandler’s  protest. 

To  the  committee  appointed  by  the  house  of  representatives  of 
the  legislature  of  Pennsylvania,  on  the  petiiions  of  sundry 
citizens,  to  inquire  into  the  evils  of  freemasonry. 
Gentlemen;— I prolest  against  taking  the  oatli  which  you  now 
tender  to  me,  upon  the  grounds  that  no  committee  of  the  house 
of  representatives,  nor  the  house  of  representatives  itself  pos- 
sesses, ill  my  opinion,  flic  right  to  require  of  me  to  give  answers 
to  questions  which  may  he  propounded  under  that  oath.  If  1 
have  violated  any  law  of  Pennsylvania,  1 am  obnoxious  to  its 
^icnalties,  to  be  pronounced  in  a court  of  justice,  but  even  then, 

1 am  not  to  be  compelled  to  give  testimony  on  my  own  trial. 

1 considered,  wben  I entered  tliw  masonic  order,  that  I was 
“in  the  pursuit  of  happines.s,”  by  means  recognised  in  tlie  laws 
cf  many  states,  And  certainly  denied  by  the  siainies  of  no  com- 
monwealtb  in  tlie  union.  No  principle  of  the  order  h.is  conic 
to  my  knowledge  by  wliicli  my  opinion  of  its  usefulness  to  ils 
niembere,  or  Uh  consistency  with  tin;  general  welfare,  lias  been 
cli.iiigeil.  If  ilie  legislature  of  Pennsylvania  has  received  in- 
formation  charging  freemasons  with  hostility  to  Ihe  gener.al 
»veat,  it  would  seem  to  be  in  accordance  with  the  spiriTof  our 
government  to  summon  the  accuser  to  srisiain  their  charges, 
and  give  to  the  accused  the  option  of  making  a defenee,  if  in- 
deed the  question  was  not  rather  the  business  of  the  judic  iary 
department. 

If  the  legislature  of  this  stale  had  aright  to-day  to  call  me 
before  Its  committee,  and  to  demand  from  me  answers  on  the 
siibj.clof  masonry,  they  will  liaviMlie  same  ligbl  to-morrow, 
to  entertain  a charge  against  some  of  the  privacies  of  my  do- 
inesiic  rel.itinn.s,  to  compel  me  to  give  lesiimony  in  m.iltcrs 
hitherto  deemed  beyond  the  reach  of  piildic  invesligalinn. 

If  the  legislatiiro  will  (lasa  a cnn.stitiuional  law,  prolnbiling 
the  existence  r>f  in.i-^nnie  associations,  I shall  Im  liie  first  to 
wiilnlraw  from  all  cnminiininn  with  ilie  oider,  wilbont  refer- 
enc#  I'ltlie  weight  of  pi  nallies,  and  shall  feil  bound  to  bear 
testimony,  in  a court  of  justice,  against  any  masons  « lio  ini"hl, 
williin  my  knowhalge,  violate  the  slainte. 

lJul  ns  a citizen  of  the  state  of  Peimsvlvahia,  whose  privi- 
leges are  set  forth  in  the  “bill  of  rights, ” in  the  constitution  of 
the  commonwealth,  I solemnly,  but  most  re.epectfully  protest 
»gaiit8l  the  right  asseited  by  tlut  legislature  and  its  conimitleo, 
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of  forcing  testimony  from  me  in  the  matter  on  which  I have 
been  summoned,  and  to  the  extent  which  that  will  allow. 

In  thus  asserting  my  own  riglits,  as  a man  and  a citizen,  and 
protesting  against  a measure  which  1 deem  a violation  of  those 
rights,  1 trust  the  committee  will  find  nothing  in  my  language 
which  wears  even  the  appearance  of  disrespect;  no  such  leel- 
iiig  is  entertained.  I liave,  on  a simple  summons,  which  might 
have  been  most  easily  evaded,  left  my  lamily  and  my  business, 
both  most  urgently  requiring  my  presence,  and  in  an  inelemeiU 
season,  and  with  impaired  liealih,  come  to  the  capilol  of  a state, 
to  show  my  regard  to  the  citation  of  the  legislature.  The 
coming,  involved  onlyaiisk  of  health,  an  increase  of  solici- 
tude, a deprivation  of  comforts  and  a considerable  pecuniary 
sacrifice.  But  the  assuinpliori  of  an  oath  would  be  a vinlalioii 
of  my  conscience,  in  giving  up  a sacred  right,  received  from 
the  past,  to  be  handed  down  to  a coming  generation. 

JOS.  R.  CHANDLER. 

January  18,  1836. 

PROTEST  OF  SAMUEL  II.  PERKINS. 

Gentlemen: — At  a great  personal  inconvenience  I appear  be- 
fore you,  in  obedience  to  a subpoena  from  the  house  of  repre- 
sentatives. Respect  to  tire  same  liigh  autliority  would  induce 
me  to  submit  to  any  course  of  examination  your  wisdom  might 
adopt,  could  I do  so,  without  sacrificing  in  my  person,  iho.se 
unalienable  rights  guarantied  to  every  inhabitant  of  this  com- 
inonvveallh,  however  humble. 

In  the  language  of  the  subpoena,  I am  called  upon  “to  testify 
luy  knowledge  touching  the  evils  of  freemasonry.”  I am  a 
member  of  that  society,  [ became  such  “in  the  pursuit  of  hap- 
piness,” in  a manner  sanctioned  by  the  laws  of  the  land,  and 
sustained  by  public  opinion.  I found  that  pursuit  expressly 
enumerated  among  certain  and  indefeasible  rights.  During 
the  sixteen  years  that  t have  belonged  to  that  society  I have 
discovered  no  evils  of  freemasonry,  but  such  as  are  incident  to 
every  merely  human  institution;  and  none  as  great  as  have 
been  repeatedly  alleged  against  every  sect  into  which  Christi- 
anity is  divided. 

if  I have  violated  any  law,  I ask  to  be  tried  by  a jury  of  my 
country,  and  to  be  protected  frooi  popular  prejudice  and  politi- 
cal excitement,  by  all  those  safeguards  of  liberty,  which  the 
constitution  has  thrown  around  every  citizen,  even  the  most 
guiliy. 

I have  sworn  to  support  the  constitution  and  laws  of  this 
state.  In  that  constitution  I find  it  “recognised  and  unalter- 
ably established,  that  all  men  have  an  inherent  and  indefeasi- 
ble right  of  acquiring,  possessing  and  protecting  property  anti 
reputation,  and  of  pursuing  their  own  h.appjiiess.”  With  every 
disposition  to  gratify  Ihe  committee,  I leel  tlmt  I should  not  be 
abiding  by  that  oath,  if  I consented  to  take  the  one  now  ten- 
dered. Reason  and  conscience  compel  me  to  this  conclusion 
against  my  inclination;  and  at  the  risk  of  much  personal  incon- 
venience, and  great  pecuniary  loss.  But  if  Ihe  declaration  of 
rights  embodied  in  our  constitution  will  not  protect  me  in  the 
enjoyment  of  those  enumerated  in  the  first  section,  and  declar- 
ed to  be  inherent  and  indefeasible;  1 can  see  no  security  for 
those  no  les.s  sacred  ones  contained  in  the  third  section.  With 
every  respect  for  this  commillee  a.nd  the  honorahle  body  from 
which  they  emanate,  I must  therefore  respectfully,  but  firmly 
decline  taking  upon  myself  the  obligations  imposed  by  the  oath 
just  tendered,  and  solemnly  protest  against  the  right  assumed. 

SAMUEL  H.  PERKINS. 

To  the  committee  of  the  house  of  rejiresentatives,  <Si'c. 

January  18,  1836. 

PROTEST  OF  JOSIAII  RANDALL,  ESQ. 

Harrishurgh,  (Cajiitol)  Jan.  18,  1836. 

Sir: — The  undersigned  has,  in  obedience  to  a subpcciia  served 
on  him,  attended  tlie  honorable  committee  appointed  by  the 
house  of  representatives,  of  wbiclt  you  are  chairman.  He  dc- 
clities  any  examination  before  the  committee  in  relation  to  the 
subjects  referred  to  tliem,  and  for  this  course  he  will  briefly 
state  Ills  reasons.  « 

lie  is  a freemason;  has  been  so  for  twenty  years  and  upward.^, 
and,  in  foimcr  times,  has  assisted  in  making  others  freemasons. 
In  so  being  and  doing  he  has  violated  no  law,  human  or  divine. 
He  knows  of  no  infraction  of  the  rights  of  conscience,  or  vio- 
lation of  the  laws  of  the  commonwealth,  committed  by  any 
lodge,  grand  or  .subordinate,  or  by  any  body  of  masons,  or  any 
individual  acting  as  .such. 

During  'the  lime  the  umiersigned  has  been  a mason  he  has 
never  known  a political  vote  given  in  committee,  caucus,  con- 
vention, at  the  polls,  or  elsewhere  that  was  governed  by  ma- 
sonic corisiilcralioiis;  nor  did  he  ever  know  any  selection  or 
appointment  to  ofiice,  either  popular,  legislative,  executive  or 
jntiicial,  which  he  had  any  reason  to  believe  was  influenced  by 
such  considerations.  He  has,  also,  during  the  same  period, 
heei!  closely  and  somewhat  extensively  connected  with  the 
administration  of  jiislice;  he  has  been  counsel  in  many  cases, 
where  one  of  the  parlies  was  a mason,  and  the  other  not  a ma- 
son; .sometimes  ho  has  been  concerned  for  the  mason  and  some- 
times against  him,  and  he  solemnly  afiiims  that  he  never  knew 
a judge,  arhiirator,  juror  or  witness,  selected,  preferred  or 
avoided  hecanse  he  was,  or  wa.s  not,  a mason;  nor  has  he  ever 
known  a judicial  decision  made,  which  he  had  the  slightest 
reason  to  suppose  was  governed  or  influenced  by  masonic  feel- 
ing", fellowship  or  connection. 
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f'or  the  last  ten  years  the  undersigned  has  nftt  been  a contri- 
buting member  of  any  subordinate  lodgejand  has  ceased  to  taite 
an  active  part  in  tlie  concerns  of'tlie  order,  yet,  n’itliotu  intend- 
ing to  impugn  the  motives  of  otliers  uho  liiiiy  differ  from  him, 

Ite  does  most  cheerfully  give  his  attestation  to  the  absolute  and 
entire  putity  and  innoccnee  ofilie  principles  of  the  insiitiUion. 

The  undersigned  feels  satisfied  that,  in  his  liiasojiic  connec- 
tidti,  lie  has  riolated  no  public  law,  nor  disregarded  any  puhiio 
duty;  if  he  had,  lie  knows  of  no  authority  in  the  legislature,  or 
any  committee  acting  under  it,  to  compel  him  either  U)  answer 
the  charge,  or  to  punish  him,  if  such  a Charge  could  be  substan- 
tiated. He  therefore  refuses  to  undergo  any  compulsory  ex- 
amination before  the  committee  upon  the  matters  referred  to 
them  by  the  house  of  represeiilatives  of  the  commonwealth  ©f 
Pennsylvania.  JOSIAH  RANDALL. 

To  llic  iion.  Thaddeus  Stevens,  chairman,  4'c. 

Reasons  assigned  by  the  rev.  JV.  T.  Sprole,  for  declining  to  take 
the  oath,  before  the  committee  appointed  by  the  house  of  repre- 
sentatives of  Pennsylvania, 

To  the  committee  appointed  by  the  honorable,  the  house  of 
representatives,  convened  in  Harrisfmrgli,  to  inquire  into  the 
evils  of  freemasonry.  I submit  the  following  as  reasons  in- 
duced me  to  refuse  giving  testimony  on  oath  concerning  ilie 
order. 

I do  not  feel  at  liberty  to  answer  any  interrogatory,  where 
the  supposed  intention  of  the  interrogator  is  rather  to  gratify 
personal  antipathies,  than  to  obtain  information;  unless  con- 
vinced that  such  a course  will  result  in  the  promotion  of  public 
order  or  private  good.  This  committee,  if  there  be  any  mean- 
ing in  the  resolution  under  which  tliey  act,  have  been  thought 
to  affirm — at  least  by  implication — that  the  order  is  an  evil. 
The  reasonableness  of  this  conclusion  appears  to  be  with  them- 
selves a subject  of  debate,  else,  why  urge  disclosures  that  shall 
acquaint  them  with  reasons  to  sustain  the  course  now  taken? 
Why  collect  witnesses  from  abroad  to  deepen  and  confirm  their 
admitted  suspicions?  I am,  liierefore,  required  to  sustain  a pre- 
mature judgment  by  criniiaaliiig  myself.  1 am  expected  to  bear 
witness  against  the  evils  of  freemasonry,  by  declaring  first  what 
lliose  evils  are! 

If  the  committee  know  that  the  craft  is  an  evil,  why  seek  ad- 
ditional testimony?  If  the  fact  of  my  sustaining  a connexion 
with  llie  lodge  can  be  tortured  to  an  over  act,  the  law  comes  in, 
and  by  its  decisions  I am  prepared  to  abide..  If  I am  as  yet  with- 
out accusation,  vvhicli  is  based  on  proof,  wliat  else  can  the 
committee  require,  unless  it  be  to  witness  the  peurile  conduct 
of  one,  who  is  prepared  to  criminate  liimself  for  the  sole  grati- 
fication of ‘The  powers  that  be.” 

“The  bill  of  rights”  secures  to  me  as  an  individual  the  privi- 
lege of  pursuing  the  advice  of  my  own  conscience,  where  my 
conduct  does  not  violate  the  laws  of  the  land.  I contend  that 
as  a citizen,  as  a man,  and  as  preacher  of  the  gospel,  neither 
my  public  ministrations,  nor  my  private  intercourse,  have  fur- 
nished a warrant  for  the  inquisitorial  cognizance  of  any  court, 
civil  or  ecclesiastical.  While  I continue  a member  of  this  com- 
munity, I shall  ever  hold  myself  free  to  assume  any  obligation 
that  docs  not  induce  an  infraction  of  civil,  relative  or  personal 
duties.  If  I am  deprived  of  this  liberty,  so  much  of  the  Declara- 
tion of  Independence  as  speaks  of  “unalienable  rights”  is  to 
me  an  enigma;  while  those  institutions  designed  to  preserve 
the  same  must  appear  impotent  and  useless.  Yet,  the  commit- 
tee, without  pointing  to  any  act  of  my  own  in  connexion  with 
the  order,  that  betrays  an  ignorance  of  my  duty  to  God  or  man, 
would  have  me  sign  away  my  rights,  without  promising  an 
equivalent. 

My  conduct  is  open,  and  I pray  its  investigation;  but  do  not 
suppose  that  can  I fall  .■so  far  below  myself  as  to  wink  at  an  in- 
fringement of  those  rights,  which  are  dear  to  me  as  a man  and 
as  a Christian.  Iff  am  forcibly  deprived  of  liberty  of  conscience, 
I submit:  while  in  the  midst  of  voluntary  degradation,  I shall 
ever  cherish  a noble  indifference  for  the  wrath  and  violence  of 
my  kindred  dust. 

I deem  the  whole  matter  of  the  present  investigation,  as  the 
result  of  misguided  popular  excitement— and  as  claiming  a ser- 
vile submission  on  my  part,  which,  if  rendered,  would  publish 
to  the  world  ignorance  of  my  privileges,  and  establish  a prece- 
dent, which,  if  carried  out,  would  burst  every  iigninent  now 
binding  us  to  others,  and  involve  onr  fair  republic  in  all  the  hor- 
rors of  anarchy  and  misrule.  In  my  humble  judgment,  to  sub- 
mit— unless  compelled — would  dishonor  the  law  of  the  state, 
which  as  a good  citizen  f am  bound  to  suppo.-t  and  protect;  it 
would  afford  a specimen  of  tolerated  correction,  which  tnight 
encourage  restless  spirits  in  future,  to  seek  a name  and  place, 
by  creating  popular  exciieuienl;  it  would  be  aiding  the  multi- 
plication of  firebrands,  which  if  not  speedily  cxlingnislied  may 
consume  our  linppines.s  as  a nation,  and  reduce  lo'smouldering 
those  bulwarks  that  now  bid  proud  defiance  to  the  ruthless  ag- 
. gressor. 

Such  is  my  belief,  and  respectfully  do  I now  declare  it  to  the 
cnrrtttrillee.  I have  spoken  conscimitiously,  ami  in  the  fear  of 
God.  Iff  am  wrong,  I desire  to  be  convinced  of  tny  error. 

In  answer  to  t!ie,  summons  of  the  commiuee,  [ am  here.  I 
have  not  troubled  nryself  to  enquire  after  the  extent  of  its 
power,  nor  the  probable  consequences  of  the  citation;  one 
thing  I know,  that  no  man,  nor  any  men,sl)nll  compel  me  to 
do  violence  to  my  conscience.  I must  also  add,  that  your  sub- 
poena was  wholly  unexpected;  it  found  me  in  the  midst  of  my 


peaceful  lalmrs,  acting  as  fi  minister  of  Christ.  I have  been 
(Iragged  from  the  altar,  constrained  to  relinquish  the  privacy  of 
ftlbily,  the  fireside,  ntid  the  tlomesUc  mercy  seat;  and  coii.Uiiry 
to  ail  :ny  habits,  thrown  into  the  midat  of  an  exttiieilteiii,  as 
foreiHii  to  «ny  wishes;  as  to  my  spirit.  How  it  is  that  one  with- 
out sustaitiiiig  any  rt  laticii  to  pnlilicfi  or  party— who  was  never 
foiind  at  ille  liallol  box,  iioi'  in  any  caucus,  and  who  has  inva- 
riably shunned  even  an  expression  of  opinion  concerning  any 
political  question,  should  be  siiigleti  out  in  this  summary  man- 
ner, and  made  a gazing  sloek'for  others,  is  hard  to  be  discover- 
ed. Yet,  since  I am  here,  I cl.tim  no  sympathy  from  the  com- 
mittee. I a.sk  no  charitable  exception  to  be  taken  in  my  case. 
Genilemen,  if  you  are  willing  to  convert  yourselves  into  a mo- 
dern Jugernaut,  KOhh  on!  But,  remember  the  words  of  Him 
who  came  down  from  Heaven  to  teach — “He  who  offendeih 
one  of  these  little  ones,  ’twere  belter  that  a millstone  were 
hanged  about  his  neck,  and  he  cast  into  the  depths  of  the  sea.” 
WILLIAM  T.  SPROLE. 


Jlddress  of  George  M.  Dallas,  on  the  same  occasion. 
Gentlemen  of  the  commiUee:  I am  a citizen  of  Pennsylvania 
by  birth  and  constant  residence.  Having  imbibed  in  early 
youth,  I still  retain  a strong  sense  of  the  free  spirit  of  her  insti- 
tutions; and  am  uncotweious  of  ever  having  directly  or  indirect- 
ly, intentionally  or  inadvertently,  committed  an  act  or  uttered 
a sentiment  reiiugnant  to  her  constitution,  incoiistent  with  her 
laws,  injurious  to  her  morals,  or  derogatory  to  her  character. 
My  present  purpose  is  to  do  that  which,  under  existing  circum- 
stances, best  harmonizes  with  my  past  life,  and  with  an  un- 
abated devotion  to  her  highest,  purest  and  most  lasting  inter- 
ests. 

I am  a member  of  the  society  of  freemasons.  It  is  more 
than  twenty  years  since  I became  so.  At  that  period,  the  ex- 
amples of  ihe  wisest  and  truest  patriots,  of  Dr.  Franklin,  of  ge- 
neral Washington,  of  general  Warren,  of  general  La  Fayette, 
and  of  many  near  and  dear  friends,  were  naturally  alluring: 
public  opinion  designated  the  association  as  alike  virtuous.use- 
i'ul  and  fiarmless;  and  legislation,  which  never  discountenanced 
the  connection,  subsequently  and  expressly  encouraged  its 
continuance  by  signal  marks  of  approval.  In  passing  through 
the  forms  of  adtnission,  I voluntarily  assumed  obligations  and 
duties  in  themselves  perfectly  compatible  witli  the  paramount 
obligations  and  duties  of  a citizen  to  his  country,  and  tributary 
to  the  pursuits  of  enlarged  philanthropy.  If  in  the  spheres  of 
the  institution  beyond  what  is  termed  the  master’s  degree — 
spheres  which  I have  not  entered — or  in  other  regions  of  its  ex- 
istence, there  are,  as  I cannot  believe,  practices  or  ceremonies 
opposite  in  their  tendencies,  they  are  irreconcileable  with  its 
essential  aims  and  true  character.  Certainly  of  any  such  I am 
absolutely  ignorant.  It  is,  however,  not  my  design  nor  wish  to 
eulogise  or  defend  freemasonry — I am  neither  authorised  nor 
requited  to  do  so — my  only  object  is  distinctly  to  explain  and 
justil'y  mynwn  personal  attitude  and  actions  in  regard  to  this 
committee. 

The  ninth  article  of  the  consliiution  of  Pennsylvania,  enti- 
tled a.  “declaration  of  rights,”  sets  forth  and  unalterably  es- 
tablishes “the  general,  great  and  essential  principles  of  liberty 
and  free  government.”  It  was  intended  by  this  article  to 
guarantee  the  citizen  against  the  inroads  of  powers,  exercised 
from  whatsoever  quarter,  and  under  whatsoever  pretext — and 
it  is  formally  declared  that  “every  thing  in  it  is  excepted  out  of 
the  general  powers  of  government,  and  shall  for  ever  remain 
inviolate.”  It  is  above  the  reach  of  legislation.  We  have  no 
“omnipotence  of  parliament.”  Neither  this  committee,  nor 
the  house  of  representatives,  nor  the  general  assembly,  nor  all 
the  organized  departments  of  the  government  united  can  touch, 
in  order  to  evade  or  violate,  any  one  of  its  provisions.  It  is  a 
sacred  repository  of  the  practical  and  substantial  rights  and  li- 
berties of  the  people — enumerated  and  reserved— inherent  and 
indefeasible.  When  these  shall  be  supinely  yielded  up,  the 
freedom  of  which  we  now  justly  boast,  must  become  illusory 
and  vapid. 

As  a private  citizen  of  Pennsylvania,  I claim  with  special  re- 
ference to  this  article  of  her  constitution,  to  j)ossess  and  to  en- 
joy rights  and  liberties  wliiob  no  earthly  power  can  abridge  or 
destroy — nor  will  I consent,  when  mindful  of  the  gratitude  I 
owe  to  the  community  at  large,  to  he,  in  the  slightest  degree, 
accessary  to  the  miscliiefs  which  a surrender  or  waiver  of 
those  rights  and  liberties,  on  an  occtision  so  ostensible  as  this, 
might  produce.  I will  not  consent  that  human  authority  shall 
“in  any  case  whatever  control  or  interfere  ivith  the  rights  of  con- 
science” — 1 will  not  consent  to  discredit  the  declaVation  that 
“the  free  communicnlion  of  thoughts  and  opinions  is  one  of  the 
inviolable  rights  of  man” — I will  not  consent  to  consider  as  idle 
ami  nugatory  the  emphatic  precaution,  that  “the  people  shall 
be  secure  in  their  persons,  houses,  papers  and  possessions, 
from  unreasonable  searches  and  seizures” — 1 will  not  consent  to 
the  validity  of  any  “ex  post  facto  law” — in  a word,  I will  not 
consent  to  hold  my  rights  and  liberties  of  private  intercourse, 
private  senliment  and  jtrivate  business,  subject  to  the  domici- 
liary visitations,  the  changeable  majority,  oi  the  ideal  policy  of 
any  body  of  men  wliatevef. 

i nmlersland  this  commiuee  to  be  empowered  by  Ihe  house 

I of  representatives  to  investigate  what  are  called  the  evils  of 
freemasonry,  and  for  that  purpose,  to  send  for  persons  and  pa- 
pers— and  I am  summoned,  by  subpoena  tested  by  Thaddeus 
Stevens,  esq.  its  chairman,  from  my  home,  family  and  profes- 
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piotial  piirsiiilP,  to  attoiid  lion;  in  order  to  communicate,  as  a 
witness  nndet  oath,  wlial  I may  know  in  relation  to  ilie  sub- 
ject ol  iininiry. 

'I'lie  Rociciy  of  frceinaMins  is,  in  this  state,  strictly  of  a pri- 
vate nainic.  It  is  not  incoi jioralcd.  Like  oilier  voluntary  as- 
sociniions,  It  is  neither  lorincd  nor  Ibrindden  by  law.  Without, 
ihercl'ore,  pausinu  to  illii'iraie  and  enlorci:  the  rciiiJirk  that  it 
would  be  tMjnally  con.'liliitional  to  invesui’aie  the  evils  of  the 
society  of  Fiiends,  or  other  socielie.s  of  reliaion,  of  societies  of 
politicians,  ol'  soeiciirs  of  convivial  yan  ly,  or  of  any  other  of 
the  countless  combinations  of  (lartncrships,  by  which  men 
strive  to  realize  caliune.ss  of  conscience,  the  enjoyment  of  life 
and  liberty,  the  acijuisition,  possession  and  proKtctioii  of  pro- 
perty and  repiit.uioii  and  the  puisnii  of  happiness;  I respectful- 
ly affirm  to  this  committee  my  absedute  conviction  that  the  pro- 
cccdiiii'  which  attempts,  under  the  forms  of  le”islation  and 
through  my  own  ityency,  to  piy  into,  e.xpose,  condeniii  and  ri- 
dicule my  personal  doinys  and  relations  with  this  body  of  citi- 
zens, is  as  utterly  inconsistent  with  the  tenor  and  terms  of  the 
constitution,  as  its  e.xpansion  to  similar  cases  would  be  fatal  to 
freedom 

Siiperadded  to  the  considerations  at  which  I have  thus 
glanced,  it  is  impossible  for  me  to  be  insensible  to  the  just  dic- 
tates of  personal  honor.  Assuredly  this  sentiment  should  never 
restrain  any  one  from  denouncing  what  is  criminal  or  disho- 
nest; and  were  I aci)uaintcd  with  any  thing  of  that  nature  in 
the  operations  or  tendencies  ol  fr»emasonry,  nothing  could 
bind  me  to  silence.  But  1 was  received  by  this  association  into 
its  confidence  upon  my  own  application  — I have  been  allowed 
a knowledge  of  the  modes  in  which  its  members  identify  each 
other  and  avoid  deceptions  upon  their  benevolence — at  a time 
when  neither  law,  nor  public  ojiinion,  nor  my  own  conscience, 
suggested  a doubt  of  its  correctness,  [ engaged  myself  to  secre- 
cy— and  I cannot  without  a sense  of  treachery  .mid  degradation 
which  would  embitter  all  my  future  life,  prove  fal.se  to  rny  pro- 
mise. Better  by  far  endure  the  penalties  of  alleged  contuma- 
cy, be  what  they  may. 

I have  thought  it  due  to  the  committee  and  to  myself  to  pre- 
face, by  these  explanatory  remarks,  mv  refusal  to  he  siaorn. 

G.  M.  DALLAS. 


It  appears  that  from  one  hundred  to  one  hundred  and  fifty 
persons  were  summoned  as  witnesses — many  of  them  being  of 
the  most  respectable  citizens  of  the  state.  They  all  pursued 
the  same  course.  Each  refused  to  be  sworn  or  examined. — 
Among  them  was  Mr.  Justice  Gibson,  of  the  supreme  court  of 
Pennsylvania. 

Harrisburgh,  Jan.  20.  Mr.  Stevens,  from  the  committee  on 
masonry,  introduced  to-day,  a report,  stating  that  various  per- 
sons subpoenaed  had  attended,  hut  refused  to  he  sworn,  alleging 
their  reasons  for  their  refusal.  The  report  spoke  in  high  terms 
of  the  coiirieoiis  demeanor  of  the  persons  subpoenaed,  with  tlie 
exception  of  George  M.  Dallas,  esq.  and  the  rev.  Mr.  Sprole, 
whom  it  censured  for  indecorous  and  insolent  conduct. 

It  concluded  with  a resolution,  directing  the  sergeant-al-arms 
to  arrest  the  persons  named,  and  bring  them  to  the  bar  of  the 
house  to  answer  the  charge  of  contempt.  This  resolution  e.x- 
cited  a debate,  which,  for  ability  and  interest,  has  been  sel- 
dom equalled.  The  course  of  the  committee  was  sustained 
and  vindicated  hy  Mr.  Stevens,  Mr.  Reed,  Mr.  Spackman  and 
some  others.  It  was  opposed  by  several  gentlemen,  among 
whom  Mr.  T.  S.  Smith  and  .Mr.  Hall  were  con.=ptcnous. 

Mr.  Smith  entered  at  length  into  an  examination  of  the  pow- 
ers of  the  house,  and  contended  that  the  course  recommended 
by  the  committee  was  a flagrant  violation  of  the  constitutional 
rights  of  the  people,  llis  nrenmeiits  were  forcible,  and  had 
great  cfTect  upon  the  house.  'I'lie  elforis  of  Messrs.  Spackman 
and  Herd,  in  snp()ort  of  measures  propo.sed,  were  also  of  a high 
order,  and  reflect  upon  those  gentlemen  great  credit.  Ptiiladel- 
plii.a  has  no  rra.son  to  be  ashamed  of  her  represent.atives.  'J'he 
delegation  Ihroiighoiil  is  an  excellent  one.  'Pile  resolution  was 
c.ariied  by  a vole  of ‘17  to  43.*  The  gentlemen  who  liave  been 
• iilqiOMiacd,  and  who  were  anxious  spectators  of  the  debate, 
will,  ilierefore,  be  arrested,  and  brought  before  the  house  to- 
'“'’rrow.  [Plnlad.  Inq. 


•The  yens  and  nays  were  as  follows: 

Y LAS— MesMfs.  Brooke,  Biickman,  (Parson,  Clarke,  Comly, 
Cowan,  Cox,  Davies,  Drew,  (Jebhari,  Gilbert,  Ilerslie,  Hunter, 
ntilehfiisnn,  of  Chester,  K.irns,  Kaiifl'man,  Kennedv,  Krause, 
of  Dauphin,  Kraii'^e,  of  Lpbannii,  McConnell,  IMcDnnald,  Mc- 
Shetrv,  Mathers,  Mayor,  M.-nd.  iiliall,  M.  izgar,  Miller,  i-Monle- 
lins,  \enl,  Nfsbiii,  Oliver,  Patterson,  Pennypacker,  Reed,  Rei- 
fp|,  Seball,  G.  W.  Smith,  Spackman,  Stevens,  Stinson,  Sloehr, 
'Laylor,  Walker,  of  Allegheny,  Walker,  of  Eiie,  Walts,  Wyant, 
Middlcswarlh,  speaker — 17. 

S — Messrs.  Atkinson,  Bidlack,  Bringhnrst,  Bullock, 
nitrsoii,  ( oiirud,  Cnrr:in,  Dm,  Dewait,  Douglass,  Eergnsnn, 
Gamble,  (;.im  isoii,  Hall,  Masson.  Hill,  IIoiii;nsit  in,  Ilnbbell, 
Mii'lon.of  Laveitp,  Million,  of  Noriharnpinn,  Iliitcliinson,  of 
Pliiladelnbia,  Jarkson,  Jones,  Kirk,-  McCl.lland,  McClure, 
Myer,  N'orlon,  I’.irker,  Reinhart,  Sheet/.,  J.  B.  Smith.  'L.  s! 
.similh,  Similfer,  .‘^iDiil.  'I’aggarl,  Thompson,  'Prego,  Ulrich 
Wagener,  Weygandi,  Woodward,  Work— 43.  ’ 

Absent— Messrs.  Emmert,  Ewing,  Gmham,  Harrison,  Hud- 
son, Krumbhaar,  McCarter,  Watson,  Wyiikoop. 


5i;^Tlie  following  is  said  to  be  a part  of  a letter  from  a cer- 
tain John  Wallace  to  gov.  Wolf,  and  is  published  to  vindicate 
the  proceeilings  of  the  coiumitiee: 

‘■1  am  a ilevoted  Jackson  man,  a democrat,  a royal  arch  ma- 
son, and  your  friend,  as  my  conduct,  as  a judge  ol  our  election 
place,  will  subslanlially  prove.” 

the  21st  Inst,  the  gentlemen  who  had  been  summoned 
as  witnesses  to  bear  lesliinony,  were  presented  at  the  bar  of 
the  house  of  representatives  by  the  sergeani-al-arms,  and  again 
called  upon  to  lake  the  oaili — which  they  all,  again,  “respect- 
liilly  declined.”  And  a motion  being  made  and  carried  that 
they  should  be  heard  in  their  defence,  Mr.  Dallas  rose  and 
made  a speech,  shewing  his  reasons  why  the  same  should  not 
be  required,  &c. 

It  vyas  then  proposed  that  they  should  he  reprimanded  by  the 
speaker — but  this  was  rejected,  ayes  40,  nays  50.  And  finally, 
the  tnaitcr  ended  in  discharging  the  wliolc  of  the  witnesses. — 
So  that  the  state  pays  the  cost,  and  the  vvitiie.sses  have  wended 
their  way  home  as  well  as  they  miglit,  at  this  unpleasant  sea- 
son. 

On  Friday  last,  Mr.  Stevens,  the  chairman  of  the  committee, 
offered  a resolution  that  the  recu.5ani  witnesses  “be  committed 
to  the  custody  of  the  sergeant-at-arms,  until  delivered  by  due 
course  of  law.”  For  this  Mr.  Spackman  offered  a substitute 
in  these  words: 

Resolved,  'Phat  the  house  forbear  to  punish  the  contempt 
committed  against  the  house  by  the  witnesses  who  have  refus- 
ed to  testify  before  the  house,  and  the  committee  appointed  to 
investigate  the  evils  of  freemasonry  and  secret  societies;  and 
that  the  said  witnesses  be  discharged  from  llie  custody  of  the 
sergeanl-al-arnis,  forthwith. 

The  following  was  the  vote  on  Mr.  Spackman’s  amend- 
ment— 

YEAS — Messrs.  Atkinson,  Bidlack,  Bringhnrst,  Bullock, 
Biirson,  Comly,  Conrad,  Cowen,  Curran,  Derr,  Dew’ard,  Doug- 
lass, Ferguson,  Gamble,  Garretson,  Hall,  Harrison,  Hasson, 
Hill,  Hotleiislein,  Hnbbell,  Huston,  Fayette,  Huston,  North- 
ampton, Hutchinson,  Philadelphia,  Jackson,  Jones,  Kirk, 
McClelland,  McClure,  Myer,  Norton,  Rinehart,  J.  B.  Smith, 
Sheetz,  T.  S.  Smith,  Spackman.  Slonffer,  Stout,  Taggart, 
Thompson,  Trego,  Ulrich,  Wagner,  Watson,  Weygandt,  Wood- 
ward, VA  ork,  Wyant— 48. 

NAYS— Messrs.  Brooke,  Carson,  Clarke,  Cox,  Davies,  Em- 
mert,  Frew,  Gebliari,  Gilbert,  Graham,  Hershe,  Hudson,  Hun- 
ter, Hutcliison,  Chester;  Karris,  Kaulfiiian,  Kennedy,  D. 
Krause,  J.  Krause,  McConnell,  McDonald,  McSheiry,  Mayer, 
Mcndeiiliall,  Metzgar,  Miller,  Monlelins,  Neal,  Nesbit,  Oliver, 
Patterson,  Parker,  Pennypacker,  Reed,  Reigel,  Schall,  G.  W. 
Smith,  Stevens,  Stinson,  Stoelir,  'Paylor,  Walker,  Allegheny; 
Walker,  Erie;  Watts,  Middlesvvartli,  speaker— 45 

The  resolution  then  passed  as  amended  by  the  same  vote  as 
the  amendment,  with  the  exception  of  Messrs.  Parker  and 
Brooke  who  voted  in  the  affirmative. 

REPORT  OF  THE  COMMITTEE  OF  WAYS  AND  MEANS. 

Mr,  Walker,  of  Eric,  chairman. 

The  committee  of  ways  and  means  submit  the  following  re- 
port, viz: 

They  would  here  mention  that  it  is  their  intention  at  a later 
period  in  the  session,  to  make  an  additional  report,  not  only 
exhibiting  the  condition  of  the  treasury,  its  inability  to  meet 
the  necessary  demands  upon  it,  but  suggesting  their  views  of  the 
ways  and  means  by  which  the  defect  may  be  supplied. 

Your  committee  will  not  now  attempt  to  expose  or  reconcile 
apparent  discrepancies  in  the  different  financial  reports  made 
to  this  house  by  the  auditor  geticr.nl,  the  commissioners  of  the 
internal  improvement  fund,  and  liie  slate  treasurer;  neither 
will  they  now  direct  llie  attention  of  the  house  to  that  part  of 
the  message  of  the  late  executive  that  gives  an  exhibit  of  the 
financial  condition  of  the  stale,  further  than  is  necessary  to  a 
correct  understanding  of  the  receipts  and  expenditures  at  the 
treasury,  for  the  year  1836. 

It  is  the  intention  of  the  committee,  in  this  report,  to  go  no 
further  than  to  exhibit  the  condition  of  the  finances,  that  the  in- 
ability of  the  treasury  to  meet  the  demands  upon  it,  may  at  an 
early  day  be  known. 

Your  committee  have  examined  the  different  reports  above 
referred  to,  as  also  that  of  the  c.anal  commissioners.  They 
have  compared  them  with  each  other,  and  arrived  at  the  fol- 
lowing result: 

Estimated  receipts  into  the  treasury,  for  the  year  1836. 

Canal  and  rail  road  lolls $1,000,000  00 

Collaleia!  inlierilatices 30,000  00 

Dividends  on  hank  and  other  stocks 178,000  00 

Comity  rates  and  levies... 190,000  00 

'Pax  and  personal  property 25.000  00 

Land  and  land  office  fees 50,000  00 

'I’ax  on  bank  dividend 85,000  00 

'Pax  on  offices  and  writs 38,000  00 

'J’avern  licenses 50,000  00 

Beiailer’s  licenses 65,000  00 

,\iiction  commissions  and  duties 65,000  00 

Premiums  on  bank  charters 7,500  00 

Premium  on  loan  of  1835 7,776  94 

Various  small  receipts 11,600  00 

Balance  in  the  treasury  1st  November,  1835 195,775  10 


$1,998,672  Oi 
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Milking  receipts  into  tlie  treasury  in  tlie  year  1836,  from  the 
ordinary  source.-;,  one  nullioii  nine  liundred  and  nmety-eigiit 
thousand  six  hundred  and  seveniy-two  dolhirs  and  lour  cei 
The  estimated  payments  are  as  follows: 

Interest  on  canal  loan ;Jl,lll,5()0  00 

Pay  oCeollectors,  lock-keepers,  &C 78,500  00 

E.vpenses  orgoverninent 233,000  00 

Militia  expenses 11,000  00 

Pensions  and  gratuities 30,000  00 

Colleges,  academies  and  common  schools 97,000  00 

Interest  on  loans  not  pertaining  to  canals  and  rail 

roads 101,437  50 

Guarantee  ot  inierest  on  stock  of  the  Bald  Eagle  and 

Spring  creek  navigation  stock 5,000  00 

Guarantee  of  interest  on  Tioaa  navigation  stock 3,750  00 

Temporary  loan  per  act  of  17th  January,  1835 250,000  00 

Several  other  expenses 21,354  59 


$1,952,542  09 

I’o  the  above  must  be  added  the  following  charges  upon  the 
treasury,  not  included  in  the  treasurer’s  report,  but  which  are 
proper  cliarges  on  the  revenue  of  the  year,  viz: 

Repairs  of  canal  and  rail  roads  as  eslirnaled  by  the 

canal  commissioners $300,000  00 

Cost  of  maintaining  motive  power 100,000  00 

Pay  of  canal  commissioners,  appraisers,  secretary 

and  office  expenses 10,000  00 

Guarantee  on  Danville  and  Potlsville  stock 15,000  00 

Temporary  loan  by  act  of  15tli  of  April,  1835 74,440  00 


Making $499,440  00 


Amount  of  necessary  expenditures .$2,451,982  09 

Deduct  receipts  as  shown 1,998,672  04 

And  there  is  a deficit  of  revenue  for  1836  of $453,310  05 

To  a conclusion  more  favoralde  to  the  treasury  than  the 
above,  your  committee  have  not  been  able  to  arrive. 

To  this  sum  of  $153,310  05,  might  be  added  $20,000,  the  esti- 
mated expense  of  a convention  to  alter  the  constitution,  which 
would  make  a deficit  of  $473,340  05.  But  as  the  convention 
may  not  assemble  dining  the  present  year,  your  committee 
omit  it  in  their  calculalion. 

It  is  to  be  observed,  that  in  the  foregoing  calculations,  the 
committee  have  not  included  all  appropriations  said  by  the  ca- 
nal commissioners,  at  page  eighteen,  of  their  report,  to  be  “re- 
quired for  the  current  year.” 

The  following  appropriations,  said  to  be  “required  for  the 
current  year,”  have  been  omitted,  viz: 

To  complete  the  Columbia  railway $12,551  95 

Do.  the  Portage  - do 42,461  40 

Do.  the  Tangascootack  extension 112,017  08 

Required  within  the  present  year,  for  reservoirs 60.000  00 

To  pay  damages 20,000  00 

Do.  the  award  recovered  by  individuals,  for  damages 
done  to  their  lands,  in  taking  the  tunnel  through 

Grant’s  hill 9,889  37 

Do.  retained  per  centage 25,000  00 

Do.  for  four  additional  locomotive  engines,  and  for 
ropes,  repairing  machinery,  and  debts  due  for  mo- 
tive power  upon  ihe  Portage  61,117  42 

For  twenty  locomotive  engines,  and  for  ropes  upon 
the  Columbia  rail  road  136,748  59 


Making  the  sum  of 


Which  the  canal  commissioners  say  is  required  to 
be  appropriated  for  the  current  year. 

Add  the  deficit  as  above 


$479,780  81 


453,310  05 


And  there  will  be  found,  to  meet  the  ordinary  ex- 
penses and  appropriations,  said  to  be  required,  a 
deficiency  of  $933,090  86 

Your  committee  have  extended  their  inquiries  beyond  the 
present  year,  but  forbear,  in  this  report,  to  submit  the  result. 
That  will  be  done  when  they  give  to  the  house,  their  views  ot 
the  ways  and  means  by  which  ihe  treasury  may  be  enabled  to 
meet  all  demands  against  it.  How  the  means  can  be  raised  to 
supply  the  deficiency,  your  commiilee  do  not  now  see. 

This  report  has  been  made,  that  the  house,  as  well  as  the 
committee  of  ways  and  means,  may  direct  its  attention  to  the 
subject.  It  is  one  of  deep  interest — because  the  honor,  and 
standing,  of  the  state  are  involved  in  it. 

All  which  is  respectfully  submitted. 

— @ 

FINANCES  OF  MARYLAND. 
treasurer’s  report. 

The  treasurer  of  the  Western  Shore  has  the  honor  to  report 
that  he  advertised,  as  directed  by  ch.  241,  of  the  acts  of  the  last 
general  assembly,  for  proposals  for  the  two  loans  required  by  the 
said  act,  and  on  the  5th  of  June  !a.<l,  contracted  with  Messrs. 
J.  I.  Cohen,  jr.  & Brothers,  of  Baltimore,  for  the  loan  of  two 
millions  of  dollars  with  a premium  of  $16  40-100  per  cent,  and 
on  Ihe  15lh  of  July  following,  with  the  same  gentlemen,  toge- 
ther with  Mrtssrs.  Alexander  Brown  & Sons,  of  Baltimore,  and 
Messrs.  Thomas  Biddle  & Co.  of  Philadelpliia,  for  the  loan  of 
one  million  of  dollars,  with  a premium  of  ,$17  60-100  per  cent. 

With  the  protfered  consent,  however,  of  these  last  named 
contractors,  and  for  the  benefit  of  the  state,  $17,000  of  this  last 


loan,  were  accorded  to  the  presidcoit  and  directors  of  the  Fre- 
derick county  bank,  at  a premium  of  $22  per  cent. 

These  loans  are  payable  into  the  treasury  by  instalments  pre- 
viously fixed  by  the  cotnjmnies  respectively,  for  the  prosecu- 
tion of  whose  works  they  were  wanted,  ami  the  premium  is  to 
be  paiil  in  the  stock  issuable  for  them,  at  the  rate  contracted  to 
be  given  for  it  by  the  purchasers  res[)ectively— a stipulation  re- 
quired by  Ihe  trc'asurer,  to  secure  the  simultaneous  investment 
of  the  prmnium  for  the  benefit  of  the  sinking  fund,  at  the  whole- 
sale price  Ihe  slock  might  command. 

In  the  year  ended  1st  Dec.  1835,  he  received  $1,507,546  73,  viz: 
On  account  of — 

Amerciaments 851  98 

Andrew  McLaughlin 2,922  50 

Auction  duties 30  714  78 

Bank  stock — for  dividends 29,871  33 

Costs  of  suits 22  90 

Fines  and  for.^eitures 3,811  49 

Indian  lands 1,273  24 

Interest— on  personal  accounts 4,224  71 

Lincenses — to  auctioneers 7,950  00 

of  billiard  tables 831  57 

to  dealers  in  lottery  tickets 7,124  50 

to  hawkers  and  pedlars 667  15 

of  marriages 6,925  12 

of  ordinaries 19,403  37 

for  races  and  fisheries 142  50 

to  retail  spirituous  liquors 543  51 

to  traders 28,994  83 

to  victuallers 143  60 

Loan  of  1835— per  ch.  308  of  1834 15,000  00 

Road  stock — for  dividends *6,075  00 

Special  deposites — of  principal  $107,038  16 — for  in- 

tere.sf  $7,020  95 114,059  12 

Slate  5 per  cent,  stock 344  50 

State  6 per  cent,  stock 1,099,548  00 

Slate  lotteries 15,120  19 

State  tobacco  inspection  in  Baltimore 21,745  86 

Taxes  in  chancery 809  61 

Tax  for  colonization 14.690  26 

Tax  for  Ihe  use  of  the  Colonization  society 460  75 

Tax  on  plainiifTs 4.014  71 

3’he  Baltimore  and  Ohio  rail  road  company — for  inter- 
est on  advances 9,107  50 

The  Baltimore  and  Susquebanriah  rail  road  company 

-for  interest  on  bond.s  $500 — on  advances  $1,550..  2,060  00 
The  Che.sapeake  and  Ohio  canal  company — for  inter- 
est on  bond-^ .10,100  00 

The  Eastern  Shore  treasury. ...  16,675  19 

The  land  office 1,575  72 

The  Merchants’  bank  of  Baltimore — first  instalment 

of  bonus 25,000  00 

The  penitentiary — for  interest ' 3,084  86 

The  slate’s  wharves  in  Baltimore 1,851  38 

The  Union  Manufacturing  company  of  Maryland 200  00 

The  university  of  Maryland— for  interest 125  00 


And  there  remained  in  the  Western  Shore  trea.sury, 

1st  December,  1834 61,387  49 


Making  an  aggregate  of. 1,538,9.34  22 

He  disbursed  in  that  year,  $1,509,856  03,  on  the  following  ac- 
counts, viz: 

Civil  officers 15,265  77 

Colleges,  academies  and  schools 18,6b0  00 

Commission 1,152  79 

Contingent  expenses 2,879  73 

Indian  annuities 58  37 

Interest  on  the  public  debt 100,081  36 

Miscellaneous  expenses 18,819  95 

Pensions  to  officers  and  soldiers  of  the  revolution . . . 14,778  83 

State  colonization 7,000  00 

State  tobacco  inspection  in  Baltimore...., 6,395  75 

3’he  Baltimore  & Snsqnehannah  rail  road  company  300.000  00 

The  Chesapeake  and  Ohio  canal  company 800.000  00 

The  indigent  deaf  and  dumb 2,108  97 

The  .judiciary 39.390  55 

The  legislature 52,800  66 

T'he  library 1,803  73 

3’he  mayor  and  city  council  of  Baltimore 20,000  90 

3’lie  militia 3.602  00 

Tlie  penitentiary 15,000  06 

3’he  public  buildings  at  the  seat  of  government 8.676  80 

The  sinking  fund 66,724  99 

The  state  colonization  society 275  50 

The  state’s  tobacco  warehouses  in  Baltimore 6,319  15 

The  university  of  Maryland 5,000  00 

The  Washington  monument 3,120  19 


1,509,355  03 


And  there  rem.ained  in  Ihe  W.  Shore  treasury,  1st 

Dee.  1835,  Ihe  balance  of $29,078  19 

Subject  to  appropriations  to  1st  Dec.  1835,  amount- 
ing to  $45,902  57 

*This  sum  includes  $5,625  for  dividend  on  Baltimore  and 
Ohio  rail  road  stock. 
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Thfl  Ironjmrer  estimates  the  receipts  from  all  sources,  for  the 


year  at 044, 382  98 

And  llie  expemlilures  at 2,037.067  04 

Leaving  the  balance  on  the  1st  Dec,  1836,  of 7,295  91 


Slatenient  of  the  utale’s  cajntal,  1st  Dcccmhcr,  1835. 

PRODUCTIVE. 

Bonds  of  the  Chesapeake  and  Ohio  canal  company  ^800,000  00 


Bonds  of  the  Baltimore  and  Susquehannah  rail  road 

company 300,000  00 

Slock  of  the  Baltimore  Ohio  rail  road  company ..  .500,000  00 
Same,  for  the  construction  of  the 

W.ashington  branch 500,000  00 

Bonds  of  the  medical  professors  of  the  university  of 

Maryland 2,011  25 

Slock  of  the  Farmers’  bank  ofMd 190,000  00 

Bank  of  naliimore 174,000  00 

Mechanics’  bank  of  Baltimore 46,500  00 

Cnion  bank  ol  Maryland 31,800  00 

Hagerstown  bank 25,000  00 

Commercial  &,  Farmers’  bank  of  Balt 21,666  66 

Farmers  &.  Merchants''  bank  of  Baltimore  15,000  00 

Franklin  bank  of  Baliimore 15,000  00 

Marine  bank  of  Baltimore 10,000  00 

Baltimore  anil  Frederick  town  turn- 

jiike  road  company 10,000  00 

Baltimore  & Yorkiown  turnpike  road 

company 5,000  00 

Union  Manufaclurim;  company  of  Md. . . 10,000  00 

I.oan  to  the  trustees  of  Charlotte  Hall  school 2,666  67 

Due  from  the  sheritfs,  clerks, collectors,  inspectors 
and  auctioneers 40,890  00 

$■2,699,541  58 

UNPRODUCTIVE. 

Loan  to  the  trustees  of  St.  Feler’s  free  school  in 

Balliinore 3,000  00 

Loan  to  the  president  and  directors  of  the  Potomac 

company ( 30,000  00 

Interest  thereon  to  16th  May,  1825 *2  13,280  00 

Stock  of  the  Potomac  company ( 120,444  44 

Slock  of  the  Elkton  bank  of  Maryland 10.000  00 

Chesapeake  and  Delaware  canal  co...  50.000  00 

Do  and  Ohio  do 625,000  00 

Balt,  and  Siisq.  rail  road  company 100,000  00 

Bonds  installed  and  not  installed,  exclusive  of  in- 
terest  11,124  90 


962,849  34 


$3,662,390  92 

MASSACHUSETTS. 

Public  schools.  Til  the  lionse  of  representatives  of  this  slate, 
on  8Ui  inst.  the  secretary  of  the  commonwealth  presented  the 
annual  abstract  of  the  school  leHirns. 

The  Boston  Daily  Advertiser,  savs:— The  information  con- 
tained in  this  dociimctil  is  calculated  to  be  so  valuable  and  im- 
portant, that  it  is  to  be  regretted  that  the  remisstiess  of  several 
towns  should  render  it  incomplete.  When  the  ah.siract  was 
prepared,  ihiriy  towns  had  no  report  whatever.  Reiiuns  have 
been  received  from  227  towns;  but  from  56  of  these  they  were 
not  received  within  the  time  prescribed  by  law.  In  these  227 
towns,  there  are  2,397  school  districts.  The  nnmher  of  male 
children,  attending  school,  lielween  the  aaes  of  four  and  six- 
teen, was  73,25 1,  and  of  female  children,  68,823.  There  were 
2,0  T male,  and  2,548  female  in.striicters.  The  ammnit  rais- 
ed by  lax  for  the  suppoit  of  schools  was  $346,857  89;  and 
923,868  28  were  raised  by  contribution  for  the  same  purpose. 
The  averaiie  iiumher  of  scholars  attending  academies  and  pri- 
vate schools  wa-;  23,278,  and  the  estimated  amount  paid  for 
their  tuition  .'5,-209,194  07.  Of  the  above  towns,  78  are  in  pos- 
session of  local  fiimU,  applicable  to  ih.?  purposes  of  cducatioir 
of  tlie  others.  192  have  uo  such  funds,  and  by  eight,  no  return’ 
re  ipceiiiig  this  fact  was  made. 


— ««©©<«.— 

IELl,\'OIS. 

'I’he  subjoined  letter,  from  one  of  the  most  distinguished  and 
iiitlii.Mitial  iiH  ii  in  Illinois,  enclosing  the  following  resolutions, 
has  been  sent  us  for  publication  in  the  Sun: 

. Faiulalia,  Dec.  19,  1835. 

7o  (hr  Cilitor  of  the  JPashiut^ton  Sinn: 

Hk  ai!  Miu:  I cnelo.ic  you  a copvofa  set  of  resolutions  passed 
Ihi.'^  day,  in  ih.-  senate  of  Uie.  Illinois  legislature.  'J-he  friends 
of  judge  Whit-  are  snneuine  of -uccess.  'Phey  arc  determined 
to  stand  l.y  him,  an.l,  by  s„  ,|„ing,  they  ex|.«ct  oiir  present  form 
of  government  will  be  presi-rvrd  m its  (iiirity. 

B /i.  during  ilie  last  w.ar  with  England  in  1812.  and  dur- 
ing ibp  gr-  at  political  struggles  of  1798.  1812, 182  1 and  1828  III 
people  of  Pennsylvania,  Virginia  and  the  southern  and  western 
slates,  n great  majority  of  whom  are,  now  again  l ilm  eleriion 
of  Mr.  r-ni  Biir.  ri.  and  eng  ig.  d in  s'npporl  of  n„«h  L White 
Of  Tennessee,  were  of  the  demoeralie  pariv;  amrUiar 
\ e.rk  nippOfiful  Purr  against  .leffrrsoiu  liie  great  npo-He  „f 


.'^nhscrilM  d for  deferred  stork  of  the  Chesapeake  and  Ohio 
canal  company,  in  pursuance  of  ch.  180  of  1825,  sec.  -19. 


liberty,  in  1801,  and  opposed  Madison,  the  war  president  and 
(leinoeratic  candidate,  in  1814,  when  the  safely  and  honor  of 
the  country  and  success  of  the  war  depended  upon  the  demo- 
crulic  party,  and  opjiosed  genern!  Jackson  in  1824,  and  voted 
against  him  in  congress  in  1825,  the  peo(ile’s  candidate  opposed 
to  execMitive  patronage;  and  as  the  New  England  stales  now 
supporting  Mr.  Fan  Buren  have  always  been  on  the  federal 
side  in  those  great  struggles  for  popular  rights:  Therefore, 

Be  it  resolved,  That  we  repudiate  as  grossly  unjust  the  false 
and  arrogant  claim  of  the  Van  Buren  party  to  exclusive  demo- 
cracy. 

Resolved,  That  we  have  the  most  perfect  confidence  in  the 
patriotism,  integrity  and  democratic  republican  principles  of 
Hugh  L.  White,  of  Tennessee. 

Resolved,  That  we  approve  of  his  nomination  by  lh«  legisla- 
tures of  Tennessee,  Alabama  and  Mississippi,  and  that  we  ear- 
nestly recommend  him  to  our  fellow  citizens  ns  a proper  person 
to  succeed  gen.  Jackson  as  president  of  the  United  Stales, 

Resolved,  That  every  man  who  is  eligible  to  the  office  of  presi- 
drmt  has  an  undeniable  right  to  become  a candidate  for  the  same, 
without  the  intervenlion'of  caucuses  and  conventions,  and  that 
we  deprecate  as  cruel  and  unjust  the  attempts  which  have  been 
made,  and  are  now  making,  by  the  Van  Buren  party,  to  cast 
opprobrium  upon  the  name  of  judge  White. 

Resolved,  That  we  approve  of  the  democratic  doctrines  as 
laid  dovifn  by  Jefferson  in  1801,  and  by  Jackson  in  1829,  and 
that  we  disapprove  of  the  convention  system  attempted  to  be 
forced  upon  the  American  people  liy  the  Van  Buren  party,  and 
believe  it  to  he  destructive  of  the  freedom  of  the  elective  fran- 
chise, opposed  to  republican  institutions,  and  dangerous  to  the 
liberties  of  the  people. 

Resolved,  That  we  view  the  continued  efforts  of  the  suppor- 
ters of  Mr.  Van  Buren  to  connect  him  with  the  popular  name 
of  gen.  Jackson,  whom  he  opposed  in  1824  and  1825,  and  never 
supported  until  the  people,  by  acclamation,  declared  he  should 
be  presented,  as  an  evidence  that  he  has  no  merits  of  his  own 
to  recommend  him,  and  of  their  want  of  respect  for  the  good 
sense  and  independence  of  the  people. 

PUBLIC  FUNERAL  AT  WASHINGTON. 

Correspondence  of  the  Boston  Daily  .Advertiser. 

A day  of  solemnity  and  sorrow,  a day  con.signed  to  mourn- 
ing, to  impres.®ive  spectacle,  and  to  grave  reflection,  is  ended. 
The  rough  and  heartless  contentions  of  life,  its  din,  its  eager 
selfishness,  have  been  hushed  and  secluded  in  the  presence  of 
death.  And  I will  not  break  in,  with  worldly  topics,  upon  the 
train  of  sad  and  sober  thoughts,  to  which  the  day  has  been  de 
dicaled. 

At  the  hour  appointed  for  the  funeral  services  of  the  late  se- 
nator from  Connecticut,  I entered  the  senate  chamber,  to  look 
upon  a sight  of  deepe.sl  interest.  The  vice  president  sat  in  his 
accustomed  seat,  with  the  speaker  ol  the  house  by  his  side, 
each  wearing  a badge  composed  of  a large  and  full  sash  of 
while  crape,  resting  upon  one  siioulder,  and  pas.sing  obliquely 
over  the  breast  and  cross  the  body  to  the  side,  in  the  form  of  a 
sword  belt. 

The  various  officers  of  the  senate  and  house  appeared,  dress- 
ed in  the  same  way,  as  well  as  the  senators  who  officiated  as  a 
comniillee  of  arrangements  or  as  pall  bearers.  The  surviving 
senator  and  representatives  from  Connecticut  wore  a badge  of 
the  same  general  form  and  arrangement,  but  of  black.  In  front 
of  the  chair,  a little  to  the  right,  sat  the  president  of  the  United 
Stales,  distinguished  by  his  head  of  thick  while  hair,  his  erect, 
but  attenuated  form,  and  the  ever-working  muscles  of  his  face 
and  mouth.  By  his  side  were  Mr.  Forsyth,  Mr.  Woodbury  and 
the  other  heads  of  department;  and  filling  the  apartment  on  all 
sides,  were  the  senators  and  the  members  of  the  house,  each 
with  his  large  mourning  badge  of  black  crape  on  his  arm,  and  all 
visibly  impressed  with  the  profound  solemnity  of  the  scene; 
and  when  the  body  of  the  deceased  was  brought  in,  and  placed 
in  centre  of  the  senate  chamber,  and  Mr.  Higbee  rose  to  read 
the  beautiful  and  affecting  service  of  the  English  church,  there 
was  not  a countenance  in  that  great  .and  high  assembly  of  the 
congregated  authorities  of  the  people  of  the  United  Slates, 
which  did  not  express  the  solemn  thoughts  gathering  and  thick- 
ening in  every  bosom. 

Mr.  Higbee’s  funeral  discourse  was  brief,  but  finely  con- 
ceived, and  ended  with  consummate  beauty  and  force.  It  was, 
indeed,  an  admirable  occasion  for  impressive  e.xliortation;  and 
it  was  not  lost.  He  invoked  the  great,  the  wise  ami  the  famous 
to  pause  from  the  struggle  of  this  world,  and  ponder  upon  its 
nothingness.  He  admonished  them  to  reg.ardthe  tenure  of  ex- 
istence here  as  a stewardship  given  them  for  the  responsible 
discharge  of  its  functions.  He  commanded  them,  in  life  to  re- 
member death,  and  so  (o  demean  themselves  here,  that  they 
might  stand  ever  ready  for  death,  resurrection  and  the  judg- 
ment to  come. 

From  the  senate  chamber,  the  members  of  the  senate  and 
house,  anil  the  executive,  proceeded  to  the  picturesque  grave 
yard  on  the  bank  of  the  rotnmac,  appropriated  in  part  to  the 
interment  of  decen.^ed  individuals  belonging  to  the  government, 
and  completed  the  service.?  by  the  side  of  the  tomb,  and  in 
the  sight  of  the  monuments  of  the  dead. 

And  I do  believe-ihat  few  men  could  leave  tlris  solemn  scene, 
with  the  admonitions  and  exhortaiions  of  the  preacher  yet 
.sounding  in  his  ears,  as  the  dust  was  consigned  to  its  native 
dust,  without  good  and  just  resolutions  fixed  in  his  innermost 
heart  of  hearts. 
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The  mediation  of  England.  The  “Globe”  and  the 
“National  Intelligencer,”  of  Monday  last  have  the  fol- 
lowing articles: 

From  the  Globe. 

The  meilialion — We  umlersiand  that  the  British  sloop  of  war 
Paiiialooii,  brmi«lU  despatches  to  Mr.  Bankhead,  atiiintrising 
him  to  tender  the  good  offices  of  Hie  British  goventmenl  as  a 
mediator  in  adjustin'!  the  difficnllies  now  exisiina  Ireiween  the 
United  States  and  France.  Wtietlier  any  decision  has  been 
made,  upon  this  offer,  or  ifso,  what  it  is,  we  have  not  been  ad- 
vised; hut  we  cannot  lint  hope,  that  tlie  good  offices  of  Great 
Britain,  in  tlie  character  of  mediator,  equally  friendly  to  both 
parties,  may  be  so  employed  as  to  restore  that  amicable  inter- 
course which  has  so  long  existed  between  the  people  and  the 
governments  of  the  two  countries,  without  any  ahandomnent 
or  prejuilice  to  the  principle  on  which  our  goveinmenl  has  taken 
its  stand,  and  in  a manner  satisfactory  to  France. 

In  the  event,  however,  as  a considerable  period  of  time  must 
elapse  before  the  result  of  this  mediation  can  be  known,  it  must 
be  obvious  that  the  necessity  for  adopting  the  measures  of  de- 
fence recommended  by  the  president  in  his  special  message  re- 
mains unchanged. 

From  the  National  Intelligencer. 

Our  relations  with  France — No  doubt  now  exists  that  media- 
tion has  been  offered  between  the  United  Slates  and  France  by 
lire  government  of  Great  Britain.  We  have  reason  to  believe 
that  the  executive  of  the  United  States,  without  con«nliirig  the 
senate — we  do  not  know  that  it  was  neces.=afy  that  it  should  do 
so — has  acted  U(ion  this  proposition,  and  that  despatches  an- 
nouncing its  determiiiatiou  are  already  on  the  way  to  the  sea- 
board. 

We  do  not  know  any  thing  of  the  particulars  of  either  the  pro- 
position or  the  reply.  Perhaps  this  morniiiii’.s  otfieial  journal 
may  furnish  some  iiif'irinatioii  respecting  both.  Meanwhile, 
lest,  for  diplomatic  reasons,  a studion-^  silence  should  be  ob- 
served in  that  quarter,  we  think  it  proper,  for  the  information 
of  our  readers,  to  -iiate  our  impiessioii  that  the  proff«‘red  medi- 
ation by  Great  Britain,  as  a common  friend,  has  lieen  accepted 
by  the  executive  of  the  United  States.  Such  an  offer  could  not. 
indeed,  well  be  declined  by  any  nation  not  disposed  to  place  it- 
self out  of  the  pale  of  the  law  of  nations. 

The  rr*ader  must,  however,  bear  in  mind  that,  between  na- 
tion-:, mediation  and  arbitration  are  not  the  same  thing.  Arbi- 
tration. accepted  by  lioih  (larlies,  would,  to  a certain  extent,  he 
obligatory  on  both.  The  acce{iiance  of  mediaiion  concludes 
nothiti'i  lietween  the  parties,  but  only  leaves  the  door  open  for 
conciliation  and  adjustment,  through  the  medium  ofa  common 
friend,  interested,  with  all  the  rest  of  the  world,  in  [ii eventing 
wanton  or  unnecessary  disturbance  of  the  peace  of  nations. 

It.is  much,  however,  that  intercourse  between  the  two  coun- 
tries has  be’en  thus  reopened,  through  a channel  so  respectable 
as  to  furnish  a reasonable  security  that  nothing  that  is  not  re- 
spectful and  conciliatory  will  be  attempteii  to  he  transmitted 
through  it  from  either  side;  nothing  that  is  not  worthy  of  the  ge- 
nerous spirit  ill  which  this  mediation  has  been  offered  by  the 
British  government.  Whilst,  therefore,  in  the  new  course 
which  things  have  taken,  we  discover  no  certainty  of  amicable 
adjustment  of  our  disputes  with  France,  we  see,  with  the  great- 
est satisfaction  that  all  apprehensions  are  dissipated  of  a preci- 
pitated quarrel  between  the  two  countries. 

And  It  Is  almost  unanimously  admitted,  that  the  medi- 
ation has  been  accejoted — and  tliaf  duplicate  papers,  to 
tliat  amount,  have  been  sent  out  to  England — one,  by  the 
Pantaloon,  (which  has  probahly  sailed  from  ICorfolk, 
before  the  lime  of  the  pre.sent  writing),  and  the  other  by 
xvay  of  New  York.  The  offer  of  mediation,  it  is  under- 
stood, had  been  previously  accepted  by  France.  If  so, 
the  matters  in  dispute  will  be  speedily  settled.  They 
■were  chiejly  questions  of  etiquette! — and  as  stated  in  the 
following— 

A Washington  correspondent  of  tlie  Richmond  Whig  says: — 
*‘Were  ever  two  nations  on  the  point  of  hostilities,  for  so  silly 
a cause!  France  says— ‘Say  that  you  regret  the  differences  ex- 
isting between  the  two  cohiitries— that  yon  do  not  impugn  the 
good  faith  of  France,  and  did  not  mean  to  menace  her — and 
the  money  is  ready.’  General  Jackson  says  that  he  will  not 
say  so  to  Fr.once.  In  two  separate  messages  he  tells  us  and 
all  the  world  precisely  that,  but  will  not  tell  France  so— and 
for  this  we  are  to  go  to  war,  and  forthwith  to  arm!  The  most 
miserable  tyro  in  diplomacy  would  have  no  difficulty  in  settling 
the  whole  affair  in  halfan  hour.” 

The  New  \ork  Courier,  on  the  authority  of  a eorres- 
pondent  .at  Washington,  savs — 
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..  It  now  only  remains  for  me  to  add  the  pleasing  intelligence 
that  I am  informed,  and  I have  no  donht,  correctly,  that  the 
president  of  the  United  Slates  has  accepted  the  mediation  of 
Great  Britain.  That  it  has  been  done  in  the  most  courteous 
terms.  That  the  disavowal  to  insult  or  menace  France  has  been 
reiterated  to  the  British  minister;  and  that  while  the  honor  and 
dignity  of  the  country  is  protected,  in  the  form  in  which  the  me- 
diation is  accepted,  yet  that  its  tone  is  peaceful,  and  such  as  seems 
to  render  certain  an  adjustment  of  all  those  difficulties  with, 
France,  which  have  agitated  and  convulsed  our  country,  for  the 
last  twelve  months. 

We  liiistilv  translate  from  the  Courier  des  Etats  Unis  of  Sa- 
tnrdiiy,  the  iollovvtng  remarks  upon  the  offer  of  mediation  by 
Great  Britain. 

This  step,  taken  by  England,  is  a new  proof  of  her  repug- 
nance to  see  a war  bn  nk  out  between  France  and  Uie  United 
Slates.  It  would  be  too  injurious  to  her  coiumercial  interests, 
and  too  emltarrassing  for  her  policy,  at  the  moment  when  Rus- 
sia requires  to  be  vvatched  with  such  caution,  that  the  cabinet 
of  St.  James  would  use  all  her  efforts  to  hinder  it. 

Bill  aliliough  we  have  cnitfiilence  in  the  conciliatory  efforts 
brought  by  the  Pantaloon,  we  veiy  much  doubt  iliat  they  have 
been  accepted  by  France,  in  any  official  manner,  and  we  are 
tempted  to  believe  that  the.  tenor  of  these  despatches  will  be 
as  follows: — “ Will  you  accept  our  intervention,  if  France  will 
also  accept  it.’’ 

If,  on  the  contrary,  the  French  chambers  had  already  given 
its  a.ssent,  Ihe-vviihdrawal  of  M.  de  Bmglie  appears  to  ns  ii^ore 
probable  than  ever;  for,  it  is  almost  eertain  that  that  minister 
hail  always  required  in  this  affair,  that  every  thing  for  the  ho- 
nor of  France  should  be  iiicliided. 

It  is  known  that  these  cnnfereiices  of  inlet  vention  Iiav(>  taken 
place,  wilhoul  the  direct  coiifurrence  of  tiie  ministry,  but  by 
means  of  lord  Palmerston  and  of  M.  Sebastian,  at  London,  and 
acccording  to  the  personal  predilection.s  of  Louis  Philip|)e.  The 
k ing  of  tile  French,  who,  by  the  constitution,  ought  to  reign  and 
not  to  govern,  does  not  fear  to  have  a direct  understanding  with  a 
foreign  ettbinet,  when  the  ideas  of  his  own  ministers,  responsi- 
ble as  they  are.  do  not  agree  with  his  own  interest. 

This  is  what  gave  such  disgust  toM.  Lafitte,  and  excited 
such  icrrihle  anger  in  M.  Cassimir  Perier.  It  was  also  that 
which  sustained  tlie  favor  of  marshal  Soiilt,  whose  stibmi.ssion, 
in  this  respect,  was  rnncli  more  commoriiou.s  for  the  king  than 
the  aristocrat  leal  and  doctrinal  stiffne  s of  M.  rie  Broglie.  The 
latter,  imbued  with  the  ideas  of  the  English  mode  of  discharg- 
ing cahinet  Imsines.s,  requires  that  every  thing  should  pass 
ihroitgh  his  hands.  The  elevated  posilion  which  he  bolds  In 
the  woild  renders  less  alarming  to  him  than  to  any  other  the 
abandoiimeiit  of  tlie  port  fetiille  of  foreign  affairs,  especially  if 
it  should  be  said  tliat  be  was  compelled  to  resign  it  only  for 
having  refused  to  compromise,  by  false  movements,  the  honor 
of  France. 

The  conduct  of  M.  de  Broglie,  now  made  manifest  by  the 
pnhiiealion  of  the  diplomatic  correspondence,  has  been,  in  the 
whole  of  the  affair  of  the  indemnity,  correct  and  resolute, 
though  perfectly  moderate.  [U.  S.  Gazette. 

The  National  Intelligencer  says — 

We  copy  from  the  Globe  the  report  of  the  tpeech  of  Mr. 
Cainbieleng,  who  followed  Mr.  Wise,  in  tlie  debate  upon  Mr. 
Adams’ resolution,  proposing  an  inquiry  concerning  the  lost 
fortification  bill. 

The  speech  of  Mr.  Cambreleng,  as  reported,  has,  we  enter- 
tain no  doubt,  undergone  bis  revisirrn.  Under  this  impression, 
and  believing  that  we  do  neither  nnkindness  nor  injustice  to 
that  gentleman  in  considering  him  as  reflecting  the  sentiments 
of  the  administration,  in  matters  peculiar  within  the  province 
of  the  executive,  we  derive  great  satisfaction  from  the  consi- 
d»'rairnn  of  what  is  not  contained  in  Iris  printed  speech.  We 
refi!r  to  the  very  harsh  language  in  which  the  honorable  gen- 
tleman indulged,  towards  the  close  of  his  speech,  (as  spoken), 
in  reference  to  the  French  nation. 

We  noted  it  down,  at  the  time,  and  thought  of  calling  the  at- 
tention of  oiir  readers  to  it,  that  they  might  be  warned  of  the 
coming  storm.  But  happily,  before  we  could  find  time  to  do 
this,  the  messenger  from  Great  Britain  arrived  here,  accom- 
panied by  a rumor  of  bis  being  the  bearer  of  an  offer  of  the 
mediation  of  (hat  government  between  us  and  France;  aaid  we 
refained  from  niir  purpose.  We  are  glad  to  be  enabled,  by  the 
turn  which  things  have  taken,  to  relinquish  it  altogether.  We 
consider  the  omission  of  the  offensive  terms  applied  to  France, 
in  the  speech  in  qneslion,  as  strong  circtimstanliaf  evidence  of 
the  relaxation  of  hostile  feeling  towards  France  in  the  breast 
of  the  executive, induced  by  the  changed  aspect  of  the  case; 
and  most  heartily  do  we  rejoice  in  it.  We  have  now  some 
reason  to  hope,  notwithstanding  the  misgivings  we  have  had, 
that  the  friendly  interposition  of  Great  Britain  may  bring  about 
an  amicable  adjustment  of  our  dispute  with  France. 
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M.  Pageot  and  family  embarked  at  New  York,  for 
Havre,  last  week. 

Some  ])rivate  accounts  from  Washington,  dated  before 
the  “mediation”  was  known,  liave  staled  as  the  under- 
standing there,  tliat  the  committees  on  foreign  relations  of 
both  houses  of  congress,  had  agreed  to  make  simultarffeous 
reports  on  the  suljiject  of  our  relations  with  France — that 
these  reports  would  be  in  perfect  accordance  with  each 
other — and  that  they  would,  in  the  present  state  of  the 
question,  recommend  liberal  appropriations  for  the  navy 
and  fortifications — but  would  not  now  propose  any  com- 
mercial restrictions,  as  recommended  in  the  special  mes- 
sage of  the  president. 

The  high  price  of  126  dollars  per  share,  has  been  re- 
fused for  stock  of  the  bank  of  the  United  States — and,  it 
will  be  recollected,  that  the  bank  will  have  seven  millions 
to  dispose  of,  according  to  the  charter,  as  expected  to  be 
passed  by  Pennsylvania. 

An  account  of  the  passage  of  the  bill  by  the  house  of 
representatives  of  that  state,  will  be  found  in  another 
page;  and  we  learn  from  liarrisburgh,  that  the  bank  bill 
pasijed  a first  reading  in  the  senate. 

It  is  reported  that  Jlndrexo  Stevenson,  has  been  nomi- 
nated by  the  president  of  the  United  States  to  the  senate, 
for  the  office  of  minister  of  the  United  Slates  to  Great 
Britain,  and  John  II.  Eaton,  for  that  of  minister  to  Spain. 

The  information  disclosed  in  the  following  article, 
(says  the  Philadelphia  “Daily  Advertiser”  of  Wednes- 
day last),  merits  the  serious  attention  of  the  legislature 
of  Pennsylvania,  now  in  session,  as  well  as  that  of  the 
citizens  of  the  United  States,  generally.  The  agent  of 
the  government,  whose  name  is  mentioned  therein,  is 
now,  as  we  understand,  at  liarrisburgh,  for  the  purpose 
of  preventing  the  United  States  bank  from  obtaining  a 
charter. 

St.  Louis,  Missouri,  Jan.  19,  1836. 

fMroRTANT  DISCLOSURES.  Wc  umlersttuid  from  Vaiidalia, 
dial  the  Illinois  senate  was,  last  week,  throngli  a committee 
rqipointeil  for  llie  purpose,  engaged  in  an  examination  of  wit- 
nesses and  papers  touching  the- relations  and  correspondence 
of  tlie  state  bank  of  Illinois  with  the  treasury  department  of  the 
government,  pending  its  application  to  be  made  a depository  of 
the  public  moneys.  It  was  established,  we  have  understood, 
by  the  evidence  of  gentleman  on  the  ground,  and  from  the 
letters  of  Reuben  M.  IF/iitnc//— the  agent  of  the  pet  banks  near 
the  treasury— that  the  principal  objection  on  the  part  of  the 
government  to  granting  the  application  arose  from  a belief  ‘Hkat 
the  bank  could  not  be  used  to  aid  the  election  of  Marlin  Van  Bu- 
ren  to  the  •presidency.  Whitney,  in  his  correspondence  with  a 
director  of  the  bank,  cited  the  election  of  senators  in  Sangamon, 
shortly  after  the  establishment  of  the  bank,  at  Spi ingfield,  and 
gov.  Duncan’s  letter  about  that  time,  as  evidence  that  the  bank 
liad  used  its  influence  against  the  administration,  and  therefore 
he  would  not  sanction  the  application  until  the  bank  exonerat- 
ed itself  from  the  charges!  Col.  Mather,  president  of  the  bank, 
judge  Smith,  Samuel  JVi"gins,  esq.  and  others,  were  examined; 
and  on  Saturday,  the  sergeant  at  arms  was  despatched  for  R. 
Tilson,  esq.  'I’he  report  of  the  committee  w'ill  of  course  be 
printed,  with  the  examinations  and  so  much  of  the  correspon- 
dence as  cun  ke  obtained.  [Missouri  Republican. 

We  have  ibe  first  .annual  report  of  the  Wilmington 
and  Susiptcbannab  rail  road  company.  It  is  highly  s'atis- 
lactory,  and  afibrds  an  interesting  testimony  of  the  ju-o- 
gress  of  tliis  imjiortant  improvement.  'I'liis  road  will  be 
nearly  on  a straight  line— tlie  radius  of  the  curves  not  be- 
ing less  than  one  mile — with  but  few  even  of  these.  This 
work  has  advanced  rapidly  under  charge  of  its  nervons 
jircsident  and  directors,  who  have  not  been  jrestered  by 
the  “Fardowns”  and  “Corkonians”— but  the  business  of 
the  road  has  proceeded  peaceably  and  in  order,  without 
riot  or  trespass. 

Mr.  Holmes,  of  Maine,  has  introduced  a hill  info  the 
legislature  ol  that  state  regulating  the  jmnishment  of 
death.  'I'liis  bill  provides  that  no  execution  shall  be 
public:  but  a jury  shall  he  drawn,  in  the  same  manner 
that  juries  are  now  drawn,  as  a jury  of  inspection,  whose 
duty  it  shall  be  to  witness  the  execution.  I’lie  hill  was 
read  twice,  and  referred  to  the  committee  on  the  iudi- 
ciaiT. 

In  a little  time,  wo  hope,  that  the  delights  of  the 
people,  (especially  of  the  uvmen,  venerable  matrons  and 


bbls. 

half  bbls. 

Herrings, 

40,711 

..  908 

Shad, 

5,505 

Mackerel, 

15.917 

...1.662 

Beef  and  pork. 

bbls. 

half  bbls. 

Beef,  Baltimore  packed,. 

2,070 

“ Foreign  packed,. .. . 

157 

Total, 

2,227 

1,521 

Pork,  Baltimore  packed,.. 

“ Foreign  packed,.... 

5,683 

3 

Tobacco. 

Amount  of  tobacco  remaining  on  hand  at  the  three 

state  hhds. 

warehouses  in  Baltimore,  on  the  1st  January,  1835,. . 7,913 

Amount  inspected  during 

the  year  1835, 

34,105 

Total, 

42,018 

Amount  exported  and  consumed  in  1835, 

34,798 

delicate  young  ladies),  will  be  no  more  gratified  by  public 
executions! 

Baltimore  inspections— 1835.  From  the  “American.” 
Flour. 

bbls.  half  bbls. 

Howard  street, 302,446 6,975 

City  mills, 169,090 14,304 

Susqueliannah, 45,064 54 


Total,  516,600  21,3.33 

During  the  same  period  there  were  inspected  4,807  bbls.  rye 
flour,  and  1,405  hhds.  and  4,301  bbls.  corn  meal. 

[There  were  inspected  during  the  year  1834,  480,733  bbls. 
and  17,264  half  bbls.  wheat  flour.] 

Fish. 


Amount  remaining  on  hand  1st  January,  1836, 7,220 

The  various  kinds  inspected  during  the  year  were — 

Maryland, .24.930  hhds. 

Ohio, 8,797 

Kentucky, 205 

Virginia, ..  Ill 

Pennsylvania, 62 

Total,  34,105 

Butter  and  Lard. 

During  the  year  18.35,  there  were  inspected  8,245  kegs  butter, 
and  24,155  kegs  lard. 

Whiskey. 

During  the  year  1835  there  were  inspected  5,599  hhds.  and 
42,839  bbls.  of  which  4,666  hhds.  and  10,241  bbls.  were  received 
from  the  Susquehannah  river. 

Several  of  the  late  Baltimore  papers  have  the  follow- 
ing article: 

We  have  been  kindly  furnished,  by  an  esteemed  friend,  with 
a statement  of  the  amount  of  domestic  articles  and  cofl'ee  ex- 
ported during  the  last  year  from  Baltimore  to  Charleston  S.  C. 
and  Savannah  by  the  regular  line  of  packets,  extracted  from 
the  account  kept  by  the  agent  of  the  line,  who  has  annexed  to 
tlie  articles  the  estimated  value. 

Our  friend  assures  us,  that  the  amount  of  similar  articles 
shipped  in  other  vessels  than  those  of  the  regular  line  to  the 
same  ports,  will  be  at  least  one-fourth  of  the  quantity  exported 
by  the  regular,  and  that  propoition  is  accordingly  added  to  the 
estimate. 

46,365  bis.  flour,  estimated  at 
5,543  do  whiskey  do 
do 
do 
do 
do 
do 


316  hhds.  do 
70,967  bush,  corn, 

.32,782  do  oats, 

1,012,122  lbs.  bacon, 

1,940  kegs  lard, 

231  tons  castings  (hollow  ware) 
1,080  bags  coflee, 


Add  1-4  for  transient  vessels, 


$61—^301,372 
$10—55.4.30 
$40—12,640 
60  cts.— 42,570 
37  “ —12,129 
10  “—101,212 
$.5—  9,700 
$6.5—15,015 
$12—12,960 

$563,028 

140,757 


$703,785 

The  returns  of  these  cargoes  consisted  of  rice,  cotton,  lum- 
ber and  hills  on  this  and  eastern  cities. 

U'^e  shall  be  much  gratified  if  the  publication  of  the  above 
shall  induce  others  who  possess  similar  iiiforiiiaiion  to  commu- 
nicate it. 

The  Hunker  Hill  Aurora  states  that  orders  have  been 
received  at  tire  Charlestow-n  navy  yard  to  prepare  the 
three  ships  now  on  the  stocks,  to  he  launched  immediate- 
ly. These  ships  are  the  Vermont  and  Virginia,  of  the 
line,  and  the  Cihnberland  frigate  of  44  guns. 

During  tl:e  past  season  tliere  have  been  6 vessels 
wrecked,  and  over  forty  lives  lost,  on  Lake  Michigan. 
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Six  years  since,  and  five  vessels  performed  the  whole 
carrying  trade  on  this  lake;  now  there  are  about  one 
humlred  and  fifty  schooners  and  brigs,  and  several  large 
steamboats,  which  pay  their  enterprising  owners  from 
seventy-five  to  one  hundred  and  twenty-five  per  cent,  per 
annum. 

It  is  said  that  no  harbor  exists  on  Michigan,  except  at 
Green  Bay ! 

AVe  think  that  the  following  is  in  bad  taste — in  ^mem^ 
her  of  congress. 

VVe  liave  seen  this  morning  (says  the  New  Vork  American) 
an  envelope  addressed  Autliur  Tappan  and  gang,  ftanked  by  J. 
Speiglit,  member  of  congress  from  Norlli  Carolina,  containing 
a piece  of  rope  wiili  tbis  sensible,  liberal  and  manly  envoi. 

“1  lierewiih  return  you  your  protest,  enclosing  as  a testimony 
of  my  liigli  regard  for  your  necks,  a piece  of  rope.  You  will 
no  doubt  duly  appreciate  my  motives.  J.  SPEIGHT.” 

Tlie  paper  llius  returned  was  tlie  printed  protest  of  the  Ame- 
rican anri-slaveiy  society  against  tlie  denunciations  of  the  pre- 
sident of  the  (J.  S.  in  his  message — a copy  of  which  had  been 
sent  to  each  member  of  congress— a document  signed  by  Arthur 
Tappan,  William  Jay  and  others. 

TheN.  York  jNIercantile  states  that  the  23d  ult.  was  the 
last  day  that  the  branch  bank  of  the  United  States  in  that 
city' continued  to  make  discounts. 

The  AVheeling  Gazette  states  that  the  passengers  in 
the  Good  Intent  line  of  stages  were  conveyed  from  Bal- 
more  to  Wheeling  in  forty-nine  hours,  including  all 
stoppages. 

St.  Louis,  the  thriving  capital  of  Missouri,  though  an 
interior  city,  is  rapidly  advancing  to  commercial  im- 
portance. The  number  of  steamboats  engaged  in  trade 
there  last  year,  amounted  to  120 — tonnage  1.5,470  tons, 
and  the  number  of  entries,  893.  This  amount  is  more 
than  double  of  what  it  was  in  1831. 

'riiere  is  a piece  of  land  mentioned  in  the  St.  Louis 
Republican,  which  was  purchased  by  a gentleman  now 
living  tor  two  barrels  of  whiskey,  which  is  now  worth 
half  a million  of  dollars. 

Speculation  is  starting  again.  In  Erie,  Pennsylvania, 
the  fever  for  speculation  in  real  estate  in  and  about  this 
borough,  (says  tlie  Observer),  has  broken  out  afresli,  and 
though  now  at  a pretty  considerable  height,  seems  in- 
creasing. Lots  have  advanceil  above  the  prices  of  last 
year  one  hundred  to  fourteen  hundred  per  cent,  accord^ 
ing  to  location. 

During  Bonaparte’s  time  seventeen  private  soldiers 
raised  themselves,  by  tlieir  bravery  and  talents,  to  the 
highest  station  of  honor  and  profit.  Two  became  kings, 
two  princes,  nine  dukes,  two  field  marshals  and  two 
generals. 

The  British  ship  Troughton  has  arrived  at  Canton, 
dismasted  in  a gale  of  wind — after  having  been  boarded, 
in  her  distressed  condition,  by  from  3 to  400  Chinese 
fishermen,  and  plundered.  Her  people,  sure  that  their 
murder  was  intendeil,  attempted  to  blow  up  the  vessel, 
with  all  on  board;  but  though  the  jiovvder  exploded,  the 
hatches  and  sky  lights  being  open,  the  awful  resort  failed. 

Mr.  Van  Buskirk,  U.  S.  boarding  officer,  JVbw  York, 
furnished  the  following  list  of  arrivals  from  foreign 
ports  during  the  year  1835,  not  including  United  States 
ships  of  war: 

American,  468  ship?,  71  barques,  705  hriiis,  321  schooners,  3 
sloops— total  I, .538  British,  17  ships,  27  barques.  126  brijis,  114 
Bchooiiers,  3 sloops,  1 hicate— toial  288.  French,  7 ships,  2 
barques,  22  bri^s,  1 schooner,  2 sloops  of  war— total  34. 
Spanish,  1 sliip,  1 barque,  1 1 brigs,  2 schooners— tot.al  15.  Por- 
tugiie.'’e,  2 schooners.  Dutch,  3 ships,  1 barque,  6 brigs,  9 gal- 
liots, 1 frigate,  1 sloop  of  war— total  24.  Danish,  4 ships,  7 
brigs,  3 schrmners— total  14.  Belgian,  1 barque.  Sicilian.  4 
brigs.  Hamlnirg,  3 ships,  1 brig.  Lnbec,  1 barque,  1 brig.  Co- 
lombian, 1 brig,  I schooner.  Mexican,  1 schooner.  Haylien, 
1 brig.  Sardinian,  1 brig.  Tuscan,  1 brig.  Prnssi.an,  3 brigs, 
1 gaitiol.  Swedish,  8 ships,  7 barques,  31  brig.s — total  46. 
Austrian,  1 ship,  1 barque,  8 brigs,  1 frigate— toiaf  11.  Brazi- 
lian, 1 schooner,  Venezuelian ^ I brig.  Norweigian,  1 bri". 
Bremen,  3 ships,  1 1 b.jrques,  7 brigs— total  23. 


Total  number  of  ships 520 

Do.  do.  barques... 123 

Do.  do.  brigs...* 938 

Do.  do.  schooners 446 

Do.  do.  sloops 6 

Do.  do.  galliots.... 10 

Do.  do,  frigates 3 

Do.  do.  sloops  of  war 3 

Total  arrivals,  1635,  2,049  passengers,  35,303 

Do.  1834,  1,933  do.  48,111 

Do.  1833,  1,926  do.  41,752 

Do.  1832,  1,810  do.  48,589 

Total  for  4 years,  7,718  173,755 


The  increase  of  vessels  over  the  year  1834  has  been  Il6» 
The  decrease  of  passengers  arrived  during  the  same  years  is 
12,808. 

The  New  York  and  Erie  rail  road  company  have  A 
prospect  of  getting  liberal  assistance  from  the  state,  a 
bill  having  been  reported  to  the  legislature  in  favor  of 
loaning  the  credit  of  the  state  to  the  amount  of  three 
tniilions — one-half,  we  believe,  of  the  whole  amount  re- 
quired. — 

The  Pennsylvania  canal  commissioners  have  passed  a 
resolution  permitting  the  beds  or  bodies  of  cars  used 
upon  the  rail  ways  of  the  slate  for  general  transporta- 
tion, to  be  shifted  from  such  cars  into  boats,  and  carri* 
ed  therein,  free  of  toll  upon  the  canal. 

It  was  mentioned  a short  time  since  the  estimate  made 
by  the  canal  board  of  New  York  lor  enlarging  the  Erie 
canal,  the  estimate  being  twelve  millions  of  dollars,  and 
the  enlargement  to  be  completed  in  twelve  years.  A 
writer  in  the  New  York  Times  advocates,  as  in  all  res- 
pects a much  wiser  measure,  the  construction  of  another 
canal  from  Albany  to  Lake  Erie  by  the  route  of  the 
Oneida,  a more  southern  route  that  than  of  the  Erie 
canal.  Tliis  he  affirms  can  be  done  in  half  the  lime  of 
the  proposed  enlargement,  and  for  half  the  money. 

Explosion  on  board  the  steamboat  ttiltiam  GibbonSi 
In  the  New  York  Journal  of  Commerce  of  Monday,  a 
statement  is  made  by  thirteen  of  the  passengers  in  this 
boat  on  her  last  trip,  averring  positively  that,  within  half 
an  hour  of  the  explosion,  the  steam  guage  markedy^ree/i 
inches — although  it  has  been  stated  that  there  were  only 
nine  inches  when  the  explosion  occurred;  that  off  Cape 
Hatteras,  on  the  second  day  out,  the  engine  was  stopped, 
fires  extinguished,  &c.  and  the  whole  night  xvas  consum- 
ed in  making  repairs — and  finally,  expressing  their  be- 
lief, “liiat  a judicial  investigation  would  demonstrate, 
that  the  boiler  of  the  Gibbons  had  been  deemed  unsafe 
antecedently  to  this  last  unfortunate  trip,’* 

The  breakwater  below  Philadelphia  had  a trial  of  its 
qualities  during  the  storm  about  two  weeks  ago.  All  the 
vessels  within  it  rode  out  the  gale  in  safety. 

It  is  reported  on  the  Philadelphia  exchange  hooks,  by 
a passenger  just  arrived  from  the  Danish  brig  Zodiacus, 
that  ten  French  ships  of  war  had  arrived  at  Guadaloupe. 

A letter  to  the  editors  of  the  Journal  of  Commerce, 
dated  Antigua,  January  10th,  says,  “The  French  ad- 
miral, with  one  ship  of  war,  has  arrived  at  Guadaloupe.” 

[The  only  vessel  that  has  arrived,  is  a frigate.] 

Anotlier  fire,  and  far  more  disastrous  than  the  last, hap« 
pened  at  JVatchez,  on  the  morning  of  11th  ult.  A.11  that 
part  of  the  “landing”  below  Porter  street,  with  a single 
exception,  is  in  ruin.  Twenty-eight  buildings  w'ere 
burnt — and  the  aggregate  loss  is  estimated  at  |il09,600. 

'i'he  JVatchez  Courier  says:--^ 

Tlie  state  of  things  on  Sunday  night  beggars  description.- 
The  citizens  of  the  upper  town  upon  ihe  first  impulse  rushed 
towards  the  landing.  Then  the  startling  cries  of  ‘‘Its  a plot  to 
burn  us  up,”  “dont  leave  the  upper  town,” — “guard  the 
hanks,” — “take  care  of  your  own  properly,”  were  wildly 
vociferated  hy  a hundred  voices.  Every  man  turned  out,  al- 
most every  one  with  fire-arms,  and  regular  patrols  were  estab- 
lished. Every  square  was  guarded  during  the  whole  night,  and 
every  stranger  stopped.  Several  persons  were  apprehended 
and  lodged  in  jail.  The  feelings  of  our  high-minded  citizens, 
wlio  were  obliged  to  remain  upon  tlie  hill,  eye-witnesses  of  the 
destruction  of  Ihe  property  of  their  friends  below,  can  better  be 
imagined  than  described.  It  is  a singular  circumstance  that  the 
greatest  loser  by  the  first  fire,  week  before  last,  Mr.  Barlow, 
was  the  heaviest  sufiercr  by  this. 
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A.  pnstcript  in  the  Courier  of  the  I4tli  says — 

Another  diiriii^  iiiieiiipi  to  set  (ire  to  tlte  luoisie  of  Mrs.  Cor- 
nell, was  made  last  ni^ht  at  nine  o’clock! — Kven  at  that  early 
hour,  hefore  any  person  had  retired;  and  the  patrol  weie  con- 
stantly pussiii"  the  front  of  the  house,  another  most  dariii"  and 
barefaced  attempt  was  made  to  fire  the  premisrs  in  the  rear, 
and  in  the  very  same  spot  in  which  the  first  attempt  was  made! 
A lieht  was  discovered  by  the  seivants  in  the  kitchen  ihroiij>h 
the  npperture  made  by  the  first  fire;  and  the  alarm  given,  when 
several  repaired  to  the  spot,  and  a rush  was  heard  ihrongh  the 
yard.  A neyro  was  taken  np  on  suspicion.  Our  advice  to  our 
fellow  citizens  is,  look  out  for  black  hearts  ntider  white  skins! 
Some  body  more  than  a negro,  is  at  the  boitont  of  this  business. 

A writer  in  (lie  New  Orleans  Tjiilletin  estimated  the 
cotton  crop  of  183.5-6  at  1,243,397  bales,  which  he  says 
will  be  less  thati  the  probable  demand  by  nearly  60,000 
bales.  'I'be  latter  is  estimated  as  follows: 


Great  liritain 7.53,576  bales. 

France 268,454 

U.  States 224,376 

Norlliern  and  oilier  European  ports 54,483 


Total  1,300,889 

The  Philadelphia  United  Slates  Gazette  contains  a 
condensed  statement  of  the'affairs  of  the  Girard  estate, 
for  which  it  appears  that  the  income  derived  by  the  city 
of  Philadelphia  from  that  estate,  during;  the  last  year, 
amounted  to  $250,252  37.  'The  net  income  for  the 
next  year  is  estimated  at  $198,235  54. 

T)urin"  the  eighteenth  century,  the  average  annual  in- 
crease of  population  in  France  was  3,139  for  each  mil- 
lion of  inhabitants;  from  1800  to  1831,  the  average  in- 
crease was  5,962.  The  po]nilation  is  now  35,566,934; 
its  annual  increase  is  then  nearly  180,000. 

The  New  York  Commercial  relates  this  singular  cir- 
cumstance. 

Upon  the  trial  (by  court  martial)  of  Captain  Scymniir  and 
llm  officers  of  H.  B.  Majesty’s  fii»ate  Challeticer,  for  the  loss 
of  that  ship  near  llie  port  of  Cnncefinon,  on  the  coast  of  Clidi, 
the  extraordinary  fact  was  given  in  evidence  that  tin-  late 
earthquake  on  that  co.ist  have  iraiuformed  what  vva.s  previous- 
ly a corrmit  of  two  mile.s  an  hour  to  the  noilhward,  into  a cor- 
reiit  of  live  miles  an  hour  to  the  southward,  ami  that  the 
Bouiidings  along  the  whole  coast  have  been  materially  changed. 

There  were  five  ballots  for  a senator  from  JMississippi 
—with  tlie  following  results: 


Walker, 

■'36 

33 

39 

41 

44 

Poindexter, 

23 

18 

19 

8 

12 

PImniner, 

18 

19 

19 

20 

18 

Wilkins, 

15 

12 

8 

Scattering 

7 

9 

2 

3 

2 

[Tliis  vote,  if  carefully  examined,  is  surprising.] 

I'hc  young  state  of  Indiana,  whose  existence  as  a mem- 
ber of  the  union  hears  date  scarcely  twenty  years  hack, 
has  just  taken  a stand  on  the  siiliject  of  inteinal  improve- 
ments that  would  do  honor  to  the  oldest  and  wealthiest  of 
her  sisters.  On  the  12th  ultimo,  a bill  jiassed  tbe  lower 
house  of  her  legislature,  by  a vote  of  65  to  18,  authoris- 
ing a loan  ot  ten  millions,  to  he  expended  under  the  di- 
rection ot  a board  of  internal  improvement.  I'he  senate 
it  is  said,  would  sanction  the  act  by  a majority  of  at  least 
two-thirds.  In  his  opening  message,  the  governor  stated 
that  any  thing  less  than  a grant  of  ten  millions  for  the 
development  of  the  state’s  resources  by  canals  and  rail 
roads,  would  disappoint  the  |)iiblic  expectation;  and  here 
we  find  the  representatives  of  the  ixenjile  making  a full 
and  cordial  respnn.se  to  the  sentiments  of  their  constitu- 
ents on  this  subject.  [American. 

^ It  will  he  seen  by  onr  legislative  report,  (says  the  N. 
^ 01  k Commcicial  .\dvertiscr),  that  col.  Young  has  been 
perpetrating  some  very  clumsy  merriment,  a"t  the  ex- 
jM-mse,  as  he  sttjiposes,  of  the'whig  majority  of  the  U. 
Stiiies  senate,  in  reference  to  the  exiitmging  resolutions 
He,  forsooth,  would  he  glad  to  see  black  lines  drawn 
across  the/iices  of  those  senators  who  voted  for  the  reso- 
lutions to  he  expunged.  We  doubt  w hethcr  he  would 
like  the  honor  of  attempting  to  draw  ^those  lines,  but 
would  much  rather  that  someone  else  should  “6e//  the 
cat.'* 


It  lias  been  decided,  in  the  case  of  an  appeal  to  Bal- 
timore county  court  from  a magistrate’s  judgment,  that 
a charge  for  “botanical  vegetable  medicines  and  nursing,'* 
cannot  be  sustained.  The  principal  witness  was./ohn  O. 
Schackles,  a stone  cutter,  on  belialf  of  doctor  Sterlings 
(also  a stone  cutter),  with  whom  he  was  a student  of  the 
“Thompsonian”  practice.  The  decision  was  made  on 
the  statute  of  Maryland,  which  governs  in  such  cases. 
The  claim  was  for  98  dollars. 

The  '■'•Holland  land  company"  in  New  York,  have  sold 
out  their  vast  possessions  in  that  stale  to  a domestic  com- 
pany. A late  convention  of  700  persons,  was  held  at 
Cliautauque,  in  anticipation  of  a fearful  “monopoly”  by 
tbe  new  comjiany,  and  to  ascertain  the  course  iiilened  to 
be  pursued,  &c. 

Two  shrewd  men  in  Easthampton  undertook  a little 
speculation  in  white  mulberry  trees  last  fall.  They 
purchased  nearly  100,000  trees.  One  of  them  sold  out 
to  the  other  at  aliout  $500  net  jirofit,  and  the  other  has 
cleared  about  $1,000  for  himself.  He  sold  his  trees  in 
Boston.  This  makes  a very  pretty  little  addition  to  their 
year’s  earnings  at  small  risk.  [Hampshire  Gazette. 

Sickness  at  Fort  Gibson,  (JMjss.J  Since  1824  to 
December  8tli,  1835,  there  have,  according  to  the  Army 
and  Navy  Chronicle,  died  at  this  jiost  561  men  and  9 of- 
ficers. In  the  last  two  years,  above  293  men  and  6 offi- 
cers. 

The  queen  regent  of  Spain  has  issued  a decree  in  vin- 
dication of  the  memory  of  Riego.  Tlie  articles  of  the 
decree  are  as  follows: 

“Article  1.  The  rieceasert  general  Don  Rafel  del  Riego  is  re- 
placed ill  his  good  name,  lame  and  memory.  2.  His  family  wifi 
enjoy  the  pension  to  which  they  are  entitled  by  law.  3.  His 
family  remains  under  the  particular  protection  of  my  beloved 
daughter,  Donna  Isabel  II,  and,  during  her  minority,  under  my 
own.” 

Tlie  Baltimore  Gazette  has  perpetrated  the  following: 

Why  are  our  side-walks  like  music.?  Because  if  you 
don’t  C sharp  yon'W  B Jlat. 

The  Mount  Holly,  N.  J.  Herald  says,  hundred  of 
thousands  of  (lollai  s worth  ol  timber  is  probably  destroy- 
ed in  that  state  by  the  snow  bending  and  breaking  the 
cedar  swamps  and  pines. 

A snow  was  lyingat  Albany  week  that  was  four  feet 
deep,  on  a level,  and  the  thermometer  had  been  ten  de- 
grees below  zero!  At  Mobile  and  N.  Orleans,  mid-day 
fires  were  uncomfortable!  Straioberries,  ^ro-wn  in  the 
open  air,  were  plucked  at  Cliarleston,  during  the  lart 
month. 

Died — at  Harrisburgh,  on  Tuesday  of  last  w eek,  in  the 
80th  year  of  his  age,  .Tames  Trimble,  esq.  late  deputy 
secretary  of  the  commonwealth  of  Pennsylvania.  Mr. 
'rrimble  was  probably  the  oldest  “office  bolder”  within 
that  state,  having  served  in  that  character,  first  as  clerk 
in  tbe  proprietary  land  office,  and  afterwards  as  deputy 
secretary  of  the  state,  for  a period  of  69  years. 

APPOINTMENTS  BY  THE  PRESIDENT, 

By  and  with  the  advice  and  consent  of  the  senate, 

Benjamin  Renshaw,  consul  for  I.nguayra. 

Joseph  Cullen,  consul  for  Tenerifle. 

Samuel -Haight,  consul  for  Campeache. 

Dominick  Lynch,  consul  for  Bayonne. 

Michael  Mahon,  consul  for  St.  Jago  de  Cuba. 

Joliii  A.  Parker,  consul  for  Brazoria. 

George  VV.  Montgomery,  consul  for  St.  Johns,  (Porto  Rico). 

Cliaiincey  Biisli,  consul  for  San  Bias  and  Mazailan. 

Jobii  Gallagher,  of  Maryland,  to  be  a captain  in  tbe  navy, 
from  the  22d  December,  1835.  [Globe. 

~We  see  by  tbe  English  papers  tliat  a project  is  on  foot 
to  form  a canal  between  Liverpool  and  Manchester,  to 
run  iiarallel  with  the  rail  way.  It  ori  boats  drawn  by  two 
horses,  and  carrying  150  passengers,  can  proceed,  say 
the  advocates  of  the  projiosed  scheme,  at  the  rate  of  ten 
miles  an  hour,  at  one-third  of  the  price  charged  by  the 
rail  Mays.  The  cost  of  the  canal  will  be  about  £6,000 
per  mile. 
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Mademoiselle  Celeste  has  completed  her  engagement 
of  24  nights,  at  New  Orleans — and  the  average  receipts 
of  the  house  amounted  to  $1,128  50.  A rate  of  success 
unprecedented  in  the  United  States,  and,  perhaps,  else- 
where. 

We  have  had  it  very  cold  at  Baltimore.  Our  harbor — 
has  been  kept  open,  however,  by  the  ice  boat,  and  the 
best  of  oak  wood  has  been  plentiful  at  four  dollars  a 
cord.  [The  editor  of  the  Register  has  been  forced  to 
wear  an  over-coat  for  the  last  two  weeks — whicii  is  al- 
together unnsual.] 

The  anti-monofoltsts!  The  New  York  Mercantile  Adver- 
tiser, says — We  are  indebted  to  the  Albany  Argus,  for  the 
lists  of  bank  applications,  and  present  bank  capital  of  the  state, 
as  reported  to  the  house  of  assembly  on  the  l&th  ultimo.  The 
statement  shows  the  amount  of  the  present  capital,  and  the 
amount  applied  for  in  each  senatorial  district. 


Total  amount  applied  for, $27,205,000!!! 

Total  amount  of  present  capital, 34,781,460 


Of  this  sum,  the  present  capital  in  the  first  district  is 
^21,861,000. 

And  the  capital  applied  for  $10,290,000,  viz: 


In  New  York  city. 

Pearl  street  bank, 

Grocers’  bank,,.,. 

Gr6cn vvich  bank*  incf6cisH 

.$2,000,000 
, . 800,000 

. 800,000 

Leather  Manufacturers  do.  do..., 

Mechanics  and  Traders’  bank,  increase. . . . 

ISTationfil  liBrik.  iri'r*r*-*a5p- 

. 1,400,000 
. 300,000 

. 500,000 

Bank  of  New  York,  increase 

n'rfi()pf5iripri’.<  h>ink^  <in 

. 1,000,000 
600,000 

Union  bank,  do. 

City  bank,  do 

. 1,000,000 
, 290,000 

Mechanics’  bank,  ' do 

500,000 

Brooklyn. 

Atlantic  bank, 

Sag  Harbor. 

Suffolk  county  bank, 

. 1,000,000 

. 100,000 

In  the  other  districts  of  the  state,  the  capital 
follows: 

Second  district, 

Third  district, 

Fourth  district,. 

Filth  district, 

$10,290,000 
applied  for  is  as 

...  700,000 
...3.595,000 

...1.42(1,000 

Si xt t>  di<l riel , 

. ..  1,350.000 

Seventh  di^uici, 

Eighth  district,. 

...1.8.50,000 

...6,640,000 

Great  snow  storm.  The  late  snow  storm 

was  more,  vio- 

lent,  and  a greater  quantity  fell,  in  Susqueliannah  county, 
Pennsylvania,  than  for  the  last  thirty  years.  The  editor  of  the 
Montrose  Volunteer,  after  it  had  subsided,  ventured  ta  look 
out,  and  saw  that  his  own  and  neiglibors’  liouses  were  literally 
buried,  and  that  mountains  had  been  raised  between  them, 
which  it  was  necessary  to  tunnel,  before  the  ordinary  commu- 
nication could  be  established.  TIte  editor  adds: 

“We  thought  we  saw  enough  to  make  a stout  heart  quail — 
in  view  of  the  immense  lalior  we  should  have  to  perform  in 
the  diggins  out.  But  we  of  this  ivoody  and  snowy  region,  pro- 
verbial for  our  industry  and  nreseverance,  are  used  to  hard- 
ships, and  therefore  are  not  easily  discouraged;  in  this  emer- 
gency the  Yankee  spirit  was  up,  and  every  man  and  boy  who 
could  wield  a shovel,  took  it  in  hand  with  a firm  determination 
to  dig  out  or  die  in  the  attempt.  By  dint  of  exertion  and  perse- 
verance in  the  course  of  Monday  our  citizens  were  enabled  to 
hail  from  different  quarters.  But  as  yet,  though  the  labors  have 
been  continued,  there  is  scarcely  any  communication  between 
the  village  and  the  country  surrounding  it,  the  roads  being  al- 
together irntiassable.” 

Keene,  (N.  H ) January  ^1.  On  Friday  last,  about  seventy- 
t.vo  sleighs,  several  of  them  double,  well  filled  with  both  sexes, 
belonging  to  this  town,  rode  throuah  Westmoreland  to  Walpole, 
partook  of  a handsome  dinner  at  Huntington’s  and  returned  in 
the  evening.  The  number  that  sal  down  to  dinner  must  have 
been  between  150  atid  160. 

Population  of  New  York,  The  secretary  of  the  state  on 
Thursday,  reported  to  the  legislature,  an  abstract  from  the  re- 
turns of  the  census  of  the  last  year,  with  a view  to  the  action 
of  the  legislature  in  the  apportionment  of  senators  and  repre- 
sentatives. The  report  shows  the  following  aggregates: 


Entire  population  of  the  state 2,174,517 

Males 1,102,658 

Females 1,071,859 

Male  aliens 82  319 

Paupers 6,821 

Persons  of  color  not  taxed 42,836 

Population,  (deducting  three  last) 2.042,.549 


The  population  of  the  state  in  1830,  was  1,918,608.  The  ab- 
Btract  above  mentioned  therefore  shows  an  increase  in  five 
years,  of  255,909,  more  than  one-fourth  of  a million. 


Tihe  following  is  an  abstract  of  the  population  at  different 


periods: 

1701, 

30,000 

1800, 

586,050 

1731, 

50,395 

1810, 

959,049 

1739, 

100,0(10 

1820, 

1,372,812 

1751, 

163,838 

1825, 

1,616,458 

,1770, 

340,120 

1830, 

1,918,608 

1835, 

2,174,517. 

Fatal  duel. 

We  have  seen  a letter,  giving  a brief  account 

of  a duel  between  Samuel  Gwinn,  esq.  an  officer  of  the  land 
office  in  Mississippi,  and  Isaac  Caldwell  of  that  stale,  formerly 
a partner  of  George  Poindexter,  in  the  practice  of  law.  From 
the  letter  it  appears,  that  at  a party  given  by  governor  Lynch, 
Poindexter  had  publicly  abused  Mr.  Gwinn,  which  being  re- 
sented by  the  latter, -Caldwell  took  the  quarrel  off  of  Poindex- 
ter’s liands.  The  parties  fought,  each  armed  with  four  pistols, 
taking  their  positions  thirty  paces  apart,  with  the  right  of  ad- 
vancing, Mr.  Gwinn  advanced,  receiving  the  fire  from  four  of 
his  antagonist’s  pistols,  one  ball  taking  effect  in  his  breast.  The 
wound  is  considered  by  his  physicians  mortal.  When  Mr. 
Gwinn  discharged  his  third  pistol,  Mr.  Caldwell  fell,  and  soon 
after  expired.  [Globe. 

(ji;^Later  accounts  say  that  Gwinn  would  recover — the  ball 
having  glanced. 

Imported  cattle.  On  yesterday,  (says  the  Maysville 
Eagle),  we  had  the  pleasure  of  seeing  8 or  10  of  the  finest  cat- 
tle we  ever  saw.  They  are  the  property  of  H.  Clay,  and  were 
on  their  way  to  Ashland,  the  beauiiliil  country  seat  of  the 
honorable  senator.  Kentucky  has,  perhaps,  the  finest  stock  of 
any  state  in  the  union.  Her  farmers,  in  the  interior,  are  reap- 
ing golden  harvests  from  thi.s  source;  and  it  is  not  the  least 
creditable  of  ihe  public  acts  of  Mr.  Clay,  that  he  has  mainly 
contributed  to  the  improvement  of  the  great  staple  of  the  in- 
terior, by  frequent  and  cosily  importations  from  England. 

We  learn  that  estimates  have  been  sent  by  the  war  de- 
partment to  the  proper  committees,  for  such  expendi- 
tures as  appear  to  be  called  for  the  purposes  of  national 
defence. 

The  amount  is,  for  fortifications  $5,000,000 

For  the  armament  of  fortifications,  powder, 

shot,  &c.  1,373,748 


$6,373,748 

Making  an  aggregate  of  six  millions  three  hundred  and 
seventy-three  thousand  seven  hundred  and  forty-eight 
dollars.  I'his  is  independent  of  the  ordinary  approjtri- 
ations  for  arsenals,  armories,  &c.  We  subjoin  a list  of 
the  fortifications  accompanying  the  estimate,  and  for 
the  construction  and  repair  of  which  the  money  is  want- 
ed. Of  the  amount,  $660,000  is  estimated  for  steam 
batteries. 

If  these  sums  are  granted,  our  seacoast  will  soon  be 
put  in  a proper  state  of  defence. 

Fnr  fomficaiions  at  Penobscot  bay. 

For  fortifications  at  Kennebec  river. 

For  Fort  Preble,  Portland  harbor. 

For  fortifications  at  Portsmouth,  New  Hampshire. 

For  Fort  Pickering,  Salem. 

For  Fort  Independence,  Castle  Island,  Boston  harbor. 

For  Fort  Warren,  George’s  Island. 

For  fortifications  at  Provincetovvn,  Cape  Cod. 

For  fortifications  at  New  Bedford. 

For  Fort  Adams. 

For  a fort  on  Rose  Island. 

. For  Fort  Griswold. 

Fnr  Fort  Schuyler,  Thrng’s  neck. 

For  Fort  Columbus,  and  other  works  on  Governor’s  Island. 
For  Fort  Tomkins  and  dependencies. 

For  Fort  Delaware. 

For  a fort  at  the  debouche  of  the  Chesapeake  and  Delaware 
canal. 

For  fortifications  to  cover  the  artificial  harbor  at  Cape  Hen 
lopen. 

For  a fort  on  Seller’s  Point  Flats. 

For  Fort  McHenry,  Redoubt  Wood,  and  Covington  battery. 
For  a fort  on  Point  Patience,  Patuxent  river. 

For  a fort  at  Cedar  Point,  Potomac  river. 

For  Fort  Monroe. 

For  Fort  Calhoun. 

For  Fort  Caswell,  Oak  Ifland. 

For  redoubt  on  Federal  Point. 

For  fortifications  in  Charleston  harbor. 

For  Fort  Pulaski,  Cockspur  Island,  Savannah  river. 

For  forlificaiions  at  the  mouth  of  St.  Mary’s  river. 

For  fortifications  at  St.  Augustine. 

For  Fort  Pickens,  Pensacola. 

For  a fort  on  Forster’s  bank. 

For  Fort  Barancas. 

For  Fort  St.  Philip. 

For  incidental  expenses. 

For  contingencies  of  fortifioations. 

For  steam  batteries. 


[ Washington  Globe. 
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Several,  apparently,  undoubted  attempts  have  latterly 
been  made  to  conllagrate  the  city  of  Boston.  Large  le- 
'svards  are  oflered  tor  the  arrest  and  coiivielioii  ot  the  ot- 
fenders, 

^^'e  find  the  following  frightful  account  of  the  ravages 
of  the  cliolei'a  in  a (iibraltar  Chronicle. 

I'he  last  caravan,  attacked  by  the  cholera  at  Mecca, 
■worn  down  with  fatigue  and  destitute  ot  water,  almost 
wlvolly  perished.  No  less  than  40,000  pilgrims  werelett 
beliind  in  the  desert.  The  dust  of  the  desert  surrounding 
31ecca  is,  in  fact,  the  dust  of  men.  [JV.  F.  Com.  Ad. 

The  oilthape,  &c.  In  tlie  Nantucket  Inquirer,  the  right 
source  lor  accurate  information,  vve  are  furnisliett  with  tlie  (ol- 
lowing  more  correct  statements  of  the  spermaceti  oil  trade, 
than  that  wliicli  has  been  going  the  rounds  of  the  papers. 

In  the  course  of  the  last  year  there  arrived  into  various  ports 
of  the  United  States  from  the  Pacific  ocean,  eighi3'-iwo  whaling 
ghips  and  barques — viz.  into  New  Bedford  and  Fairhaven,  38; 
Naiitncket,^2-i;  New  London  4;  Bristol  4;  Newport,  Warren 
nnd  Falmoutli,  2 each;  Hudson,  Poughkeepsie,  Fall  River, 
Salem,  Plymouth,  Rochester,  Wareham  and  Edgartown  1 each. 
This  number  exceeds  that  of  the  preceding  year  by  27  ships, 
and  includes  12  more  arrivals  than  were  anticipated  for  1835. 

By  these  vessels  there  were  imported  157,402  bills,  of  sper- 
maceti oil,  to  whicli  may  be  added  20, .598  barrels  incidentally 
brought  from  the  South  Atlantic  and  Indian  oceans,  in  various 
parcels,  by  craft  engaged  in  the  right  whale  fishery;  making  an 
aggregate  of  178,800  barrel.s — equal  to  5,607,000  g.illons — being 
an  excess  over  the  pre-supposed  iin[)orts  of  about  1,670,000 
(rallon.s.  The  greatest  cargo  during  1835  was  that  of  the  ship 
Parker,  of  New  Bedford,  3,305  barrels — tlie  smallest,  a Nan- 
tucket barque,  190  barrels.  The  average  cargo  is  1,920  bar- 
rels, or  60,480  gallons.  The  above  refers  solely  to  the  sperma- 
ceti not  the  right  wliale  fishery.  The  latter  has  been  less  in 
1835,  it  is  supposed,  than  for  live  years.  The  Newport  Mer- 
cury estimates  it  at  133,495  barrels — equal  to  two  millions  of 
dollars.  The  value  of  tlie  sperm  oil  alone  imported  for  this 
year,  exceeds  the  amount  of  our  claim  on  France,  or  over  five 
millions  of  dollars. 

The  produce  of  the  fisheries  of  the  United  States,  according 
to  the  Iloston  Gazette,  may  for  1835  be  thus  estimated: 


Sperm  whale  fi.-heiy, $5,607,000 

Riaht  whale  do 1,850,000 

Mackerel  do 2,405,000 

Codlishery  1,500,000 

Other  fisheries  500,000 


$11,862,000 

TWENTY-FOURTH  CONGRESS-FIRST  SESSION. 

SENATE. 

February  1.  Many  petitions  were  presented  this  day:  among 
them — 

Mr.  Niles  presented  the  petition  of  sundry  citizens  of  New 
Haven,  Connecticut,  setting  forth  the  extraordinary  services, 
the  great  uicrit.«,  and  the  untimely  fate  of  captain  Nathan  Hale 
of  the  revolutionary  army,  and  praying  that  a monument  may 
be  erected  to  his  memory. 

Mr.  Niles  pronounced  an  eulogium  on  the  character  of  Hale — 
and  said — 

Captain  Fl.ilc  was  one  of  those  youthful  patriots  and  heroes, 
who,  when  the  first  gun  was  fired  in  a neighboring  colony, 
when  the  first  blood  of  American  freemen  was  slicd  in  the 
streets  of  Lexington,  abandoned  his  home,  his  studies,  and  all 
the  prospects  of  peaceful  pursuits,  and  repaired  to  the  scene  of 
danger. 

The  first  intelligence  of  these  events  was  received  in  the 
towns  on  the  eastern  border  of  Connecticut,  on  Satuiday;  and 
general  Putnam  received  tlie  news  when  ploughing  in  his  field. 
'I'liis  American  Ciiicinnatns  immediately  left  his  woik,  and  re- 
piifcd  to  Boston,  leaving  hi.s  plough  in  ihe/nrrow,  where  it  re- 
mained until  he  returned  Irom  the  war.  Farther  west,  in  llin 
lowms  on  Conneclieut  river,  this  news  was  received  on  tlie 
Sabbath,  and  during  the  hours  of  pnlilic  worship.  In  many  in- 
stances, notwithstanding  the  devntional  charac-Ier  of  that  peo- 
ple, the  pulrlic  worship  w,as  suspended,  and  the  meetings  dis- 
solved. In  other  places,  individuals  moie  ardent  than  others, 
procured  drums  and  appearing  in  fmiil  of  ilie  clinrch,  beat  the 
drum  as  a siznal  to  arms;  wlien,  sir,  it  might  he  truly  said  that 
there  were  no  Sabb.ailis  in  revolutionary  limes. 

Among  the  ymilli  who  were  aroused  by  these  appi’als,  wae 
Aa//ia»i  I laic,  then  only  iweiity  years  of  age,  and  a recent  gra- 
duate .at  ^ ale  cnilegr.  IJt*  received  a lienien.ani’s  commis.sinn, 
nnd  during  his  service  at  Bo-ton  was  promoted  to  the  rank  of 
n captain,  in  colonel  Webb’s  regiment. 

He  accompanied  tlu:  American  army  to  New  York,  nnd  such 
was  the  confidence  wliich  general  Wfialiington  had  in  liis  valor 
nnd  discretion,  that  he  selected  him  for  the  hazardous  and  dilfi- 
cult  enterprise  of  p.issing  wiihin  the  enemy’s  lines  on  Lon<»  Is- 
land, to  ascertain  their  situation  and  de.signs.  This  was  aifen- 
terprise  in  vvhich  no  laurels  were  to  be.  won,  and  great  risk  in- 
curred. But  It  was  re.adily  nccrpied  by  captain  Hale.  He  per- 
formed his  mission,  nnd  had  got  nearly  back  to  his  quarters 
when  he  was  stopped  hy  a piquet  guard,  and  being  recognized 


by  a former  friend,  lie  betrayed  him,  and  he  was  immediately 
hanged  as  a spy,  without  eveu  tlie  form  of  a trial.  1 had  sup- 
posed that  at  that  time  lliere  were  no  lories  in  Connecticut,  but 
It  seems  tliere  was  one  malignant  eiiongli  to  betray  a friend  and 
rtdaiive.  'J’tius  perished  Nathan  Hale,  in  tlie  morning  of  life, 
and  at  the  commencemetit  of  a career  promi.-ing  so  much  glory 
to  himself  and  so  much  advantage  to  liis  conniry.  Tims  perish- 
ed Nathan  Hale,  and  lameniing  that  he  had  but  one  file  to  lose 
for  his  country. 

******** 

The  petitioners  do  not  come  here  to  ask  of  congress  to  honor 
tlu!  memory  of  a di.'liiigui.-lied  son  of  Connecticut,  because  tlie 
slate  is  unwilling  and  unable  to  do  it,  but  because  lliey  believe 
It  belongs  to  congress.  He  was  not  in  the  service  of  the  state 
—he  was  not  defending  liis  native  soil — iie  was  in  the  service 
of  the  continent,  and  in  that  service  perilled  and  lost  his  life. 
Tlie  state  has  erected  a tnonunieiit  in  honor  of  those  brave 
men  who  were  masacred  on  the  heights  of  Groton,  after  a most 
gallant  defence. 

I move  the  reading  of  the  petition  and  document,  and  that 
they  be  referred. 

February^.  Mr.  Southard  presented  the  resolutions  of  the 
legislature  of  New  Jersey,  instructing  the  senators  from  that 
stale  to  vote  in  lavor  of  Hie  expunging  resolutions  of  Mr.  Ben- 
ton, &c.  wliich  were  read. 

Mr.  Southard  presented  a memorial  from  the  yearly  meeting 
of  the  society  of  Friends  at  New  Jersey,  representing  the 
Friends  in  Vermont,  part  of  Massachusetts,  Comieclicul,  New 
York  and  New'  Jersey,  praying  for  the  abolition  of  slavery  in  the 
District  of  Columbia. 

Mr.  Calhoun  moved  that  the  petition  (which  was  read)  be  not 
received. 

Mr.  moved  to  lay  the  petition  on  the  table;  which 

was  agreed  to. 

Mr.  Tyler,  from  the  committee  for  the  District  of  Columbia, 
to  wliom  were  referred  Hie  memorials  of  Hie  corporations  of  tlie 
District,  reported  a bill  to  aulliorise  the  secretary  of  Hie  trea- 
sury to  assume  Hie  payment  of  the  loans  made  to  these  corpo- 
rations by  certain  individuals  in  Holland,  &c.  wliich  was  read  a 
first  time,  and  ordered  to  a second  reading. 

Much  other  business  being  attended  to-r- 
The  senate  then  proceeded  to  Hie  consideration  of  the  un- 
finished business,  being  the  resolutions  offered  by  Mr.  Benton. 

Mr.  Buchanan  addressed  the  senate  for  about  an  hour,  in  con- 
clusion of  his  remarks  commenced  yesterday, 

Mr.  Crittenden  succeeded. 

After  Mr.  CrRtenden  concluded, 

On  motion  of  Mr.  Mangurn,  the  senate  adjourned. 

February  3.  Mr.  Tyler,  from  the  committee  for  the  Di.slrict 
of  Cohmihia,  reported  a bill  to  extend  the  cliarlers  of  certain 
banks  in  Alexandria  and  Georgetown;  which  was  read  twice, 
and  ordered  to  be  engros.sed. 

[Tills  bill  provides  for  the  extension  of  these  charters  for  the 
term  of  three  years,  for  the  sole  purpose  of  closing  their  con- 
cerns.] 

On  motion  of  Mr.  Clay,  the  previous  orders  were  postponed, 
in  order  to  consider  Hie  resolution  he  oflered  some  days  since, 
calling  for  information  from  the  senate,  which  it  was  necessary 
that  Hie  comniittee  on  foreign  relations  should  have  before  it. 
The  resoUitioH  was  accordingly  taken  up,  as  follows; 

Resolved,  'I'liat  the  president  be  requested  to  communicate  to 
the  senate,  if  they  be  at.  his  command,  copies  of  the  expose 
which  accompanied  Hie  French  bill  of  indemnity  from  the 
chamber  of  deputies  to  Hie  cliamber  of  peers  of  France,  on  the 
27ih  of  April,  1835,  and  of  the  report  of  the  cornmitiee,  pre- 
sented to  the  chamber  of  peers  on  the  5lli  of  June,  1835;  and, 
also,  a copy  of  the  original  note,  in  the  French  language,  from 
the  due  do  Broglie  to  Mr.  Barton,  under  date  of  the  2()tli  Octo- 
ber, 1835,  a translation  of  which  was  communicated  to  con- 
gre.es  wiili  the  president’s  special  message  of  the  18lh  January, 
1836. 

Resolved,  also,  That  the  president  be  requested  (if  notiiicom- 
patihle  with  tlie  public  interest)  to  comniuiiicate  to  Hie  senate 
a copy  of  a note,  if  there  be  one,  from  Mr.  Livingston  to  the 
Frencli  minister  of  foreign  affairs,  under  date  of  the  27th  day 
of  April,  1835,  and  copies  of  any  oilier  official  note,  addressed 
hy  Mr.  Livingston,  during  his  mission  to  France,  either  to  tlie 
French  minister  of  foreign  affairs  or  to  the  secretary  of  slain, 
not  heretofore  communicated  to  congress. 

Mr.  Kirig  moved  to  atnend  the  resolution  by  adding  the  fol- 
lowing: 

Resolved,  also,  Tiiat  the  president  he  requested  to  communi- 
cate to  tlie  senate  an  an.ilytical  abstract  of  the  awards  of  the 
eommissioni'rs  under  the  convention  with  France,  of  July  4, 
1831,  with  the  amounts  re.spectively  awarded  to  each  category, 
for  whicli  iiidemnificatfon  was  acknowledged  to  he  due  by  Mr. 
Dumas,  in  his  report  to  Hie  French  chamber  of  deputies  on  Hie 
28th  of  March,  1835. 

Resolved,  further,  Tliat  the  president  be  reqtiested  to  cause 
an  estimate  to  be  furnislied  to  the  senate, showing  the  probable 
advantages  already  derived  by  France  from  the  execution  of 
the  treaty  of  July  4,  1831,  on  the  part  of  the  United  Slates,  and 
also  under  the  laws  of  the  United  Slates  gratuitously  favoring 
Frencli  rommerce. 

Resolved,  further,  That  the  president  cause  to  be  com.muni- 
cated  to  the  senate  any  information  under  the  control  of  the 
executive,  on  the  subject  of  discriminating  duties  imposed  by 
France,  unfavorable  to  the  commerce  of  the  United  States. 
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Mr.  Clay  accepted  the  amendment  as  a modification  and  it 
was  agreed  to. 

An  act  to  repeal  tlie  first  and  second  sections  of  an  act  to 
limit  the  term  of  office  of  certain  officers  therein  named,  was 
read  a third  time. 

Mr.  Morris  asked  for  the  yeas  and  nays  on  the  passage;  which 
were  ordered. 

The  question  was  then  taken  on  the  passage  of  the  bill,  and 
decided  as  follows: 

YEAS— Messrs.  Black,  Clay,  Calhoun,  Clayton,  Davis,  Ew- 
ing, of  Ohio,  Goldsborough,  Kent,  King,  of  Georgia,  Leigh, 
McKean,  Mangum,  Moore,  Naiidain,  Porter,  Prentiss,  Pres- 
ton, Rnlibins,  Southard,  Swift,  Tomlinson,  Tyler,  White — 23. 

NAYS — Messrs.  Brown,  Buchanan,  Ciuhbert,  Ewing,  of  111. 
Grundy,  Hendricks,  Hill,  Hubbard,  King,  of  Alabama,  Knight, 
Linn,  Morris,  Niles,  Robinson,  Buggies,  Shepley,  Tallmadge, 
Tipton,  Wall,  Wright — 20. 

A great  deal  of  other  business  being  attended  to — 

The  senate  proceeded  to  consider  the  resolutions  offered  by 
Mr.  Benton;  when 

Mr=  Mangum  addressed  the  senate  at  length;  but  gave  way, 
before  he  had  concluded,  to  a motion  to  adjourn. 

Before  the  motion  to  adjourn  was  put, 

Mr.  Benton  obtained  leave  to  introduce,  informally,  the  fol- 
lowing resolution;  which  was  considered  and  agreed  to. 

Resolved,  That  the  president  be  requested  to  cause  the  se- 
nate to  be  informed  of  all  the  measures  taken  by  the  adminis- 
tration to  suppress  the  Indian  hostilities  in  Florida;  and,  also, 
to  communicate  all  the  information  in  his  power  relative  to  the 
cause  of  these  hostilities. 

On  motion  of  Mr,  Tyler,  the  senate  adjourned, 

February  4.  Mr,  Calhoun,  from  the  select  committee  to  whom 
that  part  of  the  message  of  the  president  was  referred,  made  a 
report  at  much  length,  accompanied  by  the  following  bill  which 
was  read,  and  ordered  to  a second  reading, 

A bill  prohibiting  deputy  postmasters  from  receiving  or  trans- 
mitting through  the  mail,  to  any  state,  territory,  or  district, 
certain  papers  therein  mentioned,  the  circulation  of  which,  by 
the  laws  of  said  state,  territory,  or  district,  may  be  prohibit- 
ed, and  for  other  purposes. 

Be  it  enacted,  4'c.  That  it  shall  not  be  lawful  for  any  deputy 
postmaster,  in  any  state,  territory,  or  district,  knowingly  to  re- 
ceive and  put  into  the  mail  any  pamphlet,  newspaper,  hand- 
bill, or  other  paper,  printed  or  written,  or  pictorial  rcpresenia- 
• tion,  touching  the  subject  of  slavery,  addressed  to  any  person  or 
post  office  in  any  state,  territory,  or  district,  where,  by  thelaws 
of  the  said  state,  territory,  or  district,  their  circulation  is  pro- 
hibited. Nor  shall  it  be  lawful  for  any  deputy  postmaster  in 
said  state,  territory,  or  district,  knowingly  to  deliver  to  any  per- 
son any  such  pamphlet,  newspaper,  handbill,  or  other  paper, 
printed  or  written,  or  pictorial  representation,  to  any  person 
whatever,  except  to  such  person  or  persons  as  are  duly  autho- 
rised by  the  proper  authority  of  such  state,  territory,  or  district, 
to  receive  the  same. 

Sec.  2.  And  be  it  further  enacted  by  the  authority  aforesaid, 
That  it  shall  be  the  duty  of  the  postmaster  general  to  dismiss 
from  office  any  deputy  postmaster  offending  in  the  premises, 
and  such  deputy  postmaster  shall,  on  conviction  thereof,  in  any 
court  having  competent  jurisdiction,  be  fined  in  any  sura  not 
less  than dollars,  and  not  more  than dollars,  accord- 

ing to  the  aggravation  of  the  offence,  at  the  discretion  of  the 
court.  - 

Sec.  3.  And  be  it  further  enacted  by  the  authority  aforesaid. 
That  it  shall  be  the  duty  of  deputy  postmasters,  mail  carriers, 
and  other  officers  and  agents  of  the  post  office  department,  to 
co-operate,  as  far  as  may  be,  to  prevent  the  circulation  of  any 
pamphlet,  newspaper,  handbill,  or  other  paper,  printed  or  writ- 
ten, or  pictorial  representation  as  aforesaid,  in  any  state,  terri- 
tory, or  district,  where,  by  the  laws  of  said  state,  territory,  or 
district,  the  same  are  prohibited,  and  that  nothing  in  the  acts 
of  congress  to  establish  and  regulate  the  post  office  department 
shall  be  construed  to  protect  any  deputy  postmaster,  mail  car- 
rier, or  other  officer  or  agent  of  said  department,  convicted  of 
knowingly  circulating  in  any  slate,  territory,  or  district  as  afore- 
said, any  such  pamphlet,  newspaper,  handbill,  or  other  paper, 
printed  or  written,  or  pictorial  representation,  forbidden  by  the 
laws  of  such  state,  territory,  or  district. 

Sec.  4.  And  be  it  further  enacted,  That  it  shall  be  the  duty  of 
the  postmaster  general  to  furnish  to  the  deputy  postmasters,  and 
the  agents  and  officers  of  the  department,  copies  of  the  laws  of 
the  several  states,  territories  and  districts,  prohibiting  the  pub- 
lication or  circulation  of  any  pamphlet,  newspaper,  handbill  or 
other  paper,  printed  or  written,  or  pictorial  representation, 
within  the  limits  of  said  states,  territories  or  districts,  for  their 
government  in  the  premises;  and  make  such  regulations,  and 
give  such  instructions  in  carrying  this  act  into  effect,  as  may 
not  be  contr.ary  to  law. 

Sec.  5 And  be  it  further  enacted  by  the  authority  aforesaid. 
That  the  deputy  postmasters  of  the  offices  where  the  pamphlets, 
newspapers,  handbills  or  other  papers,  printed  or  written,  or 
pictorial  representations  aforesaid,  may  be  deposited,  shall 
under  the  instructions  of  the  postmaster  general,  from  time  to 
time  give  notice  of  the  same,  so  that  they  may  be  withdrawn 
by  the  person  depositing  them;  and,  if  not  withdrawn  in  the 
space  of  one  month  thereafter,  shall  be  burnt  or  otherwise  de- 
stroyed. 

Mr.  Mangum  moved  the  printing  of  the  report  and  bill,  and 
hat  5,000  extra  copies  be  printed. 


Mr.  Davis  said  ,this  paper  which  had  just  been  read  purport- 
ed to  be  the  report  of  a committee.  The  gentleman  from  North 
Carolina  had  moved  for  the  printing  of  that  paper,  and  for  the 
printing  of  an  extra  number.  He  had  no  objection  to  the  print- 
ing or  to  the  extra  number;  but  as  this  paper  was  to  go  abroad, 
he  was  desirous  that  his  views,  as  a member  of  the  committee, 
should  not  be  misunderstood.  There  were  some  portions  of 
this  paper  which  met  with  his  approbation,  but  other  portions 
there  were  in  which  he  did  not  concur.  He  made  this  state- 
ment lest  his  views  might  be  misunderstood.  There  are  parts 
of  the  report  from  which  he  had  dissented,  but  he  supposed 
they  had  been  supported  by  a majority  of  the  senate.  He  knew 
that  he  might  have  placed  his  views  on  the  subject  in  writing 
before  the  world,  but  he  had  not  deemed  them  of  sufficient  im- 
portance—he  did  not  think  the  world  thought  them  of  sufficient 
importance. 

Mr.  Calhoun  stated  that  three  members  of  the  committee 
had  agreed  to  the  report  and  bill;  two  others  dissented  from 
some  of  the  views  and  from  the  bill  in  its  present  shape,  but 
assented  to  report  it  rather  than  to  have  none,  and  the  gentle- 
man from  Massachusetts  objected  to  it  altogether. 

Mr.  Linn  stated  that  he  had  assented  to  the  report  of  the 
bill,  although  he  did  not  concur  in  all  the  views  in  the  report. 

Mr.  King,  ol  Geo.  made  a statement  of  similar  import. 

Mr.  Clay  said  it  was  sufficient  if  three  of  the  committee  had 
concurred  in  reporting  the  bill,  which  was  the  only  paitin  which 
the  action  of  the  senate  was  involved.  It  did  not  require  a 
majority  to  report  an  argument. 

The  motion  was  then  agreed  to. 

The  senate  protreeded  to  consider  the  resolutions  offered  by 
Mr.  Benton. 

Mr.  Mangum  declined  going  further  into  the  subject  at  this 
time. 

Mr.  Clayton  addressed  the  senate  at  length;  but  before  he 
had  concluded,  the  senate  adjourned. 


HOUSE  OF  REPRESENTATIVES. 

Friday,  Jan.  29.  A very  large  number  of  private  bills  were 
forwarded  and  passed  this  day — through  the  exertions  of  Mr. 
Whittlesey. 

The  debate  was  also  resumed  on  Mr.  Adams’’  resolution,  con- 
cerning the  loss  of  last  year’s  fortification  bill,  and  Mr.  Bynum 
took  the  floor,  and  spoke  in  reply  to  Mr.  Wise — without  con- 
cluding—the  orders  of  the  day  interfering. 

Mr.  Hawes,  of  Kentucky,  moved  that  when  the  house  ad- 
journ, it  should  adjourn  to  Monday. 

The  motion  not  being  in  order,  he  moved  that  the  rules  of 
the  house  be  suspended  to  allow  of  the  resolution. 

The  vote  being  taken,  the  vote  was,  ayes  48,  noes  61. 

So  the  house  refused  to  suspend  the  rules. 

Mr.  Anthony  moved  that  the  house  do  now  adjourn. 

The  vote  was  taken  by  tellers  and  the  result  was,  ayes  62 
noes  59. 

So  the  house  adjourned. 

Saturday,  Jan.  30.  Mr.  White  asked  leave  to  introduce  a re- 
solution to  the  unfortunate  situation  of  the  territory  of  Florida 
at  this  time. 

Objections  being  made, 

Mr.  White  moved  to  suspend  the  rules,  which  was  agreed  to; 
and  he  then  submitted  the  following  joint  resolution: 

Resolved  by  the  senate  and  house  of  representatives  of  the 
United  States  of  America  in  congress  assembled.  That  the  presi- 
dent of  the  United  States  be  authorised  to  cause  rations  to  be 
delivered  from  the  public  stores  to  the  unfortunate  sufferers 
who  have  been  driven  from  their  homes  by  Indian  depreda- 
tions, until  they  can  be  re-established  in  their  possessions,  and 
enabled  to  procure  provisions  for  the  sustenance  of  themselves 
and  families. 

The  resolution  having  been  read  twice,  by  consent,  and  after 
some  debate  thereon, 

Mr.  Hawes  moved  to  strike  out  the  word  “sufferers,”  and  in- 
sert “women,  children  and  men,  unable  to  bear  arms.” 

After  further  debate, 

Mr.  Reynolds  moved  the  previous  question,  which  was 
seconded,  95  to  56. 

The  main  question  was  ordered  to  be  put,  and,- being  taken, 
was  decided'in  the  affirmative — yeas  174,  nays  14.  So  the  re- 
solution was  ordered  to  be  engrossed  for  a third  reading. 

Subsequently,  it  was  read  a third  time, passed,  and  ordered  to 
be  sent  to  the  senate  for  concurrence. 

A number  of  private  bills  were  then  read  the  third  time  and 
passed. 

Monday,  Feb.  I . This  being  petition  day,  the  house  resum- 
ed, as  the  unfinished  business,  the  consideration  of  the  motion 
of  Mr.  Cushing,  of  Massachusetts,  that  the  petition  presented 
by  him  of  sundry  citizens  of  Massachusetts,  praying  the  abo- 
lition of  slavery  and  the  slave  trade  in  the  District  of  Colum- 
bia, be  received. 

Mr.  Hammond,  who  was  entitled  to  the  floor,  spoke  about  two 
hours  in  reply  to  the  remarks  of  the  gentleman  from  Massa- 
chusetts, (Mr.  Cushing),  and  in  opposition  to  tha  reception  of 
the  petition. 

When  Mr.  H.  concluded — 

Mr.  Holsey  inquired  what  was  the  question  before  the  house. 

The  chair  said  it  was  the  motion  that  the  petition  be  received. 

Mr.  Holsey  moved  to  lay  that  motion  on  the  table;  and  it  was 
agreed  to. 


89S  NILES’  REGISTER— FEB.  6,  ISSS^—FKANCE  AND  GREAT  BRITAIN, 


Mr.  Williamt,  of  Kentucky,  said,  as  the  business  of  the 
house  would  be  interrupted  by  ilie  presentation  of  aboliiion  pe- 
titions from  the  east,  and  the  south  and  west  be  deprived  o(  an 
opportunity  of  presenling  their  pelitioiis,  he  moved  to  suspend 
tlie  rules  for  this  day,  for  the  purpose  of  moving  that  the  order 
of  presentation  be  reversed,  and  the  call  of  the  stales  commenc- 
ed with  Missouri,  instead  of  Maine. 

Mr.  Jones,  of  Michigan,  requested  the  gentleman  to  alter  the 
motion  so  as  to  begin  with  the  territories,  which  were  at  the 
end  of  the  list. 

Mr.  Williams  modified  his  motion  accordingly. 

The  question  being  taken,  the  rules  were  suspended— yeas 
115,  nays  50. 

Mr.  Williams  then  made  the  motion  indicated  by  liiin,  and  it 
was  agreed  to. 

The  chair  then  called  the  states  and  territories  for  petitions, 
commencing  with  Arkansas. 

Mr.  Claiborne,  of  Mississippi,  said  that  he  held  in  his  hand 
two  papers  of  some  importance  to  the  country  generally.  One 
was  a memorial  from  certain  Mingoes  of  the  Choctaw  nation, 
remaining  in  the  limits  of  the  state  of  Mississippi,  praying  a 
grant  of  unappropriated  lands  in  lieu  of  those  to  which  they 
Bay  they  were  entitled,  under  the  14lh  article  of  the  treaty  of 
Dancing  llabbit,  and  of  which  they  declare  that  they  have  been 
unjustly  deprived. 

The  other  was  a memorial  or  remonstrance  of  a numerous 
and  re.spectable  portion  of  my  constituents  against  the  validity 
of  these  claims,  denouncing  the  whole  proceeding  as  fraudu- 
lent, and  calling  on  congress  to  protect  them  in  their  settlement 
and  rights,  and  the  country  against  the  most  stupendous  fraud 
that  was  ever  set  on  foot. 

I will  not  now,  sir,  (said  he),  pronounce  any  opinion  on  the 
validity  of  these  claims.  At  a proper  time,  I shall  consiiler  it 
my  duty  and  my  privilege  to  do  so.  I understand  that  addi- 
tional memorials  and  statements  of  facts  are  now  being  (ii  epar- 
ed  on  both  sides,  and  will  shortly  be  submitted.  1 wish  the 
whole  subject  to  go  before  the  appropriate  cominitlee,  and  mn-l 
respectfully  ask  the  house  not  to  prejudge  the  case.  Let  there 
be  no  ex  parte  statements,  no  wholesale  denunciations  o(  fraud. 
Lei  justice  be  done  to  all  parlies.  It  is  a matter  in  which  we 
feel  a common  interest.  Whether  we  consider  the  magnitude 
of  the  claim,  the  respectability  of  the  parties,  or  the  deep  ab- 
sorbing interest  felt  in  the  state  of  Mi<sissip(ii,  the  subject  is 
alike  worthy  of  a full  and  fair  investigation.  On  one  side  are 
these  Choctaw  claimants,  their  agents,  and  a.s.sicnee.s,  citizens 
of  dilTerenl  states,  of  every  political  (larty,  and  many  of  them 
gentlemen  of  the  highest  respectability,  upon  whose  inie<;tity 
heretofore  not  one  shadow  of  suspicion  has  ever  rested,  and 
who  come  here,  not  shrinking  from,  but,  as  they  say,  .seekiim 
investigation.  On  the  o</ter  side  are  many  of  the  settlers  of 
the  state  of  Missi.ssippi— a valuable  class  of  men— enlilh  d to 
the  highest  credit,  and  claiming  justice  at  ytnir  hands.  1 ac- 
knowledge, sir,  that  I have  but  a limited  acquaintance  with  the 
subject.  I candidly  confess,  however,  to  the  house  that,  if  1 
have  any  prepossession,  any  prejudice,  any  conviction  on  the 
mnner,  it  is  aariinst  these  claims.  Whether  jii.st  or  unjust,  if 
they  be  confirmed,  the  fairest  portion  of  Mississippi  will  be 
desolated;  the  stability  of  property  will  be  sh.ikcn;  the  tide  ol' 
prosperity  will  be  rolled  back,  and  hundreds  of  my  best  consti- 
tuents, the  men  who  support  their  government  in  peace,  and 
fight  its  battles  in  war,  will  be  driven  from  their  homes  toother 
and  distant  lands.  Mr.  C.  said  he  could  not  contemplate  such 
a result  without  the  deepest  regret,  and  he  could  not  sanction 
any  step  going  to  produce  it.  But, sir,  let  the  whole  subject  go 
to  the  commiltec  on  Indian  affairs,  a committee  whose  ability 
and  experience,  aided  by  its  disiingiiished  chairman,  (Mr.  John 
Bell),  furnished  a guaranty  to  the  house  that  the  subject  mat- 
ter will  be  ably  and  impartially  investigated.  Mr.  C.  hoped  the 
ineinori.il-s  would  be  referred  and  printed. 

Mr.  rinton  moved  that  these  memorials  be  referred  to  the 
cnmiiiitiecon  private  land  claims 

Mr.  Claiborne  rejoined,  and  urged  the  propriety  of  the  refer- 
ence to  the  commiltec  on  Indian  nfi'air.s. 

The  qiir.Mioii  was  put,  and  the  house  dgeided  to  refer  them 
to  the  commiiiec  on  Indian  affairs. 

A gre,at  deal  of  local  biisincs.s  was  varioii.ly  attended  to. 

Tuesdai/,  Feb  2.  On  motion  of  Mr.  Gideon  Lee,  the  rules 
wne  su.<pcnded  for  the  purpose  of  calling  the  states  for  peti- 
tion-, coinniem  ing  where  the  call  was  suspended  yesterday 
until  one  o’clock. 


In  pur-iiance  of  the  order  adopted  oh  Tuesday  la.sf.  the  hoii 
prorfi-ded  to  th<»  enn-ideration  of  ili*>  appropi iaiion  tiills. 

The  r/mir  infoiim-d  the  hoii-e  that  all  the  above  bills  we 
belorc  the  commiiiee  of  the  whole,  except  the  bill  inakipa  a 
'“"PPori  of  government  for  the  ye 
ltJ.1i,  whirh  wa»  on  tin*  speaker’s  table. 

The  l.iin  r bill  uas  laki  n up,  the  question  still  being  on  I 
moiion  to  recommii  the  bill,  with  instructions  to  adopt  son 
uniform  regulation  in  regard  to  mileage  of  members  of  co 
gre-s. 

talfen  on  U l*efore  any  question  w 

The  hniMc  ndioiirned. 

Wedne^dn,,.  Fcb.:i.  After  several  petitions  and  resolutio 
grei.r  ' ’“■"tti'  i'.nily  appear  in  their  pi 

The  chair  ^t  ltd  tl-.at  the  hour  had  arrived  for  taking  up  t 
orders  of  the  d ly.  * 


By  comsent,  the  hill  from  llie  senate  to  repeal  the  first  and 
second  sections  of  an  act  to  limit  the  term  of  certain  officers 
therein  named,  and  tor  other  imrposes,  (to  curtail  the  extent  of 
executive  patronage),  wtis  read  twice  by  its  title,  for  the  pur- 
pose of  reference. 

Mr.  M«nn  moved  to  refer  the  bill  to  the  committee  on  the 
judiciary. 

Mr.  Ball,  after  some  remarks,  moved  its  reference  to  a select 
commitu  e. 

A long  discussion  followed,  in  which  Messrs.  Bell.  Harrier j 
J.  Q.  Jidams,  Mann,  Mercer,  Thomas,  Jngersoll,  Sutherland. 
Phillips,  Robertson,  Peyton,  Glascock  and  Funder  pod,  took 
part. 

Without  taking  the  question, 

On  moiion  of  Mr.  Patton,  the  house  adjourned. 

Thursday,  Feb.  4.  Three  motions  to  suspend  the  rules  of  the 
house  were  decided  in  the  negative,  by  yeas  and  nays. 

After  a good  deal  of  small  business — 

The  house  resumed  the  consideration  of  the  hill  making  ap- 
propriation, in  pan,  for  the  support  of  government  for  the  year 
18.1(5,  two  motions  pending,  one  lo  reconunil  it  to  the  commit- 
tee of  the  wliole  on  the  slate  of  the  nnion,  for  the  purpose  of 
reducing  the  appropriation  for  the  contingent  fund  of  the  two 
houses;  and  the  other  lo  the  conimitiee  of  ways  and  means, 
with  inslriictioris  to  provide  a uniform  regulation  for  the  al- 
lowance of  mileage  lo  nienihers  of  congress,  to  which  Mr.  .An- 
thony had  moved  an  amenilmeni,  further  instructing  the  com- 
mitt(‘e  to  provide  a mode  for  equalizing  the  pay  of  members  of 
congress. 

Mr.  Everett  expressed  a hope  that  the  house  would  act  on 
the  bill  without  recommiliiiig  it. 

Amendments  being  proposed — Mr.  Boon  called  for  the  pre- 
vious question,  wliicti  was  seconded  by  tlie  house,  the  bill  was 
passed  and  sent  to  the  senate. 

Mr  Rencher  asked  for,  and  obtained  the  consent  of  the  house 
to  oflVr  the  following  resolution: 

Re.tolved,  Tiiut  the  commitlei^of  accounts  lie  appointed  to  in- 
quire whether  any  and  wliai  alteration  is  necessary  to  be  made 
relaiive  lo  llie  pay  and  mileage  of  members  n(  congress;  vvtie- 
iher  any  and  wbai  legislation  is  necessary  to  limit  and  curtail 
llie  coriiiiigeiii  of  this  bouse. 

Adjourned. 

OFFICIAL— DEPARTMENT  OF  STATE. 

Tlic  following  letter  from  the  cliaige  d’alTaires  of  Brazil, 
giving  notice  that  the  coasts  of  the  province  of  Para  have  been 
declared  in  a state  of  blockade,  by  his  governmetii,  lias  been 
received  by  the  secretary  of  slate,  and  is  published  for  the  in- 
formniion  of  those  whom  if  may  concern: 

To  the  lion.  Jo/m  Forsyth,  secretary  of  state,  of  the  U.  S. 

Washington  January  Hotli , I836. 

The  undersigned,  charge  d’affaires  Of  Brazil,  has  the  honor  to 
announce  to  M r.  John  Forsv  ih,  secretary  of  state  of  the  United 
States,  that  the  regent  in  the  name  of  the  emperor,  in  order  to 
redtice  to  obedience  the  insurgents  of  Para,  has  resolved  to 
blockade  the  ports  of  that  province,  by  a force  comiiosed  ol  the 
Brazilian  ships  of  war  wliich  are  already  there,  and  of  otliers 
which  will  immediately  proceed  thiiher. 

In  addiiion  lo  this  commiinicalion,  ihe  undersigned  has  .al.-o 
been  ordered  by  his  government  to  ini'oriii  the  secreiai  t of  state, 
that  the  commander  of  the  said  force  has  been  charged  to  ob- 
serve the  following  rules: 

No  vessel  bound  for  any  of  the  blockaded  ports,  shall  be 
taken,  seized  or  condemned  wiitioul  having  first  received  from 
the  blockading  squadron,  or  ftom  one  of  the  vessels  composing 
it,  notice  or  intimation  of  the  existence  nr  conlinuanee  of  the 
blockade.  And  in  order  that  ignorance  of  the  blockade  may 
not  be  alleged,  and  that  Ihe  vessel  which  has  received  such  in- 
limalion,  may  be  liable  lo  seizure,  if  she  again  appear  before 
the  blockaded  port— the  commander  of  Ihe  vessel  making  the 
notification,  is  to  endorse  upon  the  papers  of  the  vessel  visited 
a declaration  (visa)  of  such  visit,  with  ihe  day  on  which,  and 
the  latitude  and  longitude  of  the  spot  where  the  inlimatinn  was 
given;  and  the  captain  of  the  ve.«scl  will  give  him  in  return,  a 
certificate  of  this  nolilication,  containing  the  same  declarations, 
made  on  hi.<  papers  by  the  coinniaiider. 

The  undersigned  embraces  this  opportunity  to  renew  to  Mr. 
Forsyth  the  assurances  of  his  high  consideration. 

CAVALCANTE  D’ALBUQUERaUE. 

FRANCE  ANTTt^M^'AT  BRITAIN. 

A few  years  ago  a commission  was  appointed  by  the  British 
government,  to  vUit  France  for  Ihe  piirjiose  of  endeavoring  to 
bring  ahoiit  a removal  of  the  restrictions  on  the  commerce  of 
France,  with  Great  Britain.  In  1813,  the  commissioners  made 
their  first  report,  which  was  published  with  Ihe  documents  that 
accompanied  it,  in  a quarto  volume,  a copy  of  which  we  had 
the  pleasure  to  receive  from  Dr.  Bowring,  one  of  the  commis- 
sioners. By  the  same  gentleman  we  have  ju.«t  been  favored 
with  a copy  of  a second  report  made  by  him  alone,  upon  the 
silk  and  wine  trade,  occupying  a quarto  volume  of  two  hun- 
dred and  fifty  pages, .in  which  every  thing  is  to  he  found,  con- 
nected with  those  two  imp.irtant  hranches  of  French  manufac- 
ture, that  industry  and  ability  could  attain. 

Ill  a liasiy  glance  at  that  part  of  the  volume  which  relates  to 
the  silk  ir.nde,  we  find  that  the  United  Slates  hold  a conspicu- 
ous Maiioii  as  one  of  the  l.argesl  customers  for  the  purchase  ol 
this  commodity. 
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Ttie  total  amount  of  silk  niaiinfaotnrf's,  oxportod  froto  Franco 
at  tin;  period  of  llie  invosiisjaiion,  vva*  .ihnoi  130  OOiMUtU 

francs,  equal  to  alioiil  $43,700,000.  Ot  tins  amnmii  to  ai l>  nne- 
liaU  IS  of  plain  silks,  and  ol  this  class  of  uoods  -‘Hie  Uiiiiod 
Stales  are  by  far  llie  largest  purchasers,  as  they  generally  lake 
one-iliird,  and  in  some  years  nearly  half  of  the  whole  ot  ilie 
export.”  Of  figured  slutfs,  silks  mixed  with  thiead  cottons, 
and  other  materials,  silk  liosiery,silk  gauze,  crapes,  haberdash- 
ery, and  ribbands,  the  United  States  are  also  the  largest  pur- 
chasers. 

The  quantity  of  raw  silk  produced  in  France  is  estimated  at 
3,000,000  lbs.  from  10,800,000,000  silk  worms,  which  require 
for  their  food  the  leaves  of  seven  millions  of  trees  giving  upon 
an  average  80  lbs.  of  leaves  each.  An  ounce  of  eggs  is  calcu- 
lated to  produce  30,000  worms,  and  100  lbs.  of  cocoons,  and  the 
following  remarks  are  given  in  relation  to  the  business  of  rais- 
ing silk. 

“There  are  few  objects  of  agriciilliiral  speculation  more  be- 
neficial to  the  cultivator  than  is  the  mulberry  tree  in  the  south 
of  France,  and  its  increased  cftltivalion  bringing  with  it  a fall 
in  the  value  of  silk,  may  be  very  confidently  anticipated. 

10  ounces  of  eggs,  producing  300,000  worms  at  2.50  fr.  25  fr. 
They  will  eonsiime  of  mulberry  leaves  16,000  ibs.  at  35c.  560  “ 
Fuel  for  wanning,  rent,  expenses,  &.C.  160“ 

745 

*‘Now,  if  they  produce  800  lbs.  of  cocoons,  which  is  a very 
low  average,  the  cost  will  be  only  93c.  per  lb.  and  the  value  of 
the  cocoon  is  at  present  120  Ir.  to  1.95  fr.”  In  other  words 
960  francs  could  be  obtained  for  800  lbs.  of  cocoons,  that  v.'ould 
cost  745  to  produce,  being  a profit  of  215  francs.  The  franc  is 
about  19  cents  of  our  ntoney,  and  the  centime  expressed  by  the 
ieiier  c,  is  the  one-hundredth  part  of  a franc. 

SMITHSONIAN  BEaUEST. 

The  reporter tlie  select  cmnmitiee  of  the  house  of  represen- 
tatives, on  the  bequest  of  James  Smithson,  for  the  establish- 
ment of  an  instiiiiiion  at  Washington,  “for  the  increase  and 
diffusion  of  knowledge  among  men,”  prepared  by  Mr.  John  Q,. 
Adams,  is  an  eloquent  document.  It  recommends  the  accept- 
ance of  the  bequest.  We  quote  one  passage: 

The  father  of  the  testator,  upon  forming  his  alliance  wiih  the 
heirestof  the  family  of  the  Percys  assumed,  by  an  act  of  the 
British  parliament,  that  name,  and  under  it  became  duke  of 
Northumberland.  But,  renowned  as  is  the  name  of  Percy  in 
the  historical  annals  of  England,  resounding  as  it  does  from  the 
summit  of  the  Cheviot  hills,  to  the  ears  of  our  children,  in  the 
ballad  of  Chevy  Chase,  with  the  classical  commentary  of  Addi- 
son; freshened  and  renovated  in  our  memory  as  it  has  recently 
been  from  the  purest  fountain  of  poetical  inspiration;  in  the 
loftier  strain  of  Alnwick  Castle,  tuned  by  a bard  of  our  own  na- 
tive land;  doubly  imm-ortalized  as  it  is  in  the  deathless  dramas 
of  Shakspeare:  “confident  against  the  world  in  arms,”  as  it  may 
have  been  in  ages  long  past,  and  may  still  be  in  the  virtues  of 
its  present  possessors  by  inheritance;  let  the  irust  of  James 
Smithson  to  the  United  States  of  America,  be  faiihlully  execut- 
ed by  their  representatives  in  congress;  let  the  result  accoin- 
plisli  his  object,  “the  iiicre.ase  and  diffusion  of  knowledge 
among  men,”  and  a wreath  of  more  unfading  verdure  shall  en- 
twine itself  in  the  lapse  of  future  ages  around  the  name  of 
Siniihson,  than  the  itiiited  hands  of  tradition,  history  and  poe- 
try. have  braided  around  the  name  of  Percy ,*tlirough  the  long 
perspective  in  ages  past  of  a thousand  years. 

—•«>♦©  ® ©<««■■  ' 

LEGISLATURE  OF  MAINE. 

We  perceive  by  the  following  extract  from  the  report  of  the 
proceedings  of  the,  M.iiiie  legislature,  in  the  Kennebec  Journal, 
that  an  order  was  lately  passed  authorising  the  purchase  of  two 
Bibles  and  two  Dictionaries  for  the  use  of  members: — 

Mr.  Hobbs,  ofEastpnrt,  introduced  an  order  to  ajipoint  a 
committee  to  inquire  into  the  expediency  of  establishing  a 
library  for  the  use  of  the  legislature. 

Mr.  Hobbs  said  that  the  present  state  library  consisted  only  of 
exchnnsed  laws  of  olher  states,  and  reports  of  derisions.  He 
had  been  unable  to  find  books  to  which  he  wished  to  refer  for 
the  purpose  of  legislation.  The  order  passed,  and  Messrs. 
Hobbs,  Ide,  Shaw,  Bradbury,  McMillan,  Chadwick,  Bunker, 
Eames,  Woodbury  and  Holmes  of  Alfred,  were  appointed. 

Mr.  Holmes,  of  Alfred,  introduced  an  order  directing  the  pur- 
chase of  a Bihle  and  Dictionary  for  the  use  of  members. 

Mr.  Welles  moved  that  the  order  lie  on  the  talde.  He  said  a 
commiilee  had  been  already  appointed,  wliich  cornmiilee  he 
presumed  would  lake  into  consideration  the  want  of  Bibles  and 
Dictionaries  as  well  as  other  books.  The  public  might  think  it 
rather  singular  that  just  at  thi.s  time,  it  should  be  found  particu- 
larly necessary  to  purchase  a Bihle  and  Dictionary. 

Mr.  Holmes  said  he  hoped  the  order  would  not  lie  on  llie 
table.  Procrastination  in  studying  the  Bible  had  always  been, 
and  always  would  he,  a prevailing  error.  The  commiilee  were 
to  report  only  upon  the  expediency  nf  purchasing  a library — 
then  a library  was  to  be  pnrt  hased,  if  if  was  thought  proper. 
Before  iliat  time,  the  geniletnan  from  Hallowcll  and  himself 
might  both  he  di-prived  of  llie  privilege  r>i  lonkiiig  a(  a Biible  or 
Diction.arv  purchased  at  the  public  expense.  It  wa.s  common 
in  legislative  bodies  to  have  a Bible — there  wa.s  one  in  the 
senate — it  might  be  necessary  in  administering  oaths,  as  some 
might  wish  to  swear  by  the  evangelists.  It  might  be  necessary 


for  members  to  reler  to,  pari ictilarly  in  the  capital'  pnnislinient 
qiie  lion.  And  when  iiiembcrs  are  silling  licre,  doing  nmlimg 
but  looking  at  each  oilier,  it  miglii  be  well  to  look  at  the  Bible 
a liitle.  A Diciionary  was  always  necessary. 

'I’he  motion  lo  lie  on  the  table  did  not  prevail. 

On  nioiion  ol  iMr.  Ijake,  ol  Biixpori,  it  was  amended  so  as  to 
read  “two  Bibles”  and  “two  Dictimiai los,”  and  Uie  mdet  Ihtu 
passed.” 

— -»»o  ® 

THE  SE.MINOLE  WAR. 

From  the  Jucksonvilie  Courier,  21»t  January. 

Another  battle.  Mr.  Dexter,  vviili  the  mail  from  St.  Augus- 
tine, has  Ibis  moment  arrived,  10  o’clock,  A.  M.  bringing  the 
Ibllovvmg  melancholy  and  alarming  intelligence. 

On  Monday,  the,  18ili  iii'-l.  inaj<ir  Bninian,  who  was  at  the 
head  of  the  mdepeiuleiil  company,  sly  led  the- St.  Augustine 
guards,  stationed  at  Mosiiuito,  proceeded  to  Mrs.  Anderson’s 
planlatiun,  on  Hie  H.ililax  river,  lo  see  m what  cmidilnm  the 
Indians,  who  .some  time  ago  visited  it  vviili  fiie  and  deviistaiimi, 
had  left  it,  and  to  lake  away  vvliat  piovisnms  had  not  been  de- 
stroyed. While  there,  this  company,  composed  of  the  gener- 
ous and  spiiited  young  men  of  St.  AiigUetiiiej  Joined  by  a few 
from  Mosquito,  making  in  iininber  about  40  men,  was  attacked 
by  a parly  of  it  is  supposed  150.  Messrs.  Geo.  Anderson  and 
Douglas  Duiiiiiiiti  siaiuiing  on  guard,  saw  two  Indians  ap- 
proaching, upon  whom  they  fired,  killing  one  and  wounding  the 
Olher.  Mr.  Diimniitt  ran  towards  the  fallen  Indian  and  while 
stooping  over  tiim,  received  a wound  in  the  back  of  the  neck. 
At  this  niomeni  the  Indians  rushed  out  of  a scrub,  distant  little 
more  than  musket  shot,  and  commenced  a furious  attack  upon 
major  Putman’s  company,  who,  from  behind  the  fragments  and 
broken  walls  of  the  burned  buildings,  gave  the  advancing  In- 
dians a warm  reception. 

The  Indians  were  in  the  open  field,  exposed  to  the  fire  of 
this  gallant  band,  who,  although  so  inferior  itt  numbers  to  tlieir 
enemy,  from  their  advantageous  position,  kept  the  Indians  at 
bay  the  space  of  an  hour — an  hour  of  sharp  and  desperate  fight- 
ing! The  Indians  flanking  their  position  and  about  to  surround 
them,  they  retreated  for  their  boats.  The  Indians  pursuing, 
poured  on  them  a destructive  fire,  vx’hile  embarking  on  board 
the  boats.  In  the  hurry,  all  the  guns  but  one  were  rendered 
useless  by  being  wet.  VV ith  this  one  Ibe  Indians  were  kept  back 
from  rushing  into  the  river,  the  water  being  quite  shoal  for 
some  distance,  which  had  they  done,  they  would  in  all  proba- 
bility have  seized  the  boats,  and  murdered  all  in  them.  They 
succeeded  in  pushing  out  into  the  river,  beyond  the  reach  of  the 
Indians’ shot,  and  :proceeded  to  Bulow’s.  Mr.  Dumniitt  was 
the  only  man  wounded,  till  tlie  retreat  to  the  boats,  during 
which  17  were  wounded,  several  mortally,  it  is  supposed. 
Two  negroes  were  killed.  It  is  supposed  that  16  Indians  were 
killed. 

We  have  a partial  list  of  those  said  to  be  wounded,  but  lest 
we  should  give  erroneous  information  in  this  particular,  and 
thereby  create  unpleasant  sensations,  we  withhold  it  till  we 
receive  more  full  information. 

Up  to  the  time,  2 o’clock  this  morning,  Mr.  Dexter  left  St, 
Augustine,  none  of  m.ajor  Putman’s  company  had  arrived  at  St. 
Aiigiisiitie.  Although  a despatch  from  that  officer  lo  gen,  Her- 
nandez had  been  received,  detailing,  as  it  was  presumed,  the 
particulars  of  tlie  above  distressing  affair,  yet  the  general  had 
not,  for  reasons  best  known  to  himself,  permitted,  the  contents 
lo  be  promulgated  to  the  public. 

The  above  inforniaiiori  was  brought  to  St.  Augustine,  by 
some  negroes  belonging  to  Mrs.  Anderson,  who  escaped,  and 
brought  to  their  mistress  llie  melancholy  tidings.  The  greatest 
distress  prevails  in  St.  Angiisiine,  wives,  mothers  and  children, 
are  in  the  extreme  of  anxiety  and  grief,  for  their  hn-bands,  sons 
and  fathers,  who  may  be  slain  or  mortally  wounded. 

In  addition  lo  the  above  intelligence,  Mr.  Dexler  states  he 
had  the  following  from  the  pilots,  which  may  lie  relied  on. 

“Upon  Sunday,  the  7th  inst.  as  George  W.  Rocklelf  and 
Jerry  Bowers,  pilots  in  the  sloop  Pilot,  of  Mosquito,  were  pro- 
ceeding up  the  Halifax  river,  and  when  nearly  opposite  Mrs. 
Anderson’s  plantation,  they  were  fired  upon  by  Indians, 
ammititing  (as  they  supposed)  from  their  appearance,  to  120. 
The  fire  enntinned  upon  them  at  least  15  minules,  and  alilmiigh 
none  of  the  men  were  struck,  the  boat,  the  mainsail  and  rigging 
were  considerably  injured,  30  bullet  holes  were  found  in  llicir 
mainsail  and  many  in  ilie  linll. 

“The  pilots  immediately  proceeded  lo  St.  Augustine, arriving 
on  Tuesday.  As  they  passed  along  they  observed  upon  the 
beach,  a man  apparently  in  distress,  and  with  liis  arm  broken, 
but  in  consequence  of  the  surf  running  high,  they  found  ii  im- 
possible to  go  on  shore,  or  render  him  any  assistance.  7'liey 
further  staled,  that  they  saw  Mr.  SaniHel  H.  Williams’ sugar 
house  on  fire.” 

Till  within  the  last  twenty-four  hours,  we  had,  for  near  a 
week  past,  lieard  little  or  tio  information  respecting  the  move- 
ments of  the  Seminoles.  We  were  fearful  tliai  ii  was  a deceit- 
ful and  porieniions  quiet — bni  we  were  not  pu  pared  to  r«  cejve 
all  at  once — to  be  overwlo  lined  vviili  int<  lli»fiier  of  so  sboek- 
ing,  distressing,  alarming  a nainre,  as  Ibai  prepared  for  our 
paficr  lo-iiay,  since  onr  eolnmiis  were  leaJy  for  press  None 
vvliose  hearts  are  not  ice  can  hear  reriiaD  of  sm-li  dreadful 
deeds  of  massacre,  wiiliom  sorrow  and  grief.  We  ileeply  sym- 
paitii.se  with  afflicted  friends  in  St.  Augustine,  for  the  cup  of 
affliction  has  not  been  untasted  by  the  citizens  of  Jacksonville. 
We  too  are  exposed.  We  too  have  relative*  and  friends  ont 
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to  proipct  tlieir  liomesi  nnd  faii>ilies  from  the  murtJproiis  Indian. 
1(  ilie  men  imdi  r col.  Warren  are  removed,  we  are  vvliolly  de- 
(ene»  lees.  I ndi.ins  are  near  o^,  and  much  as  we  desire  to  rush 
to  the  assistance  and  proieciion  of  our  liielhtcn  in  Mosquito, 
we  e.annot  do  so  without  l(;aviiig  homes,  our  wives,  mothers, 
sisters  and  cliildren,  exjiosed  to  the  greatest  rlanger,  and  almost 
cp.itain  attack,  and  cruel  buicheri',  of  the  blood  lliirsting  and 
icvi  ngeliil  savages. 

If  ever  Florida  needed  immediate  aid  from  the  general  go- 
verniiieni,  and  from  our  fiieiids  in  our  sister  states,  it  is  now! 

'I'iie  dlh  regiment  of  Florida  militia  having  been  on  furlough 
since  their  return,  after  the  battle  on  the  banks  of  the  Wythla- 
cooehee,  were  mustered  at  this  place  on  Friday  last  On  Sa- 
turday, major  Hart  started  for  Black  creek,  which  he  is  to  make 
his  head  quarters,  with  70  men,  in  order  to  patrol  the  cotintry, 
from  Pieolata  to  Santnfree,  tiorth  and  west  of  St.  John’s.  Col. 
Mills  stationed  at  M.nndarin  with  60  men,  to  scour  from  Juling- 
lon  creek,  (.n  the  St.  John’s,  eastward  to  the  sea  coast. 

Despatches  from  "en.  nernandez  at  St.  Agustine,  have  arriv- 
ed, which  may  possibly  change  this  disposition. 

Fostscrijil.  We  delay  our  paper  again,  now  7 o’clock,  P.  M. 
to  give  the  following  extract  from  a letter  just  received  from 
major  Hart,  dated 

Head  quarters.  Black  creek,  Jan.  19,  1836. 

“I  have  just  seen  M r.  Ward,  who  reports  that  not  long  since, 
col.  Parish, of  Middle  Florida,  with  about  100  men, saw  asmoke 
in  the  direction  of  WeUimka,  and  marched  for  that  place  as  fast 
as  possible.  Just  before  he  arrived  there  he  was  fired  on  by 
about  100  Indians.  After  an  engagement  of  one  hour,  the  In- 
dians retreated,  leaving?  killed.  Two  white  men  were  wound- 
ed.” 

From  various  sources. 

The  "GIobe”of  Wednesday  la.st  say.s — In  a statement  recent- 
ly received  at  the  adjutant  general’s  office,  we  learn  that  in 
the  action  between  the  troops  under  general  Clinch  and  the 
Indians,  on  the  31st  December,  the  loss  of  the  Indians  was  sup- 
posed to  be  not  less  than  one  hundred. 

It  apjiears  by  the  Tallahassee  Floridian,  of  the  16th  inst.  tiiat 
governor  Eaton  has  ordered  a draft  of  600  of  the  militia  of  that 
territory,  to  serve  for  six  months,  if  necessary;  although  the 
hope  IS  expressed  that  their  service  may  not  be  required  for 
mere  than  sixty  days. 

A letter  from  Fort  George  island,  in  the  neighborhood  of  St. 
Augii<tine,  dated  on  the  19th  inst.  mentions  as  an  evidence  of 
the  daring  of  the  Indians,  that  four  of  their  number  way-laid 
and  fired  upon  the  whole  body  of  Florida  militia,  nearly  600 
strong,  as  they  were  passing  througli  the  Alachua  county;  they 
were,  however,  pursued,  and  all  four  of  them  killed.  The  same 
letter  adds,  that  a great  number  of  the  inhabitants  from  the 
main  had  taken  refuge  at  Fort  George  island. 

In  the  National  Intelligencer.  From  Pensacola,  vve  learn,  by 
a priv,Tte  letter,  that,  immediately  on  receiving  news  by  a de- 
spatch boat,  of  the  massacre  of  major  JDade’s  command,  with 
the  ppiilous  position  of  the  garrison  of  Fort  Brooke,  (at  Tampa 
bay),  the  United  States  sloop  of  war  V andalia,  \\w.w  in  port, 
immediately  took  on  board  ammunition,  &c.  &c.  (after  liaving 
previously  to  this  news  sent  off  a detachment  of  her  men  in  the 
same  direction),  and  sailed  for  Tampa  bay,  where  we  trust  she 
will  have  arrived  in  time  to  insure  the  safety  of  that  post. 

We  learn  that  an  express  being  sent  to  Havana,  the  Constel- 
lation frigate  and  sloop  St.  Louis,  just  arrived,  has  sailed  for 
the  relief  of  the  people  of  Florida. 

Tallahassee,  Jan.  16.— Since  the  engagement  on  the  Wyihla- 
coochce,  no  intelligence  has  been  had  of  the  main  body  of  the 
Indians.  The  situation  of  the  inhabitants  east  of  the  St. 
John’a  and  south  of  St.  .Augustine,  is  truly  deplorable.  New 
Smyrna  has  been  burnt  and  all  the  fine  plantations  in  that 
neigtiborhood  are  broken  up.  Many  of  the  negroes  have  been 
earned  off,  or  have  joined  the  savages.  The  Indians  are  dis- 
persed in  small  parties,  and  when  pursued  they  take  refuge  in 
the  thickets  which  abound  every  where,  and  fight  with  de.spe- 
ralion,  until  they  are  dead,  no  matter  by  what  numbers  they 
are  as«.ailcd.  It  is  literally  a war  of  extermination,  and  no 
liopc  is  entertained  of  putting  an  end  to  it,  but  by  the  tnost  vi- 
Rorous  measiirqs.  In  lliu  mean  lime,  the  number  of  the  ene- 
my ifl  daily  increasing  by  desperadoes  (rnm  other  tribes,  and 
absconding  slaves.  The  Mick.isooky  tribe  is  considered  the 
leading  of  the  Seminoles— tiiey  have  always  been  noted  as  the 
most  deleimincd  and  ruthless  of  the  savage  race. 

William  Cooley,  esq.  who  was  from  homo  at  the  time,  on 
his  return  at  New  river,  found  the  body  of  Joseph  Flinton,  of 
C ecil  county,  slate  of  Alaryland,  wlin  acted  as  instructor  to  his 
children;  his  body  was  mangled,  and  he  had  evidently  been 
killed  with  an  ate.  His  two  eldest  children  were  found  near 
by,  shot  through  the  heart,  one  holding  yet  the  book  in  her 
hand,  which  .she  had  been  learning,  and  the  book  of  the  other 
lay  by  her  side;  about  a hundred  yards  distant  he  found  tiie 
bodies  of  his  wife  and  infant. 

s^he  also  had  been  shot  through  the  heart,  and  the  sarne  hall 
it  is  supposed,  broke  the  infant’s  arm.  His  house  had  been 
burned,  but  the  house  in  which  he  kept  arrow  root  and  the  ma- 
chinery with  which  he  manufactured  it  are  left  uninjured.— 
The  Indiana  carried  offi  about  twelve  barrels  of  provisions,  30 
hnga,  3 horses,  in  silver,  his  clothing,  one  keg  powder 
over  200  pounds  lead,  and  .S700  worth  of  dry  goods.  By  their 


tracks,  and  the  amount  of  properly  carried  off,  Mr.  C.  computes 
the  number  of  Indians  at  from  20  to  30.  They  also  carried  off 
liis  negro  man  and  woman,  and  a Spanish  man  named  Emanuel. 
Our  bereaved  fiieiid  and  neighbor  caused  the  bodies  of  his  lov- 
ed ones  to  be  as  decently  buried  as  circumstances  would  ad- 
mit, and  returned  to  the  light  hou.se  on  the  lOih. 

(Jlj^lncidents  like  the  preceding,  we  regret  to  say,  are  not 
uncommon. 

Augusta,  Geo.  is  pouring  out  her  volunteers,  for  the  rescue  of 
Florida.  Gov.  McDuffie  had  been  called  upon  for  600  men. — 
The  citizens  of  Savannah  had  supplied  Picolaia  with  “men 
and  munitions.” 

The  Annapolis,  Md.  Reipuhlican  says — The  companies  of  the 
first  regiment  of  artillery,  re.«pectively  stationed  at  forts  Severn 
and  Washington  and  at  the  VVashington  arsenal,  will  immedi- 
ately proceed  to  fort  Monroe,  and  thence,  without  delay,  to 
join  the  army  in  Florida,  via  Siivarmah  and  the  St.  John’s  river. 
The  battalion  will  be  commanded  by  major  Gales.  I'he  follow- 
ing officers  of  the  regiment  on  detached  service,  will  forthwith 
be  relieved,  and  join  their  respective  companies,  for  active  ser- 
vice, without  delay:  1st  lieuls.  A.  D.  Mackay  and  E.  S.  Sibley, 
from  engineer,  and  2d  lieul.  D.  E.  Hale,  from  ordnance  duly. 
Assistant  surgeon  Hawkins,  will  accompany  the  battalion  of 
artillery,  under  major  Gates  to  fort  King,  and  then  proceed  to 
comply  with  his  previous  orders. 

In  compliance  with  the  above  order,  the  company  at  fort 
Severn  are  to  embark  this  day.  (A  day  last  week). 

[They  have  since  embarked.] 

The  light  house  at  Cape  Florida  has  been  abandoned. 

The  Seminoles,  who  are.  opposed  to  emigration,  have  ex- 
pressed their  determination  to  die  before  they  leave  the  country. 
So  that  we  may  anticipate  a fierce  and  determined  resistance 
in  any  effort  made  to  subdue  them. 

The  “Floridian”  of  the  16lh  Jan.  says — We  are  sorry  to  ob- 
serve by  the  Charleston  papers,  that  gen.  Eustis  is  wholly  un- 
informed both  as  to  the  situation  of  our  frontier,  and  the  re- 
sources of  the  enemy.  Thickets  almost  imiienetrable  abound 
every  where,  which  may  be  regarded  as  national  fortiesses, 
from  whence  it  is  impossible  to  dislodge  them,  but  with  loss 
proportioned  to  their  numbers,  for  on  several  occasions,  a do- 
zen have  been  known  to  resist  ten  times  their  number  as  long 
as  one  survived.  Tliey  can  probably  muster  a thousand  to  fif- 
teen hundred  warriors,  and  have  the  advantage  of  chosing  their 
position,  as  well  as  the  mariner  of  fighting.  J’hat  is,  either  in 
a body,  or  in  detached  parties.  The  best  judges  in  these  mat- 
ters are  of  opinion,  that  two  or  three  thousand  men  will 
be  required  to  bring  the  contest  to  a successful  termination,  so 
that  the  army  may  be  divided  into  two  or  three  parlies,  and 
each  division  be  capable  of  contending  with  the  united  force 
of  the  enemy.  It  is  not  intended,  we  understand,  to  renew 
offensiveoperations  until  an  efficient  forcecan  be  organized,  and 
arrangements  made  for  furnishing  supplies  of  provisions  at  the 
remote  points  where  the  progress  of  the  war  will  require  the 
presence  of  the  army.  In  the  mean  lime,  we  have  no  doubt, 
from  movements  which  have  already  taken  place,  that  the 
neighboring  states  will  generously  step  forward  to  aid  us  in 
prosecuting  a war,  for  which,  the  resources  of  the  territory  are 
entirely  inadequate. 

It  is  believed  that  many  of  the  discontented  CreeA-s  have 
joined  the  Seminoles.  ft  is  feared  that  the  war  may  become 
general!  The  Creeks  are  said  to  have  1,000  warriors  engaged. 

A letter  from  an  officer  in  the  battle  of  Wythlacoochee,  says: 
“You  will  see  from  gen.  Clinch’s  official  letter,  giving  an  ac- 
count of  the  battle,  that  he  says  nothing  of  himself.  I was  in 
this  battle,  and  allow  me  to  say  to  you,  respecting  him,  what  I 
saw  and  know  to  be  true.  Throughout  the  engagement  he  was 
in  the  hottesiofthe  fight.  His  horse  vvasshotunder  him  in  two 
places,  neck  and  hip.  A ball  passed  through  his  cap,  entering 
the  front  and  passing  out  at  the  back  part  of  the  top.  Another 
ball  passed  through  the  sleeve  of  the  bridle  arm  of  his  coat. 
This  was  iny  first  battle,  and  I may  not  be  Ihe  best  judge,  but 
I do  not  believe  Hint  any  man  ever  disphiyed  more  intrepid  cou- 
rage tiian  gen.  C.  did  on  this  occasion.  At  one  moment  a lit- 
tle confusion  occurred  among  the  troop.?,  in  consequence  of 
some  soldiers  giving  the  word  retire!  The  general  immediate- 
ly threw  himself  in  front  of  the  men,  and  his  horse  staggering 
under  him,  he  dismounted,  advanced  to  the  front,  and,  amidst 
a shower  of  bullets  from  the  Indians,  said  that  before  he  would 
show  his  back  to  the  enemy  he  would  die  upon  the  field.  The 
high  and  chivalric  bearing  of  the  general  kindled  among  the 
men  an  enthusiasm  which  I believe  was  never  surpassed.  A 
gallant  charge  followed,  which  routed  and  drove  the  enemy 
from  the  field,  and  they  did  not  again  show  themselves.  We 
kept  the  field  about  three  hours,  and  then  recrossed  the  river 
in  good  order,  and  without  disturbance.” 

The  Savannah  Republican  of  Jan.20lh  says— “We  under- 
stand from  a letter  read  to  us  from  a highly  respectable  citizen 
of  Camden  county,  that  500  Indians  were  within  forty  miles  of 
St.  Mary’s  commiltitig  depredations.  The  letter  does  not  men- 
tion whether  they  arc  of  the  Creek  or  Seminole  tribe;  we 
should  suppose  of  the  former,  as  it  is  rumored  they  have  joined 
the  latter.” 

Creek  hostilities— A letter  from  Milledgeville  dated  23d  inst. 
from  a highly  respectable  source,  to  a gentleman  in  Augusta, 
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Geornia,  says— “a  report  has  reached  us  this  evening  that  the 
Indians  have  taken  one  of  mir  bam;a2e  wagons,  loaded  with 
inuskeis  and  aminnnition,  vvliich  we  were  stnidiii"  to  onr  lower 
counties,  to  protect  the  citizens  of  this  state  from  llie  intru- 
sions of  the  Creek  Indians,  who  are  co!ninniin!|  depredations 
almost  daily.  'J'he  report  is  very  credible.  The  governor  is  is- 
suing orders  for  three  thousand  five  hundred  men,  including  the 
volunteers. 

A gentleman  who  had  arrived  at  Charleston,  froia  Columbus, 
Ga.  informs  us  that  much  excitement  prevailed  there  on  the 
subject  of  Indian  hostilities — it  was  said  that  500  of  the  Creek 
Indians  had  left  the  nation  within  a short  lime  past,  in  small 
bodies,  to  join  the  Seminoles  in  Florida. 

Com.  Dallas  had  arrived  at  Key  West,  in  the  Constellation— 
and  has  despatched  her  marines,  and  those  of  the  St,  Louis,  to 
the  aid  of  the  Floridians,  and  rendered  other  important  services. 

A letter  from  Key  West  says— Persons  have  been  sent  to  the 
light  house  at  Cape  Florida,  so  I presume  the  light  will  be  re- 
sumed in  a few  days.  It  now  can  be  said,  although  painful  it 
must  be  to  the  feelings  of  all  Americans,  that  the  western  penin- 
sula is  in  the  possession  of  the  savages,  and  that  our  govern- 
ment have,  for  want  of  proper  energy,  allowed  these  savages  to 
murder  families  in  the  very  heart  of  our  country.  What  has 
become  of  the  14  companies  reported  by  the  secretary  of  war, 
as  under  the  orders  of  gen.  Clinchl 

Since  the  battle  of  Wyihlacoochee,  the  people  of  St.  Augus- 
tine have  been  kept  in  constant  alarm.  The  volunteer  troops 
are  worn  out  with  fatigue,  and  the  whole  country  is  exposed  to 
the  ravages  of  the  Indians.  The  inhabitants  are  indebted  for 
their  safety  only  to  the  ignorance  of  the  Indians  of  their  expos- 
ed and  defenceless  condition.  A large  quantity  of  arms  and 
ammunition  was  on  the  way  to  that  place. 

The  governor  of  Georgia  has  ordered  a draft  of  3,000  men 
from  the  militia  of  that  stale,  to  match  for  the  defence  of  Flo- 
rida and  the  Georgia  frontier,  and  it  was  expected  that  another 
draft  of  a similar  number  would  be  immediately  made. 

A letter  from  Washington  to  the  Journal  of  Commerce,  after 
speaking  of  the  recent  massacre,  adds: — 

“The  next  news,  I fear,  will  be  that  the  city  of  St.  Augustine 
has  undergone  a worse  fate  than  that  of  Pompeii.  Ah!  well-a- 
day! — this  is  the  last  and  the  most  desperate  struggle  of  the  In- 
dian. He  fights  now  gloriously  and  gallantly,  with  the  spirit 
of  a thousand  lions  in  his  breast — for  the  soil  on  which  he  was 
born,  and  wliich  was  his  just  inheritance  from  his  ancestors. — 
We,  by  a forced  and  corrupt  treaty,  call  it  ours.  We  send  arm- 
ed men— men  armed  with  the  wliiskey-botile,  a weapon  more 
terrible  that  the  rifle — to  persuade  them  to  abide  by  a treaty 
which  they  never  made,  and  to  cross  the  Mississippi  never  to 
return.  The  spirit  of  their  tribe — the  Great  Spirit  walking  in 
the  sky — tells  them  that  they  must  perish.  The  voice  of  their 
fathers  calls  them  to  their  home — the  only  home  which  the 
white  man  has  left  them — the  grave.  The  preventive  power  of 
this  government  is  uolhing;  but  its  vengeance  is  terrible,  as  the 
poor  Indian  has  more  than  once  experienced.  Preparations  are 
making — not  for  the  defeat  of  the  Seminoles,  but  for  their  ex- 
termination. Every  Indian  and  every  negro  suspected  of  hav- 
ing been  allied  to  the  Indians,  will  be  slaughtered  in  less  than 
two  months  from  this  time.” 

From  the  Floridian.  Mr.  Editor,  the  following  facts,  in  rela- 
tion to  this  interesting  personage,  I collected  from  authentic 
sources  during  the  late  campaign,  and  may  be  relied  on. 

OcEOLA,  or  Powel,  the  head  chief  of  the  hostile  Seminoles, 
is  likely  to  figure  in  history,  with  Philip  of  Pokanokee,  or  Te 
cumseh,  possessing  all  their  noble  daring  and  deep  love  of 
country,  with  more  intelligence,  and  perhaps,  more  ferocity. 
Pie  is  a half  breed  (his  father  an  Englishman)  of  the  Creek  na- 
tion and  Red  Stick  tribe.  In  person  he  is  slight,  well  propor- 
tioned and  active,  complexion  rather  light,  deep  restless  eyes, 
nnd  a remarkable  clear  and  shrill  voice,  and  supposed  to  be 
from  30  to  35  years  of  age.  He  has  brought  himself  into  notice, 
mid  raised  himself  to  his  present  station,  hy  his  superior  talents, 
courage  and  amhition — not  having  inherited  any  title  or  com- 
mand. Formerly  he  was  proud,  gloomy  and  insolent,  and  on 
one  occasion,  in  a talk  with  the  late  lamented  agent,  general 
Thompson,  burst  into  a paroxysm  of  passion,  declaring  that  the 
country  was  theirs,  that  they  wanted  no  agent,  and  that  he  had 
better  be  off;  for  this  he  was  arrested  and  confined,  afterwards 
he  appeared  penitent,  became  cheerful,  signed  the  treaty,  and 
was  released  with  many  fair  promises. 

He  then  made  himself  very  useful  to  the  agent  and  officers  at 
camp  King,  performing  many  daring  feats  in  arresting  criminals 
among  the  troublesome  Micosukees,  with  which  tribe  he  was 
at  variance;  and  for  these  services  received  repeated  marks  of 
friendship  from  the  agent,  and  gained  his  entire  confidence. 

Suddenly  he  threw  off  the  guise  of  friendship— murdered 
Charley-Mathla,  a friendly  chief — forced  his  followers  to  join 
him — received  as  allies,  the  Micosukees,  who  were  glad  to 
have  such  a leader — and  raised  forthwith,  the  fire-brand  and 
scalping  knife. 

He,  it  is  supposed,  led  on  the  party  which  attacked  and  de- 
feated the  advance  guard  of  col.  Warren’s  regiment,  about  the 
I7th  December. 

On  the  28th  he  was  seen  at  the  head  of  a band  who  rushed 
upon  general  Thompson  and  some  other  gentleman,  within 
range  of  the  guns  of  Fort  King,  and  shot  and  scalped  Uiem. 


On  the  31st,  he  made  a sudden  and  unexpected  attack  upon 
the  army  under  ger-.erals  Call  and  Clinch,  whilst  engaged  in 
crossing  a deep  and  dangerous  stream,  the  Wyihlacoochee — at- 
tacking at  two  points,  simultaneously,  and  only  yielding  after 
a desperate  struggle  of  an  hour. 

During  the  action  he  was  recognised  by  the  officers  and  men 
of  the  regular  army,  fighting  several  paces  in  advance  of  his 
men,  and  after  each  discharge  of  his  rifle,  wiping  it  with  the 
utmost  coolness;  and  his  voice  was  distinctly  heard  when  his 
men  were  flying,  trying  to  rally  them. 

He  is,  or  pretends  to  be,  of  the  belief,  that  the  old  treaty  of 
Payne’s  landing  is  the  only  binding  one,  and  according  to  his 
account,  the  time  stipulated  for  their  removal  by  that  treaty, 
does  not  expire  for  five  years  yet:  and  he  says  he  can  fight  the 
whites  for  that  length  of  time.  R. 

HEAD-QUARTERS  OF  THE  ARMY. 

General  order,  No.  9. 

.Adjutant  generaVs  office,  Washington,  Jan,  25,  1836. 

I.  The  6th  regiment  ol  infantry  will  be  prepared  to  move 
from  Jefferson  barracks  to  Fort  Jesup,  Louisiana,  as  soon  as 
the  season  and  navigation  will  permit.  Brevet  brig.  gen.  H. 
Atkinson  will  see  to  the  execution  of  this  order,  as  to  the  lime 
of  departure  of  the  regiment,  but  will  remain  at  Jefferson  bar- 
racks, and  continue  in  his  present  command.  Surgeon  Find- 
lay and  assistant  surgeon  Hughey  will  proceed  with  the  regi- 
ment to  Fort  Jesup. 

II.  Major  A.  R.  Thompson,  now  of  the  6lh  infantry,  and 
captain  J.  Rogers,  of  the  same  regiment,  will  be  relieved  from 
the  recruiting  service,  and  join  their  regiment  with  all  the  dis- 
posable unattached  recruits. 

III.  Captain  H.  Smith,  lieutenants  Cady,  Freeman  and  Wil- 
liams, on  engineer  service,  and  lieut.  Drayton,  on  topograpical 
duty,  all  of  the  6ih  infantry,  will  forthwith  be  relieved,  and  join 
their  regiment. 

IV.  Fort  Armstrong  will  be  evacuated  as  early  as  practica- 
ble, and  tlie  garrison,  commanded  by  lieut.  col.  Davenport,  of 
the  1st  infantry,  will  be  transferred  to  Fort  Snelling,  St.  Peter’s, 
except  one  olfieer,  one  non-co.mmissioned  officer,  and  ten  men, 
to  take  charge  of  llie  public  property  at  that  post  till  it  be  dis- 
posed of.  Assistant  surgeon  Emerson  will  proceed  with  the 
command  to  Foit  Snelling. 

V.  The  companies  of  the  1st  regiment  of  artillery,  respective- 
ly, stationed  at  forts  Severn  and  Washington,  and  the  Wash- 
ington arsenal,  will  immediately  proceed  to  Fort  Monroe,  and 
thence,  without  delay,  to  join  the  army  in  Florida,  via  Savan- 
nah and  the  St.  John’s  river.  The  baltaliop  will  be  command- 
ed by  major  Gates.  The  folloaving  officers  of  the  regiment,  on 
detached  service,  will  forthwith  be  relieved,  and  join  their  re- 
spective companies,  for  active  service,  without  delay:  first 
lieutenants  A.  D.  Mackay  and  E.  S.  Sibley,  from  engineer,  and 
second  lieutenant  D.  E.  Hale,  from  ordnance  duty.  Assistant 
surgeon  Hawkins  will  accompany  the  battalion  of  artillery  un- 
der major  Gates,  to  Fort  King,  and  then  proceed  to  comply 
with  his  previous  orders. 

VI.  Major  N.  S.  Clark,  now  of  the  2d  infantry,  will  assume 
command  at  Hancock  barracks;  and  brevet  major  Dearborn, 
with  companies  P and  K,  will  proceed  to  Boston  harbor,  and 
garrison  Fort  Independence.  The  quarters  will  forthwith  be 
cleared  and  be  prepared  for  the  accommodation  of  the  troops, 
by  the  proper  departments,  and,  when  ready,  the  commanding 
engineer  at  Boston  will  notify  major  Dearborn  accordingly. 

VII.  The  officers  of  the  proper  departments  will  furnish  the 
necessary  transportation,  supplies,  and  all  facilities  for  the  exe- 
cution of  this  order. 

VIII.  Captain  G.  W.  Allen,  4th  infantry,  now  on  recruiting 
service,  will  repair  to  Newport,  Kentucky,  there  relieve  major 
Thompson,  and  assume  the  duties  of  superintendent  in  the 
western  department.  Lieut.  Barry,  of  the  1st  regiment  artille- 
ry, is  assigned  to  duty  at  Newport,  Kentucky. 

By  order  of  Alexander  Macomb,  major  general,  command- 
ing in  chief:  R.  JONES,  adjutant  general. 

Seven  companies  of  volunteers  have  been  ordered  to  march 
from  Georgia,  for  Floiida:  and  some  ^have  started  from  South 
Carolina. 

Charleston,  Jan.  27. — The  Indian  disturbances  are  assuming 
a more  serious  aspect  than  ever.  The  prompt  measures  alrea- 
dy adopted  for  its  suppression  appear  to  be  still  behind  the  ne- 
cessities of  the  case. 

Yesterday,  the  steamer  John  Stoney,  despatched  from  here 
on  the  12lh  inst.  with  capt.  Porter’s  company  of  U.  S.  soldiers, 
and  respecting  which  some  anxiety  had  been  expressed,  return- 
ed from  St.  Augustine,  having  left  on  Friday  last,  by  which  we 
received  a slip  from  our  correspondent  of  the  St.  Augustine 
Herald,  dated  20lh  inst. 

The  steamer  George  Washington  had  arrived  at  Savannah 
with  211  volunteers  for  Florida. 

We  learn  that  on  the  arrival  of  the  United  States  troops  at 
St.  Augustine,  the  militia  under  gen.  Hernandez  were  despatch- 
ed to  afford  assistance  to  maj.  Putman,  to  bring  in  the  wound- 
ed, &c.  blit  fears  were  entertained  that  the  Iiidiaws  might  get 
between  the  troops  of  maj.  Putman  and  St.  Augustine,  and  cut 
them  off. 

St.  Augustine  itself  was  still  considered  in  rather  a critical 
state,  as  it  might  be  approached  by  means  of  boats,  should  the 
Indians  be  made  aware  of  Us  situation. 
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A son  of  jiidj'e  Gould  wlio  was  eiiL'agod  in  the  action  at  ^n- 
dcrsoH^s  idaiiialion,  hecaiiie  duaclicii  Ironi  ilie  main  liody  o(  the 
iiiiliua,  and  gut  on  a 8iiiall  island,  called  Pelican  i.<land,  Irom 
w hn  h lie  was  di.siinctly  heard  to  call  for  assistance,  hut,  from  llie 
in  cnliar  circumstances  in  which  they  were  placed,  no  succor 
could  lie  atl'iirdeil  him,  and  there  is  every  reason  to  suppose  lliat 
lie  was  killed  hy  ihe  Indians. 

Great  lrar.«  were  enieri.’iuied  for  captain  Dranc's  command, 
who  hail  leii  Picolata  >ome  lime  previous,  with  about  60  men, 
as  an  escort  to  a i)iiauliiy  ol  pi ovi.Mnns,  &c.  for  camp  King.— 
Nothing  had  heeu  heard  iiomgen.  CLinck  at  the  latter  place. 

FROM  'J’EXAS. 

Capitulation  of  San  Antonio. 

Articles  entered  into  between  general  Cos,  of  the  Mexican 
army,  and  gen.  Burlison,  of  the  army  of  Texas,  on  the  lOih  of 
Dccemhei,  1835. 

General  Cos,  is  to  retire  in  six  days  witli  his  officers,  arms 
and  private  property,  on  paiole  ol  lioiior.  He  is  not  to  oppose 
Uie  re-cstahlishment  of  the  constitution  of  1824. 

The  infantry  and  the  cavalry,  (the  remnant  of  Morale’s  bat- 
talion), and  the  convicts  to  return  taking  with  them  10  rounds 
of  cartiidge,  for  safety,  against  tlie  Indians. 

All  public  property,  money,  anns  and  ammunition  to  be  de- 
livered to  gen.  Burlison,  of  the  Texian  army. 

Private  property  to  be  respected  and  the  citizens  to  be  pro- 
tected in  their  persons. 

The  sick  and  wounded  to  be  provided  for. 

No  soldier  to  be  molested  on  account  of  his  former  political 
opinions. 

Prisoners  of  war  to  be  set  at  liberty. 

FROM  MEXICO. 

Advices  from  Vera  Cruz  to  the  8th  January,  have  been  re- 
ceived at  New  York.  The  capture  of  general  Cos  by  the  Texian 
army  is  officially  announced,  and  the  conduct  of  himself  and 
men  much  lauded  for  their  brave  resistance. 

On  3d  December,  general  Santa  Anna  passed  in  review  of 
6,000  men  at  St.  Luis  Poiosi,  destined  to  recover  Texas.  Im- 
mediately afterwards  five  generals  with  2,000  men  took  up  their 
line  of  march,  and  the  van  guard,  under  general  Sesma,  had 
reached  Salines,  about  thirty  miles  from  the  Rio  Bravo  del 
Norte,  on  the  8th  of  that  month.  The  continuance  and  ra- 
pidity of  the  advance  of  the  army  ofTexas,  will  depend  greatly 
on  the  means  of  transport  and  provisions  they  have  at  corh- 
m.iud. 

A conspiracy  against  the  government  was  discovered  in  the 
city  of  Mexico  on  the  6th  December.  The  object  is  stated  to 
have  been  the  assassination  of  Santa  Anna  and  the  ministers, 
and  to  plunder  the  city.  A great  number  of  officers  implicat- 
ed have  been  arrested. 

General  Cos  writes  that  in  his  retreat  from  Bexar,  he  is  ac- 
companied by  more  than  500  men. 

The  collector  at  the  port  of  Mazatlan  has  given  up  to  the 
government  half  of  his  salary  for  one  year,  in  aid  of  the  expe- 
dition again.^t  the  Texians;  which  act  of  patriotism  is  duly  laud- 
ed ill  the  Diario  del  Gobierno. 

The  Nacional  of  the  1st  contains  a proclamation  by  the  su- 
preme government,  dated  the  30th  December,  of  which  the  fol- 
lowing is  a translation: 

1.  All  foreigners  who  shall  land  at  any  port  of  the  republic, 
or  arrive  within  its  boundaries  by  land,  being  armed  and 
having  hostile  intentions  against  our  territory,  shall  be  treated 
and  punished  as  pirates,  and  considered  as  belonging  to  no  na- 
tion with  which  the  republic  is  at  war,  and  fighting  under  no 
recognized  flag. 

2.  Ill  the  .«ame  manner  will  be  treated  all  foreigners  who 
shall  land  at  any  port,  or  introduce  over  land,  arms  and  muni- 
tions of  war,  being  intended  to  be  used  at  any  place  in  rebellion 
against  the  government,  or  to  be  placed  in  the  hands  of  its 
eiiemii  s. 

The  same  journal  announces  the  march  of  general  Sesma 
with  2,400  men,  for  Bexar,  and  that  6,000  more  were  at  San 
""'y  nioney  to  follow  in  the  same  direction. 

bl  Cosiiio|.ohia  o(  the  2d,  amiounces  that  general  Santa 
Anna -el  out  that  morning  from  San  Luis  Potosi  for  Leona 
V icario.  (lorim  riy  called  Saltillo),  where  he  expected  to  arrive 
III  liner-  days. 

I lie  p.ipi  r-i  are  filled  with  complaints  and  reproaches  touch- 
inj  lilt-  .o'.vcmeiiis  in  the  fjiiiied  Slates  for  aiding  the  Texians; 
our  govermn.  lit  IS  ci  iisured  for  not  prevenling  them,  and  the 
jiifli.  in  0(11111011  r liciti-d  from  Hie  di.-tricl  court  of  the  United 
menied"!  agOj  is  very  severely  com- 


Omo  AND  MICHIGAN. 

^foin  the  Zauestnlle  Gazette. 

We  stated  two  we^ks  ago  that  a demand  had  been  m 
ipoii  III.-  governor  of  Ohio,  by  the  a.-iiog  governor  of  Michi 
Ir-rriiory  lor  ihe  |,er.so„  of  Mr.  Two  SHcknev.  as  a fugitive  fi 
lu-iiee,  .Vc.  wliicli  governor  Lucas  had  peremptorily  refiif 
nils  siaiMio  III  IS  caleulatid  to'  convey  the  imnres. 
lhai  Hie  govr  rnor  had  refused  coiii|.lianee  wiihnui  givin-' 
rr-.-i-nos  It  IS  (imiier  lint  we  shouhl  slate  furiher  that  he  has 
sign.ol  -aii-la<  lory  ami  snffi.  ieni  reasons  lor  his  course, 
lair-  rmninnrm-.iiion  lo  the  l.  gi-laitire.  ’ 

emmiv  '\ilm/  IFoo*,  deputy  sheriff  of  Mon 

i!  ^ territory,  came  to  Toledo,  with  a wan 
«gain»t  Stickiiey  to  take  him  to  Monroe.  Stickney  refusci 


go,  because  the  warrant  was  not  issued  under  the  authority  of 
Ohio,  and  in  an  aiieinpl  lo  lake  him,  he  stabbed  Woods.  Soon 
after  this,  Slickiir-y  gives  liiiiiself  nji  to  the  auHiorilies  of  Ohio 
and  was  bailed  in  the  sum  of  one  thousand  dollars,  for  his  ap- 
pearance at  court  lo  answer  for  the  act.  After  a grand  jury  of 
Monroe  county  had  found  a bill  of  indictment  against  Stickney, 
for  an  assault  and  battery,  the  acting  governor  of  Michigan 
calls  upon  governor  Lucas  to  deliver  Siickney  to  Joseph 
Woods,  to  he  hy  him  conveyed  to  Monroe,  there  lo  be  tried 
agreeably  to  the  laws  of  Michigan.  This  governor  Lucas  de- 
clines doing,  the  assault  and  battery  was  coiiiuiilied  at  'I'oledo, 
in  Port  Lawrence  township,  wliich  place  is  south  of  Harris’ 
line,  and  cousequenlly  within  the  slate  of  Ohio.  The  constitu- 
tion of  Ohio  declares  ’‘that  no  person  shall  be  liable  to  be  trans- 
ported out  of  this  stale  for  an  offence  committed  within  the 
slate;”  and  from  the  criminal  law  we  quote,  “if  any  person 
shall  arrest  and  imprison  any  white  person  or  persons,  with  an 
intention  of  having  such  person  or  persons  carried  out  of  the 
stale,  unless  it  be  in  pursuance  of  the  laws  thereof,  he  shall  be 
guilty  of  a iiiisdemeaiior,  and  shall  be  confined  in  the  peniten- 
tiary, at  hard  labor,  for  any  space  of  lime  not  less  than  three 
nor  more  than  seven  years.”  The  governor’s  duly  was  there- 
fore plain,  and  he  acted  according  to  that  duty  in  refusing  to 
comply  with  the  call  from  Michigan. 

— .—e© ® ©<m»  . 

LEGISLATURE  OF  PENNSYLVANIA. 

HOUSE  OF  REPRESENTATIVES — JAN.  29. 

An  act  to  repeal  the  state  tax  on  real  and  personal  properly, 
and  to  continue  and  extend  the  improvement  of  the  state  by 
rail  roads  and  canals,  and  to  charter  the  United  Slates  bank 
passed,  and  was  sent  to  the  senate  by  the  following  vote: 

YEAS — Messrs.  Atkinson,  Brooke,  Buckman,  Carson, 
Clarke,  Comly,  Cox,  Davies,  Emrnert,  Ewing,  Frew,  Gebharl, 
Gilbert,  Graham,  Hall,  Harrison,  Hershe,  Hubbell,  Hudson, 
Hunter,  Hutchison,  (Chester),  Karns,  Kauffman,  Kennedy, 
Krause,  (Dauphin),  McCarty,  McConnell,  McDonald,  MeSher- 
ry,  Mendenhall,  Metzgar,  Miller,  Myer,  Nesbit,  Norton,  Oliver, 
Parker,  Pennypacker,  Reed,  Reigel,  G.  W.  Smith,  J.  B.  Smith, 
T.  S.  Smith,  Spackman,  Stevens,  Stinson,  Stoehr,  Taylor, 
Trego,  Wagner,  Walker,  (Erie),  Walker,  (Allegheny),  Wat 
son.  Watts,  Wyant,  Middleswartli,  speaker — 57. 

NAYS — Messrs.  Bidlack,  Bringhiirst,  Burson,  Conrad,  Cur- 
ran, Derr,  Dewart,  Douglass,  Ferguson,  Gamble,  Hill.  Hoiten- 
stein,  Huston,  (Fayeite),  Huston,  (Northampton),  Jackson, 
Jones,  Krause,  (Lebanon),  McClelland,  McClure,  Rinehart, 
Schall,  Sheetz,  Siouffer,  Stout,  Taggart,  Thompson,  Ulrich, 
Weygandi,  Woodward,  Work — 30. 

The  following  are  the  principal  provisions  of  the  bill  as  pass- 
ed the  house  of  representatives  and  was  sent  to  the  senate. 

The  bank  is  chartered  for  thirty  years,  with  a capital  of  thir- 


ty-five millions  of  dollars. 

The  bank  is  to  pay  a bonus  into  the  treasury,  of  ^2,500,000 

For  schools,  ^100,000  per  year,  for  twenty  years  2,000,000 


Whole  sum  to  be  paid  into  the  treasury  $4,500,000 

In  addition,  Ihe  bank  is  to  subscribe  the  following  stock: 

Baltimore  and  Ohio  rail  road  company $200,600 

To  improve  the  navigation  of  the  Monongahela  river  luO.OOO 

Cumberland  valley  rail  road 100  000 

Williamsport  and  Elmira  rail  roadcornpany 20n,000 

Warren  and  Pine  Grove  rail  road 20,000 

Warren  and  Franklin  turnpike 15,000 

Watren  and  Ridgway  turnpike 5,000 


Appropriations  from  the  treasury. 

The  bill  makes  the  following  appropriations  from  the  trea- 


sury for  internal  improvements. 

North  Branch  canal $1.50,000 

Canal  to  Erie 200,000 

Rail  road  from  Geitysburgh  lo  the  Maryland  line,  in  the 

direction  of  Hagerstown 200,000 

For  surveys 10,ti00 

Chambersbtirgh  and  Bedford  turnpike 20,000 

Somerset  and  Bedford  turn/tike.... 20,000 

Somerset  and  Mount  Pleasant  turnpike, 20  000 

Rohb.'lown  and  Mount  Pleasant  turnpike 8,000 

Washington  and  Williamsport  turnpike 8,000 

Mount  Pleasant  and  Pittsburgh  turnpike 5,000 

Wiishington  and  Pittsburgh  turnpike 15,000 

Bedford  and  Stovstown  turnpike 10,000 

Stoystown  and  Greenshurgh  turnpike 12,000 

Greensburgh  and  Pittsburgh  turnpike 12,000 

State  road  from  White  Horse  tavern,  on  the  Allegheny 
mountain,  to  the  Virginia  line,  towards  the  flats  of 

Grove  creek 6,000 

To  finish  old  works,  repairs,  &c 672,147 


$1,368,147 

The  Hnrrishurgh  Intelligencer  says — 

The  “hill  to  repeal  the  state  tax  and  real  and  personal  pro- 
perty, and  to  continue  and  extend  the  improvements  of  the  stale 
hy  rail  roads  and  canttls,  and  to  charter  the  United  States  hank” 
was  sent  from  Ihe  house  of  rp(iresentaiives  to  the  senate  on 
Saturday,  and  referred  to  a joint  committee,  consisting  of  the 
internal  improvement  committee,  the  committee  on  finance, 
and  the  committee  on  banks.  The  majority  of  these  com- 
mittees are  understood  to  be  favorable  to  the  bill. 
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(J(p=Sonjp.  ei»lil  or  ten  members  of  tlie  house  of  represenla- 
lives  voted  aijaiiist  the  bill  to  cliader  the  United  Slates  bank, 
not  from  opiiosition  to  the  jii>mntion,  but  in  const,qnenee  of 
some  appropriations  from  the  treasuiy  wiiicli  they  deemed  im- 
piudent. 

— 

ANNUAL  EXPENDl'l'UHLS  FROM  1817  TO  1834. 

We  have  received  Iroiii  Wasliin<>ton  a statement  made  to 
congress  by  the  secretary  of  the  treasury,  in  compliance  with  a 
resolution  of  the  house  of  representatives,  exliiliiimg  llie  snnis 
paid  annually  under  each  maierial  head  of  expendiiure  fiom 
1817  to  1834  inclusive.  The  coiii()ilation  of  this  document  must 
have  cost  a great  deal  of  labor,  and  as  a book  of  relerence  it  is 
worth  what  it  cost;  but  it  does  not  admit  of  condensation,  ex- 
cept in  the  general  manner  following: 
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LEGISLATURE  OF  NEW  YORK. 

In  assembly,  January  23. 

Mr.  Yates  submitted  the  following  preamble  and  joint  reso- 
lutions in  relation  to  our  affairs  with  France,  which  lies  one 
day  on  the  table. 

V\Miereas,  it  appears  by  the  special  message  of  the  president 
of  the  United  Slates  to  congress  that  a new  question  of  vital 
importance  to  ail  free  governments,  resulting  from  the  extra- 
ordinary position  assumed  by  the  government  of  France,  has 
been  presented  for  the  consideration  of  the  American  people; 
and  in  the  diplomatic  correspondence  between  the  two  nation.*, 
France  distinctly  takes  the  ground  that  a communicatinn  made 
by  the  president  to  congress,  in  performance  of  his  executive 
duty,  contained  language  implicating  the  lionor  and  menacing 
the  French  nation,  and  ilierefore  an  exiilanaiion  of,  or  apology 
for,  such  offensive  language,  is  demanded  by  the  government 
of  France  as  a condition  precedent  to  the  performance  of  a 
treaty  the  articles  of  which  had  been  finally  settled: — 

And  whereas,  snliiriission  to  such  a demand  would  be  sub- 
versive of  the  conslilution  and  principles  of  our  government, 
and  either  prevent  that  freedom  of  communication  from  one 
department  of  the  government  to4he  other  which  is  requisite 


for  its  safe  administration,  or  tend  continually  to  embarrtiss  our 
iiitercmirse  and  embroil  ns  v\itli  foreign  iialioiis: 

Therefore  resolved,  'J'lial,  (if  the  .-eiiaie  uoinriir),  as  the  re- 
preseiiialive.s  ol  liie  people  ol  tins  smie,  and  a.<  Ann  rican  ciii- 
Zeiis,  we  regard  till.*  new  and  uiiprecedeiiied  item  and  ol  ilie 
goveriimetii  ol  Fiance,  as  v\  |mll\  imv\  ai  ranted  Ly  iitiei  iiational 
law;  as  involving  pi iiiei|p|e.*  ol  interlereiiee  entirely  inailinis- 
sible  in  the  iiiodein  iiilereoiir.*e  of  naiions;  and  nne  lo  which 
free  govrTnmenls  cannot  siibinil  wiilioiit  com iiromi.-ing  tlieir 
rights  Jitid  endangering  llieir  in(le|icndenee  and  safety. 

Resolved,  That  however  highly  we  may  rr  g.)rd  the  im|iort- 
arice  of  commercial  iiiiercourse  wiiii  Fraiic* ; and  lnrw<  ver 
iiinch  we  regret  and  deprecate  any  occnireuee  that  tiiay  have 
disturbed  the  friendly  relations  existing  between  the  govern- 
ments, yet  we  cannot  liesittne  to  Jii.-iily  ;ind  support  the  ad- 
miiiiftration  in  the  staiiil  it  has  assumed,  declaring  that  an  apo- 
logy If)  a foreign  nation  for  the  performance  of  an  official  act  in 
any  communicaiion  from  one  deiiartmeiil  of  goveriimenl  to 
another,  in  this  coimlry,  is  impossible. 

Mr.  Yales,  in  offering  these  resninlions,  rematki  d that  he  Imd 
drawn  them  in  terms -whieh  he  hnped  would  prove  aeeepiahle 
to  both  houses  of  ihe  legislatuie.  It  vvmihl.  he  said,  affoid  him 
peculiar  satisfaction  tf>  obiain  a united  exptessinii  in  lavor  of 
the  resoluiioiis,  which  he  deemed  essential  lo  the  honor  and 
welfare  of  the  country. 

(jt^The  preceding  resolutions  have  passed  both  houses. 

— — »*«  @ o««-- 

OHIO  STATISTICS -1836. 

From  the  annual  repoii  of  the  auditor  of  stale,  it  appears 
there  were  returned  on  the  general  list  for  taxation,  17,819.631 
acres  of  land,  under  the  new  valuation,  made  under  the  law 
1833-4. 

Lands,  including  buildings,  valued  at ^58,166.821 

Town  lots,  mcliidiiig  lion.ses,  mills,  &c 15.762  .594 

262,291  horses,  valued  at  ,<$40  each,, 10,491,640 

4.55,487  cattle,  valued  at  $8  each, 4,043,896 

Merchant’s  capital  and  money  at  interest, 7,262,927 

2,603  pleasure  carriages,  valued  at 196,518 

Total  amount  of  taxable  property,  $94,483,016 

On  the  value  of  taxable  properly,  the  following  taxes  were 
levied: — ■ 

State  and  canal  tax, $142.854  15 

County  and  school  tax, 396.505  80 

Road  lax, 66,484  16 

Township  tax, 102.091  65 

Corporation,  jail,  and  bridge  tax 51,276  89 

Physicians  and  lawyers  tax, 3,144  19 

School  house  ta.\, 1,482  84 

Delinquencies  of  former  years, 13,044  37 

Total  taxes, $777,772  07 

No  returns  were  made  from  the  counties  of  Crawford,  Han- 
cock, Jefferson  and  Williams. 

— »►♦©  @ 8>in».. 

FINANCES  CF  CHIC. 

Jlnnual  report  of  the  treasurer  of  state,  to  the  general  assembly 
of  the  slate  of  Ohio,  begun  and  held  in  the  city  of  Columbus, 
December  7,  1835. 

Treasury  office,  Columbus,  Dec.  9lh,  1835. 
The  treasurer  of  state,  in  compliance  with  the  duties  assigned 
him  by  law,  submits  to  the  honorable,  Ihe  general  assembly  of 
the  slate  of  Chio,  the  following  statement  of  the  receipts  and 
disbursements  of  public  money,  from  the  15lh  Nov.  1834,  to  the 
15th  Nov.  1835,  to  wit: 

The  amount  received  for  taxes,  &c.  between  the 
15th  Nov.  1834,  and  the  I5lh  Nov.  1835  201,766  50  4 

From  which  deduct  the  following  payments,  viz: 

Deficiency  in  the  general  revenue,  for  the  year  end- 
ing Nov.  15th,  1834  16,622  72  3 

The  amount  of  audited  bills  redeemed  between  the 
15lh  Nov.  1834  and  15th  Nov.  1835  182,905  55  0 

The  amount  of  interest  paid  on  the  school  fund 
arising  from  the  sale  of  section  16  22,331  61  0 

The  amount  of  interest  paid  on  the  U.  S.  military 
school  fund  4,743  14  1 

The  amount  of  interest  paid  on  the  Virginia  mili- 
tary school  fund  6,026  94  0 

The  amount  collected  for  canal  purposes,  and  trans- 
ferred to  the  canal  fund  2,735  61  9 

Total  2.35,365  58  3 

Making  a deficiency  in  iImj  general  revenue,  which 
has  been  paid  out  of  the  other  funds,  of  $33,599  07  9 

The  amount  of  Virginia  military  school  fund,  re- 
maining in  the  treasury,  Nov.  15ih"  1834,  was  5,196  95  2 
The  arnnnnl  received  for  rent  of  said  land,  between 

Nov.  15th,  1834  and  Nov.  15lh,  1835  4,157  92  0 

The  ainonni  of  interest  on  the  irreducible  fund,  for 

the  year  ending  January  1st,  1835  6,026  94  0 

Total  15,381  81  2 

From  which  deduct  the  amount  paid  on  drafts 
drawn  by  the  auditor  of  stale,  on  said  fund,  be- 
tween the  15lh  Nov.  1834,  and  the  15lh  Nov.  1835  1 1 ,091  77  0 

Balance  of  said  fund  in  the  treasury  4,200  04  2 
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Tlie  amount  of  llie  United  Slates  military  school 

fund  remaining  in  the  treasury,  Nov.  15lh,  1834  16,259  43  9 
The  amount  ol  interest  on  the  irreducible  fund,  for 

the  year  ending  1st  January,  1835,  is  4,743  14  1 

Total  21,002  58  0 

From  which  deduct  the  amount  paid  on  drafts 
driiwii  by  the  auditor  ofstaie,  on  said  fund,  he 
tween  the  15ih  Nov.  1834  and  the  15lh  Nov.  1835  11,367  26  6 


Balance  of  said  fund  in  the  treasury  9,635  32  0 

The  amount  of  interest  on  the  fund  arising  from  the 
sale  III  scliool  section  16,  for  the  year  ending  Jan- 
uary 1st,  1835  22,231  61  0 

From  which  deduct  the  amount  paid  on  drafts 
drawn  on  said  lund,  for  the  year  ending  Nov. 

15ih,  1835  22,162  91  6 


Balance  ofsaid  fund  remaining  in  the  treasury  ^168  69  4 

The  amount  of  the  Miami  canal  fund  remaining  in 

the  treasury,  Nov.  15th,  1834,  was  20,016  47  0 

The  amount  received  Iroiii  the  sale  of  lands  grant- 
ed by  conaress  for  the  extension  of  said  canal, 
from  the  15th  Nov.  1834,40  the  15tli  Nwv.  1835,  146,953  07  0 


Total  166,969  54  0 

From  which  deduct  the  amount  paid  on  drafts 
drawn  by  the  auditor  of  state  on  said  fund,  for 
the  year  ending  Nov.  15th,  1835  166,933  54  0 

Balance  of  said  fund  in  the  treasury  ^36  00  0 


OHIO  CANAL  FUND. 

The  amount  of  said  fund  remaining  in  the  treasury, 

Nov.  15,  1834,  was  101,052  59  4 

The  amount  of  tolls,  &c.  received  between  the  I5th 
Nov.  1834  and  the  I5ili  Nov.  1835,  was  242, .357  21  2 

The  amount  of  revenue  collected  for  canal  pur- 
poses, for  the  year  1835,  alter  deducting  the  inter- 
est on  the  irreducible  school  fund,  is  2,735  61  9 

The  amount  received  from  the  sale  of  lands  granted 
by  conuress  to  aid  the  state  in  Uie  construction 
of  the  Ohio  canals  for  the  year  ending  Nov,  15ih, 

183.5  64,549  84  7 

The  amount  received  for  the  sale  of  school  section 

16,  from  the  15ih  Nov.  1834,  to  thel5ih  Nov,  1835  73,654  90  9 
Tlie  amoiiul  received  for  the  sale  of  Viniinia  mili- 
tary school  land,  for  the  year  ending  Nov.  15th, 

1835  3,684  85  3 

The  amount  received  for  the  sale  of  U.  S.  military 
school  lauds,  for  the  year  eiidiuc  Nov.  15ili,  lb35  7,173  16  8 
The  auioiiiil  received  for  the  sale  of  salt  reserve 
lands,  for  the  use  nfcimiiiion  schools,  for  the  year 
ending  Nov.  15th,  1835  1,068  27  0 

The  amount  received  for  the  sale  of  Connecticut 
Western  Reserve  school  lands,  during  the  year 
ending  Nov.  15ih,  1835  13,045  90  3 


509,322  37  5 


414,828  84  2 


Total 

From  which  deduct  the  amount  paid  on  drafts 
drawn  by  the  auditor  of  stale  on  said  fund,  for 
the  year  ending  Nov.  15lh,  1835 

Balance  ofsaid  fund  in  the  treasury 

The  amount  of  the  literary  fund  remaining  in  the 
treasury,  Nov.  15,  1834,  was 

The  amount  received  into  the  treasury  on  account 
ofsaid  fund  for  the  year  ending  Nov.  15lh,  1835  2,101  96  0 


$194,493  53  3 


221  95  2 


Total 


2,323  91  2 

From  which  deduct  the  amount  paid  on  drafts 
drawn  hy  the  auditor  of  state  on  said  fund,  be- 
tween the  15th  Nov.  1834  and  15lli  Nov.  1835  1,358  72  0 


965  19  2 


.10,934  12  0 
3,9.51  66  0 


n.alanre  ofsaid  fund  in  the  trea.snry 
'1  lie  aiuomu  of  the  Miami  and  Western  Reserve 
road  lund  reinniniiig  in  the  treasury  Nov.  15lh, 

1831  ’ 

The  amniiut  received  of  the  siiperinlendant  ofsaid 
road  for  the  year  endiiig  Nov.  15,  1835 

Amniint  ofsaid  fund  in  the  treasury  14  885  78  0 

'I'he  amount  of  the  Uiiiieil  iSlales  road  fund  rc-  ’ 

uiniuinc  in  the  lieasury.  Nov.  15,  1834  4 313  71  Q 

The  amount  of  tolls  coMecled  and  (laiil  into  the  ’ 

treasury  for  the  year  ending  Nuv.  15th,  1835  16,442  20  0 

' 20,755  97  0 

From  which  dediirt  the  amount  paid  on  drafts 
drawn  by  the  niulitor  of  state  on  said  fund,  be- 
tween the  15th  Nov.  1834,  and  15th  Nov.  1835  18  70'’  45  0 


Balance  of  said  fund  in  the  treasury 


2,053  52  0 


The  amount  of  three  per  cent,  fund  remaining  in 
the  treasury,  Nov.  15th,  1834  11,468  51  8 

The  amount  received  of  the  general  government  on 
account  of  said  fiiml  between  the  15lh  Nuv.  1834 
and  the  15lh  Nov.  1635  17,243  89  0 

Total  $28,712  40  8 

From  which  deduct  the  amount  paid  on  county 
aiiditot’s  dralis  between  the  15th  Nov.  1834  and 
the  15th  Nov.  1835  10,064  00  0 

Balance  of  said  fund  in  the  treasury  13,648  40  8 

Aggregate  balance  in  the  treasury  $111,577  41  0 

RECAPITULATION. 

7’he  amount  of  the  "Virgmia  nnliiary  . ‘school  fund  remaining  in 

the  ircaMiiy  Nov.  15th  1835 $4  290  04  2 

“ United  Slates  military  school  lund...  9,635  32  0 

“ School  section  16 168  69  4 

Mami  canal  fuiul 36  00  0 

“ Ohio  canal  lund 94,49.1  53  3 

“ Literary  lund ! 965  19  2 

“ Miami  and  Western  Reserve  road  fund  14.885  78  0 

“ United  Slates  road  fund, 2,0.53  52  0 

“ Three  per  cent,  fund 18,648  40  8 

Total  $145,176  48  9 

From  which  deduct  the  amount  of  deficiency  in  the 
general  revenue  account  33,596  07  9 

Aggregate  balance  in  the  treasury  $111,577  41  0 

From  the  above  report,  it  will  be  seen  that  there  is  a defi- 
ciency in  the  general  revenue,  of  thirty-three  thousand  five 
hundred  and  ninety-nine  dollars  seven  cents  nine  mills,  which 
sum  has  been  paid  out  of  other  funds. 

It  was  deemed  proper  to  pursue  such  a course,  as  there  were 
funds  in  the  irea.sury,  that  most  probably  would  not  be  drawn 
for,  until  they  could  be  replaced  from  the  receipt  of  taxes  for 
the  ensiting  year,  thereby  saving  to  the  slate  the  interest  that 
would  accrue  on  the  deficiency  above  stated. 

In  the  funds  counted  as  general  revenue,  there  is  rising  nine 
thousand  dollars  of  unavailable  funds,  which,  added  to  the  aJiova 
would  make  the  present  deficiency  in  the  general  revenue  ris 
ing  forty-two  thousand  dollais.  Resuectfull y submitted, 

J.  WHlTEHlLL,  treasurer  of  state. 

FINANCES  OF  NEW  YORK. 

From  the  Jilhany  Jlrgus. 

The  annual  report  of  the  comptroller  was  made  to  the  legis- 
lature on  the  6lli  instant.  The  lepnri  and  accompanying  do- 
cuments occupy  65  pages,  of  which  we  can  only  give  an  ab- 
stract. 

'I'lie  report  slates  that  the  general  fund  is  extinct. 

Tlie  capitals  and  rcveiines  of  the  other  funds  are  .as  follows: 

Capital  of  the  school  fund, $1,875  19!  71 

Revenue, 134,hh6  40 

Capital  of  the  literature  fund, 26.5  .342  87 

Revenue, 1.5,7.33  25 

Capital  of  the  bank  lund, 407.094  99 

Revenue, 15,221  74 

Debt  of  the  state. 

The  general  fund  debt  is. $838,979  03 

Debtson  accountof  Ihecanals, 6,322.013  19 

$7,190,992  21 

The  balance  in  the  treasury  on  the  30lh  Sepieuther,  1835, 
is  slated  at  $97,943  77.  But  there  wa«  due  at  that  time  from 
the  general  runii  to  other  funds,  $196,533  72.  So  that  after 
deducting  the  balance  in  the  treasury  from  the  latier  sum,  it 
leaves  a deficit  of  $98,589  95.  The  comptroller  slates  that  this 
deficit  can  only  be  provided  for  by  making  a loan  from  the 
bank  fund,  which  will  be  paid  into  the  treasury  on  the  first  of 
January,  18.36. 

After  Slating  that  the  revenues  wf  the  several  canals,  the  com- 
mon school,  literature  and  bank  funds,  pass  through  the  trea- 
sury, and  thus  swell  the  amounts  received  and  draw-n  from  it, 
to  $2,585,892  11,  the  report  stales  that  the  warrants  drawn 
on  the  treasury  for  the  support  of  the  government,  including 
the  payments  for  the  lateral  canals,  amount  to  only  $433,772  74. 
These  expenditures  are  classed  as  follows,  viz: 

Salaries  of  the  chaucellor,  and  judges  of  the  supreme  and  cir- 
cuit courts,  stale  nfficers,  and  all  oRiee  expenses,  (as  de- 
tailed ill  staleiiipul  F) $57,918  80 

P.iy  of  the  legislature  and  court  of  errors,  inclmliiig 

contiugcut  expenses, 93.104  30 

Defii  ienciv.s  in  lateral  eaiials, 44  465  39 

Auuiiiiics,  and  other  Indian  expenses 21,861  10 

Payments  to  schools  for  deaf  and  diiuih,  and  other 

heuevoleiU  objects, 22.1.31  17 

Printing  (or  the  state, 2.5. .3.58  19 

Military  expenses,'. 14.078  44 

l^xpeiises  in  punishing  criminals, ]0,.581  61 

Expenses  for  surveys  of  canals  and  rail  roads, 14,829  10 

Advanced  for  new  slate  hall,  and  for  repairs  of  ca- 
pilol,  &.C 29,227  23 
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Interest  on  general  fund  debt, 38,292  58 

Paid  to  county  treasurers,  and  relunded  to  pur- 

cliasers,  on  account  of  non-resident  taxes,  &c...  52,579  97 

Paid  stale  library, ' 

Sundry  expendiinres  (as  detailed  in  statement  F), . . 7,328  59 

Total  amount  of  warrants  drawn  per  report, $433,772  74 

The  means  for  defraying  these  expenses  have  been  derived 
from  the  following  sources: 

Sundry  items  ot  revenue  paid  into  the  treasury  (as  detailed  in 

statement  E), $9,473  84 

First  payments  into  tlie  treasury  on  sales  of  lands,  7,952  16 
Keceived  into  the  treasury  for  moneys  which  had 
been  previously  paid  out  on  account  of  non- 
resident taxes, 43,980  96 

Keceived  on  settlement  of  accounts  with  indivi- 
duals, also  for  sale  of  articles  belonging  to  the 

state,  &c.  (as  given  in  statement  E), 3,425  03 

Loaned  from  the  bank  fund,  per  chap.  274,  laws  of 

18.33, 129,453  01 

Cash  obtained  by  transferring  to  the  school  fund  all 
the  bonds  and  mortgages  on  hand,  belonging  to 
the  general  fund, 206,258  17 

Making  the  total  available  means  of  the  general 
fund  for  the  year, $400,543  16 


The  sum  required  for  the  support  of  the  government  for  the 
current  year,  is  estimated  at  $384,600. 

After  alluding  to  the  amendment  to  the  constitution,  restor- 
ing the  auction  and  salt  duties  to  the  general  fund,  whenever  a 
sufficient  amount  shall  be  collected  and  invested  to  pay  the 
Erie  and  Champlain  canal  debt,  the  report  says: 

“It  is  estimated  by  the  commissioners  of  the  canal  fund,  that 
the  sum  necessary  for  the  final  extinguishment  of  the  Erie  and 
Champlain  canal  debt,  will  be  provided  at  a period  not  more 
remote  than  tlie  first  of  July  next;  and  thereafter  the  auction  and 
salt  duties  will  be  restored  to  the  general  fund.  These  sources 
of  revenue  have  been  appropriated  to  the  canal  fund  for  nine- 
teen years,  and  have  yielded  to  that  fund  an  aggregate  sum  of 
$5,395,529  45.  During  the  same  period  there  has  been  paid 
the  city  of  Mew  York,  out  of  the  moneys  received  into  the 
treasury  from  auctioneers,  for  the  support  of  foreign  poor  and 
the  New  York  hospital,  the  sum  of  $636,500.” 

The  net  revenue  from  auction  and  salt  duties  for  the  year 
ending  30th  September,  is  stated  at  $329,000.  The  receipts  for 
the  current  year  are  estimated  at  $350,000;  of  which  sum 
$200,000  may  be  applied  to  the  suppoi  t of  the  government.  The 
general  fund  will  also  receive,  in  bonds  and  money,  from  the 
sale  of  lands  at  Oswego,  the  sum  of  $154,535.  These  sums, 
with  a number  of  small  Items  of  reveiMie,  make  a total  of 
$378,000;  being  within  $5,000  of  the'estimated  expenses  for  the 
current  year. 

If  the  sum  of  $.52,579  97,  paid  out  of  the  treasury  for  the 
year  ending  30th  September,  he  deducted  from  the  total  pay- 
ments frotn  the  treasury  during  tlie  same  time,  $433,772  74,  it 
will  leave  for  the  actual  expenses  of  the  stale  government  the 

gum  ol $381,192  77 

From  which  deduct  the  amoutit  for  deficiencies  of 

the  lateral  canals, 44,465  i.38 


And  It  leaves  for  the  ordinary  support  of  the  go- 
vernment, the  sum  of $336,727  38 

This  sum  is  not  greater  than  the  probable  receipts  annually 
from  auction  and  salt  duties,  which  by  an  amendment  to  the 
constitution,  are  soon  to  be  restored  to  the  general  fund.  If, 
therefore,  provision  is  now  made  to  relieve  the  general  fund 
from  the  annual  drafts  upon  it  to  make  up  deficiencies  in  the 
revenues  of  the  lateral  canals,  the  restoration  of  the  auction 
and  salt  duties  to  this  fund,  will  enable  it  hereafter  to  sustain 
the  ordinary  expenses  of  the  government.  But  if  the  treasury 
is  to  be  bnrthened,  not  oitly  with  the  debts  and  deficiencies  of 
the  canals  already  in  operation,  but  also  with  those  of  the  Ohe- 
nanso  canal,  the  revenues  of  the  general  fund  will  be  inade- 
quate to  meet  the  demands  upon  it  and  a resort  must  be  had 
either  to  taxation  or  to  borrowing. 

The  course  of  legislation  relative  to  the  lateral  canals,  has 
been  in  direct  oppo.<ition  to  the  principle  established  in  the  act 
of  1817,  of  providing  auxiliary  resources  to  pay  interest  on  the 
loans;  a principle  which  has  been  so  advantageous  to  our 
canal  system,  and  which  lies  at  the  very  foundation  of  public 
credit. 

In  1825,  an  act  was  passed  for  the  construction  of  the  Os- 
wego canal,  under  which  a debt  was  contracted  of  $427,347. 
In  1830,  five  years  after,  an  act  was  passed  charging  all  defi- 
ciencies in  the  revenues  to  pay  interest  and  keep  the  canal  in 
repair,  upon  the  treasury. 

In  1825,  also,  an  act  was  pa.«sed  for  the  construction  of  the 
Cayuga  .and  Seneca  canal,  under  which  a debt  of  $237,000  was 
contracted.  Five  years  after,  the  interest  on  this  debt  and  the 
deficiencies  in  the  revenues  of  the  canal  to  keep  it  in  repair, 
were  charged  U[)on  the  treasury. 

In  1829,  an  act  was  passed  for  the  construction  of  the  Che- 
mung canal,  under  which  a debt  of  $316,000  was  created;  and 
in  1833,  four  years  thereafter,  this  debt  and  the  repairs  of  the 
canal  were  thrown  upon  the  general  fund. 

In  1829,  an  act  was  passed  for  the  construction  of  the 
Crooked  Lake  canal,  under  which  a debt  of  $120,000  was  con- 


tracted; and  in  1834,  five  years  thereafter,  this  debt  and  the 
maintenance  of  the  canal,  were  pul  upon  the  treasury. 

These  burthens  have  been  accumulating  upon  the  general 
fund,  from  year  to  year,  vviihont  the  adoption  of  any  measures 
to  collect,  liy  tax,  the  revemics  iiecessary  to  meet  the  demands 
thus  made  upon  the  treatiury. 

It  is  necessary  to  look,  not  only  at  the  present,  but  at  the 
prospective  condition  of  the  treasury,  in  reference  to  the 
claims  wiiicii  will  continue  to  he  pressed  ujion  it. 

The  general  fnmi  debt,  on  the  fir.'t  of  February,  1833,  will 
amount  to  about  one  million  of  dollars,  in  1832,  only  four 
years  since,  there  was  no  debt  charged  upon  the  general  fund, 
and  it  had  a capital  of  nearly  a million  of  dollars.  It  should  he 
observed,  however,  that  more  than  half  of  the  debt  against  this 
fund  is  in  consequence  of  the  stock  issued  to  John  Jacob  Asior, 
by  virtue  of  chap.  86,  of  tlie  laws  of  1831. 

The  debt  again.sl  the  state,  on  account  of  the.  lateial  canals, 
already  amounts  io  $2,094,304,  and  there  will  he  added  to  this 
debt,  during  the  current  year,  the  sum  of  $860,000.  Aiid  to 
this  the  debt  of  the  general  fund,  $888,979  02,  and  it  makes  a 
total  debt  of  $3,823,283  02;  for  the  payment  of  which,  no  ade- 
quate provision  has  been  made. 

In  relation  to  a portion  of  this  amount,  (the  sums  authorised 
to  be  borrowed  for  the  construction  of  tlie  Chenango  canal),  no 
provision  has  been  made  for  tlie  payment  of  the  interest,  and  it 
cannot  legally  be  paid,  even  if  there  was  money  in  the  treasury, 
after  the  moneys  borrowed  for  the  construction  of  the  canal  are 
drawn  out  of  the  bands  of  the  commissioners.  This  fact  was 
communicated  to  the  last  legislature,  in  a report  from  this  of- 
fice, being  document  No.  381,  of  the  assembly,  to  which  the  le- 
gislature is  respectfully  referred. 

The  stock  authorised  to  be  issued  for  the  construction  of  the 
Clienango  canal,  is  to  be  reimbursed,  after  the  year  1845,  out 
of  the  revenues  of  the  Erie  and  Champlain  canals.  But  in  ad- 
dition to  the  constitutional  barrier  against  applying  the  reve- 
nues of  those  canals  to  defray  the  expenses  of  the  lateral  ca- 
nals, it  is  now  quite  certain  that  the  enlargement  of  the  Erie 
canal  will  consume  the  surplus  revenues  of  the  canal  fund  for 
the  next  ten  or  twelve  years.  In  the  mean  time,  how  is  tlie 
interest  on  th-r  Chenango  stock  to  be  paid?  If  it  is  made  a 
charge  upon  the  treasury,  and  this  must  bo  done,  or  the  stock 
will  be  dishonored,  and  the  credit  of  the  state  seriously  impair- 
ed; and  if  money  is  to  he  borrowed,  to  enable  the  treasury  to 
meet  the  demand,  the  delit  on  account  of  the  Chenango  canal, 
at.  the  close  of  1845,  instead  of  being  $1,860,000,  the  slock  is- 
sued, will  amount  to  .$2,891 ,995  20.  Ill  the  paper  marked  H, 
a caicniation  is  made,  to  show  the  accumulation  of  interest  on 
the  million  already  loaned,  assuming  that  money  will  he  bor- 
rowed quarterly,  at  5 per  cent,  to  pay  the  intere.st,  and  com- 
mencing January  1,  1836.  The  accnmulation,  by  lliis  process, 
to  meet  the  interest  on  the  rniilion  of  dollars,  will  amount,  on 
the  first  of  October,  1845,  to  the  sum  ot  $643,619  20.  Adniit- 
tihg  that  the  premium  on  the  $860,000,  authorised  to  be  loaned, 
will  pay  the  itiferest  on  the  slock  for  two  years,  and  that  mo- 
ney is  borrowed  in  the  manner  before  described,  to  pay  the  in- 
terest thereafter,  there  will  he  an  acenmnlalion  on  this  account, 
on  the  first  of  October,  1845,  of  $388,376.  3'hiis  showing  that 
if  money  is  borrowed  to  pay  tlie  interest  as  it  becomes  due, 
on  the  stock  issued  and  to  he  issued  for  the  construction  of  the 
Chenango  canal,  it  will  increase  the  debt,  in  ten  years— the 
siinrlpst  period  at  which  any  aid  can  be  expected  from  the  Erie 
and  Champlain  canal  fund — one  million  thirty-one  thousand 
nine  hundred  and  ninety-five  dollars. 

Altlioiigh  the  canal  may  be  finished  and  in  operation  in  1837, 
it  is  not  supposed  that  the  revenues  from  it  will  afford  any  aid 
in  paying  interest  on  the  debt.  On  the  contrary,  if  the  expen- 
ditures for  repairs,  and  the  receipts  for  lolls,  are  to  be  te.sted  by 
llie  operations  of  the  Chemung  and  Crooked  Lake  canals,  the 
tolls  will  come  very  far  short  of  keeping  the  canal  in  repair. 

It  is  vitally  impotlanf  to  the  credit  of  the  state,  and  essential 
to  the  success  of  the  canal  system  itself,  that  certain  and  am- 
ple means  should  be  provided  to  pay  the  interest  upon  ail  the 
stock  issued,  quarter-yearly  as  it  becomes  due.  Whenever  the 
credit  of  the  people  is  used,  it  should  he  snrronnded  by  such 
ample  guards  as  to  leave  not  the  shadow  of  dontit  as  to  its  pre- 
servation. It  i.s  worthy  of  remark,  that  the  house  ofassembly, 
in  1817,  when  the  act  was  passed  authorising  a loan  to  com- 
mence the  Erie  canal — after  setting  apart  the  auction  and  salt 
duties,  slearnhoat  tax,  and  a tax  of  the  larid.s  on  each  side  of 
the  canal  for  twenty-five  miles,  as  a special  fund  to  provide  for 
the  interest  on  the  money  borrowed — were  so  ciuitious  about 
using  the  credit  of  the  people,  that  the  hill  actually  passed  the 
house  of  assembly,  without  any  authority  to  pledge  the  faith  of 
the  stale  for  the  payment  of  the  loan.  The  senate,  under  a be- 
lief that  a pledge  of  the  faith  of  the  state  would  aid  essentially 
in  making  the  loans,  and  being  confident  that  the  revenues  pro- 
vided by  the  hill,  would  meet  all  demands  upon  the  fund,  in- 
serted the  provision  which  hinds  tlie  slate  for  the  ultimate  re- 
demption of  the  stock. 

J’he  auxiliary  fund.s  provided  to  pay  tlie  interest  on  Ihe  mo- 
ney borrowed  for  the  consituction  of  the  Eiie  and  Champlain 
canals,  have  produced,  in  tlie  aggregate,  a greater  sum  than  has 
lieen  paid  for  imprest  on  all  the  loans  made  on  the  credit  of  the 
fnmi  from  1817  to  the  present  time.  The  total  amount  paid  for 
interest  has  been  $5,046,478  88.  The  sum  paid  to  the  canal  fund 
from  the  auction  and  salt  duties  alone,  has  been  $5,395,539  45. 
Excess  $349,060  57. 
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'J'litjri;  is  no  qnasiiPMi  of  pidicy  of  more  vital  import.anee  to 
the  wliohi  jieople  of  mis  state,  than  the  preservation  of  a soiiinl 
financia!  system.  It  is  a fatal  etror  to  snppose  that  a slate  can 
Imip'  prioper  hy  a coiirsr  of  measure-^  in  relatipm  to  its  moneyed 
opp-raiimis,  wliieli  would  prpive  riiinons  to  an  indiviiJnal. 

[f  nipiney  is  to  he  ppirrowed,  to  he  expendpoi  upon  worlts 
which  promise  no  return  to  pay  inti^resl  or  principal  on  llie 
loan,  a stun  snffieieni  to  pay  the  interest  at  least,  slionid  be 
providi  d hy  a direct  tax.  If  the  ohjeet  of  the  expenditure  is  a 
projier  one,  there  is  no  reason  to  snppose  that  an  intelliuent 
people  will  disapprove  of  it;  .and  if  the  object  is  of  such  a cha- 
racter that  the  tax  payers  would  find  fault  with  being  taxed  for 
the  interest,  how  much  slromrer  would  he  their  reasons  for  con- 
demning the  policy  of  using  their  credit  for  the  loan  of  the 
principal. 

It  is  known  to  every  tax  payer  in  the  stale,  tiiat  money  is  re- 
quired for  the  support  of  the  government;  and  also  that  if  mo- 
ney is  expended  by  the  government  in  making  mails,  canals 
and  other  impioNvements,  it  must  be  borrowed  on  the  faith  of 
llie  stale;  and  that  to  preserve  this  faith,  the  interest  at  least 
innsi  be  promptly  paid.  *Tt  would  be  an  impeachment  of  the 
intelligence  and  correct  business  principles  of  the  people  of  lliis 
Slate,  to  sniipose  that  they  would  not  readily  assent  to  the  rea- 
sonableness of  a tax  to  pay  the  interest  on  all  debts  contracted 
by  the  stale.  They  might,  indeed,  inquire  what  had  become 
of  the  revenues  of  the  general  fund.^  And  they  might  be  an- 
swered by  pointing  their  attention  to  the  school  fund,  with  its 
productive  and  unproductive  capital  of  two  millions;  to  the  lite- 
rature fund,  with  a productive  capital  of  $265,000;  to  the  Erie 
and  Champlain  canals,  now  nearly  free  from  debt,  and  yielding 
from  lolls  alone,  a net  revenue  of  nearly  a million  of  dollars  an- 
nually; and  to  the  fact,  that  for  ten  years  there  has  been  no 
slate  lax,  and  no  means  for  paying  the  ordinary  expenses  of  the 
government,  without  using  the  capital  of  the  general  fund  for 
the  purpose. 

With  the  knowledge  that  the  necessity  of  a tax  has  been  pro- 
duced by  expenditures  which  have  exalted  the  character  of  the 
stale  abroad,  and  added  millions  to  the  wealth  of  its  citizens  at 
home;  and  that  it  has  become  indispensable  to  replenish  the 
treasury  in  order  to  save  it  from  embarrassment  and  enable  the 
slate  to  preserve  its  high  credit,  and  move  onward  in  its  elevat- 
ed career— can  it  be  supposed  that  a people,  the  great  mass  of 
whom  are  frugal,  imlustrious  and  intelligent,  and  who  measure 
their  outgoes  by  their  incomes,  will  condemn  their  agents  for 
applying  these  salutary  principles  in  the  administration  of  the 
financial  atfairs  ol  the  government,  by  calling  for  a lax  when 
the  cnm'iit  demands  upon  the  treasury  require  it.’ 

After  enumerating  the  various  taxes  levied  from  1778  to  1825, 
to  suppoit  the  government,  and  preserve  the  capital  of  the  ge- 
neral fund,  the  report  says: 

In  1826,  the  state  tax  was  entirely  removed,  and  has  not 
Kinee  been  renewed.  'I’he  comptrolier  has  annually  recom- 
im  nded  a tax,  as  the  only  means  of  preserving  the  capital  of 
the  gimeral  fund,  and  as  the  best  means  of  sn.staining  a sound 
financial  system,  and  a whole.some  administration  of  all  the 
inoni'yed  operations  of  the  si, ate  government.  The  preserva- 
tion of  the  capital  of  the  geni-ral  fnnil,  has  not  been  regarded 
of  importance  by  the  legislature,  and  hy  its'enactmenls,  the 
bonds  and  mnrtgagi's  belonging  to  this  liitid  h:ivi‘  been  convert- 
eil  into  money,  ami  the  (irocerds  used  for  the  ctirretil  expenses 
of  il;e  treasury. 


hetlu'r  the  extinction  of  the  general  fund,  as  bereloforc 
con.iMule.l  shall  prove  a detri.mnt  to  tlie  int.'re.sis  of  the  stat 
will  ,l..,,.-nd  wry  ni.ieh  opoo  the  eo.irse  of  measures  now  to  he 
n.b.pt.  d hy  the  I,  gtslatnre.  If  . (nci.ml  means  aie  taken  to  for 
l.fyihe  ireasnrv.and  gi.a.d  ag.i m a rn  mo.ts  system  of  hor- 
r.iwmg  and  toll, tig  np  an  endh-ss  d.  ht,  the  a.milnlaiion  of  the 
larm.  and  will  oeeasion  no  ri'grets.  As 
(ormer  repon,ihe  preservation  of  the 
reg.inled  of  imporianee  hy  tin*  coinp- 
paviiig  the  aniiiial  clcirges  upon 


geniT.il  fund  can  if 
has  hr.m  ohsrrvo'd 
C'-ni'ral  fund  has  been  i 
irolirr,  only  as  ilte  m<-an 
the  treasury,  and  hy  it 


e ireasnrv,  ami  hy  its  revenim,  warding  off  a slate  d7.ht. 

U hen  the  policy  of  spending  the  capit.il  of  the  gemTal  fit 
mnnv'  of  roitlciulcd  by 

many  of  these  who  were  m favor  of  fhe  course  which  has  been 


nd 


pnr'iiial,  that  ili(‘  posscs.-ion  of  a liiml  lor  the  onlimiry  e.\[ieiises 
ol  tins  giivrii, Oil-Ill,  proilUced  tin  iiid ifl'ei ence  in  n gard  to  aj)- 
proioialmns,  which  would  nol  exist,  il  the  ex pendii me  was  to 
III-  followed  hy  tin  annual  tax  to  the  full  exicnl  of  the  appro- 
piiaiion<  made.  And  the  advi/ctiles  ol  this  docii ine  insisleil, 
that  II  was  III  sirici  ticcoi'danco  Wiiii  the  diciale.s  of  sound 
policy,  to  ^pl  nd  ihe  general  liind,  and  i hi  retilier  lo  support  the 
govi  1111111-111  hy  ti  direct  Itix.  'I'he  snniidiiess  of  this  proposi- 
lioii.  taken  tis  a whole,  was  not  denied  hy  the  comptroller;  and 
the  firsi  tirtmeh  of  ii,  the  spending  of  the  generttl  (nnd,  Imviiig 
lieeii  earned  inlii  coiiipleie  effect,  Ihe  time  has  arrived  fur  con- 
sidering Ihe  other  hriiiieh  of  the  propiisinon.  If  the  legisltunre 
should  deem  it  expedient  to  tiillow  out  this  policy,  and  should 
anilmrise  a itix  to  he  levied  for  the  support  ol  the  government, 
Ihe  auction  and  salt  (Julies  might  he  applied  to  pay  interest  on 
the  (lehi  created,  and  to  he  created  for  the  coiisiruclion  of 
laiertil  cantils,  timi  lo  aid  in  iitlier  ex(iemliiures  in  relation  to 
iliem.  Whether  the  revenue  is  applied  to  one  of  these  ohjecls 
or  the  Ollier,  the  treasury  onght  to  he  replenished  liy  a light  lax. 

II  new  canals  are  to  he  eommenced,  or  if  stocks  is  to  be 
issued  for  any  uhjecl  whatever,  on  the  credit  of  the  people,  Ihe 
eslahlishmenl  ol  a .system  of  revenue,  on  a firm  basis,  should 
precede  any  fnriher  use  of  such  crediT;  and  this  system  onght 
to  he  made  sufficieiiUy  broad  to  cover  $150,000  annually,  to  pay 
interest  on  the  lateral  canal  debts. 

The  funds  of  the  state,  with  the  exception  of  the  general 
fund  and  the  lateral  canal  funds,  are  in  a condition  of  unexam- 
pled prosperity. 

The  net  revenue  of  the  Erie  and  Champlain  canal  fund  for  the 


year,  amoniils  to $1,1.56,000 

Tile  common  school  lund  revenue,  to 134,000 

The  literature  fund  revenue,  to 15,000 


Total  net  revenue  of  the  above  funds $1,305,000 

The  aggregate  debt  of  the  slate,  amounts  to  $7,190,992  21. 
This  includes  all  the  out-standing  stocks  issued  for  the  con- 
slruciiou  of  the  Erie  nnd  Champlain  canals,  and  it  is  proper, 
Iberefiire,  to  deduct  from  the  above  aggregate,  the  amount  of 
funds  in  the  bands  of  the  commissioners,  $3,406.8h9  72,  appli- 
cable to  the  payment  of  the  canal  debt.  This  will  leave  the 
amount  of  debt  nniirovided  for,  $3,784,182  49,  as  follows,  viz: 


Balance  of  Erie  and  Champlain  canal  debt, ....  ..$820  899  47 

Oswego  canal, 421 ,304  00 

Cayuga  and  Seneca  canal, 227  tiOO  00 

Chemung  canal, 316  1)00  00 

Crooked  lake  canal, 120,000  00 

Chenango  canal, 1,000,000  00 

Slock  issued  to  J.  J.  Astor 561.500  00 

Loaned  from  bank  fund, 307,479  02 


$3,784,182  49 

The  Erie  and  Champlain  canal  debt  will  not  be  increased,  or 
a new  debt  created,  on  account  of  the  contemplated  improve- 
ments on  the  Erie  canal.  A sum  sufficient  to  pay  the  entire 
debt  of  these  canals,  will  be  provided  and  itivesled  as  contem- 
plated by  the  amendment  to  the  coiisiilution  When  ibis  is 
done,  the  revenues  from  auction  and  salt  duties  will  be  restored 
to  the  general  fnnd;  after  which,  the  surplus  revenne  from  tolls 
will  he  expended  in  doubling  the  locks  niilil  after  1837,  when, 
by  the  9th  section  of  the  act  for  enlarging  the  canal,  ‘*the  ex- 
penditures shall  be  so  limited  as  to  leave,  from  the  canal  re- 
venues, ail  annual  income  to  the  state  of  $300,000.” 

The  report  gives  an  abstract  of  the  valuations  of  re.al  and 
personal  estate  in  the  several  eoiiniies,  so  far  as  returns  could 
be  obtained  from  the  clerks  of  the  boards  of  supervisors;  and 
also  the  numberof  acres  of  land  assessed,  the  amount  of  county 
and  town  charges  for  1835,  and  the  rate  of  taxation  upon  each 


dollar  of  the  assessed  value  of  real  and  personal  estate.  The 
results  are  as  follows,  viz: 

Real  estate  in  48  counties, $387 ,715. .375 

“ “ in  7 counties,  nol  returned, 14.769,933 

Personal  estate  in  48  counties, 122,840.043 

Non-resident  liehis ,3.773.921 

Pe.rsonal  estate  in  7 counties,  nol  returned, I ..553,650 


$.530,653,5-24 

Tlie  total  sum  levied  upon  45  counties,  for  conniv  expen- 
ses, is '..... •...$608, .574  61 

The  sum  levied  upon  44c'ounlies,  for  town  expen- 
ses, is..'. 457,265  26 

The  amount  of  tax  upon-  Ihe  city  and  county  of 

New  York,  say, 905,000  00 

Add  average  county  expenses  for  9 delinquent 

cmnilies, 121,714  92 

Add  average  town  charges  for  10  delinquent  coun- 
ties,  103,923  92 


And  it  makes  the  aggregate  amount  of  the  an- 
nual i.'ix  upon  llie  whole  state,  for  county  and 
town  cliargps $2,196,478  71 

Which  will  average,  probably,  about  $1  to  eacli  inhabitant  in 
tin  v-iaie. 

The  average  rate  of  taxation,  is  5 mills  and  12  hundredths 
npon  eaeli  dollar  of  the  assessed  valuation  of  the  property  of 
tin-  Slate. 

The  augregatp  number  of  acres  of  land  assessed  in  the  whole 

stale  is  27,680,839. 
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The  present  number  contains  t~iventy-four  pages — to 
assist  in  getting-in  some  small  portion  of  the  current 
matter. 

We  hope  to  add  several  other  speeches  on  ]Mr.  Ben- 
ton's resolutions  in  the  senate,  concerning  the  surplus  mo- 
neys in  the  treasury — ^but  must  first  dispose  of  those  of 
Mr.  Adams,  Mr.  WiseandMv.  Cambreleng,m  the  house 
of  representatives,  as  having  an  immediate  relation  to 
those  given  in  the  present  publication. 

The  late  reception  of  several  important  articles,  has 
compelled  the  postponement  of  others  that  may  be  better 
delayed — and,  at  once,  crushed  all  the  miscellaneous 
articles  that  we  had  prepared,  and  which  must  chiefly  be 
lost.-  Certainly,  our  business  is  a very  vexatious  one. 

Among  other  things  Ijdng  over  are  three  or  four 
columns  of  documents  concerning  affairs  in  Florida. 

T\\e.  foreign  ?ietvs  will  be  gladly  received.  Peace  will 
be  preserved  with  Fiance. 

We  intend  another  eifort,  a fortnight  hence,  to  reduce 
the  amount  of  the  articles  laid  aside  for  insertion. 


In  New  York,  sales  of  U.  S.  bank  stock  were  made  at 
$127.75,  cash;  and  in  Philadelphia,  at  $128.75  to  $129.25. 
cash  to  30  days. 

The  “expunging”  resolutions  have  passed  the  house  of 
delegates  of  Virginia,  73  to  59. 

FOR  THE  WEEKLY  REGISTER. 

Table  shewing  the  comparative  increase  of  the  white 


and  calored  population. 

in  the  five 

original 

states  that 

have  retained  and  cherished  the  institution  of  slavery  in 

40  years. 

Whites 

Whites 

Colored 

Colored . 

in  1790. 

in  1830. 

in  1790. 

in  1830. 

Maryland 

208,649 

291,108 

111,079 

155,932 

A^irginia 

.442,115 

694,300 

306,193 

517,105 

N.  Carolina 

288,204 

472,843 

105,547 

265,144 

S.  Carolina 

140,178 

314,401 

108,895 

323,322 

Georgia 

52,886 

269,806 

29,662 

220,017 

1,132,032 

2,042,458 

661,376 

1,481,520 

A little  plain  arithmetic  applied  to  the  above  columns 
shews,  that  the  white  population,  on  a capital  of  1,132,032 
falls  221,608  short  of  duplicating  in  40  years — whilst  the 
colored  goes  158,768  beyond  a duplication.  It  further' 
shews  that,  while  the  whites,  in  those  states,  increase  at 
the  rate  of  180  per  centum  in  a period  of  40  years — the 
colored  increased  at  the  rate  of  224  per  cent,  in  the  same 
time.  It  shews  that  the  colored  population  on  a capital 
of  little  more  than  half,  will,  at  the  same  ratio  of  in- 
crease, more  than  equal  the  whites  in  a century — the 
half  of  which  has  nearly  elapsed  since  the  census  began. 

These  views  indicate  a result,  of  serious  import.  The 
circumstances  of  the  past  year,  urge  upon  the  patriot, 
its  earnest,  bat  cahn  consideration.  Though  the  institu- 
tion from  which  this  result  must  spring,  involves  a re- 
mote and  consequential  interest  of  all,  yet  it  is  morally, 
and  constitutionally,  the  peculiar  concern  of  the  states 
which  cherish  it.  Let  not  tlien  fanaticism,  nor  misguid- 
ed philanthropy  interfere  on  the  one  hand,  nor  on  the 
other,  let  morbid  selfishness,  reckless  of  the  future, 
think  to  subdue  the  benevolent  and  patriotic  feelings  of 
those  who  regard  that  institution  as  “a  moral  and  poli- 
tical evil,”  by  denouncing  the  statesmen  wlio  have  thus 
thought,  as  being  “influenced  by  a spirit  of  sickly  sen- 
timentality.” It  was  so  regarded  by  the  greatest  and 
brightest  characters  that  ever  adorned  the  southern  he- 
misphere— by  Washington,  Jefierson,  Marshall  and  Ma- 
dison. It  is  so  regarded  by  thousands  of  the  purest  pa- 
tfiots  of  the  present  day.  Verbum  Sat. 

[A  Kentucky  correspondent.! 

VoL.  XLIX-Sig.  28. 


[These  are  the  five  original  slave-states — and  the  chief 
sources  of  the  supply  of  others.  This  should  be  recol- 
lected.] 

Canada.  Agitation  has  again  commenced  in  Canada  more 
seriously  than  ever.  Lord  Gosford,  the  governor  has  disband- 
ed, by  proclamation,^  a newly  organised  military  company. 
Meetings  have  been  held,  and  a general  congress  is  proposed. 
Things  look  squally  in  the  British  provinces. 


Letter  from  Thompson.  The  London  Watchman  of  No- 
vember 18th  contains  a long  letter  from  George  Thompson, 
dated  at  Marblehead  Beach,  September  lOih,  giving  a woful 
description  of  the  persecutions  of  which  he  is  the  subject.  He 
denounces  with  great  bitterness  the  “merchants  and  mechanics, 
priests  and  politicians,”  of  the  north,  because  of  their  opposi- 
tion to  him.  “My  own  faith,”  he  says,  “has  had  to  stand  a 
fiery  ordeal.  I thank  God  I can  say  that  ‘none  of  these  things 
move  me.’”  Nevertheless  he  was  then  in  concealment,  and 
did,  consequently,  and  very  soon  afterwards,  move  out  of  the 
country.  Of  one  of  his  illustrious  associates,  he  says — “My 
dear  friend  Garrison  is  nobly  conducting  his  paper  in  the 
storm.  He  stands  like  a rock  of  adamant  and  seems  to  me  to 
have  the  vision  of  a seer.”  This  was  but  a few  weeks  before 
this  rock  adamantine,  self-moved,  was  ensconced  beneath  a 
pile  of  shavings  in  his  terror  at  the  presence  of  people  who 
would  not  allow  a hair  of  his  head  to  be  injured.  A pretty 
seer  this!  Wonder  whafhe  saw  in  the  joiner’s  shop.^ 

{New  York  Com, 


Sir  James  JHaciniosh  says — ■ 

“It  is  probable  that  the  quantity  of  labor  employed,  in  England 
on  docks,  canals  and  other  useful  works  during  the  last  fifty 
years  is  greater  than  that  employed  on  all  the  boasted  works 
of  Asia,  from  the  wall  of  China  to  the  pyramids.  To  pierce 
a country  in  all  directions  with  canals,  is  in  truth  a greater 
work  than  any  of  them.  But  our  public  works  being  dispers- 
ed, unornaniented,  and  for  purposes  of  obvious  use,  want  the 
qualities  that  impose  on  the  vulgar  imagination.” 

THE  SEMINOLE  WAR. 

Until  too  late  to  remedy  the  defect,  we  forgot  to  examine  and 
report  the  substance  of  the  numerous  incidents  and  proceed- 
ings happening  in  this  war — and  can  now  do  no  more  that  brief- 
ly mention  a few  things. 

The  arrival  of  volunteers  at  St.  Augustine  had  rendered  the 
people  of  that  city  tranquil.  An  attack  was  not  expected— nor 
did  the  citizens  fear  one. 

Large  supplies -of  troops,  chiefly  volunteers  and  regulars,  had 
been  raised  in  the  stales  of  South  Carolina,  Georgia,  Alabama, 
Louisiana,  &c.  for  Florida;  and  were  to  proceed  immediately 
in  steamboats,  &c. 

A communication  between  St.  Augustine  and  Picolata  had 
been  opened— whereby  the  fears  entertained  for  gen.  Clinch 
and  the  army  under  him,  had  been  relieved. 

There  seems  but  little  doubt  that  many  of  the  Creeks  had 
joined  the  Serrrinoles— and  will  share  the  awful  fate  that  await# 
the  former. 

Several  skirmishes  had  taken  place  between  our  people  and 
the  Indians — with  various  results.  It  appears  as  though,  the 
former  would  remain  on  the  defensive,  until  a force  was  ga- 
thered sufficient  for  their  purpose.  In  the  mean  time,  we 
should  suppose  that  a large  pari  of  East  Florida  would  remain 
in  possession  of  the  savages — who  have  confined  their  ravages 
to  that  part,  and  towards  the  Cape— which  is  but  thinly  inha- 
bited by  white  persons.  They  are  supposed  to  receive  supplies 
from  the  old  pirates  of  Cuba;  who  have  so  far  resumed  their 
former  doings. 

Many  of  the  official  papers,  and  apparently  authentic  state- 
ments shall  he  inserted  hereafter.  On  the  whole,  we  have  rea- 
son to  hope  that  mischief  has  done  the  worst  that  it  can  do. 

Baton  Rouge,  Jan.  23.  An  express  arrived  here  last  Thurs- 
day night,  bringing  orders  for  the  immediate  departure  of  the 
whole  of  the  troops  stationed  at  this  port,  for  Florida. 

An  engagement  has  taken  place  in  the  neighborhood  of  Fort 
King,  between  the  forces  commanded  by  gen.  Clinch  and  about 
600  Indians,  whites  and  negroes.  The  latter  were  repulsed 
leaving  about  60  dead  on  the  field.  The  chief  is  among  the 
slain.  The  loss  on  the  part  of  the  U.  States  troops  is  supposed 
to  he  about  10  among  whom  are  several  officers. 

We  trust  immediate  steps  will  be  taken  by  our  citizens,  for 
the  protection  of  the  barracks  and  arsenal  at  this  place,  during 
the  absence  of  the  troops. 
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Since  the  forcgoin*;  was  in  type  we  liave  seen  the  nenllcm<Tn 
who  hron'.’IU  llie  express,  who  iiirorins  lhat  lliere  were  four 
killed  and  fifty-si, x wounded  of  the  troops  under  geii.  Oliucli. 
The  general  received  several  shots  through  his  cap  and  cloth- 
ing. 


TWO  DAYS  LATER  FROM  ENGLAND. 

The  packet  ship  Napoleon,  capt.  Smith,  arrived  at  New  York 
on  Thursday,  from  Liverpool,  whence  she  sailed  on  the  24th  of 
Decemlicr,  bringing  Loudon  papers  to  the  23d,  inclusive,  and 
Livcrimol  to  the  day  of  sailing.  'J’hey  afford  little  news. 

• The  despatch  of  the  I’anlaloon  for  Norfolk  does  not  appear 
to  have  been  known  in  London.  The  papers  continued  to  dis- 
cuss the  (luestion  of  our  riifiercnce  with  France,  but  without 
eliciting  either  facts  or  opinions  of  much  novelty. 

The  following  is  from  the  London  Times  of  December  22: 

The  French  papers  of  Friday  and  Saturday  abound  in  specu- 
lation relative  to  the  chances  of  a war  with  America,  but  they 
do  not  throw  any  further  light  on  the  matter:  indeed,  for  some 
days  past,  nothing  further  has  been  said  of  the  naval  prepara- 
tions which  had  been  announced  at  the  titne  that  Mr.  Barton, 
the  United  Stales  charge  d’affaires,  had  applied  for  his  passports. 
The  letters  of  our  own  correspondent  in  Philadelphia  continue 
to  be  copied  in  the  columns  of  the  Parisian  journals,  from 
whence  the  opinions  they  convey  seem  to  react  in  various  ways 
on  the  public  mind,  more  especially  on  lhat  portion  of  the 
French  public  who  frequent  the  Bourse.  Some  of  the  papers 
ascribe  to  the  letter  from  Philadelphia,  in  the  7’twes  of  Wed- 
nesday last,  a rise  of  rather  more  than  one-half  percent,  which 
took  place  in  the  French  funds  on  the  following  Friday. 

From  the  same. 

Paris,  Dee.  21. — There  is  no  farther  news  from  America.  It 
was  stated  yesterday,  in  a distinguished  circle,  that  lord  Pal- 
merston had  decidedly  offered,  officially,  the  mediation  of  Eng- 
land to  the  French  and  American  governments.  This  is  evi- 
dently premature;  but  what  [ can  tell  you  for  a fact  is,  that  the 
journals  which  assert  that  France  would  refuse  it  are  ignorant 
of  the  feelings  of  the  cabinet. 

The  president’s  last  annual  message  had  not  been  received. 
Much  anxiety  was  expressed  to  know  its  tenor  and  contents. 

French  journals  say  that  the  budget  will  not  contain  any  de- 
mand of  increased  appropriations  for  the  department  of  marine. 

Much  satisfaction  has  been  occasioned  in  England  by  the  safe 
arrival  at  Hull  of  one  of  the  whale  ships  which  had  been  frozen 
up  in  Baffin’s  bay.  The  captain  reported  that  five  others  were 
nearly  free,  and  that  all  would  probably  get  away,  except  four, 
of  whose  situation  he  knew  nothing. 

There  is  nothing  new  from  Spain  or  Portugal.  [Com.  Mo. 


LATEST  NEWS. 

By  the  arrival  of  the  mail  on  Thursday  night,  we  received 
by  way  of  New  York,  accounts  from  London  papers  of  the  3lst 
December — by  a packet  ship. 

The  president’s  message  arrived  at  Liverpool  December  29th, 
and  in  the  Lonilon  papers  of  the  30ih,  was  published  entire. 
So  far  as  it  produced  any  affect  upon  the  funds,  the  tendency 
was  upwards.  Of  course  we  have  no  news  of  its  reception  in 
Paris. 

Gen.  Colocotroni,  who  wps  a few  years  since  sentenced  to 
death  by  the  Greek  government  for  being  concerned  in  an  in- 
surrection, has  been  made  a member  of  the  council  of  state. 

Money  was  plenty  in  London,  and  business  bills  were  readily 
discounted  at  3J  per  cent,  per  annum. 

The  number  of  deaths  in  London  from  December  9,  1834,  to 
December  15,  1835,  was  21,415.  Births  26,128. 

The  bombardment  of  St.  Sebastian  by  the  Carlists  had  ceas- 
ed and  the  assailed  had  become  the  assailants. 

FRANCE. 

From  GalignanVs  Messenger,  December 

OPENING  OF  THE  SESSION— THE  KING’S  SPEECH. 

At  a very  early  hour  this  morning  all  the  approaches  to  the 
chamber  of  deputies  were  thronged,  notwithstanding  that  the 
weather  was  most  unpromising,  and  in  the  immediate  neigh- 
borhood of  the  palais  Bourbon  the  customary  military  force 
was  in  attendance.  The  gardens  of  the  Tuilleries  were  closed. 
Ills  majesty  on  quitting  the  Tuilleries  at  one  o’clock,  instead 
of  taking  his  usual  route  to  the  Pont  Royal,  proceeded  by  the 
quay  adjoining  to  the  Tuilleries,  and  crossed  the  Pont  de  la 


At  half  past  1 o’clock  precisely,  the  king  and  their  royal  h 
nesses  the  duke  de  Nemours  and  prince  de  Joinville,  who 
been  preceded  by  the  deputation  of  the  peers  and  denut 
and  by  Ins  m.ajesly’s  officers  of  ordinance,  arrived  and  t 
their  scats  amidst  reiterated  shouts  of  “vive  le  roi.”  1’he  d 
v!n„  ">e  right,  and  the  prince  de  J 

bLllih  Ins  majesty,  who  seemed  in  excel 

health,  and  m a firm  and  impressive  tone  read  the  follov 


or  II. 

Gentlemen  of  the  chambers  of  peers  and  deputies— fn  se. 
T"''®  around  me,  1 am  happv  to  be  abl 

congratuhitr  myself  and  you  on  the  situation  of' our  conn 
Its  prosper  I ty  increases  daily;  its  internal  iranquilliiv  seenn 
ah  ''ibtck.and  secures  its  po 


" i"  vour  last  session 

althined  the  object  which  we  proposed  in  concert  with 


other;  they  have  consolidated  public  order  and  the  institutions 
of  the  country. 

“[  have  been  deeply  affected  by  the  sentiments  evinced  by 
the  Ration  for  my  family  and  myself  when,  at  a moment  which 
it  is  painful  to  remember.  Providence  thought  fit  to  preserve  my 
life,  which  is  forever  devoted  to  the  service  of  my  country. 

“An  expedition  undertaken  for  the  security  of  our  African 
[lossessions  has  been  carried  on  and  brought  to  a close  in  such  a 
manner  as  became  the  honor  of  France.  I have  seen  with 
emotion  the  eldest  of  my  race  partaking  in  the  fatigues  and  dan- 
gers of  our  brave  soldiers. 

“I  have  reason  to  congratulate  myself  on  the  state  of  our  re- 
lations with  the  European  powers.  Our  intimate  union  with 
Great  Britain  becomes  daily  more  close,  and  every  thing  in- 
spires me  with  the  confidence  that  the  peace  which  we  enjoy 
will  not  be  interrupted. 

“My  government  has  continued  on  the  Spanish  frontier  to 
take  such  measures  as  were  best  fitted  for  the  faithful  accom- 
plishment of  the  clauses  of  the  treaty  of  the  28th  of  April,  1833. 
I entertain  the  most  ardent  wishes  for  the  internal  pacification 
of  the  peninsula,  and  for  the  consolidation  of  the  throne  of 
Queen  Isabella  II. 

“I  regret  that  the  treaty  of  the  4th  July,  1831,  with  the  United 
States  of  America,  should  not  yet  have  received  its  complete 
execution.  The  king  of  Great  Britain  has  offered  to  me  and  to 
the  United  States  his  friendly  mediation.  I have  accepted  it; 
and  you  will  share  in  my  desire  that  this  difference  should  ter- 
minate in  a manner  equally  honorable  to  two  great  nations. 

“The  state  of  the  finances  is  satisfactory.  The  public  reve- 
nue increases  by  the  sole  effect  of  the  general  prosperity.  The 
laws  of  finance  will  be  presented  in  a few  days  to  the  chamber 
ofdeputies. 

“The  laws  which  have  already  been  announced,  or  present- 
ed to  you,  will  also  be  submitted  to  your  examination,  as  well 
as  those  which  were  reserved  for  the  deliberations  of  the  pre- 
sent session. 

“I  trust  gentlemen,  that  the  moment  is  come  for  France  to 
gather  the  fruits  of  her  prudence  and  her  courage.  Enlighten- 
ed by  the  past,  let  us  profit  by  e.xperience  so  dearly  acquired; 
let  us  apply  ourselves  to  calm  the  passions,  to  perfect  our  laws, 
to  protect,  by  judicious  measures,  all  the  interests  of  a nation, 
which,  after  so  many  storms,  presents  to  the  civilized  world  the 
salutary  example  of  a noble  moderation,  the  sole  pledge  of  du- 
rable success.  The  care  of  its  repose,  of  its  liberty,  of  its 
grandeur,  is  my  first  duty,  its  happiness  will  be  my  dearest  re- 
compense.” 

From  the  Journal  de  Paris. 

The  king  had  scarcely  ceased  to  speak,  when  the  liveliest  ac- 
clamations burst  from  all  parts  of  the  chamber. 

On  the  28th  of  December  the  court  of  peers,  after  eighteen 
public  and  two  secret  sittings,  pronounced  senterice  upon  the 
prisoners  included  in  the  second  division  of  the  “monster  tri- 
al.” Causidere  has  been  sentenced  to  twenty  years  of  deten- 
tion; Reverchou  to  ten;  Gilbert  and  Riban  to  five;  Rossary  and 
Offroy  to  three  years  of  imprisonment;  Tiphane  and  Froide- 
vaux  to  one  year:  and  Nicot  has  been  acquitted,  after  being  im- 
prisoned since  April,  1834. 


Fresh  attempts  against  the  life  of  the  king,  are  much  spoken 
of. 

London,  Dec.  30,  Persons  of  all  parties  here  concur  in  prais- 
ing the  president’s  statement,  relative  to  the  misunderstanding 
between  the  United  States  and  France,  The  determined,  yet 
moderate  tone  which  has  been  assumed  in  making  the  expose, 
has  been  most  happily  chosen,  and  the  arguments  are  so  well 
put,  that  the  general  opinion  is,  that  Fi  ance  has  not  been  left  a 
leg  to  stand  on.  Indeed,  she  seems  latterly  to  have  been  aware 
of  the  awkwardness  of  her  position,  and  accordingly  it  was 
formally  announced,  since  [ w'rote  last,  that  an  offer  of  media- 
tion had  been  made  by  Lord  Granville,  on  the  25th,  on  the  part 
of  England,  and  had  been  accepted  on  the  27th. 

Every  possible  effort  has  been  made  by  France,  to  obtain  the 
message  before  the  meeting  of  the  chambers.  A powerful 
steamer  has  been  despatched  to  the  mouth  of  the  channel  to 
meet  the  Havre  packet,  though  it  was  generally  supposed  that 
it  would  he  first  brought  to  this  country,  and  then  to  France 
from  London. 

In  regard  to  the  French  question,  the  IMorning  Post  argues 
that  the  tone  of  the  message  is  altogether  pacific,  and  should 
be  received  as  entirely  satisfactory  to  France. 

Some  successes  have  been  obtained  in  Africa,  by  the  French, 
over  Abdel  Radar,  the  Arab  cliief.  They  had  also  captured  and 
burnt  Mascara. 

ENGLAND. 

From  the  London  Morning  Post  of  Dec.  31.  To  judge  from 
the  buoyant  state  of  the  fumis  to-day  it  would  seem  that  gene- 
ral Jackson’s  message  to  congress,  ambiguous  as  it  is  upon  the 
subject  to  which  the  public  attention  is  more  immediately  di- 
rected, has  proved  upon  the  whole,  tolerably  satisfactory  to 
our  moneyr'd  interests,  ft  is  very  generally  understood  to  have 
been  so,  indeed,  although  a less  favorable  view  of  the  composi- 
tion has,  we  believe,  been  taken  by  the  underwriters,  who,  as 
a party  equally  interested  in  the  subject,  are  of  opinion  that  the 
apology  demanded  by  the  French  chambers  is  nowhere  to  be 
found  in  if,  even  by  implication. 

The  stocks  had  risen  a little.  Money  was  very  plenty  in 
London. 
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MISCELLANEOUS. 

The  inlelliaence  fruin  Greece  is  more  favorable  than  it  has 
been  for  some  lime  past.  Tlie  new  council  of  slate  was  or- 
ganized, consisting  entirely  of  Greeks.  The  king  of  BaVaria 
had  not  arrived  on  the  1st  of  December,  but  was  daily  expected. 

Antwerp,  Dec.  24.  For  some  days  past  we  have  observed  in 
every  port  vessels  taking  in  cargoes  of  rye  for  New  York.  The 
Josephine  and  Lugwig,  two  Swecdish  vessels,  have  their  whole 
cargoes  of  rye,  and  to-day,  the  American  ship  America,  which 
has  two-thirds  of  its  cargo  composed  of  coals,  is  taking  in  rye 
to  complete  it,  for  account  of  the  society  of  commerce,  and 
will  sail  in  a few  days  for  New  York. 

Insurrection  in  Sardinia.  It  appears  that  a serious  insurrec- 
tion has  taken  place  in  Sardinia.  The  inhabitants  ar?  support- 
ed in  their  insurrection  by  the  Sardinian  militia,  and  by  2,000 
or  3,000  men  belonging  to  the  garrison,  among  whom  there  is  a 
great  number  of  patriots  who  had  been  sent  to  the  island  of 
Sardinia  as  suspected  persons.  Charles  Albert,  will  not  subdue 
this  island  easily  if  the  inhabitants  choose  to  defend  it.  There 
is  not  a single  peasant  who  is  not  armed  with  a musket,  a pis- 
tol, and  a poiniard,  and  50  guerilla  bands  of  1,000  men  each 
might  easily  be  formed. 

THE  UNITED  STATES  BANK— OF  PENNS YLVANIA. 

We  learn  from  Harrisburgh  that  the  bill  to  repeal  the  state 
tax  and  to  charter  the  bank  of  the  United  States,  came  up  on 
second  reading,  in  the  senate  on  Monday  morning.  A discus- 
sion arose  on  a motion  to  postpone  the  bill  for  the  present,  dur- 
ing which  the  merits  of  the  bill  were  entered  into  at  large.  The 
bill  was  advocated  by  Messrs.  Burden  and  Penrose,  and  oppos- 
ed by  Messrs.  Read  and  Leet— the  speakers  pro  and  con  being 
democrats.'^  After  a discussion  of  some  hours,  the  senate 
adjourned  (at  near  two  o’clock)  to  meet  again  at  half  past  three. 
The  only  question  taken  during  the  morning  session,  was  one 
which  arose  on  the  motion  to  strike  out  a proviso  in  the  first 
section,  relative  to  the  charter  of  the  bank,  and  may  be  consi- 
dered as  more  nearly  approaching  a test  vote  than  any  hereto- 
fore taken  in  that  body.  It  was  decided  against  striking  out  as 
follows — the  names  in  italics,  among  the  nays,  being  of  the 
“democrats:” — 

YEAS— Messrs.  Carpenter,  Geiger,  Harper,  (Philadelphia) 
Kelly,  Krebs,  Leet,  McCulloch,  Middlecoff',  Newhard,  Read, 
Rogers,  Sangston,  Slenker — 13. 

NAYS— Messrs.  Burden,  Rafcer,  Darrahj  Dickey,  Fore,  Ful- 
lerton, Harper,  Lebanon,  Hibshman,  Hopkins,  Jrioin,  James, 
McConkey,  Michler,  Miller,  Paul.  Penrose,  Smith,  Slrohm, 
Toland,  Cunningham,  speaker— 20. 

The  debate  was  no  doubt  renewed  with  some  fervor  in  the 
afternoon  session,  and  it  is  quite  probable  that  tlie  second  read- 
ing of  the  bill  was  not  completed;  but  a letter  from  a member 
of  the  ether  house,  published,  says — “The  bank  bill  will  pass 
by  several  majority  in  the  senate.”  The  letter  adds  that, 
for  a while,  a clamor  wiil  be  raised,  but  the  repeal  of  the  taxes 
Will  satisfy  all  sincere  politicians. 

Another  account  says — The  bank  bill  had  been  under  discus- 
sion, and,  after  various  attempts  to  amend  it,  the  first  section 
was  passed,  and  before  a vote  had  been  taken  on  the  second 
section,  the  senate  adjourned.  The  bill  will  certainly  pass  by 
a vote  of  21  or  22  to  12.  The  character  of  the  means  made  use 
of  to  prevent  the  passage  of  the  bill  may  be  inferred  from  the 
following  disclosure,  made  by  Mr.  Lett,  in  the  course  of  a 
speech  against  postponing  it. 

“Mr.  Speaker,  said  Mr.  Leet,  this  morning  I received  an 
anonymous  letter,  slating  that  if  I voted  for  its  final  passage,  I 
would  be  assassinated;  but,  sir,  in  the  face  of  this  threat,  and 
even  if  the  desperado  was  vvithoul  the  door,  waiting  to  execute 
his  purpose,  my  oath  prescribes  to  me  the  course  I should  pur- 
sue, and  the  course  I will  pursue,  even  if  the  loss  of  my  life  is 
to  he  the  consequence  of  it.”* 

The  following  if  a list  of  the  yeas  and  nays  of  the  eOmmillee 
the  whole  of  the  Pennsylvania  senate,  on  reporting  without 
amendment  the  bill  to  charter  the  bank. 

YEAS— Messrs.  Burden,  B.akcr,  Darrah,  Dickey,  Fore,  Ful- 
lerton, Harper,  of  Lebanon,  Hibsham,  Hopkin.s,  Irwin,  James, 
McGonkey,  Michler,  Middlecoff,  Miller,  Penrose,  Smith, 
Strohm,  Toland,  Cunningham,  P.iul — 21. 

NAYS— Messrs.  Carpenter,  Geiger,  Harper,  of  Philadelphia, 
Kelly,  Krebs,  Leet,  McCuiloch,  Newhard,  Read,  Sangston, 
Slenker,  Rogers — 12. 

An  amendment  offered  to  the  5lh  section,  “giving  the  state 
the  power,  at  any  time,  to  rescind  the  charier,  or  to  alter  the 
privileges,”  was  rejected. 

Mr.  Leet  lltfen  moved  to  the  2d  section,  to  limit  the  chafter  of 
the  bank  to  20  years  instead  of  30,  which  was  also  negatived 
by  the  above  vote,  and  this  at  any  rale  may  be  regarded  as  the 
lest  vote.  All  who  voted  against  further  litnilations  of  the 
charter,  will  no  doubt  vote  for  the  passage  of  the  bill. 

“One  of  the  amendments  to  the  United  States  bank  bill  re- 
ported by  the  joint  committee  of  the  senate,  is,  that  the  bank 
be  authorised  to  establish  a branch  in  the  county  of  Beaver!!!” 

The  Milton,  (Pa.)  Advocate  of  Thursday  last  snys— “The 
meeting  held  in  the  borough  on  Saturday  last,  for  the  purpose 

* Mr.  Leet  is  apparently  opposed  to  the  bank — but  it  Is  proba- 
ble will  vote  for  it,  on  tlie  final  question.  We  judge  from  the 
proceeding-*  only. 


of  taking  into  consideration  the  present  improvement  bill,  was 
the  largest  ever  held  in  this  place.  Two-thirds  of  the  whole 
number  of  voiable  inhabitants  sanctioned  the  bill  with  accla- 
mation. Let  others  go  and  do  likewise.” 

[Some  small,  but  very  violent  meetings  of  the  “democrats” 
are  held  against  “the  bank.”  In  their  extreme  modesty  and 
great  delicacy,  they  charge  all  in  favof  of  it  with  being 
“bought” — though  the  above  named  state,  and  governor  Wolf  at 
the  head  of  it, lately  supported  the  bank!  The  governor  wheeled 
to  the  “right  about,”  when  his  re-election  was  threatened  by 
the  getting  up  of  Mr.  Muhlenberg  for  governor;  for  which  he 
received  the  famous  toast  of  the  president,  and  obtained  his  just 
reu'afd,  in  being  dismissed  from  office.  Of  the  “thunderihgs’^ 
about  the  hanks,  we  have  a large  collection  of  articles,  and  in- 
tend to  publish  some  of  them.  What  has  any  man  to  do  with 
it,  (except  in  a general  way),  unless  a citizen  of  Pennsylvania — 
and  iVliy  have  so  many  “borers’’  been  present  from  other  states? 
What  would  be  said  in  New  York,  if  Pennsylvanians  were  80 
to  interfere  at  Albany,  in  respect  to  the  vast  bank  that  is  con- 
templated in  that  state.  Would  not  they  be  called  impudent 
inlrudersl  and  sent  home  with  “fleas  in  their  ears’’ — forthwith?] 
The  senate  of  PennsylvaMia  consists  of  21  “Jackson”  men, 
and  only  12  whigs.  Are  the  half  of  the  former ‘^bribed?”— 
Pshaw! 

The  “Harrisburgh  Reporter,’’  on  the  introduction  oftbe  billj 
said — 

Just  as  our  paper  was  going  to  press  we  were  informed  that  d 
bill  virtually  rechartering  the  bank  of  the  United  States,  was  re- 
ported in  the  house  of  representatives  to-day.  It  comes  for- 
ward in  a most  insidious  shape,  distributing  an  immense  bonus 
in  the  form  of  appropriations  to  canal  extensions,  rail  roads; 
turnpikes,  4'c.  which  in  effect  is  a direct  attempt  to  bride  anA, 
CORRUPT  the  whole  people  of  Pennsylvania  into  the  support  of 
that  odious  and  anti-republican  monopoly.  Under  the  prospect 
of  succeeding  here  in  this  nefarious  design;  its  stock  has  re- 
cently risen  from  $110  to  $118  [130]per  sAarc.  The  whole  move- 
ment verifies  our  former  predictions,  and  furnishes  additional 
reason  of  congratulation  to  the  democracy  of  the  slate,  fc»h  ac- 
count of  the  bulwark  of  safety  raised  in  defence  of  the  rights  of 
the  people,  by  the  political  character  and  incorruptible  firmness 
of  the  MAJORITY  IN  THE  SENATE.  All  EYES  wUl  iiow  be  directed 
to  that  BODY,  the  DEMOCRATIC  MAJORITY  of  which  wUl  have  the 
enviable  distinction  of  showing  themselves  impervious  to  all  the  se-' 
DUCTIVE  ARTS  OF  BRIBERY  AND  POWER— o/  vindicating  the  PU- 
RITY, DISINTERESTEDNESS  AND  SINCERITY  Of  the  PRINCIPLES 
OF  DEMOCRACY  before  the  people  of  the  state  and  u^ioiif  b^ 
whom  they  will  now  be  anxiously  observed,  and  finally  the  Impe-^ 
rishable  honor  of  giving  the  last  blow  to  the  great  mam- 
moth engine  of  the  aristocracy  by  which  our  liberties  and 
republican  institutions  have  been  so  long  beleagued  and  en*= 

DANGERED. 

On  the  2d  of  November,  1832,  the  following  resolution  pass- 
ed in  the  senate  unanimously,  and  in  the  house  by  a vote  of  77 
to  7. 

Resolved,  by  the  senate  and  house  of  representatives,  kc.  That 
the  senators  from  this  state  in  the  congress  of  the  U.  States,  be 
instructed,  and  the  representatives  requested  to  use  their  exer- 
tions to  obtain  a renewal  Of  the  charier  of  the  bahk  of  thfe  Unit- 
ed States  during  the  present  session  of  congress.  With  sUch  al- 
terations (if  any  be  necessary)  as  may  secure  the  rights  of  the 
states.”  Nor  was  this  all — for  on  the  9lh  of  June,  1832,  the 
same  bodies  passed  the  following  resolution  unanimously—^ 
And  be  it  further  resolved,  4'c-  That,  connected  as  the  prospe- 
rity of  agriculture  and  manufactures  are  with  the  successful 
financial  operations  and  sound  currency  of  the  country,  We  View 
the  speedy  rechartering  of  the  bank  of  the  United  States,  as 
of  vital  importance  to  the  public  welfare.” 

(Jr^And  this  resolution  will  he  adhered  to.  Pennsylvania  i8 
still  in  favor  of  the  bank — and  bribery”  alone  can  prevent  thd 
passage  of  the  hill.  The  foreign  interest  against  it,  (coming 
from  what  quarter  it  may).  We  hope,  will  be  freely  noticed,  and 
duly  commented  on.  It  is  altogether,  a Pennsylvania  concerfij 
It  has  been  “killed,”  but  will  be  made  alive,  by  tlte  state— and, 
probably,  prevent  the  getting  up  of  many  little  banks* 

— o ® 

“EXPUNGING.”' 

Protest  of  the  minority  of  the  senate  of  Ohi6. 

Mr.  Newell  presented  the  following  protest: 

The  undersigned  senators  dissent  from  and  protest  agairisl 
the  preamble  and  resolutions,  passed  28lh  December,  1835,  oil 
the  subject  of  expunging  a resolution  from  the  journal  of  thd 
senate  of  the  United  Slates. 

Because  we  believe  that  part  of  the  preamble  which  asserts, 
tliat  tlie  “people  of  the  state  of  Ohio  require  and  demand  of 
llieir  representatives  in  the  Icgisiaiure  assembled,  a solemn' 
expression  of  disapprobation  of  the  said  act  of  the  senate,”  io[ 
be  unfounded  in  fact,  the  subject  never  having  been  snbmiueci 
to  tlie  decision  of  the  people  of  Ohio,  and  eertainly  not  in  th^ 
districts  from  wliich  we  are  delegated. 

Because  we  do  not  admit  that  the  adoption  of  the  said  reso-: 
Intion  by  the  senate  of  the  United  States,  vvas  a manifest  usiifr 
pation  of  the  impeacliing  power  of  the  housfe  of  representa-" 
lives,  and  we  deny  that  “the  right  of  the  vilest  criminal  to  meet 
hi.s  accuser  face  to  face,”  was  thereby  refused. 

We  object  to  the  resolutions,  because  they  demand  of  the 
senators  to  violate  the  cousliiuiion  of  the  United  States,  and  to 
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disregard  llieir  oalli3.  Tlie  consliurlion  requires  each  house  of  i 
foiigresa  lo  keep  a journal  of  its  proceedings,  and  they  have 
sworn  lo  support  tlial  conslilulioii.  The  aci  complained  of  was 
an  exercise  of  power  by  the  senate,  and  whether  authorised  or 
not,  they  were  bound  lo  record  it  for  the  knowledge  of  the  peo- 
ple. It  is  not  proposed  to  undo  the  act,  but  to  destroy  the  evi- 
dence of  its  existence.  J f the  senate  may  be  required  to  do  this 
in  one  case,  they  may  of  choice  do  it  in  all  cases,  and  their  re- 
sponsibility to  the  people  be  at  once  avoided. 

We  further  object,  that  the  general  assembly  has  no  rightful 
power  to  govern  and  control  the  senators  in  congress,  the  pow- 
er is  not  delegated  in  the  constitution,  and  the  people  have  de- 
clared that  “all  powers  not  thereby  delegated  are  reserved”  to 
iheiriselves.  In  making  choice  of  senators,  the  general  assem- 
bly is  but  an  agent  of  the  people,  and  we  cannot  admit  the 
agent  lo  have  any  powers  but  what  are  clearly  defined.  If  a 
contrary  doctrine  be  admitted,  the  governor  must  also  have  the 
l>ower  to  instruct,  for  he,  too,  has  power  lo  appoint  senators 
during  the  recess  of  the  legislature,  and  must  consequently 
.have  adjunct  power  of  controlling  their  acts  and  votes  while 
their  appointment  by  him  continues. 

We  recognise  and  maintain  the  right  of  the  people  to  in- 
struct their  representatives:  but  the  people  have  not  given  to 
their  co-ordinate  agents  the  power  to  control  one  another:  and 
any  assumption  of  such  powers  by  the  general  assembly  is  an 
open  violation  of  the  reserved  rights  of  the  people.  The  claims 
now  set  up,  to  make  senators  in  congress  obey  instructions  or 
resign,  is  a violation  of  the  spirit  of  the  cojtstitulion  of  the 
United  Stales,  which  ordains  the  senators  to  serve  six  years. 
The  doctrine  now  advanced  might,  in  practice,  reduce  the  te- 
nure of  that  office  to  a single  year. 

SAMUEL  NEWELL, 

JAMES  STEELE, 

ANDREW  DONALLY, 
WILLIAM  KENDALL, 

J.  M.  HOUSTON, 

FREDERICK  WADSWORTH, 
LEICESTER  KING, 

SAMUEL  J.  COX, 

RALPH  GRANGER, 

ELIAS  FLORENCE, 

HENRY  MORSE, 

JOSEPH  HOWARD, 

JOHN  W.  ALLEN, 

JOHN  H.  JAMES, 

JACOB  KIRBY. 

The  protest  was  read,  and  inserted  on  the  journal  in  con- 
formity with  the  constitutional  provision. 

—• ...e  ® 


Counties. 


POPULATION  OF  NEW  YORK 

ACCORDING  TO  THE  CENSUS  TAKEN  IN 
„ Total 

Counties.  population. 

Albany  59,762 

Allegany  35,214 

Broome  20,190 

Cattaraugus  24,986 

Cayuga  49,202 

Chautauque  44,869 

Chenango  40,762 

Clinton  20,742 

Columbia  40,746 

Cortland  24,168 

Delaware  34,192 

Dutchess  50,704 

Erie  57, .594 

Essex  20,699 

Franklin  12,501 

Genassee  58,588 

Greene  30,173 

Herkimer  36,201 

Jefferson  53,088 

Kings  32,057 

Lewis  16,093 

l.ivingslon  31,092 

Madison  41,741 

Monroe  58,085 

Montgomery  48,359 

New  York  270,089 

Niagara  26,490 

Oneida  77,518 

Onondaga  60,908 


2,174,517 
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SENATE. 

Resotred,  also,  That  the  committee  on  military  affairs  inni 

non  ro,  o'Ve;  s,m"‘ 

fhe  reioluttons  having  been  read, 


Mr.  Tipton  said:  This  resolution  directs  the  committee  trn 
military  affiiirs  to  inquire  whether  our  army,  as  at  present  or- 
ganized, is  sufficiently  numerous  for  the  occupation  of  our  for- 
tifications, and  the  performance  of  the  varioas  other  duties 
which  necessarily  devolve  upon  it. 

In  submitting  the  resolution  for  the  consideration  of  the 
senate,  I feel  it  lo  be  my  duty  to  accompany  it  with  a few  brief 
remarks,  explanatory  of  my  motives,  for  proposing  the  inquiry. 

I do  not  wish  to  be  considered  an  alarmist;  my  fears  have  not 
been  operated  on  by  the  rumors  of  war  so  frequently  heard.  I 
do  not  expect  to  raise  recruits  in  time  to  terminate  the  war 
now  raging  between  us  and  the  Seminole  Indians,  nor  am  1 in- 
fluenced in  the  course  I have  taken  by  any  thing  that  has  been 
said  herd' or  elsewhere  on  the  subject  of  any  other  war,  but 
purely  by  a desire  to  pul  our  peace  establishment  on  a respec- 
table footing,  and  lo  prevent  Hie  recurrence  of  these  conflicts 
with  the  Indians  on  our  borders. 

I am  unable  to  see  any  just  cause  for  war,  unless  it  arise  from 
unfortunate  collisions,  which  will  occasionally  occur  between 
our  border  inhabitants  and|the  neighboring  Indians  tribes:  and, 
sir,  I am  convinced  that  the  sure  way  to  prevent  war  is  to  be 
well  prepared  for  it.  If  we  expect  lo  keep  peace  with  the  In- 
dian tribes,  we  must  provide  and  keep  constantly  stationed  in 
their  immediate  vicinity  an  efficient  military  force  to  awe  them 
into  submission. 

I have  waited  until  two  months  of  the  session  has  passed 
away,  hoping  that  some  other  senator,  better  qualified  than 
myself,  would  institute  this  inquiry;  but  seeing  that  such  has 
not  been  the  case,  I have  determined  to  move  in  it,  and  I beg 
honorable  senators  lo  examine  and  decide  upon  this  subject, 
not  as  a parly  question,  but  as  one  intended  solely  for  the  good 
of  our  common  country.  I do  it,  sir,  with  great  diffidence,  for 
many  reasons.  I consider  it  a matter  of  some  consequence, 
and  have  no  doubt  that  it  will  meet  witli  opposition.  The 
mover  should  possess  more  ability  than  I do,  to  defend  it.  I 
have  consulted  no  one.  The  measure  is  my  own,  and  I am 
answerable  for  it.  I am  aware  that  the  people  of  this  country 
look  with  a jealous  eye  upon  every  step  taken  to  augment  our 
military  force.  The  people,  when  rightly  informed,  will  do 
what  is  right.  The  army  is  their  army;  the  money  to  support 
it  is  theirs;  the  government  is  theirs;  and  I feel  assured  that 
they  desire  to  see  the  army  sufficiently  numerous  to  answer  all 
the  purposes  for  which  it  was  created. 

Before  I sit  down,  I will  exhibit  to  the  senate  a tabular  state- 
ment, showing  the  forts  on  our  seabord,  as  well  as  on  our 
north  western,  western  and  south  western  border,  occupied  and 
unoccupied.  When  I liave  stated  the  facts,  I must  leave  it  to 
those  senators  who  represent  the  seabord  lo  judge  whether 
any  additional  force  is  necessary  there  or  not;  1,  of  course,  do 
not  pretend  lo  determine.  I have  instituted  the  inquiry  under 
the  conviction  that  a more  efficient  force  is  necessary  in  the 
west. 

I do  not  advocate  the  propriety  of  raising  new  regiments,  nor 
of  increasing  the  number  of  commissioned  officers.  I believe 
they  are  sufficiently  numerous  already;  but  I am  confident  that 
the  rank  and  file  of  the  army  should  be  augmented,  by  which 
measure  we  will  place  our  peace  establishment  upon  a much 
more  respectable  fooling,  and  make  our  army  more  efficient, 
without  incurring  heavy  additional  expense. 

[Here  follow  certain  tables  shewing  the  distribution  of  the 
military  force  of  the  United  States,  at  the  different  postsand 
garrisons,  with  a statement  of  those  that  are  unoccupied,  &c.j 

Mr.  Tipton  proceeded  lo  say. — By  these  statements,  it  is 
shown  that,  in  the  eastern  department,  on  the  lakes,  and  along 
the  seabord,  there  are  thirty-three  military  posts,  fourteen  of 
which  are  now  without  troops  to  garrison  them,  and  of  course 
liable  very  soon  to  go  lo  destruction. 

In  the  western  department  there  are  twenty-two  posts,  nine 
of  them  unoccupied  by  troops.  Many  of  these  forts  are  sub- 
stantial, well  built,  and  capable  of  affording  protection,  if  pro- 
perly occupied,  and  preserved  from  falling  into  ruin.  If  not 
preserved,  the  money  expended  in  their  erection  is  thrown 
aw.ay. 

The  number  of  the  rank  and  file  of  our  army,  as  at  present 
organized,  is  so  small  that  it  is  impossible  for  the  troops  to 
occupy  all  the  forts.  The  companies,  now  consisting  of  about 
fifty  men,  should  be  increased  lo  sixty  or  eighty,  with  four  ser- 
geants and  four  corporals  to  each,  so  as  lo  enable  thorn  to  ren- 
der all  the  service  required  to  be  performed  by  an  army.  Our 
forts  must  be  kept  in  repair,  and  our  guns  and  gun  carriages 
preserved.- 

Several  companies  have  been  recently  removed  from  their 
stations  to  perform  service  in  Florida;  two  of  these  companies 
have  been  entirely  cut  off  by  the  Indians,  thus  fa*lher  reducing 
the  number  of  the  rank  arid  file,  already  too  sn)all. 

By  concentrating  the  troops  in  Florida,  the  forts  in  Louisiana 
have  been  mostly  left  without  men  to  preserve  them. 

The  unsettled  stale  of  affairs  in  Mexico,  and  the  actual  war 
in  Texas,  will  cause  a resiiveness  among  the  Indian  tribes  on 
the  south  western  border  of  the  United  States,  which  should 
not  be  unprovided  for.  General  Gaines,  we  are  told,  has  been 
ordered  to  that  frontier  to  prevent  an  interference  by  our  In- 
dians with  the  enemies  of  our  neighbors,  and  it  is  possible  that 
some  portion  of  the'  force  now  on  the  Upper  Mississippi  will 
have  to  he  withdrawn  and  sent  south.  This  will  leave  the 
north  western  frontier  exposed  to  the  mercy  of  the  innumerable 
tribes  on  the  Upper  Mississippi  and  Missouri  rivers.  Nothing 
but  the  presence  of  a force  sufficient  to  crush  all  opposition  will 
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keep  our  Indians  long  quiet,  and  it  is  our  wisest  policy  to  pro- 
vide that  force  at  this  time. 

The  presence-of  a respectable  force  at  Forts  Armstrong  and 
Snelling,  in  1831-2,  would  have  prevented  the  war  with  the 
Soukees,  which  cost  us  two  and  one-half  millions,  and  a simi- 
lar array  of  troops,  if  stationed  at  Fort  King  and  Tampa  bay 
last  year,  would  certainly  have  prevented  the  war  now  going 
on  in  Florida— a war  which  will  probably  cost  us  two  millions 
more,  and  must  certainiy  end  in  the  annihilation  of  the  poor  de- 
luded Seminoles. 

Mr.  T.  said,  that  in  relation  to  the  second  resolution,  for  in- 
creasing the  pay  and  emoluments  of  the  officers  of  the  army,  he 
was  not  prepared  to  give  an  opinion  that  an  increase  was  ne- 
cessary, but  he  knew  that  there  were  some  who  thought  an  in- 
crease should  be  made  in  the  compensation  to  some  grades  of 
the  officers  of  our  army.  He  considered  the  officers  of  our 
army  a most  meritorious  class  of  men;  they  brave  the  dangers 
of  every  clime  where  duty  calls  them;  they  risk  their  health, 
their  lives,  their  all,  in  our  defence,  and  he  felt  confident  that 
every  citizen  of  our  country  would  concur  in  giving  them  an 
ample  compensation,  he  would  say  a liberal  one.  He  hoped 
that  the  military  committee  would  give  the  subject  a careful 
investigation,  and  report  the  facts  to  the  senate,  and  he  felt 
confident  that  the  senate  and  the  country  would  do  this  valua- 
ble class  of  men  ample  justice,  and  that  he  knew  the  officers 
would  be  content  wi(h  a just  reward  for  their  valuable  services. 

These,  sir,  are  briefly  the  reasons  which  have  induced  me  to 
offer  the  resolutions,  and  I hope  they  may  be  adopted. 

The  senate  then  proceeded  to  consider  the  joint  resolution  to 
authorise  the  president  to  appoint  an  agent  to  represent  the 
United  States  in  any  suit  concerning  the  Smithsonian  legacy. 

Mr.  Preston  expressed  some  doubts  whether  the  United 
States  government  could  or  ought  to  avail  itself  of  this  bequest, 
and  wished  that  the  resolution  should  be  laid  on  the  table, 
until  the  senate  should  be  more  full. 

Mr.  Leigh  replied  that  he  had  entirely  made  up  his  mind  both 
that  the  government  had  the  power  to  take  this  bequest,  and 
that  it  was  its  duty  to  do  so.  He  assented  to  the  motion  to  lay 
the  resolution  on  the  table  for  the  present. 

The  resolution  was  then  laid  on  the  table. 

A bill  from  the  house,  to  extend  the  charters  of  certain  banks 
in  the  District  of  Columbia,  was  taken  up,  considered,  and 
passed. 

A bill  to  provide  for  the  opening  of  certain  roads  in  the  terri- 
tory of  Arkansas; 

A bill  authorising  certain  allowances  to  capt.  A.  Nicholson; 

[Mr.  Hill  moved  to  lay  the  bill  on  the  table;  ayes  15,  noes  23. 

Mr.  Hill  then  asked  for  the  yeas  and  nays  on  the  engross- 
ment of  the  hill,  which  were  ordered,  and  the  vote  stood  thus: 

YEAS— Messrs.  Benton,  Black,  Clayton,  Davis,  Ewing,  of 
Ohio,  Goldshorough,  Hendricks,  Kent,  Knight,  Leigh,  Linn, 
McKean,  Mangum,  Moore,  Naudain,  Porter,  Prentiss,  Preston, 
Robbins,  Robinson,  Southard,  Swift,  Tallmadge,  Tipton,  Tom- 
linson, Webster — 26. 

NAYS— Messrs.  Brown,  Hill,  Hubbard,  King,  of  Ala.  King, 
of  Ga.  Morris,  Niles,  Ruggles,  Shepley,  White — 10  ] 

A bill  to  continue  the  Cumberland  road  in  the  slates  of  Ohio, 
Indiana  and  Illinois,  was  taken  up. 

Mr.  Hendricks  moved  to  amend  the  clause  appropriating 
$320,000  for  the  road  in  Ohio,  by  striking  out  2 and  inserting 
5,  so  as  to  read  $350,000. 

After  some  remarks  from  Mr.  Clay, 

Mr.  Calhoun  moved  to  lay  the  bill  on  the  table,  to  remain 
there  until  the  question  as  to  a war  should  be  determined. 

After  a few  words  from  Mr.  Hendricks. 

The  senate  adjourned  to  Monday. 

February  8.  After  the  presentation  of  petitions. 

A message  was  received  from  the  president  of  the  United 
Slates  on  the  subject  of  the  mediation  of  Great  Britain,  as  fol- 
lows: 

To  the  senate  and  house  of  representatives: 

The  government  of  Great  Britain  has  offered  its  mediation 
for  the  adjusln)ent  of  the  dispute  between  Ihe  United  States 
and  France.  Carefully  guarding  that  point  in  the  controversy, 
which,  as  it  involves  our  honor  and  independence,  admits  of 
no  compromise,  I have  cheerfully  accepted  the  offer.  It  will 
be  obviously  improper  to  resort  even  to  the  mildest  measures 
of  a compulsory  character,  until  it  is  ascertained  whether 
France  has  declined  or  accepted  the  mediation.  I therefore  re- 
commend a suspension  of  all  proceedings  on  that  part  of  my 
special  message  of  the  15th  January  last,  which  proposes  a par- 
tial non  intercourse  with  France.  While  we  cannot  loo  highly 
appreciate  the  elevated  and  disinterested  motives  of  the  offer  of 
Great  Britain,  and  have  a just  reliance  upon  llie  great  influence 
of  that  power  to  re.store  the  relations  of  ancient  friendship  be- 
tween the  United  Slates  and  France,  and  know,  too,  that  our 
own  pacific  policy  will  be  strictly  adhered  to  until  the  national 
honor  compels  us  to  depart  from  it,  vve  should  be  insensible  to 
the  exposed  condition  of  oiir  country,  and  forget  the  lessons  of 
experience,  if  we  did  not  efficiently  and  sedtjlously  prepare  for 
an  adverse  result.  The  peace  of  a nation  does  not  depend  ex- 
clusively upon  its  own  will,  nor  upon  the  benefreent  policy  of 
neighboring  powers;  and  that  nation  which  is  found  totally  un- 
prepared for  the  exigencies  and  dangers  of  war,  although  it 
come  without  liavin;;  given  vvarninir  of  Us  approach,  is  crimi- 
nally negligent  of  its  honor  and  its  duty. 

I cannot  too  strongly  repeat  the  recommendation,  alre.idy 
made,  to  place  the  seabord  in  a proper  state  for  deUnee  and 


promptly  to  provide  the  means  for  amply  protecting  our  com- 
merce. AxNDREW  JACKSON. 

Washington  Feb,  8.  1836. 

On  motion  of  Mr.  Clay,  the  message  was  referred  to  the  com- 
mittee on  foreign  relations,  and  ordered  to  be  printed. 

The  chair  laid  before  the  senate  a communication  from  the 
commissioners  of  the  sinking  fund;  which  was  referred  to  the 
committee  on  finance. 

Mr.  Webster,  from  the  committee  on  finance,  reported  with- 
out amendment  a bill  making  appropriations  in  part  for  the  sup 
port  of  government  for  the  year  1836. 

Mr.  Kent  offered  the  following  resolution;  which  lies  one  day 
for  consideration: 

Resolved,  That  tlie  committee  on  naval  affairs  be  instructed 
to  inquire  into  the  propriety  of  establishing  a navy  yard  at  Bal- 
timore, in  the  stale  of  Maryland,  and  that  they  report  their 
opinion  to  the  senate. 

Mr.  Benton  offered  the  following  resolution;  which  was 
adopted: 

Resolved,  That  the  secretary  of  the  treasury  be  directed  to 
inform  the  senate  whether  the  mint  of  the  United  States  is  re- 
gularly and  amply  supplied  with  bullion  and  foreign  coins  for 
the  gold  coinage;  and  if  not,  that  he  communicate  liis  opinion 
to  the  senate  on  the  measures  proper  to  be  adopted  to  insure 
such  supply  in  future. 

ftlr.  Swift  offered  the  following  resolution;  which  was  adopted: 

Resolved.  That  the  committee  on  military  affairs  be  instruct- 
ed to  inquire  into  the  expediency  of  making  provision  to  extend 
to  the  officers  and  soldiers  of  the  army  the  benefits  of  moral  and 
religious  instruction. 

Mr.  Swift  explained  that  he  had  offered  this  resolution  at  the 
instance  of  an  officer  of  the  army,  who  was  well  acquainted  with 
the  wishes  and  interests  of  that  branch  of  the  service.  At  our 
remote  posts,  both  officers  and  soldiers  were  deprived  of  the 
opportunity  ofreceiving  such  instruction.  It  was  not  expected 
that  a chaplain  could  be  appointed  to  every  post,  but  an  ar- 
rangement might  be  made  by  which  the  means  of  this  instruc- 
tion might  be  proportioned  to  the  numbers  of  troops. 

Mr.  Wright  presented  a memorial  from  the  chamber  of  com- 
merce, of  New  York,  on  the  subject  of  the  recent  fire  in  that 
city,  praying  for  the  action  of  congress  on  the  revenue  bonds, 
&c.  It  was  laid  on  the  table  and  ordered  lobe  printed. 

The  unfinished  business  of  Friday,  being  the  bill  for  the  con  j 
tiniiation  of  the  Cumberland  road  through  Indiana  and  Illinois, 
was  taken  up. 

The  further  consideration  of  the  subject  was  then  postponed 
until  to-morrow. 

The  senate  proceeded  to  consider  the  resolutions  offered  by 
Mr.  Benton, 

Mr.  Clayton  concluded  the  remarks  commenced  on  Thurs- 
day, and  moved  to  amend  the  resolution  by  striking  out  the 
word  ‘^surplus”  before  the  word  “revenue.” 

Messrs.  White,  Grundy  and  Benton  made  eome  remarks* 
when  Mr.  Leigh  obtained  the  floor;  and  the  senate  adjourned. 

February  9.  Mr.  Buchanan  presented  the  memorial  of  Ovid 
F.  Johnson  and  six  others,  who  had  been  appointed  a com- 
mittee, by  a large  and  respectable  meeting  of  the  citizens  of 
Dauphin  county,  convened  in  the  borough  of  Harrisburgh,  on 
the  28th  day  of  August  last,  “to  prepare  a memorial  to  each 
house  of  congress,  praying  the  appropriation  by  the  general 
government  of  a sum  sufficient  to  remove  to  Africa  free  ne- 
groes willing  to  remove,  and  manumitted  slaves,  equal  in 
amount  to  the  whole  annual  increase  of  the  colored  population 
of  this  country;  and,  also,  such  additional  number  as,  in  the 
wisdom  of  congress,  the  finances  of  the  nation  and  other  con- 
siderations may  justify,  if,  in  their  opinion,  the  constitution  of 
the  United  Stales  will  justify  such  appropriations;  and  if  irot, 
then  to  adopt  measures  to  effect  such  an  alteration  of  it  as  will 
authorise  the  measure.” 

Mr.  Buchanan  said  the  committee,  in  their  memorial,  had 
gone  at  length  into  the  subject,  and  had  treated  it  with  much 
ability.  A proper  degree  of  respect  for  them,  and  those  whom 
they  represented,  required  that  this  memorial  should  be  printed 
for  the  use  of  the  senate.  He  would,  therefore,  move  for  its 
printing;  and,  for  the  present,  that  the  memorial  belaid  upon 
the  table. 

These  motions  were  adopted. 

Mr.  Linn  offered  the  following  resolution;  which  lies  one  day 
for  consideration: 

Resolved,  That  the  secretary  of  war  be  directed  to  send  to 
the  senate  the  official  report  of  the  expedition  of  the  United 
Stales  dragoons,  under^lle  command  of  colonel  Dodge,  during 
last  summer,  to  the  Rocky  Mountains,  with  the  journal  and 
maps  accompanying  said  jonrnai,  making  such  change  in  the 
map  as  will  show  the  position  of  the  different  Tndian  tribes 
situated  on  the  frontiers  of  Louisiana,  Arkansas,  Missouri,  and 
the  north  west  frontier. 

A resolution  offered  some  days  since  by  Mr.  Swift,  was  taken 
up  and  agreed  to. 

A number  of  bills,  which  were  ordered  to  a third  reading  on 
Friday  last,  were  severally  read  a third  time,  and  passed. 

On  motion  of  Mr.  Webster,  the  bill  making  appropriations, 
in  part,  for  the  service  of  the  year  1836,  was  taken  up,  con- 
sidered, ordered  to  a third  reading,  and  lead  a third  time,  and 
passed. 

The  memorials  on  the  subject  of  the  abolition  of  slavery  be- 
ing next  in  order — 
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On  motion  of  Mr.  Kins,  of  Ala.  tlui  consideration  of  them 
was  further  postponed  urinl  to-mortovv. 

The  senate  then  proceeded  to  consider  the  resolutions  offered 
by  Mr.  Benton. 

The  question  bein^  on  the  motion  of  Mr.  Clayton,  \o  strike 
out  the  word  “surplus,”  before  the  word  “revenue,” 

Mr,  Leigh  addressed  tlie  senate  at  length  oq  the  subject. 

Mr.  Ifroien  afterwards  obtained  the  floor,  speaking  in  reply 
IP  what  had  fallen  from  the  senators  from  Virginia  and  Ken- 
tucky, and  i()  defence  of  extensive  appropriations  for  fortifica- 
tions, &c. 

Uefore  he  hgd  concluded,  he  yielded,  the  floor  to 
Mr.  Grundy,  who  moved  that  the  senate  adjourn. 

The  senate  then  qdjourned. 

February  iO.  A nwssage  was  received  from  the  president  of 
the  United  States,  iiiGlosing  a report  from  the  secretary  of  war, 
in  reply  to  a resolution  of  the  senate  calling  for  information  on 
the  subject  of  hostilities  in  Florida;  which  was  ordered  to  be 
printed,  and  referred  to  the  committee  on  military  affairs. 

Mr.  Niles  offered  the  following  resolution;  which  was  agreed 
to: 

Resolved,  That  the  committee  on  finance  be  instructed  to  in- 
quire whether,  by  the  construction  given  to  the  revenue  laws,  a 
duty  is  paid  oii  anthracite  and  other  fossil  coal  imported  into 
the  United  States  from  foreign  countries;  al.'O,  if  a duty  is  paid, 
to  inquire  into  the  expediency  of  repealing  the  same;  and,  fur- 
ther, to  inquire  into  the  expediency  of  adding  coal  screenings, 
charcoal,  culm  and  coke  to  the  list  of  articles  imported  free  of 
duty,  provided  this  can  be  done  without  interfering  with  the 
principle  of  compromise  recognised  in  the  act  in  relation  to  the 
revenue,  passed  in  1833. 

Mr.  Benton  laid  on  the  table  the  following  amendment,  which 
he  proposed  to  move  as  an  additional  section  to  the  next  gene- 
ral appropriation  bill  which  might  come  np  before  the  senate; 

“Sec. — , .And  be  it  further  enacted.  That  no  bank  note  of 
less  denomination  than  twenty  dollars  shall  hereafter  be  offer- 
ed as  payment  in  any  case  whatsoever  in  which  money  is  to  be 
paid  by  the  United  Stales,  or  the  post  office  department;  nor 
shall  any  bank  note  of  any  other  denomination  be  so  offered, 
unless  the  same  shall  be  payable  and  paid,  on  demand,  in  gold 
or  silver  coin,  at  the  place  where  issued,  and  which  shall  not 
be  equivalent  to  specie  at  the  place  where  issued,  and  which 
shall  not  be  equivalent  to  specie  at  the  place  where  offered, 
and  convertible  into  gold  or  silver,  upon  the  spot,  at  the  will  of 
the  holder,  and  without  delay  or  loss  to  him.” 

The  senate  then  resumed  the  consideration  of  Mr.  Benton’s 
resolutions  proposing  to  appropriate  the  surplus  revenue  to  for- 
tifications, &c. 

Mr.  Brown  resumed,  and  concluded  his  observations. 

Mr.  Mangum  made  an  explanation  in  order  to  place  in  a cor- 
rect view  what  had  fallen  from  him,  in  reference  to  N.  Carolina; 

Mr.  Calhoun  and  Mr.  Preston  also  spoke  a few  words  in  ex- 
planation. 

Mr.  dicing  succeeded,  and  addressed  the  senate  at  length, 
reiterating,  enlarging  and  confirming  the  views  he  had  formerly 
expressed  on  the  subject. 

Mr.  Webster  said  a few  words  in  defence  of  the  motion  to 
strike  out  the  word  “surplus.” 

Mr.  Preston,  after  some  remarks  by  way  of  introduction, 
moved  to  amend  the  first  resolution  by  striking  out  all  after  the 
word  “resofeed,”  and  inserting  as  follows; 

t'That  such  appropriations  as  niay  be  necessary  for  the  pur- 
pose ought  to  be  made,  to  carry  on  the  system  of  general  de- 
fence and  permanent  protection  of  the  country.” 

Mr.  Wright  expressed  a desire  to  be  heard  on  the  subject,  but 
was  not  prepa;-ed  to  speak  to-day. 

Mr.  Preston  moved  to  postpone  the  further  consideration  of 
the  subject  until  Monday.  Ayes  19,  noes  20. 

The  subject  was  then  postponed  until  lo-rnorrow. 

Mr.  Clay  then  said  Uie  committee  on  foreign  relations  were 
desirous  to  ascertain  the  genuineness  of  the  letter  of  the  due 
de  Broclie  to  M.  Bageot;  and  he  had  addressed  a letter  to  the 
secretary  of  slate,  which,  with  the  reply,  he  desired  to  lay  on 
the  table,  and  moved  the  printing;  which  was  ordered. 

About  thirty  private  bills  were  read  the  third  lime  and  passed. 

HOUSE  OF  REFRESENTATIVES. 

Friday,  Feb.  C).  Mr.  Reynolds  moved  that  the  rules  be  sus- 
pended in  order  to  offer  the  following  resolution: 

Resolved,  That  the  house  of  rc|irescntalives  "of  the  congress 
of  the  United  States,  in  regard  to  the  execution  of  the  treaty 
of  the  4th  of  July,  1831,  by  France,  approve  of  the  president’s 
Irje  rpcssage  recommending  the  prohibition  “of  French  pro- 
duclo  and  jjje  entry  of  French  vessids  into  our  ports.” 

Mr.  Mason,  of  Ohio,  moved  that  the  motion  to  suspend  be 
laid  on  the  table. 

Mr.  Reynolds  asked  the  yeas  and  nays  on  this  motion,  and 
they  were  refused. 

The  qiio.stion  was  taken,  and  decided  in  the  affirmative,  119 
rising  III  the  affirmative— noes  not  counted.  So  the  motion  of 
Mr.  Reynolds  to  suspend  the  rules  of  the  house,  for  the  purpose 
indicated  by  him,  was  ordered  to  lie  on  the  table. 

A great  deal  of  private,  local  or  minor  business  was  attended 
to  this  dav— which  will  sufficiently  appear  in  its  progress. 

Mr.  Parks  ilieii  moved  that  when  the  house  adjourns,  it  ad- 
journ to  meet  on  Monday  next. 

Mr.  Whittlesey  cH\W.d  for  the  yeas  and  navs  on  this  motion 
and  they  were  refused. 


The  motion  was  then  pul,  and  agreed  to. 

On  motion  of  Mr.  Parks  the  house  then  adjourned. 

Monday,  Feb.  8.  Mr.  Pinckney  asked  the  consent  of  the  house 
to  offer  the  resolution  heretofore  indicated  by  him  on  the  sub- 
ject of  abolition  of  slavery. 

Objections  being  made, 

Mr.  Pinckney  moved  the  suspension  of  the  rules  in  order  to 
enable  him  to  offer  the  resolution. 

Mr.  Parker  asked  if  it  was  the  object  of  the  mover  to  bring 
the  subject  before  the  house  for  consideration  this  day. 

Mr.  Pinckney  replied  that  it  was. 

Mr.  Brown  asked  the  yeas  and  nays  on  the  motion,  and  they 
were  ordered. 

The  question  being  taken,  it  was  decided  in  the  affirmative; 
yeas  138,  nays  65. 

Mr.  Pinckney  then  submitted  the  following  resolution: 
Resolved,  'J'iial  all  the  memorials  which  have  been  offered, 
or  may  hereafter  be  presented  to  this  house,  praying  for  the  abo- 
lition of  slavery  in  the  District  of  Columbia,  and  also  the  reso- 
lutions offered  by  an  honorable  member  from  Maine,  (Mr.  Jar- 
vis), with  the  amendment  thereto,  proposed  by  an  honorable 
member  from  Virginia,  (Mr.  Wise),  and  every  other  paper  or 
proposition  that  may  be  submitted  in  relation  to  that  subject,  be 
referred  to  a select  committee,  with  instructions  to  report  that 
congress  possesses  no  constitulional  authority  to  interfere  in  any 
way  with  the  institution  of  slavery  in  any  of  the  states  of  this 
confederacy;  and  that,  in  the  opinion  of  this  house,  congress 
ought  not  to  interfere  in  any  way  with  slavery  in  the  District  of 
Columbia,  because  it  would  be  a violation  of  the  public  faith, 
unwise,  impolitic  and  dangerous  to  the  union;  assigning  such 
reasons  for  these  conclusions  as,  in  the  judgment  of  the  com- 
mittee, may  be  best  calculated  to  enlighten  the  public  mind,  to 
repress  agitation,  to  allay  excitement,  to  sustain  and  preserve  the 
just  rights  of  the  slaveholding  stales,  and  of  the  people  of  this 
District,  and  to  re-establish  harmony  and  tranquillity  amongst 
the  various  sections  of  the  union. 

Mr.  Pinckney  stated,  at  some  length,  the  motives  which  had 
induced  him  to  submit  the  proposition. 

Mr.  Hammond  briefly  replied  to  his  colleague,  opposing  the 
resolution,  and  declaring  that  the  difference  between  his  col- 
league and  himself,  as  to  the  policy  of  the  resolution,  was  vital 
and  essential. 

The  previous  question  being  called,  &c. 

Mr.  Wise  rose  to  inijuire  of  the  chair  what  was  the  meaning 
and  object  of  the  resolution.  He  had  heard  it  read,  but  did  not 
yet  understand  it. 

The  chair  said  the  gentleman  was  out  of  order. 

Mr.  Wise  said  he  would  address  his  inquiry  to  the  house. 
I’he  ehair  said  ihe  gentleman  must  take  his  seat. 

Mr.  Wise  appealed  from  the  decision  of  the  chair  to  the  house, 
and  would  slate  his  reason. 

The  chair  said  the  gentleman  had  a right  to  do  that. 

Mr.  Wise  contended  that,  as  gentlemen  were  compelled  to 
vote  upon  the  resolution,  they  had  a right  to  know  what  was  its 
character  and  purport.  If  he  was  called  upon  to  vote  for  a re- 
solution before  he  knew  what  it  was,  then  “order,”  “order,” 
was  paramount  to  reason  and  law. 

Mr.  Bynum  would  like,  he  said,  to  know  what  was  the  ques- 
tion before  the  house. 

The  chair  said  he  would  state  it  when  the  gentleman  from 
Virginia  had  concluded. 

Mr.  Wise  said  his  point  of  order  was  this:  he  wished  to  know 
if  the  resolution  instructed  the  committee  to  report  whether 
congress  had  the  power  to  legislate  on  the  subject  of  slavery  in 
the  District  of  Columbia.  If  it  did  not,  he  was  opposed  to  it, 
toto  cedo,  and  jf  it  did,  he  was  opposed  to  it  on  other  grounds. 
The  chair  had  decided  that  he  had  no  right  to  put  the  question, 
and  from  this  decision  he  had  appealed.  He  submitted  whether 
he  had  not  a right  to  inquire  what  was  the  true  meaning  of  the 
resolhlion.  True,  It  had  been  read;  but  every  resolution  was 
not  to  be  understood  by  hearing  it  read.  It  might  contain  more 
than  it  was  understood  to  mean.  Give  us  light  and  understand- 
ing, he  said,  before  we  are  dragged  up  here  to  vole  like  mules. 
The  clinir  said  he  would  stale  the  point  of  order. 

Mr.  Wise  withdrew  his  appeal. 

'I'lie  question  bring  taken  on  the  previous  question,  it  was 
decided  in  the  affirmative;  yeas  118,  nays  47.  So  the  main 
question  was  ordered  to  be  put. 

Mr.  Vinton  called  for  a division  of  the  resolution  into  three 
parts,  as  follows: 

1.  ^‘Resolved,  That  all  the  memorials  which  have  been  offer- 
ed, or  may  hereafter  be  presented  to  this  house,  praying  for  the 
abolition  of  slavery  in  the  District  of  Columbia,  and  also  the 
resolutions  offered  by  an  honorable  member  from  Maine,  (Mr. 
Jarvis),  with  the  amendment  thereto,  proposed  by  an  honora- 
ble member  from  Virginia,  (Mr.  Wise),  and  every  other  paper 
or  proposition  that  may  be  submitted  in  relation  to  that  subject, 
be  referred  to  a select  committee.” 

2.  “With  instructions  to  report  that  congress  possesses  no 
constitutional  authority  to  interfere  in  any  way  with  the  insli- 
liiiion  of  slavery  in  any  of  the  stales  of  this  confederacy.” 

3.  “And  ihat,  in  the  opinion  of  this  house,  congress  ought 
not  to  interfere  in  any  way  with  slavery  in  the  District  of  Co- 
lumbia, because  it  would  be  a violation  of  the  public  faith,  un- 
wise, impolitic  and  dangerous  to  the  union.” 

The  chair  staled  that  the  division  was  indicated  by  the  order. 
A long  debate  followed,  and  the  motion  of  Mr.  Vinton  and  the 
I decision  ol  the  chair  were  susiained. 
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The  question  being  taken  on  the  first  menrber  of  the  proposi- 
tion, as  above  divided,  it  was  determined  in  the  aflirinalive,  as 
follows: 

YEAS— Messrs.  Adams,  H. -Allen,  Anthony,  Ash,  Ashley, 
Bailey,  Banks,  Barton,  Beale,  Bean,  Beaumont,  Bockee,  Bond, 
Boon,  Bordeir,  Bovee,  Boyd,  Briggs,  Brown,  William  B.  Cal- 
houn, Cambreleng,  Carr,  Casey,  G.  Chambers,  Chaney,  Chapin, 
Childs,  J.  F.  H.  Claiborne,  Clark,  Cleveland,  Cofiee,  Coles, 
Connor,  Corwin,  Craig,  Cramer,  Crane,  Cushing,  Cushman, 
Darlington,  Davis,  Deberry,  Denny,  Dickerson,  Doubleday, 
Dunlap,  Effner,  Evans,  Everett,  Fairfield,  Farlin,  Fowler,  Fry, 
Philo  C.  Fuller,  William  K.  Fuller,  Galbraith,  Gillet,  Granger, 
Grantland,  Graves,  Haley,  Joseph  Hall,  Hamer,  Hannegan, 
Hard,  Hardin,  Samuel  S.  Harrison,  A.  G.  Harrison,  Hawes, 
Hawkins,  Haynes,  Hazeltine,  Henderson,  Heister,  Hoar,  Hop- 
kins, Howard,  Howell,  Hubley,  Huntington,  Huntsman,  Inger- 
soll,  Ingham,  W.  Jackson,  Jabez  Jackson,  Janes,  Jarvis,  Jeni- 
fer, Joseph  Johnson,  R.  M.  Johnson,  Cave  Johnson,  Benjamin 
Jones,  Judson,  Kennon,  Kilgore,  Kinnard,  Klingensmith,  Lane, 
Lansing,  Laporte,  Lawrence,  Lay,  G.  Lee,  J.  Lee,  Leonard, 
Lincoln,  Logan,  Abijah  Mann,  Job  Mann,  Manning,  William 
Mason,  M.  Mason,  Sampson  Mason,  May,  McCarty, McComas, 
McKay,  McKennan,  McKeon,  McKim,  McLene,  Miller,  Milli- 
gan, Montgomery,  Moore,  Morgan, Morris,  Muhlenberg,  Owens, 
Page,  Parker,  Parks,  Patterson,  Franklin  Pierce,  Dutee  J. 
Pearce,  Phelps,  Phillips,  Pinckney,  Potts,  Reed,  Rencher,  John 
Reynolds,  Joseph  Reynolds,  Ripley,  Rogers,  Russell,  Schenck, 
Seymour,  A.  H.  Shepperd,  Shinn,  Sickles,  Sloane,  Smith, 
Spangler,  Sprague,  Slorer,  Sutherland,  Taylor,  Thomas,  J. 
Thomson,  Toucey,  Turner,  Underwood,  Vanderpoel,  Vinton, 
Wagener,  Ward,  Wardwell,  Washington,  Webster,  Weeks, 
Whittlesey,  Lewis  Williams,  Sherrod  Williams — 174. 

NAYS — Messrs.  C.  Allan,  Bell,  Bouldin,  Bunch,  Bynum,  J. 
Calhoon,  Campbell,  Carter,  John  Chambers,  Chapman,  N.  H. 
Claiborne,  Dickson,  Dromgoole,  Forester,  French,  James  Gar- 
land, Rice  Garland,  Glascock,  Graham,  Grayson,  Griffin,  Ham- 
mond, Holsey,  Henry  Johnson,  Lawler,  Luke  Lea,  Loyall,  Lu- 
cas, Lyon,  Martin,  John  Y.  Mason,  Maury,  Mercer,  Patton,  J. 
A.  Pearce,  Pettigrew,  Peyton,  Pickens,  Roane,  Robertson, 
Wm.  B.  Shepard,  Standefer,  Steele,  Taliaferro,  W,  Thompson, 
Towns,  White,  Wise — 48. 

So  the  first  clause  was  agreed  to. 

The  question  being  taken  on  the  second  member  of  the  pro- 
position, it  was  determined  as  follows:— yeas  201 — nays  7. 

[Mr.  JFise,  when  his  name  was  called,  rose  and  said,  I re- 
fuse to  vote  on  this  question,  because  I am  of  opinion  that  I 
have  no  constitutional  right  to  vote  on  the  question. 

Mr.  Pinckney  moved  that  the  gentleman  be  excused  from  vot- 
ing; which  was  agreed  to.] 

The  question  being  about  to  be  taken  on  Uie  third  branch  of 
the  proposition — 

Mr.  Underwood  called  for  a division  of  the  question  of  this 
branch,  so  as  to  take  the  question  on  the  clause  declaring  that 
congress  “ought  not  to  interfere  in  any  way  with  slavery  in 
the  District  of  Columbia,”  and  omitting  the  reasons  therefor. 

The  chair  decided  that  the  division  was  in  order. 

Mr.  Bouldin  appealed  from  this  decision. 

After  a discussion  of  the  point  of  order,  the  decision  of  the 
chair  was  affirmed  by  the  house. 

The  question  being  taken  on  the  first  clause  of  the  third 
branch  indicated  by  the  gentleman  from  Kentucky,  (Mr.  Un- 
derwood) it  was  decided  in  the  affirmative,  as  follows: — yeas 
163— nays  47. 

So  the  first  member  of  the  third  clause,  as  above  stated,  was 
agreed  to. 

The  question  being  then  taken  on  the  remaining  part  of  the 
third  clause,  it  was  decided  as  follows: 

YEAS — Messrs.  Ash,  Ashley,  Barton,  Beale,  Bean,  Bell, 
Bockee,  Bouldin,  Bovee,  Boyd,  Bunch,  Bynum,  J.  Calhoon, 
Cambreleng,  Campbell,  Carter.  Casey,  J.  Chambers,  Chapman, 
Chapin.  N.  H.  Claiborne,  J.  F.  H.  Claiborne,  Cleveland,  Cof- 
fee, Coles,  Connor,  Craig,  Cramer,  Cushman,  Davis,  Deberry, 
Doubleday, Dromgoole,  Dunlap,  Effner,  Fairfield, Farlin,  Fores- 
ter, French,  William  K.  Fuller,  Galbraith,  J.  Garland,  Rice 
Garland,  Gillet,  Graham,  Grantland,  Graves,  Joseph  Hall,  Ha- 
mer, Hannegan,  Hardin,  Albert  G.  Harrison,  Hawes,  Hawkins, 
Haynes,  Holsey,  Hopkins,  Howard,  Huntington,  Huntsman, 
Ingham,  Jabez  Jackson,  Jarvis,  Jenifer,  Joseph  Johnson,  R.  M. 
Johnson,  Cave  Johnson,  Henry  Johnson,  Kinnard,  Klingen- 
smith, Lansing,  Lawler,  J.  Lee,  Luke  Lea,  Leonard,  Logan, 
Loyall,  Lyon,  A.  Mann.  Manning,  Martin,  John  Y.  Mason,  W. 
Mason,  M.  Ma.son,  Maury,  May,  McComas,  McKay,  McKeon, 
McKim,  McLene,  Mercer,  Montgomery,  Moore,  Morgan, Muh- 
lenberg, Owens,  Page,  Parks,  Patterson,  Patton,  F.  Pierce, 
Pettigrew,  Peyton,  Phelps,  Pinckney, Rencliir,  John  Reynolds, 
Ripley,  Roane,  Robertson,  Rogers,  Seymour,  A.  H.  Shepperd, 
Shields,  Standefer,  Steele,  Taliaferro,  Taylor,  Waddy  Thomp- 
son, Toncpy,  Towns,  Tnrrill,  Vanderpoel,  Ward,  Washington, 
Weeks,  White,  Lewis  Williams — 129. 

NAYS — Messrs.  John  Q,uncy  Adams,  C.  Allen,  II.  Allen, 
Anthony,  Banks,  Beaumont,  Bond,  Boon,  Borden,  Briggs, 
Brown,  W.  B.  Calhoun,  Carr,  Cham  hers,  Chaney,  Childs,  Clark, 
Corwin,  Crane,  Cushing,  Darlington,  Denny,  Dickerson,  Evans, 
Everett,  Philo  C.  Fuller,  Granger,  Haley,  Hard,  Harlan,  Hazel- 
tine,  Henderson,  Heister.  Hoar,  Howell,  Hunt,  Ingersoll,  W. 
Jackson,  Janes,  Judson,  Kilgore,  Lane,  Laporte,  Lawrence, 
Lay,  Lincoln,  Love,  Job  Mann,  Sampson  Mason,  McCarty, 


McKennan,  Miller,  Milligan,  Morris,  Parker,  Dutee  J.  Pearce, 
Phillips,  Potts,  Reed,  Russell,  Schenck,  Sh:«n,  Sloane,  Smith, 
Spangler,  Sprague,  Storer,  J.  Thomson,  Underwood,  Vinton, 
Wardwell,  Webster,  Whittlesey,  S.  Williams — 74. 

So  the  remainder  of  the  third  clause  was  agreed  to. 

The  question  being  on  the  remaining  portion  of  the  resolu- 
tion, it  was  read  as  follows: 

“Assigning  such  reasons  for  these  conclusions  as,  in  the 
judgment  of  the  committee,  may  be  best  calculated  to  enlighten 
the  public  mind,  to  repress  agitation,  to  allay  excitement,  to 
sustain  and  preserve  the  just  rights  of  the  slaveholding  states, 
and  of  the  people  of  this  District,  and  to  re-establish  harmony 
and  tranquillity  amongst  the  various  sections  of  the  union.” 

The  question  was  taken  on  agreeing  to  this  residue  of  the 
resolution,  and  determined  in  the  affirmative,  as  follows: — yeas 
169,  nays  6.  Tlie  nays  were  Messrs.  Heman  Allen,  Evans,  W. 
Jackson,  Law’rence,  Phillips,  Sloane— 6. 

So  the  whole  resolution  was  carried. 

And  then,  after  reading  the  president’s  message,  heretofore 
stated,  the  house  adjourned. 

To  the  editors  of  the  National  Intelligencer — 

Washington  Feb.  10,  1836. 

Gentlemen:  I see  by  the  Intelligencer  of  this  morning  that  I 
am  reported  as  voting,  and  voting  in  the  affirmative,  on  the 
second  proposition  of  Mr.  Pinckney — “to  instruct  the  select 
committee  to  report  that  congress  has  no  power  to  interfere 
with  slavery  in  the  states.’’  The  same  report  says  also  that  I 
refused  to  vote.  I did  refuse  to  vote  at  all  upon  such  a proposi- 
tion; because  to  affirm  any  proposition  by  declaratory  resolu- 
tion is  to  admit  it  needs  affirmation;  and  because  congress  has 
no  constitutional  power  either  to  affirm  or  deny  any  proposi- 
tion whatever,  in  relation  to  slavery  in  the  states.  If  the  house 
had  attempted  to  compel  me  to  vote,  I would  not  have  submit- 
ted to  compulsion.  If,  however,  I had  been  compelled  to  vole, 
I should  have  voted  in  the  negative. 

Yours,  respectfully,  HENRY  A.  WISE.' 

Correction.  We  are  informed  of  an  error  of  inadvertence  in 
our  report  of  the  proceedings  in  the  house  of  representatives 
on  the  8ih  instant.  It  wa§  therein  stated  that  Mr.  Wise  appeal- 
ed to  Mr.  Boyd,  (who  had  moved  the  previous  question)  to 
withdraw  his  motion  to  enable  him  (Mr.  Wise)  to  make  some 
explanations.  The  appeal  to  Mr.  Boi/d,  it  appears,  was  made 
by  Mr.  Hunt,  for  the  purpose  of  enabling  him  to  offer  an 
amendment  to  the  resolution;  and  Mr.  Wis^  joined  in  the 
appeal. 

Friday  Feb.  9.  Mr.  Garland,  of  Louisiana,  offered,  on  the 
part  of  himself  and  Messrs.  Glascock,  of  Georgia  and  Robertson, 
of  Virginia,  a protest,  to  be  entered  on  the  journal,  against  the 
first  clause  of  the  instructions  contained  in  the  resolution  of 
the  genilemaH  from  South  Carolina,  adopted  yesterday. 

The  protest  was  read  as  follows: 

The  undersigned,  who  voted  in  the  house  of  representatives 
on  Monday,  the  8th  instant,  against  the  first  clause  of  the  in- 
structions to  the  select  committee  proposed  to  be  raised  under 
the  resolution  offered  by  Mr.  Pmclcnet/,  to  which  “all  the  me- 
morials which  have  been  oSered  or  may  hereafter  be  presented 
to  this  house,  praying  for  the  abolition  of  slavery  in  the  Dis- 
trict of  Columbia,  and  also  the  resolution  offered  by  an  honor- 
able member  from  Maine,  (Mr.  Jarvis),  with  the  amendment 
thereto  proposed  by  an  honorable  member  from  Virginia,  (Mr. 
Wise),  together  with  every  other  paper  or  proposition  that  may 
be  submitted  in  relation  to  the  subject,”  are  to  be  referred; 
which  clause  is  as  follows:  “that  congress  possesses  no  con- 
stitutional authority  to  interfere  in  any  way  with  the  institution 
of  slavery  in  any  of  the  states  of  this  confederacy,”  did  so  vote, 
and  now  protest  against  said  clause: 

1.  Because  the  constitutional  power  of  congress  “to  interfere 
in  any  way  with  the  institution  of  slavery  in  any  of  the  slates  of 
this  confederacy,”  is  not  brought  in  question,  or  in  any  manner 
referred  to,  in  any  memorial  that  h.as  been  presented,  or  in  the 
resolution  mentioned,  or  the  amendment  thereto,  and  we  will 
not  consent  to  have  so  vital  and  important  a proposition, 
brought  forward  gratuitously,  referred  to  a committee  of  this 
house,  reported  on,  and  reasons  given  for  a conclusion,  not 
open  to  di.scussion,  thereby,  as  we  conceive,  admitting  the 
power  of  congress  to  entertain  the  question,  and  asking  its 
opinion  upon  a subject  about  which  it  has  no  right  to  express 
one. 

2.  Because  believing,  as  we  do,  that  it  is  undeniable  “con- 
gress possesses  no  constitutional  authority  to  interfere  in  any 
way  with  the  institution  of  slavery  in  any  of  the  states  of  this 
confederacy,”  it  is  our  intention  to  prevent  any  discussion  of 
that  question  so  far  as  it  is  in  our  power,  or  even  its  submission 
as  a proposition  to  congress;  and  being  determined  now,  and 
at  all  other  times,  to  resist  any  such  assumption  of  authority, 
we  will  not  permit  any  doubt  of  such  absence  of  constitutional 
power  to  be  questioned  or  inferred  bj  consenting  to  refer  it  to 
the  committee  of  a body  having  no  jurisdiction,  and  obtaining 
from  it  a disclaimer  of  a want  of  such  authority. 

The  undersigned  having  been  prevented  from  stating  their 
objections  in  the  house  to  the  aforesaid  clause  in  the  instruc- 
tions, by  the  previous  question  having  been  called  for  and  sus- 
tained, within  one  hour  after  this  most  important  resolution 
was  submitted,  now,  to  prevent  all  misconception  or  miscon- 
struction as  to  their  motives  and  opinions,  submit  this  their  so- 
lemn protest  against  this  house  entertaining  any  such  proposi- 
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linn,  and  respeclliilly  ask  that  it,  and  tlieir  reasons,  us  lierein 
brierty  stated,  may  be  entered  on  tlie  journal. 

inCE  GARLAND, 

TIIOS.  GLASCOCK, 
JOHN  UUDEUTSON. 
House  of  represent alives,  Feh.  9,  18o(5. 

Objections  havin';  been  made, 

Mr.  Garland  moved  that  the  rules  be  suspended  for  the  pur- 
pose of  enabling  liim  to  offer  the  paper;  and,  thereupon,  lie 
asked  the  yeas  and  nays;  which  were  ordered. 

The  question  being  taken  on  suspending  the  rules  for  this 
purpose,  it  was  decided  in  the  negative;  yeas  81,  nays  136. 

Reports  from  committees  were  then  received,  &c. 

The  hour  of  one  o’clock  having  arrived,  the  chair  announced 
Ihe  special  order  of  the  day,  and  the  house  proceeded  to  exe- 
cute it. 

On  motion  of  Mr.  Camhreleng,  the  house  resolved  itself  into 
a committee  of  the  whole,  (Mr.  Miller  in  tlie  chair.) 

The  bill  making  appropriations  for  the  naval  service  of  the 
United  States  for  the  year  1836,  was  taken  up.  The  qurstion 
being  on  the  motion  of  Mr.  Camhreleng  to  amend  by  striking 
out  nine  hundred  and  fifty  thousand  didlars  for  the  repairs  of 
vessels  in  ordinary,  the  completion  of  those  on  the  stocks,  and 
the  repairs  and  wear  and  tear  of  vessels  in  commission,  and 
substituting  the  sum  of  two  millions  ofdollars. 

Mr.  Camhreleng  withdrew  the  motion  for  amendment,  in 
order  that  the  passage  of  the  bill  for  the  ordinary  approprations 
might  not  be  impeded.  He  slated  that'  another  bill  for  the 
extraordinary  appropriations  contemplated  would  be  brought 
forward. 

Mr.  Rcfi  spoke  in  opposition  to  the  appropriations  for  navy 
yards  proposed  in  the  bill,  and  moved  to  reduce  them  one-half. 

Mr.  Bell  specified  certain  objects — and  a general  debate  fol- 
lowed. 

Mr.  Phillips  was  in  favor  of  the  appropriations  for  the  navy 
yards,  where  the  contemplated  improvements  should  be  shown 
to  be  necessary. 

Mr.  Dunlap  was  not  satisfied,  he  said  that  the  apropriations 
for  building  houses,  timber-sheds,  &c.  were  necessary,  and 
Bbould  vote  against  them. 

Mr.  Bell  questioned  the  expediency  of  making  unusual  ap- 
propriations for  the  navy  yards  during  the  present  year,  par- 
ticularly as  gentlemen  admitted  the  possibility  of  a war.  The 
money,  he  thought,  had  better  be  appropriated  for  the  purpose 
of  building  ships.  He  wished  to  keep  these  appropriations  down 
to  their  ordinary  limit,  in  order  that  our  resources  should  be 
husbanded  to  meet  such  contingencies  as  might  happen.  He 
did  not  wish  to  impede  the  progress  of  this  bill.  He  hoped  the 
committee  would  meet  the  question  he  had  presented,  without 
a long  discussion,  and  report  the  bill  this  evening  to  the  house. 
When  the  large  bill  comes  up  for  consideration,  he  should, 
during  their  progress,  avail  himself  of  an  opportunity  to  give 
his  views,  at  large,  on  the  subject  ofour  national  defences,  and 
of  the  condition  of  our  civil  departments.  It  was  not  his  pur- 
pose to  detain  the  committee  on  this  small  question. 

Mr.  Camhreleng  stated  that  the  appropriations  to  which  the 
gentleman  from  Tennessee  took  exeeption,  were  but  ^250,000 
more  than  the  appropriations  for  the  same  objects  last  year, 
made  under  different  circumstances. 

After  some  remarks  from  Messrs.  Parker,  Hardin,  and  Phil- 
lips, 

On  motion  of  Mr.  Mann,  of  New  York,  the  committee  rose, 
and  reported  progress.  The  house  tlien  adjuurned. 

The  following  committees  have  been  appointed  by  the  spea- 
ker, in  pursuance  of  orders  of  the  house  of  representatives: 

Select  commiUee  on  the  subject  of  abolition  of  slavery  in  the 
Dislrictof  Columbia,  {under  Mr.  Pinckney’s  resolution).  Messrs. 
Pinckney,  Hamer,  Pierce,  of  N.  H.  Hardin,  Jarvis,  Owens, 
Muhlenberg,  Dromgoole  and  Turrell. 

Select  committee  on  the  subject  of  the  pay  and  mileage  of  mem- 
bers of  congress,  and  the  contingent  fund  of  the  two  houses. 
Messrs.  Rencher,  Fairfield,  Bean,  Grennell,  Toucey,  Pearce, 
of  R.  F.  Allen,  of  Vt.  W.  K.  Fuller,  Dickerson,  Heister,  Milli- 
gan, Jenifer,  Hopkins,  Manning,  Glascock,  Underwood,  John- 
son, of  Tenn.  VVhittlesey,  Ripley,  Ivinnard,  Reynolds,  of  Illi- 
nois, Dickson,  Lyon  and  Harrison,  of  Missouri. 

Wednesday,  Dec.  10,  Many  reports  from  the  standing  com- 
mittees Wore  received,  which  will  sufficiently  be  noticed  here- 
after. Among  them  were  the  following: 

Mr.  Jiidson,  from  the  committee  on  manufactures,  reported 
the  following  re.soliiiion: 

Resolved,  'J’hat  the  secretary  of  the  treasury  be  directed  to 
transmit  to  this  house  ihc  tables  indicated  in  a note  to  his  an- 
nual  report,  showing  the  progress  in  the  ctillivaiion  and  manu- 
facture of  cotton  in  the  United  States  and  in  other  countries. 
Also,  showing  the  comparative  quantity  and  value  of  cj^porfs 
and  imports  ol  cotton  and  cotton  manufactures  in  the  United 
States  and  other  countries. 

The  resolution  lies  for  one  day. 

The'eonsideration  of  ilie  bill  making  appropriations  for  the  na- 
val service  of  18.36  was  rcioimed,  in  committee  of  the  whole- 
and,  alter  several  gentlemen  had  spoken,  and  others  intimated  a 

desire  to  make  some  remarks. 

The  committee  iheii  rose  and  reported  progress;  and  the 
Fiouse  adjotirmd.  e s,  . i 


Qf^Thursday’s  proceedings. 

In  the  ^enn/c,  after  tlu;  iisu.il  morning  business,  the  day  was 
spent  in  discussion  of  the  bill  and  reiiori  concerning  the  corpo- 


rations of  the  District  of  Columbia.  After  a long  debate,  the 
bill  was  recommitted  to  the  committee  for  the  District,  and  the 
senate  adjourned. 

In  the /louse  of  representatives,  after  the  morning  business, 
the  whole  day  was  spent  in  di.-icussioii  of  the  navy  appropria- 
tion bill,  [irinciiially  by  M r.  Pearce,  of  Rhode  Island,  who  spoke 
upon  it  at  great  length.  He  was  followed  by  Mr.  Cushing  and 
Mr.  Hardin,  and,  without  taking  any  question  on  the  pending 
motion  to  amend  the  bill,  (by  reducing  one-half  the  appropria- 
tion for  the  navy  yard  at  Porlsinoulh),  the  conimiilee  of  the 
whole  rose  and  reported  progress,  and  the  house  adjournedi 
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February  4,  1836. 

Mr.  Calhoun  made  the  following  report: 

The  select  committee  to  whom  was  referred  that  portion  of  the 

president’s  message  which  relates  to  the  attempts  to  circulate, 

through  the  mail,  inflammatory  appeals,  to  excite  ihe  slaves  to 

insurrection,  submit  the  following  report: 

The  committee  fully  concur  with  the  president  as  to  the  cha- 
racter and  tendency  of  the  papers  which  have  been  attempted 
to  be  circulated  in  the  south,  through  the  mail,  and  participate 
with  him  in  the  indignant  regret  wliich  he  expresses  at  conduct 
so  destructive  of  the  peace  and  harmony  of  the  country,  and  so 
repugnant  to  the  constitution  and  the  dictates  of  humanity  and 
religion.  They  also  concur  in  the  hope  that,  if  the  strong  lone 
of  disapprobation  which  these  unconstitutional  and  wicked  at- 
tempts have  called  forth  does  not  arrest  them,  the  non-slave- 
lioldirig  slates  will  be  prompt  to  exercise  their  power  to  sup- 
press them,  as  far  as  their  authority  extends.  But,  while  they 
agree  with  the  president  as  to  the  evil  and  its  highly  dangerous 
tendency,  and  the  necessity  of  arresting  it,  they  have  not  been 
able  to  assent  to  the  measure  of  redress  which  he  recommends 
— that  congress  should  pass  a law  prohibiting,  under  severe  pe- 
nalty, the  transmission  of  incendiary  publications  ilirough  the 
mail,  intended  to  instigate  the  slaves  to  insurrection. 

After  the  most  careful  and  deliberate  investigation,  they  have 
been  constrained  to  adopt  Ihe  conclusion  lliat  congress  has  not 
tlie  power  to  pass  such  a law;  that  it  would  he  a violation  of 
one  of  Hie  most  sacred  provisions  of  the  conslilulion,  and  sub- 
versive of  reserved  powers  essential  to  the  preservation  of  the 
domestic  institutions  of  tlie  slaveholding  states,  and,  willi 
them,  their  peace  and  security.  Concurring,  as  they  do,  with 
the  president,  in  the  magnitude  of  the  evil,  and  the  necessity 
of  its  suppression,  it  would  have  been  the  cause  of  deep  regret 
to  the  committee,  if  they  thought  the  difference  of  opinion,  as 
to  the  riglit  of  congress,  would  deprive  the  slaveholding  stales 
of  any  portion  of  the  protection  which  the  measure  recom- 
mended by  the  president  was  intended  to  afford  them.  On 
the  contrary,  they  believe  all  the  protection  intended  may  be 
afforded,  according  to  the  views  they  lake  of  the  power  of  con- 
gress, without  infringing  on  any  provision  of  the  conslilulion 
on  one  side,  or  the  reserved  rights  of  the  states  on  the  other. 

The  committee,  with  these  preliminary  remarks,  will  now 
proceed  to  establish  the  positions  which  they  have  assumed, 
beginning  with  the  first— that  the  passage  of  a law  would  be  a 
violation  of  an  express  provision  of  tlie  constitution. 

In  the  discussion  of  this  point,  the  committee  do  not  deem  it 
necessary  to  inquire  whellier  the  right  to  pass  such  a law  can 
be  derived  from  the  power  to  establisli  post  offices  and  post 
roads,  or  from  the  trust  “of  preserving  the  relation  created  by 
the  conslilulion  between  the  states,”  as  supposed' by  the  presi- 
dent. However  ingenious  or  plausible  the  arguments  may  be, 
by  which  it  may  be  attempted  to  derive  the  right  from  these, 
or  any  other  sources,  they  must  fall  short  of  their  object.  The 
jealous  spirit  of  liberty  which  characterized  our  ancestors  at 
the  period  when  the  constitution  was  adopted,  forever  closed 
the  door  by  which  the  right  might  be  implied  from  any  of  the 
granted  powers,  or  any  other  source,  if  there  be  any  oilier. 
The  committee  refer  to  the  amended  article  of  Ihe  constitution, 
wliich,  among  other  things,  provides  tlial  congress  shall  pass 
no  law  which  shall  abridge  tlie  liberty  of  the  press — a provision 
which  interposes,  as  will  be  hereafter  shown,  an  iiisiiperahlc 
objection  to  tlm  measure  recommended  liy  the  president. 
That  Ihe  true  meaning  of  this  provision  may  be  fully  conipre- 
iiended,  as  hearing  on  the  point  under  consideration,  it  will  he 
necessary  to  recur  briefly  to  Hie  history  of  the  adoption  of  the 
constiiniion.  ■ 

It  is  well  known  that  great  opposition  was  made  to  Ihe  adop- 
tion of  the  constitution.  It  was  acknowlerlgcd,  on  all  sides,  at 
Ihe  lime,  that  the  old  confederation,  from  its  weakness,  liad 
failed,  and  that  something  must  be  done  to  save  the  country 
from  anarchy  and  convulsion;  yet,  so  liigh  was  the  spirit  of  li- 
berty, so  jealous  were,  our  ancestors  of  that  day  of  power,  that 
Ihe  utmost  efforts  ^ ere  nece.ssary,  under  all  Hie  then  existing 
pressure,  to  obtain  the  assent  of  Ihe  stales  to  the  ratification  of 
Hie  conslilulion.  Among  the  many  objections  to  its  adoption, 
none  were  more  successfully  urged  ilian  the  absence  in  the  in- 
strument of  those  general  provisions  which  experience  h.nd 
shown  to  he  necessary,  to  guard  the  otilworks  of  liberty;  such 
as  the  freedom  of  the  press  and  of  speech,  the  rights  of  con- 
science, of  trial  by  jury,  and  others  of  like  cliar.'icier.  Ft  was 
Ihe  belief  of  those  jealous  and  walchfiil  guardians  of  liberty, 
who  viewed  the  adoption  of  tlie  constiliition  with  so  much  ap- 
prehension, that  all  these  sacred  barriers,  without  some  posi- 
tive provision  to  protect  them,  would,  hy  the  power  of  con- 
struction, be  undermined  and  prostrated.  So  strong  was  this 
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apprehension,  that  it  was  impossible  to  obtain  a ratification  of 
the  instrument  in  many  of  the  states,  without  accompanying  it 
with  the  recommendaiion  to  incorporate  in  the  constitution  va- 
rious articles,  as  amendments,  intended  to  remove  this  defect, 
and  guard  against  the  danger  apprehended,  by  placing  these 
important  rights  beyond  the  possible  encroachment  of  congress. 
One  of  the  most  important  of  these  is  that  which  stands  at  the 
head  of  the  list  of  amended  articles,  and  which,  among  other 
things,  as  has  been  stated,  prohibits  the  passage  of  any  law 
abridging  the  freedom  of  the  press,  and  which  left  that  import- 
ant barrier  against  power  under  the  exclusive  authority  and 
control  of  the  states. 

That  it  was  the  object  of  this  provision  to  place  the  freedom 
of  the  press  beyond  the  possible  interference  of  congress,  is  a 
doctrine  not  now  advanced  for  the  first  time.  It  is  the  ground 
taken,  and  so  ably  sustained,  by  Mr.  Madison,  in  his  celebrated 
report  to  the  Virginia  legislature,  in  1799,  against  the  alien 
and  sedition  law,  and  which  conclusively  settled  the  principle 
that  congress  has  no  right,  in  any  form,  or  in  any  manner,  to 
interfere  with  the  freedom  of  the  press.*  The  establishment  of 
this  principle  not  only  overthrew  the  sedition  act,  but  was  the 
leading  cause  of  the  great  political  revolution  which,  in  1801, 
bfought  the  republican  party,  with  Mr.  Jefferson  at  its  head  in- 
to power. 

With  these  remarks,  the  committee  will  turn  t,o  the  sedition 
act,  in  order  to  show  the  identity  in  principle  between  it  and 
the  act  which  the  message  recommends  to  be  passed,  as  far  as 
it  relates  to  the  freedom  of  the  press.  Among  its  other  provi- 
sions, it  inflicted  punishment  on  all  persons  who  should  pub- 
lish any  false,  scandalous  or  malicious  writing  against  the  go- 
vernment, with  intent  to  defame  the  same,  or  bring  it  into  con- 
tempt or  disrepute.  Assuming  this  provision  to  be  unconstitu- 
tional, as  abridging  the  freedom  of  the  press,  which  no  one  now 
doubts,  it  will  not  be  difficult  to  show  that  if,  instead  of  inflict- 
ing punishment  for  publishing,  the  act  had  inflicted  punishment 
for  circulating,  through  the  mail,  for  the  same  ofifenee,  it  would 
have  been  equally  unconstitutional.  The  one  would  have 
abridged  the  freedom  of  the  press  as  effectually  as  the  other. 
The  object  of  publishing  is  circulation;  and  to  prohibit  the  cir- 
culation is,  in  effect,  to  prohibit  publication.  They  both  have 
a common  object— the  communication  of  sentiments  and  opi- 
nions to  the  public;  and  the  prohibition  of  one  may  as  effectu- 
ally suppress  such  communication  as  the  prohibition  of  the 
other,  and,  of  course,  would  as  effectually  interfere  with  the 
freedom  of  the  press,  and  be  equally  unconstitutional. 

But  to  understand  more  fully  the  extent  of  the  control  which 
the  right  of  prohibiting  circulation  through  the  mail  would  give 
to  the  government  over  the  press,  it  must  be  borne  in  mind 
that  the  power  of  congress  over  the  post  office  and  the  mail  is 
an  exclusive  power,  it  must  also  be  remembered  that  con- 
gress, in  the  exercise  of  this  power,  may  declare  any  road  or 
navigable  water  to  be  a post  road;  and  that,  by  the  act  of  1825, 
it  is  provided  “that  no  stage,  or  other  vehicle,  which  regularly 
performs  trips  on  a post  road,  or  on  a road  parallel  to  it,  shall 
carry  letters.”  The  same  provision  extends  to  packets,  boats 
or  other  vessels,  on  navigable  waters.  Like  provision  may  be 
extended  to  nevvspapers  and  pamphlets;  which,  if  it  be  admit- 
ted that  congress  has  the  right  to  disciiminate,  in  reference  to 
their  character,  what  papers  shall  or  what  shall  not  be  trans- 
mitted by  the  mail,  would  subject  the  freedom  of  the  press,  on 
all  subjects,  political,  moral  and  religious,  completely  to  its  will 
and  pleasure.  It  would,  in  fact,  in  some  respects,  more  effec- 
tually control  the  freedom  of  the  press  than  any  sedition  law, 
however  severe  its  penalties.  The  mandate  of  the  government 
alone  would  be  sufficient  to  close  the  door  against  circulation 
through  the  mail,  and  thus,  at  its  sole  will  and  pleasure,  might 
Intercept  all  communication  between  the  press  and  the  people; 
while  it  would  require  the  intervention  of  courts  and  juries  to 
enforce  the  provisions  of  a sedition  law,  which  experience  has 
shown  are  not  always  passive  and  willing  instruments  in  the 
hands  of  government,  where  the  freedom  of  the  press  is  con- 
cerned. 

From  these  remarks,  it  must  be  apparent  that  to  prohibit  pub- 
lication on  one  side,  and  circulation  through  the  mail  on  the 
other,  of  any  paper,  on  account  of  its  relisious,  moral  or  politi- 
cal character,  rests  on  the  same  principle,  and  that  each  is 
equally  an  abridgment  of  the  freedom  of  the  press,  and  a viola- 
tion of  the  constitution.  It  would  indeed  have  been  but  a poor 
triumph  for  the  cause  of  liberty,  in  the  great  contest  of  1799, 
had  the  sedition  law  been  put  down  on  principles  that  would 
have  left  congre.ss  free  to  suppress  the  circulation,  through  the 
mail,  of  the  very  publications  which  that  odious  act  was  in- 
tended to  prohibit.  The  authors  of  that  memorable  achieve- 
ment would  have  had  hut  slender  claims  on  the  cratilude  of 
posterity,  if  their  victory  over  the  encroachment  of  power  had 
been  left  so  Imperfect. 

It  will,  after  what  has  been  said,  require  but  few  remarks  to 
show  that  the  same  principle  which  applied  to  the  sedition  law 
would  apply  equally  to  a law  punishing,  by  congress,  such  in- 
cendiary publicaiiotis  as  are  referred  to  in  the  message,  and,  of 
course,  to  the  passage  of  a law  prohibiting  their  transmission 

*The  article  is  in  the  following  words: 

‘•Congress  shall  make  no  law  respecting  an  establishment  of 
religion,  or  prohibiting  the  free  exercise  thereof;  or  abridging 
the  freedom  of  speech,  or  of  the  press;  or  the  right  of  the  peo- 
ple peaceably  to  assemble,  and  to  petition  the  government  for  a 
redress  of  grievances.” 


through  the  mail.  The  principle  on  which  the  sedition  act  was 
condemned  as  unconstitutional  was  a general  one,  and  not 
limited  in  its  application  to  that  act.  It  withdraws  from  con- 
gress all  right  of  interference  with  the  press,  in  any  form  or 
shape  whatever;  and  the  sedition  law  was  put  down  as  un- 
constitutional, not  because  it  prohibited  publications  against 
the  government,  but  because  it  interfered,  at  all,  with  the  press. 
The  prohibition  of  any  publication,  on  the  ground  of  its  being 
immoral,  irreligious,  or  intended  to  excite  rebellion  or  insurrec- 
tion, would  have  been  equally  unconstitutional;  and,  from  pa- 
rity of  reason,  the  suppression  of  their  circulation  through  the 
mail  would  be  no  less  so. 

But,  as  conclusive  as  these  reasons  are  against  the  right,  there 
are  others  not  less  so,  derived  from  the  powers  reserved  to  the 
slates,  which  the  committee  will  next  proceed  to  consider. 

The  message,  as  has  been  slated,  recommends  that  congress 
should  pass  a law  to  punish  the  transmission,  through  the  liiail, 
of  incendiary  publications,  intended  to  instigate  the  slavfes  to 
insurrection.  It  of  course  assumes  for  congress  a right  to  de- 
termine what  papers  are  incendiary  and  intended  to  exciU!  in- 
surrection. The  question  then  is,  has  congress  such  a right.? — 
a question  of  vital  importance  to  the  slaveholding  states,  as 
will  appear  in  the  course  of  the  discussion. 

After  examining  this  question  with  due  deliberation,  in  all  its  ' 
bearings,  the  committee  are  of  opinion,  not  only  that  congress 
has  not  the  right,  but  to  admit  it  would  be  fatal  to  those  slates. 
Nothing  is  more  clear  than  that  the  admission  of  the  right,  or* 
the  part  of  congress,  to  determine  what  papers  are  incendiary, 
and,  as  such,  to  prohibit  their  circulation  tlirough  the  mail,  ne- 
cessarily involves  the  right  to  determine  what  are  not  incendia- 
ry, and  to  enforce  their  circulation.  Nor  is  it  less  certain  that 
to  admit  such  a right  would  be  virtually  to  clothe  congress  with 
ihe  power  to  abolish  slavery,  by  giving  it  the  means  of  breaking 
down  all  the  barriers  which  the  slaveholding  stales  have  erect- 
ed for  the  protection  of  their  lives  and  property.  It  would  give 
congress,  without  regard  to  the  prohibition  laws  of  the  states j 
the  authority  to  open  the  gates  to  the  flood  of  incendiary  pub- 
lications which  are  ready  to  break  into  those  states,  and  to  pu- 
nish all  who  dare  resist,  as  criminals.  Fortunately,  congress 
has  no  such  right.  The  internal  peace  and  security  of  the  statss 
are  under  the  protection  of  the  states  themselves,  to  the  entire 
exclusion  of  all  authority  and  control  on  the  part  of  congress.. 
It  belongs  to  them,  and  not  to  congress  to  determine  what  is,, 
or  is  not,  calculated  to  disturb  their  peace  and  security;  and  of 
course,  in  the  case  under  consideration,  it  belongs  to  theslave- 
holding  stales  to  determine  what  is  incendiary  and  intended  to- 
incite  to  insurrection,  and  to  adopt  such  defensive  measures  H9 
may  be  necessary  for  their  security,  with  unlimited  means  bS' 
carrying  them  into  effect,  except  such  as  may  be  expressly  in- 
hibited to  the  states  by  the  constitution.  To  establish  the  truth 
of  this  position,  so  essential  to  the  safety  of  those  states,  it 
would  seem  sufficient  to  appeal  to  their  constant  exercise  of 
this  right,  at  all  times,  without  restriction  or  question,  both  be- 
fore and  since  the  adoption  of  the  constitution.  But,  on  a point 
of  so  much  importance,  which  may  involve  the  safety,  if  not 
the  existence  itself,  of  an  entire  section  of  the  union,  it  will  be 
proper  to  trace  it  to  its  origin,  in  order  to  place  it  on  a more  im- 
moveable foundation. 

That  the  states  which  form  our  federal  union  are  sovereign 
and  independent  communities,  bound  together  by  a constitu- 
tional compact,  and  are  possessed  of  all  the  powers  belonging 
to  distinct  and  separate  states,  excepting  such  as  are  delegated 
to  be  exercised  by  the  general  government,  is  assumed  as  un- 
questionable. The  compact  itself  expressly  provides  that  all 
powers  not^elegated  are  reserved  to  the  states  and  the  people. 
To  ascertain,  then,  whether  the  power  in  question  is  delegated 
or  reserved,  it  is  only  necessary  to  ascertain  whether  it  is  to  be 
found  among  the  enumerated  powers  or  not.  If  it  be  not 
among  them,  it  belongs,  of  course,  to  the  reserved  powers.  On 
turning  to  the  constitution,  it  will  be  seen  that,  while  the  pow- 
er of  defending  the  country  against  external  danger  is  found 
among  the  enumerated,  the  instrument  is  wholly  silent  as  to 
the  power  of  defending  the  internal  peace  and  security  of  the 
states,  and,  of  course,  reserves  to  the  states  this  important 
power,  as  it  stood  before  the  adoption  of  the  constitution,  with 
no  other  limitations,  as  has  been  stated,  except  such  as  are  ex- 
pressly prescribed  by  the  instrument  itself.  From  what  has 
been  stated,  it  may  be  inferred  that  the  right  of  a slate  to  de- 
fend it.self  against  internal  dangers  is  a part  of  the  great,  pri- 
mary and  inherent  right  of  self-defence,  which,  by  the  laws  of 
nature,  belongs  to  all  communities;  and  so  jealous  were  the 
states  of  this  essential  right,  without  which  their  independence 
could  not  be  preserved,  that  it  is  expressly  provided  by  the  con- 
stitution* that  the  general  government  shall  not  assist  a state, 
even  in  case  of  domestic  violence,  except  on  the  application  of 
the  authorities  of  the  state  itself;  thus  excluding,  by  a necessa- 
ry consequence,  its  interference  in  all  other  cases. 

Having  now  shown  that  it  belongs  to  the  slaveholding  states, 
whose  institutions  are  in  danger,  and  not  to  congress,  as  is  snp- 
po.sed  by  Ihe  message,  to  determine  what  papers  are  incendiary 
and  intended  to  incite  insurrection  among  the  slaves,  it  remains 
to  inquire,  in  the  next  place,  what  are  the  corresponding  duties 
of  the  general  government,  and  the  other  states,  from  within 
whose  limits  and  jurisdiction  their  institutions  are  attacked — a 
subject  intimately  connected  with  that  with  which  the  commit- 
tee are  immediately  charged,  and  which,  at  the  present  junc- 

*See  4lh  article,  4th  section  of  the  constitution. 
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turc,ou»1it  10  he  fully  understood  by  all  the  parlies.  The  coin- 
iiiiuee  will  he!.!in  vvilh  the  first. 

It  may  not  he  entirely  useless  to  premise,  that  rights  and  du- 
ties are  reciprocal,  the  existence  of  a right  always  implying  the 
corresponding  duty.  If,  conseriuently,  the  right  to  protect  her 
internal  peace  and  security  helongs  to  a stale,  the  general  go- 
vernment is  bound  to  respect  the  measures  adopted  by  her  for 
that  purpose,  and  to  co-o|ieratc  in  their  execution,  as  far  as  its 
delegated  powers  may  admit,  or  the  measure  may  require.— 
Thus,  in  the  present  case,  the  slaveholding  slates  having  the 
unquestionable  right  to  pass  all  such  laws  as  may  be  necessary 
to  iiiainiaiu  the  existing  relation  between  master  and  slave  in 
those  states,  their  right,  of  course,  to  prohibit  the  circulation  of 
any  publication,  or  any  intercourse  calculated  to  disturb  or  de- 
stroy that  relation,  is  incontrovertible.  In  the  execution  of  the 
measures  which  may  be  adopted  by  the  states  for  this  purpose, 
the  powers  of  congress  over  the  mail,  and  of  regulating  com- 
merce with  foreign  nationsjnd  between  the  slates,  may  require 
co-operation  on  the  part  of  the  general  government;  and  it  is 
bound,  in  conformity  to  the  principle  established,  to  respect  the 
laws  of  the  slate  in  their  exercise,  and  so  to  modify  its  acts  as 
not  only  not  to  violate  those  of  the  states,  but,  as  far  as  practica- 
ble, to  co-operate  in  their  execution.  The  practice  of  the  govern- 
lueiu  has  been  in  conformity  to  these  views. 

By  the  act  of  the  28th  of  February,  1803,  entitled  “an  act  to 
prevent  the  importation  of  certain  persons  into  certain  states,” 
where,  by  the  laws  of  those  states,  their  importation  is  prohi- 
bited, masters  or  captains  of  ships  or  vessels  are  forbidden,  un^ 
der  severe  penally,  “to  import  or  bring,  or  cause  to  be  imported 
or  brought,  any  negro,  or  mulatto,  or  person  of  color,  not  being 
a native,  or  citizen,  or  registered  seaman  of  the  United  States, 
or  seamen,  natives  of  countries  beyond  the  Cape  of  Good  Hope, 
into  any  port  or  place  which  shall  be  situated  in  any  state, 
which,  by  law,  has  prohibited,  or  shall  prohibit,  the  admission 
or  importation  of  such  negro,  mulatto,  or  other  person  of  color.” 
This  provision  speaks  lor  itself,  and  requires  no  illustration. — 
It  is  a case  in  point,  and  fully  embraces  the  principle  laid  down. 
To  the  same  effect  is  the  actof25lh  of  February,  1799,  respect- 
ing quarantine  and  health  laws,  which,  as  belonging  to  the  in- 
ternal police  of  the  states,  stand  on  the  same  ground.  The  act, 
among  other  things,  “directs  the  collectors  and  all  other  reve- 
nue officers,  the  masters  and  crews  of  the  revenue  cutters,  and 
the  military  officers  in  command  on  the  station,  to  co-operate 
faithfully  in  the  execution  of  the  quarantine  and  other  reslric- 
lions  which  the  health  laws  of  the  state  may  establish.” 

The  principles  embraced  by  these  acts,  in  relation  to  the  com- 
mercial intercourse  of  the  country,  are  equally  applicable  to 
tlie  intercourse  by  mail.  There  may,  indeed,  be  more  dif- 
ficulty in  co-operating  with  the  states  in  the  latter  than  in  the 
former,  but  that  cannot  possibly  affect  the  principle.  Regard- 
ing it,  then,  as  established  both  by  reason  and  precedents,  the 
committee,  in  conformity  with  it,  have  prepared  a bill,  and  di- 
rected their  chairman  to  report  the  same  to  the  senate,  prohi- 
biting, under  the  penalty  of  fine  and  dismission  from  office,  any 
deputy  postmaster,  in  any  state,  territory,  or  district,  from 
knowingly  receiving  and  putting  into  the  mail  any  letter,  pack- 
et, pamphlet,  paper,  nr  pictorial  representation,  directed  to  any 
post  office  or  person  in  a state,  territory  or  district  by  the  laws 
of  which  the  circulation  of  the  same  is  forbidden;  and  also  pro- 
hibiting, under  a like  penalty,  any  deputy  postmaster  in  said 
state,  territory  or  district,  from  knowingly  delivering  the  same, 
except  to  such  persons  as  may  be  authorised  to  receive  them  by 
the  civil  authority  of  said  state,  territory  or  district. 

It  remains  next  to  inquire  into  the  duty  of  the  states  from 
within  whose  limits  and  jurisdiction  the  internal  peace  and  se- 
curity of  the  slaveholding  states  are  endangered. 

In  order  to  comprehend  more  fully  the  nature  and  extent  of 
their  duty,  it  will  be  necessary  to  make  a few  remarks  on  the 
relations  wffiich  exist  between  the  slates  of  our  federal  union, 
with  the  rights  and  obligations  reciprocally  resulting  from  such 
relations. 

It  has  already  been  staled  that  the  states  which  compose  our 
federal  union  are  sovereign  and  independent  comtnunities, 
united  by  a constitutional  compact.  Among  its  members  the 
laws  of  nations  are  in  full  force  and  obligation,  except  as  altered 
or  modified  by  the  compact;  and,  of  course,  the  states  possess, 
with  that  exception,  all  the  rights,  and  are  subject  to  all  the 
duties,  which  separate  and  distinct  communities  possess,  or  to 
which  they  are  subject.  Among  these  are  comprehended  the 
obligation  which  all  states  are  under  to  prevent  their  citizens 
from  di.slurbing  the  pence  or  endangering  the  security  of  other 
stales;  and,  in  case  of  being  disturbed  or  endangered,  the  right 
of  the  latter  to  demand  of  the  former  to  adopt  such  measures 
as  will  prevent  their  recurrence,  and,  if  refused  or  neglected, 
to  resort  to  such  measures  as  its  protection  may  require.  This 
right  remain.',  of  course,  in  force  among  the  stales  of  this 
union,  with  such  limitations  a.s  are  imposed  expressly  by  the 
constitution.  Within  their  limits,  the  rights  of  the  slaveiioM- 
ing  Ktati's  are  as  full  to  demand  of  the  stales  wiihin  whose 
limits  and  jurisdiction  their  peace  is  assailed,  to  adopt  the  mea 
Bures  necessary  to  prevent  the  same,  and,  if  refused  or  ne- 
glected, to  resort  to  means  to  piotect’ themselves,  as  if  they 
were  separate  and  independent  communities. 

'I’hose  states,  on  rhe  other  hand,  are  not  only  under  all  the 
obligations  which  independent  communities  would  he  to  adopt 
such  lueasurcs,  but  also  under  the  obligation  which  the  con- 
stitution superadds,  rendered  more  sacred,  if  possible,  by  the 
fact  that,  while  the  union  imposes  restrictions  oa  the  right  of 


the  slaveholding  states  to  defend  themselves,  it  affords  the 
medium  through  which  their  peace  and  security  are  assailed. 
It  is  not  the  intention  of  the  committee  to  inquire  what  those 
restrictions  are,  and  what  are  the  means  which,  under  the 
constitution,  are  left  to  the  slaveholding  slates  to  protect  them- 
selves. The  period  has  not  yet  come,  and  they  trust,  never 
will,  when  it  may  be  necessary  to  decide  those  questions;  but 
come  it  must,  unles"s,the  stales  whose  duty  it  is  to  suppress 
the  danger  shall  see  in  time  its  magnitude,  and  the  obligations 
which  they  are  under  to  adopt  speedy  and  effectual  measures 
to  arrest  its  further  progress.  That  the  full  force  of  this  ob- 
ligation may  be  understood  by  all  parlies,  the  committee  pro- 
pose, in  conclusion,  to  touch  brieffy  on  the  movements  of  the 
aliolitionists,  with  the  view  of  showing  the  dangerous  conse- 
quences to  which  they  must  lead  if  not  arrested. 

Their  professed  object  is  the  emancipation  of  slaves  in  the 
southern  slates,  which  they  propose  to  accomplish  through  the 
agency  of  organized  societies,  spread  throughout  the  non-slave- 
holding  slates,  and  a powerful  press  directed  mainly  to  excite, 
in  the  other  stales,  hatred  and  abhorrence  against  the  institu- 
tions and  citizens  of  the  slaveholding  slates,  by  addresses, 
lectures  and  pictorial  representations,  abounding  in  false  and 
exaggerated  statements. 

If  the  magnitude  of  the  mischief  affords,  in  any  degree,  the 
measure  by  which  to  judge  of  the  criminality  of  a project,  few 
have  ever  been  devised  to  be  compared  with  the  present,  whe- 
ther the  end  be  regarded,  or  the  means  by  which  it  is  proposed 
to  be  accomplished.  The  blindness  of  fanaticism  is  proverbial. 
With  more  zeal  than  understanding,  it  constantly  misconceives 
the  nature  of  the  object  at  which  it  aims,  and  towards  which 
it  rushes  with  headlong  violence,  regardless  of  the  means  by 
which  it  is  to  be  effected.  Never  was  its  character  more  fully 
exemplified  than  in  the  present  instatice.  Setting  out  with  the 
abstract  principle  that  slavery  is  an  evil,  the  fanatical  zelots 
com6  at  once  to  the  conclusion  that  it  is  their  duty  to  abolish 
it,  regardless  of  all  the  disasters  which  must  follow.  Never 
was  conclusion  more  false  or  dangerous.  Admitting  their  as- 
sumption, there  are  innumerable  things  which,  regarded  in  the 
abstract,  are  evils,  but  which  it  would  be  madness  to  attempt 
to  abolish.  Thus  regarded,  government  itself  is  an  evil,  with 
most  of  its  institutions  intended  to  protect  life  and  property, 
comprehending  the  civil  as  well  as  the  criminal  and  military 
code,  which  are  tolerated  only  because  to  abolish  them  would 
be  to  increase  instead  of  diminishing  the  evil.  The  reason  is 
equally  applicable  to  the  case  under  consideration;  to  illus- 
trate which,  a few  remarks  on  slavery,  as  it  actually  exists  in 
the  southern  states,  will  be  necessary. 

He  who  regards  slavery  in  those  states  simply  under  the  re' 
lalion  of  master  and  slave,  as  important  as  that  relation  is, 
viewed  merely  as  a question  of  property  to  the  slaveholding 
section  of  the  union,  has  a very  imperfect  conception  of  the 
institution,  and  the  impossibility  of  abolishing  it  without  dis- 
asters unexampled  in  the  history  of  the  world.  To  understand 
its  nature  and  importance  fully,  it  must  be  borne  in  mind  that 
slavery,  as  it  exists  in  the  southern  states,  (including  under 
the  southern  all  the  slaveholding  states),  involves  not  only  the 
relation  of  master  and  slave,  but,  also,  the  social  and  political 
relations  oflwo  races,  of  nearly  equal  numbers,  from  different 
quarters  of  the  globe,  and  the  most  opposite  of  all  others  in 
every  particular  that  distinguishes  one  race  of  men  from  another. 
Emancipation  would  destroy  these  relations — would  divest  the 
masters  of  their  properly,  and  subvert  the  relation,  social  and 
political,  that  has  existed  between  the  races  from  almost  the 
first  settlement  of  the  southern  stales. 

It  is  not  the  intention  of  the  committee  to  dwell  on  the  pe- 
cuniary aspect  of  this  vital  subject;  the  vast  amount  of  pro- 
perly involved,  equal  at  least  to  ^950,000,000;  the  ruin  of  fami- 
lies and  individuals;  the  impoverishment  and  prostration  of  an 
entire  section  of  the  union,  and  the  fatal  blow  that  would  be 
given  to  the  productions  of  the  great  agricultural  staples,  on 
which  the  commerce,  the  navigation,  the  manufactures  and 
the  revenue  of  the  country,  almost  entirely  depend.  As  great 
as  these  disasters  would  be,  they  are  nothing  compared  to 
what  must  follow  the  subversion  of  the  existing  relation  be- 
tween the  two  races,  to  which  ilie'commiltee  will  confine  their 
remarks. 

Under  this  relation,  the  two  races  have  long  lived  in  peace 
and  prosperity,  and,  if  not  disturbed,  would  long  continue  so 
to  live.  While  the  European  race  has  rapidly  increased  in 
wealth  and  numbers,  and  at  the  same  time  has  maintained 
an  equality,  at  least  morally  and  intellectually,  with  their  bre- 
thren of  the  non-slaveliolding  states,  the  African  race  has  mul- 
tiplied with  not  less  rapidity,  accompanied  by  great  improve- 
ment, physically  and  intellectually,  and  the  enjoyment  of  a de- 
gree of  comfort  with  which  the  laboring  class  in  few  countries 
c.in  compare,  and  confessedly  greatly  superior  to  what  the  free 
people  of  the  same  race  possess  in  the  non-slaveholding  states. 
It  may,  indeed,  be  safely  asserted  that  there  is  no  example  in 
history  in  which  a savage  people,  such  as  their  ancestors  were 
when  brouL'ht  into  the  country,  have  ever  advanced  in  the  same 
period  so  rapidly  in  numbers  and  improvement, 

'Po  ilestroy  the  existing  relations  would  be  to  destroy  this 
prosperity,  and  to  place  the  two  races  in  a stale  of  conflict, 
which  must  end  in  the  expulsion  nr  extirpation  of  ope  nr  the 
other.  No  other  can  be  substituted,  compatible  with  their  peace 
and  security.  The  difficulty  is  in  the  diversity  of  the  races.  So 
strongly  drawm  is  the  line  between  the  two,  in  consequence  of 
it,  and  so  strengthened  by  the  force  of  habit  and  education, 
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that  it  is  impossible  for  them  to  e-xist  together  in  the  same 
coiniiiuiiiiy,  where  tlieir  numbers  are  so  nearly  equal  as  in  the 
slaveholtliiig  stales,  under  any  otlier  relation  than  that  which 
now  exists.  Social  and  political  equality  between  them  is 
impossible.  No  power  on  earth  can  overcome  the  difficulty. 
Tliese  causes  resisting  lie  too  deep  in  the  principles  of  our 
nature  to  be  surmounted.  But,  without  such  equality)  to 
change  the  present  condition  of  the  African  race,  were  it  pos- 
sible, would  be  but  to  change  the  loim  of  slavery.  It  would 
make  them  the  slaves  of  the  community,  instead  of  the  slaves 
of  individuals,  with  less  responsibility  and  interest  in  their 
welfare  on  the  part  of  the  community  than  is  felt  hy  their  pre- 
sent masters;  while  it  would  destroy  the  security  and  inde- 
pendence of  the  European  race,  if  the  African  should  be  per- 
mitted to  continue  in  their  changed  condition  within  the  limits 
of  those  stales.  They  would  look  to  the  other  slates  for  sup- 
port and  protection,  and  would  become,  virtually,  their  allies 
and  dependants;  and  would  thus  place  in  the  hands  of  those 
states  the  most  effectual  instrument  to  destroy  the  influence 
and  control  the  destiny  of  the  rest  of  the  union. 

It  is  against  this  relation  between  the  two  races  that  the 
blind  and  criminal  zeal  of  the  abolitionists  is  directed — a re- 
lation that  now  preserves  in  quiet  and  security  more  than 
6,500,000  hpman  beings,  and  which  cannot  be  destroyed  with- 
out destroying  the  peace  and  prosperity  of  nearly  half  the  slates 
of  the  union,  and  involving  their  entire  population  in  a deadly 
conflict,  that  must  terminate  either  in  the  expulsion  or  extirpa- 
tion of  those  who  are  the  object  of  the  misguided  and  false 
humanity  of  those  who  claim  to  be  their  friends. 

He  must  be  blind,  indeed,  who  does  not  perceive  that  the 
subversion  of  a relation  which  must  be  followed  with  such 
disastrous  consequences  can  only  be  effected  by  convulsions 
that  would  devastate  the  country,  burst  asunder  the  bonds  of 
the  union,  and  ingulf,  in  a sea  of  blood,  the  institutions  of  the 
country.  It  is  madness  to  suppose  that  the  slaveholding  states 
would  quietly  submit  to  be  sacrificed.  Every  consideration — 
interest,  duty  and  humanity;  the  love  of  country,  the  sense  of 
wrong,  hatred  of  oppressors,  and  treacherous  and  faithless  con- 
federates, and,  finally,  despair,  would  impel  them  to  the  most 
daring  and  desperate  resistance  in  defence  of  property,  family, 
country,  liberty  and  existence. 

But,  wicked  and  cruel  as  is  the  end  aimed  at,  it  is  fully 
equalled  by  the  criminality  of  the  means  by  which  it  is  propos- 
ed to  be  accomplished.  These,  as  has  been  staled,  consist  in 
organized  societies  and  a powerful  press,  directed  mainly  with 
a view  to  excite  the  bitterest  animosity  and  haired  of  the  peo- 
ple of  the  non-slaveholding  states  against  the  citizens  and  in- 
stitutions of  the  slaveholding  slates.  It  is  easy  to  see  to  what 
disastrous  results  such  means  must  tend.  Passing  over  the 
more  obvious  effects,  their  tendency  to  excite  to  insurrection 
and  servile  war,  with  all  its  horrors,  and  the  necessity  which 
such  tendency  must  impose  on  the  slaveholding  states  to  resort 
to  the  most  rigid  discipline  and  severe  police,  to  the  great  in- 
jury of  the  present  condition  of  the  slaves,  there  remains 
another  threatening  incalculable  mischief  to  the  country. 

The  inevitable  tendency  of  the  means  to  which  the  aboli- 
tionists have  resorted  to  effect  their  object,  must,  if  persisted 
in,  end  in  completely  alienating  the  two  great  sections  of  the 
union.  The  incessant  action  of  hundreds  of  societies,  and  a 
vast  printing  establishment,  throwing  out  daily  thousands  of 
artful  and  inflammatory  publications,  must  make,  in  time,  a 
deep  impression  on  the  section  of  the  union  where  they  freely 
circulate,  and  are  mainly  designed  to  have  effect.  The  well- 
informed  and  thoughtful  may  hold  them  in  contempt,  but  the 
young,  the  inexperienced,  the  ignorant,  and  thoughtless  will  re- 
ceive the  poison.  In  process  of  time,  when  the  number  of  pro- 
selytes is  sufficiently  multiplied,  the  artful  and  profligate,  who 
are  ever  on  the  watch  to  seize  on  any  means,  however  vvicked 
and  dangerous,  will  unite  with  the  fanatics,  and  make  their 
movements  the  basis  of  a powerful  political  party,  that  will 
seek  advancement  by  diffusing,  as  widely  as  possible,  hatred 
asainst  the  slaveholding  states.  But,  as  haired  begets  hatred, 
and  animosity  animosity,  these  feelings  would  become  recipro- 
cal, till  every  vestige  of  attachment  would  cease  to  exist  be- 
tween the  two  sections,  when  the  union  and  the  constitution, 
the  offspring  of  mutual  affection  and  confidence,  would  forever 
perish. 

Such  is  the  danger  to  which  the  movements  of  the  abolition- 
ists expose  the  country.  If  the  force  of  the  obligation  is  in  pro- 
portion to  the  magnitude  of  the  danger,  stronger  cannot  be  im- 
posed, than  is  at  present,  on  the  states  within  whose  limits  the 
danger  originates,  to  arrest  its  further  progress — a duty  they 
owe,  not  only  to  the  states  whose  institutions  are  assailed,  but 
to  the  union  and  constitution,  as  has  been  shown,  and,  it  may 
be  added,  to  themselves.  The  sober  and  considerate  portions 
of  citizens  of  the  non-slaveholding  states,  who  have  a deep 
stake  in  the  existing  institutions  of  the  country,  would  have 
little  forecast  not  to  see  that  the  assaults  which  are  now  direct- 
ed against  the  institutions  of  the  southern  stales  may  be  very 
easily  directed  against  those  which  uphold  their  own  properly 
and  security.  A very  slight  modification  of  the  arguments  used 
aeaiust  the  institutions  which  sustain  the  property  and  security 
of  the  south,  would  make  them  equally  effectual  against  the 
institutions  of  the  north,  including  banking,  in  which  so  vast 
an  amount  of  its  property  and  capital  is  invested.  It  would  be 
well  for  those  interested  to  reflect  whether  there  now  exists,  or 
ever  has  e.xisted.  a wealthy  and  civilized  community,  in  which 
one  portion  did  not  live  on  the  labor  of  another;  and  whether 


the  form  in  which  slavery  exists  in  the  south  is  not  but  one 
modification  of  this  universal  condition;  and  finally,  whether 
any  other,  under  all  the  circumstances  of  the  case,  is  more  de- 
fensible, or  stands  on  stronger  ground  of  necessity.  It  is  lime 
to  look  these  questions  in  the  face.  Let  those  who  are  inter- 
ested remember  that  labor  is  the  only  source  of  wealth,  and 
how  small  a portion  of  it,  in  all  old  and  civilized  countries, 
even  the  best  governed,  is  left  to  those  by  whose  labor  wealth 
is  created.  Let  them  also  reflect  how  little  volition  or  agency 
the  operatives  in  any  country  have  in  the  question  of  its  distri- 
bution— as  little,  with  a few  exceptions,  as  the  African  of  the 
slaveholding  states  has  in  the  distribution  of  the  proceeds  of 
his  labor.  Nor  is  it  the  less  oppressive,  that  in  the  one  case  it  is 
effected  by  the  stern  and  pow'erful  will  of  the  government,  and 
in  the  other  by  the  more  feeble  and  flexible  will  of  a master. 
If  one  be  an  evil,  so  is  the  other.  The  only  difference  is  the 
amount  and  mode  of  the  exaction  and  distribution,  and  the 
agency  by  which  they  are  effected. 

[The  bill  which  accompanied  this  report  has  been  already 
published.] 

DEBATE  IN  THE  SENATE, 

ON  THE  LOST  APPROPRIATION  BILL  OF  LAST  SESSION. 

Tuesday,  January  12. 

The  resolution,  offered  yesterday  by  Mr.  Benfon,  being  taken 
up  for  consideration,  as  follows: 

Resolved,  That  the  surplus  revenue  of  the  United  States,  and 
the  dividends  of  stock  receivable  from  the  bank  of  the  United 
States,  ought  to  be  set  apart  and  applied  to  the  general  deferiqe 
and  permanent  security  of  the  country.  That  the  president  be 
requested  to  cause  the  senate  to  be  informed  of— 

1st.  The  probable  amount  that  would  be  necessary  for  forti- 
fying the  lake,  maritime  and  gulf  frontier  of  the  United  States, 
and  such  points  of  the  land  frontier  as  may  require  permanent 
fortification. 

2d.  The  probable  amount  that  would  be  necessary  to  con- 
struct an  adequate  number  of  armories  and  arsenals  in  the  U. 
States,  and  to  supply  the  states  with  field  artillery  (especially 
brass  field  pieces)  for  their  militia,  and  with  sidearms  and  pis- 
tols for  their  cavalry. 

3d.  The  probable  amount  that  would  be  necessary  to  supply 
the  United  States  with  the  ordnance,  arms  and  munitions  of 
war,  which  a proper  regard  to  self-defence  would  require  to  be 
always  on  hand. 

4th.  The  probable  amount  that  would  be  necessary  to  place 
the  naval  defences  of  the  United  States  (including  the  increase 
of  the  navy,  navy  yards,  dock  yards  and  steam  floating  batte- 
ries) upon  the  footing  of  strength  and  respectability  which  is 
due  to  the  security  and  to  the  welfare  of  the  union. 

The  resolution  having  been  read — 

Mr.  Benton*  rose,  and  said  that  the  objects  contemplated  by  it 
were  of  a general  and  permanent  nature,  and  required  atten- 
tion, without  regard  to  existing  circumstances.  To  place  itself 
in  a state  of  defence  was  the  duty  of  all  countries  which  desired 
to  preserve  their  independence,  or  to  live  with  honor.  The  U. 
Slates  were  not  in  a state  of  defence,  and  it  was  their  duty  to 
attend  to  that  object.  The  present  time  was  the  proper  time. 
The  public  debt  was  paid,  a large  surplus  revenue  was  accumu- 
lating, and  the  country  was  every  way  prosperous.  Projects 
were  devised  to  distribute  these  surplusses  among  the  states; 
but  he  was  in  favor  of  setting  them  apart,  and  dedicating  them 
to  the  defence  of  the  union.  Formerly,  and  by  a law  as  old  as 
the  republic,  these  surplusses  were  all  set  apart,  and  constitut- 
ed a separate  fund,  called  the  sinking  fund,  and  inviolably  ap- 
plied to  the  sacred  purpose  of  extinguishing  the  national  debt. 
By  this  means  the  debt  had  been  paid.  He  was  for  reviving 
and  continuing  this  policy,  with  a change  of  object,  from  the 
debt  to  the  defences  of  the  union,  and  would  wish  to  see  all 
the  surplus  revenue  take  that  direction,  until  the  country  was 
as  secure  from  receiving,  as  it  is  averse  from  offering,  offence. 
It  would  require  all  the  surplusses,  and  many  years  of  exertion 
to  accomplish  the  object. 

Mr.  B.  repeated,  his  motion  was  for  objects  of  a general  and 
permanent  character,  and  he  felt  it  to  be  his  duty  to  make  it, 
without  regard  to  impending  events  and  to  extrinsic  circum- 
stances. But  there  were  events  and  circumstances  which 
should  give  emphasis  to  his  motion,  and  stimulate  its  immedi- 
ate adoption.  A French  fleet  of  sixty  vessels  of  war,  to  be  fol- 
lowed by  sixty  more,  now  in  commission,  approaches  our 
coast!  and  approaches  it  for  the  avowed  purpose  of  observing 
our  conduct  in  relation  to  France!  It  is  styled  in  the  French 
papers  a squadron  of  observation;  and  we  are  sufficiently  ac- 
quainted with  the  military  vocabulary  of  France  to  know  what 
that  phrase  means.  In  the  days  of  the  great  emperor,  we  were 
accustomed  to  see  the  armies  which  demolished  empires  at  a 
blow,  wear  that  pacific  title  up  to  the  tnoment  that  the  blow 
was  ready  to  be  struck.  These  grand  armies  assembled  on  the 
frontiers  of  empires,  gave  emphasis  to  negotiation,  and  crushed 
what  resisted.  A squadron  of  observation,  then,  is  a squadron 
of  intimidation  first,  and  of  attack  eventually!  and  nothing 
could  be  more  palpable  than  that  such  was  the  character  of  the 
squadron  in  question.  It'leaves  the  French  coast  cotempora- 
neously  with  the  departure  of  our  diplomatic  agent  and  the  as- 
sembling of  our  congress;  it  arrives  upon  our  coast  at  the  very 
moment  that  we  shall  have  to  vote  upon  French  affairs;  and  it 
takes  a position  upon  our  southern  border — that  border  above 

*The  report  of  this  speech  is  from  “the  Globe.” 
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all  Olliers,  on  which  we  are,  at  this  time,  peculiarly  sensitive  to 
hostile  approach. 

What  have  we  done  (continued  Mr.  B.)  to  draw  this  squa- 
dron upon  it?  We  have  done  no  wrong  to  France;  we  are  mak- 
ing no  preparations  against  her,  and  not  even  oidinary  prepa- 
rations for  general  and  permanent  security.  We  have  treaties, 
and  are  executing  them,  even  the  treaty  that  she  does  not  exe- 
cute! We  have  been  executing  that  treaty  for  five  years,  and 
may  say  that  we  have  paid  France  as  much  under  it  as  we  have 
in  vain  demanded  from  her,  as  the  first  instalment  of  the  in- 
demnity; not  in  fact  by  taking  money  out  of  our  treasury  and 
delivering  it  to  her,  but  what  is  better  for  her,  namely,  leaving 
her  own  money  in  her  own  hands,  in  the  shape  of  diminished 
duties  upon  her  wines,  as  provided  for  in  this  same  treaty, 
which  we  execute,  and  which  she  does  not.  In  this  way 
France  has  gained  one  or  two  millions  of  dollars  from  us,  be- 
sides the  encouragement  to  her  wine  trade.  On  the  article  of 
silks  she  is  also  gaining  money  from  us  in  the  same  way,  not 
by  treaty,  but  by  law.  Our  discriminating  duties  in  favor  of 
silks  from  this  side  the  Cape  of  Good  Hope  operate  almost  en- 
tirely in  her  favor.  Our  great  supplies  of  silks  are  from  France, 
England  and  China.  In  ten  years,  and  under  the  operation  of 
this  discriminating  duty,  our  imports  of  French  silks  have  risen 
from  two  millions  of  dollars  per  annum  to  six  millions  and  a 
half;  from  England,  they  have  risen  from  a quarter  of  a million 
to  three-quarters;  from  China,  they  have  sunk  from  three  mil- 
lions and  a quarter  to  one  million  and  a quarter.  This  discri- 
minating duty  h.as  left  between  one  and  two  millions  of  dollars 
in  the  pockets  of  Frenchmen,  besides  the  encouragement  to  the 
silk  manufacture  and  trade.  Why  then  has  she  sent  this 
squadron  to  observe  us  first,  and  to  strike  us  eventually?  She 
knows  our  pacific  disposition  towards  her,  not  only  from  our 
own  words  and  actions,  but  froni  the  oflicial  report  of  her  own 
officers;  from  the  very  officer  sent  out  last  spring  in  a frigate  to 
carry  back  the  recalled  minister.  Here  is  his  report,  made  to 
to  the  minister  of  marine,  and  communicated  to  the  chamber 
of  deputies  in  the  month  of  April  last.  Listen  to  it,  and  see 
how  fully  it  establishes,  not  only  our  pacific  dispositions 
towards  France,  but  the  affection  of  our  citizens  for  her,  and 
the  solicitude  of  our  officers  to  honor  her  flag,  and  gratify  her 
feelings. 

(‘Brest,  April  4, 1835. 

*‘I  have  the  horibr  to  inform  you  that  the  brig  d’Assas  sailed 
from  New  York  on  the  11th  of  March  last,  at  the  same  time 
with  the  American  packet  ship  Albany,  in  whith  M.  Serurier 
and  his  family  are  returning  to  France,  and  arrived  in  the  roads 
of  Brest  on  the  14th  of  this  month,  after  a passage  of  twenty- 
four  days.  I remained  in  the  United  States  until  the  llth  of 
March,  as  the  charge  d’affaires  of  France,  at  whose  disposition 
your  excellency  placed  me,  did  not  wish  to  despatch  me  back 
until  the  rising  of  congress,  which  took  place  on  the  4th  of  that 
month.  During  my  stay  at  New  York,  I found,  among  the 
richest  and  best  educated  persons,  the  greatest  affection  and 
sympathy  for  France;  this  they  expressed  to  us  by  every  possi- 
ble attention  and  every  delicate  kindness  which  their  hospita- 
ble dispositions  could  suggest.  Half  an  hour  after  my  leaving 
the  East  river,  an  American  schooner  of  war,  knowing  the 
time  at  which  I was  to  depart,  got  under  sail;  she  crossed  my 
way  about  a league  from  the  place  of  anchorage,  and  when 
about  two  cables  length  from  us,  she  hoisted  the  French  flag 
on  her  mizen-mast,  and  fired  seven  guns,  which  were  immedi- 
ately returned;  she  kept  the  tri-colored  flag  flying  as  long  as  we 
were  in  sight.  I tlieri  saw  the  American  frigate  Constitution, 
towed  by  two  steamboats,  on  her  way  to  New  York;  as  soon  as 
I crossed  her,  I saluted  her  commodore  with  thirteen  guns, 
which  she  immediately  returned,  gun  for  gun.” 

Mr.  B.  resuming,  said  this  was  thp  report  made  to  the  French 
government,  by  a French  officer,  after  the  rise  of  the  last  ses- 
sion of  congress,  and  after  the  departure  of  Mous.  Serurier; 
and  how  was  it  received  in  the  chamber  of  deputies,  to  which 
It  was  communicated?  He  (Mr.  B.)  would  show  one  example 
of  the  manner  in  which  it  was  received,  and  for  that  purpose 
would  read  a paragraph  from  the  speech  of  the  deputy,  Mons. 
de  Ranee. 


“Gentlemen,  we  should  put  on  one  side  of  the  tribune  the 
twenty-five  millions,  on  the  other  the  sword  of  France.  When 
the  Americana  see  this  good  long  sword,  this  very  long  sword, 
gentlemen,  (for  it  struck  down  every  thing  from  Lisbon  to  Mos- 
cow), they  will  perhaps  recollect  what  it  did  for.  the  indepen- 
dence of  their  country;  they  will  perhaps,  loo,  reflect  upon 
what  it  could  do  to  support  and  avenge  tlie  honor  and  dignity 
of  France,  when  outraged  by  an  ungrateful  people.  ( Cries  of, 
well  said.)  Believe  me,  gentlemen,  they  would  sooner  touch 
you^r  money  than  dare  to  touch  your  sword:  and  for  your  twen- 
ty-five millions  they  will  hrii;;;  you  back  the  satisfactory  re- 
^ ap/iroiafion  from 

Another  deputy.  Mans.  Fleury,  de  Chabaulon,  allowed  him- 
■eir to  discourse  thus: 

‘‘The  insult  of  president  Jackson  comes  from  himself  onlv. 
This  IS  more  evident,  frwcn  the  refusal  oftlie  American  congress 
^ crincur  with  him  in  it.  The  French  chamber,  by  interfering, 
Zre  diffic  lU  n>»ke  its  arrangerneru 

m?vL^  I^et  us  put  the  case  to  our- 

selves. Suppose  the  United  States  had  taken  part  with  gen 
Jackson  we  should  have  had  to  demand  saiisfacUon.To  S 

about  negolidiion,  tvo  sliould  have  had  to  make  appropriulious 


for  a war,  and  to  entrust  to  our  heroes  of  Navarino  and  Algiers 
the  task  of  teaching  the  Americans  that  France  knows  the  way 
to  Washington  as  well  as  England.” 

This  was  the  language  of  the  deputies,  and  it  was  thus  re- 
ceived with  applause,  and  flial  six  weeks  after  the  rise  of  our 
congress,  w.hich  had  shown  itself  pacific,  and  two  weeks  after 
the  report  of  the  captain  of  the  frigate  d’Assas,  attesting  the 
friendship  of  our  feelings,  and  the  readiness  of  our  officers  to 
salute,  with  honor,  the  flag  of  France.  And  this  language  was 
not  only  received  with  applause  in  the  chamber,  but  it  has  been 
acted  upon  by  the  French  government.  Two  royal  ordinances 
have  appeared  in  the  Moniteur,  under  date  of  the  2d  of  Decem- 
ber last;  and  under  these  ordinances  admiral  Mackau  is  to  take 
command  of  the  “squadron  of  observation,”  which  was  imme- 
diately to  proceed  to  the  West  Indies;  and  the  Constitutionnel, 
which  is  the  demi-official  paper  of  the  government,  and  nearly 
equal  in  authority  to  the  Moniteur,  after  stating  that  this  mea- 
sure was  warranted  by  the  actual  state  of  the  difficulties  with 
the  United  Stales,  goes  on  to  ^‘applaud  the  government  for  thus 
preparing  long  beforehand,  and  concentrating  the  power  in  the 
hands  of  one  who  is  firm,  and  capable  of  using  it  to  advantage 
when  necessary!”  Thus,  the  language  of  the  deputies,  and  the 
conduct  of  the  government,  correspond;  and  the  fleet  must  now 
be  approaching  our  coast  which  bears  that  long  sword,  at  the 
sight  of  which  our  terrified  hearts  and  faltering  tongues,  must 
deliver  the  satisfactory  answer  which  French  chivalry  exacts? 

Mr.  B.  said  he  had  never  spoken  unkindly  of  the  French  na- 
tion, neither  in  his  place  here  as  senator,  nor  in  his  private  ca- 
pacity elsewhere.  Born  since  the  American  revolution,  bred 
up  in  habitual  affection  for  the  French  name,  coming  upon  the 
stage  of  life  when  the  glories  of  the  republic  and  of  the  empire 
were  filling  the  world  and  dazzling  the  imagination,  politically 
connected  with  the  party  which,  a few  years  ago,  was  called 
French,  his  bosom  had  glowed  with  admiration  lor  that  great 
people,  and  youthful  affection  had  ripened  into  manly  friend- 
ship. He  would  not  now  permit  himself  to  speak  unkindly, 
much  less  to  use  epithets;  but  he  could  not  avoid  fixing  his  at- 
tention upon  the  reason  assigned  in  the  Constitutionnel  for  the 
present  advance  of  the  French  squadron  upon  us.  That  reason 
is  this:  “America  will  have  no  force  capable  of  being  opposed  to 
it.”  This  is  the  reason.  Our  nakedness,  our  destitution,  baa 
drawn  upon  us  the  honor  of  this  visit;  and  we  are  now  to  speak, 
and  vote,  and  so  demean  ourselves,  as  men  standing  in  the 
presence  of  a force  which  they  cannot  resist,  and  which  had 
taught  the  lesson  of  submission  to  the  Turk  and  Arab!  And 
here  I change  the  theme;  I turn  from  French  intimidation  to 
American  legislation;  and  I ask,  how  comes  it  that  we  have  no 
force  to  oppose  to  this  squadron  which  comes  here  to  take  a po- 
sition upon  our  borders,  and  to  show  us  that  it  knows  the  way  to 
Washington  as  well  as  the  English?  This  is  my  future  theme; 
and  I have  to  present  the  American  senate  as  the  responsible 
party  for  leaving  our  country  in  this  wretched  condition.  First, 
there  is  the  three  million  appropriation,  which  was  lost  by  the 
opposition  of  the  senate,  and  which  carried  down  with  it  the 
whole  fortification  bill,  to  which  it  was  attached.  That  bill, 
besides  the  three  millions,  contained  thirteen  specific  appro- 
priations for  works  of  defence,  part  originating  in  the  house  of 
representatives,  and  part  in  the  senate,  and  the  particulars  of 
which  he  would  read.  Mr.  B.  then  read: 


For  the  fort  on  George’s  Island $15,000 

For  the  repairs  of  Fort  Independence 8,000 

For  Fort  Adams 100,000 

For  the  fort  at  Throg’s  neck 30,000 

Repairing  fort  Columbus 13,000 

Rebuilding  fort  Delaware 150,000 

For  fortifications  in  Charleston  harbor 20,000 

Fort  at  Cockspur  Island.... 82,000 

Fort  at  Pensacola 26.000 

Fort  on  Forster’s  bank 65,000 

Repairs  of  Fort  Mifflin 75,000 

Armament  of  fortifications 100,000 

Contingencies 10,000 


All  these  specific  appropriations  (continued  Mr.  B.)  were  lost 
in  the  bill,  which  was  sunk  by  the  opposition  of  the  senate  to 
the  three  millions,  which  were  attached  to  it  by  the  house  of 
representatives.  He  (Mr.  B.)  was  not  a member  of  the  confer- 
ence committee  which  had  the  disagreement  of  the  two  houses 
committed  to  its  charge,  and  could  go  into  no  detail  as  to  what 
happened  in  that  conference;  he  took  his  stand  upon  the  palpa- 
ble ground  that  the  opposition  which  the  senate  made  to  the 
three  millions,  the  speeches  which  denounced  it,  and  the  pro- 
longed invectives  against  the  president  which  inflamed  the  pas- 
sions, and  consumed  the  precious  time,  at  the  last  moment  of 
the  session,  were  the  true  causes  of  the  loss  of  that  bill;  and 
so  leaves  the  responsibility  for  the  loss  on  the  shoulders  of  the 
senate. 

Of  this  three  million  appropriation  (Mr.  B.  said)  the  coun- 
try bad  heard  much;  but  there  was  another  material  appro- 
priation lost  in  the  seriate,  of  which  nothing  had  been  said;  he 
alluded  to  the  sum  of  $500,000,  which  originated  in  the  senate’s 
committee  on  military  affairs,  and  which,  as  the  chairman  of 
that  committee,  and  under  its  direction,  he  had  recommended 
in  a report,  and  proposed  as  an  amendment  to  the  same  fortifi- 
cation bill,  which  was  afterwards  sunk  under  the  three  mil- 
lions. The  report  was  made  on  the  18th  of  February,  and  he 
would  read  it. 

“The  senate’s  committee  on  military  affairs,  which  has  had 
the  subject  under  consideration,  report: 
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“That  it  is  expedient  to  increase  the  appropriations  hereto- 
fore made  for  the  national  defence;  and  iliat,  in  addition  to  the 
sums  now  contained  in  the  bill  for  fortifications,  and  in  addi- 
tion to  the  two  sums  of  ^100,000,  each  heretofore  recommend- 
ed by  this  committee  to  be  inserted  in  the  said  bill  for  fortifica- 
tions, and  the  armament  thereof,  the  further  sum  of  ^500,000 
be  recommended  to  be  inserted  therein,  for  the  repair,  comple- 
tion, and  construction  of  fortifications,  and  to  provide  the  ne- 
cessary armament  therefor.  And  the  committee  have  directed 
their  chairman  to  move  an  amendment  accordingly,  at  the  pro- 
per time,  to  the  fortification  appropriation  bill.” 

The  motion  was  made  in  the  senate  to  insert  this  appropria- 
tion of  $500,000.  The  sense  of  the  senate  was  so  clearly 
against  it,  that  he  (Mr.  B.)  did  not  press  it,  nor  call  for  a divi- 
sion. It  was  rejected  when  offered;  and  thus  the  senate,  some 
days  before  they  objected  to  the  three  millions  as  being  too 
large  and  general,  had  rejected  a much  smaller  appropriation, 
and  one  that  was  specific. 

The  third  act  of  the  senate  which  Mr.  B.  brought  forward  to 
establish  the  responsibility  of  the  senate  for  the  present  condi- 
tion of  the  country,  and  the  consequent  visit  of  the  French 
fleet,  was  the  fact  of  laying  on  the  table,  and  refusing  even  to 
consider,  a resolution  which  he  brought  forward  about  the  mid- 
dle of  February,  calling  on  the  president  for  plans  and  esti- 
mates for  the  general  and  permanent  defence  of  the  country  by 
sea  and  land.  It  was  a call  for  plans  and  estimates  and  proba- 
ble amounts  of  surplus  revenue,  with  the  sole  view  to  the  de- 
fence of  the  country;  yet  it  was  laid  upon  the  table,  by  the  vote 
of  the  majority,  and  upon  the  motion  of  an  opposition  senator; 
and  of  all  the  acts  of  the  senate,  it  seemed  to  him  to  be  the  one 
which  went  further  in  showing  the  indisposition  of  this  body  to 
provide  for  the  defence  of  the  country.  It  was  not  merely  a 
refusal  to  apply  money,  but  a refusal  to  have  information  by 
which  money  could  be  applied,  and  that  while  making  it  a 
standing  topic  of  reproach,  that  the  president  had  not  furnished 
plans  and  estimates. 

The  fourth  circumstance  on  which  Mr.  B.  relied  to  show 
that  the  senate  was  responsible  for  the  present  naked  and  de- 
fenceless condition  of  the  country,  and  for  the  humiliation  to 
which  we  were  now  subjected  in  being  superintended  by  the 
heroes  of  Algiers  and  Navarino,  was  the  project  of  certain 
senators  to  apply  the  public  moneys  in  a different  direction, 
namely,  to  divide  them  among  the  states,  and  which  required 
them  to  keep  the  sum  for  distribution  as  large  as  possible,  in 
order  to  present  captivating  dividends  to  each  distributee.  The 
plan  of  putting  the  country  in  a posture  of  defence  was  incom- 
patible with  these  plans  of  distributing  the  revenues.  The  two 
plans  cannot  go  on  together;  one  or  the  other  must  give  way; 
and  he  had  purposely  drawn  up  the  resolutions  under  consi- 
deration to  make  an  issue  between  them,  and  to  draw  the  line 
between  those  who  will  put  their  country  in  a state  of  defence, 
and  those  who  will  leave  it  naked  and  helpless. 

Mr.  B.  had  felt  it  his  duty  to  bring  to  the  notice  of  the  se- 
nate the  approach  of  the  French  squadron  of  observation,  and 
to  show  that  it  came  because  “America  had  no  force  capable  of 
being  opposed  to  it.^’  It  was  a subsidiary  argument,  and  a fair 
illustration  of  the  dangers  and  humiliations  of  a defenceless 
position.  It  should  stimulate  us  to  instant  and  vigorous  action 
— to  the  concentration  of  all  our  money,  and  all  our  hands,  to 
the  sacred  task  of  national  defence.  For  himself,  he  did  not 
believe  there  would  be  war,  because  he  knew  that  there  ought 
not  to  be  war;  but  that  belief  would  have  no  effect  upon  his 
conduct.  He  went  for  national  defence,  because  that  policy 
was  right  in  itself,  without  regard  to  times  and  circumstances. 
He  went  for  it  now,  because  it  was  the  response,  and  the  only 
response,  which  American  honor  could  give  to  the  visit  of  ad- 
miral Mackau.  Above  all,  he  went  for  it  because  it  was  the 
way,  and  the  only  manly  way,  of  letting  France  know  that  she 
had  committed  a mistake  in  sending  this  fleet  upon  us.  In 
conclusion,  he  would  call  for  the  yeas  and  nays,  and  remark 
that  our  votes  would  have  to  be  given  under  the  guns  of  France, 
and  under  the  eyes  of  all  Europe. 

Mr.  Webster  said,  I do  not  propose,  sir,  to  discuss  the  subject 
of  our  affairs  with  France,  which  have  been  alluded  to  by  the 
senator  from  Missouri.  It  is  my  duty,  however,  to  take  care 
that  neither  in  this  house,  nor  out  of  this  house,  should  an  im- 
pression exist  derogatory  to  the  character,  unfavorable  to  the 
diligence,  or  reproachful  to  the  patriotism  of  this  body.  I re- 
member the  progress  of  the  bill  to  which  the  senator  has  re- 
ferred, and  I shall,  at  a future  day,  detail  the  incidents  of  ils 
history,  and  the  true  reasons  of  its  loss;  and  will  satisfy  every 
one  that  the  loss  of  it  was  not  attributable  to  this  body.  The 
means  of  so  doing  are  not,  at  present,  all  in  my  possession;  nor 
can  they  be,  according  to  the  established  rules  of  the  seriate, 
until  after  we  shall  have  been  again  engaged  in  executive  busi- 
ness. I shall  then  discharge  this  duty.  I shall  then  show  that 
neither  the  senate,  nor  any  one  of  ils  committees,  or  officers, 
can  be  charged  with  the  slightest  dereliction  of  duty  in  regard 
to  that  bill. 

Mr.  Leigh  said  he  was  not  now  going  to  enter  upon  the  more 
interesting  topics  presented  by  the  remarks  of  the  gentleman 
from  .Missouri — those  that  related  to  prospective  measures  for 
national  defence;  hut  there  were  some  facts  belonging  to  the 
history  of  the  propositions  of  measures  of  that  kind  made  at 
the  last  session  which  were  matters  of  publicity,  and  which  he 
thought  it  proper  to  take  the  first  opportunity  of  staling. 

In  the  first  place,  he  said,  he  had  a distinct  recollection  .of 
the  report  made  by  the  committee  on  military  affairs,  mention- 


ed by  the  gentleman  from  Missouri,  which,  it  appeared  by  the 
journal,  was  made  on  the  18th  of  February,  1835;  but  he  had 
no  recollection  that  that  report,  and  the  resolution  therein  re- 
commended, were  ever  called  up  for  consideration;  and  he  was 
at  a loss  to  understand  how  or  when  that  proppsition  was  re- 
jected by  the  senate,  as  he  understood  the  gentleman  to  say  it 
was,  unless  it  was  incorporated  in  the  general  bill  for  appro- 
priations for  fortifications,  which  was  lost  in  consequence  of 
the  difference  between  the  two  houses,  in  respect  to  that  bill, 
on  the  last  night  of  the  last  session. 

[Mr.  Benton  was  understood  to  say  he  believed  he  had  him- 
s^elf  withdrawn  the  proposition.] 

Mr.  XeigA  said  that  his  attention  was  early. attracted  to  the 
whole  subject,  and  most  anxiously  directed  to  it,  because  the 
aspect  of  our  affairs  with  France  had  struck  him,  from  the  first, 
as  very  serious,  and  because  he  had  expected  some  recommen- 
dation, not  from  any  individual  or  from  any  committee  of  the 
senate  or  of  the  other  house,  but  from  the  president  himself,  to 
strengthen  the  arm  of  national  defence,  as  a precautionary 
measure  against  possible,  and,  as  he  supposed,  probable  con- 
tingencies. Such  were  his  sentiments  on  the  subject,  that 
when  the  appropriation  bills  for  the  army,  for  the  navy,  and  for 
fortifications  were  first  sent  to  the  senate  from  the  other  house, 
he  went  to  the  secretary’s  table  to  examine  the  bills,  in  order  to 
see  whether  any  provisions  were  made  or  proposed,  founded  on 
or  plainly  referrible  to  an  apprehension  of  serious  collision  with 
France  suited  to  such  a contingency,  and  calculated  to  put  the 
nation  in  a state  of  security  and  defence.  He  found  nothing 
of  the  kind  in  any  of  those  bills;  and  he  took  upon  himself  to 
say  that  there  was  nothing  that  had  respect  to  any  possible  in- 
terruption of  our  pacific  relations  with  France  or  any  other  na- 
tion. He  said  that  he  himself  had  thought,  and  had  said,  as 
those  with  whom  he  was  in  the  habit  of  familiar  intercourse 
might  perhaps  remember,  that  some  extraordinary  appropriations 
were  proper;  and  he  was  ready  to  vole  for  such  appropriations, 
though,  in  respect  to  the  amount,  he  had  formed  no  opinion, 
having,  i.u  truth,  no  data  on  which  he  could  form  an  opinion. 

The  general  appropriation  bills  sent  from  the  house  of  repre- 
sentatives to  the  senate  were,  of  course,  immediately  referred 
to  our  committee  on  finance.  Such  appropriation  bills,  he  had 
remarked,  generally  came  from  the  house  in  an  imperfect  form; 
that  is,  it  generally  occurred  that  some  alterations,  most  usually 
additions,  were  required  and  proposed,  in  consequence  of  sug- 
gestions made  by  the  several  departments  to  the  committee  of 
the  senate,  or  by  the  members  of  the  senate  themselves.  The 
particular  bill  of  appropriations  for  fortifications  being  referred 
to  the  committee  on  finance  of  the  senate,  they  reported  it, 
with  several  amendments;  they  did  not,  according  to  his  me- 
moryj  propose  to  abate  a single  dollar  from  any  appropriation 
provided  in  the  bill  from  the  house  for  any  one  object;  they  did 
not  propose  to  dispense  with  appropriations  for  any  one  object. 
The  amendments  they  proposed  consisted  (chiefly,  if  not  en- 
tirely) in  proposing  increased  appropriations  for  objects  provid- 
ed for  in  the  bill  of  the  house,  and  in  approprialions  for  new 
objects.  He  supposed,  at  the  time,  and  he  still  believed,  that 
these  increased  and  additional  appropriations  were,  for  the 
most  part,  settled  by  the  committee,  upon  consultation  and 
conference  with  the  executive  department,  but  on  that  head  he 
knew  nothing.  He  referred  to  the  chairman  of  the  committee, 
(Mr.  Webster),  who  was  able  to  correct  him  if  he  had  fallen 
into  any  misapprehension  in  this  respect.  At  present,  he  had 
only  to  state,  positively,  upon  the  authority  of  the  journal  of 
the  senate,  that  this  bill  of  appropriations  for  fortifications  was 
reported  to  the  senate  by  the  committee  on  finance,  and  passed, 
with  the  amendments  proposed  and  agreed  to,  as  early  as  the 
24th  February.  From  that  day,  the  bill  remained  in  the  house 
of  representatives  until  the  3d  of  March,  without  any  action  on 
it  there;  without  any  notice  of  it,  at  least  in  any  way  commu- 
nicated or  known  to  the  senate;  and  without  the  least  appre- 
hension (he  believed)  on  the  part  of  any  member  of  the  senate, 
that  any  thing  at  all  new  or  important  was  intended  to  be  pro- 
posed. 

The  senate  commenced  its  evening  session  on  the  3d  of 
March  (as  it  appeared  by  the  journal)  at  five  o’clock.  The 
other  House  had  had  this  important  bill  in  its  possession  from 
the  24th  of  February;  and  it  was  not  until  after  five  o’clock  of 
the  last  day  of  the  session  that  it  was  returned  to  the  senate, 
with  the  following  memorable  amendment,  (among  others), 
proposed  as  an  amendment  to  one  of  our  amendments. 

“.^nd  be  it  further  enacted,  That  the  sum  of  $3,000,000  be, 
and  the  same  is  hereby,  appropriated,  outof  any  money  in  the 
treasury  not  otherwise  appropriated,  to  be  expended,  in  whole 
or  in  part,  under  the  direction  of  the  president  of  the  United 
Slates,  for  the  military  and  naval  service,  including  fortifica- 
tions and  ordnance,  and  increase  of  the  navy;  provided  such 
expenditures  shall  be  rendered  necessary  for  the  defence  of  the 
country  prior  to  the  next  meeting  of  congress.” 

The  bill,  with  the  amendments  proposed  by  the  other  house, 
was  promptly,  Mr.  L.  believed  instantaneously,  taken  up. — 
Upon  this  particular  amendment  a short  but  very  animated  de- 
bate ensued.  The  opposition  to  it  was  founded,  principally, 
on  constitutional  grounds.  It  was  objected  that  it  was,  in  fact, 
a general  vote  of  money  to  the  executive  for  the  defence  of  the 
nation,  to  be  used  at  his  absolute,  unlimited  discretion;  that  the 
proposed  appropriation  was  not  sufficiently  specific;  that  the 
amendment  would  place  this  large  sum  of  money  in  the  presi- 
dent’s hands,  with  power  to  apply  every  dollar  of  it  to  what- 
ever arm  of  the  national  defence  he  thought  proper,  and  to 
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judge  when  defence  would  be  proper;  in  other  words,  to  deter- 
mine the  question  of  war  or  peace.  The  objection  was  not  so 
much  to  the  amount,  though  no  estimates  had  been  laid  before 
us,  and  we  had  no  data  on  wliich  we  could  judge  of  the  rea- 
Bonableness  of  the  appropriation  Nor  was  llie  objection  rest- 
ed on  any  distrust  of  the  executive  in  tlie  exercise  of  such  a 
discretion:  the  objections  chiefly  relied  on  would  equally  have 
applied  to  such  a vote  of  money  to  any  chief  magistrate  what- 
ever. 

On  the  strength  of  these  objections,  the  senate  disagreed  to 
the  amendment.  The  bill  was  returned  to  the  other  house, 
wliich  insisted  on  the  amendment,  and  very  quickly  sent  the 
bill  back  to  us.  We  then  adhered  to  our  disagreement.  And 
upon  this  the  house  asked  a conference,  which  was  agreed  to. 

By  this  time  (Mr.  Leioh  said)  it  had  been  intimated  to  him 
that  an  idea  was  entertained  that  the  session  would  necessari- 
ly terminate  at  twelve  o’clock;  and  thus  his  attention  was  call- 
ed to  the  time  at  which  the  corniniilee  of  conference  on  the 
part  of  the  senate  left  the  chamber;  it  was,  by  his  watch,  not 
the  clock,  about  fifteen  minutes  before  eleven;  and  the  com^. 
miitee  returned  to  the  senate  between  fifteen  and  twenty  mi- 
nutes after  e/even.  There  was,  therefore,  ample  time  (if  his 
watch  had  not  deceived  him)  to  have  acted  on  the  report  of  the 
committee  of  conference,  even  supposing  the  session  necessa- 
rily terminated  at  midnight. 

The  committees  agreed  in  the  conference  that  there  should  be 
additional  appropriations,  in  specific  terms,  of  $500,000  for  the 
naval  service,  and  §300,000  for  fortifications.  The  senate  was 
informed  of  this  agreement  between  the  committees:  but  as  the 
bill  was  in  possession  of  the  other  house,  we  could  not  act  on 
the  report  of  our  committee;  and,  though  the  house  had  asked 
this  conference,  we  heard  nothing  further  from  them  on  the 
subject.  We  waited  for  a long  time,  some  hours,  with  pa- 
tience; and  then  sent  a message  to  the  house,  reminding  tliem 
of  the  conference;  no  answer  came.  It  became  at  last  appa- 
rent that  the  house  intended  to  do  no  other  business;  at  least, 
none  in  co-operation  with  us;  and,  therefore,  the  senate  ad- 
journed. 

Mr.  Leigh  said  he  had  thought  it  proper  to  give  this  history  of 
the  facts,  according  to  hrs  recollection  of  them;  he  believed  it 
was  correct  and  accurate.  It  was  not  his  purpose,  at  present, 
to  make  any  commentary  on  them,  or  to  deduce  any  inferences 
from  them.  Why  or  how  it  happened  that  the  result  of  the 
conference  was  not  reported  to  the  house  of  representatives — 
why  or  how  that  house  was  induced  to  suffer  a bill  of  that  im- 
portance to  be  lost  by  its  own  inaction,  Mr.  Leigh  said  he  did 
not  pretend  ioknow;  he  had  heard  something,  and  he  had  his 
suspicions  or  conjectures;  but  it  was  not  proper  or  decent — it 
would  be  disorderly,  to  say  what  he  suspected. 

Mr.  Goldshorough,  of  iMarylanff,  said,  when  these  resolutions 
and  inquiries  were  first  presented  to  the  senate,  he  regarded 
them  as  matters  of  business,  as  measures  designed  to  have  a 
bearing  upon  the  great  national  interests.  But  this  surprise  was 
not  greater  than  the  mortification  he  felt,  when  he  fottnd  that 
the  whole  was  made  conducive  to  a vituperative  and  indeco- 
rous attack  upon  this  senate.  Nor  were  these  feelings  at  all 
allayed  when  he  heard  from  the  lips  of  the  mover  of  these  re- 
solutions, accompanied  with  an  air  of  menace,  that  the  accu- 
sation thus  made  should  be  made  known  to  the  people.  That, 
what  should  be  made  known  to  the  people?  That  the  senator 
from  Missouri  charged  the  senate  of  the  United  States  of  faith- 
lessness to  their  duty — of  a total  disregard  of  the  national  secu- 
rity and  defence:  and  that  it  was  owing  to  their  opposition  to 
the  grant  of  the  three  millions,  sent  in  the  last  night  of  the  ses- 
sion as  an  amendment  to  the  forlificalion  bill,  that  the  United 
States  have  not  now  a fleetupon  the  ocean  equal  to  that  which 
he  represents  as  about  to  be  sent  from  France  upon  our  coast  to 
overawe  the  councils  of  the  country. 

Now,  sir,  as  to  this  unjust  and  gross  accusation,  my  reply  is, 
distinctly,  that  it  is  wholly  unfaithful  to  the  history  of  the  pro- 
ceedings in  the  senate,  and  unfounded  in  letter  and  in  spirit. 

Before  he  made  any  further  remark  upon  this  accusation, 
and  the  circumsiance.s  supposed  to  lead  to  it,  he  would  advert 
to  the  paper  on  the  table,  containing  the  resolutions  and  inqui- 
ries, and  would  still  continue  to  treat  it  as  a matter  of  na- 
tional concern.  If  the  subject  before  the  senate  is  really  in- 
tended for  defence,  he  would  endeavor  to  make  it  stronger;  if 
a matter  of  national  interest,  he  wished  to  make  it  more  na- 
tional; and  if  it  is  designed  to  be  adopted,  he  flattered  himself 
that  the  amendment  he  held  in  his  hand,  and  which  he  would 
read  as  a part  of  his  remarks,  will  secure  it  greater  strength  in 
the  senate. 

Strike  out  all  of  the  first  resolution  after  the  word  resolved, 
and  insert,  that  the  general  defence  and  permanent  security  of 
the  country  are  principal  objects  of  the  national  care,  and  there- 
fore adequate  and  liberal  .specific  appropriations  from  the  public 
revenues  ought  regularly  to  be  set  apart  and  applied  to  those 
purposes. 

This  amendment,  it  will  be  seen,  has  a decided  advantage 
over  the  resolulion  designed  to  be  stricken  out;  as  it  pledges 
the  whole  revenue,  as  far  as  it  can  he  expended,  to  the  nation- 
al dcfencre,  instead  of  confining  it  to  asm  plus,  which,  although 
hirge  now,  may  not  be  so  ample  in  future;  nor  is  it  fit  that 

the  pjiblic  defence  should  Ire  measured  by  .surplus  revenue. 

One  of  the  chief  objects  of  appropriation  ought  to  be  for  de- 
fence; this  should  he  made  wiili  ample  but  proper  liberality 
from  the  public  income  generally,  and  not  rendered  dopendunl 
upon  casual  surplus.  Beside^,  as  was  well  remarked  just  now 


by  the  honorable  senator  from  Ohio,  (Mr.  Ewing),  we  know 
nothing  of  surplusses  until  all  the  demands  of  the  government 
and  country  are  supplied;  then  when  all  demands  are  supplied 
as  far  as  can  be  expended,  it  seems  to  be  unnecessary  further 
to  apply  surplusses  to  any  of  those  purposes. 

Besides  this,  sir,  there  are  other  objections  to  this  application 
of  the  surplus  revenue,  not  only  because  it  is,  and  ought  to  be, 
made  useless  by  amply  providing  for  all  national  demands  be- 
fore a surplus  is  ascertained,  but  because  it  interferes  with  (he 
knew  not  if  designed)  the  proposition  of  the  senator  from  Ken- 
tucky (Mr.  Clay)  to  appropriate  the  surplus  revenue  from  the 
public  lands  to  the  stales,  which  he  believed  to  be  a favorite 
jobjecl  with  the  people  in  the  states;  and  because  it  also  inter- 
feres with  a proposition  of  like  import,  but  more  extensive,  in- 
troduced by  the  senator  from  South  Carolina,  (Mr.  Calhoun). 

So  far  upon  the  amendment.  When  the  senator  from  Mis- 
souri, availing  himself  of  his  resolutions,  commenced  his  attack 
upon  the  senate,  by  giving  us  some  account  of  a French  officer 
who  had  exchanged  friendly  salutations  with  those  of  our  own 
ships  on  the  ocean,  and  read  an  extract  from  a French  journal. 
Slating  that  a French  fleet  was  to  be  sent  upon  our  coast  loo 
powerful  for  any  that  our  country  could  furnish,  he  represents 
this  fleet  as  sent  here  to  menace  us,  and  significantly  asks  the 
question,  why  is  it  that  we  have  not  a fleet  adequate  to  meet 
them?  which  interrogatory  he  as  significantly  answers  for  him- 
self, by  ascribing  it  to  this  senate — that  it  is  owing  to  tlieir 
rejection  of  the  three  millions,  added  to  the  fortification  bill, 
which  was  sent  to  the  senate,  without  specification,  on  the  last 
night  of  the  last  day  of  the  past  session;  and  this  rejection,  he 
insinuates,  was  done  with  a view  of  preventing  the  “clothing 
the  nakedness  of  the  land.” 

Now,  sir,  if  such  could  have  been  the  design  of  the  senate, 
they  must  have  had  some  motive  for  this  act  of  treachery,  and 
there  must  have  been  some  grounds  to  expect  a condition  of 
things  when  such  a design  could  have  been  made  to  be  fell,  as 
in  case  of  war.  Let  us  see  how  the  senator  and  Iris  positions 
agree  with  each  other  in  sustaining  such  an  accusation.  By 
reference  to  the  proceedings  of  the  senate  of  last  session,  we 
shall  find,  that,  upon  due  consideration,  the  senate  unanimously 
resolved  that  it  was  “inexpedient  to  adopt  any  legislative  mea- 
sure in  regard  to  the  state  of  affairs  with  France.”  By  looking 
at  the  history  of  the  proceedings  of  the  other  branch  of  congress, 
as  now  upon  record,  we  find  that  the  house  so  late  as  the  2d  of 
March,  after  a full  view  of  all  the  despatches  sent  by  the  execu- 
tive, unanimously  decided  that  the  “treaty  with  France  should 
be  maintained,  and  its  execution  insisted  on,”  and  said  no  more; 
and  we  see  also  that  a resolution,  “That  a contingent  prepara- 
tion ought  to  be  made  to  meet  any  emergency  growing  out  of 
our  relations  with  France,”  introduced  by  the  chairman  of  the 
committee  on  foreign  relations  in  that  house,  was  by  that 
chairman,  on*  the  same  day,  the  2d  of  March,  laid  upon  the 
table,  where  it  quietly  reposed  during  the  short  remnant  of  the 
session.  Stronger  proof  than  this  we  cannot  have  as  to  the 
unanimous  sense  ofeongress  against  the  probability  of  any  hos- 
tile change  in  our  French  relations.  This,  it  will  be  observed, 
was  no  party  vote — no  vote  of  the  administration’s  friends — no 
vote  of  the  opposition— but  a unanimous  vole  of  every  mem- 
ber in  each  house.  By  the  senator’s  own  showing,  too,  the 
other  day,  from  his  French  authorities,  all  was  peaceful  and 
harmonious  in  France — no  manifestation  of  a change,  or  of  an 
intent  to  change,  our  peaceful  relationships,  and  this  state  of 
things  he  dates  as  late  as  the  month  of  April  past,  some  four 
weeks  at  least  after  the  adjournment  of  congress.  How,  then, 
in  the  midst  of  all  these  fair  prospects  of  peace,  and  in  con- 
tradiction to  their  owmactinn,  and  the  united  action  of  all  con- 
gress, this  senate  could  have  plotted  to  prevent  congress  from 
“clothing  the  nakedness  of  the  land,”  was,  he  must  confess, 
utterly  incomprehensible  to  him. 

Again,  sir,  suppose  these  three  millions  had  been  voted  on 
the  3d  of  March  last  at  night,  without  specification  or  limit, 
by  what  magic  could  the  senate  have  transmitted  these  mil- 
lions, in  the  short  period  of  nine  months,  into  ships  equal 
in  number  to  admiral  Mackau’s  fleet,  which  he  represents  as 
about  to  be  on  our  coast?  Did  not  the  senator  count  that  fleet 
at  sixty  sail;  whilst  the  whole  of  our  fleet  is,  in  commission; 
eighteen;  in  ordinary  twenty;  on  the  stocks  thirteen;  constitut- 
ing an  aggregate  of  fifty-one  vessel.s?  Yet  the  senator  would 
have  converted  three  millions  into  sixty  ships,  with  our  whole 
navy  thus  situated,  and  in  a space  of  time  that  would  have 
rendered  it  a mir.aciilous  operation.  We  have  had  some  evi- 
dences from  the  senator  that  he  was  a second  Midas,  who  turn- 
ed all  ho  touched  into  gold;  and  now  we  are  to  presume  that 
he  intends  to  amii.-e  us  with  another  humbug,  in  a miraculous 
augmentation  of  the  navy  of  the  United  States. 

In  order  that  the  world  may  see  that  there  is  no  evidence 
before  us  that  the  executive  entertained  such  ideas  as  those 
of  the  senator,  I turn  you  to  the  report  from  the  navy  depart- 
ment, of  the  5ih  December,  where  we  find  that  less  than  half  a 
million  of  dollars  is  required  by  that  department  to  fit  out  one 
ship  of  the  line,  six  frigates,  nineteen  smaller  vessels,  and  one 
steam  frigate,  for  the  year  1836;  which  last  steam  frigate  can  be 
completed,  he  says,  in  the  course  of  the  year.  And  from  the 
secretary  of  war’s  report,  of  the  30lh  November,  we  learn  sub- 
stantially, that  new  estimates  are  submitted,  because  no  ap- 
propriations for  fortifications  had  been  made  last  year.  He 
further  states  that  some  forts  have  been  completed — others  re- 
commended, in  continuation  of  the  system  of  defence;  and  that 
a number  of  our  important  hatbora  are  either  wholly  unde- 
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fended  or  partially  protected;  and  he  then  adds,  as  a system 
adapted  to  this  condition  of  the  defences,  tliis  sn>'!»estion,  viz: 
“an  adherence  fq  the  general  plan  of  defence  and  a gradual  pro- 
secution of  the  work  as  the  national  finances  and  other  conside- 
rations may  justify,  seem  to  be  demanded  by  a just  regard  to 
the  circumstances  of  the  country,  as  well  as  by  llio  experience 
which  the  events  of  the  last  war  forced  upon  us.” 

Now,  sir,  according  to  these  reports,  we  see  no  such  pressing 
emergency,  ho  such  urgent  demands  as  the  senator  sets  forth. 

If  they  had  existed  last  session,  when  the  three  millions  wero 
asked  for,  why  are  they  not  included  in  the  estimates  now, 
when  nothing  more  is  said  to  be  required  than  riie  usual  ap- 
propriations? It  is  the  duty  of  the  departtnciits,  acting  under 
the  authority  and  direction  of  the  presi^tcnt,  to  make  known  to 
congress  full  estimates  for  every  specific  object  which  the  na- 
tional interest  may  demand;  and  to  such  applications  alone  can 
congress  pay  attention. 

But,  sir,  there  is  another  document  to  which  he  must  call 
the  attention  of  the  senate— it  is  the  late  executive  message, 
which  speaks  a language  mat  he  was  scarcely  able  to  com- 
prehend;  or,  if  he  did  comprehend  it,  he  regretted  it.  After 
stating  that  Ifws  and  inconvenience  had  been  experienced 
from  the  fniiure  of  the  bill  containing  the  ordinary  appropria- 
tion* for  fortifications,  the  message  goes  on:  “This  failure  was 
the  more  regretted,  not  only  because  it  necessarily  interrupted 
and  delayed  the  progress  of  a system  of  national  defence,  pro- 
jected immediately  after  the  last  war,  and  since  steadily  pur- 
sued, but  also  because  it  contained  a contingent  appropriation, 
insertedin  accordance  with  the  views  of  the  executive,  \n  aid  of 
this  important  object.”  And  why  were  these  executive  views 
not  made  known?  Am  I to  understand  that  they  were  entertain- 
ed, and,  being  entertained,  that  they  were  to  be  obeyed,  with- 
out even  the  condescension  of  being  made  known?  It  is  a pity 
that  such  views  were  kept  locked  up  in  the  executive  bosom, 
which  were  to  have  come  in  aid  of  so  important  an  object.  It 
is  to  be  lamented  that  they  did  not  burst  the  bars  that  confined 
them,  that  they  might  have  shed  their  light  here.  Such  in- 
telligence was  wanted;  it  was  asked  for.  He  distinctly  re- 
membered that  the  venerable  senator  from  Tennessee,  (Mr. 
IFAifc),  and  the  senator  from  Massachusetts,  (Mr.  Webster), 
and  probably  others,  but  those  two  he  well  remembered,  said, 
each  in  his  place,  that  if  the  president  would  inform  the  senate 
that  three  millions  were  wanting  for  the  public  service,  and 
would  cause  to  be  specified  the  sums  for  the  respective  ob- 
jects, they  were  ready  to  give  it;  and  they  went  further  and 
said,  if  the  heads  of  departments  would  say  that  amount  was 
wanting,  and  state  the  sum  that  was  to  be  applied  to  each,  they 
were  ready  to  vote  it — but  the  intelligence  came  not  at  all;  it 
was  too  closely  pent  up  in  the  executive  bosom  to  escape,  and 
the  unsanctioned  call  was  rejected. 

He  would  now  take  a brief  review  of  the  history  of  this  trans- 
action, not  wishing  to  consume  unnecessarily  the  time  of  the 
sena.te,  that  the  world,  to  whom  it  is  to  be  made  known,  may 
more  accurately  understand  it.  The  fortification  bill,  as  it  is 
called,  came  first  from  the  house  to  the  senate,  at  an  advanced 
period  of  the  session,  after  being  duly  deliberated  on  in  the 
house  of  representatives,  as  we  are  bound  to  presume.  Much 
addition  was  made  to  the  bill  by  the  committee  on  finance 
here,  for  defence,  which  passed  the  senate  on  the  24th  February, 
and  was  returned  to  the  house.  Nothing  more  was  heard  of  it 
here  until  the  night  of  the  last  day  of  the  session,  on  the  3d  of 
March,  when  the  bill  came  back  to  us,  containing  an  addi- 
tional appropriation  of  three  millions  of  dollars,  as  a contingent 
fund,  without  any  specification.  This  was  so  large  and  so 
extraordinary  a demand  upon  the  public  treasury,  so  suddenly 
and  so  unexpectedly  made,  at  the  very  heel  of  the  session,  that 
it  met  with  a powerful  and  effective  opposition;  and,  after  re- 
jection in  the  senate,  and  being  insisted  on  in  the  house,  a con- 
ference was  had,  the  bill  being  then  in  the  house,  and  on  con- 
ference it  was  determined  that  an  additional  half  million  should 
be  granted  for  increasing  the  navy,  and  three  hundred  thousaud 
dollars  more  for  equipping  fortifications,  amounting  in  all  to 
eight  hundred  thousand  thousand  dollars.  The  senate’s  com- 
mittee returned  from  the  conference,  and  reported  the  result  to 
the  senate,  who  waited  to  the  end  of  the  session  in  vain  to 
hear  from  the  house  of  representatives;  but  the  committee  of 
the  house,  which  had  the  bill  in  possession,  did  not  report  the 
result  of  the  conference  to  the  house,  and  there  the  bill  died. 

It  is  for  this,  sir,  that  the  senator  from  Missouri  has  taken 
occasion  to  frame  his  unfounded  accusation  against  the  senate 
for  a dereliction  of  duty  tittle  short  of  treason.  It  is  somewhat 
inexplicable,  after  all  the  estimates  for  expenditure  for  the  year 
had  been  sent  in,  and  more  than  gratified,  that,  at  almost  the 
last  hour  of  the  session,  a call  should  be  made  upon  them  for 
three  millions  of  dollars,  without  a particle  of  information  to 
show  why  or  wherefore,  without  the  slightest  intimation  from 
the  head  of  the  government,  or  from  any  of  the  executive  offi- 
cers, that  the  money  was  wanting  or  would  be  useful.  And 
why,  be  asked  again,  if  llie  money  was  really  wanting  for  the 
public  service,  was  the  necessary  information  not  given!  Was 
the  source  of  authority  so  difficult  of  access  that  it  could  not  be 
got  at?  Nothing  was  more  easy.  The  president  himself,  ac- 
companied with  the  heads  of  departments,  was  under  the  same 
roof  with  ourselves;  he  was  in  an  adjoining  room  in  this  capitol 
all  the  time;  a message  might  have  been  procured  from  him,  if 
it  had  been  his  pleasure  to  have  sent  it,  in  five  or  ten  minutes; 
nay,  if  you  had  but  opened  the  door,  he  might,  if  he  had  thought 
proper,  have  diffused  among  us  all  the  light  that  was  necessary 


for  the  “important  object  so  much  in  accordance  with  execu- 
tive will;”  yet  that  light  was  withheld,  though  so  much  and  so 
often  requested;  the  information,  so  easy  to  be  given,  was  not 
imparted  that  might  have  insured  the  appropriation.  And  it  is 
for  this  that  we  are  to  be  branded  by  the  senator  from  Missouri 
as  faithless  to  our  duty,  and  regardless  of  the  nation’s  security. 
Yes,  sir,  if  we  coiild  have  been  beguiled  and  drawn  off  under 
such  circumstances,  and  made  unfaithful  to  our  duty,  we  might 
have  merited  the  reproach  of  traitor.s.  (A  call  to  order  by  the 
chair).  Mr.  G.  proceeded.  With  our  convictions  of  constitu- 
tional duty,  I mean,  sir;  pardon  me,  I design  no  imputation  on 
others.  Yes,  sir,  we  should  have  been  justly  subject  to  impu- 
tation, if,  with  our  convictions,  and  under  the  circumstances 
we  were  placed,  we  had  taken  a different  course.  A sense  of 
duty  was  imperious;  with  it  there  was  no  compromise. 

When  time  was  sufficient  thro.ughout  the  whole  session  to 
make  known  every  want  of  the  government,  either  immediate 
or  contingent,  and  no  call  was  made  but  those  which  were  fully 
supplied;  when  both  houses  of  congress  had  unanimously  con- 
curred in  opinion  that  no  farther  legislative  act  was  necessary 
in  consequence  of  the  state  of  our  relations  with  France,  the 
only  power  with  which  we  had  any  involvement  at  the  time,  it 
did  seem  strange  that,  at  the  last  moments  of  the  session,  a re- 
quisition should  have  been  made  for  so  unusual  an  amount  of 
money,  without  any  explanation  or  message,  or  information  that 
could  lead  to  an  understanding  of  the  sudden  .cause  of  the  re- 
quisition, or  any  specification  of  the  objects  to  which  it  was  to 
be  applied.  The  information  was  requested,  yet  it  was  not 
given;  it  was  at  hand,  but  we  could  not  reach  it.  It  was  under 
such  circumstances  we  felt  that  we  could  not  grant  away  the 
public  money,  and  we  refused  to  do  so. 

Mr.  Benton^  observed  that  the  senator  from  Maryland,  (Ptir. 
Goldsborough),  who  had  just  resumed  his  seat,  and  himself, 
had  some  words  at  the  last  session,  which  had  placed  him 
in  a situation,  with  respect  to  that  gentleman,  of  the  most  scru- 
pulous reserve.  He  believed  it  to  be  be  the  instinct  of  gentle- 
men, whenever  any  thing  had  happened  between  them  of  an 
unpleasant  nature,  to  behave  afterwards  to  each  other  with  the 
most  punctilious  and  scrupulous  politeness.  He  believed  it  to 
be  the  instinct  of  gentlemen  to  feel,  that  from  such  a time,  they 
must  stand  upon  afooting  towards  each  other,  in  which  they 
could  no  longer  give  and  take.  Now,  sir,  (said  Mr.  B.)  the 
senator  from  Maryland  has  repeated  what  he  did  at  the  last 
session;  he  has  made  a premeditated  attack  on  me.  He  felt 
(Mr.  B.  said)  no  malice,  nor  any  degree  of  irritation,  for  whal: 
was  passed;  for  if  he  was  quick,  he  was  at  least  free  from  ma- 
lice. The  gentleman  at  that  time  (Mr.  B.  said)  drew  a picture 
which  a thousand  persons  present  believed  to  be  drawn  for  him; 
which  he  (Mr.  B.)  felt  to  be  drawn  for  him;  and  had  been  irs- 
formed  that  the  gentleman  had  then  rehearsed  the  part  he  was 
about  to  performf — the  first  part,  but  not  the  concluding  part; 
for  the  gentleman  denied  that  his  picture  was  intended  for  hiir.'- 
From  that  time  to  the  present,  (said  Mr.  B.)  the  gentleman  has 
no  right  to  make  a personal  illusion  to  me.  If  the  gentleman 
chooses  to  wait  a year,  and  then  come  forward  to  settle  an  ac- 
count in  which  he  may  have  a balance  against  him,  it  is  for  him, 
(said  Mr.  B.)  and  not  for  me  to  do  so.  I do  not  treasure  up 
old  things  to  be  brought, out  afterwards.  The  gentleman  had 
now  made  an  affiirmation  contradicting  what  I have  said;  but 
I tell  the  gentleman,  (said  Mr.  B.)  that  I know  his  affirmation 
to  contain  precisely  as  much  truth  now,  as  I believed  that  his 
denial  did  then. 

The  chair  (occupied  pro  tern,  by  Mr  King)  said  the  chair  was 
not  aware  that  any  persona)  allusion  to  the  senator  from  Mis- 
souri had  been  made  by  the  senator  from  Maryland,  or  he  should 
have  called  him  . to  order.  The  remarks  of  the  senator  from 
Missouri  were  out  of  order. 

Mr.  Goldsborough  rose  to  speak. 

Mr.  King,  Order!  The  senator  from  Maryland  will  not  be 
permitted  to  proceed. 

Mr.  Goldsborough,  I am  not  permitted  to  reply  in  order,  to 
that  which  has  been  asserted  out  of  order. 

Mr.  King.  No,  the  chair  cannot  permit  another  word  on  the 
subject  from  either  of  the  gentlemen. 

Mr.  Webster  next  addressed  the  chair.  It  is  not  my  purpose, 
Mr.  President,  (said  he),  to  make  any  remarks  on  the  stale  of 
our  affairs  with  France.  The  time  for  that  discussion  has  not 
come,  and  I wait.  We  are  in  daily  expectation  of  a commu- 
nication from  the  president,  which  will  give  us  light;  and  we 
are  authorised  to  expect  a recommendation  by  him  of  such 
measures  as  he  thinks  it  may  be  necessary  and  proper  for  con- 
gress to  adopt.  I do  not  anticipate  him.  I do  not  forerun  him. 
In  this  most  important  and  delicate  business,  it  is  the  proper 
duty  of  the  executive  to  go  forward,  and  I,  for  one,  do  not  in- 
tend either  to  be  drawn  or  driven  into  the  lead.  When  official 
information  shall  be  before  us,  and  when  measures  shall  be  re- 
commended upon  the  proper  responsibility,  I shall  endeavor  to 
form  the  best  judgment  1 can,  and  shall  act  according  to  its 
dictates. 

I rise,  now,  for  another  purpose.  This  resolution  has  drawn 
on  a debate  upon  the  general  conduct  of  the  senate  during  the 

*The  report  of  these  remarks  is  taken  from  the  Globe. 

t When  Mr.  Henfon  said,  in  his  remarks,  “he  had  been  in- 
formed that  the  gentleman  had  then  rehearsed  the  part  he  was 
about  to  perform,  Mr.  G.  responded  audibly  from  his  seat,  “you 
have  then  been  misinformed, (or  words  to  that  effect). 

[Nat,  Intell. 
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last  session  of  congress,  and  especially  in  regard  to  the  propos- 
ed grant  of  the  three  millions  to  the  president  on  the  last  night 
of  the  session.  My  main  object  is  to  tell  the  story  of  this  trans- 
action, and  to  exhibit  the  conduct  of  the  senate  I'aiily  to  the 
public  view.  I owe  this  duty  to  the  senate.  I owe  it  to  the 
committee  with  whieh  I am  connected;  and  although  whatever 
is  personal  to  an  individual  is  generally  of  too  little  importance 
to  be  made  the  subject  of  much  remark,  I hope  I may  be  per- 
uiilted  to  say  that,  in  a matter,  in  regard  to  which  there  iia« 
been  so  much  misrepresentation,  I wish  to  say  a few  words  for 
the  sake  of  defending  my  own  reputation. 

This  vote  for  the  three  millions  was  proposed  by  the  house 
of  representatives  as  an  amendment  to  the  fortification  bill; 
and  the  loss  of  that  bill,  three  millions  and  all,  is  the  charge 
which  has  been  made  upon  the  senate,  sounded  over  all  the 
land,  and  now  again  renewed.  I propose  to  give  the  true  his- 
tory of  this  bill,  its  origin,  its  progress,  and  its  loss. 

Before  attempting  that,  however,  let  me  remark,  for  it  is 
worthy  to  be  remarked,  and  remembered,  that  the  business 
brought  before  the  senate  last  session,  important  and  various 
as  it  was,  and  both  public  and  private,  was  all  gone  through, 
with  most  uncommon  despatch  and  promptitude.  No  session 
has  witnessed  a more  complete  clearing  off  and  finishing  of  the 
subjects  before  us.  The  communications  from  the  other  house, 
whether  bills  or  whatever  else,  were  especially  attended  to  in 
proper  season,  and  with  that  ready  respect  which  is  due  from 
one  house  to  the  other.  I recollect  nothing  of  any  importance 
which  came  to  us  from  the  house  of  representatives,  which 
was  here  neglected,  overlooked,  or  disregarded. 

On  the  other  hand,  it  was  the  misfortune  of  the  senate,  and, 
as  I think,  the  misfortune  of  the  country,  that,  owing  to  the 
slate  of  business  in  the  house  of  representatives  towards  the 
close  of  the  session,  several  measures  which  had  been  matur- 
ed in  the  senate,  and  passed  into  bills,  did  not  receive  atten- 
tion, so  as  to  be  either  agreed  to  or  rejected,  in  the  other  branch 
of  the  legislature.  They  fell,  of  course,  by  the  termination  of 
the  session. 

Among  these  measures  may  be  mentioned  the  following,  viz: 

The  post  office  reform  bill,  which  passed  the  senate  unani- 
mously, and  of  the  necessity  for  which  the  whole  country  is 
certainly  now  most  abundantly  satisfied; 

The  custom  house  resolutions  hill,  which  also  passed  nearly 
unanimously,  after  a very  laborious  preparation  by  the  commit- 
tee on  commerce,  and  a full  discussion  in  the  senate; 

The  judiciary  hill,  passed  here  by  a majority  of  thirty-one  to 
five,  and  which  has  again  already  passed  the  senate  at  this  ses- 
sion with  only  a single  dissenting  vote; 

The  hill  indemnifying  claimants  for  French  spoliations  before 
180(). 


The  hill  regulating  the  deposite  of  the  public  moneys  in  the  de- 
posite  banks; 

The  bill  respecting  the  tenure  of  certain  offices,  and  the  power 
of  removal  from  office;  which  has  now  again  passed  to  be  en- 
grossed, in  the  senate,  by  a decisive  majority. 

All  these  important  measures,  matured  and  passed  in  the 
senate  in  the  course  of  the  session,  and  many  others  whose 
importance  was  less,  were  sent  to  the  house  of  representatives, 
and  we  never  heard  any  thing  more  from  them.  They  there 
found  their  graves. 

It  is  worthy  of  being  remarked,  also,  that  the  attendance  of 
meihbers  of  the  senate  was  remarkably  Tull,  particularly  to- 
ward the  end  of  the  session.  On  the  last  day  every  senator 
was  in  his  place  till  very  near  the  hour  of  adjournment,  as  the 
journal  will  show.  We  had  no  breaking  up  for  want  of  a quo- 
rum; no  delay,  no  calls  of  the  senate;  nothing  which  was  made 
necessary  by  the  negligence  or  inattention  of  the  members  of 
this  body.  On  the  vote  for  the  three  millions  of  dollars,  which 
was  taken  at  about  eight  o’clock  in  the  evening,  forty-eight 
voles  were  given,  every  rneiriber  of  the  senate  being  in  his 
place  and  answering  to  hi.s  name.  This  is  an  instance  of  punc- 
tuality, diligence  and  labor,  continued  to  the  very  end  of  an 
arduous  session,  wholly  without  exaiiqile  or  parallel. 

The  senate,  then,  sir,  must  stand,  in  the  judgment  of  every 
man,  fully  acriuitled  of  all  remissness,  all  negligence,  all  inat- 
tention, amidst  the  fatigue  and  exhaustion  of  the  closing  hours 
of  consress.  Nothing  passed  unheeded,  nothing  was  overlook- 
ed, nothing  forgotten,  and  nothing  slighted. 

And  now,  sir,  I would  proceed  immediately  to  give  the  history 
r>f  the  fortification  bill,  if  it  were  not  necessary,  as  introductory 
to  that  history,  and  as  showing  the  circumstances  under  which 
the  senate  was  called  on  to  transact  the  public  business,  first 
to  refer  to  another  bill  which  was  before  us,  and  to  the  pro- 
ceedings which  were  had  upon  it. 

It  is  well  known,  sir,  that  the  annual  appropriation  bills  al- 
ways originate  in  the  house  of  representatives.  This  is  so  much 
the  course,  that  no  one  ever  looks  to  sec  such  a bill  first  brou<>ht 
forward  in  the  senate.  It  is  also  well  known,  sir,  that  it  has 
been  usual,  heretofore,  to  makt!  the  annual  appropriations  for 
the  military  acaihmiy  at  West  I’oini  in  the  general  bill,  which 
provides  for  the  pay  and  support  of  the  army.  But  last  year, 
the  army  bill  did  noi  contain  any  appropriation  whatever  for  the 
support  rif  \\  est  Point.  I look  nolied  of  this  singular  omission 
whj;n  the  lull  was  before  the  senate,  but  presumed,  and  indeed 
understood,  that  the  house  would  send  ns  a separate  hill  for  the 
mi  liary  .academy.  The  army  bill,  therefore,  passed;  but  no 
y from  At  West  Point  appeared.  We  wailed  for 

It  irom  daj  to  day,  and  from  week  to  week,  but  waited  in  vain. 


At  length,  the  time  for  sending  bills  from  one  house  to  the 
other,  according  to  the  joint  rules  of  the  twjo  houses,  expired; 
and  no  bill  had  made  its  appearance  for  the  support  of  the  mi- 
litary academy.  These  joint  rules,  as  is  well  known,  are  some- 
times suspended  on  the  application  of  one  house  to  the  other, 
in  favor  of  particular  bills,  whose  progress  has. been  unexpect- 
edly delayed,  but  which  the  public  interest  requires  to  be  pass- 
ed. But  the  house  of  representatives  sent  us  no  request  to 
suspend  the  rules  in  favor  of  a bill  for  the  support  of  the  mili- 
tufy  academy,  nor  made  any  other  proposition  to  save  the  in- 
stitution from  immediate  dissolution.  Notwithstanding  all  the 
talk  about  a war  and  the  necessity  of  a vote  for  the  three  mil- 
lions, the  military  academy,  an  institution  cherished  so  long, 
and  at  so  much  expense,  was  on  the  very  point  of  being  entire- 
ly broken  up. 

Now  it  so  happened,  sir,  that  at  this  time  there  was  another 
appropriation  bill  which  had  come  from  the  house  of  repre- 
sentatives, and  was  before  the  committee  on  finance  here. — 
This  bill  was  entitled  “an  act  making  appropriations  for  the 
civil  and  diplomatic  expenses  of  the  govorament  for  the  year 
1835.” 

In  this  state  of  things  several  members  of  the  house  of  re- 
presentatives applied  to  the  committee,  and  besought  us  to  save 
the  academy  by  annexing  the  necessary  appropriations  for  its 
support  to  the  bill  for  civil  and  diplomatic  service.  We  spoke 
to  them,  in  reply,  of  the  unfitness,  the  irregularity,  the  incon- 
gruity, of  this  forced  union  of  such  dissimilar  subjects;  but  they 
told  us  it  was  a case  of  absolute  necessity,  and  that,  without 
resorting  to  this  mode,  the  appropriation  could  not  get  through. 
We  acquiesced,  sir,  in  these  suggestions.  We  went  out  of  our 
way.  We  agreed  to  do  an  extraordinary  and  an  irregular  thing, 
in  order  to  save  the  public  business  from  miscarriage.  By  di- 
rection of  the  committee,  I moved  the  senate  to  add  an  appro- 
priation for  the  military  academy  to  the  bill  for  defraying  civil 
and  diplomatic  expenses.  The  bill  was  so  amended;  and  in 
this  form  the  appropriation  was  finally  made. 

But  this  was  not  all.  This  bill  for  the  civil  and  diplomatic 
service  being  thus  amended,  by  lacking  the  military  academy 
upon  it,  was  sent  back  by  us  to  the  house  of  representatives, 
where  its  length  of  tail  was  to  be  still  much  further  increased. 
That  house  had  before  it  several  subjects  for  provision,  and  for 
appropriation,  upon  which  it  had  not  passed  any  bill,  before  the 
time  for  passing  bills  to  be  sent  to  the  seriate  had  elapsed.  It 
was  anxious  that  these  things  should,  in  sonie  way,  be  provided 
for;  and  when  the  diplomatic  bill  came  back,  drawing  the  mili- 
tary academy  after  it,  it  was  throught  prudent  to  attach  to  it 
various  of  these  other  provisions.  There  were  propositions  to 
pave  streets  in  the  city  of  Washington,  to  repair  the  capitol, 
and  various  other  things,  which  it  was  necessary  to  provide 
for;  and  they,  therefore,  were  put  into  the  same  bill  by  way  of 
amendment  to  an  amendment;  that  is  to  say,  Mr.  President,  we 
had  been  prevailed  on  to  amend  their  bill  for  defraying  the  sa- 
lary of  our  ministers  abroad,  by  adding  an  appropriation  for  the 
military  academy;  and  they  proposed  to  amend  this  our  amend- 
ment, by  adding  to  it  matter  as  germain  to  it  as  it  was  to  the 
original  bill.  There  was  also  the  president’s  gardener.  His  sa- 
lary was  unprovided  for;  and  there  was  no  way  of  remedying 
this  important  omission,  but  by  giving  him  place  in  the  diplo- 
matic service  bill,  among  charges  d’affaires,  envoys  extra- 
ordinary, and  ministers  plenipotentiary.  In  and  among  these 
ranks,  therefore,  he  was  formally  introduced  by  the  amendment 
of  the  house,  and  there  he  now  stands,  as  you  will  readily  see, 
by  turning  to  the  law. 

Sir,  I have  not  the  pleasure  to  know  this  useful  person;  but 
should  I see  him,  some  morning  overlooking  the  workmen  in 
the  lawns,  walks,  copses,  and  parterres  which  adorn  the  grounds 
around  the  presidenl’s'residence,  considering  the  company  into 
which  we  have  introduced  him,  I should  expect  to  see,  at  least, 
a small  diplomatic  button  on  his  working  jacket. 

When  these  amendments  came  from  the  house,  and  were 
read  at  our  table,  though  they  caused  a smile,  they  were  yet 
adopted,  and  the  law  passed,  almost  with  the  rapidity  of  a co- 
met, and  with  something  like  the  same  length  of  tail. 

Now,  sir,  not  one  of  these  irregularities  or  incongruities,  no 
part  ()f  this  jumbling  together  of  distinctand  different  subjects, 
was,  in  the  slightest  degree,  occasioned  by  any  thing  done,  or 
omiited  to  be  done^  on  the  part  of  the  senate.  Their  proceed- 
ings were  all  regular;  their  decision  prompt,  their  despatch  of 
the  public  business  correct  and  seasonable.  There  was  no- 
thing of  disorganization,  nothing  of  procrastination,  nothing 
evinciveof  a temper  to  embarrass  or  obstruct  the  public  busi- 
ness. If  the  history  which  I have  now  truly  given  shows  that 
one  thing  was  amended  by  another,  which  had  no  sort  of  con- 
nexion with  it,  that  unusual  expedients  were  resorted  to,  and 
that  the  laws,  instead  of  arratigement  and  symmetry,  exhibit 
anomaly,  confusion,  and  the  most  grotesque  associations,  it  is, 
nevertheless,  true,  that  no  part  of  all  this  was  made  necessary 
by  us.  We  deviated  from  the  accustomed  modes  of  legislation 
only  when  we  were  supplicated  to  do  so,  in  order  to  supply  bold 
and  glaring  deficiencies  in  measures  which  were  before  us. 

But  now,  Mr.  President,  let  me  come  to  the  fortification  bill, 
the  lost  bill,  which  not  only  now.  but  on  a graver  occasion, has 
been  lamentedjiike  the  lost  Pliead. 

'Phis  bill,  sir,  came  from  the  house  of  representatives  to  the 
senate,  in  the  usual  way,  and  was  .referred  to  the  committee 
on  finance.  Us  appropriations  were  not  large.  Indeed,  they 
appeared  to  the  committee  to  be  quite  too  small.  It  struck  a 
majority  of  the  committee  at  once  that  there  were  several  for- 
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tifications  on  Hie  coast,  either  not  provided  for  at  all,  or  not  ade- 
quately provided  for  by  this  bill.  The  vVhole  amount  of  its 
appropriations  was  400,000  or  430,000  dollars.  It  contained  nh 
grant  of  three  millions,  and  if  the  senate  had  passed  it  the  very 
day  it  came  from  the  house,  not  only  would  there  have  been  no 
appropriation  of  the  three  millions,  but,  sir,  none  of  theseoihet 
sums  which  the  senate  did  insert  in  the  bill.  Others,  besides 
ourselves,  saw  the  deficiencies  of  this  bill.  VVe  had  commu- 
nications with  and  from  the  departments,  and  we  inserted  in 
the  bill  every  thing  which  any  department  recommended  to  us. 
We  took  care  to  be  sure  that  nothing  else  wa.s  coming.  And 
we  then  reported  the  bill  to  the  senate  with  our  proposed 
amendments,  amongst  these  amendments,  there  was  a sum  of 
$75,000  for  Castle  Island,  in  Boston,  $100,000  for  defences  in 
Maryland,  and  so  forth.  These  amendments  were  agreed  to  by 
the  senate,  and  one  or  two  others  added,  on  the  motion  of 
members;  and  the  bill,  being  thus  amended,  was  returned  to 
the  liouset 

And  now,  sir,  it  becomes  important  to  ask  when  was  this  bill, 
thus  amended,  returned  to  the  house  of  representatives.?  Was 
it  unduly  detained  here,  so  thdt  the  house  was  obliged  after- 
wards to  act  upon  it  suddenly.?  This  question  is  material  to  be 
asked,  and  material  to  be  answered,  too,  and  the  journal  does 
satisfactorily  answer  it;  for  it  appears  by  the  journal  that  the 
bill  was  returned  to  the  house  of  representatives  on  Tuesday, 
the  24lh  of  February,  one  whole  week  before  the  close  of  the  ses- 
sion. And  from  Tuesday,  the  24th  day  of  February,  to  Tues- 
day, the  third  day  of  March,  we  heard  not  one  word  from  this 
bill.  Tuesday,  the  3d  day  of  March,  was,  of  course,  the  last ; 
day  of  the  session.  We  assembled  here  at  10  or  11  o’clock  in 
the  morning  of  th'atday,  and  sat  until  three  in  the  afternoon, 
and  still  we  were  not  informed  whether  the  house  had  finally 
passed  the  bill.  As  it  vvas  an  important  matter,  and  belonging 
to  that  part  of  the  public  business  vvhich  usually  receives  par- 
ticular attention  from  the  committee  on  finance,  I bore  the  sub- 
ject in  my  mind,  and  feltsbme  solicitude  about  it,  seeing  that 
the  session  was  drawing  so  near  to  a close.  I took  it  for  grant- 
ed, however,  as  J had  not  heard  any  thing  to  the  contrary,  that 
the  amendments  of  the  senate  \Vould  not  be  objected  to,  and 
that  when  a convenient  tirne  should  arrive  for  the  taking  up  the 
bill  in  the  house,  it  would  be  passed  at  once  into  a law,  and  we 
should  hear  no  more  about  it.  Not  the  slightest  intimation  was 
given,  either  that  the  executive  wished  for  any  larger  appropri- 
ation, or  that  it  was  intended  in  the  house  to  insert  such  larger 
appropriation.  Not  a syllable  escaped  from  any  body,  and  came 
to  our  knowledge,  that  any  further  alteration  whatever  was  in- 
tended in  the  bill. 

At  3 o’clock  in  the  afternoon  of  the  3d  of  March,  the  senate 
took  its  recess,  as  is  usual  in  that  period  of  the  session,  until  5. 
At  5,  we  again  assembled,  and  proceeded  with  the  business  of 
the  senate  until  8 o’clock  in  the  evening;  and,  at  8 o’clock  in 
the  evening,  aiid  not  before,  the  clerk  of  the  house  appeared  at 
our  door,  and  announced  that  the  house  of  representatives  had 
disagreed  to  one  of  the  senate’s  amendments,  agreed  to  others; 
and  to  two  of  those  amendments,  viz:  the  4th  and  5th,  it  had 
agreed,  with  an  amendment  of  its  own. 

Notv,  sir,  these  4lh  and  5th  amendments  of  ours  were,  one,  a 
vote  of  $75,000  for  the  castle  in  Boston  harbor,  and  the  other, 
a vote  of  $100,000  for  certain  defences  in  Maryland.  And  what, 
sir,  was  the  addition  which  the  house  of  representatives  pro- 
posed to  make,  by  way  of  “amendment”  to  a vote  of  $75,000  for 
repairing  the  works  in  Boston  harbor?  Here,  sir,  it  is: 

‘Mnd  be  it  fiirther  enacted,  That  the  sum  of  three  millions  of 
dollars  be,  and  the  same  is  hereby,  appropriated,  out  of  any 
money  in  the  treasury  not  otherwise  appropriated,  to  be  ex- 
pended, in  whole  or  in  part,  under  the  direction  of  the  president 
Of  the  United  States,  for  the  military  and  naval  service,  includ- 
ing fortifications  and  ordnance,  and  increase  of  the  navy:  Pro- 
vided, Such  expenditures  shall  be  rendered  necessary  for  the 
defence  of  the  country  prior  to  the  next  meeting  of  congress.” 

This  proposition,  sir,  was  thus  unexpectedly  and  suddenly 
put  to  us,  at  8 o’clock  in  the  evening  of  the  last  day  of  the  ses- 
sion. Unusual,  unprecedented,  extraordinary,  as  it  obviously 
is,  on  the  face  of  it,  the  manner  of  presenting  it  was  still  more 
extraordinary.  The  president  had  asked  for  no  suclr  grant  of 
money;  no  department  had  recommended  it;  no  estimate  had 
suggested  it;  no  reason  vVhatever  Was  given  for  it.  No  emer- 
gency had  happened,  and  nothing  new  had  occurred;  every 
thing  known  to  the  administration,  at  that  hour,  respecting  our 
foreign  relations,  had  certainly  been  known  to  it  for  days  and 
forweeks. 

With  what  propriety,  then,  could  the  senate  be  called  on  to 
sanction  a proceeding  so  entirely  irregular  and  anomalotis.? 
Sir,  i recollect  the  occurrences  of  the  moment  very  well,  and  I 
remember  the  impression  vvhich  this  vote  of  the  house  seemed 
to  make  all  round  the  senate.  We  had  just  come  oiit  of  exe- 
cutive session:  the  doors  were  but  just  opened;  and  I hardly 
remember  whether  there  was  a single  spectator  in  the  hall  or 
the  galleries.-  I had  been  at  the  clerk’s  table,  and  had  not 
reached  my  seatj  when  the  message  was  read.  All  the  sena- 
tors were  in  the  chamber.  I heard  the  message,  certainly  with 
great  surprise  and  astonishment;  and  1 immediately  moved  the 
senate  to  disagree  to  this  Vole  of  the  house.  My  relation  to  the 
subject,  in  consequence  of  my  connexion  with  the  committee 
on  finance,  made  it  nry  duty  to  propose  some  course,  and  I had 
not  a moment’s  doubt  or  hesitation  what  that  course  ought  to 
be.  I took  upon  myself,  then,  sir,  the  responsibility  of  moving 
ihat  the  senate  should  disagree  to  this  vote,  and  I now  acknow- 
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ledge  that  responsibility.  It  might  be  presumptuous  to  say  that 
1 took  a leading  part,  but  I certainly  took  an  early  part,  a de- 
cided part,  and  an  earnest  part,  in  rejecting  this  broad  grant  of 
three  millions  of  dollars,  without  lihiitation  of  purpose  or  spe- 
cification of  object;  called  for  by  no  recommendation,  founded 
on  no  estimate,  made  necessary  by  iio  state  of  things  \Vhich  was 
made  known  to  its.  Certainly,  sir,  I took  a part  in  its  rejec- 
tion; and  I stand  here,  in  my  place  in  the  senate,  to-day  ready 
to  defend  the  part  so  taken  by  me;  or,  rather,  sir,  I disclaim  alt 
defence,  and  all  occasion  of  defence,  and  I assert  it  as  merito- 
rious to  have  been  among  those  who  arrested,  at  the  earliest 
moment,  this  extraordinary  departure  from  all  settled  usage^ 
and,  as  I think,  from  plain  constitutional  injunction — this  inde- 
finite voting  of  a vast  sum  of  money,  to  mere  executive  discre- 
tion, without  limit  assigned,  without  object  specified,  without 
reason  given,  and  without  the  least  control  under  heaven. 

Sir,  1 am  told  that,  in  opposing  this  grant,  I spoke  with 
warmth,  and  I suppose  I may  have  done  so.  If  I did,  it  waS 
a warmth  springing  from  as  hUnest  a conviction  of  duty  as  ever 
influenced  a public  man.  It  was  spontaneous,  unaffected, 
sincere.  There  had  been  among  us,  sir,  no  consultation,  no 
concert.  There  coiild  have  been  none.  Between  the  reading 
of  the  message,  and  my  motion  to  disagree,  there  was  not  lime 
enough  for  any  two  members  of  the  senate  to  exchange  fivd 
words  on  the  subject.  The  proposition  was  sUdden  and  per- 
fectly unexpected.  I resisted  it,  as  irregular,  as  dangerous  in 
itself,  and  dangerous  in  its  precedent;  as  vvholly  unnecessaryj 
and  as  violating  the  plain  intention,  if  not  the  express  words  of 
the  constitution.  Before  the  senate  then,  I avowed,  and  be- 
fore the  country  I now  avow  my  part  in  this  opposition.  What- 
soever is  to  fall  on  those  who  sanctiohed  it,  of  that  let  me  havg 
my  full  share. 

The  senate,  sir,  rejected  this  grant  by  a vote  of  iweniy-nin§ 
against  nineteen.  Those  twenty-nine  names  are  on  the  jour- 
nel;  and  whenever  the  expunging  process  may  commence,  or 
how  far  soever  it  may  be  carried,  I pray  it,  in  mercy,  not  to 
erase  mine  from  that  record.  I beseech  it,  in  its  sparing  good- 
nessj  to  leave  me  that  proof  of  attachment  to  duty  and  to  prin- 
ciple. it  may  draw  around  it,  over  it,  or  through  it,  black  linesj 
or  red  lines,  or  any  lines;  it  mdy  mark  it  in  any  way  which 
either  the  most  prostrate  and  fantastical  spirit  of  man^worship^ 
or  the  most  ingenious  and  elaborate  study  of  self-degradatiort 
may  devise,  if  Only  irwill  leave  it  so  that  those  who  inherit  my 
blood,  or  who  may  hereafter  care  for  my  reputation,  shall  be 
able  to  behold  it  where  it  now  stands. 

The  house,  sir,  insisted  on  this  amehdment.  The  senate  ad- 
hered to  its  disagreement;  the  house  asked  a conference,  to 
which  request  the  senate  immediately  acceded.  The  com- 
mittees of  Conferfence  met,  and,  in  a very  short  time,  came  to 
an  agreement.  They  agreed  to  recommend  to  their  respective 
houses,  as  a substitute  for  the  vote  proposed  by  the  house,  the 
following: 

“As  an  additional  appropriation  for  arming  the  fortiftcatiofls 
of  the  United  Slates,  three  hundred  thousand  dollars.” 

“As  an  additional  appropriation  for  the  repair  and  equipment 
of  ships  of  war  of  the  United  States,  five  hundred  thousand 
dollars.’’ 

I immediately  reported  this  agreement  of  the  committees  clf 
conference  to  the  senate;  but,  inasmuch  as  the  bill  vvas  jri  the 
house  of  representatives,  the  senate  could  not  act  further  on 
the  matter  until  the  house  should  first  have  considered  the  re- 
port of  the  committees,  decided  thereoii,  and  sent  us  the  bill. 

I did  not  myself  lake  any  note  of  the  particular  hour  of  this  part 
of  the  transaction.  The  honorable  member  from  Virginia  (Mr. 
Leigh)  says  he  consulted  his  vvatch  at  the  time,  and  he  knows 
that  I had  come  from  the  conference,  and  was  in  my  seat  at  & 
quarter  past  eleven.  1 have  no  reason  to  think  that  he  is  un- 
der any  mistake  in  this  particular.  He  says  it  so  happened  that 
he  had  occasion  to  take  notice  of  the  hour,  and  vvell  remem- 
bers it.  It  could  not  well  have  been  later  than  this,  as  any  one 
will  be  satisfied  who  will  look  at  our  journals,  public  and  exe- 
cutive, and  see  what  a mass  of  business  was  despatched  after  I 
canie  from  the  committees,  and  before  the  adjournrhent  of  the 
senate.  Having  made  the  report,  sir,  I had  no  doubt  that  both 
houses  Would  concur  in  the  result  of  the  conference,  and  look- 
ed every  moment  for  the  officer  of  the  house  bringing  the  bilh 
He  did  not  come,  however,  and  I pretty  soon  learned  that  there 
was  doubt  whether  the  committee  on  the  part  of  the  house 
would  report  to  the  house  the  agreement  of  the  conferees.  At 
first  I did  not  at  all  credit  this;  but  it  was  confirmed  by  one 
communication  after  another,  until  I was  obliged  to  think  it 
true.  Seeing  that  the  hill  was  thus  in  danger  of  being  lost,  and 
intending  at  any  rale  that  no  blame  should  justly  attach  to  the 
senate,  I immediately  moved  the  following  resolution: 

^‘Resolved,  That  a message  be  sent  to  the  honorable  the  house 
of  representatives  respectfully  to  remind  the  house  of  the  report 
of  the  committee  of  conference  appointed  on  the  disagreeing 
voles  of  the  two  houses  on  the  amendment  of  the  house  to  the 
amendment  of  the  senate  to  the  bill  respecting  the  fortifications 
of  the  United  States.”' 

You  recollect  this  resolution,  sir,  having,  as  I vVell  remem- 
ber, taken  some  part  on  the  occasion.* 

Tliis  resolution  vvas  promptly  passed;  the  secretary  carried  it 
to  the  house,  and  delivered  it.  What  was  done  in  the  house 
on  the  receipt  of  this  message  novv  appears  from  the  printed 
journal.  I have  no  wish  to  comment  on  the  proceedings  there 

*Mr.  King,  of  Alabama;  was  in  the  chair. 
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recorded— all  inav  read  lliem.and  each  bo  able  to  form  his  own 
opinion.  Snltice  it  to  say  that  the  house  of  representatives, 
having  then  possession  of  the  bill,  chose  to  retain  that  posses- 
sion, and  never  acted  on  the  report  of  the  committee.  The  bill, 
therefore,  was  lost.  It  was  lost  in  the  house  of  representatives. 
It  died  there, and  there  its  remains  are  to  be  found.  No  oppor- 
tunity was  given  to  the  members  of  the  liouse  to  decide  wlie- 
iher  they  would  agree  to  the  report  of  the  two  committees  or 
not.  From  a (luarier  past  eleven,  when  the  report  was  agreed 
to,  until  two  or  three  o’clock  in  the  morning,  the  house  re- 
mained in  session.  If  at  any  time  there  was  not  a quorum  of 
members  present,  the  attendance  of  a quorum,  we  are  to  pre- 
sume, might  have  been  commanded,  as  there  was  undoubtedly 
a great  majority  of  the  members  still  in  the  city. 

Hut  now,  sir,  there  is  one  other  transaction  of  the  evening, 
which  I feel  bound  to  stale,  because  I think  it  quite  important, 
on  several  accounts,  that  it  should  be  known. 

A nomination  was  pending  before  the  senate  for  a judge  of 
the  supreme  court.  In  the  course  of  the  sitting,  that  nomina- 
tion was  called  np,  and,  on  motion,  was  indefinitely  postponed. 
In  other  words,  it  w'as  rejected;  for  an  indefinite  postponement 
is  a rejection.  The  office,  of  course,  remained  vacant,  and  the 
nomination  of  another  person  to  fill  it  became  necessary.  The 
president  of  the  United  States  was  then  in  the  capitol,  as  is 
usual  on  the  evening  of  the  last  day  of  the  session,  in  the  cham- 
ber assigned  to  him,  and  with  the  heads  of  departments  around 
liim.  When  nominations  are  rejected  under  these  circum- 
stances, it  has  been  usual  for  the  president  immediately  to  trans- 
mit a new  nomination  to  the  senate;  otherwise  the  office  must 
remain  vacant  till  the  next  session,  as  the  vacancy  in  such  case 
has  not  happened  in  the  recess  of  congress.  The  vote  of  the 
senate,  indefinitely  postponing  this  nomination,  was  carried  to 
the  [(resident’s  room  by  the  secretary  of  the  senate.  The  pre- 
sident told  the  secretary  that  it  was  more  than  an  hour  past  12 
o’clock,  and  that  he  could  receive  no  further  communications 
from  the  senate,  and  immediately  after,  as  I have  understood, 
left  the  capitol.  The  secretary  brought  back  the  paper  contain- 
ing the  certified  copy  of  the  vote  of  the  senate,  and  endorsed 
thereon  the  substance  of  the  president’s  answer,  and  also  add- 
ed that,  according  to  his  own  watch,  it  was  a quarter  past  one 
o’clock. 

There  are  two  views,  sir,  in  which  this  occurrence  may  well 
deserve  to  be  noticed.  One  is  a connexion  which  it  may  per- 
haps have  with  the  loss  of  the  fortification  bill;  the  other  is,  its 
general  importance,  as  introducing  a new  rule,  or  a new  prac- 
tice, respecting  the  intercourse  between  the  president  and  the 
houses  of  congress  on  the  last  day  of  the  session. 

On  the  first  point  1 shall  only  observe  that  the  fact  of  the  pre- 
sident’s having  declined  to  receive  this  communication  from  the 
senate,  and  of  his  having  left  the  capitol,  was  immediately 
known  in  the  house  of  representatives;  that  it  was  quite  obvious 
that  if  he  could  not  receive  a communic.nlion  from  the  senate, 
neither  could  he  receive  a bill  from  the  house  of  representatives 
for  his  signature.  It  was  equally  obvious,  that  if,  uiufer  these 
circumstances,  the  house  of  representatives  should  agree  to 
the  report  of  the  committees  of  conference,  so  that  the  bill 
should  pass,  it  must,  nevertheless,  fail  to  become  a law,  for 
want  of  the  president’s  signature;  and  that,  in  that  case,  the 
blame  of  lortsing  the  bill,  on  whomsoever  else  it  might  fall, 
could  not  be  laid  on  the  senate. 

On  the  more  general  point,  1 may  say,  sir,  that  this  decision 
of  the  president,  not  to  hold  communication  with  the  houses  of 
congress  after  12  o’clock,  on  the  3d  of  March,  is  quite  new'. — 
No  such  objection  has  ever  been  made  before,  by  any  president. 
No  one  of  them  has  ever  declined  communicating  with  either 
liouse  at  any  time  during  the  continuance  of  its  session  on  that 
day.  All  presidents,  heretofore,  have  left  it  with  the  houses 
themselves  to  fix  their  hour  of  adjournment,  and  to  bring  their 
session,  for  the  day,  to  a close,  whenever  they  saw  fit. 

It  is  notorious,  in  point  of  fact,  that  nothing  is  more  common 
than  for  both  houses  to  sit  later  than  12  o’clock,  for  the  pur- 
pose of  completing  measures  which  are  in  the  last  stages  of 
their  progress.  Amendments  are  proposed  and  agreed  to,  bills 
passed,  enrolled  bills  signed  by  the  presiding  officers,  and  other 
important  legislative  acts  performed  often  at  2 or  3 o’clock  in 
the  morning.  All  this  is  very  well  known  to  gentlemen  who 
have  been  for  any  considerable  time  members  of  congress.— 
And  all  presidents  have  signed  bills,  and  have  also  made  nomi- 
nations to  the  senate,  without  objection  as  to  time,  whenever 
bills  have  been  presented  for  signature,  or  whenever  it  became 
necessary  to  make  nominations  to  the  senate,  at  any  time  dur- 
ing the  session  of  the  lespective  houses  on  that  day. 

And  all  this,  sir,  I suppose  to  be  perfectly  right,  correct  and 
legal.  There  is  no  clause  of  the  con.slitution,  nor  is  there  any 
law,  which  declares  that  the  term  of  office  of  members  ofthe 
house  of  representatives  shall  expire  at  12  o’clock  at  night  on 
the  3(1  of  March.  'I  hey  .arc  to  hold  for  two  years,  but  the  pre- 
cise hour  for  the  commencement  of  that  term  of  two  years  is 
nowhere  fixed  by  constitutional  or  legal  provision.  It  has  been 
established  by  usage  and  by  inference,  and  very  properly  estab- 
lished, that,  since  the  first  congress  commenced  its  existence 
on  the  first  Wednesday  in  March,  17^9,  which  happened  to  he 
the  4ih  day  of  that  month,  therefore,  the  4ilr  of  March  is  the 
day  of  the  commencement  of  e.ach  successive  term,  but  no  hour 
is  fixed  by  law  or  practice.  The  true  rule  i.s,  as  I think,  most 
undoubtedly  that  the  session  holden  on  the  last  day  constilutes 
the  last  day,  for  all  legislative  and  Iccal  purjioses.  While  the 
session  commenced  on  that  day  continues,  the  day  itself  con- 


tinues, according  to  the  established  practice  both  of  legislative 
and  judicial  bodies.  'I’his  could  not  well  be  otherwise.  If  the 
precise  moment  of  actual  time  were  to  settle  such  a matter,  it 
would  be  material  to  ask,  who  shall  settle  the  time.^  Shall  it 
be  done  by  public  authority,  or  shall  every  man  observe  the  tick 
of  his  own  watch.^  If  absolute  time  is  to  furnish  a precise  rule, 
the  excess  of  a minnie,  it  is  obvious,  would  be  as  fatal  as  the 
excess  of  an  hour.  Sir,  no  bodies,  judicial  or  legislative,  have 
ever  been  so  hypercritical,  so  astute  to  no  purpose,  so  much 
more  nice  than  wise,  as  to  govern  themselves  by  any  such 
ideas.  The  session  for  the  day,  at  whatever  hour  it  commen- 
ces, or  at  whatever  hour  it  breaks  up,  is  the  legislative  day. — 
Every  thing  has  reference  to  the  commencement  of  that  diur- 
nal session.  For  instance,  this  is  the  I4th  day  of  January,  we 
assembled  here  to-day  at  12  o’clock;  our  journal  is  dated  Ja- 
nuary 14th,  and  if  we  should  remain  here  until  5 o’clock  to- 
morrow morning  (and  the  senate  has  sometimes  sat  so  late) 
our  proceedings  would  still  all  bear  date  of  the  14th  of  Janua- 
ry; they  would  be  so  slated  upon  the  journal,  and  the  journal 
is  a record,  and  is  a conclusive  record,  so  far  as  respects  the 
proceedings  of  the  body. 

It  is  soil!  judicial  proceedings.  If  a man  were  on  trial  for 
his  life,  at  a late  hour  on  the  hast  day  allowed  by  law,  for  the 
holding  of  the  court,  and  the  jury  acquitted  him,  but  happened 
to  remain  so  long  in  deliberation  that  they  did  not  bring  in  their 
verdict  till  after  twelve  o’clock,  is  it  all  to  be  held  for  naught, 
and  the  man  to  be  tried  over  again.?  Are  all  verdicts,  judg- 
ments and  orders  of  courts,  null  and  void,  if  made  after  mid- 
night, on  the  day  which  the  law  prescribes  as  the  last  day.?  It 
would  be  easy  to  show  by  authority,  if  authority  could  be  want- 
ed for  a thim.',  the  reason  of  w'hich  is  so  clear,  that  the  day  lasts 
while  the  daily  session  lasts.  When  the  court  or  the  legisla- 
tive body  adjourns  for  that  day,  the  day  is  over,  and  not  before. 

I am  told,  indeed,  sir,  that  it  is  true  that,  on  this  same  3d  day 
of  March  last,  not  only  were  other  things  transacted,  but  that 
the  bill  for  the  repair  of  the  Cumberland  road,  an  important  and 
much  litigated  measure,  actually  received  the  signature  of  our 
presiding  officer  after  12  o’clock,  was  then  sent  to  the  president, 
and  signed  by  him.  I do  not  affirm  this,  because  I took  no  no- 
tice of  the  time,  or  do  not  remember  if  I did;  but  1 have  heard 
the  matter  so  stated. 

I see,  no  reason,  sir,  for  the  introduction  of  this  new  prac- 
tice; no  principle  on  which  we  can  be  justified,  no  necessity 
for  it,  no  propriety  in  it.  As  yet,  it  has  been  applied  only  to  the 
president’s  intercourse  with  the  senate.  Certainly  it  is  equally 
applicable  to  his  intercourse  with  both  houses  in  legislative 
matters:  and  if  it  is  to  prevail  hereafter,  it  is  of  much  import- 
ance that  it  should  be  known. 

The  president  of  the  United  States,  sir,  has  alluded  to  this 
loss  of  the  fortification  bill  in  his  message  at  the  opening  of  the 
session,  and  he  has  alluded  also,  in  the  same  message,  to  the 
rejection  of  the  three  millions.  On  the  first  point,  that  is,  the 
loss  of  the  whole  bill,  and  the  causes  of  that  loss,  this  is  his 
language. 

“Much  loss  and  inconvenience  have  been  experienced  in 
consequence  of  the  failure  of  the  bill  containing  the  ordinary 
appropriations  for  fortifications,  which  passed  one  branch  of 
the  national  legislature  at  the  last  session,  but  was  lost  in  the 
other.” 

If  the  president  intended  to  say  that  the  bill,  having  originat- 
ed in  the  house  of  representatives,  passed  the  senate,  and  was 
yet  afterwards  lost  in  the  house  of  representatives,  he  was  en- 
tirely correct.  But  he  has  been  altogether  wrongly  informed, 
if  he  intended  to  state,  that  the  bill,  having  passed  the  house, 
was  lost  in  the  senate.  As  I have  already  slated,  the  bill  was 
lost  in  the  house  of  representatives.  It  drew  its  last  breath 
there.  That  house  never  let  go  its  hold  on  it  after  the  report 
of  the  committees  of  conference.  But  it  held  it,  it  retained  it, 
and  of  course,  it  died  in  its  possession  when  the  house  adjourn- 
ed. It  is  to  be  regretted  that  the  president  should  have  been 
misinformed  in  a matter  of  this  kind,  when  the  slightest  refer- 
ence to  the  journals  of  the  two  houses  would  have  exhibited 
the  correct  history  of  the  transaction. 

I recur  again,  Mr.  President,  to  the  proposed  grant  of  the 
three  millions,  for  the  purpose  of  stating  somewhat  more  dis- 
tinctly the  true  grounds  of  objection  to  that  grant. 

These  grounds  of  objection  were  two:  the  first  vv.as,  that  no 
such  appropriation  had  been  recommended  by  the  president, 
or  any  of  the  departments.  And  what  made  this  ground  the 
stronger  was,  that  the  proposed  grant  was  defended,  so  far  as  it 
was  defended  at  all,  upon  an  alleged  necessity,  growing  out  of 
our  foreign  relations.  The  foreign  relations  of  the  country  are 
entrusted  by  the  constitution  to  the  lead  and  management  of 
the  executive  government.  The  president  not  only  is  supposed 
to  be,  but  usually  is,  much  belter  informed  on  these  interesting 
subjects  than  the  houses  of  congress.  If  there  he  danger  of 
rupture  with  a foreign  state,  he  sees  it  soonest.  All  our  minis- 
ters and  agents  abroad  are  hut  so  many  eyes  and  ears  and  or- 
gans to  conuTUinicate  to  him  whatsoever  occurs  in  foreign 
places,  and  to  keep  him  well  advised  of  all  which  may  concern 
the  interests  of  the  United  States.  There  is  an  especial  pro- 
priety, therefore,  that,  in  this  branch  of  the  public  service,  con- 
gress should  always  be  able  to  avail  itself  of  the  distinct  opi- 
nions and  recommendations  of  the  president.  The  two  houses, 
and  especially  the  house  of  re|iresentalives,  are  the  natural 
guardians  of  the  people’s  money.  They  are  to  keep  it  sacred, 
and  to  use  it  di.screeily.  They  are  not  at  liberty  to  spend  it 
w here  it  is  not  needed,  nor  to  offer  it  for  any  purpose  till  a rea- 
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sonable  occasion  for  tlie  expenditure  he  shown.  Now  in  this 
case,  I repeat  again,  the  president  had  sent  ns  no  recomnierida- 
tion  lor  any  such  appropriation;  no  department  liad  recom- 
mended it;  no  estimate  had  contained  it:  in  the  whole  history 
of  llie  session,  from  the  morning  of  tiie  first  day,  down  to  8 
o’clock  in  the  evening  of  the  last  day,  not  one  syllable  had 
been  said  to  us,  not  one  hint  suggested,  showing  that  the  presi- 
dent deemed  any  such  measure  either  necessary  or  proper.  1 
state  this  strongly,  sir,  but  I state  it  truly:  1 state  the  matter  as 
it  is;  and  I wish  to  draw  the  attention  of  the  senate  and  of  the 
country  strongly  to  this  part  of  the  case.  Isay  again,  there- 
fore, that  when  this  vote  for  the  three  millions  was  proposed 
to  the  senate,  there  was  nothing  before  us,  showing  that  the 
president  recommended  any  such  appropriation.  You  very 
well  know,  sir,  that  this  objection  was  immediately  stated  as 
soon  as  the  message  from  the  house  was  read.  We  all  well 
remember  that  it  was  the  very  point  pul  forth  by  the  honorable 
member  from  Tennessee  (Mr.  White),  as  being,  if  I may  say 
so,  the  butt-end  of  his  argument  in  opposition  to  the  vote.  He 
said,  very  significantly,  and  very  forcibly,  “it  is  not  asked  for 
by  those  who  best  knew  what  the  public  service  requires;  how 
then  are  we  to  presume  that  it  is  needed.^”  This  question,  sir, 
was  not  answered  then:  it  never  has  been  answered  since;  it 
never  can  be  answered  satisfactorily. 

But  let  me  here  again,  sir,  recur  to  the  message  of  the  presi- 
dent. Speaking  of  the  loss  of  the  bill,  he  uses  these  words: 

“This  failure  was  the  more  regretted,  not  only  because  it  ne- 
cessarily interrupted  and  delayed  the  progress  of  a system  of 
national  defence  projected  immediately  after  the  last  war,  and 
since  steadily  pursued,  but  also  because  it  contained  a contin- 
gent appropriation,  inserted  in  accordance  with  the  views  of 
the  executive,  in  aid  of  this  important  object,  and  other  branch- 
es of  the  national  defence,  some  portions  of  which  might  have 
been  most  usefully  applied  during  the  past  season.” 

Taking  these  words  of  the  message,  sir,  and  connecting  them 
with  the  fact  that  the  president  had  made  no  recommendation 
to  congress  of  any  such  appropriation,  it  strikes  me  they  fur- 
nish matter  for  very  grave  reflection.  The  president  says  that 
this  proposed  appropriation  was  “in  accordance  with  the  views 
of  the  executive;”  that  it  was  “in  aid  of  an  important  object;” 
and  that  “some  portions  of  it  might  have  been  most  Usefully 
applied  during  the  past  season.” 

And  now,  sir,  I ask,  if  this  be  so,  why  was  not  tliis  appro- 
priation recommended  to  congress  by  the  president?  I ask  this 
question  in  the  name  of  the  constitution  of  the  United  States; 
1 stand  on  its  own  clear  authority  in  asking  it;  and  I invite  all 
those  w’ho  remember  its  injunctions,  and  who  mean  to  respect 
them,  to  consider  well  how  the  question  is  to  be  answered. 

Sir,  the  constitution  is  not  yet  an  entire  dead  letter.  There 
is  yet  some  form  of  observance  to  its  requirements;  and  even 
while  any  degree  of  tormal  respect  is  paid  to  it,  I must  be  per- 
mitted to  continue  the  question,  why  was  not  this  appropriation 
recommended'’’  It  was  in  accordance  with  the  president’s 
views;  it  was  for  an  important  object;  it  might  have  been  use- 
fully expended.  The  president  being  of  opinion,  therefore,  that 
the  appropriation  was  necessary  and  proper,  how  is  it  that  it 
was  not  recommended  to  congress?  For,  sir,  we  all  know  the 
plain  and  direct  words  in  which  the  very  first  duty  of  the  presi- 
dent is  imposed  by  the  constitution.  Here  they  are; 

“He  shall,  from  time  to  lime,  give  to  the  congress  informa- 
tion of  the  state  of  the  union,  and  recommend  to  their  consi- 
deration such  measures  as  he  shall  judge  necessary  and  expe- 
dient.” 

After  enumerating  the  powers  of  the  president,  this  is  the 
first,  the  very  first  duty  which  the  constitution  gravely  enjoins 
upon  him.  And  now,  sir,  in  no  language  of  taunt  or  reproach, 
in  no  language  of  party  attack,  in  terms  of  no  asperity  or  ex- 
aggeration, but  called  up  by  the  necessity  of  defending  my  own 
vote  upon  the  subject,  I now,  as  a public  man,  as  a member  of 
congress  here  in  my  place,  and  as  a citizen  who  feels  as  warm 
an  attachment  to  the  constitution  of  the  country,  as  any  other 
can,  demand  of  any  who  may  choose  to  give  it,  an  answer  to  this 
question:  “VVny  was  not  this  measure,  which  the  presi- 
dent DECLARES  THAT  HE  THOUGHT  NECESSARY  AND  -EXPEDI- 
ENT, RECOMMENDED  TO  CONGRESS?”  And  Why  am  I,  and  why 
are  other  members  of  congress,  whose  paili  of  duty  the  consti- 
tution says  shall  be  enlightened  by  the  president’s  opinions  and 
communications,  to  be  charged  with  want  of  patriotism  and 
want  of  fidelity  to  the  country,  because  we  refused  an  appro- 
priation which  the  president,  though  it  was  in  accordance  w'iih 
ins  views,  and  though  he  believed  it  important,  would  not,  and 
did  not  recommend  to  us?  When  these  questions  are  answer- 
ed, sir,  to  the  satisfaction  of  intelligent  and  impartial  men,  then, 
and  not  till  then  let  reproach,  let  censure,  let  suspicion  of  any 
kind  rest  on  the  twenty-nine  names  which  stand  opposed  to 
this  appropriation. 

How,  sir,  were  we  to  know  that  this  appropriation  “was  in 
accordance  with  the  views  of  the  executive?”  He  had  not  so 
told  us,  formally  or  informally.  He  had  not  only  not  recom- 
mended it  to  congress,  or  either  house  of  congress,  but  nobody 
on  this  floor  had  undertaken  to  speak  in  his  behalf.  No  man 
got  up  to-say,  “the  president  desires  this,  he  thinks  it  necessary, 
expedient  and  proper.”  But,  sjr,  if  any  gentleman  had  risen 
to  say  this,  it  would  not  have  answered  the  requisition  of  the 
constitution.  Not  at  all.  It  is  not  a hint,  an  intimation,  the 
suggestion  of  a friend,  by  which  the  executive  duty  in  this  re- 
spect is  to  be  fulfilled.  By  no  means.  The  president  is  to 
make  a recommendation,  a public  recommendation,  an  official 


recommendation,  a responsible  recommendation;  not  to  one 
house,  but  to  both  houses;  it  is  to  be  a recommendation  to  con- 
gress. If,  on  receiving  such  recommendation,  congress  fail 
to  pay  it  pro|)cr  respect,  the  fault  is  theirs.  If,  deeming  the 
measure  necessary  and  expedient,  the  president  fail  to  recom- 
mend it,  the  fault  is  his,  clearly,  distinctly  and  exclusively  his. 
This,  sir,  is  the  constitution  of  the  United  States,  or  else  I do 
not  understand  the  constitution  of  the  United  Stales.  Does 
not  every  man  see  how  perfectly  unconstitutional  it  is  that  the 
president  should  communicate  his  opinions  or  wishes  to  con- 
gress on  such  grave  and  important  subjects,  otherwise  than  by 
a direct  and  responsible  recommendation — a public  and  open 
recommendation,  equally  addressed  and  equally  known  to  all 
whose  duly  calls  upon  them  to  act  on  the  subject?  What 
would  be  the  slate  or  things  if  he  might  communicate  his  wishes 
or  opinions  privately  to  members  of  one  house,  and  make  no 
such  communication  to  members  of  the  other?  Would  not  the 
two  hou^es  be  necessarily  put  in  irnijiediate  collision."  Would 
they  stand  on  equal  footing?  Would  they  have  equal  informa- 
tion? What  could  ensue  from  such  a manner  of  conducting  the 
public  business  but  quarrel,  confusion  and  conflict?  A mem- 
ber rises  in  the  house  of  representatives,  and  moves  a very 
large  appropriation  of  money  for  military  purposes.  If  he  says 
he  does  it  upon  executive  recommendation,  where  is  bis 
voucher?  The  president  is  not  like  the  British  king,  whose  mi- 
nisters and  secretaries  are  in  the  house  of  commons,  and  who 
are  authoriseef,  in  certain  cases,  to  express  the  opinions  and 
wishes  of  ilieir  sovereign.  We  have  no  king’s  servants;  at 
least  we  have  none  known  to  the  constitution.  Congress  can 
know  the  opinions  of  the  president  only  as  he  officially  com- 
municates them.  It  would  be  a curious  inquiry  in  either  house, 
when  a large  appropriation  is  moved,  if  it  were  necessary  to 
ask  whether  the  mover  represented  the  president,  spoke  his 
sentiments,  or,  in  other  words,  whether  what  he  proposed  were 
“in  accordance  with  the  views  of  the  executive?”  How  could 
that  be  judged  of?  By  the  party  he  belongs  to?  Party  is  not 
quite  unique  enough  for  that.  By  the  airs  he  gives  himsell ? 
Many  might  assume  airs,  if  thereby  they  could  give  themselves 
such  importance  as  to  be  esteemed  authentic  expositors  of  the 
executive  will.  Or  is  this  will  to  be  circulated  in  whispers? 
made  known  to  meeting^of  parly  men?  intimated  through  the 
press?  or  communicated  in  any  other  form,  which  still  leaves 
the  executive  completely  irresponsible?  So  that  while  execu- 
tive purposes  or  wishes  pervade  the  ranks  of  party  friends,  in- 
fluence their  conduct,  and  unite  their  efforts,  the  open,  dir'ect 
and  constitutional  responsibility  is  wholly  avoided.  Sir,  this  is 
not  the  constitution  of  the  United  States,  nor  can  it  be  consist- 
ent with  any  constitution  which  professes  to  maintain  separate 
departments  in  the  government. 

Here,  then,  sir,  is  abundant  ground,  in  my  judgement,  for  the 
vote  of  the  senate,  and  here  1 might  rest  it.  But  there  is  also 
anoliier  ground.  The  constitution  declares  that  no  money  shall 
he  drawn  fiorn  the  treasury  but  in  consequence  of  appropria- 
tions made  by  law.  What  is  meant  by  ^‘appropriationsP’ 
Does  this  language  not  mean  that  particular  sums  shall  be  as- 
signed, by  law,  to  particular  objects.  How  far  this  pointing  out 
and  fixing  the  particular  objects  shall  be  carried,  is  a queMion 
that  cannot  be  settled  by  any  precise  rule.  But  “specific  ap- 
propriation,” that  is  to  say,  the  designation  of  every  object  for 
which  money  is  voted,  as  far  a.s  such  designation  is  practicable, 
has  been  thought  to  be  a most  important  republican  principle. 
In  limes  past,  popular  parlies  have  claimed  great  merit  from 
professing  to  carry  this  doctrine  much  farther,  and  to  adhere  to 
it  much  more  strictly  than  their  adversaries.  Mr.  Jefferson, 
especially,  was  a great  advocate  for  it,  and  held  it  to  be  indis- 
pensable to  a safe  and  economical  administration  and  disbursev 
ment  of  the  public  revenues.  . 

But  what  have  the  friends  and  admirers  of  Mr.  Jefferson  to 
say  to  this  appropriation!  Where  do  they  find,  in  this  propos- 
ed grant  of  ihrec  millions,  designation  of  object,  and  particular 
and  specific  apiilijcalion  of  money?  Have  they  forgotten,  all 
forgotten,  and  wholly  abandoned,  even  all.  pretence  for  specific 
appropriation?  If  not,  how  could  (hey  sanction  such  a vote  as 
this?  Let  me  recall  its  terms.  They  are,  that  “the  sum  of 
three  millions  of  dollars  be,  and  the  same  hereby  is,  appropriat- 
ed, out  of  any  money  in  the  treasury  not  otherwise  appropriat- 
ed, to  be  expended,  in  whole  or  in  part,  under  the  direction  of 
the  president  of  the  United  Stales,  for  the  military  and  naval 
service,  including  fortifications  and  ordnance,  and  to  increase 
the  navy:  provided  such  expenditures  shall  be  rendered  neces- 
sary for  the  defence  of  the  country,  prior  to  the  next  meeting  of 
congress.” 

In  the  first  place  it  is  to  be  observed,  that  whether  the  money 
shall  be  used  at  all  or  not,  is  made  to  depend  on  the  discretion 
of  the  president.  This  is  sufficiently  liberal.  It  carries  confi- 
dence far  enough.  But,  if  there  had  been  no  other  objections, 
if  the  objects  of  the  appropriation  had  been  sufficiently  describ- 
ed, so  that  the  president,  if  he  expended  the  money  at  all,  must 
have  expended  it  for  purposes  authorised  by  the  legislature,  and 
nothing  had  been  left  to  his  discretion  but  the  question,  whe- 
ther an  emergency  had  arisen,  in  which  the  authority  ought  tp 
be  exercised,  I might  not  have  felt  bound  to  reject  the  vote. 
There  are  some  precedents  which  might  favor  such  a contin- 
gent provision,  thoDgh  the  practice  is  dangerous,  and  ought  not 
to  be  followed  except  in  cases  of  clear  necessity. 

But  the  insurmountable  objection  to  the  proposed  grant  was, 
that  it  specified  no  objects.  It  was  as  general  as  language 
could  make  it.  It  embraced  every  expenditure  that  could  be 
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called  eillier  military  or  naval.  It  was  to  include  “fortifica- 
tions, ordnance,  and  increase  of  the  navy,”  hut  it  was  not  con- 
fined to  these.  It  embraced  the  whole  general  subject  of  tnili- 
lary  service.  Under  the  authority  of  such  a law,  the  president 
might  repair  ships,  build  ships,  buy  ships,  enlist  seamen,  and 
do  any  thing  and  every  thing  else  touching  the  naval  service, 
without  restraint  or  control. 

He  might  repair  such  fortifications  as  he  saw  fit,  and  neglect 
the  rest;  :irm  such  as  he  saw  fit,  it  ml  neglect  the  arming  of 
others;  or  build  new  fortifications  whenever  he  chose.  But 
these  unlimited  powers  over  the  fortifications  and  the  navy  con- 
stitute, by  no  means,  the  most  dangerous  part  of  the  proposed 
r,uihority;  because,  under  that  authority,  his  power  to  raise  and 
employ  iand  forces  was  equally  absolute  and  uncontroled.  He 
mi'dit  levy  troops,  embody  a new  army,  call  out  the  militia 
jn  'iiumbers  fo  suit  his  own  discretion,  and  employ  them  as  he 
spw  fit, 

Now,  sir, does  otir  legislation,  under  our  constitution,  furnish 
any  precedent  for  all  this? 

We  make  appro|)riations  for  tfie  army,  and  we  understand 
Vyhat  we  are  doitui,  because  it  is  “the  army,”  that  is  to  say,  the 
Q.rmy  established  by  law.  We  make  appropriations  for  the  navy; 
tfiey,  too,  are  for  “the  navy,”  as  provided  for  and  established 
by  lavy.  We  make  aptiropriations  for  fortifications,  but  we  say 
what  fortifications,  and  we  assign  to  each  its  intended  amount 
of  the  whole  sum.  This  is  the  usual  course  qf  congress  on 
such  subjects;  end  why  should  it  be  departed  from.’  Are  we 
ready  to  say  tfiat  the  power  of  fi.xing  the  places  for  new  forti- 
fications, and  the  sum  allotted  to  each;  the  power  of  ordering 
new  ships  to  be  built,  and  fixing  the  number  pf  such  new  ships; 
the  power  of  laying  out  money  to  raise  rnen  for  the  prmy;  in 
short,  every  power,  great  and  small,  respecting  the  military  and 
naval  service,  shall  be  vested  in  the  president,  without  specifica- 
tion ofobject  or  purp«)se,  or  the  entire  exclusion  of  the  exercise 
Qf  all  judgment  on  the  part  of  congress?  For  one,  I am  not 
prepared.  The  honorable  member  from  Ohio,  near  me,  has 
said  that  if  tfie  enemy  had  been  on  our  shores  he  w'ould  not 
have  agreed  to  this  yete.  Audi  say  if  the  proposition  were 
now  before  us,  and  the  guns  of  the  enemy  were  battering 
against  the  walls  of  the  capiiol,  I would  not  agree  to  it. 

The  people  of  this  country  haye  ap  interest,  a property,  an 
inheritance  in  this  insCriijncnf,  against  the  yalue  of  which 
forty  Capitols  do  not  weigh  the  twentieth  part  of  one  poor 
scruple.  There  can  never  be  any  necessity  for  sqch  proceed- 
ings but  a feigned  and  false  necessity,  a mere  idle  and  hollow 
pretence  of  necessity;  least  of  all,  can  it  be  said  that  any  such 
necessity  actually  existed  on  the  3d  of  March.  There  was  no 
enetny  on  our  shores;  there  were  no  guns  pointed  against  the 
capitol;  we  were  in  no  war,  nor  was  there  a reasonable  pro- 
bability that  we  should  have  war, "unless  we  made  it  ourselves. 

But  whatever  vya.s  the  state  of  our  foreign  relations,  is  it  not 
preposterous  to  say,  that  it  was  necessary  for  congress  to  adopt 
this  rneasure,  and  ye,t  not  tiecessary  for  the  president  to  re- 
comtnend  it?  Vyiiy  should  we  thus  run  in  advance  of  all  our 
own  duties,  and  leave  ffie  president  completely  shielded  from 
his  just  responsibility?  Why  should  there  be  nothing  but  grant 
and  trust,  and  confidence,  on  opr  side,  and  nothing  but  discre- 
tion and  power  on  his? 

Sir,  if  there  be  any  philosophy  in  history;  if  human  blood 
Still  runs  in  human  veins,  if  man  still  confornis  to  the  identity 
of  his  nature,  the  institutions  which  secure  constitutional  li- 
berty can  never  stand  long  against  this  excessive  personal  con- 
fidence, against  this  devotion  to  men— in  utter  disregard  hotli 
of  principle  and  of  experience,  whicli  seems  to  me  to  be  strong- 
ly cbaracteristic  of  our  limes.  This  vote  came  to  us,  sir,  from 
the  poimlar  branch  of  the  legislature;  and  that  such  a vote 
should  come  from  such  a branch  of  the  legislature,  vv.is  among 
file  circiimst.inces  which  excited  in  me  the  greatest  surprise 
nnd  tfie  deepest  concern.  Certainly,  sir,  certainly  I was  not, 
on  that  account,  the  njorc  inclined  to  concur.  It  was  no  ar- 
gument with  me  that  other’s  seemgd  to  be  rnsbing,  witli  such 
heedless,  headlong  trust,  such  ini[)etuosity  ofconfidence,  into  the 
arms  of  e.xecntive  power.  I held  liack  the  stronger,  and  would 
holil  hack  the  longer.  I see,  or  think  I see,  it  js  either  a true 
vision  of  the  future,  revealed  by  tlie  history  of  the  pa.«t,  or,  ifit 
tie  ail  illusion,  ii  is  an  illusion  wbieli  apjiears  to  me  in  all  the 
briuliltiess  ami  sunlight  of  broad  noon,  tliat  it  is  in  tliis  career  of 
personal  confidence,  along  Ibis  tieaten  track  of  man-worship, 
nia;ked.  every  furlong,  by  the  fragments  of  other  free  govern- 
pienls,  ihat  our  own  system  is  making  progress  to  its  close. 
A personal  popularity,  (lonorably  earned,  at  first  by  military 
nchicveinenis,  and  sustained  now  by  party,  by  patronage,  and 
by  an  enilin'iasm  wliicli  looks  for  no  ill,  because  it  means  no  ill 
ilself,  seems  to  rejidrr  tiicii  willing  to  gratify  power,  even  be- 
fore its  dein.mds  are  made,  and  to  surfeit  executive  discretion, 
even  in  aniicipaiion  of  its  own  ai>peiile.  Sir,  if,  on  the  3il  of 
March  last,  it  bad  been  the  purpose  of  bolli  houses  of  congress 
10  create  a rpilitary  dictator,  wliat  formula  bad  been  belter 
suited  to  their  purpose  than  liiis  vote  of  the  bouse?  ft  is  true, 
we  mi"hl  have  given  more  money,  if  we  had  it  to  give.  We 
might  liave  empib'd  the  treasury;  but  as  to  ibe  form  of  the  gift, 
we  could  not  have  brPlered  it.  Rome  lias  no  belter  models. 
When  wc  give  onr  money  for  any  military  purpose  whatever, 
what  remains  to  be  done?  If  we  leave  it  with  one  man  to  de- 
cide, not  only  wlipiher  tlnr  military  means  of  the  country  shall 
be  useil  at  all.  but  bow  tliey  shall  he  used,  and  to  what  extent 
they  shall  be  emi>loyed.  what  remains  either  for  congress  or  the 
people  but  to  sit  still,  and  see  how  Uiis  dictatorial  power  will  bo 


exercised?  On  the  3d  of  March,  sir,  I had  not  forgotten— it 
was  impossible  that  I should  have  forgotten — the  recommenda- 
tion ill  the  message,  at  the  opening  of  that  session,  that  power 
should  be  vested  in  ilie  president  to  issue  letters  of  marque  and 
reprisal  against  France,  at  bis  discretion,  in  the  recess  of  con- 
gress. Happily  this  power  was  not  granted.  But  suppose  it 
had  been,  what  would  then  have  been  the  true  condition  of 
this  government?  Why,  sir,  this  condition  is  very  shortly  de- 
scribed. The  whole  w'ar  power  would  have  been  in  the  bands 
of  the  president;  for  no  man  can  doubt  a moment  that  repri- 
sals would  bring  on  immediate  war;  and  the  treasury,  to  the 
amount  of  this  vole,  in  addition  to  all  ordinary  appropriations, 
would  liave  been  at  his  absolute  disposal  also.  And  all  this  in 
a time  of  peace.  I beseech  sober  men,  sir,  of  all  parties — I 
beseech  all  true  lovers  of  constitutional  liberty,  to  contemplate 
this  state  of  things,  and  tell  me  whether  sucli  be  a true  repub- 
lican administration  of  this  government.  Whether  particular 
consequences  had  ensued  or  not,  is  sucli  an  accumulation  of 
power  in  the  hands  of  the  executive  according  to  the  spirit  of 
onr  system?  Is  it  either  wise  or  safe?  Has  it  any  warrant  in 
the  practice  of  former  times?  Or  are  gentlemen  ready  to  es- 
tablish the  practice,  as  an  example  for  the  benefit  of  those  w’ho 
are  to  come  after  us? 

But  sir,  if  ilie  power  to  make  reprisals,  and  this  money  from 
the  treasury,  had  both  been  granted,  is  there  not  great  reason 
to  believe  that  we  should  have  been  now  up  to  our  ears  in  a 
hot  war?  I think  tlrere  is  great  reason  to  believe  this.  ' It  will 
be  said,  I know,  iliat  if  we  had  armed  the  president  with  this 
power  of  war,  and  supplied  him  with  this  grant  of  money. 
Fiance  would  have  taken  this  for  such  a proof  of  spirit  on  our 
part,  and  that  she  would  have  paid  the  indemnity  without 
furiher  delay.  This  is  the  old  story,  and  the  old  plea.  Every 
one  who  desires  more  power  than  the  constitution  or  the  laws 
gave  him,  always  says,  that  if  he  had  more  power,  he  could  do 
more  good.  Power  is  always  claimed  for  the  good  of  the 
people;  and  dictators  are  always  made,  when  made  at  all,  for 
the  good  of  the  people.  For  my  part,  sir,  I was  content,  and  am 
content,  to  show  to  France  that  we  are  prepared  to  maintain 
onr  just  rights,  against  her,  by  the  exertion  of  onr  power,  when 
need  be,  according  to  the  forms  of  our  own  constitution;  that, 
if  we  make  war,  we  will  make  it  constitutionally;  and  if  we 
vote  money,  we  will  appropriate  it  constitutionally;  and  that 
we  will  tru.st  all  our  interests,  both  in  peace  and  in  war,  to 
what  the  intelligence  and  strength  of  the  country  may  do  for 
them,  without  breaking  down  or  endangering  the  fabric  of  free 
institutions. 

Mr.  Pre.sident,  it  is  the  misfortune  of  tlie  senate  to  have  dif- 
fered vvitii  the  president  on  many  great  questions  during  the 
last  four  or  five  years.  I have  regretted  this  state  of  things 
deeply,  both  on  personal  and  on  public  qccouni;  but  it  has  been 
unavoidable.  It  is  no  plcasapt  employment,  it  is  no  holiday 
business,  to  maintain  opposition  against  power  and  against 
majorities,  and  to  contend  for  stern  and  sturdy  principle, 
agaiii.>;t  personal  popularity,  against  a rushing  and  overwhelm- 
ing confidence,  that,  by  wave  upon  wave,  and  cataract  after 
cataract,  seems  to  he  bearing  away  and  destroying  whatsoever 
would  wiihstand  it.  How  much  longer  we  may  be  able  to  sup- 
port Ibis  opposition  in  any  degree,  or  whether  we  can  possibly 
hold  out  till  the  public  intelligence  and  the  public  patriotism 
sliall  be  awakened  fo  a due  sense  of  the  public  danger,  it  is 
not  for  me  to  foresee  or  to  foretell.  I shall  not  despair  to  the 
last,  if,  ill  the  mean  time,  we  be  true  to  our  own  principles. 
If  there  be  a steadfast  adherence  to  those  principles,  both  here 
and  elsewhere,  if,  one  and  all,  they  continue  the  rule  of  our 
conduct  ill  tliesenate,  and  the  rallying  point  of  those  who  think 
with  ns  and  support  us  out  of  the  senate,  I am  content  to  hope 
on,  and  to  struggle  on.  While  it  remains  a contest  for  the 
preservation  of  the  constitution,  for  the  security  of  the  public 
liberty,  for  the  ascendency  of  principle  over  men,  I am  willing 
to  bear  my  part  in  it.  If  we  can  maintain  the  constitution,  if 
we  can  preserve  this  security  for  liberty,  if  we  can  thus  give  to 
true  principle  its  just  superiority  over  party,  over  persons,  over 
names,  our  labors  will  he  richly  rewarded.  If  we  fail  in  all 
this,  they  are  already  among  the  living,  who  will  write  the 
history  of  this  government,  from  its  commencement  to  its  elose. 

Mr.  Culhhert*  observed  that,  after  the  expulsion  of  the  Tar- 
quins,  the  kingly  power  was  abolished  at  Rome.  The  great 
dread  at  Rome  was  the  dread  of  the  kingly  name,  from  which 
the  Romans  thought  the  greatest  danger  to  the  republic  was  to 
he  apprehended.  The  danger  to  Rome,  however,  was  not  in 
the  kingly  name;  for,  so  odious  had  the  name  become,  that, 
in  the  very  worst  days  of  the  republic,  it  could  never  have  been 
revived.  Here  was  the  error  committed  by  the  gentleman  from 
Massaciinseits — the  dread  of  the  kingly  power,  from  which  no 
danger  could  be  apprehended  in  this  government.  It  was  the 
patrician  class — a moneyed  aristocracy — a combination  of  their 
political  leaders,  seeking  to  establish  an  aristocratic  govern- 
ment, regardless  of  the  welfare  of  the  people,  that  was  more  to 
he  dreaded  than  the  power  of  any  single  man.  There  was  the 
situation  under  which  tliey  were  placed  in  that  house.  The 
iulminislratioii  was  daily  subject  to  the  most  violent  attacks 
from  these  pnliticaJ  leaders,  who  were  men  of  established  cha- 
racter, of  intellectual  acquirements,  and  acknowledged  stand- 
ing in  society;  yet  the  course  of  these  leaders  was  not  to  be 
impugned,  lest  (said  Mr.  C.)  we  infringe  the  rules  of  order. 

Here  Mr.  C.  yielded  the  floor  to  a motion  for  adjournment. 
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J^fonday,  Jan.  18.  The  special  message  and  another 
message  from  the  president  of  the  United  States,  con- 
cerning our  relations  with  France,  having  been  received 
and  read— 

Mr.  Clay  moved  that  the  messages,  with  the  accom- 
panying documents,  be  referred  to  the  committee  on  fo- 
reign relations.  Whereupon 

Mr.  Buchanan  said  tliat  he  had  been  so  much  gratifi- 
ed with  the  message  which  had  just  been  read,  tl>at  he 
could  not,  and  he  thought  he  ought  not,  at  this  the  very 
first  moment,  to  refrain  from  expressing  his  entire  ap- 
probation of  its  general  tone  and  spirit.  He  had  watched 
with  intense  anxiety  the  progress  of  our  unfortunate  con- 
troversy* with  Fi’ance.  He  had  hoped,  sincerely  hoped, 
that  the  explanations  which  had  been  made  by  Mr.  Li- 
vingston, and  officially  approved  by  the  president  of  the 
United  States,  would  have  proved  satisfi^ctoi’y  to  the 
French  government.  In  this  he  had  found  his  hopes  to 
be  vain.  After  this  effort  had  failed,  he  felt  a degree  of 
confidence,  almost  amounting  to  moral  assurance,  that 
the  last  message  to  congress  would  have  been  hailed  by 
France,  as  it  was  by  the  American  people,  as  the  olive 
branch  which  would  have  restored  amity  and  good  un- 
derstanding between  us  and  our  ancient  ally*.  Even  in 
this,  he  feared,  he  was  again  doomed  to  be  disappointed. 
The  government  of  France,  unless  they  change  their  de- 
termination, will  not  consider  this  mess.age  as  sufficient. 
We  have  tlie  terms  clearly  prescribed  by  the  duke  de 
Broglie,  upon  which,  and  upon  which  alone,  tfie  French 
government  will  consent  to  comply  with  the  treaty,  and 
to  pay  the  fiVe  millions  of  dollars  to  our  injured  felfow- 
citizens.  Speculation  is  now  at  an  end.  The  clouds 
and  darkness  which  have  hung  over  this  question  have 
vanished.  It  is  now  made  clear  as  a sunbeam.  The  mo- 
ney will  not  be  paid,  says  the  organ  of  the  French  go- 
vernment, unless  the  government  of  the  United  States 
shall  address  its  claim  officially  in  writing  to  France,  ac- 
companied by  what  appeared  to  him,  and  he  believed 
would  appear  to  the  whole  American  people,  without 
distinction  of  party,  to  be  a degrading  apology.  The 
striking  peculiarity  of  the  case,  the  one  which  he  would 
undertake  to  say  distinguished  it  from  any  other  case 
which  had  arisen  in  modern  times,  in  the  intercourse  be- 
tween independent  nations,  was,  that  the  very  terms  of 
this  apology  were  dictated  to  the  American  government 
by  tlie  French  secretary  for  foreign  affairs.  One  of  these 
terms  was,  that  it  had  never  entered  into  the  intention, 
( penseej  the  thought  of  this  government,  to  call  in  ques- 
tion the  good  faith  of  the  government  of  France. 

But  the  French  government  proceed  still  further.  Up- 
on the  refusal  to  make  this  apology,  which  they  ought 
to  have  known  would  never  be  made — could  never  be 
made — they  are  not  content  to  leave  the  question  where 
it  then  was.  They  have  given  us  notice  in  advance  that 
they  will  consider  our  refusal  to  make  this  degrading 
apology  an  evidence  that  the  misunderstanding  did  not 
proceed  on  our  part  from  mere  error  and  mistake. 

In  addition  to  all  this,  the  last  note  of  the  duke  de 
Broglie  to  Mr.  Barton  declares  that  the  government  of 
the  United  States  knows  that  henceforward  the  execution 
of  the  treaty  must  depend  upon  itself.  They  thus  leave 
us  to  decide  whether  we  shall  make  the  apology  in 
the  prescribed  terms,  or  abandon  our  claim  to  the  fulfil- 
ment of  the  treaty. 

He  would  not  allow  himself  to  express  the  feelings 
which  were  excited  in  his  mind  upon  hearing  these  let- 
ters of  the  duke  de  Broglie  read.  Most  sincerely,  most 
ardently  did  he  hope  that  the  French  government,  when 
this  message  reached  them,  if  not  before,  might  recon- 
sider their  determination,  and  that  all  our  difficulties, 
might  yet  pass  away.  But  their  language  is  now  clear, 
specific,  incapable  of  ambiguity  or  doubt.  It  would, 
then,  become  our  duty  calmly,  but  firmly,  to  take  such  a 
stand  as  the  interests  and  the  honor  of  the  country  may 
require. 

Mr.  B.  had  already  said  much  more  than  he  intended 
when  he  rose.  He  would,  however,  make  another  re- 
mark before  he  took  his  seat.  He  felt  a proper  degree 
ot  confidence,  he  might  add  a great  degree  of  confidence, 
in  the  president  of  the  United  States.  He  knew  him  to  - 
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be  honest  and  firm,  and  faithful  to  his  country;  prompt 
to  resent  its  injuries  and  avenge  its  wrongs.  He  confess- 
ed he  had  anticipated  a message  of  a stronger  character. 
He  had  supposed  that  a general  non-intercourse  with 
France  would,  at  least,  have  been  recommended.  But 
the  recommendation  was  confined  to  the  mere  refusal  to 
admit  French  sliips  or  French  productions  to  enter  our 
ports.  It  left  France  free  to  receive  her  supplies  of  cot- 
ton from  the  United  States;  without  which  the  manufac- 
tures of  that  country  could  not  exist.  This  was  wise,  it 
was  prudent;  it  left  to  France  to  judge  herself  if  this 
unnatural  contest  must  still  continue,  whether  she  would 
close  her  ports  against  our  vessels  and  our  productions. 

In  the  spring  of  1 8S2  (Mr.  B.  did  not  recollect  precise- 
ly the  time)  congress  passed  an  act  to  carry  into  effect 
our  part  of  the  treaty.  Under  this  treaty,  the  wines  of 
France  had  ever  since  been  admitted  into  tl»e  United 
Slates  upon  the  favorable  terms  therein  stipulated.  Her 
silks  were  imported  free  of  duty,  in  contradistinction  to 
those  which  came  from  beyond  the  Cape  of  Good  Hope. 
She  had  for  years  been  enjoying  these  privileges.  No- 
thing milder,  then,  could  possibly  be  recommended  than 
to  withdraw  these  advantages  from  her,  and  to  exclude 
her  vessels  and  her  productions  from  our  ports. 

Mr.  Calho2i?i  rose  as  Mr.  Buchanan  took  his  seat. 

I rise  (said  Mr.  Calhoun)  with  feelings  entirely  differ- 
ent from  those  of  the  senator  from  Fennsylvania.  He 
said  he  never  listened  to  any  message  with  greater  satis- 
faction than  the  present.  That  which  has  excited  such 
agreeable  sensations  in  his  breast,  I have  heard  with  the 
most  profound  regret.  Never  did  I listen  to  a document 
with  more  melancholy  feelings,  with  a single  exception — 
the  war  message  from  the  same  quarter  a few  years  since, 
against  one  of  the  sovereign  members  of  this  confederacy. 

I arrived  here  (said  Mr.  C.)  at  tlie  beginning  of  the 
session,  with  a strong  conviction  that  there  was  to  be  no 
war.  I saw,  indeed,  many  unfavorable  and  hostile  indi- 
cations; but  I thought  the  cause  of  difference  between  the 
two  nations  was  too  trivial  to  terminate  so  disastrously. 
I could  not  believe  that  two  great  and  enlightened  na- 
tions, blessed  with  constitutional  governments,  and  be- 
tween whom  so  many  endearing  recollections  existed  to 
bind  together  in  mutual  sympathy  and  kindness,  would, 
at  this  advanced  stage  of  civilization  plunge  into  war  for 
a cause  so  frivolous.  With  this  impression,  notvvith- 
standing  all  I saw  and  heard,  I still  believed  peace  would 
be  preserved;  but  the  message,  and  the  speech  of  the 
senator  from  Pennsylvania,  have  dispelled  the  delusion, 
I will  not  undertake  to  pronounce  with  certajnty  that 
war  is  intended,  but  I will  say,  that  if  the  recommenda- 
tions of  the  president  be  adopted,  it  will  be  almost  inevi- 
table. 

I fear  (said  Mr,  C.)  that  the  condition  in  which  the 
country  is  now  placed  has  been  the  result  of  a deliberate 
and  systematic  policy.  I am  bound  to  speak  my  senti- 
ments freely.  It  is  due  to  my  constituents  and  the  coun- 
try to  act  with  perfect  candor  and  truth  on  a question  in 
which  their  interest  is  so  deeply  involved.  I will  not 
assert  that  the  executive  has  deliberately  aimed  at  war 
from  the  commencement;  but  I will  say  that,  from  the 
beginning  of  the  controversy  to  the  present  moment,  the 
course  which  the  president  has  pursued  is  precisely  the 
one  calculated  to  terminate  in  a conflict  between  the  two 
nations.  It  has  been  in  his  power  at  every  period,  to 
give  the  controversy  a direction  by  which  the  peace  of 
the  country  might  be  preserved,  without  the  least  sacri- 
fice of  reputation  or  honor;  but  he  has  preferred  the 
opposite.  I feel  (said  Mr.  C.)  how  painful  it  is  to  make 
these  declarations,  how  unpleasant  it  is  to  occupy  a posi- 
tion which  might  by  any  possibility  be  construed  in  oppor 
sition  to  our  country’s  cause;  but,  in  my  conception,  the 
honor  and  interest  of  the  country  can  only  be  maintained 
by  ])ursuing  the  course  that  truth  and  justice  may  dictate. 
Acting  under  this  impression,  I do  not  hesitate  to  assert, 
after  a careful  examination  of  the  documents  connected 
with  this  unhappy  controversy,  that,  if  war  must  come, 
we  are  the  authors — we  are  the  responsible  party.  Stand- 
ing, as  I fear  we  do,  on  the  eve  of  a conflict,  it  would  to 
me  be  a source  of  pride  and  pleasure  to  make  an  oppo- 
site declaration;  but  that  sacred  regard  to  truth  and  jus- 
tice, which,  I trust,  will  ever  be  my  guide  under  the 
most  difficult  circumstances,  would  not  permit. 
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1 cannot  (said  Mr.  C.)  but  call  back  to  my  recollec- 
tion tbe  position  which  I occupied  Iwenij-lour  yeais 
since,  as  a meinl)er  of  the  other  house.  We  were  ihen, 
as  1 fear  we  are  now,  on  the  eve  ot  a war  uitli  a great 
and  powerful  nation.  My  voice  then  was  raised  for  war, 
because  1 then  believed  that  justice,  honor  and  necessity 
demanded  it.  It  is  now  raised  for  peace,  because  1 am 
under  the  most  solemn  conviction  that  by  going  to  war 
■we  would  sacrifice  justice,  lionor  and  interest.  1 lie 
same  motive  which  llieii  impelled  to  war  now  impels  to 
peace. 

I have  not  (said  Mr.  C.)  made  this  assertion  lightlv. 
It  is  tlie  result  of  mature  and  deliberate  reflection.  It  is 
not  my  intention  to  enter  into  a minute  examination  ol 
that  unhappy  train  of  events,  which  has  brought  the 
country  to  its  present  situation,  but  I will  briefly  touch 
on  a few  prominent  points,  beginning  with  that  most  un- 
lortunate  negotiation  wbicli  seems  destined  to  terminate 
so  disastrously  for  the  country. 

From  the  accession  of  the  present  king,  his  ministry 
avowed  itself  favorable  to  the  settlement  of  our  claims. 
It  could  scarcely  be  otherwise.  The  king  bad  just  been 
raised  to  the  throne,  under  a revolution  originating  in 
popular  impulses,  which  could  not  but  dispose  him  la- 
vorably  towards  us,  Lafayette,  at  the  time,  possessed 
much  power  and  influence,  and  had  greatly  contributed 
to  elevate  Louis  Phillippe  to  his  present  station.  His 
feelings  were  known  to  be  decidedly  favorable  to  us.  But 
with  all  this  favorable  inclinations,  the  ministry  were 
fearful  of  concluding  a treaty.  They  dreaded  the  cham- 
bers; they  knew  how  odious  all  treaties  ot  indemnity 
were  to  the  entire  French  nation,  and  how  difficult  it 
would  be  to  bring  the  chambers  to  agree  to  make  an  ap- 
propriation to  carry  a treaty  of  inclemnity  into  effect, 
even  with  our  country.  With  these  impressions,  they 
frankly  stated  to  Mr.  Rives,  our  minister,  that  the  diflTi- 
culty  was  not  with  them,  but  with  the  chambers  that  if 
a treaty  were  made,  it  could  not  be  carried  into  effect 
without  a vote  of  approbation  from  the  chambers;  and  it 
was  very  doubtful  whether  such  a vote  could  be  obtained. 
These  declarations  were  not  made  once  or  twice;  they 
were  repeated  again  and  again,  throughout  every  stage 
of  the  negotiation,  and  never  more  emphatically  than  in 
the  very  last,  just  before  the  conclusion  ot  the  treaty. 

The  president  of  the  council,  M.  Perrier,  in  a conver- 
sation with  Mr.  Rives,  at  that  late  period,  stated  that 
there  would  be  no  difficulty  in  arranging  the  question, 
were  it  not  that  he  feared  opposition  on  the  part  ot  the 
chambers,  which  might  place  the  relation  between  the 
two  countries  in  a more  dangerous  state,  by  refusing  to 
make  the  appropriation.  How  prophetic!  as  it  he^  had 
foreseen  what  has  since' come  to  pass.  I do  not  profess 
to  give  his  words;  I did  not  anticipate  the  discussion, 
and  have  not  come  prepared  with  documents,  but  wbat  I 
state  is  substantially  what  he  said.  With  this  apprehen- 
sion, he  asked  our  minister  to  wait  the  short  period  of 
two  months,  for  the  meeting  of  the  chambers,  that  they 
might  be  consulted  before  the  conclusion  of  the  treaty, 
in  order  to  avoid  the  possibility  of  the  eiTibarrassment, 
which  has  since  occurred,  and  which  has  so  dangerously 
embroiled  the  relations  of  the  two  countries.  Mr.  Rives 
objected,  and  the  treaty  was  concluded.* * 

^Extract  of  a part  of  llie  correspoiniciici;  hetwef:n  ftir.  Rives 
and  llie  French  ininisier  during  the  negotiation,  taken  from  the 
report  of  ilie  commiilee  of  foreign  relations  during  the  last 
session. 

“It  appears  from  a despatch  of  Mr.  Rives  to  the  secretary  of 
slate,  under  the  date  llie  oflOlh  Seplenilier,  1830,  at  his  first  in- 
terview with  the  French  secretary  of  foreign  affairs,  after  the 
revolution  which  placed  the  present  king  of  France  on  the 
throne,  that  this  French  minister  said,  that  he  thonghl  that  the 
principleof  indemnity  would  he  admitted,  hntthat  the  arnountof 
the  claims  w:is  a very  com()lex  question,  depending  on  a greai 
variety  of  considerations,  and  reqnirimi  minute  and  detailed  ex- 
amination; ‘that  he  helicved  onr  claims  would  encountpr  much 
less  opposition  with  the  government,  (meaning  the  king  and 
his  ministers),  than  with  the  charnhers;  that  he  had  thought  of 
an  organization  of  a commission  to  examine  the  snhject,'’con- 

• isiing  of  memhers  of  both  chartihers,  as  the  best ‘means  of 
preparing  thcic  bodies  for  an  nliimate  decision;  and  he  should 
snhmit  the  proposition  at  an  eaily  dav  to  the  council.’  In  a 
subsequent  despatch  of  Mr.  Rives,  of  the  9ih  November,  1830 
he  says, ‘the  dispositions  of  the  king,  as  well  with  re>^ard  to 
this  subject  [the  American  claims]  as  to  the  general  relations 
between  the  two  countries;  are  every  thing  we  could  desire.-^ 


Now,  I submit  (said  Mt*.  C.)  to  every  man  of  integri- 
ty and  liotiof,  whether  we,  in  accepting  tbe  treaty  after 


The  difficulty  exists  in  the  extreme  reluctance  of  the  nation 
to  pay  any  more  indemnities,  and  the  necessity  which  the  go- 
vernment feels  itself  under  of  consulting  the  representatives  of 
the  nation,  and  of  securing  their  approbation  to  any  arrange- 
ment which  may  be  ultimately  concluded.  The  commission, 
of  the  formation  of  which  1 have  already  apprized  you,  has 
grown  entirely  out  of  this  feeling.’  ” 

On  an  occasion  of  an  audience  with  the  king,  Mr.  Rives,  in 
his  despatch  of  the  18ih  January,  1831,  says,  that  the  king,  in 
replying  to  his  remarks,  “reiterated  the  sentiments  he  had  ta- 
ken, vvhli  the  view  to  bring  the  difference  between  the  two 
countries  to  a conclusion.”  * * * * “q^jie  king  proceed- 

ed to  say,  that  since  the  reading  of  the  president’s  message, 
he  had  ‘remonstrated’  against  all  unnecessary  delays  in  the  pro- 
secution of  the  business,  and  assured  me  that  every  thing  should 
he  done,  on  his  part,  to  bring  it  to  the  earliest  termination,  not- 
withstanding the  disastrous  state  of  their  finances.” 

'I’he  commission  appointed  to  examine  our  claims  made  their 
report.  The  majority  of  four  rejecting  our  claims  growing  out 
of  the  Berlin  and  Milan  decrees,  as  well  as  the  Rambouillet  and 
other  special  decrees,  estimated  the  sum  to  which  they  sup- 
posed the  United  States  to  be  fairly  entitled,  according  to  Mr. 
Rives,  at  between  ten  and  fifteen  millions  of  francs,  and  the 
minority  of  two,  admitting  the  claims  rejected  by  their  col- 
leagues, at  thirty  millions.  In  an  interview  between  the  French 
minister  of  foreign  affairs  and  Mr.  Rives,  described  in  his  de- 
spatch of  the  28th  of  April,  1831,  the  minister  spoke  “of  the 
intrinsic  difficulty  of  all  money  questions  in  a representative 
government,  increased  in  the  present  instance  by  the  almost 
unanimous  report  of  the  commission.”  In  another  interview 
with  the  president  of  the  council  of  ministers,  described  in  the 
same  despatch  of  Mr.  Rives,  M.  Perrier  said:  “He  felt  all  the  im- 
portance of  cultivating  good  relations  with  the  U.  S.  and  that 
he  was  sincerely  desirous  of  adjusting  this  ancient  controver- 
sy; but,  that  their  finances  as  I saw,  were  exceedingly  derang- 
ed, and  that  there  would  be  great  difficulty  in  reconciling  the 
chamber  of  deputies  to  an  additional  charge  on  the  enfeebled 
resources  of  the  state,  for  claims,  too,  which  had  not  arisen 
from  any  wrong  done  by  the  present  government  of  France.” 
In  the  same  despatch  Mr.  Rives  reports:  “The  king  express- 
ed, as  he  has  always  done,  very  cordial  sentiments  for  the 
United  States;  said  he  had  frequently  called  the  attention  of 
his  ministers  to  the  necessity  of  settling  our  reclamations; 
that  they  had  always  objected  the  embarrassed  state  of  the 
finances;  but  he  hoped  they  would  yet  find  the  means  of  doing 
justice.” 

In  a despatch  of  Mr.  Rives,  of  the  7th  of  May,  1831  commu- 
nicating the  offer  of  twenty  millions  of  francs,  in  full  saii.sfac- 
tion  of  our  claims,  and  his  declining  to  accept  it,  he  states  the 
French  minister  to  have  replied  “that  the  offer  he  had  just 
made  was  one  of  extreme  liberality;  that  it  would  subject  the 
ministers  to  a severe  responsibility  before  the  chambers;  that 
he  had  been  already  warned,  from  various  quarters,  that  he 
would  be  held  to  a strict  account  for  his  settlement  of  this  af- 
fair.” In  the  same  de.'jpatch  Mr.  Rives  details  a conversation 
which  he  had  with  the  president  of  the  council,  respecting  the 
amount  of  our  claims,  in  which  he  said  “that  it  was  particu- 
laily  hard  that  the  burden  of  their  adjustment  should  now  fall 
upon  the  existing  government,  in  the  present  crippled  state  of 
its  resources,  and  when  all  its  expenses  were  upon  a war  foot- 
ing; and  that  it  was  certainly  not  the  interest  of  either  country 
to  make  an  arrangement  which  the  legislative  authority  here 
might  refuse  to  carry  into  execution.” 

In  another  despatch  of  Mr.  Rives,  of  the  29th  of  May,  1831, 
he  relates  a conversation  in  an  interview  with  the  president  of 
the  council.  That  minister,  Mr.  Rives  states,  “then  said  that, 
but  for  the  chambers,  there  would  be  less  difficulty  in  arrang- 
ing this  question,  but  that  he  apprehended  a very  seiious  oppo- 
sition to  it  on  their  part,  which  micht  even  more  seriously  em- 
broil the  relations  ol  the  two  countries,  by  refusing  to  carry  in- 
to execution  any  arrangement  which  should  be  made.”  Me 
added,  “that  two  months  sooner  or  later  could  not  be  of  much 
importance  in  the  settlement  of  this  question,  and  asked  me  if 
there  would  be  any  objection  to  adjourning  its  decision  till  the 
meeting  of  the  chambers,  when  the  ministers  could  hare  an 
opportunity- of  consulting  some  of  the  leading  men  of  the  two 
houses.”  This  postponement  was  objected  to  by  Mr.  Rives, 
and  was  not  insisted  upon. 

During  the  progress  of  the  negotiation  the  principle  of  in- 
demnity was  eatly  conceded.  The  French  minister  first  offer- 
ed fifteen  millions  of  francs.  Mr.  Rives  demanded  forty.  The 
French  minister  advanced  to  twenty,  to  twenty-four, and  final- 
ly, with  extreme  reluctance,  to  twenty-five.  At  the  point  of 
twenty-four  Mr.  Rives  came  down  to  thirty-two,  as  the  medi- 
um between  the  two  proposals.  At  that  of  twenty-five,  the 
French  minister  announced  it  as  their  ultimatum:  and  in  a de- 
spatch of  Mr.  Rives  of  the  14th  June,  1831,  he  reports  the 
French  minister  to  have  said,  “that  it  was  the  opinion  of  the 
most  enlightened  and  influential  members  of  both  chambers, 
that  the  offer  of  twenty-four  millions,  heretofore  made,  was 

creaily  too  much;  that , , , , and  other 

leading  members  of  the  one  chamber  or  the  other,  whom  he 
mentioned,  had  already  expressed  that  opinion  to  him  and  em- 
phatically warned  him  of  the  serious  difficulties  to  which  this 
affair  would  expose  ministers.” 
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these  repeated  declarations,  did  not  accept  it,  subject  to 
the  condition  which  they  implied;  that  is,  whether,  in 
point  of  fact,  the  stipulation  of  the  French  executive 
ought  not  to  be  fairly  construed  with  these  declarations 
made  at  the  formation  of  the  treaty,  to  amount  simply  to 
an  engagement  to  use  his  best  endeavors  to  obtain  the 
the  assent  of  the  chambers  to  the  appropriation.  Such 
would  certainly  be  the  understanding,  in  a similar  case, 
between  honorable  and  eonscientious  individuals;  and 
such,  I apprehend,  will  be  the  opinion  hereafter,  when 
passion  shall  have  subsided,  of  every  impartial  inquirer 
after  truth. 

The  question,  said  (Mr.  C.)  is  now  presented,  has  the 
French  executive  co'mplied  with  his  promise?  Has  he 
honorably,  faithfully  and  earnestly  endeavored  to  obtain 
the  assent  of  the  chambers?  To  these  questions  I shall 
not  reply.  I leave  the  answer  to  our  executive  and  to 
our  ministers.  They  have  explicitly  and  honorably  ac- 
quitted the  French  executive  on  this  important  point. 

But  (said  Mr.  C).  let  us  turn  to  the  conduct  of  our  own 
executive  in  relation  to  this  important  part  of  the  contro- 
versy. If  the  implied  obligation  on  tlie  part  of  the 
French  executive  was  such  as  to  suppose,  there  was  a 
corresponding  one,  on  the  part  of  ours,  to  interpose  no 
obstacle  in  obtaining  the  assent  of  the  chamber.  How 
stands  the  fact?  Mr.  Rives  in  communicating  to  our 
executive  the  result  of  the  negotiation,  boasted  of  his 
skill,  and  the  advantage  which  he  had  acquired  over  the 
French  negotiators.  I pass  him  by.  It  was,  perhaps, 
natural  for  him  to  boast.  What  does  the  executive  do? 
With  a full  knowledge  of  all  the  facts,  forewarned  of 
the  difficulty  which  the  French  ministry  would  have  to 
encounter  in  the  chambers,  he  publishes  to  the  world 
this  boastful  communication,  which  produced  a sensation 
in  France,  such  as  might  have  been  expected,  which  in- 
creased in  the  same  proportion  the  difficulty  of  obtaining 
the  as’sent  of  the  chambers  to  the  appropriation.  The 
next  step  increased  the  difficulty.  Knowing,  as  he  did, 
that  the  appropriations  depended  upon  the  chamber,  the 
then  secretary  of  the  treasury,  without  waiting  for  its 
action,  drew  a bill  for  the  payment  of  the  first  instal- 
ment, before  the  appropriation  was  made,  and  before,  of 
course,  it  could  possibly  be  paid.  A protest  necessari- 
ly followed,  accompanied  with  much  irritation  on  both 
sides. 

With  these  obstacles,  created  by  our  own  acts,  the 
treaty  was  submitted  to  the  chambers.  Every  effort  was 
made  to  obtain  the  appropriation.  The  minister  display- 
ed uncommon  zeal  and  abilities  in  defence  of  the  treaty; 
but  in  vain,  under  these  multiplied  difficulties.  The 
bill  was  rejected  by  a majority  of  eight  votes;  a number 
so  small,  in  so  large  a body,  that  it  may  be  fairly  pre- 
sumed, without  any  violence,  that,  had  not  Mr.  Rives’ 
letter  been  published,  and  the  draft  drawn  before  the 
appropriation  was  made,  the  majority  would  have  been 
on  the  other  side,  and  all  the  unhappy  train  of  conse- 
quences which  have  since  followed  would  have  been  pre- 
vented. So  earnest  wei’e  the  French  ministry  in  their 
efforts  to  carry  the  bill,  that  their  defeat  dissolved  the 
administration. 

With  these  facts  before  us,  who  can  doubt  where  the 
responsibility  rests?  We  had  thrown  the  impediments 
in  the  way — we,  who  had  been  so  urgent  to  obtain  the 
treaty,  and  we  who  were  to  profit  by  its  execution.  It 
matters  not,  in  the  view  in  which  I am  considering  the 
question,  to  what  motives  the  acts  of  our  executive  may 
be  attributed — whether  to  design  or  thoughtlessness,  it 
cannot  shift  the  responsibility. 

Let  us  now  (said  Mr.  C.)  proceed  to  the  next  stage  of 
this  most  unfortunate  affair. 

I pass  over  the  intervening  period;  I come  to  the  open- 
ing of  the  next  session  oF  congress.  In  what  manner 
does  the  president,  in  his  message  to  the  opening  of  the 
session,  notice  the  failure  of  the  French  charnbers  lo 
make  the  appropriation''  Knowing  as  he  must  how 
much  the  acts  to  which  I have  referred  had  contributed 
to  the  defeat  of  the  bill,  and  that  his  administration  was 
responsible  for  these  acts,  it  was  natural  to  expect  that 
he  would  have  noticed  the  fate  of  the  bill  in  the  calmest 
and  most  gentle  manner;  that  he  would  have  done  full 
justice  to  the  zeal  and  fidelity  of  the  French  executive  in 
its  endeavor  to  obtain  its  passage,  and  would  have  thrown 
himself  with  confidence  on  the  justice  and  honor  of  the 


French  nation  for  the  fulfilment  of  the  treaty.  In  a 
word,  that  he  would  have  done  all  in  his  power  to 
strengthen  the  executive  government  in  France  in  their 
future  efforts  to  obtain  the  appropriation,  and  carefully 
avoid  every  thing  that  might  interpose  additional  obsta- 
cles. 

Instead  of  taking  this  calm  and  considerate  course,  so 
well  calculated  to  secure  the  fulfilment  of  the  treaty,  and 
so  befitting  the  dignity  and  justice  of  our  government,  he 
sends  a message  to  congress,  couched  in  the  strongest 
terms,  and  recommending  that  he  should  be  invested 
with  authority  to  issue  letters  of  marque  and  i-eprisal  in 
the  event  of  the  appropriation  not  being  made — a mea- 
sure if  not  tantamount  to  war,  leading  to  it  by  almost  a 
necessary  consequence.  The  message  was  received  in 
France  with  the  deep  feeling  of  irritation,  which  might 
have  been  expected;  and  under  this  feeling,  with  all  the 
impediments  which  it  was  calculated  to  create,  the  bill 
to  carry  the  treaty  into  effect  had  the  second  time  to 
make  its  appearance  in  the  chambers.  They  were  sur- 
mounted. The  bill  passed;  but  not  without  condition — 
a condition  which  causes  the  present  difficulty. 

I deeply  regret  (said  Mr.  C.)  the  condition.  In  my 
opinion  the  honor  of  France  did  not  require  it,  and  the 
only  vindication  that  can  be  afforded  for  the  ministry  in 
accepting  it  is  the  necessitv  of  the  case;  that  it  w'as  in- 
dispensable to  its  passage.  But  surely,  in  the  midst  of 
the  difficulties  which  it  has  caused,  we  ought  not  to  for- 
get that  the  acts  of  our  own  executive  were  the  cause  of 
its  insertion. 

This  (said  Mr.  C.)  brings  us  to  the  present  stage  of 
this  unhappy  controversy.  I shall  not  offer  an  opinion  on 
the  message  and  documents  which  have  just  been  read, 
till  I have  had  time  to  read  them  at  leisure,  and  more  ful- 
ly comprehend  their  character  and  bearing.  The  sena- 
tor from  Pennsylvania  has  probably  had  the  advantage  of 
me  in  knowing  their  contents.  [Here  Mr.  Buchanan 
signified  his  dissent].  I will  not  (said  Mr.  C. ) make  the 
remarks  that  I intended,  but  I am  not  satisfied  with  much 
that  I have  heard  in  the  reading  of  the  message  and 
the  documents.  lam,  in  particular,  very  far  from  be- 
ing satisfied  with  the  reasons  assigned  by  the  secretary 
of  the  state  why  he  did  not  accept  the  copy  of  ihe  let- 
ter from  the  duke  de  Broglie  to  the  French  charge  de 
affaires  here,  which  the  latter  offered  to  put  in  his  pos- 
session. I regret  exceedingly  that  we  have  not  that  do- 
cument. It  might  have  shed  much  light  upon  the  pre- 
sent state  of  this  unhappy  controversy.  Much  mystery 
hangs  over  the  subject. 

There  is  another  point  (said  Mr.  C.)  vvliich  requires 
explanation.  There  is  certainly  some  hope  that  the  mes- 
sage at  the  opening  of  the  session  may  be  favorably  re- 
ceived in  France.  The  ])resident  has  in  it  expressly 
adopted  the  explanation  offered  by  Mr.  Livingston,  which 
affords  some  hope,  at  least;  that  it  may  prove  to  be  satis- 
factory to  the  French  government.  Why,  then,  send 
this  message  at  this  time?  Why  recommend  prepara- 
tions and  non-intercourse  till  we  have  heard  how  the 
message  has  been  received  in  France?  Suppose  its  re- 
ception should  be  favorable,  in  the  absence  of  a represen- 
tative of  our  government  at  the  French  court,  nothing 
could  be  done  till  the  message  Avhich  we  have  just  re- 
ceived shall  have  passed  the  Atlantic  and  reached  Paris. 
How  unfortunate  would  be  the  consequence ! What  new 
entanglements  and  difficulties  would  be  caused  in  (he  re- 
lations of  the  two  countries?  Why  all  this?  Who  can 
explain?  W'ill  any  friend  of  the  administration  rise  in 
his  place  and  tell  us  what  is  intended? 

I might  ask  (said  Mr.  C. ) for  like  explanation,  why 
our  charge  was  recalled  from  Paris  at  the  time  he  was"? 
Why  not  wait  till  the  annual  message  was  received? 
Whom  have  we  tiiere  to  represent  us  on  its  reception,  to 
explain  any  difficulty  which  might  remain  to  be  explain- 
ed? All  these  things  may  have  a satisfactory  explana- 
tion. I cannot,  however,  perceive  it.  Tliere  may  be 
some  deep  mystery  in  the  whole  affair,  which  those  only 
who  are  initiated  can  understand. 

I fear  (said  Mr.  C.)  that  with  the  'message  which  we 
have  this  day  received,  the  last  hope  of  preserving  the 
peace  of  the  country  has  vanished.  This  compels  me  to 
look  forward.  The  first  thing  that  strikes  me  in  casting 
my  eyes  to  the  future,  is  the  impossibility  that  war,  should 
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there  unfortunately  be  one,  can  have  an  honorable  ter- 
mination. We  shall  go  to  war  to  exact  the  payment  of 
five  millions  of  dollars.  The  first  cannon  discharged  on 
our  part  would  be  a receipt  in  full  of  the  whole  amount. 
To  expect  to  obtain  payment  by  a treaty  of  peace  would 
be  worse  tlian  itlle.  If  our  honor  would  be  involved  in 
such  a termination  of  such  a contest,  the  honor  of  France 
would  be  equally  involved  in  the  opposite.  The  struggle 
then  would  be,  who  should  hold  out  longest  in  this  un- 
profitable, and,  w'ere  it  not  for  the  seriousness  of  the  oc- 
casion, ridiculous  contest.  To  determine  this  point  we 
must  iiKjuire  which  can  inflict  on  the  other  the  greatest 
injury,  and  to  which  the  war  must  be  most  expensive. — > 
To  both  a ready  answer  may  be  given.  The  capacity  of 
France  to  inflict  injury  on  us  is  ten  times  greater  than 
ours  to  inflict  injuries  on  her,  while  the  cost  of  the  war, 
in  proportion  to  her  means,  would  be  nearly  the  same 
proportion  less  than  ours  to  our  means.  She  has  rela- 
tively a small  commerce  to  be  destroyed,  while  we  have 
the  largest  in  the  world,  in  proportion  to  our  capital  and 
population.  She  may  threaten  and  harass  our  coast, 
while  her  own  is  safe  from  assault.  Looking  over  the 
whole  ground,  I do  not,  (said  Mr.  C.)  hesitate  to  pro- 
nounce that  a war  with  France  will  be  amongst  the  great- 
est calamities,  greater  than  a war  with  England  herself. 
The  power  of  the  latter  to  annoy  us  may  be  greater  than 
that  of  the  former;  but  so  is  ours,  in  turn,  greater  to  an- 
noy England  than  France.  There  is  another  view  con- 
nected with  this  point;  deserving  the  most  serious  con- 
sideration, particularly  by  the  commercial  and  navigat- 
ing portion  of  the  union. 

Nothing  can  be  more  destructive  to  our  commerce  and 
navigation,  than  for  England  to  be  neutral,  while  we  are 
belligerent,  in  a contest  with  such  a country  as  France. 
The  whole  of  our  commercial  marine,  with  our  entire 
shipping,  would  pass  almost  instantly  into  the  hands  of 
England.  With  the  exception  of  our  public  armed  ves- 
sels, there  would  be  scarcely  a flag  of  ours  afloat  on  the 
ocean.  We  grew  rich  by  being  neutral  while  England 
was  belligerent.  It  was  that  which  so  suddenly  built  up 
the  mighty  fabric  of  our  prosperity  and  greatness.  Re- 
verse the  position — let  England  be  neutral  while  we  are 
belligerent,  and  the  sources  of  our  wealth  and  prosperi- 
ty would  be  speedily  exhausted. 

In  a just  and  necessary  war,  (said  Mr.  C.)  all  these 
consequences  ought  to  be  fearlessly  met.  Though  a 
friend  to  peace,  when  a proper  occasion  occurs,  1 would 
be  among  the  last  to  dread  the  consequences  of  war. 

I think  the  wealth  and  blood  of  a country  are  well  pour- 
ed out  in  maintaining  a just,  honorable  and  necessary 
war;  but  in  such  a war  as  that  with  which  the  country  is 
now  threatened — a mere  war  of  etiquette — a war  turning 
on  a question  so  trivial  as  whether  an  explanation  shall  or 
shall  not  be  given — no,  whether  it  has,  or  has  not  been 
given,  (for  that  is  the  real  point  on  which  the  controver- 
sy turns),  to  put  In  jeopardy  the  lives  and  property  of 
our  citizens,  and  the  liberty  and  institutions  of  our  coun- 
try, is  worse  than  folly — is  madness.  I say  the  liberty 
and  institutions  of  the  country.  I hold  them  to  be  in 
imminent  danger.  Such  has  been  the  grasp  of  executive 
power,  that  we  have  not  been  able  to  resist  its  usurpa- 
tions, even  in  a period  of  peace;  and  how  much  less  shall 
we  be  able,  will»  the  vast  increase  of  power  and  patron- 
age which  a war  must  confer  on  that  department?  In  a 
sound  condition  of  the  country,  with  our  institutions  in 
their  full  vigor,  and  every  department  confined  to  its 
proi)cr  sphere,  we  would  have  nothing  to  fear  from  a 
war  from  France,  or  any  other  power;  but  our  system  is 
dee|)ly  diseased,  and  we  may  fear  the  worst  in  being  in- 
volved in  a war  at  such  a juncture. 

I have,  (said  Mr.  C.)  in  conclusion,  no  objection  to  the 
message  and  docviments  going  to  the  committee  on  foreign 
relations,  I have  great  confidence  in  the  committee,  and 
have  no  doubt  that  they  will  discharge  their  duty  to  the 
senate  and  to  the  country  with  prudence  and  wisdom,  at 
the  present  trying  juncture.  But  let  me  suggest  a cau- 
tion against  the  hasty  adoption  of  tlie  recommendations 
of  the  message.  To  adopt  them,  would  be  to  change  for 
the  worse  the  position  which  we  now  occupy  in  this  un- 
fortunate controversy,  and  lead,  1 fear,  directly  to  war, — 
We  are  told  that  a French  fleet  has  been  sent  to  the  West 
Indies,  which  has  been  considered  as  a menace,  with  the 
intention  of  frightening  us  into  hasty  measures.  The 


French  governnaent  itself,  has  said,  ih  its  official  journal, 
that  it  acts  on  the  defensive,  and  that  there  is  no  legiti- 
mate cause  of  war  between  the  two  countries.  We  would 
not  be  justified,  with  these  declarations,  connected  with 
the  circumstances  of  the  case,  were  we  to  regard  the 
sending  the  fleet  as  a menace.  We  must  not  forget  that 
we,  in  this  controversy,  are,  as  my  colleague  said  the 
other  day  in  debate,  the  plaintiffs,  and  France  the  de- 
fendant. If  there  must  be  war,  it  must  come  from  us, 
not  France.  She  has  neither  motive  nor  cause  to  make 
war.  As  we,  then,  must  declare  the  war,  it  is  not  strange 
that  France,  after  what  has  passed,  should  prepare  for 
the  worst;  and  such  preparation  ought  fairly  to  be  con- 
sidered, not  as  a menace,  but  as  a precautionary  measure, 
resulting  from  our  own  acts.  But  should  we  in  turn 
commence  arming,  it  must  be  followed  on  the  part  of 
France  with  increased  preparation,  and  again  on  ours 
with  a corresponding  increase,  till,  at  length,  the  pride 
and  passions  of  both  parties  would  be  so  wrought  up  as 
to  burst  out  to  open  violence. 

I have  (said  Mr.  Calhoun)  thus  freely  expressed  my 
opinion  upon  this  important  subject,  feeling  a deep  con- 
viction that  neither  justice,  honor  nor  necessity  impel  to 
arms;  and  that  a war  with  France,  at  all  times,  and  more 
especially  at  the  present,  would  be  among  the  greatest 
calamities  that  could  befal  the  country. 

Mr.  Cuthbert  followed,  saying,  the  senator  from  South 
Carolina  says  war  must  follow ! If  you  arm;  war  must 
follow ! We  are  told,  in  so  many  words  that  we  dare  not 
do  so!  Yes,  sir,  that  voice  that  twenty-four  years  ago 
lighted  the  fire  of  confidence  and  patriotism  in  the  hearts 
of  all  who  heard  him,  now  humbles  itself,  and  would 
humble  this  senate,  before  a foreign  government.  Dare 
not  arm!  Sir,  every  drop  of  blood  in  an  American’s 
breast  is  roused  by  such  a sentiment.  Shame!  shame! 
that  it  should  have  been  uttered  here.  I trust  it  will 
meet  with  but  one  answer  from  one  end  of  the  union  to 
the  other. 

Mr.  Buchanan  said  that  when  he  had  made  the  obser- 
vations which  had  called  forth  the  remarks  of  the  sena- 
tor from  South  Cai'olina,  (Mr.  Calhoun),  he  had  believ- 
ed the  message  to  be  the  harbinger  of  peace,  and  not  of 
war.  This  was  still  his  opinion.  In  this  respect  he  dif- 
fered from  the  gentleman.  Under  this  imj)ression,  he 
had  then  risen  merely  to  remark  that,  considering  the 
provocation  which  we  had  received,  the  tone,  the  spirit, 
and  the  recommendation  themselves,  of  the  message, 
were  mild  and  prudent,  and  were  well  calculated  to  make 
an  impression  upon  France,  and  to  render  her  sensible 
of  her  injustice. 

It  had  been  far  from  his  intentiou  to  excite  a general 
debate  on  the  French  question,  and  he  would  not  be  drawn 
into  it  now  by  the  remarks  of  the  senator  from  S.  Ca- 
rolina. He  must,  however,  be  permitted  to  say,  he  was 
sorry,  very  sorry,  that  the  gentleman  had  proclaimed  that, 
if  war  should  come,  we  are  the  authors  of  that  war;  and 
it  would  be  the  fault,  not  of  the  Fi’ench  but  of  the  Ame- 
rican government.  Such  a declaration,  proceeding  from 
such  a source,  from  a voice  so  powerful  and  so  potent, 
would  be  heard  on  the  other  side  of  the  Atlantic,  and  there 
might  produce  a most  injurious  effect.  He  was  happy  to 
say  that  this  sentiment  was  directly  at  war  with  the  opi- 
nion of  our  committee  on  foreign  relations,  who,  in  their 
report  of  the  last  session,  had  expressed  the  decided  opi- 
nion that  the  American  government,  should  it  become  ne- 
cessary, must  insist  upon  the  execution  of  the  treaty.  It 
was  at  \var  with  the  unanimous  resolution  of  the  house  of 
representatives  of  the  same  session,  declaring  that  the 
treaty  must  be  maintained.  He  believed  it  was  equally 
at  war  with  the  feelings  and  opinions  of  the  American 
people. 

Whilst  he  expressed  his  hope  and  his  belief  that  this 
message  would  prove  to  be  the  olive  branch  of  peace, 
still  there  -was  so  much  uncertainty  in  the  extent,  that  it 
now  became  our  imperative  duty  to  preparefor  the  worst. 
Shall  we  (said  Mr.  B.)  whilst  a powerful  fleet  is  riding 
along  our  southern  coast,  in  a menacing  attitude,  sithere, 
and  withhold  from  the  president  the  means  which  are 
necessary  to  place  our  country  in  a state  of  defence?  He 
trusted  this  would  never,  never,  be  the  case. 

The  messages  and  documents  were  their  read,  and  re- 
ferred to  the  committee  on  foreign  relations,  as  moved  by 
Mr.  Clay. 


NILES’  WEEKLY  MEGI8TER. 

Fourth  SERIES.  No.  25— Vol.XIII.  ] BALTIMORE,  FEB.  20,  1836.  [Vox.  XLIX.  Whole  No.  1,274 

THE  PAST— THE  PRESEI^T — FOR  THE  FUTURE. 

EDITED,  PRINTED  AND  PUBLISHED  BT  H.  NILES,  AT  $5‘^PER  ANNUM,  PAYABLE  IN  ADVANCE. 


We  heartily  congratulate  the  people  of  the  United 
States  on  the  bright  prospect  that  peace  will  be  preserv- 
ed with  France — and  the  former  IViendly  relations  that 
existed  between  the  two  nations,  be  immediately  restor- 
ed. It  can  hardly  be  otherwise.  See  foreign  neius. 

It  has  always  appeared  clearly  to  us — that  Loii7^\Phil- 
lippe,&n(\  his  ministers,  honestly  and  promptly  expected, 
and  wished,  to  pay  the  amount  as  agreed  upon  by  tiie  treaty. 
The  amendment  introduced  into  the  French  chambers, 
by  M.  Valaze,  (a  royalis.t),  was  intended  only  to  embar- 
rass the  proceedings.  But  the  king’s  ministers,  anxious 
to  secure  as  large  a majority  as  possible,  and  supposing 
that  the  explanations  requested  would  be  obtained, 

readily  fell  into  the  proposition  and  supported  it — to 
secure  the  votes  of  the  “royalist”  party  in  the  chamber. 
It  had  not,  however,  been  passed  only  a short  time,  when 
many  tilings  happened  in  the  United  States,  and  in 
France,  (which  we  shall  not  recapitulate,  wishing  to  for- 
get every  thing  disagreeable);  and,  out  of  molehills, 
mountains  of  difficulties  grew,  until  we  seemed  at  the 
very  point  of  war! — and  had  it  eventuated,  neither  party 
would  have  found  it  easy  to  tell  to  x>iain  men  what 
was  the  cause  of  the  quarrel ! But  it  is  all  settled,  and 
that  is  sufficient  for  the  past.  Let  us  guard  the  “begin- 
nings” in  future.  “War  is  not  the  greatest  of  evils” — 
but  “honorable  peace”  is  always  to  be  dearly  cherished. 

Great  Britain,  the  United  States,  and  France,  too,  are  in 
a state  of  extraordinary  prosperity.  Money,  and  the 
means  of  acquiring  it,  are  abundant  in  these  nations. 
Vast  improvements  are  making  in  them  all.  Facility  is 
added  to  facility,  to  cheapen  the  labor  of  transportations 
and  bring  commodities  to  market,  and  the  accomplish- 
ment of  one  rail  road  or  canal,  only  points  out  the  neces- 
sity of  another — and  so  it  is  in  the  minutest  operations  to 
make  accumulations.-  Interest  continually  is  added  to  in- 
terest, in  geometrical  proportions;  and  in  ten  thousand  dif- 
fferent  ways.  Population  isincreasing,civilizationadvanc- 
ing,  and  the  general  state  of  society  improving  in  each — 
while  the  rest  of  the  world  seems  nearly  at  a ‘■^stand- 
still f except  in  some  augmentations  of  bride  force — per- 
chance, to  act  against  the  things  alluded  to,  and  “restore,” 
as  far  as  possible,  mankind  to  the  dominion  of  ignorance, 
superstition  and  ruffianism.  At  such  a time  as  this,  it 
would  be  a “thousand  pities”  that  these  nations  should 
be  hurried  into  a state  of  war— to  a use  of  the  means 
contrived  for  a people’s  prosperity  in  peace  into  facili- 
ties for  war.  They  may  have  to  defend  their  liberal 
institutions,  and  need  for  it  the  accumulated  powers  of 
all  who  rejoice  in  the  freedom  of  their  establishments — 
instead  of  wasting  their  strength  against  one  another,  to 
mutual  injury  and  desolation;  and  at  a vast  expense  of 
blood  and  treasure  and  means.  We  hope  that  tliey  will 
never  quarrel!  If  they  “keep  the  peace”  with  one  ano- 
ther, they  may  have  an  ability  to  control  the  downward 
march  of  other  nations,  and  relieve  the  human  race  of 
the  barbarisms  of  the  dark  ages,  which  yet  so  extensive- 
ly prevail  over  many  parts  of  the  earth. 

We  have,  however,  received  a useful  lesson.  With 
the  prosjiect  of  w ar  staring  us  in  the  face,  we  found  our- 
selves entirely  unprepared  for  it.  We  hope,  therefore, 
that  hereafter  we  may  steadily  and  faithf^ully  devote  a 
considerable  part  of  our  revenues  to  place  our  country 
in  a state  of  defence,  if  -war  shall  come.  We  have 
enough  to  do  that,  and  whatever  else  may  be  desired. 
So  it  is  also  with  England  and  France.  Let  us  gather 
up  and  apply  our  strength  to  permanent  works-,  and, 
rather  to  the  encouragement  of  seamen  than  the  building 
and  launching  of  ships.  Much  may  be  done  in  this  mat- 
ter. We  are  miserably  in  w'ant  of  seamen.  It  takes 
years  to  make'^/ie???.  And  so  act  and  do  in  all  cases — 
that  we  may  be  I'eady  to  meet  emergencies  as  they  arise, 
and  render  ourselves  as  effeient  as  we  should  be 
really  great.  A small  increase  of  the  regular  army,  too, 
seems  indispensable,  so  long  as  the  Indians  are  our  neigh- 
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hors-.'  We  cannot  reconcile  ourselves  to  such  events  as 
have  occurred  in  Florida — having  the  ability  to  prevent 
them. 

Among  other  papers  onffiand,  is  a very  able  report  of 
Mr.  Eiving,  of  Ohio,  on  the  public  lands,  providing  for 
a dijslribution  of  the  proceeds  of  the  sales,  among  the 
states,  according  to  the  plan  of  Mr.  Clay.  It  shall  be 
inserted. 

The  house  of  representatives  was  exceedingly  nprori- 
ons  the  two  first  days  of  the  present  week — disgracefully 
so. 

The  “previous  question”  is,  certainly,  a right  that 
ought  to  be  possessed  by  the  house  of  representatives — 
but  the  frequency  of  the  late  calls  for  it  is  rendering  it 
a despotic  and  abominable  power,  in  the  majority  of  that 
body. 

It  is  intended,  we  understand,  to  erect  the  great  na- 
tional monument  to  Washington,  no  less  than  six  hun- 
dred and  forty  feet  high ! 

The  value  of  imports  iivto  this  city  during  the  third 
quarter  of  the  past  year,  exceeds  thirty-three  millions 
of  dollars!  w hile  the  gross  imports  of  the  whole  year 
1829,  ivere  only  thirty-seven  millions!  From  this  data, 
we  predict,  that  more  than  four-fflhs  of  the  gross  im- 
ports of  the  United  States  for  the  year  1835,  were  made 
in  the  city  of  JVhw  York,  and  that  the  proportion  for 
1836,  will  be  still  greater.  [JU.  Y.  Cowner. 

A report  of  the  secretary  of  the  treasury,  in  compliance 
with  a resolution  of  the  senate,  states  tliat  the  whole  costs 
attending  the  purchase  and  management  of  the  public 
lands  to  the  30th  Sept.  1835,  iscomputed  at  .$57,652,207; 
that  the  whole  quantity  of  land  surveyed  and  offered  for 
sale  to  that  date,  was  166,897,082  acres,  of  which  only 
44,499,620  acres  have  been  sold,  and  that  the  net  pro- 
ceeds or  receipts  into  the  treasury  therefor  had  been 
$58,619,528. 

There  are  appi’ehensions  of  an  Indian  war  breaking 
out  in  the  west.  We  learn  by  the  Arkansas,  (Little 
Rock)  Gazette,  of  January  12th,  that  the  Camanches,  in 
that  “Far  West,”  have  torn  up  the  recent  treaty  they 
made  w'iTh  the  United  States  commissioners.  Their  rea- 
sons are  delay  in  meeting  them  in  council — scanty  sub- 
sistence afforded  while  in  council,  penuriousness  of  the 
government  agents  in  distributing  presents.  &c. 

It  is  confidently  believed,  iliat,  unless  some  more  judicious 
and  energetic  measures  are  adopted  by  our  government,  to 
secure  the  peace  and  friendship  of  these  dissatisfied  and  almost 
untamable  people,  we  may  expect  border  w'ars  and  continued 
hostilities,  both  upon  the  lives  and  property  of  our  adventurous 
citizens,  who  are  extending  their  commerce  and  intercourse 
beyond  the  boundaries  of  their  own  country.  It  is  reported 
also,  that  these  same  Camanches  have  recently  invaded  the 
frontier  of  Texas,  killed  a number  of  the  inhabitants,  and  have 
now  in  their  possession  two  boys,  as  prisoner.®,  who  are  native 
born  citizens  of  the  United  Stales,  and  who  had  emigrated  to 
Texas. 

They  appear  to  manifest  no  fear  of  the  whites,  and  have 
no  idea  of  their  power  or  extent  of  country.  'They  have  ex- 
pressed themselves  as  considering  the  whites  to  be  subjects  of 
the  friendly  Indians,  whom  they  consider  the  most  powerful 
and  the  most  to  be  dreaded,  in  case  of  actual  hostilities. 

Mr.  Mayer  has  introduced  a bill  into  the  senate  of 
Maryland  authorising  limited  partnerships,  which  ought 
to  be  made  a law.  Thousands  of  the  most  valuable  of 
our  young  men  are  kept  back,  and  hundreds  of  thousands 
of  dollars  are  unemployed,  for  the  want  of  such  a mea- 
sure. A similar  law  exists  in  New  York,  where  it  has 
worked  well. 
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Tlie  anti-masonic  state  convention  of  ^Massachusetts 
has  unanitnousl}'  nominated  JMavtin  Vcm  liuren^  for  pre- 
sident of  the  United  Slates. 

The  New  York  papers  have  publislied,  by  Older  of 
the  corporation  of  the  city,  a full  copy  of  all  the  ^'^pro- 
fessions of  sympathijf  received  in  consequence  ot  the 
late  great  fire. 

The  White  party  in  North  Carolina,  have  placed  the 
name  of  John  Tyler,  of  Va.  as  vice  president  of  the 
United  States,  on  their  ticket. 

At  Albany,  on  the  4lh  inst.  the  thermometer  stood  at 
from  16  to  18  degrees  below  zero,  and  at  the  residence 
of  gen.  Van  Rensselaer,  at  28  degi'ees. 

At  New  York,  on  the  5th,  the  thermometer  was  at  2° 
below — and  so  it  was  generally  in  the  neighboring  cities 
and  towns. 

A New  York  paper  of  the  5th  inst.  says — 

“The  steamboat  Swan  arrived  yesterday  afienioon  at  two 
o’clock,  with  the  passengers  that  left  Philadelphia  early  in  the 
morning  of 'J’uesday.  1’hey  were  a long  time  crossing  the  De- 
laware, and  when  they  reached  Camden  there  was  so  much 
enow  on  the  rails  that  the  cars  could  not  be  got  along  with  the 
locomotive  power;  and,  after  laboring  awhile,  horses  were  ob- 
tained, and  they  succeeded  in  reaching  Bordentown,  where 
they  remained  until  Wednesday  morning.  During  that  day 
they  had  much  difficulty  to  encounter,  and  the  passengers 
{among  whom  were  several  ladies)  had  to  remain  all  night  in  the 
cars,  as  they  were  not  able  to  reach  Amboy  until  six  o’clock  on 
Thursday  morning.  Here  they  found  the  Swan  completely 
frozen  in  with  the  ice,  at  least  six  inches  thick,  and  so  firm  that 
persons  could  walk  around  her.  Notwithstanding  these  diffi- 
culties, the  enterprising  captain,  at  nine  o’ciock,  was  enabled 
to  cut  his  way  out,  and,  after  taking  in  several  passengers  who 
came  off  on  the  ice,  made  his  way  to  the  city. 

“The  navigation  of  the  sound  is  suspended.” 

On  the  20th  of  January  last,  Mr.  Clayton,  made  an 
ascent  in  his  balloon,  at  New  Orleans — 'and  descended  in 
a “wet  swamp,  the  abode  of  snakes  and  alligators,  of 
wild  hogs  and  cats.  I received  no  injury  from  any  of 
these  animals,  but  the  musquetoes  made  a complete  feast 
of  me!  ’ 

At  about  that  time,  we  had  the  thermometer  below 
zero. 

Coi.D.  We  have  news  from  Franconia,  (N.  H.)  by  which  it 
will  be  seen  that  the  cold  there  was  beyond  calculation.  A 
letter  under  date  of  Tuesday,  Feb.  2,  9 o^clock,  Ji.  M.  says: 

“Mercury  has  become  of  as  little  value  as  a tipler’s  nose  in 
determining  the  temperature  of  the  atmosphere  in  Franconia. 
There  are  two  good  thermometers  here,  graduated  to  40  degrees 
below  zero,  and  a space  between  that  and  the  bulb  which 
would  admit  of  ten  degree.?  or  more.  Still,  at  the  time  of  my 
writing,  not  a particle  of  mercury  can  be  seen  in  the  lube.  It 
is  all  compressed  in  the  bulb;  and,  judging  from  my  own  expe- 
rience, I am  inclined  to  believe  it  became  so  thoroughly  chilled 
durinir  the  latter  part  of  the  night,  that  it  is  not  prepared  to  rise 
«s  early  as  usual  this  morning.  I believe  a spirit  thermometer 
would  have  indicated  fifty  degrees  below  zero.  A light  air  from 
the  south,  and  not  a cloud  visible.”  [Salem  Landmark. 

Col.  Lony^s  report  on  a “reconnoisance  for  a rail  road 
from  tbe  coast  of  Maine  to  Q,iiebec,”  has  been  printed, 
and  makes  80  octavo  pages.  It  apfrears  that  the  extent 
of  a rail  road  from  Portland  to  Quebec  would  be  277 
miles — from  Wiscasset  to  Quebec,  246  do. — from  Bel- 
fast to  Quebec,  227  do.  The  probable  cost  of  the  first 
would  be,  all  things  included  excejit  the  right  of  way, 
$6, .350, 000 — 'of  the  second,  about  $5,420,000,  and  of  the 
third,  a little  more  than  $4,906,000.  According  to  these 
estimates,  the  average  cost  per  mile  of  the  first  would 
be  $22,923 — of  the  second,  $22,031,  and  of  the  third 
$21,613.  ^ 

The  court  of  appeals  of  South  Carolina,  as  will  be  seen 
by  the  annexed  notice,  has  revived  some  old  formalities 
and  ceremonial  requisitions  wlikh  we  think  had  better 
been  left  in  their  graves: 

“It  is  the  resolve  of  the  judges,  that  hereafter  on  the  circuit.^, 
at  each  of  the  courts,  the  sheritD  will  be  required  to  wear  a 
black  coat,  cocked  hat  and  sword,  to  and  attend  the  judge  to  and 
from  his  lodgings.  The  clerks  and  the  members  ofihe  bar  will 
be  required  to  wear  in  courts  black  coats.  This  is  the  en- 
forcement of  the  rules  of  court  in  this  respect,  and  not  new 
rules.  By  the  court  of  appeals,  Tnoa.  J.  Gaxtt,  c/cj-ft.”  • 


A memorial  from  the  Chesapeake  and  Ohio  canal 
company  has  been  presented  to  the  legislature  of  Mary- 
land, asking  for  the  additional  sum  of  two  millions  and 
a half  of  dollars  in  order  to  carry  the  canal  to  Cumber- 
land. 

The  works  on  the  canal  are  also  suspended.  The  ef- 
fect is  thus  described  at  Cumberland — 

The  stoppage  of  the  work  on  the  Chesapeake  and  Ohio  canal 
has  caused  a very  considerable  panic  in  Cumberland.  Two 
hours  after  the  arrival  of  the  news,  the  price  of  produce  came 
down  at  least  10  per  cent.  Business  still  continues  to  be  dull;  our 
principal  streets  presenting  an  unusual  barrenness;  the  mer- 
chant is  idle;  and  the  mechanic  slow  in  the  transaction  of  his 
business;  the  speculator  is  cut  to  the  quick,  and  those  who 
engaged  to  pay  high  rents  on  account  of  the  prospects  of  the 
canal,  have  been  suddenly  and  seriously  disappointed.  Indeed, 
the  citizens  of  the  town  generally,  and  the  farmers  for  many 
miles  round,  have.great  cause  to  regret  this  temporary  suspen- 
sion. 

The  proceeding  has  startled  every  body.  For,  after 
the  great  liberality  of  the  legislature,  in  granting  two 
millions,  no  one  expected  such  a result.  It  was  believed 
that  the  work  would  be  very  nearly  completed,  at  least. 
It  will  be  a “hard  job,”  under  such  circumstances,  to 
get  another  appropriation,  on  similar  terms. 

The  editor  of  the  Penn  Yan,  N.  Y.  Democrat,  refer- 
ring to  Mr.  Calhoun’s  speech,  says; 

“His  speech  upon  the  reception  of- the  message  speaks  the 
traitor  or  coward,  or  both.  Again  we  cry  shame  upon  him.” 

We  suppose  that  this  is  w/taf  the  “democracy,”  calls 
decency ! 

The  New  York  Star  gives  the  following  item  on  the 
authority  of  ah  English  paper. 

“It  is  rumored  that  England  and  France  have  addressed  a 
note  to  Russia,  informing  her  that  the  integrity  of  Poland  must 
be  maintained.  Lord  Duiham’s  mission  is  said  to  be  far  from 
pacific,  and  his  object  to  procure  on  the  part  of  Russia  the  re- 
nunciation of  the  Turkish  treaty  of  Unkiar  Skelessi.” 

The  "PhilacMphia  Ga.zette^^  says — We  have  the  best 
authority  for  saying  that  the  proper  committee  in  the 
house  ol  representatives  in  congress,  will  shortly  make  a 
report  favorable  to  the  allowatioe  of  millions  of  dol- 
lars, to  the  sufferers  by  French  spoliations  previous  to 
1800.  It  will  be  recollected  that  tbe  senate  has,  more 
than  once,  expressed  an  opinion  favorable  to  this  cause, 
so  that  there  can  now  be  little  doubt  that  justice  will  be 
done  to  these  sufferers,  though  certainly  very  tardy.  Our 
readers  will  bear  in  mind  that  “five  million”  pay- 
ment is  not  dependent  on  any  foreign  government.  The 
money  is  now,  and  has  long  been  in  the  treasury  of  the 
United  States. 

A committee  of  tbe  legislature  of  New  Jersey,  now  in  ses- 
sesion,  having^  been  appointed  to  inquire  of  the  Delaware  and 
Raritan  canal  and  Camden  and  Amboy  rail  road  companies,  on 
what  terms  they  would  dispose  of  their  works  and  surrender 
their  charter  and  rights,  have  reported,  that  these  companies 
will  sell  to  the  state  their  canal  and  rail  road,  with  all  appur- 
tenances belonging  to  them,  for  the  sum  of  seven  millions  six 
hundred  and  fifty  thousand  dollars,  to  be  paid  to  the  stockhol- 
ders in  certificates  of  state  stock  bearing  an  interest  of  five  per 
cent,  redeemable  at  a period  to  be  agreed  upon. 

The  committee  further  report,  that  should  the  stale  accept 
this  offer,  the  Philadelphia  and  Trenton  rail  road  company,  and 
the  Trenton  and  New  Brunswick  turnpike  company,  will  unite 
in  taking  a lease  of  the  canal  and  road  for  thirty-six  years,  and 
pay  to  the  state  six  per  cent,  on  their  cost,  whereby  the  state 
would  gain  annually  one  per  cent,  or  seventy-six  thousand  dol- 
lars, which  in  thirty-six  years  would  amount  to  a sum  exceed- 
ing the  original  sum  paid — provided,  the  said  Trenton  and  New 
Brunswick  turnpike  company  shall  be  authorised  to  construct 
a rail  road  on  its  turnpike. 

The  Richmond  Enquirer  publishes  a letter  from  Wash- 
ington, denouncing  Mr.  Calhomfs  bill  respecting  the 
tenure  of  office,  as  “a  bill  to  alter  the  constitution,  by 
prostrating  the  executive  at  the  feet  of  the  senate.”  The 
editor  of  the  Enquirer  ought  to  have  known,  if  his  cor- 
respondent did  not,  that  this  bill,  so  shocking  to  his  pa- 
triotic sensibility,  is  essentially  a copy  ol'  a bill  intro- 
duced into  the  senate  by  IMr.  Tenton  in  1826,  and  which 
ihe  editor  of  the  Enquirer  then  approved  as  most  ex- 
pedient and  proper.  Did  he  not  know  that  the  bills 
were  the  same,  or  was  he  willing  to  permit  a deception 
to  be  practised  by  the  hand  of  another  p-erson? 
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The  Enquirer’s  correspondent  goes  on  to  say,  after 
stating  it  as  his  opinion  that  the  house  of  representatives 
woulci  reject  the  bill,  “Mr.  Bell^  of  Tennessee,  a lead- 
ing friend  of  judge  White,  strongly  indicated  an  inten- 
tion to  sustain  it,  although  he  spoke  equivocally.”  Sup- 
port it  no  doubt  Mr.  Bell  will,  because  he,  with  all 
the  Jackson  party,  approved  of  the  measure  in  1826. 
The  same  bill  was  before  the  senate  at  the  last  session, 
and  passed  that  body  almost  unanimously.  Is  it  cri- 
minal in  iNlr.  Bell  to  continue  in  the  same  mind  twelve 
months,  on  a great  public  principle,  because  his  party 
has  changed  its  ground!  Let  the  Enquirier  answer  for 
its  correspondent.  [JVat.  hit. 

It  was  mentioned  in  the  course  of  debate  in  the  house 
of  representatives  ) esterday,  that  the  committee  on  naval 
affairs,  from  whom  extraordinary  appropriations  had 
been  asked  for  that  service  to  the  amount  of  upwards  of 
six  millions  of  dollars,  had  determined  to  report  only 
in  favor  of  two  millions  of  dollars  for  that  object.  \Ib. 

A resolution  was  lately  introduced  into  the  legislature 
of  Louisiana,  approbating  the  conduct  of  the  president 
of  the  United  Slates  in  relation  to  our  dispute,  (we  may 
now  sny  our  late  dispute),  with  France,  and  pledging  the 
support  ot  the  state  in  all  measures  necessary  to  vindi- 
cate the  honor  of  the  country.  By  newspapers  from 
New  Orleans,  received  yesterday,  we  see  that  the  resolu- 
tion was  rejected— 12,  noes  19.  A unanimous  ex- 
pression ot  opinion  was  elicited  in  favor  of  all  measures 
necessary  to  sustain  the  government  of  the  United  States, 
in  case  war  should  be  declared.  But  the  majority  seem- 
ed to  think  (did  they  not  think  well  and  wisely).?  that 
any  action  on  their  part,  having  a tendency  to  hasten  this 
event  was  inexpedient.  [/6. 

The  Neapolitan  indemnity.  We  learn  that  an  arrange- 
ment has  been  made,  at  the  instance  of  the  Neapolitan  govern- 
ment, for  the  immediate  payment  of  the  whole  amount  of  the 
Neapolitan  indemnity,  seven  instalments  of  which  are  yet  due, 
and  now  amount  to  twelve  hundred  thousand  dollars.  This  ar- 
rangement has  been  made  with  the  consent  of  the  claimants, 
and  the  whole  sum  has  been  paid  in  gold  to  Rothchild,  the 
banking  agent  of  the  .United  States  at  Paris,  and  will  be  ship- 
ped to  this  country  by  the  next  Havre  packets.  Insurance  on  a 
large  amount  of  this  specie,  was  effected  in  this  city  on  Satur- 
day. [iV.  F.  Adv. 

Four  millions,  five  hundred  thousand  dollars,  in  gold 
and  silver,  have  been  insured  at  the  various  offices  in 
Philadelphia,  New  York  and  Boston,  for  account  of  the 
United  States,  or  whoever  else  it  may  concern.  This  of 
course  will  cover  the  amount  of  the  Neapolitan  indem- 
nity, and  all  the  instalmeu*«  which  are  at  present  due 
from  the  French  government.  [JV*.  Y.  Times. 

A letter,  says  the  JVew  York  American,  “from  an  un- 
questionable source  in  Havana  has  just  been  communicat- 
ed to  us,  from  which  we  make  the  following  translation:” 
Havana,  HTth  January. 

By  news  lately  received  from  Spain  we  know  that  die 
cortes  HAVE  decheed  the  acknowldg’ement  of  the  inde- 
pendence of  America,  and  we  await  the  arrival  of  the 
mail  packet  that  was  to  have  sailed  from  Cadiz  the  lOlh 
of  last  month,  to  knovv  in  what  precise  terms  this  ac- 
knowledgment is  made.  Meantime,  there  is  no  doubt 
of  the  news,  and  that  the  ministry  will  carry  out  the 
disposition  of  the  cortes  in  tlie  order  in  which  envoys 
from  the  different  governments  shall  reach  Madrid. 

In  an  interesting  report  to  tlie  legislature  of  Pennsyl- 
vania on  the  proposed  geological  survey  of  that  state, 
the  projects  of  the  survey  are  described  as  follows: 
t First.  A report,  descriptive  of  the  minute  geology  and  min- 
eralogy, both  economical  and  scientific,  of  every  section  of  the 
state. 

Second.  The  construction  of  a geological  map,  and  several 
accompanying  sections  or  profiles;  both  of  which  are  necessary, 
in  order  to  dbsplay  the  geological  formation  of  any  region,  and 
which  if  faithfully  executed,  are  capable  of  conveying,  from 
mere  inspection,  a fund  of  useful  information,  such  as  no  report 
of  itself  can  give. 

Third.  The  creation  of  a cabinet,  designed  to  exhibit  speci- 
mens of  the  mineral  materials  described  in  the  report,  and  re- 
presented on  the  map  and  drawings  of  sections. 


The  National  Intelligencer  of  the  11th  inst.  says— 

Mr.  Wise,  a member  of  the  committee  on  naval  affairs,  yes- 
terday informed  the  house  of  a fact  which,  it  appears,  had  not 
come  to  their  knowledge  before,  viz:  that  the  committee  on 
naval  affairs  of  that  body  has  received  from  the  navy  depart- 
ment a communication  recommending  additional  appropria- 
tions for  the  naval  service,  to  the  amount  of  $6,337,000.  The 
secretary,  Mr.  Wise  stated,  had  expressly  informed  the  com- 
mittee that,  when  he  recommended,  at  the  commencement  of 
the  session,  appropriations  for  two  additional  frigates  and  three 
sloops  of  war,  he  had  in  view  a peace  establishment  only. 
The  latest  communication  from  the  navy  department  was,  of 
course,  prior  to  the  message  of  the  president  communicating 
the  acceptance  of  the  British  mediation,  &c. 


FROM  THE  GLOBE. 

“ Calhoun  cries  out  against  corruption;  White  exclaims 
against  official  patronage  and  faction;  Bell  denounces 
bargaining;  and  yet  the  first  took  his  original  start  to 
-attain  the  presidency  by  pouring  out  the  treasury  in  Rip 
Rap  contracts,  and  on  all  the  highways  and  byways  of  the 
country,  and  now  proposes  a system  of  purchases  by  giv- 
ing the  revenue  collected  by  the  general  government  to  the 
state  legislatures,  to  dispose  of  it  as  the  Roman  general 
bought  the  purple  by  distributing  the  public  money  among 
the  Prsetorian  bands.  ” 

Remarks  by  the  Jv'ashville  Banner. 

The  best  commentary  we  can  offer  on  the  last  part  of 
the  foregoing  paragraph,  which  we  have  put  in  italics,  in 
order  to  draw  the  attention  of  the  reader  particularly  to 
it,  is  the  following  extract  from  general  Jackson’s  mes- 
sage in  1829: 

“It  appears  to  me  that  the  most  safe,  just  and  federal  dispo- 
sition which  could  be  made  of  the  surplus  revenue  would  be  its  ap- 
portionment among  the  several  states^  according  to  their  ratio  of 
representation,^’ 

Susquehannah  canal.  By  the  subjoined  extract  of  a letter 
from  Harrisburgh  to  the  Philailelphia  Sentinel,  it  will  be  seen, 
that  the  committee  on  inland  navigation  in  the  house  of  repre- 
sentatives of  Pennsylvania,  have  reported  against’ granting  the 
canal  company  the  privilege  of  crossing  to  the  west  side  of  the 
river.  This  is  an  unfavorable  sign,  but  is  certaily  not  a test 
as  to  the  final  action  of  the  house  in  regard  to  the  proposed 
measure. 

You  will,  probably,  have  noticed  heretofore  in  the  proceed- 
ings of  the  legislature  a very  large  number  of  petitions  for  and 
against  allowing  the  Susquehannah  canal  company  to  cross  the 
river.  This  matter  was  settled  this  afternoon,  so  far  as  the 
committee  on  inland  navigation  and  internal  improvement,  to 
which  said  petitions  had  been  referred,  is  concerned.  That 
committee  has  authorised  its  chairman  to  report  to  the  house 
of  representatives  to-morrow,  that  the  company  ought,  in  their 
opinion,  not  to  have  the  privilege  to  cross  the  Susquehannah 
river.  — ^ 

Petersburg,  Jan.  28.  Another  deputation  of  Cherokee  In- 
dian chiefs  passed  this  town  yesterday  on  their  way  to  Wash- 
ington city.  They  were  bearers  of  the  treaty  recently  conclud- 
ed by  Mr.  Schermerhorn,  commissioner  on  the  part  of  the 
United  States  with  their  nation.  The  deputation  consists  of 
Messrs.  Boudinot,  Ball,  Ridge,  Fields,  Welch  and  Tshyeske. 
These  chiefs  state  that  their" domestic  differences  are  entirely 
reconciled,  and  that  their  people  entertain  towards  the  whites 
none  other  than  the  most  friendly  sentiments. 

Lillie  Rock,  (Arfi.)  January  12. 

The  steamboat  Alpha,  with  two  large  keel  boats  in  totv,  ar- 
rived at  tliis  place  on  Friday  evening  last;  and,  after  anchoring 
in  the  stream  about  an  hour,  without  permitting  any  of  the 
Indians  to  land,  proceeded  up  the  river,  having  on  board  511 
emigrating  Creek  Indians,  on  tlieir  way  to  their  country  west 
of  the  Arkansas.  The  party  is  under  tlie  direction  of  Mr.  Beat- 
tie,  agent  for  the  contractor,  and  lieut.  Reas  and  Dr.  Randall, 
United  States  army. 

The  state  legislature,  so  called,  assembled  at  the  capi- 
tal on  the  4th  inst.  Mr.  Mason  read  a message  to  them, 
in  which  he  said,  in  effect,  that  Michigan  was  in  law  and 
in  fact  a sovereign  state,  and  entitled  to  do  alt  acts  and 
things  that  an  independent  state  may  of  right  do,  the  go- 
vernment of  the  United  States  to  the  contrary  notwith- 
standing. {^Detroit  Journal. 

We  learn  that  the  president  has  not  acceded  to  the  re- 
quest of  the  corporation  of  Washington  to  suspend  pro- 
ceeding.s  under  the  act  of  congress,  relative  to  the  col- 
lection of  the  interest  due  on  the  Holland  loan. 

{Alexandria  Gaz, 

French  squadron  in  the  Vt’est  Indies.  Capt.  Stowe,  of 
the  brig  Bunker  Hill,  at  Norfolk,  from  Antigua,  St. 
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Kitts  and  St.  Barts,  informs  the  editors  of  the  Beacon 
ttiat  a fleet  of  five  sail  of  the  line  and  six  frigates  liad 
recently  arrived  at  Port  Royal,  (Martinique)  Iroin 
France;  and  tliiit  he  left  at  St.  Barts  the  Frencli  man-of- 
war  schooner  Muiine,  stationed  at  tliat  place. 


The  AUTOGRAvn  letter.  Tlie  opinion  gains  strength,  tliat 
the  offer  ot  the  mediation  of  Great  Britain  was  conveyed  hy  a 
letter  from  king  William’s  own  liand  to  gen.  Jackson.  Tlie 
Georgetown  Metropolitan,  in  referring  to  this  subject,  says 
tliat  ‘.‘a  letter  from  the  throne  is  frequently  resorted  to  in  di- 
plomatic overtures  of  delicacy  and  importance,  and  is  ever 
meant  as  the  highest  personal  compliment  which  the  monar- 
chical etiquette  admits  of.  Historical  instances  in  point  must 
occur  to  every  mind,  and  in  official  instances  an  autograph  let- 
ter from  the  head  of  one  nation  to  tliat  of  another,  is  uniformly 
considered  as  investing  the  transaction  with  the  most  imposing 
form  of  courtesy  and  attention. 

“General  Jackson,  from  his  station  and  character,  judging 
from  similar  precedents  of  the  kind  on  record,  is  one  of  those 
prominent  characters  of  the  time,  who  would  be  most  likely, 
on  the  opening  of  an  unusual  negotiation,  to  receive  such  a 
high  mark  of  respect  from  the  British  court  as  a royal  autograph 
letter.”  

Another  tragedy.  It  becomes  our  painful  duty  to  record 
another  evidence  of  the  progress  of  crime.  Yesterday  morn- 
ing before  day  light  a man  by  the  name  of  Sylvester  Edwards, 
pilot  of  the  steamboat  Paul  Jones,  was  shot  by  David  Dryden, 
pilot  of  the  steamboat  Swiftsure.  The  two  boats  were  on  their 
way  to  this  place  from  Louisville,  and  were  running  a race, 
a.nd  it  is  stated  that  the  Paul  Jones  attempted  to  run  the  Swift- 
sure  down.  This  incensed  the  pilot  of  the  latter,  who  procured 
a ritie,  and  when  the  Paul  Jones  was  about  fifty  yards  off,  he 
fired  at  Edvvards,  (her  pilot),  and  shot  him  through  the  neck. 
Edwards  was  not  dead  at  four  o’clock  yesteiday,  but  it  is  be- 
lieved, we  understand,  that  he  cannot  survive.  The  act  was 
committed  near  Tanner’s  creek  between  Lawrenceburgh  and 
Aurora.  ‘ [Cincinnati  Whig,  Jan.  2Q. 


Progress  of  commerce  and  wealth  in  Great  Britain.  The  ex- 
ports of  England,  in  1613  amounted  to  a little  over  tivo  millions 
sterling.  Now  they  are  forty  millions  annually.  In  the  reign 
of  Elizabeth  in  1458  the  revenue  was  only  half  a million-^dur- 
ing  the  protectorate,  1648,  treble  that  amount.  In  Anne’s 
reign,  1706,  near  six  millions— in  George  Third’s,  1783,  over  25 
millions,  and  one  year  (1815),  71  millions,  the  largest  ever 
known  in  England.  In  Wm.  Fourth’s,  got  up  to  47  millions. 

— @ 

LATEST  FROM  FLORIDA. 

St.  Jiugustine,  Feb,  6. 

You  wished  to  know  the  news  of  the  Indian.*;  we  cannot 
hear  of  them  in  any  direction;  it  is,  indeed,  reported  that  they 
are  gathering  at  the  town  of  which  Powell  is  chief,  but  nothing 
certain  is  known,  for  no  scouts  can  be  sent  out,  as  there  are  not 
more  men  than  to  guard  the  posts  at  which  they  are  stationed, 
and  it  is  murder  to  be  sending  small  parties  of  40  and  50  men 
at  a time,  for  the  Indians  always  discover  them,  and  drive  them 
back  with  loss. 

I believe  the  Indians  know  every  thing  that  is  passing  in  the 
place,  and  almost  every  post.  The  weather  has  been  extreme- 
ly cold  since  the  day  we  landed;  and,  as  the  Indians  fisjhi 
naked,  that  may  have  kept  them  at  their  homes.  We  have  had 
ice  every  night  since  our  arrival,  and  the  tops  of  the  young 
orange  trees  are  killed. 


February  7. 

General  Scott  arrived  early  this  morning  with  110  regulars. 
Fire.s  were  seen  last  night  about  twenty  miles  south;  it  is  sup- 
posed, and  with  reason,  that  they  are  caused  by  the  Indians 
burning  the  planters’  houses.  Every  white  man  and  all  the 
blacks  who  have  not  been  carried  oflf  by  the  Indians,  have  left 
the  country  and  gone  into  some  one  of  the  strongholds;  so  there 
is  every  reason  to  believe  the  Indians  are  out  on  some  deviltry. 

We  have  received  orders  to-day,  by  express,  that  will  carry 
off  all  the  regulars,  including  the  companies  that  arrived  to-day, 
with  the  exception  of  one  company.  Clinch  is  doubtless  hard 
pressed  by  the  Itidians,  as  all  the  volunteers  have  left  him.  We 
■ee  to-day  fires  in  a southerly  directioti,  which  are  supposed  by 
those  best  acquainted  with  the  localities  of  tlie  country,  to  be 
in  the  neighborhood  of  Billow’s  and  Hernandez's  plantations; 
it  is  probable  either  that  the  Indians  have  burnt  these  places, 
or  that  they  are  making  a feint  to  draw  the  troops  out  of  St. 
AngtisUne.  They  are  probably  concentrating  there,  (it  is  about 
15  miles  from  St.  Augustine),  and,  if  so,  we  stand  a chance  of  a 
brush  wjih  them.  I do  not  know  how  long  we  shall  be  kept 
within  St.  Augustine;  many  of  the  men  are  anxious  to  go  out, 
but  the  officers  (eel  themselves  pledged  to  keep  them  within  the 
city. 

flfJ“Tlie  preceeding  is  all  that  it  appears  nece.ssary  for  us  to 
notice--just  now.  Imleed  it  conlanus  all  or  nearly  all,  that  is 
new.  Troops  are  pu.sliing  on  in  great  numbers— 700  from  New 
Orleans  only;  and  decided  events  may  be  expected  soon  after 
there  shall  be  a gathering  of  the  forces. 


LATE  AND  IMPORTANT  FOREIGN  NEWS. 
From  the  Acm  York  Courier,  second  edition,  of  the  mhinsL 

niick^tVhin'/?/^  ' newspapers  brought  bv 

packet  ship  Rhone,  capt.  Lines,  from  Havre,  whence  she  s’a 


on  the  8th  ultimo.  The  dates  from  Havre  are  to  that  day  and 
from  Paris  to  the  day  preceding. 

The  president’s  message  was  received  in  France  on  the  first 
day  of  the  year.  It  is  considered,  by  the  Paris  press,  as  of  a 
conciliatory  character,  and  all  accounts  concur  in  predicting  a 
ha()py  termination  to  our  difficulties  with  that  country.  An 
addre.ss  in  reply  to  the  king’s  speech  to  the  chambers  had  been 
adopted  by  the  chamber  of  peers,  which  he  gave,  and  which  it 
will  be  seen  is  very  p.acific.  We  have  not  a full  account  of  the 
debate  on  this  .address,  but  from  the  sketch  in  our  possession, 
we  gather  that  the  principal  opposition  speaker  was  M de  Deux 
Breze,  a violent  royalist,  who  thus  alludes  to  the  intervention 
of  England.  He  says  he  found  in  the  king’s  speech  mention  of 
“a  dark  intervention  which  appeared  to  him  as  dangerous  as 
unworthy  of  France.” 

We  also  perceive  in  other  sources,  indications  of  a very  paci- 
fic character.  On  the  1st  January  it  is  customary  for  the  pub- 
lic bodies  to  wait  on  the  king  with  their  felicitations.  His  re- 
plies to  them  are  published,  and  they  all  speak  with  confidence 
of  the  maintenance  of  peace.  To  M.  Barthe,  representing  the 
court  of  accounts,  he  says,  “every  thing  causes  me  to  believe 
that  this  new  era  of  peace,  happiness  and  liberty,  will  long 
shine  in  France,”  and  this  is  repeated  to  twenty  other  indivi- 
duals representing  different  public  bodies. 

The  dates  from  London  ate  to  the  4ih,  but  they  contain  no- 
thing important. 

CHAMBER  OF  PEERS. 

Sitting,  January  6. 

M.  Barthe,  the  reporter  of  the  committee  entrusted  with  the 
task  of  framing  the  draught  of  the  address,  in  reply  to  the 
speech  of  the  throne,  ascended  the  tribunal  and  read  tne  lol- 
lowing: — 

“Sire:  Once  more  assembled  at  the  foot  of  your  majesty’s 
throne,  our  first  thought  has  been  to  thank  that  Providence 
which,  on  the  occasion  of  a most  horrible  catastrophe,  protect- 
ed the  country,  by  preserving  your  majesty’s  existence,  and 
that  of  your  sons. 

“France,  who  knows  that  your  days  are  for  ever  devoted  to 
her,  felt,  in  the  horror  inspired  by  the  crime,  a redoublement 
of  her  gratitude  for  the  benefits  conferred  by  you,  and  of  devo- 
tion to  your  dynasty.  She  perceived  with  affright  the  abyss, 
on  the  brink  of  which  society,  its  institutions,  and  social  order 
altogether  had  been  placed.  She  viewed  with  anxiety  and  ap- 
prehension the  provocations  which  gave  birth  to  such  mon- 
strous attempts;  and  she  demanded  of  the  legislature  protection 
for  her  future  prospects. 

. “Measures  adopted  in  the  course  of  the  last  session  of  the 
ch.ambers  have  consolidated  public  order,  and,  through  public 
order,  our  liberties  and  our  institutions.  This  was  the  object 
at  which  we  aimed,  in  concert  with  your  m.ajesty’s  government. 

“Our  hopes  have  not  been  deceived.  Tranquillity  prevails 
in  every  part  of  the  kingdom;  the  general  prosperity  is  daily  in- 
creasing; the  wealth  of  the  country  is  multiplied  by  its  labor. 
New  lifc  has  been  given  to  the  cities  whose  existence  had  beea 
menaced  by  disorder,  and  their  industry  has  received  an  unhop- 
ed-for developement.  Thus  tranquillity  at  home  has  multipli- 
ed all  the  elements  of  public  happiness,  and  has  increased  our 
power  abroad. 

“The  expedition  undertaken  for  the  security  of  our  African 
possessions  has  been  conducted  and  accomplished  as  became 
tile  honor  of  France.  The  eldest  of  your  race,  already  glori- 
ously tried,  has  proved  his  wish  to  participate  in  the  fatigtiea 
and  dangers  of  our  brave  soldiers — noble  and  generous  enthu- 
siasm of  an  ardent  soul  inspired  with  a zeal  for  the  honor  of 
our  arms!  We  have  sympathised  with  your  majesty’s  paternal 
anxiety;  and  we  now  congratulate  ourselves  on  the  new  claims 
which  the  heir  to  the  throne  has  acquired  on  the  love  of  the 
nation,  and  tiie  esteem  of  the  army. 

“Wg  congratulate  ourselves,  as  well  as  your  majesty,  on  the 
state  of  our  relations  with  the  European  powers,  which  is  be- 
coming more  and  more  satisfactory.  Our  intimate  union  with 
Great  Britain  is  daily  cemented  more  closely  by  a community 
of  symp.athies  and  interests,  and  every  thing  inspires  us  with 
conlidence  that  peace  will  not  be  disturbed. 

“Sire — France  enjoying  freedom  through  her  laws,  happy  in 
a rcvoliitioH  which  is  making  a prudent  progress,  and  respect- 
ed abroad,  glories  in  a peace,  which  will  find  a lasting  guaran- 
tee in  the  faithful  observation  of  treaties. 

“We  unite  in  your  majesty’s  wishes  for  the  security  of  the 
throne  of  Isabella  1 1.  May  the  measures  taken  by  your  goveri  - 
ment,  by  virtue  of  the  treaty  of  the  28th  of  April,  1834,  contri- 
bute to  stop  the  efi'iision  of  blood  in  the  peninsula,  and  to  re- 
establish the  internal  peace  of  a country,  whose  destinies  in  bo 
high  a degree  excite  the  interest  of  France! 

“Your  majesty  has  accepted  the  friendly  mediation  of- 
fered by  the  king  of  Great  Britain,  on  tlie  occasion  of 
the  difflculties  which  have  arisen  with  regard  to  the  ex- 
ecution of  the  treaty  of  the  4th  July  with  tlie  U.  States 
of  America.  Your  majesty  has  also  displ.ayed  the  jus- 
tice and  good  fajth  of  your  policy,  and  exiiressed  your 
desire  of  seeing  those  diflercnces  terminated  in  a man- 
ner hotioralile  for  two  great  nations.  An  iynportant  do- 
cument recently  published  leads  to  a hope  that  this  desiref 
will  be  speedil)'  realised. 

“Your  majesty  has  made  known  to  us  that  our  financial  con- 
dition is  satisfactory,  and  that  the  public  revenues  are  recciv 
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ing  fresh  and  happy  augmentations  through  the  sole  fact  of  the 
general  prosperity.  These,  sire,  are  the  results  of  order  and 
liberty.  We  have  vvelconied  this  assurance,  and  we  cherisli 
the  hope  of  at  last  seeing  the  re-establishineat  of  that  equili- 
brium vvhich  is  so  necessary,  between  the  public  expenses  and 
the  extraordinary  resources  of  the  state. 

“The  finance  and  other  laws  which  are  to  be  presented  to  us 
shall  be  examined  with  that  mature  consideration,  required  by 
the  interest  of  the  country,  and  the  dignity  of  our  deliberations.  , 

*‘Sire,  France  begins  to  reap  the  fruits  of  her  prudence  and 
her  courage.  She  lias  learned  from  a long,  and  sometimes  a 
terrible  experience,  that  she  can  find  jsafety  only  under  the  pro- 
tection of  a constitutional  monarchy.  For  you  it  was  reserved 
to  satisfy  this  necessity  of  a great  people.  Public  reason,  en- 
lightened by  the  past,  is  now  allied  with  a skillful  policy,  which, 
under  circumstances  the  most  difficult,  has  been  able  to  unite 
energy  with  moderation. 

“The  country,  shaken  by  a glorious  and  legitimate  revolu- 
tion, is  now  acquiring  strength,  and  she  hopes  to  exist  under 
the  shelter  of  her  laws  and  the  shadow  of  our  national  sceptre. 

“For  us,  sire,  a vigilant,  firm,  and  at  the  same  time  a just 
administration,  will  invariably  find  us  anxious  to  second  every 
measure  calculated  to  calm  the  public  feeling  and  to  protect  the 
national  interests. 

“Sire,  France,  with  a feeling  of  gratitude,  will  be  indebted  to 
your  reign  for  her  repose,  her  liberty  and  lier  greatness.  This 
is  your  worthiest  recompense,  and  it  will  also  be  your  glory.” 

The  remaining  paragraphs  of  the  address  were  then  adopted, 
none  of  them  giving  rise  to  any  discussion,  with  the  exception 
of  the  paragraph  referring  to  the  American  president’s  last 
raessage,  which  M.  Dubouchage  considered  by  no  means  satis- 
factory. 

The  article  of  the  Journal  des  Debats  on  the  American  speech 
is  very  specific,  and  if  it  may  be  considered  in  any  way  as  the 
opinion  of  the  French  government,  is  doubtless  important. 

Whoever,  says  the  Debats,  is  familiar  with  president  Jack- 
son’s character,  will  receive  this  message  as  an  agreeable  sur- 
prise. 

The  tone  of  the  speech  as  regards  France  is  moderate,  and 
the  respect  shown  for  that  country  evident;  and  the  president’s 
desire  seems  to  be,  that  the  q-uarrel  should  be  arranged  in  a 
manner  honorable  to  the  two  great  nations  who  are  engaged 
ia  it. 

As  for  any  little  expressions  of  pride  for  his  own  country,  or 
of  anger  against  France,  in  which  general  Jackson  has  indulg- 
ed, they  are  very  pardonable  in  the  head  of  a representative 
government  who  has  so  many  jarring  interests  to  consult,  and 
Eo  many  democratic  prejudices  to  humor.  Besides,  such  lan- 
guage may  be  considered  as  retaliatory  on  the  French  ministers 
and  chambers,  for  the  language  adopted  by  them  in  the  amend- 
ment of  general  Valaz,e. 

The  Debats  adds  that  the  president’s  demand  for  supplies  to 
finish  the  coast  fortifications,  and  to  increase  the  marine,  can 
give  no  reasonable  cause  of  offence  to  France,  wlio  has  her 
eoast  already  fortified  and  her  navy  fully  appointed. 

He  absolutely  refuses,  it  is  true,  to  give  in  any  precise  form 
the  reparation  demanded  by  France,  but  after  all  has  the  form 
of  the  apology  been  fixed?  no  form  necessary?  A reparation 
was  demanded,  and  in  the  opinion  of  the  Debats  the  reparation 
effered  in  the  general’s  message  is  perfectly  satisfactory. 

However,  in  order  to  judge  of  the  manner  in  vvhich  the  mes- 
sage ought  to  be  received  by  France,  it  will  be  necessary  to 
&UOW  in  what  manner  it  has  been  received  in  America,  and  the 
Debats  ventures  to  predict  that  all  the  well  disposed  persons 
and  states  of  the  union,  will  receive  it  with  grateful  satisfac- 
tion, and  hail  it  as  a termination  to  this  unhappy  dispute. 

War  between  France  and  America  would  be  madness,  as  one 
message  can  repair  the  wrong  which  another  message  has  done, 
and  the  present  speech  is,  in  the  opinion  of  the  Debats,  per- 
fectly sufficient  to  repair  the  evil  which  was  caused  by  its  pre- 
decessor. 

Providence,  says  the  Debats  in  conclusion,  seems  to  be 
watching  over  the  world  and  preventing  war;  twenty  times 
within  the  last  five  years,  war  has  appeared  inevitable,  but  an 
unseen  power  watches  over  the  destinies  of  nations  and  main- 
tains peace. 

The  London  press,  says  the  ConstUuHonnel,  as  well  as  the 
French  papers  agree  that  gen.  Jackson’s  message  is  pacific. 

The  construction  of  this  document  manifests  extraordinary 
skill.  The  old  general,  in  spite  of  the  rough  manners  vvhich 
are  attributed  to  him,  has  here  eluded  the  difficulties  of  his  po- 
sition, with  an  art  vvhich  would  do  honor  to  the  most  consum- 
mate maker  of  protocols.  He  wishes  to  establish  two  things, 
that  he  has  the  light  to  speak  out  his  meaning,  and  that  no  one 
has  the  right  to  call  his  words  in  question.  Maintaining  on  these 
points  an  absolute  firmness,  he  proceeds  with  a marvellous  fa- 
cility to  declare  that  he  had  no  intention  to  insult  or  menace 
the  French  government. 

The  office  of  mediation  will  thus  become  easy  to  the  English 
cabinet,  and  all  Europe  will  profit  by  the  circumstance.  The 
French  government  in  its  communications  with  Mr.  Living- 
ston did  not  recollect  that  that  minister  was  bound  to  make 
them  public;  with  a government  like  that  of  the  United  States, 
diplomatic  secrecy  is  impossible,  a point  which  must  be  re- 
membered by  those  cabinets  who  have  business  to  transact  for 
the  future  with  America. 
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The  Temps  says  that  in  the  short  discussion  relative  to  the 
election  of  commissioners,  which  took  place  in  some  of  the 
bureaus  of  the  chamber  of  deputies,  an  important  debate  took 
place  on  the  subject  of  the  American  speech.  After  it  had 
been  agreed  on  all  sides  that  the  message  might  be  considered 
of  a conciliatory  nature,  .several  deputies,  among  others  Mon- 
sieur Leyrand , insisted  tiial  the  chamber  could  take  no  mea- 
sures on  the  subject,  until  all  the  documents  relative  to  the  af- 
fair, had  been  laid  before  it.  M.  Dupin  and  M.  Teste  enter- 
tained the  same  opinion,  that  the  ministers  were  desirous  of 
producing  from  the  chambers  a vote  of  satisfaction  upon  the 
message,  without  any  prior  communication  on  their  part.  M. 
Teste,  argued  that  ministers  were  not  thus  to  elude  tlieir  re- 
sponsibility, that  the  message  was  specially  directed  against 
them,  and  that  therefore  the  whole  conduct  of  the  diplomatic 
negotiations  resulting  from  it,  must  devolve  on  them. 

Paris,  January  7.  The  Augsburgh  Gazette  states,  after  a Vi- 
enna letter  of  the  28lh  ult.  that  the  commercial  public  are  wait- 
ing to  see  the  issue  of  the  French  and  American  question  be- 
fore making  considerable  speculations — the  reaction  that  would 
take  place  in  commercial  transactions  being  dependent  upon 
whether  the  affair  takes  a serious  turn  or  no;  although  at  the 
same  time  no  serious  apprehensions  of  war  were  entertained. 

From  le  Journal  du  Paris  of  January  6. 

We  copied  yesterday,  from  the-  Moniteur  du  Commerce,  an 
erroneous  article  which  we  ought  to  correct.  That  paper  an- 
nounced that  the  documents  relative  to  the  American  question 
had  been  placed  before  the  committee  on  the  address  of  the 
chamber  of  deputies  by  the  president  of  the  council,  secretary 
of  foreign  affairs. 

In  the  present  state  of  this  affair,  no  communication  of  this 
description  has  or  could  have  been  made. 

Paris,  January  5.  The  Messager  says,  that  it  was  reported 
at  the  Bourse  to-day,  and  generally  believed,  that  the  commis- 
sion appointed  by  the  chamber  of  deputies  to  prepare  an  ad- 
dress to  tlie  king  will  propose,  that  it  is  perfectly  satisfied  with 
the  explanations  contained  in  the  last  message  of  the  president, 
Jackson — and  that  the  minister  of  foreign  affairs  will  announce 
his  intenlion  of  paying  immediately  the  2d  millions  of  francs. 

From  the  correspondence  of  le  Journal  du  Havre.  Paris 
7ih  January. 

On  the  day  before  yesterday  M.  de  Broglie  said  to  some  of 
the  deputies — We  now  consider  the  affair  of  the  United  States 
settled.  We  think  the  chamber  will  be  of  the  same  opinion 
when  the  address  is  under  discussion. 

From  the  London  Times,  December  31st,  This  recent  mes- 
sage is  longest  among  the  lengthy,  but  we  are  bound  to  add, 
that  among  the  able,  it  is  the  ablest  also.  There  are  not  many 
Englishmen,  of  any  parly,  who  before  the  appearance  of  the 
message  had  failed  to  express  their  strong  disapprobation  of  the 
petulance  evinced  by  the  French  chamber  of  deputies  toward 
the  American  government,  and  connived  at,  if  not  openly  en- 
couraged, by  the  court.  But  had  there  remained  any  change  to 
be  wrought  in  the.  opinions  of  the  people  of  this  country  in 
' favor  of  the  United  States,  or  had  there  been  any  thing  wanting 
to  satisfy  us  .-is  to  the  justice  of  the  American  quarrel,  the 
message  would  have  abundantly  supplied  such  desiderata  by  its 
clear  and  forcible,  but  calm,  temperate  and  frank  exposition,  of 
the  causes  i»  which  the  dispute  with  France  originated,  and 
of  those  which  on  the  part  of  that  government,  have  hitherto 
obstructed  its  adjustment. 

Extract  of  a letter  from  N.  M.  Rothschild,  dated  London,  Ja~ 

nury  Qth,  to  Messrs.  J.  L.  8f  S.  Joseph  8;  Co.  of  New  York: 

“The  message  of  your 'president  has  produced  at  Paris  as 
favorable  an  effect  as  could  be  desired  upon  the  question  with 
which  France  has  been  at  variance  with  your  government,  and 
I am  happy  to  inform  you  that  the  French  government  is  now 
prepared  to  make  the  payment,  on  account  of  the  indemnity, 
as  soon  as  applied  for.  All  kinds  of  stocks  and  American  se- 
c urities  will  experience  the  benefits  of  this  result.” 

Extract  from  baron  de  RothschiWs  letter,  dated  Paris,  1th  Jan. 
addressed  to  Messrs.  J.  L.  S.  Joseph  ^ Co.  New  York: 

“We  felt  much  obliged  for  your  kind  attention  in  sending  us 
the  message,  and  have  the  greatest  pleasure  in  announcing  to 
you  that  that  document,  so  admirable  for  the  considerate,  dig- 
nified and  conciliating  manner  in  which  it  presents  the  facts 
bearing  on  the  points  about  which  so  much  anxiety  was  felt  on 
all  sides,  has  produced  here  the  most  favorable  sensation  in 
everv  quarter,  raised  the  scruples  of  this  government,  and  de- 
termined them  to  inform  yours,  through  the  English  cabinet, 
that  they  are  ready  to  fulfil  the  financial  as  well  as  the  other 
clauses  of  the  treaty  without  delay.  We  expect  soon  to  receive 
the  instalments  due,  and  have  no  doubt  that  this  happy  result 
will  be  received  by  the  American  nation  with  as  much  joy  as 
it  has  created  generally  here.” 

Extract  of  a letter  from  baron  Rothschild,  to  Messrs.  J.  I.  Cohen, 
jr.  Brothers,  of  Baltimore,  dated  Paris,  Jan.  1th,  1836. 

“We  feel  obliged  for  your  kind  attention  in  forwarding  the 
president’s  message. 

“The  proper  view  taken  of  the  question  , and  the  considerate 
manner  in  which  it  is  presented  in  the  document  have  had  the 
most  favorable  effect,  and  instantly  set  the  matter  at  rest.  It 
was  with  real  satisfaction  that  this  government  came  to  the  de- 
termination of  carrying  the  financial  point  of  the  treaty  into 
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itmnediale  cxecttiion— ilespatelios  have  been  sent  to  notii'y  it 
llirough  lliu  meiliiim  oC  the  J3riiisli  cabinet,  ami  we  are  confi- 
dent ()l  being  soon  called  upon  to  receive  the  instalments. 

“We  hail  this  resimation  ol  harmony  with  feelings  of  the 
most  sincere  pleasure,  and  wiili  the  hope  that  it  vvili  give  fresh 
impulse  to  the  commercial  intercourse  between  tlie  two  coun- 
tries.” 

The  JFashitniton  Globe  of  Monday  last,  says— 

U quite  ctrluiii  that  France  will  pay  the  instalments  on  the 
indemnity  now  due,  on  the  president's  annual  message,  without 
wailing  for  the  acceptance  of  the  mediation  by  England  on  the 
pari  of  the  United  isules.'’ 

ORE.'lT  BRITAIN  AND  IRELAND. 

The  T5rilish  parliament  was  to  meet  on  the  4th  inst.  > 

Captain  James  Ross  has  sailed  on  his  e.vpedition  to  relieve 
the  ice-bound  whalers  in  the  north  seas.  Two  bomb  vessels 
were  in  preparation  to  follow  liirn. 

The  statement  of  the  revenue  and  expenditure  of  the  king- 
dom of  Great  Britain,  for  the  year  ending  October  10th,  183d, 
shows  a surplus  of  one  million  five  hundred  and  forty-one 
thousand  nine  hundred  and  four  pounds. 

By  the  official  returns  of  the  exportation  of  the  precious  me- 
tals from  the  port  of  London  for  the  year  ending  December  26, 
it  appears  that  the  nmoiini  of  gold  coin  shipped  during  the  last 
12  months  w.as  57,764  ounces,  which,  at  the  mint  price  of  £3 
17i.  lO^d.  the  ounce,  is  equal  to  £224,959;  11,211,576  ounces 
of  silver  coin,  at  5s.  the  ounce,  £2,802,894;  26,829  ounces  of 
gold  bars,  £ 104,465:  and  766,814  ounces  of  silver  bars, £ 191,703. 
making  a total  value  of  £3,324,021.  These  returns  also  show 
a decrease  of  213,497  ounces  of  gold  coin,  as  compared  with 
the  exportation  of  the  previous  year;  an  increase  in  the  expor- 
tatioif  of  silver  coin,  of  3,313,693  ounces;  an  increase  of  18,954 
ounces  of  gold  bars,  and  a decrease  in  the  exportation  of  silver 
bans  of  153,726  ounces,  as  compared  with  the  same  period,, 
being  a total  decrease  in  the  value  of  gold  of  £758,291,  and 
an  increase  in  the  value  of  silver  of  £805,991. 

Liverpool,  Jan.  8. — I have  very  little  political  news  to  com- 
municate—a great  deal  of  miscellaneous,  literary  and  thea- 
trical. 

The  president’s  niessage  has  settled  the  matter  with  France. 
The  explanation  there  given  is  considered  as  fully  equivalent 
to  that  which  the  wounded  honor  of  France  demanded,  and  I 
learn  from  London,  this  morning,  that,  at  an  early  period,  the 
French  ministry  will  recommend  to  the  chambers  that  the 
money  be  paid. 

SPAIN. 

In  Spain,  copious  desertions  from  the  Carlists  are  adding 
strength  to  the  queen’s  cause.  No  less  than  3,500  soldiers 
deserted  last  week  from  Don  Carlos,  “in  one  fell  swoop.” 

ALGIERS. 

Battle  of  Mascara,  in  Mount  Allas. 

The  French  forces  have  obtained  a victory  of  some  import- 
ance at  Mascara,  near  Algiers,  which  occasioned  much  re- 
joicing at  Paris.  A drawing  room  was,  in  consequence,  given 
at  the  Tuilleries,  at  which  all  the  diplomatic  corps  were  pre^- 
sent  but  count  Pahlen,  the  Russian  ambassailor. 

'Phe  battle  took  place  from  December  1st  to  5th.  The  duke 
of  Orleans  commanded,  assisted  by  the  governor  general  mar- 
shal Clau.«el.  'Pile  four  brigades  were  commanded  by  generals 
Oudinot,  Peregiiax,  d’Arlanges,  and  colonel  Combs.  On  the 
29th  November,  arriving  in  the  great  plain  of  th(f  Sig,  the  aimy 
placed  themselves  in  a hollow  square,  with  the  artillery  and 
baggage  in  the  centre.  On  1st  December,  the  French  troops 
charged  the  Arab  forces,  which  amounted  to  4,000  men,  infantry 
and  cavalry. 

About  600  Arab  horsemen,  with  infantry  under  Abdel  Kader, 
now  sallied  out  from  a deep  ravine,  but  were  vigorously  met 
by  the  French  artillery,  who  drove  them  back  alter  a fight  of 
five  hours.  On  the  3d,  the  army  passed  the  Sig  river  and 
reached  a place  of  seven  leagues  extent,  where  they  miit  3,000 
Arab  horse.  Arrived  at  the  height  of  Sidi  Guarouf,  on  the  di- 
rect road  to  Mascara,  marshal  Clausel  encountered  the  camp 
of  Abdel  Kader,  where  the  chieltain  was  surrounded  by  his 
Btaff  and  banners.  'I’hey  were  soon  compelled  by  the  French 
artillery  to  fall  back  on  the  mountain.  Resuming  his  march 
across  the  plain,  three  or  four  ihou.aand  horse  attacked  his 
rear,  but  were  soon  dispersed  by  the  artillery. 

Between  the  Allas  and  the  great  umod  of  the  Ilahrah,  the 
marshal  found  himself  in  a defili;.  The  duke  of  Orleans  was 
with  him,  and  they  came  near  being  captured  by  an  immen.se 
body  of  hor.semen,  who  w(;re,  however,  soon  dispersed  by  a 
very  few  chasseurs  that  charged  on  them  with  carbines,  aided 
by  the  shells  thrown  from  two  howitzers.  The  artillery  and 
infantry  of  the  Emir  now  opened  a general  and  destructive  fire 
from  the  wood  ol  the  llabrah.  Gen.  Oudinot  here  received  a 
ball  in  his  ihigir.  The  duke  of  Orlean.s  rushed  the  thicke.st 
of  the  fight.  The  artillery,  under  Clausel,  finished  the  fi-dit 
and  the  enemy  retired.  'J’he  duke  of  Orleans  received  a con- 
tusion on  his  leg  from  a ball.  On  the  15th  of  December,  ar- 
riving nuhe  summit  of  the  road  leading,  to  Mascara,  the  mar- 
shal determined  to  clear  the  first  chain  of  the  Allas.  The 
Arabs  fled  before,  the  fire  of  the  French.  The  tiext  day  .(Dec. 
6),  the  army  crossed  six  leagues  of  the  mountain  district. 
There  was  difficulty  in  procuring  any  but  nauseous  water,  but 
the  courage  of  the  troops  was  unabated.  There  was  no  more 
fighting  afler  this.  The  Emir,  it  is  said,  had  been  disgraced, 
and  his  parasol  or  symbol  of  power  taken  from  him  by  the  next 
jn  command, 


The  town  of  Mascara  was  entered  and  taken  possession  ofi 
The  Jews,  7 or  800  in  number,  had  been  plundered  by  tha 
Arab.s,  and  many  of  them  massacred.  On  the  9th,  the  marshal 
retired  from  Ma.scara,  bringing  the  Jews  with  him— the  women 
and  children  riding  behind  the  cavalry,  .as  the  camels  stumbled 
in  the  clay  from  the  rains,  gome  of  the  infantry  generously 
bore  the  Jewish  children  on  their  knapsacks.  The  Arabs  lost 
800  killed— French  loss  very  slight.  The  army  returned  on  the 
12th  to  Moslaguein. 
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SENATE. 

February  12.  A message  was  received  from  the  president  of 
the  U.  Slates,  reliuning  a certain  resolution  of  the  legislature 
of  the  slate  of  Indiana,  concerning  the  sale  of  the  public  lands 
in  the  vicinity  of  Fort  Wayne.  The  message,  which  was  or- 
dered to  be  printed,  is  as  follows; 

To  the  senate  of  the  United  Slates: 

I herewith  return  to  the  senate  the  resolution  of  the  legisla- 
ture of  the  state  of  Indiana,  requesting  the  president  to  suspend 
from  sale  a strip  of  land  ten  miles  in  width  Gii  a line  from  Mon- 
ceytown  to  Fort  Wayne,  which  resolution  was  referred  to  me 
on  the  5th  instant. 

It  appears  from  the  memorial  to  which  the  resolution  is  sub- 
joined, that  the  lands  embraced  therein  have  been  in  market 
for  several  years  past;  that  the  legislature  of  the  slate  of  India- 
na have  applied  to  congress  for  the  passage  of  a law  giving  that 
slate  the  right  to  purchase  at  such  reduced  prices  as  congress 
may  fix;  and  iliat  their  suspension  from  sale  is  requested  as 
auxiliary  to  this  application. 

By  the  acts  of  congress  now  in  force,  all  persons  who  may 
choose  to  make  entries  for  these  lands,  in  the  manner  prescrib- 
ed by  law,  are  entitled  to  purchase  the  same;  and,  as  the  presi- 
dent possesses  no  dispensing  power,  it  w'ill  be  obvious  to  the 
senate  that,  until  autborised  by  law,  he  cannot  rightfully  act  on 
the  subject  referred  to  him.  ANDREW  JACKSON. 

February  llth,  1836. 

On  motion  of  Mr.  Ewing,  the  bill  appropriating  for  a limited 
term  the  proceeds  of  the  public  lands,  &c.  was  taken  np,  for 
the  purpose  of  fixing  a day  for  its  consideration. 

Mr.  Ewing  then  moved'  to  postpone  the  hill,  and  make  it  the 
special  order  for  Wednesday  next. 

Mr.  Benton  wished  that  it  should  be  Wednesday  week,  as  he 
desired  to  call  up  a military  bill  early  next  week. 

Mr.  Ewing  persisting  in  his  motion  for  Wednesday,  the  ques- 
tion was  taken,  and  decided  in  the  affirmative— yeas  16,  nays 
13. 

Other  business  being  attended  to— the  senate  adjourned  to 
Monday. 

February  15.  A message  was  received  from  the  president  of 
tlie  United  States,  in  reply  to  a resolution  of  the  3d  instant,  en- 
closing documents  (of  older  dale)  connected  with  the  negotia- 
tions between  the  United  States  and  Fiance;  wliich  was  refer- 
red to  Ibe  committee  on  finance,  and  ordered  to  be  printed. 

The  president  laid  before  the  senate  a communication  from 
the  treasury  department,  in  reply  to  a resolution  concerning 
the  manner  in  which  the  mint  was  supplied  with  gold  and  sil- 
ver; whieff  was  referred  to  the  committee  on  finance. 

Petitions  were  presented  by  many  members. 

A communication  from  the  secretary  of  the  treasury,  in  reply 
to  a resolution  of  the  3d  instant,  on  the  subject  of  unexpended 
balances,  was  presented  by  the  chair. 

Mr.  Tipton  oflered  the  following  resolution;  which  was  con- 
sidered and  agreed  to: 

Resolved,  Tlial  the  secretary  of  war  be  requested  to  prepare 
and  transmit  to  the  senate  a statement,  showing  the  effective 
force  of  the  army  of  the  United  Stales,  and  the  pay  and  emolu- 
ments allowed  by  law  to  each  officer. 

Afler  a while — 

The  senate  proceeded  to  consider  the  petition  from  the  socie- 
ty of  Friends  in  Pennsylvania,  praying  for  the  abolition  of 
slavery  in  the  District  of  Columbia. 

Mr.  Tallmadge  continued  the  debate,  in  opposition  to  the 
motion  that  the  petition  be  not  received. 

Mr.  Swift  and  Mr.  Niles  succeeded,  the  latter  apologizing  for 
reading  a speech  wliicli  he  had  prepared  on  the  occasion. 

Mr.  icig/i  complained  that  the  gentleman  from  Connecticut 
had  misrepresented  what  he  had  said;  when, 

On  motion  of  Mr.  Black, 

q’lie  senate  adjourned,  at  5 o’clock. 

February  16.  Mr.  Clayton,  from  the  committee  on  the  judi- 
ciary, reported  a bill  to  cliatige  the  times  for  the  assembling  and 
the  ad  journment  of  congress;  which  was  read  a first  time  and 
ordered  to  a second  reading. 

[Tills  bill  fixes  the  day  for  the  meeting  of  congress  for  the 
first  Monday  in  November,  every  year,  and  the  termination  of 
the  first  session  for  the  second  Monday  in  May  unless  other- 
wise ordered  by  joint  resolution.] 

Considerable  time  was  expended,  in  vainly  trying  to  settle 
the  knotty  subject  of  the  admission  of  visiters  into  the  “circu- 
lar gallery,”  &e.  of  the  senate. 

The  senate  proceeded  to  the  consideration  of  the  petition  on 
the  subject  of  the  abolition  of  slavery  in  the  District  of  Colum- 
bia; when 

Mr.  Mangum,  on  account  of  the  indisposition  of  Mr.  Black, 
moved  to  postpone  the  consideration  of  the  subject  until  to- 
morrow. 
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Mr.  Leigh  said  lie  had  seen  iti  a morning  paper  a very  odd  ac- 
count of  ail  accident  that  occurred  at  the  close  of  yesterday’s 
deltaie.  He  then  read  fioiu  the  Telegraph  the  following  pas- 
sage: 

“Mr.  N.  proceeded  till  he  got  to  Mr.  Leigh,  to  whom  he  as- 
crilied  an  expression  in  regard  to  aboliiioii  at  the  north. 

[“Mr.  Leigh  explained.  He  had  uttered  no  such  words,  and 
no  such  senunient.] 

“Mr.  N.  waived  a reply,  and  proceeded  through  his  manu- 
script, inter.^persiii"  and  closing  it  with  various  extemporane- 
ous comments.  When  he  had  done,  at  half  past  4 o’clock, 

“Mr.  Zet'g/i.  again  repeated  that  he  had  uttered  no  such  sen- 
timent as  Mr.  N.  had  ascribed  to  him.  and  asked,  as  an  act  of 
justice,  that  Mr.  N.  would  insert  this  disclaimer  in  his  speech 
when  published. 

“Mr.  lYi/es  had  got  the  expression  from  the  “Globe.”  He 
was  unwilling  to  trust  to  Mr.  Leigh^s  disclaimer;  but  if  Mr.  L. 
would  prove  to  him  that  he  had  made  no  such  expression,  he 
would  run  his  pen  across  it.” 

According  to  this  account,  (said  Mr.  the  grossest  of 

all  insults  was  inienlionally  given  me,  and  patiently  submitted 
to.  I cannot  sutler  this  account  to  pass  unnoticed.  The  sub- 
stance of  the  conversation  was  this: 

After  the  senator  from  Connecticut  concluded  his  remarks,  I 
rose,  and,  referring  to  that  passage  in  his  speech  in  which  he 
professed  to  stale  what  1 had  said  in  the  debate  on  this  subject 
— the  passage  ending  with  attributing  to  me  a declaration  that 
Dr.  Cnaniiiiig’s  book  had  convinced  me  that  there  was  some- 
thing rotten  in  Denmark — I said  that  I had  understood  the  se- 
nator from  Connecticut  to  say  heiiad  not  heard  my  speech;  and 
he  signified  that  I had  understood  him  aright.  I then  said  that 
I supposed  he  must  have  found  the  sentiments  he  imputed  to 
me  in  some  printed  account  of  my  remarks.  He  assented.  I 
asked  him  where.^  He  answered,  in  the  Globe.  I then  re- 
marked ihat  I had  hardly  ever  taken  the  trouble  to  correct  mis- 
representations of  my  conduct  or  language  in  the  newspapers, 
simply  because  whatever  public  man  should  undertake  that 
task  would  have  to  devote  his  whole  time  to  it;  but  that  when 
language  and  sentiments  which  1 never  uttered  were  imputed 
to  me  by  a senator  in  his  place,  and  in  my  hearing,  to  permit 
such  a misstatement  to  pass  without  correction  would  be  to  ac- 
knowledge its  justness.  That,  therefore,  I desired  of  the  sena- 
tor from  Connecticut,  as  an  act  of  justice  to  me,,  that  when  he 
should  publish  his  speech  he  would  put  a note  on  the  passage 
alluded  to,  informing  his  readers  that  I declared  in  my  place 
that  I had  uttered  no  such  words  and  no  such  sentiments. 

The  senator  from  Connecticut  said  he  had  taken  his  informa- 
tion as  to  what  I had  said,  from  a report  in  the  Globe,  which 
he  took  to  he  a very  lione,-t  papei;  and  that,  if  I would  satisfy 
him  that  I had  not  delivered  such  sentiments,  he  would  rim 
his  pen  through  the  whole  passage;  he  would  expunge  it. 

The  requisition  on  me  to  satisfy  him  (after  what  had  passed) 
was,  to  be  sure,  taking  the  senator’s  words  in  their  natural  im- 
port, offensive  enough,  though  I did  not  then  (nor  do  I now) 
believe  the  offence  was  intended.  But  I rose,  and  said  I had 
not  intended  to  lake,  and  certainly  should  not  take,  the  least 
pains  to  satisfy  him;  that  all  I desired  was  not  to  be  niisunder- 
etood  by  the  public;  and  that  if  the  language  and  sentiments 
which  the  senator  had  ascribed  to  me  were  imputed  to  me  by 
the  report  of  my  speech  in  the  Globe,  it  was  a gross,  and,  I did 
not  doubt,  a wilful  misrepresentation;  that  it  imputed  to  me 
that  which  was  not  only  never  said  by  me,  but  the  reverse  of 
what  I did  say  as  every  gentleman  who  heard  the  speech  could 
avouch  and,  in  truth,  I had  not  supposed  it  possible  that  any 
human  being  could  misunderstand  the  temper  of  that  speech. 

After  some  remarks  from  Mr.  Niles. 

Mr.  Leigh  rose  and  asked  that  gentleman  to  say  explicitly 
whether  he  intended  to  doubt  the  sincerity  of  his  disclaimer  of 
the  language  and  sentiments  ascribed  to  him. 

Mr.  Niles  said  that  he  already  denied  having  any  such  inten- 
tion: that  be  never  pretended  to  give  the  precise  words  made 
use  of  by  the  getniem.an,  but  only  the  .construction  which  he 
Ihonghi  they  were  fairly  susceptible  of. 

Mr.  Leigh  replied  that  in  that  case  he  had  no  further  remark 
to  make,  except  th.at  he  was  wonder-struck  that  any  human 
being  could  put  such  a construction  upon  the  portion  of  his  re- 
marks in  question. 

The  motion  to  postpone  was  agreed  to. 

Mr.  Linn  presented  the  petition  of  Augustus  Wetmore,  and 
read  the  following  letter  from  the  petitioner: 

Dear  sir:  I send  you  enclosed  the  only  evidence  I have  of 
iny  losses.  All  other  papers  are  in  the  hands  of  Mr.  Whittle- 
sey, the  chairman  of  the  committee  of  claims  of  the  house  of 
representatives.  My  stay  is  a short  one.  I lost  the  money;  and 
the  constable  and  the  sheriff  have  recently  sold  all  my  goods 
and  chatties.  The  pension  which  I am  entitled  to  by  law,  I 
have  not  drawn  for  several  years.  I served  the  country  in  com- 
missions 21  years.  I entered  the  army  with  two  arms,  and 
came  out  with  one.  All  I ask  of  the  government  is  to  have  my 
accounts  b.ilanced,  and  I will  relinquish  all  claims  to  the  end 
of  the  chapter  for  a pension. 

If  this  cannot  be  granted,  I have  nothing  to  pay  with  but 
flesh;  how  many  pounds  I will  not  undertake  to  say.  What  I 
have,  however,  is  now,  as  it  has  always  been,  at  the  service  of 
my  country,  either  in  the  field,  or  in  jail,  as  those  in  authority 
may  please  to  direct.  If  there  is  to  be  a fight  with  the  French, 
I will  work  out  the  balance  I owe  in  the  war,  or  pay  it  off  by 


instalments  of  arms  and  legs  at  as  reasonable  a rate  as  the  state 
of  the  market  will  justify.  My  intellectual  properties  are  to  be 
filed  on  the  score  of  patriotism  and  fame.  There  may  appear 
something  like  levity  in  my  style,  but  in  substance  there  is 
truth  and  gravity  of  a painful  character. 

February  17.  Th«  resolution  offered  yesterday  by  Mr.  King, 
of  Alabama,  that  one-third  of  the  circular  gallery  shall  be  ap- 
propriated exclusively  to  the  ladies,  was  taken  up  and  agreed 
to. 

Among  the  reports  made  were  several  disallowing  interest  on 
commutation  claims,  which  were  laid  on  the  table  until  con- 
gress shall  have  had  an  opportunity  to  establish  some  general 
principle  in  reference  to  thi.s  subject. 

Mr.  Porter  presented  certain  papers,  with  a view  to  the 
erection  of  a new  custom  house  at  New  Orleans,  which  seems 
much  needed. 

The  senate  proceeded  to  the  consideration  of  the  special 
order,  being  the  re.«olutions  of  Mr.  Benton, 

Mr.  Wright  made  some  remarks,  in  which  he  stated  that  the 
chief  motive  by  which  he  was  actuated  in  claiming  the  floor 
was  removed  by  the  final  adjustment  of  the  differences  between 
France  and  the  United  States.  He  then  commented  on  the 
resolutions  themselves,  which  he  defended.  In  the  course  of 
his  observations  he  staled  that,  after  great  pains,  he  had  ascer- 
tained from  the  treasury  tliat  the  revenue  of  the  fourth  quarter 
of  the  year  1835,  actually  collected,  amounted  to  $10,919,000,' 
and  the  amount  to  be  collected  $230,000;  and  the  whole  amount 
of  revenue  now  in  the  treasury,  after  deducting  the  unavailable 
funds  and  other  sums  which  ought  to  be  deducted,  up  to  the 
1st  of  January,  is  $16,652,000. 

Mr.  Calhoun,  made  some  observations  in  reply  to  Mr.  Wright. 

Mr.  Ewing  made  also  some  observations  in  reply  to  Mr. 
Wright,  and  read  an  amendment,  which  he  proposed  to  offer 
in  the  form  of  an  additional  resolution,  calling  on  the  president 
to  inform  the  senate  what  amount  he  can  properly  expend  on 
these  objects  in  the  course  of  the  present  year,  &c. 

Mr.  Wall  replied,  in  a few  words,  to  some  parts  of  the  ob- 
servations of  the  senator  from  Souih'Carolina. 

Mr.  Preston  defended  the  ar«ument  of  his  colleague. 

Mr.  Wall  explained  and  replied  briefly. 

On  motion  of  Mr.  Ho66ins,  the  senate  adjourned. 

February  IS,  Mr.  Wall  presented  a series  of  joint  resolu- 
tions adopted  by  the  legislature  of  New  Jersey,  approving  of 
the  course  pursued  by  the  president  of  the  United  States  in  re- 
lation to  our  intercourse  with  France,  pledging  themselves  to 
sustain  that  course,  and  instructing  the  senators  and  requesting 
the  representatives  from  the  state  to  vote  for  liberal  appropria- 
tions for  the  public  defence. 

After  other  business, 

The  senate  proceeded  to  consider,  as  in  committee  of  the 
whole,  a bill  to  improve  the  naviLmtion  of  the  Wabash  river. 

The  hill  which  appropriates  $50,000  was  considered;  and  on 
the  question  of  its  third  readirlg — 

Mr.  Hill  having  opposed,  and  Mr.  Plendricks  supported  the  bill 
— it  vyas  ordered  to  a third  reading. 

The  senate  then  took  up  the  unfinished  business  of  yester- 
day, being  the  resolutions  offered  by  Mr.  Benton. 

The  question  being  on  the  motion  to  strike  out  the  word 
“surplus,” 

Mr.  Robbins  addressed  the  senate  at  length. 

Mr.  Calhoun  moved  to  lay  the  resolutions  on  the  table,  in 
consequence  of  the  change  in  our  relations  with  France,  which 
rendered  their  adoption  unnecessary. 

Mr.  Benton  asked  for  the  yeas  and  nays,  which  were  order- 
ed. 

The  question  was  then  taken,  and  decided  as  follows: 

YEAS— Messrs.  Black,  Calhoun,  Clay,  Crittenden,  Davis, 
Ewing,  of  Ohio,  Goldsborough,  Kent,  Knight,  Leigh,  Moore, 
Naud.ain,  Porter,  Swift,  Tyler — 15. 

NAYS — Messrs.  Benton,  Brown,  Buchanan,  Clayton,  Ewing, 
of  Illinois,  Hendricks,  Hill,  Hubbard,  King,  of  Alabama,  King, 
of  Georgia,  Linn,  McKean,  Morris,  Niles,  Prentiss,  Robbins, 
Ruaales,  Tallmadge,  Tomlinson,  Wall,  Webster,  White,  Wright 
—23. 

So  the  motion  was  negatived. 

The  question  was  then  taken  on  the  motion  to  strike  out  the 
word  “surplus,”  by  yeas  and  nays,  as  follows: 

YEAS— Messrs.  Black,  Calhoun,  Clay,  Clayton,  Crittenden, 
Davis,  Ewing,  of  Ohio,  Goldsborough,  Hendricks,  Kent,  King, 
of  Geo.  Knight,  Leigh,  McKean,  Moore,  Naiidain,  Porter, 
Prentiss,  Robbins,  Swift,  Tomlinson,  Tyler,  Webster — 23. 

NAYS— Messrs.  Benton,  Brown,  Buchanan,  Ewing,  of  HI. 
Hill,  Hubbard,  King,  of  Alabama,  Linn,  Morris,  Niles,  Ruggles, 
Sliepley,  Tallmadge,  Tipton,  Wall,  White,  Wright— 17. 

Other  proceedings  being  had  on  the  bill,  the  question  was 
taken  on  the  first  resolution  as  amended,  and  decided  unani- 
mously in  the  affirmative,  the  yeas  being  42,  including  every 
senator  present. 

So  it  was 

Resolved,  That  so  much  of  the  revenue  of  the  United  States, 
and  the  dividends  of  stock  receivable  from  the  bank  of  the 
United  States,  as  may  be  necessary  for  the  purpose,  ought  to 
be  set  apart  and  applied  to  the  general  defence  and  permanent 
security  of  the  country. 

The  other  resolutions  were  then  agreed  to. 

On  motion  of  Mr.  Black,  the  senate  proceeded  to  the  consi- 
deration of  executive  business;  after  which, 

The  senate  adjourned. 
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Thursday,  Feb.  11.  'I'iie  lollowiM^'  iiiess.ige  was  received 
from  llie  nresiiluiil  of  llic  United  riiaies: 

\y askington,  Feb.  10,  1836. 

To  the  House  of  Representatives: 

I triiiHiiiii  lieiewnli  a report  from  the  secretary  of  war,  with 
copies  ol  so  imicli  of  the  correspomlonce  relating  to  Indian  af- 
fairs, called  for  by  the  lesolntion  of  the  house  of  January  23, 
1833,  ns  can  he  fnrni.-hed  liy  that  department.  1 transmit,  also, 
a ri  i»ort  on  the  same  subject  from  the  treasury  deparlrnent, 
from  which  it  afipears  that,  without  a special  appropriation  or 
the  suspension,  for  a considerable  period,  of  much  of  the  ur- 
gent and  current  business  of  the  general  land  office,  it  is  im- 
practicable to  take  cojiies  of  all  the  pafiers  described  in  the 
resolution.  Under  these  circumstances,  ilie  subject  is  again 
respectfully  submitted  to  the  consideration  of  the  house  of 
lepresentatives.  ANDREW  JACKSON. 

The  didiate  was  continued  on  the  naval  service,  and  Mr. 
Pearce  and  Mr.  Cushing  spoke  on  it. 

Some  individual  in  the  south  gallery  of  the  house  having  ap- 
plnndiMl  at  the  close  of  Mr.  C’s  remarks — 

IWr.  Reed  moved  that  the  galleries  be  cleared,  but  subse- 
quently withdrew  the  motion. 

The  coiiiinitlee  then  rose  and  reported  progress. 

On  motion  of  Mr.  Hannegan,  the  south  gailery  was  ordered 
to  be  cleared. 

Mr.  Mercer,  understanding  that  the  officers  of  the  house  had 
recognised  the  individual  who  had  commiiled  the  disorder  in 
the  gallery,  moved  that  the  individual  guilty  of  the  disturbance 
be  taken  into  custody;  and,  pending  this  motion, 

The  house  adjourned. 

Friday,  Feb.  12.  The  speaker  stated  that  the  question  pend- 
ing when  the  house  adjourned  was  first  in  order,  viz:  the  mo- 
tion of  Mr.  Mercer  to  arrest  the  individual  who  last  evening 
made  the  disturbance  in  the  gallery. 

Mr.  Morgan  moved  to  lay  the  motion  on  the  table;  which 
motion  was  agreed  to. 

A good  deal  of  minor  business  being  attended  to — 

Mr.  Cambrelcng,  from  the  commiUee  of  ways  and  means, 
presented  a letter  fiom  the  secretary  of  the  treasury,  enclosing 
a li'tter  from  the  collector  of  the  (lorl  of  New  York  and  other 
documents,  representing  the  urgent  necessity  for  some  action, 
by  congress,  on  llie  subject  of  the  bill  for  the  relief  of  sufferers 
by  the  late  fire  in  New  York;  which  were  committed  to  the 
committee  of  the  whole  on  the  stale  of  the  Union,  and  ordered 
to  lie  printed. 

Mr.  Camhreleng  staled  that  he  was  instructed  by  the  com- 
mittee to  solicillhe  early  attention  of  the  house  to  this  subject; 
and  that  the  business  now  before  the  house  might  not  be  inter- 
rupted, he  moved  that  the  bill  be  rnade.the  special  order  of  the 
day  for  Friday  next.  He-  hoped  that  the  house  would  then  take 
up  the  subject  and  decide  upon  it  one  way  or  another. 

Mr.  IFifZiams,  of  North  Carolina,  suggested  Tuesday  week 
as  a convenient  day. 

Mr.  Camhreleng  said  he  had  no  objection  to  any  day  that  the 
liouse  might  decide  upon. 

Mr.  Peyton  asked  whether  it  was  in  order  to  assign  a reason 
for  not  voting  in  favor  of  the  motion. 

'J’hc  chair  replied  that  the  question  was  not  debateable. 

Mr.  Peyton  said,  if  it  was  in  order,  he  would  move  that  the 
New  York  relief  bill  be  taken  up  the  day  after  the  finaldecision' 
on  the  resolution  .submitted  by  the  gentleman  from  Massachu- 
setts (Mr.  .Mdnms)  on  the  last  year’s  forlific.ition  bill,  and  not 
before.  If  this  was  not  in  order,  he  would  fix  a certain  day, 
say  the  first  day  of  June,  or  the  first  day  of  July,  till  which 
time  the  gentleman  from  Massachusetts  said  the  decision  on 
hi.s  resolution  could  be  deferred.  The  relief  bill  was,  by  an 
arrangement,  made  to  give  way  to  this  resolution.  He,  there- 
fore, should  move  a di.stant  and  subsequent  day  for  the  consi- 
deration of  the  bill.  He  moved  the  first  day  of  June. 

'J'his  inoiion  was  negatived. 

Mr.  IVilliams,  of  North  Carolina,  moved  Tuesday  week.  It 
was  not  fair,  he  said,  to  encroach  on  the  private  bill  days. 

'rile  molion  was  rejected. 

Mr.  Frans  moved  'Fuesday  next,  which  was  agreed  to  by  a 
vote  of  iwo-thirda. 

So  the  bill  was  made  the  special  order  of  the  day  for  Tuesday 
n'xt. 


Mr.  Ingersoll,  with  the  unanimous  consent  of  the  house,  of- 
fered the  following  resolution: 

Resolved,  That  the  committee  on  the  library  be  instructed  to 
cause  a marble  bust  of  the  late  chief  justice  Marshall  to  be  pre- 
pared by  an  artist  of  merit  and  reputation,  and  to  be  placed  in 
the  chamber  of  the  supreme  court  of  the  United  States,  in  a 
position  corresponding  with  that  of  the  bust  of  the  late  chief 
Justice  Jay. 

said,  I am  not  about  to  pronounce  an  eulogium 
on  the  character  of  John  M.irshall.  Ilis  meiits  are  already  re- 
corded in  the  hearts  and  judgments  of  his  countrymen.  A re- 
collection of  them  will  be  cherished  as  long  as  a just  estimate 
ran  he  formed  of  brilliant  talents  and  unspotted  integrity,  as 
long  as  gratitude  sh,-sll  continue  to  be  a virtue.  Few  men  since 
the  formaiion  of  the  government  have  served  it  so  well,  and 
none,  more  faithfully.  In  the  administration  of  the  laws,  under 
a governrnent  of  laws,  he  was  for  nearly  five  and  thirty  years 
spireme  in  smiion,  in  abilities,  and  in  iwefulness.  It  has  been 
tbte  peculiar  fortune  of  this  republic  that  it  has  found  on  differ- 


ent occa.sions,  when  it  has  called  its  eminent  citizens  to  posts 
of  public  duly,  a happy  fitness  in  the  individual  to  his  station, 
a devotion  ol  jiurpose  in  the  man,  and  a confidence  in  his  de- 
signs on  the  [lari  of  the  people;  an  union  and  an  aptitude  from 
which  mulling  but  lasting  benefits  can  arise.  Many  shining 
properties  were  centered  in  the  eminent  person  to  whom  it  is 
the  object  of  this  resolution  to  offer  a feeble  tribute  of  respect 
and  gratitude— [iroperlies  which  justify  the  feeling  universally 
entertained  for  him  as  the  pride  and  the  boast  of  his  country- 
men. When  this  and  much  more  shall  be  done  by  them,  the 
nation  and  posterity  will  continue  to  be  imrneasureably  his 
debtors.  I submit  the  resolution  as  a cheerful  acknowledg- 
ment of  the  debt  we  owe,  and  as  the  pledge  of  an  effort  to  re- 
pay it  in  the  emulation  of  his  virtues. 

Mr.  Storcr  remarked  that  some  weeks  ago  he  had  presented 
a memorial  from  Hiram  Powers,  requesting  congress  to  employ 
him  for  the  purpose  of  executing  the  work  proposed  in  this  re- 
solution. The  memorial  was  before  the  committee  on  the 
library,  who  would  report  upon  it  in  a few  days. 

Mr.  McItTeon  suggested  to  the  gentleman  from  Pennsylvania 
the  expediency  of  modifying  the  resolution  so  as  to  refer  the 
subject  to  the  joint  committee  on  the  library. 

Mr.  Ingersoll  modified  the  resolution  accordingly — and 

The  question  being  taken,  the  resolution  was  agreed  to,  nem. 
dis. 

Much  local  and  private  business  occupied  the  remainder  of 
the  day.  'The  house  adjourned  until  to-morrow. 

Saturday,  Feb.  13. — Mr.  Underwood  moved  to  suspend  the 
rules  for  one  hour,  for  the  purpose  of  calling  the  states  in  their 
order,  for  the  presentation  of  resolutions  of  inquiry,  and  of  re- 
ference of  subjects  to  committees;  which  was  agreed  to. 

A great  many  resolutions  were  submitted,  the  most  of  them 
of  a local  or  private  nature — or  to  be  sufficiently  noticed  in 
their  pi-ogress. 

Adjourned. 

Monday,  Feb.  15.  This  day  was  chiefly  taken  up  with  aboli- 
tion debates,  &c. 

Mr.  Briggs  presented  a petition  from  sundry  individuals, 
praying  the  abolition  of  slavery  in  the  District  of  Columbia, 
and  moved  that  it  be  referred,  without  reading,  to  the  select 
committee  on  that  subject. 

Mr.  Wise  objected  to  its  reception,  and  asked  whether  it  was 
the  understanding  of  the  chair,  when  the  resolution  of  the  gen- 
tleman from  South  Carolina  was  adopted,  that  every  petition, 
past,  present,  and  to  come,  presented,  or  to  be  presented,  was 
referred  to  the  select  committee. 

The  chair  said  that  the  gentleman  had  a right  to  object  to  the 
reception  of  the  petition. 

Mr.  Wise  asked  whether  it  was  in  order  to  debate  the  motion 
of  reception. 

The  chair  replied  in  the  affirmative. 

Mr.  Wise  proceeded,  at  length,  to  give  his  views  on  the  ques- 
tion of  reception.  In  the  course  of  his  remarks,  he  made  a 
reference  to  the  mover  of  the  resolution,  and  was  called  to 
order. 

The  chair  repeated  the  wmrds,  pronounced  them  to  be  disor- 
derly, and  decided  that  the  gentleman  could  not  proceed,  with- 
out the  assent  of  the  house. 

After  much  conversation  on  various  points  of  order  connected 
with  the  decision  of  the  chair, 

Mr.  Wise,  by  permission  of  the  house,  explained  that  he  did 
not  apply  the  remarks  to  the  gentleman  from  South  Carolina, 
but  to  his  resolution. 

The  chair  read  the  words,  as  follows: — “I  hiss  him  as  a de- 
serter from  Ihe  principles  of  the  south  on  the  slavery  ques- 
tion;” and  pul  the  question  whether  Ihe  genlleman,  after  the 
explanation  he  had  made,  should  be  allowed  to  proceed. 

'I'he  question  being  taken  by  yeas  and  nays,  it  was  determin- 
ed in  the  affirmative — yeas  111,  nays  92, 

So  the  gentleman  from  Virginia  had  leave  to  proceed. 

Mr.  Vinton  here  made  a point  of  order.  He  submitted 
whether  the  genlle,man  from  Virginia  had  a right  to  discuss  the 
question,  as  the  resolution  adopted  by  the  house  disposed  of  the 
whole  subject,  by  referring  all  the  petitions  in  regard  to  it  to  a 
select  committee. 

The  chair  decided  that  the  resolution  could  not  embrace  pe- 
titions presiiited  subsequently  to  its  adoption,  but  only  those 
petitions  the  contents  of  which  were  in  the  possession  of  the 
house.  At  the  same  lime,  he  said  that  he  made  the  decision 
with  diffidence,  a-s  it  was  a new  question,  and  one  on  which  he 
had  not  consulted  the  authorities. 

Mr.  Vinton  appealed  from  this  decision,  and,  on  this  appeal, 
an  animated  discussion  arose,  in  which  Messrs.  Vinton,  Mercer, 
Pinckney,  Bynum,  Chambers,  Briggs,  Jenifer,  French,  Hawes, 
and  Peyton,  participated. 

At  half  past  four  o’clock,  without  taking  the  question. 

On  motion  of  Mr.  Gillett,  the  house  adjourned. 

Tuesday,  Feb.  16.  Mr.  Camhreleng,  from  the  committee  of 
ways  and  tutsans,  reported  a bill  authorising  the  secretary  of 
slate  to  act  as  the  agent  of  the  United  Stales  in  all  matters  re- 
lating to  the  stock  of  the  United  States  in  the  bank  of  the 
United  States.  Read  twice  and  committed. 

Also,  from  the  same  committee,  a bill  to  repeal  the  I4lh  sec- 
tion of  the  act  incorporating  the  bank  of  the  United  Stales 
passed  in  1816.  Read  twice  and  committed. 

The  honso  resumed  the  consideration  of  the  following  reso- 
lution, heretofore  offered  by  Mr.  Smitk. 
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Resolved,  That  the  letter  of  the  late  hon.  Wm.  T.  Barry, 
formerly  postmaster  general  of  the  United  States,  received  by 
the  speaker  of  the  house  of  represenialivcs  at  the  last  session 
of  congress,  on  the  last  day  of  said  session,  be  taken  from  the 
files  ol  Uie  house,  laid  upon  the  table,  and  printed. 

Mr.  opposed  the  resolution,  on  the  ground  that  the 

paper  pro[)Osed  to  be  printed  was  not  addressed  to  the  house, 
but  was  an  appeal  to  the  public  from  the  action  of  this  house. 
lie  vindicated  himself,  as  a member  of  the  committee  on  the 
post  office,  from  some  of  the  charges  made  in  the  paper  against 
that  committee. 

Mr.  Hawes  regarded  this  proceeding  (he  said)  as  a very  sin- 
gular one  on  the  part  of  the  gentleman  from  Maine.  In  com- 
menting upon  it,  he  should  not  (he  said)  take  any  care  to  spare 
the  gentleman,  or  any  other  person  concerned  in  the  measure, 
so  long  as  he  kept  his  remarks  within  the  rules  of  order.  He 
would  first  give  the  house  a brief  narrative  connected  with  this 
subject,  and  expose  to  the  house  and  to  the  public  the  part 
which  the  gentleman  from  Maine  had  acted. 

Mr.  H.  then  stated  the  origin  of  the  post  office  investigation, 
and  the  proceedings  of  the  post  office  committee  of  the  house, 
(of  which  committee  he  was  a member),  in  the  matter.  During 
the  late  recess  of  congress,  a letter  was  published  over  the 
signature  of  the  gentleman  from  Maine,  (Mr.  Smith),  com- 
menting upon  the  report  of  that  committee,  and  impugning  the 
correctness  of  its  statements. 

Mr.  H.  went  on  to  declare  that  the  statements  contained  in 
that  letter  were  “grossly  false.” 

Mr.  Hawes  was  here  called  to  order.  It  was  affirmed  by  an 
appeal  to  the  house.  But  the  gentleman,  it  was  agreed,  should 
proceed  with  his  speech;  when 

On  motion  of  Mr.  Cambreleng,  the  house  proceeded  to  exe- 
cute the  special  order  of  this  day,  and  went  into  committee  of 
the  whole  on  the  state  of  the  union  (Mr.  Connor  in  the  chair) 
on  the  bill  for  the  relief  of  the  sufferers  by  the  late  fire  in  New 
York. 

The  question  being  on  the  motion  of  Mr.  Hardin,  to  strike 
out  the  first  proviso  of  the  first  section, 

Mr.  Phillips,  who  was  entitled  to  the  floor,  spoke  at  great 
length  in  support  of  the  bill. 

When,  on  motion  of  Mr.  Graves,  of  Kentucky,  the  committee 
rose,  and  reported  progress. 

Oh  motion  of  Mr.  Cambreleng,  the  same  bill  was  made  the 
special  order  of  the  day  for  to-morrow,  after  one  o’clock. 

The  house  then  adjourned. 

Wednesday,  Feb.  17.  Mr.  Judson,  from  the  select  committee 
on  the  subject,  moved  that  the  joint  resolution  for  the  erection 
of  a monument  to  the  memory  of  captain  Nathan  Hale  be  taken 
up,  read  a second  time,  and  committed  to  the  committee  of  the 
whole  house  on  the  state  of  the  union. 

Mr.  Hinton  objected  to  the  motion,  on  the  ground  that  it  was 
an  innovation  upon  the  usage  of  the  house  to  commit  any  other 
tlian  important  subjects' to  the  committee  on  the  union. 

Mr.  Evans  opposed  the  motion  as  irregular;  the  select  com- 
mittee, having  discharged  its  duty,  was  no  longer  in  existence. 

On  motion  of  Mr.  Cambreleng,  the  house  took  up  the  special 
order  of  the  day. 

The  house  then  went  into  committee  of  the  whole  on  the 
state  of  the  union  (Mr.  Connor  in  the  chair)  upon  the  bill  for 
the  relief  of  the  sufferers  by  the  late  fire  in  New  ifork. 

The  question  being  on  the  motion  of  Mr.  Hardin  to  strike 
out  the  first  proviso  of  the  first  section, 

Debate  followed, 

Mr.  Cambreleng  said  that  the  motion  immediately  under  con- 
sideration was  of  little  importance,  though  it  had  been  before 
the  house  for  a fortnight.  It  embraced,  so  far  as  he  had  heard, 
but  a single  ease,  the  circumstances  of  which  he  stated.  To 
obviate  the  objections  of  some  gentlemen,  he  moved  to  amend 
the  proviso  by  inserting  the  following  after  the  word  “refund- 
ed:” “if  not  previously  carried  into  the  treasury  by  a warrant,” 
60  as  to  read  as  follows; 

“Provided,  That  those  who  are  within  the  provision  of  this 
section,  but  who  may  have  paid  their  bonds  subsequent  to  the 
late  fire,  shall  also  be  entitled  to  the  benefit  of  this  section,  and 
that  the  said  bonds  shall  be  renewed  from  the  day  when  the 
same  were  paid,  and  said  payments  refunded,  if  not  previously 
carried  to  the  treasury  by  a warrant.” 

The  amendment  to  the  proviso  was  agreed  to. 

After  some  further  remarks,  the  committee  rose,  and  the 
house  adjourned. 

Thursday,  Feb.  18.  The  bill  concerning  the  pay,  &c.  of  vo- 
lunteer and  militia  corps  in  the  public  service,  was  taken  up, 
amended  and  passed. 

The  New  York  relief  bill  was  again  taken  up  in  committee 
of  the  whole,  and  finally  reported  to  the  house  with  an  amend- 
ment. Adjourned. 

The  following  proposed  amendments  to  the  constitution  was 
offered  by  Mr.  Underwood,  of  Kentucky,  on  Monday  last: 

Resolved  by  the  senate  and  house  of  representatives  of  the  U, 
Stales  of  America  in  congress  assembled.  That  the  following 
amendments  to  the  constitution  thereof  be  proposed  and  re- 
commended to  the  legislatures  of  the  several  states,  for  their 
rJUification  to  wit: 

“Amend  the  seventh  section  of  the  first  article  by  striking 
out  the  words  ‘two~th£rds  op  wherever  they  occur,  and  insert 
the  words  ‘a  majority  of  ati  the  memVers  elected  to,^ 


“Anvend  the  second  section  of  the  second  article  by  inserting 
after  the  words ‘and  which  shall  be  established  by  law,’ in  the 
second  paragraph  of  that  sectioti,  the  following  words:  ^except 
the  secretary  of  the  treasury  and  such  officers  ivhose  principal 
duties  consist  in  collecting,  or  in  receiving,  or  in  disbursing,  or  in 
keeping  accounts  concerning,  the  revenue  of  the  United  States,  or 
any  part  thereof.” 

“Under  the  general  head  of  amendments,  add  the  following 
articles,  to  wit: 

“article  13. 

“Sec.  1.  A secretary  of  the  treasury  shall  be  annually,  or 
oftener  if  needful,  appointed  by  the  joint  vote  of  the  senate  and 
house  of  representatives,  each  senator  and  representative  hav- 
ing one  vote. 

“Sec.  2.  The  secretary  of  the  treasury  shall  nominate,  and, 
by  and  with  the  advice  and  consent  of  the  senate,  shall  appoint 
all  officers  whose  principal  duties  consist,  either  in  collect- 
ing, or  in  receiving,  or  in  disbursing,  or  in  keeping  accounts 
concerning,  the  revenue,  or  any  part  thereof.  But  congress 
may,  by  law,  vest  the  appointment  of  such  inferior  officers 
whose  duty  pertain  10  the  collection,  receipt  or  disbursement 
of  the  revenue,  or  any  part  of  it,  as  shall  be  deemed  proper, 
in  the  secretary  of  the  treasury  alone. 

“Sec.  3.  In  case  of  the  death,  removal,  resignation  or  disa- 
bility of  the  secretary  of  the  treasury,  the  president  of  the  U. 
Slates  shall  designate  some  officer  of  the  treasury  department 
to  perform  the  duties  of  the  secretary  of  the  treasury  until  a 
successor  shall  have  been  duly  elected,  or  until  the  disability  is 
removed. 

“Sec.  4.  In  case  of  the  death,  removal,  resignation  or  disa- 
bility of  any  inferior  officer  connected  with  the  treasury  de- 
partment in  the  collection,  or  receipt,  or  disbursement  of,  or  in 
keeping  accounts  concerning  the  revenue,  or  any  part  of  it, 
during  the  recess  of  the  senate  the  secretary  of  the  treasury 
shall  have  power  to  fill  the  vacancy,  by  granting  commissions, 
which  shall  expire  at  the  end  of  the  next  ensuing  session  of 
congress, unless  the  appointment  to  the  vacant  office  had  been 
exclusively  conferred  on  him  by  law. 

“article  14. 

“The  tenure  of  all  offices,  except  such  as  are  specially  pro- 
vided for  in  the  constitution,  and  the  mode  of  removal  from  of- 
fice, shall  be  regulated  J>y  congress. 

“article  15. 

“Senators  and  representatives  shall  not  be  eligible  to  any 
office  on  the  nomination  of  the  president,  or  on  the  nomination 
of  the  secretary  of  the  treasury,  during  the  time  for  which 
they  were  respectively  elected  to  serve  in  the  congress  of  the 
United  States,  and  for  two  years  next  ensuingjhe  expiration 
thereof. 

‘‘Resolved,  That  whenever  three-fourths  of  the  legislatures 
of  the  several  stales  shail  ratify  the  foregoing  proposed  amend- 
ments, or  any  one  or  more  of  them,  the  same,  as  thus  ratified,, 
shall  be  valid,  to  all  intents  and  purposes,  as  part  of  the  con- 
stitution.” 

This  resolution  was  read  a first  time,  and  passed  to  a second 
reading. 

RANDEL  AND  THE  CHESAPEAKE  AND  DELAWARE 
CANAL. 

The  Wilmington  (Del.)  Journal,  has  the  following  notice  of 
the  result  of  the  decision  recently  had  in  the  supreme  court  of 
the  United  States,  in  the  long  contested  case  of  John  Randel, 
jr.  against  the  Chesapeake  and  Delaware  canal  company: 

Randel,  jr,  vs.  the  Chesapeake  and  Delaware  canal  company. 
In -this  celebrated  and  long  contested  case,  a writ  of  error  to 
the  court  of  appeals  of  this  slate,  was  sued  out  of  the  supreme 
court  of  the  United  States,  some  lime  since,  by  certain  garni- 
shees of  the  canal  company.  On  the  23d  ult  the  case  came  on 
to  heard  before  the  supreme  court,  at  Washington,  on  a motion 
made  by  Randel’s  counsel,  to  dismiss  the  writ  of  error  on  the 
ground  that  the  supreme  court  had  no  jurisdiction  in  the  case, 
and  that  the  decision  of  the  court  of  appeals  of  this  state  was 
final  and  conclusive  on  all  the  questions  decided  by  it.  Mr. 
Webster  opened  the  case  for  Randel;  Mr.  Sergeant  replied  for 
the  company,  and  was  followed  by  Mr.  Clayton  for  Randel. 
On  Monday  Mr.  Sergeant  renewed  the  argument  in  reply  to  Mr. 
Clayton,  and  was  followed  by  the  latter  gentleman,  in  conclu- 
sion. On  Thursday  last,  Mr.  Justice  Story  delivered  the 
unanimous  opinion  of  the  court,  at  length,  fully  sustaining  the 
motion  of  Randel’s  counsel,  and  dismi.ssing  the  case  with 
costs,  on  the  ground  of  want  of  jurisdiction. 

This  decision  leaves  the  canal  company  no  resource  but  to 
pay  the  money  which  has  been  awarded  to  Mr.  Randel  by  the 
verdict  of  a jury.  We  formerly  recommended  this  course,  as 
one  dictated  not  only  by  the  honor  but  by  the  interests  of  the 
company.  The  highest  judicial  tribunal  of  this  state  has  es- 
tablished the  right  of  Mr.  Randel  to  appropriate  the  lolls  for  the 
payment  of  his  debt,  and  the  supreme  court  of  the  union  now 
tells  them  that  they  can  obtain  no  relief  there.  Mr.  Randel, 
we  presums,  will  not  permit  his  right  to  lie  dormant,  but  will 
undoubtedly  proceed,  according  to  the  notice  he  has  heretofore 
given,  to  attach  the  lolls  in  the  hands  of  the  captains  passing 
through.  The  company  cannot  evade  the  process  by  collecting 
the  tolls  out  of  the  line  of  the  canal,  for  that  has  been  decided 
to  be  an  illegal  payment — a payment  to  a void  authority;  nor 
[ can  they  refuse  the  use  of  their  canal  to  a captain  who  has  paid 
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loll  under  the  altacliment  process,  for  such  an  act.  in  the  teeth 
of  the  jufli,Muent  of  the  court  of  appeals,  would  unquestionably 
briuu  up  lilt;  (lucstion  of  a lorfeiluie  of  the  chaiter. 

VVe  repeat,  thcii,  as  the  best  advice  vve  can  give  to  the  coni- 
pauv — and  we  nive  it  in  a petfect  Irieinlly  sfiiiit — pay  this  mo- 
ney—(lut  an  tniil  to  thi5  .-irile  which  lia.s  lor  mi  Iona  a time  em- 
harras.-icd  the  husiness  of  the  canal  and  destroyed  its  useful- 
ness, and  which  if  perscvcri  d in,  can  only  end  in  the  total  ruin 
of  the  interests  of  the  stockholders  and  creditors. 

TO  THE  PEOPLE. 

The  attachment  causes  decided  m the  state  of  Delaware,  in 
which  I was  plainlilf,  and  the  Rarni.sliees  of  tlie  Chesapeake 
and  Delaware  canal  company  were  dehmdants,  have  been  de- 
cided in  my  favor  by  ihe  su|)reme  court  ol  the  United  States, 
by  dismssin^  those  cases  for  vv.ant  of  jurisdiction  with  costs — 
thus  leavin;;  the  decision  in  Delaware,  that  I have  the  ri»bt  to 
attach  the  tolls  of  this  corpoiation  in  the  hands  of  the  persons 
havm!»  tile  direction  of  ves.sels  passing  through  the  final 

and  conclusive. 

After  a l.iw  suit  of  more  than  ten  years,  in  which  every  deci- 
sion on  the  merits  of  my  cause,  vvhetln  r in  Delaware  or  Mary- 
land, or  in  the  supreme  court  of  the  United  States,  has  been 
in  my  favor — after  e.'r pendma  a large  amount  of  money  in  legal 
controversy  to  vindicate  my  lights,  and  (irotect  my  reputation 
against  ihis  company,  [ have  at  Last  reached  the  court  in  the  last 
resort;  and  having  obtained  the  last  decision,  of  the  last  court 
which  can  he  a[iplied  to,  I now  give  public  notice  of  the  fact — 
and  invoke  the  judgment  ot  the  public  against  the  further  con- 
tinuance of  the  means  v'  liich  has  tieen  adopted  to  ruin  me. 

This  company  now  stands,  by  the  judgment  of  the  courts, 
convicted  of  the  charge  of  compelling  captains  of  vessels  to 
pny  double  toll — the  very  charge  vvliich  they  endeavored  to  make 
against  me,  when  they  themselves  were  the  extorlionef's! 

1 have,  according  to  the  decision  of  the  courts,  a right  to  the 
tolls  to  pay  my  judgment,  which,  as  it  now  amounts  with  in- 
terest and  costs  unpaid,  to  more  than  two  hundred  and  fifty 
thousand  dollars,  it  will  take  me  some  years  to  collect;  and  I 
hereby  forwarii  all  persons  having  the  direction  of  vessels  pass- 
ing through  this  canal,  that  I will  enforce  my  claim,  to  the  end, 
that  such  as  pay  lolls  to  the  company  or  tlieir  toll  gatherers,  in 
violation  of  the  charter,  may  never  hereafter  plead  iti  excuse 
for  their  act,  their  ignorance  of  my  rights. 

JOHN  RANDEL,  jr. 

New  Castle,  Del,  January  30,  18,35. 

Editors  in  places  interested  in  the  trade  of  this  canal,  are 
respectlully  requested  to  insert  the  above  notice  in  their  res- 
pective papers.  JOHN  RANDEL,  jr. 

LEGISLATURE  OF  PENNSYLVANIA. 

In  the  senate — Feh.  13. 

The  bill  to  repeal  the  state  tax — to  make  appropriations  for 
internal  improvements,  and  to  charier  the  United  States  bank, 
passed  the  senate  by  the  following  vole: 

YEAS — .Messrs,  llurden,  Darragh,  Dickey,  Fore,  Fullerton, 
Harper,  of  Leb.  Hib.^hman,  Hopkins,  Irvin,  James,  Michler, 
Middlecoff,  Miller,  P.iiil,  Penrose,  Smith,  Sirohin,  Toland, 
Cunningham,  speaker — 19 

NAYS— Messrs.  Baker,  Carpenter,  Geiger,  Harper,  of  Phila. 
Kelly,  Krebs,  Led,  McCulloch,  Nevvliard,  Read,  Rogers,  Saug- 
81011—12. 

Ab.scnt— Messrs.  McConkey  and  SlenUer. 

The  amendment.^  made  by  the  senate  were  unimportant,  and 
were  all.ugreed  to  by  the  house,  on  Monday. 

Oil  the  13th,  .Sir.  JIurden  beought  liefore  the  senate 
many  jictitions,  signed  by  the  leading  politicians  of  Penn- 
sylvania in  f'aior  of  a “mammoth  bank,”  which  were 
presented  to  the  legislature  in  18.34 — his  own  name  being 
among  the  rest,  wiili  those  of  Henry  Horn,  Edward  King, 
James  Page,  William  J.  Lei|)er,  Peter  Wager,  &c.  kc. 
ironically  saying,  he  jiresented  these  irelitions  to  show  the 
consistency  of  some  of  the  gentlemen  and  his  own  incon- 
sistency. 

A great  shout  was  made  last  week  about  an  attempt  to 
nnii’.K  .fncol)  Krebs,  (the  famous  general  Kups,  of 
times  that  have  passed),  a senator  from  Schuylkill  coun- 
ty— who  appears  to  he  an  ignorant  and  extremely  credu- 
I'lns  old  gentleman.  He  made  a statement  concerning 
this  matter  to  tlie  senate,  being  called  upon  several  days 
a f er  the  “hrilie  was  ofl’eredl”  Of  tliis  aflair,  the  “Har- 
risburgh  Intelligencer”  bas  the  following  account — 

HIE  ntlMBUO  EXPLODED. 

Thi-»  morning,  the  commiinM-  lo  iu  v<-'>tii>:iic  the  liribery  clmrgc, 
reported,  an  will  be  seen  by  what  follows.  The  whole  thing 
has  either  lieen  a f.ilirie.'ition  by  certain  Van  Bnren  anli-fiank 
men,  or  a Imax  played  off  nn  the  credulity  of  the  Sclutylkill 
•en.ilor.  A majority  of  the  committee  are  Van  Bnren  men,  and 
some  nt  them  the  most  strenuous  opposers  of  the  bill  lo  incorpo- 
rate the  bank. 

In  senate,  Feb.  15, 1836. 

Mr.  ^aker  this  morning,  from  the  committee  appointed  by 
the  senate,  in  pursuance  of  a resolution  lo  inquire  into  and  re- 
port Ihe  facts  ontmected  with  an  alleged  attempt  to  corrupt  the 
integrity,  and  Influence  the  vote  of  Jacob  Krebs,  esq.  reported, 


That  in  the  discharge  of  the  duties  a.ssigned  them,  they  have 
examitied  under  oath,  Jacob  Krebs,  e.<q.  Burd  Patterson,  esq. 
and  .Jedediah  Irish,  esq.  and  received  voluntary  statements  from 
Henry  bV.  Conrad,  esq.  ami  James  L.  Dunn,  esq,  Ihe  result  of 
which  is,  a perfect  conviction  in  their  minds,  that  neither  the 
bank  of  the  United  Stales,  nor  any  agent  for  it  in  the  remotest 
degree,  are  implicated  in  the  charge  made  by  Jacob  Krebs,  esq. 
belore  the  senate  on  the  lOih  inst  ; and  that  so  far  as  the  exami- 
nation of  testimony  has  gone,  the  committee  are  satisfied  that 
neither  the  hank  nor  any  person  connected  vviili  it,  have  impro- 
perly interposed  to  promote  the  passage  of  the  bill  now  before 
the  senate.  The  cominiitee  will  close  their  labors  in  a few 
days,  when  a full  report  of  the  evidence  will  be  submitted. 

On  the  same  matter,  the  “Harrisburgh  Telegraph” 
say  s — 

VVe  have  the  satisfaction  to  lay  before  the  public  the  follow- 
ing report  of  the  commiUfe  appointed  by  the  senate  to  investi- 
gate the  alleged  attempt  lo  bribe  and  corrii|)t  Jacob  Krebs,  a 
member  of  that  body,  made  by  the  committee  this  morning,  by 
which  it  will  be  seen  that  the  whole  charge,  thus  far,  is  un- 
sustained, and  if  without  other  foutidatioii,- will  be  looked  upon 
as  a criminal  conspiracy  against  the  honor  atid  itilegrity  of  the 
senate. 

On  several  occasions,  the  votes  stood,  in  the  senate, 
26  and  2f  to  7 or  6 — in  favor  of  the  batik.  This  seems 
to  justify  an  opinion  that  some  senators  in  the  minority 
upon  this  batik  ejuestion  had  no  very  deadly  or  irrecon- 
cilable hostility  to  the  bill,  but  rather  etitertained  a lurk- 
ing wish  that  it  might  become  a law. 

Such  is  the  result  of  a crusade  of  abuse  and  misrepre- 
sentation agaitist  this  state  institution,  which  is  unparal- 
leled in  the  history  of  the  world.  They  bawled  “eiu- 
bery”  and  “corruption”  and  TREASON — until  it 
made  us  sad  to  iiear  their  “sTyeefuoz'ccs”  wasted  and  broken 
and  bankrupted  to  things  so  unprofitable.  The  merits 
of  the  matter  were  forgotten — it  was  no  longer  allowed 
to  discuss  tiie  merits  of  an  application  to  the  local  legis- 
lature of  the  state  ol  Penns}lvania — it  was  swnllow- 
ed  up  ill  the  cry  of  ‘■‘■destroy,  destroy,  DES'l'llOY,” 
without  regard  to  reason  or  the  fitness  of  things.  A 
great  bngguboo  has  been  made  about  a small  portion  of 
the  stock,  that  belongs  to/bm^vtcrs.  Pennsylvania,  New 
York,  Louisiana,  and  several  other  states,  have  been 
much  to  those  “foreigners”  who  would  deal  in  their 

state  stocks!  It  was  '■'■donm  ivith  the  mammoth'’' — the 
the  ‘■‘■moneyed  aristocracy,"  and  so  forth — a 
-war  against  property,  from  which  silly  ones  derive  their 
daily  subsistence.  T'o  such  lengths  had  these  things  pro- 
ceeded, that  the  “Globe”  stated,  that  “such  is  the  anx- 
iety, the  solicitude,  the  anguish — the  impatience  of  the 
public  mind  in  IVashington  in  regard  to  the  rec/mrter 
of  the  U.  S.  bank,  that  our  own  congress  seems  to  be  for- 
got, and  all  inwdries  are  for  news  from  Pennsylvania.'’'' 
And  every  “u^diated"  press  joined  in  the  halloo — even 
some  that  we  are  ashamed  of;  who,  ten  years  ago, 
would,  with  hitter  indignation  and  perfect  contempt,  not 
have  been  so  tempted  io  interfere  with  the  Zocn/ affairs  of  a 
“sovereign  state” — among  the  most  respectable  in  the 
union,  the  second  in  point  of  political  power  and  right- 
ful importance.  They  have  “cried  aloud  and  spared 
. not” — they  “have  sjilit  their  throats”  with  tremendous 
tlumderings,  and  must  get  them  mended  as  they  may! 
It  has  availed  nothing!  Pennsylvania  has  cliartered  a 
state  liank — willioiU  consulting  the  “learned  doctors”  of 
otlier  states — the  impudent  persons  who  woidd  have  dic- 
tated her  course;  and  chiefly,  perhaps,  because  of  the 
name  of . the  new  hank  which  she  lias  incorporated! 
Nothing  hut  the  blindness  of  madness,  the  very  surplus  of 
folly  and  ideocity,  could  have  led  to  such  a course.  I'hey 
have  endeavored,  long  and  ardentl}^  to  give  the  hank  of 
the  United  States  a bad  name.  If  the  people  had  believ- 
ed what  they  said  {1)  why  not  snfler  the  ne'w  hank,  an 
old  enemy,  to  meet  the  odium  with  which  the_y  had  pre- 
pared the  public  to  receive  it!  Had  they  bawled  in 
vain?  They  believed  so!  They  feared  “the  gun  pow- 
der Piercy,  though  he  were  dead!"  New  and  “mam- 
moth” hank  projects  interested  them  not — they  were  wil- 
ling to  incorporate  thing,  save  this  bank,  and  by  its 
name.*  But  it  has  been  done. 

♦From  Louisiana  we  learn  that  a law  has  been  passed  by  the 
lesislaiure  of  that  state  for  chartering  a bank,  by  the  title  of  the 
Citizens’  bank,  with  a capital  of  twelve  millions  of  dollars. 
This  is  in  addition  to  their  existing  bank  capital  of  thirty-one 
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Far  ourselves,  and  in  conclusion — we  are  earnestly 
opposed  to  such  incorporations;  they  run  into  “mo- 
nopolies,” and  commit  acts  of  despotism.  But  judging 
by  the  past,  from  its  many  years  of  good  conduct — we  do 
thitik  that,  in  this  day  of  paper,  the  hank  ot  the  United 
States  will  still  have  much  power  to  regulate  and  con- 
trol (being  herself,  also,  regulated  and  controled  by  all 
and  every  prudent  bank,  according  to  the  means  afford- 
ed), the  wild  issues  and  reckless  doings  of  fraudulent 
and  corrupt  and  mistaken  or  foolish  banking  institutions 
in  the  United  States;  such  as,  for  instance — the  infa- 
mously famous  bank  of  Maryland;  by  which  every  per-r 
son  within  its  verge  has  been  robbed,  without  even  yet 
legal  satisfaction  as  to  the  doers  of  crime.  “Incorpo- 
rations have  no  souls  to  be  d d,  nor  bodies  to  be 

kicked.”  And  so  they  esca])e  punishment. 

— >•>.*•©  @ 6«.«— 

ARMY  OF  THE  UNITED  STA'FES. 

We  publish  the  followini'  regulation  of  the  war  department, 
w’hich  it  may  be  useful  now  to  promulgate.  [Globe, 

Order,  ) Head  quarters  of  the  army, 

No.  55,  ) Adjutant  general’s  office,  Washington,  June  26,  1832. 

The  geiieral-in-chief  has  received  from  the  war  department 
the  subjoined  regulations — they  are  published  for  general  in- 
formation. 

W ar  department,  June  23,  1 832. 

Regulations  respecting  the  militia  service. 

1.  Whenever  detachments  of  militia  are  called  into  the  ser- 
vice of  the  United  States  by  any  officer  authorised  to  make 
such  call,  the  number  of  officers,  non-commissioned  officers  and 
privates,  will  be  stated,  and  the  proportions  between  them  will 
be  the  same  as  is  prescribed  by  the  act  of  congress.  Requisi- 
tions will  never  be  made  for  companies,  regiments  or  brigades, 

2.  Such  detachments  as  are  called  nr  received  into  the  ser- 
vice of  the  United  Stales,  will  be  mustered  before  they  are  con- 
sidered in  service,  by  an  inspector  general,  or  some  other  offi- 
cer of  the  regular  army,  to  be  designated  by  the  officer  requir- 
ing such  military  aid. 

3.  All  supernumerary  officers  will  be  rej^'cted,  and  the  orga- 
nization of  each  detachment  will  correspond  with  the  acts  of 
congress  regulating  the  militia. 

4.  It  shall  be  the  duty  of  the  officer  so  mustering  and  inspect- 
ing militia  detachments,  to  make  immediate  return  thereof  to 
the  war  department. 

5.  No  staff  officer  will  be  mustered,  or  received  into  service, 
except  the  established  regimental  staff,  and  such  general  offi- 
cers with  their  aid-de-camps,  as  may  be  required  to  complete 
the  organization  of  brigades  or  divisions,  where  the  strength  of 
the  detachments  renders  such  organization  necessary. 

6.  Payment  will  in  all  cases  be  imide  by  the  district  paymas- 
ters of  the  army,  and  only  upon  rolls  which  shall  have  pre- 
viously been  submitted  to  the  paymaster  general,  and  found  by 
him  to  be  in  conformity  with  the  law  and  the  regulations  of  the 
department.  The  many  doubtlirl  questions  which  arise  upon 
the  subject  of  these  payments,  renders  this  course  indispensa- 
ble. Without  it  the  govi  rnment  would  be  exposed  to  great 
loss,  and  the  paymasters  themselves  to  i uinous  responsibility. 

LEW.  CASS,  secretary  of  war. 

ROGER  JONES,  adjutant  general, 

A LETTER  TO  THE  POSTMASTER  GENERAL. 

Monticello,  Wayne  county,  ( Ky. ) Jan.  6, 1836. 
Hon.  Amos  Kendall,  postmaster  general: 

Sir:  I Irave  the  pleasure  of  informing  you  that  I received 
by  last  Thursday’s  mail  a package  containing  public  docu- 


millions  ofdollars!  To  proportion  the  hank  capital  embraced  by 
the  bank  bill  now  [late]  before  thelegislature  ol  Pennsylvania  to 
this  increase  of  bank  capital  in  Louisiana  (by  the  rule  of  fede- 
ral representation)  the  amount  of  the  former  ought  to  he  one 
hundred  and  ten  millions  of  dollars,  to  be  added  to  the  existin'' 
capital.  " 

Alabama  has  just  chartered  a bank  with  five  millions.  A 
bank  with  ten  millions  is  contemplated  at  Boston,  and  will  pro- 
bably pass — several,  wilh  heavy  capitals,  have  been  reported 
favorably  of  at  New  York-,  and  Maryland  has  three  or  four 
“mammoth”  projects  before  lier!  And  so  it  goes’"  If  it  is  not 
— it  soon  will  he,  the  “age  of  paper”— and  let  the  people  be- 
ware! But  in  the  desolation  that  will  probalily  follow,  it  must 
be  pleasant  to  find  something  which,  like  an  oasis  in  the  desert, 
may  afford  a resting  place  and  an  asylum  to  the  cautious  and 
the  careful. 

The  Albany  Argus  has  the  following  extract  of  a letter  from 
one  of  the  mo.st  distinguised  democrats  of  Pennsylvania — 

“ We  are  sold!  My  cheek  burns  witli  shame  vvhile  I write  it, 
that  traitors  to  the  people  and  the  democracy  have  parted  with 
their  freedom  for  a mess  of  poitagd.  But  they  will  ever  bear 
the  brand  of  Cain  upon  their  brows,  and  be  ‘hated  and  despised 
of  men  ’ I know  but  little  of  oiir  ‘virtue,  liberty  and  indepen- 
dence,’if  our  yeomanry  tamely  submit  to  this  most  infamous 
sale  of  all  they  hold  dear.  No,  let  the  money  changers  beware; 
there  is  a redeeming  spirit  in  their  honesty,  to  which  I turn, 
sickened  to  loathing,  at  the  display  in  our  legislative  hall*  of 
siich  representatives  as  constitute  a majority  of  our  senate. 


merits,  which  it  seems  had  left  your  city  some  time  in  August 
last.  3’here  are  still  on  the  way,  or  locked  up  in  post  office 
harbor,  from  20  to  30  packages  Gontaiiiing  the  report  of  the 
engineers  on  the  survey  of  the  Cumuetlund  river.  Tlie  post- 
maslcr  at  Somerset,  some  short  lime  since,  wrote  to  the  post- 
master at  Moiilicclio.  asking  him  to  semUur  the  IcUers,  papers 
and  public  documents,  that  were  lying-in  his  office,  that  he 
could  noigel  them  sent  on.  I met  with  Mr.  Cli.irles  Sampk:, 
postmaster  at  ’76,  in  Ciimherland  county,  a few  evenings 
since,  at  Monticello,  on  his  return  from  Somerset;  he  in- 
formed me  that  the  pusimaster  at  Somerset  had  told  him, 
the  day  before  I saw  him,  that  there  were  more  than  three 
horse  loads  of  papers  and  documents  at  ilmt  time  lying  in 
his  office  that  lie  could  not  get  sent  on.  The  contractor  on 
this  route  got  an  extra  allowance  of  400  dollars  annually, 
if  the  Blue  Book  is  to  be  believed,  for  carrying  the  mail; 
his  mail  bags  are  about  the  size  of  a country  doctor’s  saddle 
bags.  By  the  mail,  week  befure  l.nst,  1 got  the  Intelligencer 
from  your  city  of  the  8lh  December  last,  and  by  last  Thursday’s 
mail  I got  the  National  Intelligencer  of  the  2d  December  last, 
and  by  the  same  mail  f received  the  Sun  and  Telegraph  as  far 
back  as  the  middle  of  November. 

I have  heretofore  addressed  you  two  letters  on  this  same 
subject,  dated  on  the  8tli  and  17tli  July  last.  The  assistant 
postmaster  general,  Mr.  Gardner,  acknowledged  the  receipt  of 
these  letters,  and  promised  to  have  this  matter  investigated. 
The  Weekly  Globe,  the  Congressional  Globe,  the  Extra  Globe, 
and  the  president’s  message  ail  arrive  regularly  in  tlie  mail, 
whilst  those  public  documents  from  which  the  people  expect  to 
get  the  irutli  in  relation  to  their  goverment  are  kept  back,  and 
many  of  the  packages  broken  open  on  the  way.  Was  this  the 
object  for  wbieh  the  post  office  department  was  niade.^  Why 
were  the  reports  of  the  engineers  who  surveyed  the  Cumberland 
river  kept  back  till  after  the  August  elections  were  over.^  Was 
it  feared  they  might  have  some  influence  on  the  election  in 
this  district  Do  not  the  anti-administration  parly  pay  their 
due  proportion  of  the  revenue  for  the  support  of  the  post  office 
deparluK'iiff  If  tiiey  do,  why  unjustly  withhold  from  them 
their  rights.  I give  yon  the  name  of  Leo  Hayden,  postmaster 
at  Monticello,  to  prove  that  the  postmaster  at  Somerset  wrote 
to  him  to  send  for  the  papers  and  packages  left  in  liis  office;  he 
also  can  prove  the  size  ami  quality  of  the  saddle  bags  of  the 
contractor.  Mr.  Charles  Sample,  of  ’76,  Cumberland  cuunty, 
Keniueify,  can  prove  what  the  postmaster  at  Somerset  told  him 
a few  days^  since  in  relation  to  the  number  of  documents  and 
papers  lying  in  his  office. 

It  is  now  hoped  that  you  will  inquire  into  this  matter  im- 
mediately,and  that  you  will  .send  me  the  public  documents  and 
papers  addressed  to  me,  and  get  your  contractor  a larger  and 
beuer  pair  of  saddle  bags.  The  assistant  postmaster  general’s 
letter  to  me  bears  date  the  3lst  August  last.  He  states,  (to 
use  his  own  language),  that  he  “finds  upon  examination,  that 
all  packets  to  your  [my]  address  have  been  regularly  forwarded 
from  this  cily  office.”  ft  seems,  therefore,  from  his  siiitemcnt, 
lliat  the  packets  above  alluded  to  liave  been  upwards  of  four 
months,  (during  the  best  season  of  tire  year  for  Lravelling),  on 
the  road  Irom  Washington  city,  and  have  not  yet  reached  their 
place  of  destination,  Monticello.  Ky.  Surely  you  must  have 
sent  them  round  by -the  Cape  of  Good  Hope,  or  kept  them  con- 
fined in  post  office  harbor,  perrorining  quarantine.  I have  the 
honor  to  be  your  obedient  servant,  MARTIN  BEATY. 

THE  DUC  DE  BROGLIE’S  LETTER. 

Tlie  following  documents  were,  on  ilie  lOtti  infiant,laid  upon 
the  table  of  the  senate  by  Mr.  Clay,  chairman  of  the  committee 
on  foreign  relations,  and  ordered  to  be  printed: 

Washington,  Jan-  27,  1836. 

Sir:  I am  directed  by  the  senate’s  coimniitee  on  foreign  re- 
lations to  call  yotir  attention  to  a h tter  from  the  due  de  Broglie, 
under  date,  at  Paris,  the  17ih  June,  1835.,  and  published  in  the 
Globe  on  the  22d  in.stani,  and  to  inquire  whether  itheasub- 
siantial  copy  of  the  letter  from  that  minisler  addressed  to  M. 
Pageol,tlie  late  French  charge  d’affaire.s  at  Washington,  wlricli 
was  read  to  you  on  the  lllh  of  September  last  by  M.  Pugeot, 
ami  of  which  he  IraiiMnillcd  a cojiy  to  yon  in  his  note  of  the,  1st 
of  December  last.  The  motive  ol  this  reqin;st  is,  tlrat  iha  com- 
mittee wish,  in  considering  the  state  of  our  relations  with 
France,  to  he  assured  of  the  amhenticily  of  the  documents  on 
which  they  may  deliberate.  I liave  tlie  honor  to  be,  with  great 
respect,  your  rrhedieni  servant, 

II.  CLAY,  chairman  sen.  comm,  on  for.  relations. 

The  hen.  John  Forsyth,  secretary  of  state. 

Department  of  state,  Washington,  Jan.  28, 1836. 

Sir:  I have  had  the  honor  to  receive  your  note  of  the  27fh 
instant,  written  to  inquire  whether  a letter  published  in  the 
“Globe”  of  the  22d  instant  is  a substantial  copy  of  the  letter 
from  the  dnk<>  de  Broglie,  addressed  to  M.  Pageol,  late  charge 
d’affairs  of  France  at  Washington,  which  was  read  to  me  on 
the  Hill  of  September  by  M-  Pageot,  and  of  which  he  trans- 
mitted a copy  to  me  in  his  note  of  the  1st  December  last;  and, 
in  reply,  to  state  that,  on  the  11  ih  of  September,  M.  Pageot  did 
not  read  the  original  letter  of  the  duke  de  Broglie,  hut  a transla- 
tion of  it;  that  the  copy  of  the  original  sent  to  me  in  December 
was  in  French,  arid  never  translated  for  or  read  by  me.  To 
avoid  delay,  M.  Pageoi’s  translation  was  informally  obtained  In 
December,  to  be  used,  if  the  president’^  deeision  had  permitted 
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it.  That  translation,  and  tlie  copy  of  the  French  original,  were 
both  returned:  and  I liave  no  other  inode  of  judging  of  the  sub- 
sianli.il  accuracy  of  tln' paper  luiblished  in  the  ‘’Globe”  than 
what  results  from  the  eUecl  upon  my  memory  of  a single  read- 
ing to  me  ol'  iM.  Tageot’s  ir.uisliilion,  and  a subsequent  hasty  in- 
speelion  of  it.  'J'he  paper  in  the  “Globe”  does  not,  however, 
as  fir  as  1 recollect,  dilfer  from  the  translation  read  to  me. 

The  motive  of  the  iiu|uiry  of  the  committee  being,  as  you  in- 
form me,  to  ascertain  the  authenticity  of  the  document,  f have 
the  honor  to  furnish,  in  the  accompanying  papers,  the  best 
proof  in  my  power  to  enable  them  to  judge.  With  great  re- 
spect, 1 am,  sir,  your  obedient  servant, 

JOHN  FORSYTH. 

Hon.  Henry  Clay, chairman  comm.  for.  relations,  senate  U.  S. 

New  York,  Jan.  25,  1836. 

Sir;  C.  Delaforest,  the  French  consul,  resident  in  this  city, 
at  my  olHce,  on  Saturday  last,  informed  me  (introducing  tlie 
subject  himself)  that  the  report  of  his  having  furnished  Mr. 
Noah’s  paper  with  the  translation  of  the  due  de  Brolie’s  letter 
lor  publication  was  entirely  without  foundation;  and  I do  not 
believe  that  he  had  any  agency  in  it.  The  marshal  of  this  dis- 
trict has  just  now  handed  me  the  affidavit  enclosed,  which  ex- 
plains the  mode  in  which  such  publication  was  made.  Such 
statement  is  in  conformity,  also,  with  the  admission  made  in 
the  leading  article  published  this  day  in  “Le  Courrier  des  Etats 
Unis,”  which  is  herewith  transmitted  to  the  department.  I 
will  pursue  the  proposed  inquiry.  I have  the  honor  to  be,  sir, 
very  respectfully,  your  obedient  servant, 

WILLIAM  M.  PRICE, 
lion.  John  Forsyth,  secretary  of  state. 

Southern  district  of  New  York,  ss. 

Joseph  Dreyfous,  of  the  city  of  New  York,  at  present  a clerk 
in  the  post  office  ofsaid  city,  having  been  duly  sworn,  doth  de- 
pose and  say  that  a copy  of  the  despatch  from  the  duke  de 
Broglie  to  M.  Pageot,  as  published  in  the  Journal  of  Commerce 
of  New  York  of  the  19th  inst.  was  furnished  to  M.  M.  Noah, 
editor  of  the  New  York  Evening  Star,  for  publication  in  that 
paper,  by  a member  of  the  legation  of  France  to  the  U.  States 
of  America,  now  in  this  city;  and  that  a copy  of  the  same  de- 
spatch was  furnished  to  the  ‘‘Courrier  des  Unis  Stats,”  (a  news- 
paper published  in  N.  York  city),  by  the  same  legation,  and  by 
the  publishers  of  the  last  named  paper  to  the  publishers  of  the 
Journal  of  Commerce  aforesaid;  and  further  this  deponent  sailh 
not.  JOSEPH  DREYFOUS. 

Sworn  before  me,  this  25th  day  of  J.anuary,  1836. 

SILVANUS  RAPALJE, 

comm'r  circuit  and  district  courts  U.  S,  southern  district  N,  F. 

INFORMATION  TO  IMPORTERS  OF  BLANKETS. 

Treasury  department,  comptroller’s  office,  Jan.  16, 1836. 
Having  ascertained  that  since  the  law  admitted  blankets,  the 
cost  of  which  did  not  exceed  75  cents  each,  at  an  ad  valorum 
duty  of  5 per  cent,  and  subjected  those  costing  more  than  that 
sum,  to  an  ad  valorum  duty  of  55  per  cent,  a diversity  of  prac- 
tice has  obtained  at  the  custom  house  in  relation  to  the  classifi- 
cation of  the  article;  and  that  the  manufacturers  and  impor- 
ters, with  a view  of  availing  Ihemselves  of  the  lower  duty,  are 
introducing  a certain  description  of  blankets,  so  called,  wove  in 
a manner,  and  defined  by  colored  stripes,  different  from  the 
custom  and  usage  which  prevailed  anterior  to  the  passage 
of  the  law  alluded  to,  I deem  it  proper  to  request,  that  when 
tlie  colored  stripes  intended  to  be  considered  as  designating  the 
length  of  what  is  called  a blanket,  he  only  about  33  inches, 
from  the  end  of  the  piece,  and  the  width  about  56  inches,  that 
if  the  cost  or  value  to  the  second  colored  stripe,  (the  length 
being  about  sixty-six  inches)  exceeds  75  cents,  the  article  to 
such  second  colored  stripe,  is  to  be  considered  a blanket,  ac- 
cording to  the  established  mercantile  usage  and  acceptation  of 
the  term,  and  the  meaning  and  intention  of  the  law,  and  is  to 
be  subjected  to  the  higher  rate  of  duty;  and  thus  to  be  entitled 
to  an  eniry  at  the  lower  rate  of  duty,  the  cost  or  value  to  the 
BBCond  colored  stripe  must  not  exceed  75  cents. 

In  carrying  this  instruction  into  effect,  you  will  be  pleased  to 
keep  a special  account  and  description  of  such  blankets  hcre- 
:4fier  imported,  in  relation  to  which,  objections  maybe  used,  by 
the  importers,  against  the  cla.ssification  now  prescribed. 

Very  respectfully,  your  obedient  servant, 

JNO.  L.AUB,  acting  compfroflcr. 

— en«‘-  ' 

COMMITTEE  ON  MANUFACTURES. 

In  senate  of  the  United  States,  January  27,  1836. 

Mr.  Knight,  from  the  committee  on  manufactures,  made  the 
following 

REPORT. 

The  committee  on  manufactures,  to  whom  was  referred  the  re- 
port of  the  secretary  of  the  treasury  of  the  loth  of  December, 
relative  to  the  duties  that  may  he  reduced  or  repealed,  with 
instructions  to  report  a bill  providing  for  the  reduction  or  re- 
peal of  all  duties,  which,  in  their  opinion,  may  be  reduced  or 
repealed  consistently  with  due  regard  to  the  manufacturing 
interest,  report; 

Were  congress  at  this  time  about  to  enact  a tariff  of  duties, 
the  committee  might  take  a more  expansive  view,  and  exhibit 
the  vast  wealth  accruing  to  other  nations  by  the  encouragement 
and  protection  of  manufactures.  Hut  the  committee  are  limit- 
ed, by  the  resolution  of  the  senate,  to  inquire  on  wlmt  articles 


of  import  can  the  duty  be  .-educed  or  repealed,  consistently 
with  a due  regard  to  the  manufacturing  interest.  The  article  of 
silk  has  been  selected  in  the  report  referred  to  the  committee, 
as  one  of  those  upon  which  the  duty  may  be  repealed.  Your 
committee  will  make  a few  suggestions  why,  in  their  opinion, 
it  would  be  inexpedient  to  reduce  the  duty  on  that  article,  as 
well  as  others  hereafter  mentioned. 

Perhaps  but  few  productions  of  the  manufacturing  industry 
of  the  world  are  destined  to  be  a greater  source  of  wealth  than 
that  of  silk.  At  the  present  time,  it  may  be  said  to  be  a manu- 
facture but  little  known  and  understood  in  the  United  States, 
and  yet  much  is  in  an  incipient  and  progressive  slate.  A spirit 
of  industry  and  enterprize  is  apparent  in  various  parts  of  the 
country,  and  that  industry  and  enterprize  has  been  drawn  to- 
ward tile  culture  of  silk,  and  we  are  led  to  believe,  from  speci- 
mens already  produced,  that  ere  long  we  shall  rival  some  of  the 
nations  of  Europe  in  the  production  of  the  raw  material,  if  not 
in  its  manufacture.  A number  of  companies  are  already  form- 
ed, with  capitals  of  from  ^4U,000  to  ^’200,000,  and  are  rapidly 
progressing  in  the  growth  and  manufacture  of  silk;  besides, 
hundreds,  (if  not  thousands),  of  individuals  have  commenced 
planting  mulberry  frees,  with  an  intention  of  making  the  culture 
and  manufacture  of  silk  a permanent  business  in  their  own  fa- 
milies, and  with  their  own  hands;  many  have  advanced  so  far 
in  the  business  as  to  manufacture  considerable  quantities  of 
sewing  silk,  and  others  have  progressed  farther,  and  wove  it 
into  cloth;  and  it  is  the  opinion  of  many  well  informed,  that  it 
will  soon  be  second  to  but  one  of  the  great  productions  of  the 
country. 

In  a treatise  on  the  nature  and  operations  of  a silk  factory,  by 
Dr.  Ure,  published  the  last  year,  it  is  stated  that  the  amount  of 
silk  manufactured  in  France  was  estimated  at  140,000,000  of 
francs  per  annum,  equal  to  about  ^28,000,000;  and,  that  among 
all  the  employments  of  capital,  none  is  so  productive  as  the 
mulberry  tree,  yielding,  as  it  does,  from  15  to  20  per  cent,  to  the 
agriculturist  per  annum. 

One  of  the  great  obstacles  to  the  establishment  of  the  silk 
culture  seems  now  to  be  overcome  by  the  invention  of  new 
machinery,  by  our  ingenious  countryman,  Gamaliel  Gay.  By 
the  invention  of  these  machines,  and  the  adaptation  of  the 
power  loom  to  the  weaving  of  silk,  the  principal  impediments 
to  its  manufacture  are  completely  removed.  It  needs  only  the 
fostering  care  of  the  government,  and  the  attention  and  industry 
of  our  citizens,  to  insure  the  permanent  establishment  of  one  of 
the  most  valuable  productions  of  the  world. 

The  culture  of  silk  is  not  necessarily  limited  to  a part  or  por- 
tion of  our  country;  on  the  contrary,  it  may  be  extended  over 
the  whole  union.  The  cold  climate  and  comparatively  sterile 
soil  of  the  north  and  east  are,  in  some  measure,  adapted  to  it, 
as  well  as  the  richer  soil  and  more  genial  clime  of  the  south  and 
west;  but  it  is  believed  the  middle  and  Atlantic  southern  slate* 
are  peculiarly  adapted  by  the  climate,  soil  and  labor,  to  the 
growth  and  culture  of  silk.  The  colored  population  of  that  dis- 
trict of  country  who  are  too  old  or  too  young  to  participate  in  the 
labors  of  the  field,  can  perform  all  the  labor  necessary  to  the  per- 
fection of  the  cocoon,  after  the  trees  have  been  planted.  The 
mulberry  grows  luxuriantly  in  most  all  parts  of  the  United 
States,  and,  in  three  or  four  years  from  the  seed,  will  afford  an 
abundance  of  foliage  that  may  be  gathered  as  food  for  the  worm. 
It  is  said,  in  the  neighborhood  of  Turin,  the  seed  is  sown  annu- 
ally, and  the  leaves  gathered  the  same  season;  but  the  economy 
of  this  process  in  this  country,  may  well  be  doubted. 

The  committee  do  not  pretend  to  much  practical  knowledge 
on  this  interesting  subject,  nor  have  they  made  the  growing  of 
mulberry  trees  an  object  of  (heir  particular  inquiry;  they  do  not 
consider  that  to  be  a question  submitted  to  their  investigation, 
farther  than  is  incidentally  connected  with  the  repeal  of  the 
duty  on  silk;  it  is  therefore  only  hinted  at.  Were  it  the  plea- 
sure of  the  senate  to  authorise  the  secretary  of  the  treasury,  or 
other  persons,  to  inquire  into  the  condition  of  the  culture  of 
silk,  much  information  might  be  collected  illustrative  of  its 
progress,  prospect  and  present  condition,  that  would  b«  useful 
to  the  legislator  and  highly  interesting  to  the  citizens  of  the 
United  States.  But,  as  the  committee  do  not  consider  a trea- 
tise on  the  culture  or  manufacture  of  silk  called  for  by  the  reso- 
lution ol  the  senate,  they  will  only  say  that  a repeal  of  the 
duty  on  silk  at  this  lime  will  be  taking  from  those  engaged  in 
its  culture  the  trifling  aid  and  encouragement  afforded  by  the 
present  tariff.-  The  committee  will,  however,  sugsest,  that  In- 
dia silks  are  said  to  be  imported  from  thence  to  Europe,  with 
the  privilege  of  debenture,  stamped  and  colored  at  the  latter 
place,  and  thence  shipped  to  this  country  as  French  or  English 
silks,  and  free  of  duty;  thus  evading  the  duly  that  would  have 
been  imposed  had  the  silk  been  imported  into  the  United  States 
direct  from  India.  It  is  understood  that  Great  Britain  protects 
her  manufactures  of  silk  by  a duty  of  thirty-five  per  cent,  and 
France  by  a duty  of  fifteen  per  cent,  ad  valorem. 

Buttons.  The  amount  or  rate  of  duty  on  buttons,  by  the  ex- 
isting law,  depends  on  the  material  of  which  they  are  composed. 
There  are  upwards  of  twenty  varieties  on  which  duties  are  col- 
lected, with  almost  as  many  variant  rates  of  duty.  On  some 
the  duty  is  5 per  cent',  on  others,  10,  15,  20,  25,  30,  and  even 
50  per  cent,  ad  valorem.  To  ascertain  the  class,  and  fix  the 
rate  of  duty,  frequently  perplexes  the  custom  house  officers, 
and  gives  trouble  to  the  treasury  department.  This  trouble 
and  perplexity  will  be  avoided  by  putting  all  buttons,  of  what- 
ever kind  or  manufacture,  or  of  whatever  material  composed, 
at  the  same  rate  of  duty.  It  appears  to  the  eommiuee  that  a 
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duty  of  15  per  cent,  ad  valorem,  proposed  by  the  report  of  the 
secretary  referred  to  the  committee,  would  not  leave  the  manu- 
faciurer  of  buttons  on  the  same  footing  with  other  manufac- 
turers of  the  country.  There  are  several  manufactories  of  but- 
tons, by  water  power  in  the  United  States,  at  which  a large 
quantity  are  made,  but  what  proportion  of  the  whole  amount 
consumed  is  unknown  to  the  committee.  The  silk,  worsted 
and  other  embossed  buttons,  are  also  made  in  the  cities  and  vil- 
lages, and,  in  the  opinion  of  the  committee,  should  be  encou- 
raged and  reasonably  protected.  Most  of  the  labor  in  manufac- 
turing these  buttons  is  done  by  females,  and  gives  employment 
to  a class  of  population  who  are  dependent  on  their  own  indus- 
try for  the  necessary  sustenance  and  comforts  of  life.  The 
labor  can  be  performed  at  their  own  homes,  under  the  imme- 
diate care  and  protection  of  those  who  have  a deep  and  abiding 
interest  in  their  welfare,  and  is  an  employment  peculiarly 
adapted  to  their  situation.  To  repeal  the  duty  that  fosters  and 
protects  this  manufacturer,  would  give  employment  to  a fo- 
reign population  at  the  sacrifice  and  expense  of  our  own. 

The  committee  will  therefore  suggest,  that  a duty  of  25  per 
cent,  ad  valorem,  on  all  buttons,  (of  w'hatever  material  com- 
posed or  by  whatever  name  called,)  and  subject  to  the  provi- 
sions of  the  act  of  1833,  modifying  the  tariff  of  1832,  would 
obviate  the  trouble  of  classification,  and  give  Substantial  aid 
and  protection  to  the  manufacturer. 

Hair  cloth  and  hair  seating  are  also  made  in  the  country;  but 
what  quantity  or  amount  ttie  committee  are  not  informed,  nor 
have  they  any  means  of  ascertaining.  It  has  been  stated  in  the 
public  journals  that  a factory  for  making  hair  cloth  was  put  in 
operation  the  season  past.  That  others  existed  prior  to  that 
time  is  well  known,  but  what  proportion  of  the  whole  amount 
consumed  is  manu factored  here,  is  unknown  to  the  committee. 
The  repeal  of  the  duty  on  hair  cloth  and  liair  seating,  in  the 
opinion  of  the  committee  would  not  be  consistent  with  a due 
regard  to  the  manufacturing  interest. 

A repeal  of  the  duty  on  calomel  and  tarter  emetic  appears  to 
the  committee,  would  be  injurious  to  the  manufacturing  inter- 
est. The  committee  are  informed  that  a large  proportion  of  the 
calomel  and  tartar  emetic  consumed  in  the  United  Stales  is 
manufactured  here.  The  whole  amount  now  imported  is  esti- 
mated at  about  fifteen  thousand  dollars,  and  it  is  stated  to  the 
committee  “that  one  establishment  in  the  city  of  Baltimore 
manufactures  more  than  double  that  quantity;  and  is  provided 
with  apparatus  to  quadruple  it.” 

The  duty  on  corks  was  also  suggested,  might  be  repealed 
without  essential  injury  to  the  manufacturing  interest;  but  in- 
formation in  possession  of  the  committee  indicates  the  proprie- 
ty of  the  continuance  of  the  present  duty;  several  persons  re- 
present they  are  largely  concerned  in  the  manufacture  of  corks, 
and  that  they  have  lately  expended  large  sums  of  money  for 
that  purpose,  in  the  full  confidence  and  belief  that  the  tariff  on 
corks  would  not  be  changed  in  contravention  of  the  provisions 
of  the  act  of  March  2,  1833.  From  these  and  other  representa- 
tions, the  committee  are  induced  to  believe  that  those  manu- 
facturers will  be  amply  able,  not  only  to  supply  the  U.  Stales, 
but  to  furnish  large  quantities  for  exportation. 

Wine.  Of  the  manufacture  of  wine,  the  committee  have  but 
little  information;  they  know  it  to  be  a production  of  the  coun- 
try, but  to  what  amount,  and  of  what  quality,  they  are  igno- 
rant. They  have  no  data  in  their  possession  to  enable  them  to 
form  an  opinion  of  its  future  •culture  and  manufacture.  The 
committee  consider  a reduction  or  total  repeal  of  the  duty  on 
wine  a matter  of  expediency,  to  be  regulated  by  the  wants  of 
the  treasury,  more  than  by  any  effect  it  would  have  on  the 
manufactures  of  the  country.  They  have  not  included  wine 
in  the  bill  reducing  the  duties,  nor  are  they  prepared  to  express 
an  opinion  of  the  propriety  of  the  measure,  under  the  present 
posture  of  our  affairs.  If  the  money  arising  from  the  duty  on 
wine  should  not  be  needed  by  the  government  for  other  pur- 
poses, it  might  be  beneficially  expended  in  improving  rivers, 
harbors,  and  creeling  breakwaters,  custom  houses,  court  houses 
and  other  purposes  intimately  connected  with  the  commerce, 
navigation  and  prosperity  of  the  country. 

Hemp.  The  duty  on  hemp  is  another  subject  entitled  to  se- 
rious consideration.  The  reduction  of  the  duty  on  hemp  would 
aid  the  manufacturer  of  cordage  and  add  to  the  facilities  of 
commerce,  ship  building  and  the  whale  fishery,  and,  in  the 
opinion  of  the  committee,  without  essential  loss  or  injury  to 
the  grower  of  hemp  in  the  United  Slates.  It  is  believed  to  be 
a fact  established  by  experience,  that  cordage  made  of  the 
hemp  of  this  country  is  not  such  as  it  should  be  for  the  rigging 
of  ships  or  vessels  bound  on  long  voyages.  Ship-owners  pur- 
chase foreign  cordage,  or  cordage  made  of  foreign  hemp,  for 
such  purposes.  It  is  believed  to  be  cheaper  for  the  ship-owner 
to  rig  his  ship  in  a foreign  port,  than  to  purchase  foreign  hemp 
and  manufacture  it  into  cordage  in  this  country,  under  the  pre- 
sent rale  of  duly.  The  legitimate  business  of  a merchant  is  al- 
ways to  seek  the  best  market,  either  for  sale  or  purchase;  and 
if  he  can  rig  his  ship  in  a foreign  port  at  less  expense  than  in 
his  own  country,  his  interest  prompts  him  to  do  it. 

It  is  a lamenlahJe  truth,  that  while  manufacturing  in  this 
country  is  generally  on  the  increase,  that  of  making  cordage 
has  decreased.  The  ropewalks,  that  used  to  echo  the  busy 
hum  of  industry,  are  now  shut,  abandoned  and  gone  to  decay. 
A reduction  of  the  duty  on  hemp,  and  a drawback  on  cordage 
made  of  foreign  hemp  and  shipped  to  a foreign  country  would 
aid  the  manufacturer  of  cordage,  increase  trade  and  add  to  the 
wealth  of  the  country. 


Were  it  possible  for  foreign  hemp  to  enter  into  competition 
with  domestic  hemp,  or  to  be  a substitute  for  it,  the  committee 
would  be  among  the  last  to  suggest  a reduciion  of  duty;  but 
they  are  satisfied  that  The  hemp  of  this  country,  unless  better 
prepared  than  at  present,  will  not  be  used  for  the  purpose  of 
rigging  vessels  bound  to  distant  seas,  by  the  prudent  ship-owner 
01  navigator.  To  continue  a very  high  duty  on  this  article  of 
necessity,  without  an  adequate  substitute  in  this  country,  is 
subjecting  the  ship-owner  to  a needless  expense,  without  bene- 
fit to  others. 

Sound  policy  would  seem  to  dictate  that  we  should  place  the 
great  navigating  interest  of  the  country  on  the  best  possible 
ground,  consistent  with  other  great  interests.  We  have  thrown 
open  the  door,  and  invited  the  navigation  of  the  world  to  com- 
pete with  us  on  the  principle  of  reciprocity.  We  have  done 
more.  We  have  extended  our  liberality  so  far  as  to  give  to 
the  tonnage  of  a foreign  nation  an  advantage  or  privilege  over 
our  own.  We  permit  the  vessels  of  Great  Britain  to  carry 
from  our  ports  goods,  wares  and  merchandise,  not  permitted  to 
be  carried  to  the  same  ports  in  ours,  and  tax  our  own  naviga- 
tion with  unnecessary  burdens. 

The  committee  do  not  propose  a repeal  of  the  duty  on  hemp, 
but  would  suggest  the  propriety  of  reducing  it,  so  as  to  lessen 
the  expense  of  the  ship-owner,  and  secure  to  the  grower  of 
hemp  ample  protection. 

There  are  other  modifications  of  the  tariff  that,  in  the  ©pi- 
nion of  the  committee,  would  be  useful  and  proper;  but  as  the 
period  is  fast  approaching  when  the  whole  will  be  thoroughly 
examined  by  congress,  they  forbear,  at  this  lime,  making  fur- 
ther remarks  on  the  various  items  embraced  by  the  resolution 
of  the  senate;  and  herewith  report  a bill  repealing  or  altering 
such  duties  as  they  consider  may  be  repealed  or  reduced  con- 
sistently with  a due  regard  to  the  manufacturing  interest. 

AFFAIRS  OF  FLORIDA. 

In  senate,  February  10. 

The  following  message  was  received  from  the  president  of 
the  United  Slates: 

To  the  senate  of  the  United  States: 

In  answer  to  the  call  made  by  the  senate  in  their  resolution 
of  the  3d  instant,  relative  to  the  Indian  hostilities  in  Florida,  I 
transmit,  herewith,  a report  from  the  secretary  of  war,  accom- 
panied by  sundry  explanatory  papers. 

ANDREW  JACKSON. 

Washington^  Feb,  9,  1836. 

War  department,  Feb.  9,  1836. 

Sir:  In  answer  to  the  resolution  of  the  senate  of  February  3, 
1836,  requesting  the  president  to  communicate  to  the  senate  all 
the  measures  taken  by  the  administration  to  suppress  the  In- 
dian hostilities  in  Florida,  and  also  to  communicate  all  the  in- 
formation in  his  possession  relative  to  the  cause  of  those  hosti- 
lities, I have  the  honor  to  transmit  a report  from  the  adjutant 
general,  showing  the  measur.es  above  referred  to  which  have 
been  adopted. 

I transmit,  also,  the  accompanying  summary  of  the  proceed- 
ings with  the  Seminole  Indians  subsequent  to  the  formation  of 
the  treaty  with  them  at  Payne’s  Landing,  concluded  May  9, 
1832,  and  ratified  April  8,  1834,  exhibiting  the  causes  which 
have  led  to  the  present  hostilities,  so  far  as  they  are  known  at 
this  department.  Very  respectfully  your  most  obedient  ser- 
vant, LEW.  CASS. 

To  president  of  the  U.  States. 

Adjutant  general’s  office,  Washington,  Feb.  9,  1836. 
Hon.  Lewis  Cass,  secretary  of  war: 

Sir:  In  complying  with  your  instructions  to  report  the  mili- 
tary operations  of  the  department,  touching  the  suppression  of 
Indian  hostilities  in  Florida,  it  may  be  proper  to  advert  to  the 
first  order,  augmenting  the  force  in  that  quarter,  and  to  the  as- 
signment of  an  officer  of  the  army  to  duty  there,  who,  in  his  ca- 
pacity of  commander  of  the  troops,  was  required  also  to  afford 
all  proper  aid  to  the  agents  of  government,  appointed  to  con- 
duct and  superintend  the  removal  of  the  Seminole  Indians  west 
of  the  Mississippi,  in  conformity  with  the  stipulations  of  their 
treaty  with  the  Uniteil  Slates. 

In  consequence  of  the  stale  of  affairs  as  reported  by  the  com- 
manding officer  of  Fort  King,  on  the  27th  October,  1834,  and 
the  officer  of  the  commissary’s  department,  charged  with  du- 
ties connected  with  the  removal  of  the  Indians,  and  also  on  the 
report  of  the  Indian  agent,  it  was  deemed  necessary  to  increase 
the  military  force  stationed  in  Florida.  Accordingly,  orders, 
dated  November  24,  were  issued,  directing  three  companies  of 
artillery  to  lake  post  at  Fort  Brooke,  Tampa  Bay,  and  the  com- 
pany stationed  at  Fort  Marion,  St.  Augustine,  to  join  the  gar- 
rison at  Fort  King,  then  consisting  of  one  company  of  infantry. 
The  same  order  assigned  brevet  brigadier  general  Clinch  to  the 
command  of  the  troops  in  Florida;  an  officer  of  much  experi- 
ence, and  being  well  acquainted  with  the  Indian  habits  and 
character,  he  was  also  required  to  co-operate  with  the  Indian 
agent  in  all  proper  measures  relative  to  the  contemplated  re- 
moval of  the  Seminole  Indians. 

On  a requisition  ofgeneral  Clinch,  received  in  February,  1835, 
for  six  additional  companies  to  strengthen  his  command,  four 
companies  of  arijllery,  under  brevet  lieutenant  colonel  Fan- 
ning, of  the  4th  regiment,  were,  on  the  14th  of  February,  1835, 
ordered  from  Fort  Monroe  to  Fort  King,  with  authority,  at  the 
same  lime,  to  draw  in  the  company  of  infantry  at  Key  West. 
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The  number  of  companies  in  Florida  was  now  increased  to 
ten;  of  which  number,  six  were  concentrated  at  Fort  King, 
llirce  at  Fort  Brooke,  as  before  slated,  and  one  stationed  at 
Key  West. 

On  ilie  12lh  of  October,  lieutenant  Harris,  of  the  artillery, 
disluirfing  agi'iii  for  the  Seiiiinoles,  recnminendeil  that  Uie  force 
in  Florida  slioulil  be  inereasi  d;  but  as  no  adiliiional  rcijuisilion 
for  that  purpose  had  been  received  from  general  Clinch,  it  was 
not  considered  proper  to  direct  this  ineasiire.  On  the  15lh  of 
the  month,  the  two  companies  of  artillery  stationed  at  forts 
Morgan  and  I’ickens,  near  Mobile  and  Pensacola,  were  placed 
under  his  orders. 

On  the  ai.'l  of  October,  a letter,  dated  the  8th,  was  received 
from  iieneral  Clinch;  in  which  he  sucgesled  the  propriety  of  be- 
ing aiiihori.'cd  to  call  into  the  service  one  hundred  and  fifty 
nioiinted  volunteers,  to  aid  in  the  removal  of  the  Indians,  and 
to  suppress  any  ditliculiies  wliich  miulit  occur.  But,  as  this 
force  was  rcr|iiired  to  aid  in  the  removal  of  the  Indians,  and  to 
prevent  difiiciillies  which  were  anticipated,  and  not  to  repress 
liostiliti.is  which  had  commenced,  or  whiclt  were  then  impend- 
im;,  general  Clinch  was  informed,  in  aI!^,wer,  on  the  22d  of  Oc- 
tober, that  theie  was  no  approjirialion  anUiorising  the  measure, 
and  tliat  llie  jiresideiit,  under  existing  cireumsiances,  did  not 
consider  that  the  case  came  under  the  conslitnlional  power  to 
call  into  service  an  additional  force  for  the  defence  of  the  coun- 
try. But  he  was  authorised  to  order  two  more  companies,  viz: 
those  at  forts  Wood  and  Pike,  to  join  him,  which,  with  the  two 
companies  placed  at  his  disposal  on  the  15th  of  October,  made 
four  companies  of  regular  troops  in  lieu  of  the  mounted  men. 
On  the  30th  of  the  same  month,  orders  were  given  by  the  navy 
department  to  commodore  Dallas  to  direct  one  of  the  vessels  of 
the  squadron  to  co-operate,  with  geneial  Clinch  in  liis  endea- 
vors to  effect  the  removal  of  the  Setninoles. 

In  a letter,  received  on  tlie  31st  of  October,  gen.  Clinch  re- 
quested that  three  companies  of  regular  troops  might  he  added 
to  his  command.  He  was  apprized  however,  by  previous  or- 
ders, that  four  had  already  been  placed  at  his  disposal. 

Ill  his  commuiiicaiinn  from  St.  Augustine, dated  29th  Novem- 
ber, received  on  Hie  9th  of  December,  gen.  Clinch  reported  that, 
should  htt  find  it  necessary  for  ilie  protection  of  the  frontier  set- 
tlements, lie  would  assume  the  responsibility  of  calling  out  at 
least  one  hundred  mounted  men,  believing  tlial  the  measure 
would  be  sanclioned  by  the  president  and  secretary  of  war. — 
This  approval  was  comiriunicaled  to  him  on  the  same  day;  and, 
in  addition  to  it,  a letter  was  addressed  to  the  governor  of  Flo- 
rida, requesting  him  to  place  at  the  disposal  of  gen.  Clinch  any 
militia  force  that  officer  miglit  require.  Of  this  gen.  Clinch  was 
informed.  He  was  also  informed  that,  at  the  requestor  gen. 
Hernandez,  orders  would  he  given-,  through  the  ordnance  de- 
partment, to  issue  five  hundred  muskets  and  the  necessary 
equipments  to  the  militia. 

It  appe.ars  that,  on  Hie  30th  of  November,  the  force  in  Florida 
consisted  of  one  field  officer  and  nine,  companies  of  arlilleiy, 
besides  two  of  infantry,  and  were  posted  as  follows: 

AtSt.  Angiistme,  one  company,  fifty-three  strong,  including 
three  commissioned  officers;  at  Fort  King,  six  companies,  three 
hundred  and  three  strong,  incimling  one  field  officer  and  twelve 
copipany  officers;  at  Fort  Brooke,  Tampa  Bay,  three  compa- 
nies, one  hundred  atid  thirty-three  strong,  iRchidirig  nine  com- 
pany oflicers;  at  Key  West,  one  company,  forty-seven  strong, 
incitiding  one  company  officer;  making,  in  the  aggregate,  five 
hundred  and  tliirty-six.  including  twenty-six  commissioned  of- 
ficers, then  serving  iti  Florida. 

The  four  companies  placed  under  the  orders  of  gen.  Clinch 
in  October  were,  pursuant  to  his  orders,  dr.awn  from  their  per- 
manent stations,  and  severally  arrived  at  Fort  Btooke  on  the 
27lh  of  November,  12ih,  25Hi  and  28ili  of  Decemln-r,  as  did  the 
company  from  Key  West,  on  the  21st  of  that  month. 

On  the  2.3d  of  Decemher,  a detachment  of  two  companies, 
commanded  by  the  g.illant  tn.ajor  DadCjto.nk  up  the  litie  of 
march  from  Fort  Brooke  to  Fort  King,  distant  about  one  hun- 
dred milts,  to  join  the  troops  under  the  immediate  command  of 
general  Clinch. 

The  loss  of  these  companies  on  the  23tli  reduced  the  force  in 
Florid.a  to  twelve  companies,  which,  on  Hie  31si  of  December, 
were  distributed  as  follows:  At  Fort  Brooke,  Tampa  B.ay,  five 
companies,  two  hundred  anil  four  strong,  including  nine  com- 
pany officers,  captain  Belton  commanding;  at  Fort  King,  one 
company,  forty-eiglit  strong,  including  two  company  officers 
and  one  field  offii-er,  lieiiteiiiini  colonel  Crane  commanding;  in 
the  field,  near  the  Wyililaconchcp,  six  companies,  witli  one 
field  officer  of  artillery,  brevet  lieutenant  colonel  Fanning,  tin- 
der the  imniedi.ite  cnmmaiid  of  gen*  l al  Clinch.  3'his  battalion 
is  estimated  to  have  been  about  two  hundred  and  eighty-three 
strong,  inrliuiing  thirteen  company  officers.  The  rr'gular  force 
in  Florida  on  ihe  morning  of  the  3Ist  December  is  estimated  to 
have  hcpii  about  five  hundred  and  iliiriy-five  strong,  including 
two  field  olficers  and  iwenty-fnnr  company  officers.  On  the 
29ih  of  December,  general  Clinch  moved  forward  witli  the  bat- 
talion of  six  companies,  and  on  the  31si  crossed  the  Wytlilacoo- 
chee,  with  about  two  hundred  regulars,  when,  being  attacked, 
he  engaged  and  defeated  the  Imlians.  q'he  volunteer  force 
with  general  CMinch  mi  tin;  day  of  the  action  is  said  to  have 
been  ahoiit  five  tnindred;  luii  ||js  oflicial  report,  received  the 
20lli  January,  does  not  exactly  state  the  exact  number  which 
crossed  the  river,  and  joined  in  the  action. 

On  the  8th  of  January,  in  consequence  of  information  receiv- 
ed from  general  Hernandez  and  general  Call,  respecting  the 


state  of  affairs  in  Florida,  the  war  department,  as  a precautiona- 
ry measure,  .and,  as  it  is  understood,  upon  its  own  suggestion, 
extended  the  authority  of  general  Clinch  to  call  for  militia  on 
the  governors  of  Alabama,  South  Carolina  and  Georgia;  and  re- 
questing tlieni  to  place  at  liis  dis(to?al  such  force,  as  he  might 
rwquite.  Ami  on  the  next  day,  it  appears  that  orders  were  de- 
sfiiiiched  from  the  navy  department  to  the  coniinanding  officers 
of  the  revenue  cutters  at  Cliarlesion,  Key  West  and  Mobile, 
vvliioh  were  transferred  by  the  treasury  department,  to  report 
to  general  Clinch  for  instructions;  and,  on  the  ]3ih,  commo- 
dore Dallas  was  requested  to  co-operate  with  his  squadron. 
On  the  13lh  January,  governor  Eaton  was  informed  that  the 
commanding  officer  at  the  arsenal  at  Augusla  had  been  direct- 
ed to  furnish  sucli  arms  and  ammunition  as  he  iniglit  require. 

On  lire  17lh  of  January,  unofficial  informaHon  having  reach- 
ed the  war  department  of  general  Clinch’s  action  with  the  In- 
dians on  the  31st  of  December,  the  war  department,  fearing 
Hiai  the  communication  with  general  Clinch  might  be  inter- 
rupted, and  he,  therefoi^e,  not  be  enabled  to  take  those  mea- 
sures which  circumstances  might  render  necessary,  requested 
Hie  governor  of  South  Carolina  to  place  at  tire  disposal  of  gene- 
ral Enslis,  the  commanding  officer  at  Charleston,  such  a militia 
force  as  he  might  call  for;  and  directed  this  officer  to  proceed 
with  that  force,  together  with  the  garrisons  at  Charleston  and 
Savannah,  to  St.  Augnstiiie;  thence  to  open  a communication 
with  genera!  Clinch,  and  report  to  him  for  instructions. 

About  the  20tli  of  January,  the  first  intimation  was  received 
at  the  war  department  tliat  there  was  reason  to  fear  iliat  par- 
ties of  the  Creeks  might  join  Hie  Seininoles.  In  consequence 
of  this  information,  and  from  the  belief  that  the  operations 
miglit  become  more  extended,  and  require  an  officer  of  higher 
rank,  major  general  Scott  was  ordered  on  the  21st  of  that 
month  to  proceed  to  Hie  theatre  of  hostilities,  and  there  assume 
the  command.  Authority  to  call  on  the  executives  of  Georgia, 
Alabama,  South  Carolina  and  Florida,  for  what  militia  force  he 
might  find  neces.sary,  was  given  to  him,  and  the  governors  of 
those  states  were  requested  to  place  such  force  at  his  disposal. 
At  the  same  time,  three  companies  of  artillery,  from  forts  Ma- 
con and  Johnson,  North  Carolina,  and  Augusta  arsenal,  in 
Georgia,  as  also  a detachment  of  one  hundred  dragoons,  re- 
cruits, and  three  other  companies,  on  the  25Hi  taken  from  forts 
Washington  and  Severn  and  Washington  arsenal,  under  the 
command  of  major  Gates,  were  ordered  to  Florida.  The  same 
instmciions  that  had  been  given  to  general  Clinch  on  the  .sub- 
ject of  the  three  rove.nue  cutters,  and  the  communication  with 
commodore  Dallas,  were  also  given  to  general  Scott. 

In  consequence  of  representations  from  Florida  that  mea- 
sures would  probably  he  taken  to  transport  Hie  slaves  captured 
by  the  Indians  to  the  Havana,  it  appears  that  instructions  were 
given  to  the  armed  vessels  to  prevent  such  proceedings,  and  ge- 
neral Scott  was  directed  to  allow  no  pacification  with  the  In- 
dians while  a living  slave,  belonging  to  a while  man,  remained 
in  their  possession.  Such  measures  as  the  l.avvs  appear  to  jus- 
tify were  also  aullmrised  to  be  taken  by  Hie  governor  of  Florida, 
to  prevent  the  Indians  from  receiving  supplies  of  ammunition 
from  Hie  fishermen  on  Hie  coast  of  Florida. 

It  is  estimated  that  the  whole  nnniliei  of  regular  troops  alrea- 
dy in  Florida,  and  on  their  way  there,  amount  to  about  1,200, 
including  officers. 

I have  not  considered  it  necessary  to  detail,  in  this  report, 
the  orders  given  by  Hie  various  military  bureaux  of  the  war  de- 
partment, to  provide  Hie  necessary  means,  such  as  transporta- 
tion, ordnance  and  ordnance  stores,  provi.«ions,  &c.  for  the 
operations  in  Florida.  All  the  measures  in  relation  to  these 
subjects,  which  appeared  to  be  necessary,  were  duly  taken. 

The  annexed  copy  of  instructions  to  general  Scott  will  pre- 
sent a general  view  of  the  measures  he  is  authorised  to  take, 
and  the  objects  he  is  to  effect. 

In  conformity  with  your  further  instructions,  to  mention  in 
this  statement  the  probable  number  of  disaffected  Seminole  In- 
dians, according  to  the  best  information  in  possession  of  the  war 
department,  on  application  to  the  commissioner  of  Indian  af- 
fairs, he  reports  that  lieut.  Harris,  the  disl)ur.«irig  agent,  charged 
with  the  distribution  of  the  various  articles  of  supply  guaranti- 
ed by  treaty  stipnl.ilions,  and  whose  duty  it  was,  therefore,  to 
ascertain,  by  the  best  data  within  his  reach,  their  whole  num- 
ber, stales  in  a communication  to  the  commissary  general  of 
subsistence,  dated  the  29th  September,  1835,  that  he  did  not 
think  the  population,  including  men,  women,  children  and  ne- 
groes, exceeded  three  thousand.  Of  this  number  lieutenant 
Harris  supposes  there,  were  sixteen  hundred  females,  leaving 
the  male  population,  including  negroes,  at  fourteen  hundred. 
The  commissioner  further  reports  that  “there  are  no  data  in 
liis  office  for  determining  what  proportion  of  the  number  were 
disposed  to  emigrate,  and  what  to  remain.  Assuming,  how- 
ever,” he  continues,  “that  they  were  equally  divided,  there 
would  then  be  seven  hundred  males,  including  negroes,  of  the 
disaffected  party.  If  Hie  statement  of  Hie  agent  be  correct,  it 
is  not  probable  that  more  than  one-half  of  this  number  could 
be  warrior.'-.  But  this  conjectiirol  estimate,  it  will  be  observed, 
refers  to  the  period  of  .lieutenant  Harris’s  report  of  Sept.  29,  or 
before  tlic  comniencemeiit  of  hostilities.  It  does  not  refer, 
therefore,  to  the  present  number  of  the  hostile  party  in  Florida, 
as  it  may  have  receivwd  accessions  from  the  other  party  of  the 
Scminoles  and  from  the  Creeks.”  . 

In  his  communication  to  the  adjutant  general,  on  the  subject 
of  the  friendly  Indians  located  in  the  immediate  vicinity  of 
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Tamp.*!  Bay,  received  on  the  8ih  instant,  capt.  Belton,  the  com- 
nianiling  officer,  reports  that  about  ninety  warwqrs  have  offered 
their  services,  and  that  he  has  directed  their  whole  force  to  en- 
ter the  field,  believing  that  they  will  be  of  much  service  in  an- 
noying the  rear  of  the  hostile  parly. 

Respectfully  submitted.  R.  JONES, 

Adjutant  general  of  the  army. 

ABSTRACT. 

On  the  9th  day  of  May,  1S32,  a treaty  was  concluded  at 
Payne’s  Landing,  in  Florida,  by  colonel  Gadsden,  with  the 
Seminole  Indians,  for  the  session,  to  the  United  States,  of  the 
lands  in  that  territory,  and  fur  their  removal  to  the  country 
west  of  the  Mississippi. 

This  treaty  contained  a provision,  that  certain  chiefs  therein 
named,  together  with  their  agent  and  interpreter,  ‘-should  be 
sent,  at  the  expense  of  the  United  Slates,  as  early  as  conve- 
nient, to  examine  the  country  assigned  to  the  Creeks  west  of 
the  Mississippi  river,  and,  should  they  be  sati.'fied  with  the 
character  of  that  country,  and  of  the  favorable  disposition  of 
the  Creeks  to  re-nnile  with  the  Seminolesras  one  people,”  then 
this  treaty  was  to  “be  binding  on  the  respective  parties.” 

Agreeably  to  this  stipulation,  the  delegation  repaired  to  the 
country  west  of  the  Mississippi,  and,  being  satisfied  on  the 
points  referred  to  their  discretion,  they  coticluded,  oti  the  28th 
of  March,  1833,  at  Fort  Gibson,  a treaty  with  Messrs.  Stokes, 
Ellsworth,  and  SrherniRrhom , rcndoring  atrsolute  the  above 
lueniioned  treaty  ot  Paj  ne’s  Landing.  The  treaty  of  Payne’s 
Landing  was  ratified  on  the  8ih  of  April,  1834,  and  the  supple- 
nientary  treaty  on  the  12th  of  April,  1834, 

The  treaty  of  Payne’s  Landing  provided  that  the  Seminole  In- 
dians should  remove  within  three  years  after  the  ratification  of 
the  treaty,  and  that  the  emigraiiou  should  commence  as  early 
as  practicable  in  the  year  1833,  and  with  certain  bands  therein 
specified;  so  that  a proper  proportion  might  be  removed  in  each 
of  the  three  years. 

The  treaty  not  having  been  ratified  until  the  spring  of  1834, 
and  no  appropriation  having  been  made,  definite  measures 
could  not  be  taken  for  the  removal  of  any  of  these  Indians  until 
the  proper  season  .arrived;  and,  indeed,  they  could  not  have 
been  removed  with  any  just  regard  to  their  health  and  circum- 
stances, till  the  succeeding  winter.  In  the  mean  time,  how- 
ever, on  the  8th  of  April,  being  the  day  of  the  ratification  of  the 
treaty  of  Payne’sLanding,  general  Thompson,  the  Indian  agent 
for  Florida,  was  informed  that  his  return  to  his  agency,  at  an 
early  day,  was  important,  as  arrangements  “will  be  made  for 
the  removal  of  the  Scminoles  as  soon  as  the  appropriations  are 
made.” 

On  the  8ih  of  July  succeeding,  being  immediately  after  the 
adjournment  of  congress,  regulations  were  adopted,  prescribing 
the  o[ieraiions  for  the  removal  of  the  Indians  during  that  year. 
Those  relating  to  the  Seminole  Indians  are  here  inserted. 

9.  The  season  being  so  far  advanced,  and  there  being  no  ap- 
propriation for  the  removal  of  the  Seminole  Indians  this  year, 
it  is  not^considered  advisable  to  attempt  their  removal  immedi- 
ately. General  Wiley  Thompson,  the  present  agent,  will  be 
appointed  special  agent  for  removal.  His  compensation  will 
not  commence  till  such  time  subsequent  to  the  31si  day  of  De- 
cember next,  as  he  may  be  required  to  begin  his  duties.  Cap- 
tain Russell  will  be  appointed  the  disbursing  officer. 

10.  Captain  Russell  will  be  directed  to  repair  immediately  to 
Florida,  where  he  will  have  a personal  commiunication  with 
gen.  Thompson,  who  will  be  advised  of  the  views  of  the  de- 
partment. They  will  communicate  to  the  Indians  the  inten- 
tion of  the  government  to  provide  for  their  removal  as  speedily 
as  is  compatible  with  their  health  and  other  circumstances. 

11.  A plan  of  operations  will  be  projected  by  general  Thomp- 
son and  captain  Russell,  embracing  all  the  details  connected 
with  this  matter  necessary  for  the  sanction  of  this  department. 
They  will  ascertain  when  will  he  the  proper  time  of  commenc- 
ing the  removal;  the  mode  of  transportation,  whether  by  land 
or  w'ater;  the  proper  route  to  be  taken;  the  best  mode  of  pro- 
curing subsistence  on  the  road,  whether  by  contract  or  by  open 
purchase;  the  best  mode  of  procuring  wagons,  if  wagons  are 
required;  and,  generally,  all  the  circumstances  necessary  to  a 
just  view  and  an  economical  arrangement  of  the  whole  affair. 
If  it  is  judged  best  that  the  transportation  should  be  by  land, 
one  of  those  officers  will  proceed  along  the  route  as  far  as  the 
Mississippi,  in  order  to  ascertain  the  facilities  of  transportation 
and  the  means  of  subsistence,  and  to  enable.them  to  determine 
on  the  best  course  with  respect  to  both. 

12.  If  it  should  be  concluded  that  the  Indians  had  better  be 
transported  by  water  by  the  way  of  New  Orleans,  then  vessels 
or  steamboats  should  be  procured  on  the  best  terms,  and,  if 
convenient,  by  public  proposals.  If  steamboats  can  be  got  at 
New  Orleans,  so  as  to  ascend  the  Arkansas,  an  arrangement 
had  better  be  made  for  the  whole  distance:  but  if  not,  the  In- 
dians had  better  be  transported  so  far  as  to  be  put  in  charge  of 
the  removing  officers  west  of  the  Missi.=.^ippi. 

13.  General  Thompson  and  captain  Russell  will  report  the 
number  of  persons  whom  it  will  be  necessary  for  them  to  em- 
ploy, and,  in  doing  so,  they  will  consult  the  most  rigid  economy. 

As  soon  as  the  plan  projected  by  them  is  received  here,  the 
department  will  act  upon  it,  and  communicate  immedmie  in- 
structions for  their  operations. 

The  first  information  which  reached  the  department,  furnish- 
ing any  authentic  evidence  of  the  disinclination  of  the  Se- 


minoles  to  remove,  after  the  ratification  of  the  treaty,  was  con- 
tained in  a letter  from  general  Thompson,  of  October  28,  1834, 
in  which  he  transmitted  a formal  talk  from  them  to  him,  and 
his  answer,  on  the  23d  of  that  month.  It  will  be  seen  by  ad- 
verting to  these  ducumeiits,  which  are  herewith  transmitted, 
that  the  objections  made  to  a removal  were  very  vague,  and,  in 
fact,  are  cvidt  iitly  mere  excuses  for  a non-fompliance  with  the 
provisions  of  the  treaty  of  Payne’s  Landing.  Among  thtse 
were  the  assertions,  that,  by  the  treaty  of  Fort  Moultrie,  lliey 
were  to  remain  in  Fiorida  for  twenty  years.  Tne  treaty  to 
which  they  refer  w.'ts  concluded  September,  1823,  and  secured 
to  them  the  reservation  subsequently  ceded  by  the  treaty  of 
Payne’s  Landing.  There  is  in  it  no  such  provision  as  they  al- 
lude to,  and,  if  there  were,  the  stale  of  the  case  would  not  be 
altered  by  it,  for,  by  the  treaty  of  Payne’s  Landing,  concluded 
ten  years  subsequently,  they  ceded  this  reservation,  and  en- 
gaged to  remove.  The  only  limitation  in  the  treaty  of  Fort 
Moultrie  is  one  of  twenty  years,  at  which  time  certain  annui- 
ties were  to  cease.  Some  of  them  urged  that,  alihough  the 
land  west  of  the  ?rlississippi-  was  good,  the  Indians  in  that 
quarter  were  bad.  That  they  wanted  to  keep  their  families 
where  they’’ were.  That  it  would  require  much  trouble  to  get 
there,  &c. 

From  the  report  of  gen.  Thompson,  as  well  as  from  the  tenor 
of  his  interviews  with  the  Indians,  it  was  obvious  that  the  Se- 
minoles  were  divided  on  the  subject  of  a removal;  that  a por- 
tion were  willing  to  remove,  and  another  portion  indisposed 
to  go. 

On  the  24th  of  November,  immediately  after  the  receipt  of 
these  despatches,  general  Thompson  was  informed  by  the  se- 
cretary of  war,  by  direction  of  the  president,  that  the  demands 
of  the  Indians  to  be  permiiied  to  remain  could  not  be  submitted 
to,  and  the  letter  thus  continues: 

“Every  consideration  of  good  faith  and  expediency,  with  re- 
spect to  themselves,  and  the  just  and  humane  policy  on  lliQ 
part  of  the  United  Slates,  requires  llteir  removal,  in  conformity 
with  the  stipulations  of  the  treaty.  1 have  no  doubt  that  you 
are  right,  and  that  the  sentiments  disclosed  by  the  Indians  are 
those  of  interested  advisers,  and  not  their  own.  They  have 
stipulated  to  remove  west.  They  have  ceded  their  country  in 
Florida,  and  it  will  soon  be  sold  and  occupied  by  our  citizens. 
Part  of  the  appropriations  for  fulfilling  the  treaty  has  been 
made,  and  others  will  be  asked  for  as  last  as  required.*  Ilia 
nothing  less  than  insanity,  or  an  utter  ignorance  of  their  own 
position,  which  can  induce  them,  under  these  circumstances, 
to  expect  to  remain.  To  comply  with  their  wishes,  or  rather 
what  is  represented  as  their  wishes,  would  be  utter  ruin  lo 
them.” 

General  Thompson  was  also  informed  that  orders  had  been 
given  for  an  increase  of  the  military  force  in  the  vicinity  of 
tliese  Indians,  and  he  was  instructed  to  communicate  freely 
with  gen.  Clinch,  who  was  directed  to  take  the  command.  He 
was  also  informed  that  their  annuities  would  be  withheld  until 
they  complied  with  the  treaty. 

At  the  same  time  a talk  from  the  president  to  these  Indians 
was  sent  to  general  Thompson,  in  which  the  views  of  the  pre- 
sident were  fully  communicated  to  them,  and  they  were  dis- 
tinctly told  that  they  had  ceded  their  lands  in  Florida,  and  had 
agreed  to  go  west,  and  that  these  stipulations  must  be  carried 
into  effect.  “The  effort  to  remain,”  said  this  talk,  “would  be 
destructive  to  you,  and  the  president  will  not  listen  to  such  a 
proposition.” 

On  the  28ih  of  December,  general  Thompson  communicated 
to  the  department  the  result  of  his  interview  with  the  chiefs, 
when  he  informed  them  of  the  views  of  the  government,  and 
the  determination  that  they  must  adhere  to  their  treaty  and  re- 
move. After  much  discussion  upon  the  subject,  general  Thomp- 
son,states,  “the  result  was,  that  we  closed  witlnhe  utmost 
good  feelings,  and  I have  never  seen  Powell  or  the  other  chiefs 
so  cheerful  and  in  sf»  fine  a humor  at  the  close  of  a discussion 
on  the  subject  of  their  removal.” 

On  the  27lh  of  January,  183.5,  general  Thompson  reported 
that  he  considered  the  force  stationed  in  and  on  the  border  of 
the  Seminoles  not  large  enough  lo  effect  the  object  for  which  it 
was  intended.  He  also  stated  that  a large  portion  of  the  In- 
dians were  opposed  to  removal,  and  he  had  no  doubt  that  they 
had  been  tampered  with  by  de.signing  persons,  until  some  pro- 
jects of  speculation,  or  some  fraudulent  claims  for  slaves, 
could  be  successfully  prosecuted.  7’he  military  means,  as  will 
appear  from  the  accompanying  report  of  the  adjutant  general, 
were  immediately  provided,  agreeably  to  the  suggestion  of  ge- 
neral Thompson,  and  to  one  made  by  general  Clinch  about  the 
same  time.  At  this  time,  and  siihscquenilv,  the  agents  of  the 
government  were  employed  in  endeavoring  to  persuade  the  In- 
dians lo  remove,  and  in  making  such  arrangements  as  were 
necessary. 

In  two  letters  from  general  Clinch  of  19th  March  and  1st 
April,  and  in  one  from  geneial  Thompson  of  the  31ft  of  March, 
the  then  stale  of  affairs  of  the  Seminoles  w’as  fully  communi- 
cated. They  reported  that  they  found,  in  their  interviews  with 
the  Indians,  that  the  president’s  talk  had  prodnoed  a favorable 
effect;  but  that  the  Indians  were  desirous  of  being  allowed  a 
short  time,  with  a view  to  determine  upon  the  measures  they 
would  adopt.  These  letters,  copies  of  which  are  transmitted, 

*The  appropriations  provided  were  for  the  purpose  of  pur_ 
chasing  certain  articles  promised,  in  the  treaty,  to  the  Indians' 
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show  the  views  of  those  officers.  General  Clinch  suggested, 
among  other  things,  lliat  “perhaps  it  would  be  belter  to  let 
them  remain  until  next  spring,  piovided  that  they  would  con- 
sent to  remove  peaceably  and  (luieily  on  the  1st  day  of  March 
next.  Many  are  inclined  to  this  plan;  and  1 believe  the  whole 
nation  will  readily  come  into  the  measure.  Jt  is  impossible 
not  to  feel  a deep  interest  and  much  sympathy  for  this  people; 
but,  at  the  same  lime,  every  humane  and  benevolent  man,  at 
all  aciiuainled  with  their  character,  must  acknowledge  that  the 
mild  and  benevolent  course  adopted  by  government  is  the  only 
one  to  save  them  from  destruction.” 

Ill  answer  to  the  views  presented  by  generals  Thompson  and 
Clinch,  they  were  informed  by  the  secretary  of  war  on  the  14ih 
of  April,  that  the  subject  had  been  submitted  to  the  president, 
and  that  the  views  of  general  Clincli  were  deemed  equally  ju- 
dicious and  humane.  He  was  told  that  tliere  was  not  the 
“slightest  wish  to  oppress  the  unhappy  Seniinoles  who  had 
stipulated  for  their  own  removal.  But  their  continuance  where 
they  now  are,  for  any  length  of  time,  is  absolutely  impossible, 
anil  the  sooner  they  are  satisfied  of  this  fact  the  better  it  will  be 
for  them.  Still,  however,  I should  much  prefer  a voluntary  and 
peaceable  removal  to  oneefl'ecled  by  force.  It  would  only  be  in 
the  last  resort  that  the  government  would  be  willing  to  compel 
them  to  comply  with  their  own  engagements;  and  it  would  be 
belter  to  sutler  a temporary  inconvenience,  if  thereby  their 
feelings  could  be  quieted,  than  to  require  them  to  be  removed 
without  their  own  consent.  The  matter,  therefore,  is  referred 
entirely  to  your  discretion,  and  to  that  of  general  Thompson. 
If  they  should  be  willing  to  go  this  year,  it  would  certainly  be 
belter  to  remove  them;  but  if  they  are  opposed  to  this,  and  will 
generally  agree  quietly  to  remove  by  the  1st  Of  March,  or  as 
soon  thereafter  as  the  necessary  arrangements  can  be  made, 
then  they  may  be  suffered  to  remain  until  that  time.  Butin 
that  case,  let  a written  agreement  be  drawn  up,  staling  the 
reason  of  the  delay,  their  readiness  to  remove  by  that  lime,  and 
to  go  in  a body  by  such  route  as  you  and  general  Thompson 
may  think  best  for  them,  and  the  most  economical  for  the  go- 
vernment, and  let  this  agreement  be  signed,  in  open  council,  by 
all  their  influential  men.  It  is  my  decided  opinion  that  they 
had  belter  go  by  water,  and  every  proper  inducement  sliould  be 
held  out  to  them,  to  assent  to  that  measure.  Still,  however, 
if  their  repugnance  should  prove  to  be  invincible,  that  point 
may  be  yielded  to  them. 

“Should  the  Seminoles,  however,  peremptorily  decline  to 
pledge  themselves  peaceably  to  remove  next  season,  you  will 
then  proceed  to  carry  into  effect  the  instructiohs  heretofore 
given.” 

Before  the  receipt,  however,  of  the  above  letter,  viz:  on  the 
23d  of  April,  an  arrangement  was  made  with  the  Indians,  by 
generals  Clinch  and  'I'hompson  and  the  disbursing  agent,  by 
which  the  validity  of  the  treaty  of  Payne’s  Landing  was  recog- 
nized, and  the  Indians  agreed  to  carry  into  efiV.ct  its  provi- 
sions. In  consequence  of  this, .instead  of  removing  a part  of 
them  at  that  lime,  they  were  allowed  until  the  succeeding 
winter  to  make  their  preparations,  when  they  all  agreed  to  go 
together,  and  it  was  understood  they  would  be  removed  about 
the  15th  of  January. 

It  will  be  remarked  that,  by  the  treaty  of  Payne’s  Landing, 
the  Seminoles  were  to  be  allowed  three  years  for  their  removal; 
and  as  the  delay  in  the  examination  of  the  country  west  of  the 
Mississippi,  and  the  consequent  ratification  of  the  treaty,  could 
not  be  imiiuiable  to  them  as  a fault,  they  were  entitled  by 
every  fair  consideration,  to  three  years  from  the  ratification. 
Consequently,  therefore,  the  only  delay  which  this  arrange- 
ment occasioned  was  the  non-removal  of  a portion  of  their 
people  at  that  time,  and  its  postponement  to  the  next  season 
of  operations.  'I'he  advantages  which  there  was  a reason  to 
expect  from  it  were,  that  the  Indians  would  be  quieted,  and 
voluntarily  go,  and  that  they  would  all  beretnoved  in  two  years 
instead  of  three. 

The  reasons  given  for  this  measure  by  the  officers  who  pro- 
posed it  were  very  satisfactory  to  the  iiresident.  These  were, 
the  duly  of  yielding  something  to  the  situation  of  the  friendly 
chief  who  advocated  the  measures  of  the  government;  the  late- 
ness of  the  season,  which  would  have  brought  the  operations 
into  the  heal  of  summer,  and  ex[)o.sed  the  emigrants  to  the 
dangers  of  the  cholera  and  other  malignant  disorders  which  had 
alllicied  some  of  the  other  emigrating  parties;  the  injury  which 
would  h.ave  been  sustained  by  their  leaving  their  own  country, 
with  the  crop.s  in  the  ground,  without  any  means  of  dis[)osing 
of  them,  and  of  their  arrival  at  their  pl.ace  of  residence  in  the 
west  at  a bad  lime  to  prepare  their  arrangements  for  their  future 
subsistence;  and,  also,  the  natural  desire  that  the  whole  tribe, 
if  possible,  should  go  together.  The  agreement  of  the  chiefs  is 
herewith  iran.smitted. 

On  the  20ih  of  May  the  approval  of  the  president  was  convey- 
ed, by  the  acting  secretary  of  war,  to  generals  Clinch  and 
1 hompson  and  lieutenant  Harris,  on  the  subject  of  the  arrange- 
ment made  by  them  for  the  continuance  of  a part  of  the  t'cini- 
noles,  and  their  entire  removal  next  season.  In  that  letter,  the 
approv.al,  also,  of  the  president  was  conveVed  of  the  declaration 
of  general  Clinch  to  the  Seminoles,  that  if  they  declined  tri  re- 
move vnliintarily,  they  would  be  removed  by  force.  Thi.s  letter 
continues:  “'I’he  president  approves  of  this  deelaralion,  upon  a 
full  consideration  of  ilm  circumstances  under  which  it  was 
made.  The  Seminoles  had  trilled  sufficiently  long  with  the 
niost  solemn  treaty  obligations,  to  which  they  had,  in  the  first 
instance,  acceded  with  a full  understanding  of  their  character, 


and  the  consequences  which  they  had,  during  three  years  full 
opportunity  u^r  reeive  and  appreciate.  It  is  apparent,  from 
your  report,  that  further  argument  and  persuasion  would  have 
been  fruitless.  The  government  was,  therefore,  bound,  by  the 
treaty  of  183*?,  to  secure  the  well-being  of  the  Indians  and  the 
prosperity  of  lire  territory  from  which  they  had  agreed  to  emi- 
grate.” 

General  Tliompson,  in  a letter  of  the  3d  of  June,  reported 
that  Powell,  one  of  the  most  influential  chiefs  oflhe  Seminoles, 
had  behaved  so  badly  in  his  office  that  he  was  put  in  irons  and 
confined.  On  the  next  day,  however,  he  signified  his  regret, 
and  his  willingness  to  sign  the  agreement  and  emigrate.  To 
lest  his  sincerity,  he  was  released,  and  had  five  days  given  to 
him  while  at  liberty,  during  which  he  could  come  forward  to 
affix  his  name  to  the  instrument  the  others  had  signed.  “True 
to  his  professions,”  says  the  agent,  “he  this  day  appeared  with 
seventy-nine  of  his  people,  men,  women  and  children,  includ- 
ing some  who  had  joined  him  since  his.  conversion,  and  re- 
deemed his  promise.  He  told  me  many  of  his  friends  were- 
oul  hunting,  whom  he  could  and  would  bring  over  on  their 
return.  I have  now  no  doubt  of  his  sincerity,  and  as  little  that 
the  greatest  difficulty  is  surmounted.” 

During  the  summer  only  two  incidents  occurred  to  interrupt 
the  harmony  which  was  the  result  of  the  arrangement  of  the 
preceding  April.  These  were  similar  in  their  charaier  to  those 
feuds  which  so  often  prevail  upon  the  border,  and  afforded  no 
reason  to  anticipate  hosiilitica.  In  one  e.ase  the  accused  In- 
dians were  surrendered  by  their  chiefs,  but  were  eventually 
discharged,  because,  as  stated  by  the  agent,  the  proper  civil 
authority  would  not  receive  them.  In  the  other  case,  it  ap- 
pears, by  the  report  of  general  Clinch,  that  a murder  was  com- 
mitted by  the  Indians  as  an  act  of  revenge,  and  that  they  staled 
“that,  having  accomplished  the  purpose  of  revenge,  by  the  mur- 
der of  a white  man,  they  were  satisfied.”  Gen.  Clinch  further 
remarked,  that  “measures  have  been  taken  at  Fort  King  by  the 
officers  and  the  chiefs,  conjointly,  to  apprehend  the  murderers, 
and  I have  no  doubt  they  are  secured.”  It  is  not,  however, 
known  at  this  department  that  these  persons  have  yet  been  ac- 
tually apprehended. 

In  other  respects,  affairs  with  the  Indians  remained  undis- 
disturbed;  the  agents  of  the  government  and  the  Indians  antici- 
pating a removal  during  the  succeeding  winter. 

On  the  3d  of  August,  in  a letter  received  on  the  26lh  of  that 
month,  lieutenant  Harris,  the  disbursing  agent,  reported  that 
the  prospects  of  emigration  were  promising.  The  views  of  gen. 
Thompson  and  of  lieutenant  Harris  were  subsequently  sub- 
mitted to  the  department,  respecting  a plan  of  operations  for 
the  removal  of  these  Indians,  and  the  necessary  arrangements 
for  carrying  into  full  effect  the  measures  of  removal  were  ap- 
proved, and  continued  in  the  process  of  fulfilment  by  the  agent 
until  the  commencement  of  hostilities. 

In  a letter  from  lieutenant  Harris,  the  disbursing  agent,  of 
September  29,  1835,  he  slates,  “I  consider  the  population,” 
speaking  of  the  Indians  under  treaty  stipulation  to  remove 
“including  negroes,  not  to  exceed  three  thousand,  of  which  I 
should  suppose,  sixteen  hundred  are  females.” 

The  first  information  of  any  act  having  a decided  appearance 
to  coirimit  hostilities,  was  conveyed  in  a letter  from  general 
Thompson,  dated  30th  November,  and  received  at  the  depart- 
ment the  23d  of  December,  in  which  he  stales  that  from  four 
to  five  hundred  of  the  Seminoles  friendly  to  emigration,  and 
five  of  their  chiefs,  had  fled  to  Tampa  Bay  for  protection;  that 
one  of  the  most  intelligent  and  active  chiefs  had  been  murdered 
by  those  opposed  to  their  removal,  and  it  was  his  impression 
that  this  act  would  operate  seriously  upon  the  emigration,  and 
that  force  would  have  to  be  resorted  to.  No  reason  is  given 
for  this  murder;  but  it  is  probable,  from  subsequent  events,  that 
ft  was  the  commencement  of  a series  of  hostile  efforts  which 
the  party  opposed  to  emigration  was  determined  to  make. 
Seven  days  subsequently,  general  Thompson  reported  that 
many  of  the  Indians  had  disappeared  from  their  usual  places 
of  residence  immediately  after  this  murder.  Gen. ^ 'I'hompson 
concludes  his  informalion  by  stating  that  he  then  considers  the, 
Indians  in  a decided  state  of  hostility.  This  letter  was  re- 
ceived on  the  30th  of  December. 

Having  traced  the  affair  to  the  first  official  annunciation  of 
hostilities,  it  is  not  necessary,  in  obeying  the  call,  to  pursue 
it  further.  It  is  projicr,  however,  to  remark  that  information  of 
this  murder  of  the  friendly  chief,  and  of  the  unfriendly  inten- 
tion of  the  Indians,  was  conveyed  in  a letter  from  gen.  Clinch 
of  December  1,  and  received  likewise  on  the  16th  of  December. 

Copies  of  letters  herein  referred  to,  and  necessary  to  an  un- 
derstanding of  the  causes  which  have  led  to  the  present  diffi- 
culties in  Florida,  are  herewith  transmitted. 

It  is  obvious  in  a recapitulation  of  the  whole  subject,  that  a 
portion  of  the  Seminoles,  after  the  conclusion  of  the  treaty  of 
Bayne’s  Landing,  were  indisposed  to  comply  with  the  stipula- 
tions, and  to  remove  west  of  the  Mississippi,  and  to  this  indis- 
position is  to  be  traced  the  origin  of  the  hostilities  which  are 
now  carrying  on  in  Florida. 

JVar  dc]iarlmcvt.  February  1836. 

I have  examined  the' papers  on  file  relating  to  the  causes  of 
the  present  hostilities  wiih  the  Seminoh's,  and  the  above  ab- 
stract, together  with  copies  of  letters  accompanyingthem,  seem 
to  m’e  to  lurnish  all  the  material  information  necessary  to  a 
knowledge  of  those  causes.  C.  A.  HABRIS, 

chief  clerk  war  department, 

February  9,  1836. 
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A supplement  of  eight  pages  follows  the  present 
number — by  which  we  have  been  enabled  to  give  the 
whole  of  the  long  speeches  of  Messrs.  Adams,  Wise 
and  Cainbrelevg,  on  the  lost  fortification  bill  of  the 
last  session;  the  message  of  the  president,  of  Mon- 
day last,  with  the  doculnents  accompanying  it,  and  the 
brief,  but  placid  and  severe  speech  of  Mr.  Clay,  on  the 
accommodation  of  our  differences  with  France.  These, 
with  a very  few  brief  notices  of  other  things  (some  of 
which  were  lying  over  from  last  week),  have  made  our 
pages  as  “full  as  the  Baltic” — and  forl)iddeii  a notice  of 
many  articles  that  we  liad  prepared,  and  must  yet  pub- 
lish. Even  the  journal  of  congress  has  been  shoved  out, 
of  necessity — but  must  be  brought  up.  Nothing,  how- 
ever, important  is  contained  in  this  journal,  except  the 
passage  (“at  long  last)”  of  the  bill  for  the  relief  of 
New  York,  in  consequence  of  the  great  fire  in  that  city. 

On  Saturday  afternoon  last  we  had  the  following,  from 
Philadelphia — 

IMPORTANT.-^ 

Just  as  our  paper  was  going  to  press  last  night,  we  were  fa- 
vored with  the  following  letter,  containing  an  account  of  an 
insurrection  of  the  slaves  at  Nashville,  Tennessee,  and  the  de- 
struction of  the  Planters’  bank  and  the  Union  bank  of  Tennessee. 
We  shall  wait  for  further  particulars,  with  great  anxiety. 

Three  miles  from  Nashville,  Feb.  10,  6 o’clock,  Ji.  M. 
Dear  sir:  We  have  just  time  to  inform  you  by  Mr.  Harris, 
who  leaves  here  for  Maysville,  that  Nashville  is  in  the  utmost 
confternalion,  owing  to  an  insurrection  of  the  slaves!!!  At  1 
o’clock  the  Planters’  bank  was  forced  into — have  not  heard  the 
particulars.  If  we  save  our  lives,  it  is  all  we  ask.  We  remain 
truly,  J.  & R.  YEATMAN  & Co. 

Half  fast  6,  P.  M. 

P.  S.  An  express  has  just  arrived — the  Union  bank  was  burn- 
ed last  night!! 

[The  above  appeared  in  a postscript  of  the  Philadelphia  Herald 
of  Friday.] 

It  is  now  needless  to  say,  that  the  whole  story  is  a lie — 
A “wicked  LIE.”  It  is  supposed  to  have  originated  in 
some  speculation  in  holy  banking — of  which  we  shall 
have  enough,  a short  time  hence.  A large  reward  has 
been  offered  for  the  author  of  the  lie. 

HarrisburgJi,  Feb.  18,  1836.  As  the  message  of  gov. 
miner  approving  the  bank  bill,  is  short,  I annex  hereto 
a copy  of  it. 

To  the  senate  and  house  of  representatives 

of  the  commonwealth  of  Pennsylvania: 

I have  approved  and  signed  the  following  act  of  the  general 
assembly,  entitled ‘’an  act  to  repeal  the  slate  taxon  real  and 
personal  properly,  and  to  continue  and  extend  the  improve- 
ments of  the  state  by  rail  roads  and  canals,  and  to  charter  a 
state  bank,  to  be  called  ‘the  United  Stales  bank,’  ” and  di- 
rected the  secretary  to  remrn  the  same  to  the  house  of  repre 
sentatives  where  it  oripiated.  Joseph  Ritner. 

Harrisburgh,  Feb.  18,  1836. 

A meeting  of  the  stockholders  of  the  bank  of  the  U. 
States  (tlie  last  under  its  present  charter),  has  been  held 
at  Philadelphia,  at  which  tlie  Pennsylvania  charter  was 
pi'omiitly  accepted;  and  Mr.  Biddle  voted  “a  superb  ser- 
vice of  plate”  for  his  distinguished  services,  as  president 
— an  account  of  which  must  be  delayed;  as  well  as  of 
many  things,  as  evidences  of  the  madness  and  passion  of 
the  times,  and  to  show  the  deep  mortification  o\ party,  at 
the  result.  Many  of  the  “democrats”  are — “as  hot  as 
cotton.”  A “jumping  into  the  Potomac,”  might  cool 
some  of  them. 

In  the  Register  of  Feb.  18,  page  303,  Mr.  Leet,  of 
the  senate  of  Pennsylvania,  is  said  to  have  stated  that  he 
had  received  a letter  threatetting  him  with  assassination, 
if  he  voted  for  the  bank  of  the  United  States.  This  is  a 
strange  error,  (not  one- of  our  making)— for  he  was  uni- 
formly opposed  to  tlie  incorporation  of  that  bank.  It  was 
another  gentleman. 

" An  election  took  place  on  Tuesday  last,  in  Pliiladel* 
phia,  to  supply  the  vacancy  occasioned  in  the  house  of 
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representatives  of  Pennsylvania,  by  the  decease  of  Mr. 
Khumbhaar,  which  resulted  as  follows: 

For  Mr.  Scott,  (whig)  3,681 

jVIr.  Jack,  (Jackson)  1,522 

Mr.  Evans,  (anti-masonic)  225 

The  latter  does  not  appear  to  have  been  considered  a 
candidate. 

A bill  was  reported  in  tlie  legislature  of  Pennsylvania, 
on  the  20th  instant,  to  remove  the  seat  of  government  of 
that  state  to  ihe  city  of  Philadelphia. 

The  expunging  resolution  in  Virginui.  1'hls  impor- 
tant act  passed  the  senate  on  Saturday.  Tiie  first  reso- 
lution, instructing  to  expunge,  passed  by  a vote  of  12  to 
19.  The  second,  in  regard  to  the  validity  of  instruc- 
tions, passed  by  a vote  of  20  to  5.  The  ])reamble,  by 
20  to  10.  Tlie  majority  in  the  house  was  14. 

[Washington  Globe, 

Gov.  Tazewell,  of  Virginia,  having  i-efused  to  forward 
the  “expunging”  resolutions  to  the  senators  in  congress, 
as  being  unconstitutional — the  officers  of  the  two  houses 
have  been  directed  to  send  them  on. 

Martial  law  prevailed  at  New  York  on  Wednesday 
last,  in  consequence  of  outrages  committed  by  persons 
claiming  higher  rates  of  wages,  and  their  abuse  of  others 
content  with  their  present  receipts.  The  life  of  a police 
officer,  it  was  feared,  had  been  sacrificed.  But  they 
were,  apparently,  subdued — at  the  date  of  our  latest  ac- 
counts. 'I'lie  leaders  were,  chiefly  foreigners.  The  mayor 
acted  well,  and  much  regretted  his  frequent  calls  on  the 
military,  to  aid  the  civil  authorities. 

THE  SEMINOLE  WAR. 

St.  .Augustine,  Feb.  10.  “Lieutenant  IVard,  of  the  volun- 
teers attached  to  general  Clinch’s  command,  having  mutinied, 
and  ihrealenin*  to  shoot  his  commanding  ollicer,  col.  Parish, 
was  immediately  shot  dead  by  Ihe  latter.  Col.  Parish  had 
been  tried  by  a court-martial.  The  consequence  of  this  unfor- 
tunate occurrence  was,  that  all  the  volunteers  had  left  general 
Clinch,  leaving  him  only  his  five  companies  of  regulars,  and  he 
had  at  that  time  received  no  reinforcements. 

St.  .Augustine,  Feb.  11.  The  Whole  of  the  country,  south  of 
St.  Augustine,  has  been  laid  waste  during  the  past  week,  and 
not  a building  of  any  value  left  standing.  There  is  not  a single 
house  now  remaining,  between  this  city  and  Cajie  Florida,  a 
distance  of  *250  miles,  all,  all,  have  been  burnt  to  the  ground. 
On  Sunday  morning  last,  a dense  smoke  was  seen  in  the  south 
in  the  direction  of  Bulowville,  and  it  was  conjectured  that  the 
buildings  on  that  plaiilation  w'ere  in  flames,  and  it  was  known 
that  there  were  none  but  Indians  in  that  diieciion.  The  smoke 
was  seen  ill  the  same  diieciion  uniil  Tuesday.  On  Thursday 
it|  was  reported  that  gen.  Hernandez’s  houses  at  St.  Joseph’s 
were  on  fire,  and  in  the  afternoon  this  report  was  confirmed  by 
two  of  rien.  Hernandez’s  negroes,  who  stated  tliat  they  had  rode 
from  Mala  Compra  to  St.  Joseph’s  that  morning,  and  came 
within  a quarter  of  a mile  of  the  house;  and  had  a full  view  of 
the  burning  buildings. 

They  state  the  houses  to  have  been  fired  about  7 o’clock  that 
morning  and  that  every  house,  except  the  corn  house,  was 
burning  at  the  time  they  were  there.  The  Indians  had  posted 
sentinels  at  some  distance  from  the  houses,  while  the  main  body 
were  dancing  around  the  fire.  3'he  negroes  can  give  us  no 
correct  idea  as  to  tlie  number  of  Indians,  but  say  that  there  was 
a large  crowd  of  ilierii.  The  plantation  of  col.  James  Williams, 
was  also  set  fire  to  and  destroyed  at  the  same  time.  Mr.  Du- 
pori’s  plantation  of  Cuen  Reliro,  is  also  rlestroyed.  There  now 
remains  no  doubt  of  the  destruction  of  Bulowville.  It  is  the 
opinion  of  many  that  after  the  battle  of  Duiilaw'ton,  the  fn- 
dians  procured  a large  reinforeemetu  and  returned  to  attack 
Bulowville.  The  amount  of  properly  destroyed  is  immetise;  at 
Bulowville  alone^  the  buildings  are  said  to  have  cost  ^'50,000. 
Tire  property  destroyed  during  ilie  past  week,  on  lliese  platila- 
lions,  cannot  be  less  titan  ;ft200,000. 

Tallahassee,  Fch.  1.3.  Louisiana  lias  acted  nobly  in  tlie  pre- 
sent crisis  of  our  affairs — Seventy-five  thousand  dollars  have 
been  approruiated  to  defray  the  ex(iense  of  equipping  the  volun- 
teers from  that  slate.  Private  subscriptions  for  the  same  pur- 
pose have  also  been  made  to  a large  amount.  Eight  hundred 
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and  fifty  repulars  and  volunteers,  under  the  command  of  gene- 
ral Gaines,  loft  New  Orleans  on  the  3d  inst.  for  Tampa,  aiul 
are  prohahly  now  at  the  scene  of  action.  The  lorce  which 
will  he  assemhled  there  in  a few  days,  will  exceed  twelve  hun- 
dred men.  We  have  not  the  means  of  estimaUng  the  ntiniher 
of  troops  which  will  he  under  the  command  of  general  Scott  on 
the  norlhern  and  esstern  frontier  of  the  Seminole  nation,  hut 
suppose  from  the  reports  from  Georgia  and  South  Carolina, 
they  will  ainoiint  to  at  least  two  thousand  strong.  If  the  sava- 
ges have  not  already  made  their  escape  to  the  everglades  in  the 
southern  portion  of  the  Peninsula,  we  may  calculate  on  a ter- 
mination ofthe  war  in  a lew  weeks. 

BAitHADOES.  A letter  writer  in  the  Journal  of  Com- 
merce has  this  paragraph  concerning  the  apprentice  sys- 
tem:  . ^ 

I have  inquired  with  much  solicitude  into  the  operation  of 
the  apprentice  system.  It  is  not  certain  that  this  island  would 
be  a fair  test,  and  I aih  credibly  informed  lliat  it  works  dif- 
ferently in  the  other  dependencies;  hut  the  result  of  eighteen 
months  trial  has  somewhat  surjirised  me.  Whatever  may  be 
the  cause,  the  facts  are  conceded  that  there  is,  since  August, 
1834,  an  appreciation  of  real  estate;  that  the  quantity  of  the 
crop  is  equal,  and  the  cost  and  trouble  of  working  estates  is  not 
increased.  As  we  are  about  to  sail  for  St.  Thomas,  and  make 
some  slay  at  the  intermediate  islands,  f shall  have  an  oppotlu- 
niiy  of  making  further  inquiries,  and  will  communicate  the  re- 
sult. 

Earthquake  in  Italy.  The  Neapolitan  Gazette  of  the  7th 
November,  has  the  following  account  of  the  destruction  of  Cas- 
tiglioni,  by  an  earthquake,  and  the  burying  of  more  than  100 
of  its  inhabitants  under  the  ruins.  In  the  middle  of  the  night 
of  the  12th  lilt,  a strong  shock  of  an  earthquake  was  generally 
fell  in  Calabria  Citia;  this  was  followed  at  intervals  by  ten 
other  shocks;  some  also  were  experienced  on  the  following 
days;  in  the  midst  of  these  comrnoiions,  Casliglioni,  a com- 
mune in  the  district  of  Co.scnza,  was  levelled  to  tlie  ground, 
and  100  out  of  a population  of  1,000  tlius  met  an  unliinely 
death.  Many  of  the  inhabitants  who  attempted  flight  were 
seriously  Woiinded  by  the  falling  of  the  houses.  The  small 
Village  of  liovella,  with  a population  of  370  persons,  shared  the 
eaine  fate,  although  with  the  loss  of  only  two  lives  and  about 
thirty  wounded.  In  Leptiaim,  a family  ofsi.x  individuals  were 
buried  in  the  ruins  of  a fallen  house.  In  Rende,  two  were 
killed  from  the  same  cause,  and  one  in  Casole.  Nineteen  per- 
sons perished  in  Santo  Pietro  a Guarano,  where  also  several 
houses  were  thrown  to  the  ground.  3’ho  buildings  in  Cosenza, 
the  capital  of  the  province,  were  considerably  damaged,  al- 
though no  lives  were  lost.  Calamitous  as  this  event  has  prov- 
ed, it  sinks  into  insignificance  when  compared  to  a disaster  of 
the  same  kind  which  befel  the  other  Calabria  in  1783,  a great 
part  of  which,  as  well  as  Sicily,  was  destroyed  by  a most  tre- 
mendous earthquake,  with  the  loss  of  forty  thousand  persons, 
tVho  perished  in  the  ruinsof  towns  and  villages. 

ITEMS  AND  SCRAPS. 

There  are  73,2.54  male,  and  38,823  female  children,  attending 
the  schools  of  Massachusetts. 

The  total  value  of  the  cattle  sold  in  Sntithfield  market,  Lon- 
don, annually,  i.s  £8„500,000;  among  these  arc  a million  and  a 
Italfof  sheep.  A millioii  Of  pounds  sterling  i.s  expended  in 
fruits  and  vegetables.  'Phere  are  consumed  11,000  tons  of  bui- 
ler;checse  l3,000  ton.=;  flour  1,000,000  quarters;  poultry  £80,000. 
One  salesman  alone  has  sold  weekly  14,000  rabbits! 

Among  other  reforms,  the  use  of  percussion  caps,  much  im- 
proved, arc  to  be  introduced  into  the  Austrian  army. 

A column  of  granite,  with  a statite,  is  to  be  erected  in  the 
public  square  at  Ajaccio,  Corsica,  the  birth  place  of  Napoleon, 
in  memory  of  that  great  captain. 

An  enthusiastic  Frrmchman,  probably  a soldier  of  Napoleon, 
lately  threw  himself  from  the  lop  of  the  triumithal  column  of 
the  Place  Vendomc.  Napoleon  in  his  cocked  hat  and  frock  is 
now  there,  and  this  may  have  led  to  this  burst  of  romantic  pa- 
triotism. lie  had  the  honor  of  falling  first  on  the  garlands  at  the 
base,  and  then  upon  the  [(tilings,  where  he  was  transfixed  mo- 
tionless and  senseless.  It  is  not  the  first  exploit  of  the  kind. 

The  salary  of  the  governor  of  liouisiana  is  seven  thousand 
five  hundred  dollars,  and  an  ciTort  has  been  made  in  the  legisla- 
ture to  reduce  it.  'Phe  expensivene.ss  of  living  at  New  Orleans, 
and  the  style  which  the  chief  magi.strate  is  expected  to  support, 
are  alleged  as  reasons  for  continuing  it  at  that  amount. 

Died  on  the  7ih  ult.  at  Needham,  Virginia,  Creed  Taylor, 
late  chancellor  of  the  Richmond  and  Lynchburg  district,  in  the 
70th  year  of  his  age. 

Lord  StowelL  the  father  of  the  hou.se  of  peer.s,  completed  his 
91st  year,  on  Thursday,  the  29ih  ultimo— his  brother,  the  carl 
of  Eldon,  travelled  a lofig  journey  iodine  with  him,  he  being 
himselfSO.  What  a vista  to  look  back  upon  has  been  the  life 
of  each  of  these  sons  of  a Newcastle  coal-shed-keeper!  Each 
tutor  of  his  college  at  Oxford— each  the  first  lawyer  in  the 
world  m his  respeciivo  walk-each,  by  merit,  and  long  set  vice, 
a peer  of  the  rerdm-and  each  living  under  William  IV,  to  meet 


836— FOREIGN  RELATIONS. 


and  talk  together  of  what  they  saw  and  did  under  George  the 
second. 

A bad  pun  is  said  to  be  better  than  an  indifl'erent  one.  In 
that  view  of  its  merit,  the^folhnving  is  pretty  good: 

From  the  Philadeljihia  Jimerican  Sentinel. 

THE  MEDIATION, 

Say.s  Richard  to  Thomas,  “Gan  your  wit  solve  me  soon. 

Why  Old  England  sends  hither  the  ship  Pantaloon?” 

Quick  Thomas  in  aruswer — “Its  very  name  teaches; 

The  errand  was  only— /o  repair  our  breaches.^’ 

The  Warlerloovase.  This  magnificent  specimen  of  modern  art 
has  been  recently  removed  to  the  national  gallery,  in  Trafalgar 
square.  It  was  found  necessary  to  have  it  sent  there  before 
the  completion  ofthe  building  ofthe  gallery,  as  the  dimensions 
of  the  vase  would  render  it  impossible  to  admit  it  within  the 
building  when  finished.  The  circumstances  connected  with 
the  marble  of  which  the  vase  is  composed  may  be  considered 
remarkable.  Napoleon  Bonaparte,  having  seen  the  blocks  in 
passing  through  Tuscany,  in  his  “progress”  to  the  Russian 
campaign,  desired  that  they  might  be  preserved  in  order  that 
atrophy  of  the  “anticipated”  victory  might  be  worked  from 
them  by  some  eminent  scul[itor.  A few  years  afterwards  the 
identical  blocks  of  marble  were  sent  to  this  country  by  the 
grand  duke  of  Tuscany  as  a present  to  his  late  majesty,  George 
IV.  who  caused  them  to  be  sculptured  into  a vase  of  enormous 
size,  in  order  to  commemorate  the  victory  of  Waterloo.  The 
height  is  about  sixteen  feet;  the  diameter  of  the  lop  about  nine 
or  ten  feel.  On  one  end  is  represented  king  George  IV  on 
his  throne,  with  fame  presenting  the  palm  of  victory.  Bona- 
parte, on  the  other  side,  is  seen  dismounted  from  his  horse. 
The  rest  is  filled  up  with  allegorical  figures. 

This  choice  specimen  of  British  art  is  the  woik  of  Richard 
Westmacot,  esq  R.  A.  and  it  is  without  doubt,  the  largest  and 
most  splendid  vase  in  the  world.  It  was  originally  intended 
to  adorn  the  “Waterloo  gallery”  in  Windsor  castle;  but,  in 
conse^iucnce  of  its  great  weight,  (about  20  tons)  the  idea  was 
abandoned,  as  it  was  considered  unsafe  to  place  it  in  that 
situation.  It  is  slated  that  the  emperor  of  Russia  has  requested 
a cast  of  the  vase  in  bronze. 

FOREIGN  RELATIONS. 

On  the  22d  inst.  the  following  highly  interesting  message, 
with  the  accompanying  documents,  was  iransniitled  by  the 
president  of  the  United  Slates  to  congress: 

To  the  senate  and  house  of  representatives: 

I transmit,  herewith,  to  congress,  copies  of  the  correspond- 
ence between  the  secretary  of  state  and  the  charge  d’affaires  of 
his  Britannic  majesty,  relative  to  the  mediation  of  Great  Britain 
in  our  disagreement  with  France,  and  to  the  determination  of 
the  French  government  to  execute  the  treaty  of  indemnifica- 
tion, without  furl  her  delay,  on  the  application  for  pajment  by 
the  agent  of  the  United  States. 

The  grounds  upon  which  the  mediation  was  accepted  will  bo 
found  fully  developed  in  the  correspondence.  On  the  part  of 
France  the  mediation  had  been  publicly  accepted  before  the 
offer  of  it  could  be  received  here.  Whilst  each  of  the  two  go- 
vernments has  thus  discovered  a just  solicitude  to  resort  to  all 
honorable  means  of  adjusting  amicably  the  controversy  be- 
tween them,  it  is  a matter  of  congratulation  that  the  meditition 
has  been  rendered  unnecessary.  Under  such  circumstances, 
the  atilicipalion  may  be  confidently  indulged  that  the  disagree- 
ment between  the  United  States  and  France  will  not  have  pro- 
duced more  than  a temporary  estrangement.  The  healing  ef- 
fects of  lime,  a just  consideration  of  the  [(owerful  motives  for 
a cordial  good  understanding  between  the  two  nations,  the 
strong  inducements  each  has  to  res[)cct  and  esteem  the  other, 
will  no  doubt  soon  obliterate  fiotn  their  remembrance  all  traces 
of  that  disagreement. 

Of  the  elevated  and  disinteVesled  part  the  government  of 
Great  Britain  has  acted,  and  was  prepared  to  act,  I have  al- 
ready had  occasion  to  express  my  high  sense.  Universal  re- 
spect, and  the  consciousness  of  meriting  it,  are  with  govern- 
ments as  vvith  men,  the  just  rewards  of  those  who  faithfully 
exert  their  power  to  preserve  peace,  restore  harmony,  and  per- 
petuate good-will. 

I ihay  be  permitted,  I trust,  at  this  time,  without  a suspicion 
of  the  most  remote  desire  to  throw  off  censure  from  the  execu- 
tive, or  to  [(bint  it  to  any  other  department  or  branch  of  the  go- 
vernment, to  refer  to  the  want  of  effi'Clive  pre[(aralion  in  which 
our  country  was  found  at  the  late  crisis.  From  the  nature  of 
our  institutions,  the  moveincnts  of  the  governmenl  in  [(repara- 
tion for  hostilities  must  ever  be  too  slow  for  the  exigencies  of 
unexpected  war.  I submit  it  then  to  you,  whether  the  first 
duly  w’e  owe  to  the  people  w'ho  have  confided  to  us  their  power 
is  not  to  place  our  country  in  such  an  altitude  as  always  to  be 
so  amply  supplied  with  the  means  of  self-defence  as  to  afford 
no  inducement  to  other  nations  to  presume  upon  our  forbear- 
ance, or  to  expect  important  advantages  from  a sudden  assault, 
either  upon  our  commerce,  our  sea-coast,  or  our  interior  fron- 
tier. In  case  of  the  commencement  of  hostilities  during  the 
recess  of  congress,  the  lime  inevitably  elapsing  before  that 
body  could  be  called  together,  even  under  the  most  favorable 
circumstances,  would  be  pregn.anl  with  dan<;er,  and,  if  we  es- 
caped without  signal  disaster  or  national  dishonor,  the  hazard 
of  both  unnecessarily  incurred,  could  not  fail  to  excite  a feel- 
ing of  deep  reproach.  I earnestly  recommend  to  you,  there- 
foie,  to  make  such  provisions,  that  in  no  future  time  chall  we 
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be  found  without  ample  means  to  repel  aggression,  even  al- 
though it  may  come  upon  us  without  a note  of  warning.  VVe 
are  now,  fortunately,  so  situated,  that  tlie  expenditure  for  this 
purpose  will  not  be  tell;  and,  if  it  were,  it  would  be  approved 
by  those  from  whom  all  its  iiicans  are  derived,  and  for  whose 
benefit  only  it  should  be  used  with  a liberal  ecotiomy  and  ah 
enlightened  forecast. 

In  behalf  of  these  suggestions.  I cannot  forbear  repealing 
the  wise  precepts  of  one  whose  counsels  cannot  be  forgotten: 
“The  United  titates  ought  riot  to  indulge  a persuasion  that, 
contrary  to  the  order  of  human  events,  they  vvill  forever  keep 
at  a distance  those  painful  appeals  to  arms,  with  which  the 
history  of  every  other  nation  abounds.  There  is  a rank  due  to 
the  United  Stales  among  nations  vvliieh  will  be  withheld,  if  not 
absolutely  lost,  by  the  reputation  of  weakness.  If  we  desire 
to  avoid  insult,  we  must  he  able  to  repel  it.  If  we  desire  to 
secure  peace,  one  ol  the  most  powerful  instruments  of  our  ris- 
ing prosperity,  it  must  be  known  that  we  are,  at  all  times,  ready 
lor  war.”  ANDREW  JACKSON. 

February,  22,  1836. 

DOCUMENTS  ACCOMPANYING  THE  MESSAGE. 

iFashington,  Jan.  22,  1835. 

The  undersigned,  his  Briiatinic  majesty’s  charge  d’aflaires, 
has  been  instructed  to  slate  to  Mr.  Forsyth,  the  secretary  of 
stale  of  the  United  Stales,  that  the  Brilisli  government  has  wit- 
nessed with  the  greatest  pain  and  regret  the  progress  of  Hie 
misunderstanding  which  has  lately  grown  up  between  the  go- 
vernments of  France  and  of  the  United  States.  The  first  ob- 
ject of  the  undeviating  policy  of  the  Brilisli  cabinet  has  been 
to  maintain  uninterrupted  the  relations  of  peace,  between  Great 
Britain  and  the  other  nations  of  the  world,  without  any  aban- 
donment of  national  interests,  and  without  any  sacrifice  of  na- 
tional honor.  The  next  object  to  which  their  anxioUs  and  un- 
remitting exertions  have  been  directed,  has  been’,  by  an  appro- 
priate exercise  of  the  good  offices  and  moral  influence  of  Great 
Britain,  to  heal  dissensions  which  may  have  arisen  among 
neighboring  powers,  and  to  preserve  for  other  nations  those 
blessings  ot  peace  wliich  Great  Britain  iJ  so  desirous  of  secur- 
ing for  herself. 

The  steady  efforts  of  his  majesty’s  government  have  hitherto 
been  fortunately  successful  in  the  accomplishment  of  both  these 
ends;  and  while  Europe,  during  the  last  five  years,  has  passed 
through  a crisis  of  extraordinary  hazard  without  any  disturb- 
ance of  the  general  peace,  his  majesty’s  government  has  the 
satisfaction  of  thinking  that  it  has,  on  more  than  one  occasion; 
been  instrumental  in  reconciling  diffeteiices  which  might  other- 
wise have  led  to  quarrels,  and  in  cementing  union  between 
friendly  powers. 

But  if  ever  there  could  be  an  occasion  on  which  it  would  be 
painful  to  the  British  government  to  see  the  relations  of  amity  bro- 
ken off  between  two  friendly  states,  lhatoccasion  is  undoubtedly 
the  present,  when  a rupture  is  ajjpreliended  beivveen  l\vo  great 
powers,  with  both  of  which  Great  Britain  is  united  by  the  clos- 
est ties;  with  one  of  which  she  is  engaged  in  active  alliance, 
with  the  other  of  which  she  is  joined  by  cohiinunity  of  interest 
and  by  the  bonds  of  kindred. 

Nor  would  the  groiinds  of  difierence  on  the  present  occasion 
reconcile  the  friends  and  well-wishers  of  the  difTering  parties  to 
the  misfortune  of^an  open  rupture  between  them. 

When  the  conflicting  interests  of  fwo  nations  are  so  opposed 
on  a particular  question  as  to  admit  of  no  possible  compfouiise, 
the  sword  may  be  required  to  cut  the  knot  which  reason  is  un- 
able to  untie. 

When  passions  have  been  so  excited  on  both  sides  that  no 
common  standard  of  justice  can  be  found,  and  What  one  party 
insists  ori  as  a right  the  other  denounces  as  a vvrohg,  prejudice 
may  become  too  headstrong  to  yield  to  the  voice  of  equity;  arid 
those  who  can  ajiree  on  nothing  else  may  consent  to  abide  the 
fate  of  arms,  and  to  allow  that  the  party  which  shall  prove  the 
weakest  in  the  war  shall  be  deerned  to  have  been  wrotig  in  the 
dispute. 

But  in  the  present  case  there  is  no  question  of  national  inter- 
est at  issue  between  France  and  the  United  Slates.  In  the 
present  case  there  is  no  demand  of  justice  made  by  one  party, 
and  denied  by  the  other.  The  disputed  claims  of  America  on 
France,  which  were  founded  upon  transactions  in  tlie  early 
part  of  the  present  ceniury,  ami  were  for  many  years  in  litiga- 
tion, have  at  length  been  established  by  rnuiua!  consent,  and 
are  admitted  by  a treaty  concluded  between  the  two  goverri- 
inents.  The  money  due  by  France  lias  been  provided  by  the 
chambers,  and  has  been  placeil  at  the  disposal  of  the  French 
government  for  the  purpose  of  being  paid  to  tlie  United  Slates. 

But  questions  have  ari.sen  between  the  two  governments,  in 
the  progress  of  those  transactions,  affecting,  on  both  sides,  the 
feelings  of  national  honor;  and  it  is  on  this  ground  that  the  re- 
lations between  the  parties  have  been  for  the  moment  stispend- 
ed,  and  are  in  danger  of  being  more  seriously  interrupted. 

fn  this  slate  of  things,  the  British  government  is  led  to  think 
that  the  good  offices  of  a third  power,  equally  the  friend  of 
France  and  of  the  United  States,  and  prompted  by  considera- 
tions of  the  higliesl  order,  most  earnestly  to  wish  for  the  con- 
tinuance of  peace,  iniglit  be  useful  in  resioring  a good  under- 
standing between  the  two  parlies,  on  a footing  consistent  with 
the  nicest  feelings  of  national  honor  in  both. 

The  undersigned  has,  therefore,  been  instructed  by  his  ma- 
jesty’s government  formally  to  lender  to  the  government  of  the 
United  States  the  mediation  of  Great  Britain  for  the  eeiilement 


of  the  differences  betvveen  the  United  States  and  France,  and 
to  say  that  a note,  precisely  similar  to  tlie  present,  has  been  de- 
livered to  the  French  government  by  his  majesty’s  ambassador 
at  Paris.  The  undersigned  has,  at  the  same  lime,  to  express 
the  confident  hope  of  Iris  majesty’s  government,  that  if  the  two 
parties  would  agree  to  refer  to  the  British  government  the  set- 
tlement of  the  poiiit  at  issue  belvveen  them,  and  to  abide  bjr 
Hie  opinion  which  that  government  niiglit,  after  due  considera- 
tion, communicate  to  Hie  two  parties  thereupon,  means  might 
be  found  of  satifying  tlie  honor  of  each,  without  incurring  those 
great  and  manifold  evils  which  a rupture  between  two  such 
powers  must  inevitably  entail  ujion  both. 

The  undersigned  has  the  honor  to  renew  to  Mr.  Forsyth  thb 
assurance  of  his  most  distinguished  consideration. 

CHARLES  BANKHEAD; 

Department  of  state,  Washington',  Feh.J^,  1836, 

The  undersigned,  secretary  of  state  of  the  United  Slates,  hag 
had  the  honor  to  receive  Hie  note  of  the  27ih  ultimo,  of  Mri 
Charles  Bankhead,  his  Britannic  majesty’s  charge  d’affaires, 
offering  to  the  governmeiit  of  the  United  States  the  mediation 
of  Iris  Britannic  majesty’s  government  for  the  selHemeiit  of  the 
differences  unhapfiily  existing  between  Hie  United  States  and 
France.  Tlial  communicalion  having  been  siibinilted^fri  ihb 
president,  and  considered  with  all  the  care  belonging  to  the  im- 
portatice  of  the  subject;  and  the  source  from  which  it  emanated, 
the  undersigned  has  been  instructed  to  assure  Mr.  Bankhead 
that  the  disinterested  and  honorable  motives  which  have  dic- 
tated the  proposal  are  fully  appreciated.  Tlie  pacific  policy  of 
his  Biitannic  majesty’s  cabinet,  and  their  efforts  to  Ireal  dissen- 
sions arisiiig  aniong  nations,  are  worthy  of  Hie  character  and 
commanding  iiiffueiice  of  Great  Britain;  and  the  success  rif  those 
efforts  is  as  honorable  to  the  government  by  vvhose  iiislrunien- 
lality  it  was  secured  as  it  has  been  beneficial  to  Hie  parties 
more  immediately  interested,  and  to  tlie  world  at  large.  , 

The  sentiments  upon  which  this  policy  is  founded,  and  wiiicH 
are  so  forcibly  displayed  in  the  offer  Hiat  lias  been  made,  aig 
deefily  impressed  upon  Hie  mind  of  the  president.  They  are 
congenial  with  the  institntinns  and  principles,  as  well  as  with 
the  interests  and  habits,  of  the  people  of  the  United  States,  and 
it  has  been  the  constant  aim  of  their  government,  jn  its  cotiducl 
towards  oHier  powers,  to  observe  and  illustrate  them.  Cordi- 
ally approving  the  general  views  of  his  Britannic  majesty’s  go- 
vernment, the  president  regards  wilh_peculiar  satisfaction  the 
eiiliglitetied  and  disinterested  solicitude  niairifested  by  it,  for 
the  welfare  of  Hie.  nations  to  whom  its  good  offices  are  now  ign-' 
dered,  ami  has  seen  with  great  sensibility,  in  the  exliibilibn  of 
that  feeling,  the  recosnition  of  Hial  community  of  interests  and 
those  lies  ol  kindred  by  which  Hie  UniU'd  States  and  Great  Bri- 
tain are  united.  , , 

If  circumstances  did  not  render  it  ceitain,  it  vvould  have 
been  obvious,  from  Hie  language  of  Mr.  Bankhead’s  note  Id 
tlie  undersigned,  that  the  government  of  his  Britannic  ma- 
jesty; when  the  instructions  under  w'hich  it  was  prepared  were 
given,  cotild  not  have  been  apprised  of  all  the  steps  takefl 
in  the  controversy  between,  the  United  Slates  and  France; 
It  was  necessarily  ignorant  of  the  teiior  of  the  two  recent  mes- 
sages of  the  president  to  enrigress— the  first  commnnicaUd  at 
the  commencement  of  the  present  session,  under  date  of  .the 
7il)  of  December,  1835,  and  the  second  under  tliat  of  tlie  ,15tii 
of  January,  18.36.  Could  these  documents  have  been  wilhiti 
tlie  knowledge  of  his  Briiatinic  majesty’s  government,  the  pre- 
sident dobs  noi,  doubt  lliat  it  vvould  have  been  fully  satisfied 
that  the  disposition  of  the  United  States,  notwilhstandi-.g  theif 
well-grounded  and  serious  causes  of  complaint  against  France  J 
to  restore  friendly  relations  and  cultivate  a g<ioJ  urulersianding 
with  the  government  of  that  country,  was  iindiminisiicd,  and  that 
all  had  already  been  done,  on  their  part,  that  could  in  reason  be 
expected  of  them,  to  secure  that  result.  The  first  of  Ihesq 
documents,  alHiongh  it  gave  such  a histfiry  of  the  oh’gin  an3 
progress  of  the  claims  of  Hie  United  Stales,  and  of  the  pro- 
ceedinss  (if  France  befiire  and  since  the  treaty  of  1831,  as  td 
vindicate  the  statements  and  recommemiations  of  the  mp.s- 
sa.ge  of  the  1st  December,  1835,  yet  expressly  disclaimed  the 
offensive  iiuerprelation  pul  upon  it  by  the  governmentofFrance; 
and  while  it  insisted  on  the  ackimwledged  lights  of  the  United 
Slates,  and  the  obligations  of  the  tnoaty,  ami  maintciitied  thq 
honor  and  independence  of  Hie  Ameriean  governinent,  eyinccq 
an  . -111x10115  desite  to  do  all  that  coiislituticiiial  liiity  and  siriej 
justice  would  permit,  to  remove  every  eniise  of  irritation  and 
excitement.'  'J’lie  special  message  of  the  15tli  January  last; 
being  called  for  by  tlie  extraordinary  ami  inadmissible  demands 
of  the  government  ofFranoe, as  defined  in  the  idst  official.  C(hu- 
munications  at  Paris,  and  by  the  coniiniied  refusal  of  Fratice 
to  execute  a treaty,  from  the  faillifiil  perfiirmaiice  which  by  llid 
United  States  it  was  tranquilly  enjoying  imiiorlant  adyatitage.-i; 
it  became  the  duty  of  the  president  to  recommend  siibh  mea'^i 
siires  as  mighi  be  adapted  to  the  exigencies  of  the  occasion. 
Unwilling  to  Iri-lieve  that  a nation  dislingnished  for  honor  and 
intelligence  could  have  deteruiined  permnnenily  to  maintain  a 
ground  so  indefensible,  and  anxious  still  to  leave  open  the 
door  of  rcconcilialinn,  the  presidejit  contented  himself  .wi  lt 
pro[)osing  to  congress  liie  mildest  of  the  remedies  given  by  the 
law  arid  praetice  of  nations,  in  connexion  witli  such  proposr- 
'.ions  for  defence  as  were  evidently  required  by  the  comiriiotf 
of  the  United  Slates  and  the  attitiide  as<nmed  by  Frpnee.  In 
all  these  proceedings,  as  well  as  in  every  stage  of  these  diffi- 
culties vVilh  France^  it  18  confidently  bdieved  that  the  course 
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of  Ihe  United  Slates,  wlien  duly  considered  hy  other  govern-  i 
inents  and  the  woild,  will  be  found  to  have  been  maiked,  not  , 
only  by  a pacilic  disposition,  but  by  a spirit  of  forbearance  and 
conciliation. 

Fora  further  illustration  of  this  point,  as  well  as  for  the  pur- 
pose of  presenting  a lucid  view  of  the  whole  subject,  the  un- 
dersigned has  the  honor  to  transmit  to  Mr.  Bankiiead  copies  of 
all  that  part  of  the  message  of  December  7,  1835,  which  re- 
lates to  it,  and  of  the  coriespondence  referred  to  llierein,  and 
also  copies  of  the  message  and  accompanying  documents,  of 
the  15th  of  January,  1836,  and  of  another  mes.«age  of  the  18lh 
of  the  same  month,  transmilling  a icporl  of  the  secretary  of 
state,  and  certain  dociimeiils  connected  with  the  subject. 

'J’hese  papers,  while  they  bring  down  the  history  of  the  mis- 
understanding between  the  United  States  and  France  to  the 
present  date,  will  also  remove  an  erroneous  impression  which 
appears  to  bo  entertained  by  his  Britannic  majesiy ’s  govern- 
iiient.  It  is  suggested  in  Mr.  Bankhead’s  note  that  there  is  no 
question  of  national  interest  at  issue  between  France  ami  the 
United  Slates,  and  that  there  is  no  demand  of  justice  made  by 
the  one  party,  and  denied  by  the  other.  This  suggestion  ap- 
pears to  be  founded  on  the  facts  that  the  claims  of  the  United 
States  have  been  admitted  by  a tiealy  concluded  between  the 
two  governments,  and  that  the  irioney  due  by  France  has  been 
provided  by  the  chambers,  and  placed  at  the  disposal  of  the 
French  government  for  the  purpose  of  being  paid  to  the  United 
States.  But  it  is  to  be  observed  that  the  payment  of  the  money 
thus  appropriated  is  refused  by  the  French  government  unless 
the  United  Slates  will  first  coiii[)ly  with  a condiiion  not  con- 
tained in  the  treaty,  and  not  assented  to  by  them.  This  re- 
fusal to  make  payment  is,  in  the  view  ol  the  United  Slates,  a 
denial  of  justice,  and  has  not  only  been  accompanied  by  acts 
and  language  of  which  they  have  great  reason  to  complain,  but 
the  delay  of  payment  is  highly  injurious  to  those  American 
citizens  who  are  entitled  to  share  in  the  indemnification  pro- 
vided by  the  treaty,  and  to  the  interests  of  the  United  States, 
inasmuch  as  the  reduction  of  the  duties  levied  on  French 
wines,  in  pursuance  of  that  treaty,  has  dirninislied  the  public 
revenue,  and  has  been,  and  yet  is,  enjoyed  by  France,  with 
all  the  other  benefits  of  the  treaty,  without  the  consideration 
and  equivalents  for  which  they  were  granted.  But  there  are 
other  national  interests,  and,  in  the  judgment  of  this  govern- 
ment, national  interests  of  the  highest  order,  involved  in  the 
condition  prescribed  and  insisted  on  by  Fiance,  which  it  has 
been,  by  the  president,  made  the  duly  of  the  undersigned  to 
bring  distinctly  into  view.  That  condition  proceeds  on  the 
assumpiion  that  a forcii.’n  power,  whose  acl.s-are  spoken  of  by 
the  presiilent  of  the  United  States  in  a messtige  to  congress, 
iransmilled  in  obedience  to  his  constitutional  duties, and  which 
deems  itself  agrieved  by  the  lansuage  tliiis  held  by  him.  may, 
as  a matter  of  right,  rr  quire  (rom  the  government  of  the  United 
States  a direct  official  ex|)lanatioii  of  such  language,  to  be 
given  in  such  form,  and  expressed  in  such  terms,  as  shall  meet 
the  requirements  and  satisfy  the  feelings  of  the  offended  party, 
and  may,  in  delault  of  such  explanation,  annul  or  suspend  a 
solemn  treaty  duly  executed  by  its  constitutional  oritan.  What- 
ever may  be  the  resfionsibilily  of  those  nations  whose  execu- 
tives possess  the  power  of  declaiiiig  war,  and  of  adopting  other 
coercive  remedies,  vvilhout  the  intervention  of  the  legi.slative 
depailment,  for  the  language  held  by  the  executive  in  addre.ssing 
lhal  department,  it  is  obvious  that,  under  the  constitution  ol 
the  United  Slates,  which  gives  to  the  executive  no  such  powers, 
but  vests  them  exclii.-ively  in  the  legislature,  whilst,  at  the 
same  lime,  it  imposes  on  the  executive  the  duty  of  laying  be- 
fore the  legislature  the  stale  of  the  nation,  with  such  recom- 
iiicridalions  as  he  may  deem  [iroper,  no  such  respon.<ibilily  can 
be  admitted  w'illioiil  iniiiairiiig  that  freedom  of  inlercommu- 
iiication  which  is  essiuiiial  to  the  system,  and  without  surren- 
dering, in  this  important  parlicnl.ar,  the  right  of  self-govcrn- 
inenl.  In  accoid.inee  with  this  view  of  the  federal  constitu- 
tion has  been  the  practice  under  it.  The  statements  and  re- 
commendations of  the  iiresidenl  to  congress  are  regarded  by 
Ihi.'  government  as  a (lari  of  the  purely  dome.slic  consulta- 
tions held  by  iis  differiMit  departments— consultations  in  whi«  h 
nriihing  is  addressed  to  foreign  powers,  and  in  which  they  can- 
not be  permitted  to  interfere,  and  for  which,  until  consummat- 
ed and  carried  out  by  acts  emanating  from  the  proper  eonsti- 
tulional  organs,  the  iiiilioii  is  not  responsible,  and.  the  govern- 
iiienl  not  liable  to  account  to  other  states. 

It  will  be  seen,  from  the  accomiianying  corrcs(iondencc,  that 
when  the  condiiion  referred  to  was  first  proposed  in  the  clnim- 
herof  deputies,  the  iiisii peralde  objeeiioiis  to  it  were  fully  com- 
municated by  the  American  mitiisicr  at  Paris  to  the.  French 
government,  and  lhai  he  distinctly  informed  it  that  the  condi- 
tion, if  prescribed,  eoiihl  never  In-  complied  with.  'I'he  vii'vvs 
express».(l  liy  hmi  were  approved  by  the  |)rcsidi>nt,  and  Imve 
been  since  twice  asset  ted  and  enforced  liy  him  in  his  message 
to  congress,  in  terms  proportioned,  in  their  explicitness  and 
Roleniniiy,  to  the  conviction  he  •nieriains  of  the  im|)ortance 
and  inviolability  of  till'  prinei(de  involved'. 

The  Uniied  .Stales  cannot  yield  tins  principle,  nor  can  they 
do,  or  consent  to,  any  nieasiire  by  whieh  its  inlliience  iri  the 
aciion  of  iheir  ptiliiictil  sV'tem  can  be  (dt-iriicied  nr  diminish- 
ed. Under  these  eircii in<t a nee.s,  ibe  president  feels  that  he 
may  rely  on  the  inielligcnce  and  liberality  of  his  Britannic  ma- 
jesty’s  government  for  a correct  estimation  of  the  imperative 
obligations  which  leave  him  no  power  to  subject  this  point  to 
Ihe  control  ol  any  forei;ju  state,  whatever  may  be  his  confi- 


dence in  its  justice  and  impartiality — a confidence  wliich  he 
has  taken  jileasurc  in  iiistruelirig  tlie  luidersigiicd  to  stale  is  ful- 
ly repost'll  liy  him  in  the  government  of  his  Britannic  majesty. 

So  greiil,  however,  is  the  desire  of  the  president  for  the  res- 
toiation  of  a good  understanding  with  the  goveiiinient  o(  France, 
provided  it  can  be  effected  on  itrnis  eompalible  with  the  honor 
and  independence  of  the  United  States,  that  if,  after  the  frank 
avowal  of  his  sentiments  upon  the  point  last  referred  to,  and 
the  explicit  reservation  of  that  point,  the  government  of  his 
Britannic  majesty  shall  believe  lliat  its  mediation  can  be  useful 
in  adjusting  the  differences  vvtiicli  exist  between  the  two  coun- 
tries, and  in  restoring  all  their  relations  to  a fiieiidly  fooling,  he 
instnicis  ihe  nmiersigned  to  inform  Mr.  Bankhead  that  in  such 
case  the  offer  of  mediation  made  in  his  note  is  cheerfully  ac- 
cepted. 

'J'he  United  Slates  desire  nothing  but  equal  and  exact  ju-slice; 
and  they  eannnt  but  hope  that  the  good  offices  of  a third  power, 
friendly  to  both  parties,  and  prompted  by  the  elevated  consider- 
ations manirested  in  Mr.  Bankhead’s  note,  may  promote  the 
attainment  of  this  end.  Influenced  by  these  motives,  the  pre- 
sident w'ill  cordially  co-operate,  so  far  as  his  constitutional 
powers  may  enable  him,  in  such  steps  as  may  be  requisite,  on 
the  part  of  ilie  U.  Stales,  to  give  effect  to  the  proposed  mediation, 
lie  trusts  that  no  unnecessary  delay  will  be  allowed  to  occur, 
and  insiiucls  the  undersigned  to  request  that  the  earliest  infor- 
mation of  the  measures  taken  by  Great  Britain,  and  of  their  re- 
sult, may  be  communicated  to  this  government. 

Tlie  undersigned  avails  himself  of  the  occasion  to  renew  to 
IMr.  Bankhead  the  assurances  of  his  distinguished  considera- 
tion, JOIJN  FORSYTH. 

Charles  Bankhead,  esq.  charge  d'affaires  of  H,  B.  M. 

Washington,  Feb.  15, 1836. 

The  undersigned,  iiis  Britannic  majesty’s  charge  d’affaires, 
with  reference  to  his  note  of  the  27lh  of  last  month,  has  the  ho- 
nor to  inform  Mr.  Forsyth,  secretary  of  stale  of  the  U.  Stales, 
that  he  has  been  instructed  hy  his  government  to  state  that  the 
British  government  lias  received  a comnianicalion  from  that  of 
France,  which  fulfils  the  wishes  that  irnpelied  his  Britannic 
majesty  to  offer  his  mediation  for  the  purpose  of  effecting  an 
amicable  adjustment  of  the  differences  between  France  and 
the  U.  Stales.  ^ 

The  French  government  has  stated  to  that  of  his  majesty, 
that  the  frank  and  honorable  manner  in  which  Ihe  president 
has,  in  his  recent  message,  expressed  himself  with  regard  to  the 
points  ofdifference  between  the  goveriiments  of  France  and  the 
Uniied  Slates,  has  removed  iliose  difficulties  upon  the  score  of 
national  honor,  which  have  liitlierlo  stood  in  the  way  of  the 
prompt  execution  by  France  of  the  treaty  of  the  4lh  July,  1831, 
and  tirat,  conserjiienlty,  the  French  government  is  now  ready 
to  pay  the  insialmenl  which  is  due  on  account  of  the  American 
indeniriily,  whenever  the  payment  of  that  instalment  shall  be 
claimed  by  the  government  of  Ihe  U.  States. 

The  French  governmeni  has  also  staled  that  it  made  this 
communication  to  lhal  of  Great  Britain,  not  regarding  the  Bri- 
li.'^h  government  as  a formal  mediator,  since  its  offer  of  media- 
tion had  then  reached  only  the  government  of  France,  by  which 
it  had  been  accepted;  but  looking  upon  the  British  government 
as  a common  friend  of  the  two  parlies,  and,  therefore,  as  a na- 
tural channel  of  communication  between  them. 

The  undersigned  is  further  instructed  to  express  the  sincere 
pleasure  which  is  felt  by  the  British  governmental  the  pros- 
pect thus  afforded  of  aii  amicable  termination  of  a difference 
which  has  produced  a temporary  estrangement  between  two  na- 
tions who  have  so  many  interests  in  common,  and  who  has  so 
eniiiled  to  tlie  friendship  and  esteem  of  each  other;  and  Ihe 
undersigned  ha.s  also  to  assure  Mr.  Forsyth  that  it  has  afforded 
the  British  government  Ihe  most  lively  satisfaction  to  have 
been,  upon  this  occasion,  the  channel  of  a communication 
vvhieli  they  trust  will  lead  to  Ihe  complete  restoration  of  friend- 
ly relations  between  the  Uniied  Stales  and  France. 

The  undersigned  lias  great  pleasure  in  renewing  to  Mr.  For- 
syth the  assurances  of  his  most  disiingnished  consideraiion. 

CHARLES  BANKHEAD. 

The  hon.  John  Forsyth,  <5'c.  <5'c. 

Department  of  state,  Washington,  February  16,  1836. 
The  undersigned,  secretary  of  slate  of  the  Uniied  States,  haa 
had  the  honor  to  receive  Mr.  Bankhead’s  note  of  the  15lh  inst. 
ill  which  he  slates,  by  Ihe  instructions  of  his  government,  that 
Ihe  Briiish  government  linve  received  a communication  from 
that  ofFraiiee,  which  fiilflls  tlie  wislres  that  impelled  his  Bri- 
laiinic  majesty  to  offer  his  mediation  for  ihe  purpose  of  effect- 
ing an  ainieable  adjiisiment  of  ilie  difl'erences  belween  France 
qnd  the  United  Stales;  lhal  the  French  government,  being  sa- 
li'fied  with  the  frank  and  honorable  manner  in  which  ihe  pre- 
sident lias,  ill  his  recent  message,  exirressed  himself  in  regard 
to  Ihe  poiiiis  of  difference  heiween  the  two  g<)vernrnenls,  is 
ready  lo  pay  the  instalment  due  on  account  of  the  American 
indeniniiy,  whenever  it  shall  he  claimed  hy  the  government  of 
the  Uniied  Stales,  and  that  this  cnmmiinicalion  is  made  to  the, 
government  of  Great  Britain  not  as  a formal  mediator,  but  as  a 
commor:  friend  of  both  parlies. 

'J'lie  undersigned  has  siibmilted  thi.*  note  of  his  Britannic  ma- 
jesty’s charge  d’aflaires  to  the  pre.-^ident,  and  is  instructed  to 
reply  that  the  president  lias  received  this  information  with  the 
highest  satisfaction— a satisfaction  as  sincere  as  was  his  regret 
at  the  unexpected  occurience  of  lire  difficulty  created  by  the  er- 
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roneous  impressions  heretofore  made  upon  the  national  sensi-  | 
htlily  of  France. 

By  the  fulfilment  of  the  obligations  of  tiie  convention  be- 
tween the  two  governments,  the  great  cause  of  riifi'erence  will 
be  removed,  and  the  president  anticipates  that  the  benevolent 
and  magnanimous  wishes  of  his  Britannic  majesty’s  govern- 
ment will  be  speedily  realised,  as  the  temporary  estrangement 
between  the  two  nations,  who  have  so  many  common  interests, 
will  no  doubt  be  followed  by  the  restoration  of  theii'  ancient 
lies  of  friendship  and  esteem. 

The  president  has  further  instructed  the  undersigned  to  ex- 
press to  his  Britannic  majesty’s  government  his  sensibility  at 
the  an.xious  desire  it  has  di-'played  to  preserve  the  relations  of 
peace  between  the  United  States  and  France,  and  the  exer- 
tions it  was  prepared  to  make  to  eflFecluate  that  ohjeci,  so  es- 
sential to  the  prosperity,  and  congenial  to  the  wislies  of  the  two 
nations,  and  to  the  repose  of  the  world.  Leaving  his  majesty’s 
government  to  the  consciousness  of  the  elevated  motives 
which  have  governed  its  conduct,  and  to  the  univer.'al  respect 
which  must  be  secured  to  it,  the  president  is  satisfied  that  no 
expressions,  however  strong,  of  his  own  feelings,  can  be  ap- 
propriately used,  which  could  add  to  the  gratification  afforded 
to  his  majesty’s  government  at  being  the  channel  of  communi- 
cation to  preserve  peace,  and  restore  good-will  between  differ- 
ing nations,  each  of  whom  is  its  friend. 

The  undersigned  avails  himself  of  this  occasion  to  renew  to 
Mr.  Bankhead  the  assurance  of  his  distinguished  consideration. 

JOHN  F0116YTH. 

Charles  Bankhead,  esq.  4‘c.  4 c-  4'c- 

In  the  senafc  (the  house  of  represent atices  not  being  in  ses- 
sion to  receive  the  message)  the  above  message  and  documents 
were  received:  and,  having  been  read — 

Mr.  Clay  rose  to  propose  the  proper  disposition  of  the  mes- 
sage, wiiliuut  being  sure  what  would  be  the  most  appropriate 
or  agreeable  to  the  senate.  But  before  he  submitted  any  mo- 
tion, he  hoped  he  would  be  allowed  to  express  tin;  satisfaction, 
shared,  he  was  ceitain.  by  every  member  of  the  senate,  whicli 
the  amicable  lermmauun  of  our  unhappy  controversy  with 
Fiance  had  produced!  And  he  could  not  withhold  his  congra- 
tulations for  the  important  agency  which  the  senate  had  exer- 
cised ill  bringing  about  this  auspicious  result.  If  (said  Mr. 
Clay)  the  senate  had  not,  at  the  last  session,  by  a unanimous 
vote,  declared  its  conviction  that  no  legislation  whatever  was 
necessary  in  respect  to  our  French  relations  at  that  time;  and 
if  they  had  lent  themselves  to  the  purpose  of  the  president  to 
pass  a law  authorising  reprisals  upon  French  properly — does, 
can  any  man  doubt  that  war,  with  all  its  train  ol  horrors,  would 
now  be  raging  between  two  enlightened  cmuilries?  Or  if  the 
senate  had  yielded  to  the  iinconstiluiional  appropriation  of 
three  millions  of  dollars,  irresponsibly  pinposed  at  the  very 
close  ol  the  last  session,  without  any  precautionary  specifica- 
tion of  object,  is  lliere  not  caus-e  to  apprehend  tliat,  instvad  of 
now  enjoying  all  the  blessings  of  peace,  vve  should  be  sufl'eriiig 
all  the  calamity  of  a most  unnecessary  vvar.^ 

I will  not  (continued  Mr.  Clay)  attempt  to  diminish  the  gra- 
tification whicli  till  must  feel  ivimi  the  happy  adjustment  now 
announced.  Great  mistakes,  in  llie  negotiaiinns  and  corres- 
pondence beiw'een  the  two  governments,  have  been  committed 
on  both  side;  hut  on  all  these  I shall  not  detain  the  senate.  It 
may  not,  how'ever,  be  without  its  future  use,  to  advert,  for  a 
moment,  to  the  cliief  obstacle  wliicli  has  obstructed  the  settle- 
ment of  the  difference.  Tli.-.t  has  been  the  assi  riion  of  the 
principle,  that  wlien  the  president  of  the  United  States,  charged 
by  the  constiiution  with  maintaining  our  intercourse  with  all 
foreign  nations,  sends  a [iiililic  message  to  congress,  publicly 
read  in  the  presence  of  all  the  di[)bmiatic  corp.s\Tssenibled  at 
Washington,  and  given  to  the  whole  world  through  the  public 
press,  no  foreign  power  has  a right  to  conifilain,  to  remonstrate, 
or  to  ask  e.xplanations  of  any  language  usi.-d  towards  itself, 
however  offensive  that  language  may  be.  i am  not  about  to 
express  any  opinion  upon  that  ptineiple;  but,  if  it  be  true,  all 
tnust  agree  that  the  cliief  magistrate  should  use  the  utmost 
caution  and  cireumspecijon  in  the  official  language  of  such  do- 
cumeiils.  All  must  also  admit  the  rule  of  n ciprocily;  and, 
consequently,  iliat,  although  the  king  of  France,  in  addressing 
the  chambers,  or  the  king  of  Great  Briiain  in  addres.sing  parlia- 
ment, should  charge  the  United  Slates  vviih  bad  faith,  and  the 
.violation  of  solemn  pledges,  and  should,  pending  peaceful  and 
earnest  endeavors  to  settle  a coiilrover.sy,  threaten  an  appeal  to 
force,  the  United  Slates  would  he  bnund  to  sulmiit  to  the  insult 
and  indignity,  wiihoiit  complaint,  without  reiiioii.«t ranee,  with- 
out the  poor  satisfaction  of  even  asking  an  cx  jdanaiion. 

Bill  let  us  te.-«l  the  theory  and  the  praciicn  under  this  princi- 
ple during  the  present  administration.  Great  prai.se  wimld  he 
due,  if  it  be  merited,  for  guarding  our  domestic  coneertis  against 
all  foieign  interference  or  intermeddling.  But  w!iat  course  was 
pursued  on  the  memorable  colonial  question.?  A late  secretary 
of  state,  in  giving  instructions  to  ilie  minister  of  the  United 
States  at  the  court  of  Great  Britain,  aiitliorised  liim  to  say  that 
the  government  of  the  United  Stales— that  is  to  say,  a precr  d- 
ing  administration — had  insisteii  too  long  upon  a particular  pre- 
tension, and  that  it  had  hern  condemii(;d  hy  thr  people  of  tlte 
United  Slates.  The  attention  of  Great  Britain  was  challenged 
to  the  parts  which,  on  that  qiH!siinn,  had  heen  acted  by  the 
new  adminisiiaiion;  that  is,  to  the  parts  respectively  taken  hy 
the  secrjMary  of  state,  hy  the  secretary  of  war,hy  the  secretary 
of  the  treasury,  by  the  secretary  of  liio  navy,  and  hy  the  rmnis- 
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ter  himself,  in  the  congress  of  the  United  States.  Could  there 
have  been  a more  tlisiinct  or  dangerous  invitation  to  a foreign 
power  ill  respect  to  oiir  internal  concernsf  or  a more  intelligible 
iiint  to  grant  concessions  touiided  upon  previous  friendly  ser- 
vices.? 

And  what  was  tiiis  pretension,  in  regard  to  which  the  prior 
admitiistratioii  had  displayed  loo  much  pertinacity.?  It  was 
nothing  more  nor  less  than  the  humide  privilege  of  carrying  our 
own  products  in  our  own  vessels  to  British  colonial  ports,  ort 
the  same  conditions  as  similar  products  might  be  bronglit  there 
from  any  other  place  in  any  other  vessels — a privilege  asserted 
by  the  act  of  the  3d  of  March,  1823,  for  wliich,  I believe,  the 
secretary  had  himself  voted. 

But  let  us  test  the  principle  alluded  to  by  what  has  transpired 
in  our  negotiations  and  correspondence  with  France  alone.  It 
was  violated  in  1830,  when  Mr.  Rives  made  an  exidanaiion  to 
prince  Poli«nac,  of  a message  of  tlie  president  to  congress, 
whic  h had  given  ofi'ence  to  France;  and  when  the  then  secre- 
lary  of  slate  (alilioiigli  the  piirice  had  been  previously  satisfied) 
pressed  0()0n  Mr.  Rices  a liirtlier  and  an  elaborate  apology  for 
llie  offensive  language  of  the  message.  It  was  violated  by  Mr. 
Livingston,  when,  in  January  of  last  year,  he  undertook,  with- 
out instruciions,  to  explain  the  me.ssage  ol  December,  1834:  and 
surely  it  cannot  be  contended  that  the  case  of  an  unauthorised 
ex[)lanaiion,  uiiieh  is  subsequently  apjprovcd,  is  less  strong 
than  when  the  autliorily  precedes  the  explanation.  In  the  for- 
mer instance  the  dangerous  precedent  is  set  of  a minister’s  as- 
suming to  act  without  insttuctions.  It  was  violated  in  June 
last,  when  the  secretary  of  stale,  with  the  previous  authority 
of  the  president,  in  a complimentary  letter  to  Mr.  Livingston, 
approved  a second  time  of  the  explanation  which  he  had  given 
to  France.  It  was  again  violated  in  the  message  of  December 
la.st,  when  the  president,  almost  in  the  very  language,  certainly 
embracing  every  idea,  made  the  explanations  required  by  the 
due  de  Broglie  in  his  despatch  to  M.  Pageof.  It  is  manifest 
that,  although  the  copy  of  that  despatch  was  twice  refused,  and 
although  iMr.  Forsyth,  throe  days  after  it  was  first  read  by  him, 
irarismilled  to  Mr.  Barton  bis  final  instruciions,  without  say- 
ing one  word  about  it,  lliat  the  explanatory  language  of  the 
message  was  made  to  conform  exactly  to  the  requirements  of 
the  despatch.  Tire  message  was  prepared  to  obtain  with  France 
the  merit  of  a satisfactory  explanation,  and  v.ilh  the  people  of 
the  United  States  the  merit  of  refusing,  upon  high  national 
ground, all  explanation.  'J’lie  president  protested  that  he  never 
would  apologize,  and  made  anapolog>!  that  he  never  would 
explain,  and  made  a satisfactory  cxqilanaiion!  I rejoice  that 
France,  much  as  I think  she  has  occasionally  erred,  had  the 
wisdom  to  recognise  and  receive  it  as  such.  She  had  taken  a 
false  po.'ition  in  withholding  payment  of  a jn.*t  and  uncontesled 
debt  until  a sii|)|)osed  slain,  inflicted  upon  her  good  faiili  and 
honor,  was  effaced.  73ie  best  vindication  of  her  good  faith 
would  have  been  the  payment  of  the  del>i;  and,  when  paid,  site 
would  have  been  in  a fair  and  disiuten.'sted  .attitude  for  de- 
manding satisfaction  to  her  insulted  honor.  Finally,  the  prin- 
cifile  .alluded  to  was  violated  in  the  terms  in  vvltich  the  British 
mediation  has  been  accepted.  Whilst  the  president  will  not, 
he  dec!<ires,  make  Fiance  directly  any  explanation,  all  the 
means  are  put  by  him  in  the  hands  of  the  common  mediator  to 
afford  the  most  amide  and  satisfactory  explanation. 

But  I will  not  longer  dwell  upon  the  painful  incidents  of  our 
late  unfortunate  controversy.  Let  them  be  absorbed  in  the  ge- 
neral satisfaction,  which  its  happy  termination  will  diffuse 
ihroiigiimit  the  land,  or  be  recollected  only  to  guard  hereafter 
against  the  repetition  of  similar  errors.  We  have  escaped — I 
thank  God  we  have  escaped— from  all  danger  of  war  with 
France.  It  would  have  heen  a war,  if  it  had  broken  out,  the 
scandal  of  an  enlightened  age,  and  higliiy  discreditable  to  both 
parlies — a war,  in  vvliieh  neither  civil  liberty,  nor  maritime, 
nor  territorial  rights,  nor  national  indi-pendence,  nor  true  na- 
tional honor,  was  involved — a war,  of  whieh  the  immediate 
raiise  was  an  iinrortiinate  message,  and  the  ultimate  object  an 
inconsiderable  d(.-bt,  cancelled  by  the  very  act  declaring  it— a 
message  which  was  regreiled  hy  tlie  senate,  regriTted  by  the 
house  of  representatives,  and  regretted  by  the  wliole  country; 
and  which,  whatever  may  have  been  the  spirit  or  pairinii,in 
which  dictated  it,  all  viewed  as  rash,  intemperate,  and  danger- 
oiis  to  the  peace  of  the  country.  To  be  delivered  from  nil  ha- 
zard of  being  involved  in  such  a war,  affords  just  cause  of  gene- 
ral joy  and  graiiilalion. 

Nor,  sir,  ought  we  ever  to  forget  the  noble  part  which  Grest 
Britain  has  acted  in  this  unhappy  dispute.  If  war  had  broken 
out  between  the  United  Slates  and  France,  and  had  continued 
any  length  of  time,  her  neutral  position  would  have  enabled 
her  greatly  to  have,  piofited  by  it.  She  would  have  c.arried  on 
the  cotumejre,  to  a large,  extent,  of  both  belligerents,  and  lier 
marine  must  have  heen  highly  benfiteo.  Overlooking  all  these 
advantages,  wiili  rare  disinteresi(‘diiess  and  mrignanimity,  slie 
tendered  her  friendly  nffices  to  produce  an  accommodation;  and 
slip  well  deserves  the  praise  which  the  president  has  so  appro- 
priately bestowed. 

I have,  sir,  but  one  regret  on  this  pl.-’.asin-g  occasion,  .and  if  is, 
that  we  are  not  allowed  any  time  for  repose  and  rejoicing.  Onr 
good  old  president  has  hardly  terminated  ihe  French  war,  be- 
fore he  deeinres  a new  one  against  the  surplus  fund.  I do  hope 
lhat  he  will  no.w  Iiirii  his  tlioiighls  on  peace;  nr,  if  that  be  im- 
possible, that  liis  friend.s  at  least  on  this  floor,  cherisliing  it3 
spirit  and  its  principles,  will  unite  with  us  in  an  equitable  dis- 
iribuiioii,  upon  the  principles  of  the  land  bill,  of  a liberal  por- 
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lion  of  tliat  fund.  I assure;  them  of  niy  lliorougli  conviction  i 
lliat,  even  for  llie  [iniiioses  ol'  (iefi-nce  iitiil  war,  an  invtslinenl 
of  a largo  pari  of  lhal  liiml  in  n.'efiil  iinpruvi  inen Is,  wliich  will 
iolimlof  r;i()i(l  iransportailun  and  concentraiion  of  our  means 
and  our  sln;nglh,  will  Ln;  far  heller  and  wiser  lliau  profusely  lo 
v/asle  it  on  unneces.'ary  lorlifieations. 

' Mr.  C7ai/ concluded  iiy  moving  lo  lay  llie  message  on  the  ta- 
ble, and  lo  pi int  it. 

After  Mr.  Clay  concluded,  the  message  and  documents  were 
ordered  to  lie  on  the  table,  and  be  printed.  And,  on  nioiion  of 
M r.  ifuc/tunaii,  5,000  e.Mra  copies  thereof  were  ordered  to  be 
jirinieil.  Alter  which, 

On  motion  of  Mr.  Preston,  the  senate  adjourned. 

—"«•©©©*«. — 

LOST  APPROnilATlON  BILL. 

SPEECH  OF  HPv.  J.  Q.  ADAMS, 

In  the  house  of  repiesentatives,  Friday,  January  22,  183T,  on 
the  subject  of  the  loss  of  the  fortifleation  bill,  at  the  close 
of  the  la.n  session  of  congress. 

Mr.  Sjieaher:  In  the  National  Intelligencer,  the  odicial 

printer  to  the  senate  of  the  United  States,  liieie  was  published 
a repoit  of  (iroceedings  which  had  taken  tilace  in  a certain 
body,  and  in  that  newspaper  he  found  it  charged,  not  only  that 
the  statement  in  the  message  of  the  president  of  the  United 
States  was  not  true,  but  that  the  failure  of  that  bill  was  not 
caused  by  the  senate  of  the  United  States;  that  it  did  not  fail 
there,  but  that  it  failed  in  another  house.  Where  was  ihai? 
Was  it  this  house.?  No,  sir,  that  house  exists  no  longer.  But 
it  was  in  this  hall;  and  the  lioiise  which  is  now  here  consists, 
in  a great  measure,  of  the  identical  individuals  wlio  composed 
that  liouse.  One  hundred  and  forty  members  of  that  hou.<e  are 
also  members  of  this  hoii.-e.  And  in  that  siune  Nalional  Intel- 
ligencer he  found  ihe  charge,  not  only  that  the  failure  of  that 
lull  was  owing  to  tlie  fault  of  that  liouse,  but  that  it  died  there, 
and  there  iis  bones  ate  to  be  sought.  He  found  it  also  charged, 
that  in  the  progress  of  the  passage  of  that  bill,  the  most  violent 
outrages  were  committed  on  the  constitution  of  the  United 
Slates,  by  the  pre.sidenl  and  by  the  house,  in  conspiracy  to- 
gether. It  was  admitted  on  alt  hands,  that  the  failure  of  the 
bill  was  occasioned  by  the  introduction  of  a section  into  it,  ap- 
propriating lliree  millions  of  dollars  for  the  defence  of  the  eoiiri- 
try;  and  the  president  now  lells-ns  that  the  failure  of  that  ap- 
propriation was  a .Mibject  of  great  inconvenience  to  the  people 
of  tiie  coiiniry.  On  this  subject  air  issue  has  been  taken  in  the 
N.ilional  intelligencer;  and  that  issue  involved  not  merely  the 
presideiit  of  tire  United  States,  liut  it  iitvrdved  tlie  kouse  of  re- 
pre.seniatives.  That  was  nit  additional  reason  wliy  ho  wished 
for  a eommittae  to  inquire  into  the  matter.  That  reason,  he 
hnpod,  would  be  siKiicient  fur  every  member  who  felt  his  ho- 
nor implicated,  to  call  fur  investigation,  and  have  the  subject 
examined,  to  slrow  where  the  lailure  of  that  bill  was  to  be 
charged. 

He  had,  he  repeated,  said  that  he  considered  it  the  first  duty 
of  every  bianch  of  guvernment,  to  harmonize  wiin  the  oilier 
branches  of  the  government  in  doing  the  bnsine.ss  cf  the  peo- 
ple. It  was  the  duty  of  the  mi  nibers  of  tlie  house  of  repre- 
s’entativea  to  support  the  president  of  the  United  Stales,  and 
the  executive  goveriimeril  of  the  country,  in  every  nieasitre 
appropriately  bolongiiig  lo  Ills  liich  oHjee;  and,  in  like  maimer, 
it  was  equally  his  duty  to  support  ilic  oilier  branches  of  ilie  go- 
vernment; and  ihai  tuis  duly  was  obligatory  and  reciprocal  upon 
the  senate  and  president.  This  he  had  always  considered  the 
first  duty  of  every  person  concerned  in  administering  Ihe  go- 
vernment, whether  of  tiie  executive  or  legislalivo  depariments. 
It  was  a .‘•nbseiinent  duly  that  each  of  iliese  powers  vva.s  to  be 
a watehmaii  and  .‘••eniinci  oyer  the  proceedings  of  the  other. 
This,  between  the  two  branches  of  tlie  legislaluri;,  was  a mat- 
ter of  exiieiiie  importance,  and  was  scarcely  less  important,  in 
the  relaiforis'Lelween  boili  and  each  of  tlie  branebes  of  the  le- 
gislatnrn  and  the  president.  The  appropriation  ol  three  mil- 
lions of  doll  irs  for  the  defence  of  the  country,  was  inseru-d  in 
the  general  (orlificaiion  hill  by  aniendmenl  prnposi'd  by  llie 
genlleman  from  New  Yoik  (,Mr.  Camhrclens)  in  consequence 
of  a re.solntioii  wbieli  h.id  passed  iinanimon'ly  in  ibe  house, 
nnd  by  wliieh  iiii.tnimoiis  vote  the  house  declared  that  the  i-xe- 
cuiion  of  the  treaty  of  the  ‘1th  of  July,  Ib.Jl,  witli  France, 
should  he  iioi-sted  on.  Ft  w.is  well  known  to  every  member  of 
the  honsu,  and  he  believed  to  every  person  out  of  tin;  house, 
}hat  the  appropriation  of  three  millions  vva.s  introduced  in  con- 
Sripiciice  of  Die  vote  on  ihat  resolution  the  niglii  hefore.  Ii 
Was  well  known  that  tlie  lesnlniion  which  finally  passed  by 
pint  vole,  bad  been  coiilesied  by  a ileliaie  of  several  days  iiii- 
niedialely  before  its  iiassage,  upon  grounds  tlial  such  a n.'solii- 
llmr  would  oeca'-ioii  war. 

If  yon  look,  said  he,  lo  the  j uirtmls  of  the  house  for  the  re- 
iolntion  which  passed,  and  to  ihe  several  resohilioiis  proposed 
is  suhsiiiiiles  Cor  it,  you  will  see  that  it  was  adiiiitl.'’d  wiih  ex- 
treme lelucl  iiice  by  many  members  of  the  house,  that  it  w.as 
ardciilly  and  perseveriiigly  eoiiiested,' ami  tipnn  the.  grounds 
that  it  would  occasion  a war.  Under  these  circ nmsi.am>es,  al- 
though the  lioiisr  Were  not  of  opinion  lhat  it  would  give  just 
c.iusp  lor  war, still  how  was  it  possible  for  a statesman  Junking 
lo  the  interests  of  onr  common  country,  not  to  sCe  that  these 
re.Kon.s  so  pressed  upon  the  consideraiioit  of  the  house,  and, 
lookin'^  lo  ihn  action  of  nnoihor  sovcrniiMMil,  miylu  have  tliat 
tendency.  The  conduct  of  a foreign  government  to  be  predi- 
caled  upon  rljis  act  of  onr  own,  w.as  mailer  of  fiirc-i-dit  and 

conjecture.  There  was  misumicrstamimg  and  irritation  between 


onr  government  aitd  that  of  France.  The  members  of  the 
house  who  Iniil  re.^isted  the  passage  of  the  resolution,  inlelli- 
genl  and  palriolie  men,  had  urged  the  hoirse  against  it,  and  all 
the  tender  symjuilhies  of  our  iiuUrre  and  all  ihe  sentiments  of 
hnmaiiiiy  in  our  bosoiris,  have  been  appealed  to,  as  warnings 
against  that  resolulion.  'I'lie  image  of  war,  in  all  its  terrors 
and  with  all  its  calamities,  liad  been  lield  up  before  us  lo 
deter  Ihe  liouse  from  the  assertion  of  the  nalion’s  rigliis  and  of 
llie  nation’s  lioiior  contained  in  lliai  resolution.  Conscious 
liiat  the  resolution  could  not  give  any  just  cause  of  offence,  the 
house  did  not  believe  tliat  it  would  offend  or  endanger  llie 
peace  of  llie  country-^yet  in  rleferehce  to  Hie  (ears  of  the  mi- 
nority, and  as  an  eiirnesl  of  llieir  sincerity  in  the  determination 
to  insist  upon  the  execution  of  the  treaty,  it  was  deemed  fitting 
tliiil  Hie  country  slioiild  pul  itself  in  an  altitude  of  defence  to 
meet  the  worst  possible  contingency,  and  to  sustain  lhat  resolu- 
tion wiiich  they  unanimously  passed.  These  were  the  grounds 
upon  which  tliat  item  was  irilroducod  on  the  last  day  of  the  ses- 
sion. And  why  on  the  last  day.?  Because  itwas  only  Hie  night 
before  that  tlie  niiaiiimous  vole  liad  passed. 

In  all  the  debate  i.u  the  Nalional  Intelligencer  lo  which  ire 
liad  referred,  there  was  no  more  trace  of  such  a resolution  as 
having  passed  the  liouse  than  if  it  had  never  existed.  No  more 
trace  Hian  could  be  found  on  Hie  journal  of  Hie  senate  of  vvliat 
they  would  do  for  the  defence  of  the  country,  or  lo  insist  upon 
the  execution  of  the  treaty  of  July.  But  in  tliat  debate  in  ilic 
National  Intelligencer  lie  found  a prodigious  display  of  elo- 
quence against  Hie  cnnslilntionalily  of  Hiis  section  appropriat- 
ing lliree  millions  of  dollars  for  the  defence  of  Hie  country,  be- 
cause it  liad  not  been  reeomirieiided  by  the  executive. 

He  said  liis  object  in  olfering  the  resolution  was  precisely  the 
same  with  Ural  wiiicli  liad  induced  liis  lionorable  friend  from 
Virginia  lo  interpose  tliis  objection  of  mere  formality  against  it, 
namely,  to  restore  harmony  between  all  the  tleparlments  of  tlie 
government,  not  only  between  Hie  house  and  the  senate,  but 
also  between  both  houses  of  congress,  and  the  executive  de- 
partments ol  the  goyerntrient,  for  if  there  ever  was  a time  wlien 
harmony,  perfect  and  complete,  between  the  different  depart- 
ments of  the  government  was  necessaiy,  now  was  tlie  lime. 
The  people  of  the  country  called  for  it — Hie  interests  ofllie  na- 
tion demanded  it.  Mr.  A.  said  Hiese  were  his  motives  for  offer- 
ing the  resolution,  and  lie  trusted  Hiat  if  Hie  house  would  in- 
dulge liini  in  the  appuinlnienl  of  the  commiiiep,  tie  demanded, 
Hial  Hie  committee  vyoiild  liave  it  in  their  pow'cr  to  report  that 
all  Hie  cliarges  tmade  against  tiie  liouse  were  utterly  groundless 
ami  iirifuunded,  and  believing  Hint  tliat Would  be  llie  result  of 
the  in vesligation,  he  hoped  tliat  it  would  cotuiilmie  to  restore 
liaraiony  wliicli  no  longer  exists  between  tiie  two  biaiiclies  of 
the  ipgi.slatnre  of  Hie  country.  The  restoration  ofharinony  de- 
pended upon  the  vindicalion  of  Hu;  lionor  of  Hie  liniise  of  re- 
pre.senlulivea  at  Hie  la.-l  session  of  eongiess;  for  if  Hint  vindi- 
eaiioii  could  not  be  made  complete,  iliere  was  no  pro.-pecl  of 
any  harmony  at  tlie  present  session  of  congress;  and  especially 
upon  Hint  most  imporiaiu  siiliject,  onr  foreigH  lelalions — Hie 
question  of  peace  or  war.  The  foundatinn  of  tlie  resolution 
offered,  was  on  liis  part  entirely  defein<ive,  its  object  was  to 
vindicate  Hie  house  of  representatives  fiom  reflections  wiiich 
were  entirely  undeserved. 

Mr.  A.  said  it  was  difficult  for  him  to  reconnect  Ingetlier  tlie 
train  of  Hiouglit  aftiu  so  mncli  interruption,  wiiich  lio  liad 
wislied  lo  present  to  Hie  liouse.  He  would,  iiuwever,  revert  to 
one  or  two  points  vvliicli  required  notice.  It  was  against  the 
intrndiictiori  of  tlie  section  a|iprnprialing  tliree  millions  (or  tlie 
defence  of  the  country,  that  the.  cry  of  unconsiiuitionality, 
against  both  the  executive  ami  house  of  reiiresenlalive.s,  liad 
been  raised.  One  of  the  great  cliarges  was  tliat  Hie  house  of 
representatives  liad  inserted  tliat  section  without  recommenda- 
tion from  the  president.  'I'lial  was  the  great  nffence  on  wiiich 
w'as  founded  Hie  bursts  of  indigiiaiii  eloqm'iice,  wliicli  would 
rallier  see  Hie  enemy  battering  down  Hie  walls  of  tlie  capitol 
ilii'.n  agree  lo  siieli  an  appropriation  for  the  defence  of  Hie 
coiiniry. 

Observe,  sir,  once  more,  llie  terms,  Hie  oliject  and  Ilie  condi- 
tion of  Hiai  appropriation.  It  was  to  lie  expended,  in  vvliole  or 
iu  pari,  under  Hie  direction  of  Hie  iiresident  of  the  United 
States,  tin;  eseciitive  liead  of  the  nation,  sworn  to  Hie  failliliil 
execniion  of  Hie  laws:  sworn  especially  nnd  ernrnslcd  witli  tlie 
snperiniciiderice  of  all  llic  defences  of  tlie  country  against  tiie 
ravn'jes  of  a foreign  invader — it  Was  to  be  pxjiendcd,  for  Hie 
^Cnilitiiry  and  naval  service,  including  fortifications  and  orrf- 
rtance  iuid  incr-eose  o/ /4e  nnvr/.”  These,  sir,  the  natural  nnd 
appropriate  iiislrnmenls  of  o.ilional  defence  against  a foreign 
foe,  wen*  Ilie  sole  and  exclusive  olijects  of  ihi.s  appropriation — 
not  one  dollar  of  it  could  liave  lieni  applied  to  any  oHier  pur- 
pose by  the  president  willioiit  a violation  of  liis  official  oaili  and 
of  liis  official  trust — not  one  doH.-ir  of  it  cmild  have  been  ap- 
plied by  liim  to  any  oilier  purposes  wiiliom  making  liimself 
lialile  to  impeacliment;  not  liy  Hiat  lioiise  of  representatives, 
lint  by  ns,  llieir  successors,  fresii  from  tlie  cnnstiluenl  liody,  Hie 
people,  yet  before  Hint  same  .senate  for  liis  judges,  a majority  of 
wlioni  Were  surely  not  of  his  friends;  not  one  dollar  of  it  could 
lie  liave.  expended  wiHiont  giving  a public  account  of  it  lo  the 
representatives  of  the  people  and  the  nation.  Nor  was  tliis  all. 
Thus  confined  to  specific  olijects,  it  was  lo  be  expended,  not 
nncondilionally,  but  only  in  Hie  event  that  it  sliould  be  render- 
ed necessary  for  the  defence  of  the  country,  prior  to  tiie  llien 
next  session  of  congress,  an  interval  of  nine  nionllis,  during 
which  no  oHier  provision  could  have  been  made  to  defend 
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ynur  soil  from  a sudden  invasion,  or  to  protect  your  commerce 
floating  upon  every  sea  I'rom  a sweep  of  a possible  royal  ordi- 
nance of  France. 

And  this  is  the  appropriation  following  close  upon  that  unani- 
mous vote  of  two  hundred  and  seventeen  members  of  the 
house,  that  the  execution  of  tlie  treaty  of  1831,  should  be  main- 
tained and  insisted  on.  This  is  the  .t[)propriation  so  tainted 
wiili  man-worsiiip,  so  corrirpt,  so  unconstitutional,  that  the  in- 
dignant and  |».itriotic  eloquence  of  the  National  Intelligencer, 
would  sooner  see  a foreign  enemy  battering  down  the  walls  of 
the  capilol  than  agree  to  it.  Sir,  for  a man  uttering  such  senti- 
ments there  would  be  but  one  step  more,  a natural  and  easy 
one  to  take,  and  that  would  be  with  the  enemy  at  the  walls  of 
the  capito)  to  join  him  in  battering  them  down. 

[Here  Mr.  A.  was  intcirupted  by  a spontaneous  burst  of  feel- 
ing and  applause  from  the  meinbers  on  the  floor.  The  speaker 
immediately  called  to  order.  'I'he  indiscretion  was  momentary 
and  the  most  respectful  silence  followed.] 

Mr.  A.  resumed.  He  hoped  he  hud  shown  that  the  section 
making  the  appropriation  of  three  millions,  was  introduced 
from  absolute  necessity  on  the  last  day  of  the  session,  because 
it  was  in  consequence  of  the  unanimous  vote  of  the  day  pre- 
ceding. Was  he  now  to  be  told  that  this,  and  the  other  house 
must  not  appropriate  money  unless  by  recommendation  from 
the  e.vecuiive?  Why,  sir,  the  executive  has  told  us  now  that 
that  appropriation  was  perfectly  in  accordance  with  his  wishes; 
yet  here  the  charge  is  inverted  and  unconstitutional  conspiracy 
and  man-worship  are  imputed  to  this  house  on  account  of  that 
appropriation;  because  it  was  approved  and  di'sired  by  the  exe- 
cutive. Where  was  the  possibility  of  a recommendation  from 
the  executive;  of  statements  from  the  departments;  of  messages 
between  this  and  the  other  house,  when  the  resolution  of  the 
house  had  been  p.assed  but  day  before.^  That  resolution  was  it- 
self passed  in  consequence  of  a communication  from  the  exe- 
cutive, and  in  furtherance  of  the  views  of  that  officer.  Then 
why  was  the  charge  oT  man-worship  inadei’  He  would  appeal 
to  the  house  to  say  whether  he  was  a worshipper  of  the  present 
executive.  He  had  voted  for  that  appropriation,  and  he  gloried 
in  the  vote.  Was  he  chargeable  with  man-worsliip  in  voting 
for  that  appropriation.^ 

He  had  not  approved  the  special  measures  which  had  been  re- 
commended by  the  executive  at  the  commencement  of  that 
session  of  congress.  Neither  the  measures  of  issuing  letters  of 
marque  and  refirisals,  nor  the  measures  of  commercial  inter- 
dict or  restriction— neither  had  that  house  of  representatives 
approved  them;  but  the  house,  and  thank  God!  the  people  of 
the  cotiniry,  had  done  homage  to  the  spirit  which  had  urged 
to  the  recommendation,  even  of  those  measures  which  tliey 
did  not  approve.  He  again  repeated,  why  was  it  that  the 
house  must  be  charged  with  man-worship  and  unconstitu- 
tional conspiracy  because  they  passed  an  appropriaiion  of 
three  millions /or  l/ie  defence  of  the  cotmh\v,  at  a time  when 
imminent  danger  of  war  was  urged,  as  resuliing  from  tliat  very 
resolution,  which  but  the  night  before  passed  l>y  an  unanimous 
voiei*  Because,  forsooth,  that  appropriaiion  had  not  been  call- 
ed for  by  the  executive,  and  yet,  because  it  was  ajiproved  by 
the  executive. 

Sir,  there  were  at  the  last  session  of  congress  three  systems 
of  policy  t»  be  pursued  with  regard  to  our  controversy  with 
France,  which  had  marked  the  proceedings  of  the  three  branches 
of  our  government  charged  with  the  diilies  arid  the  responsibili- 
ties of  legislation.  The  system  of  the  president  was  contained 
in  the  recommeiidations  of  his  annual  message.  The  system 
of  the  senate  is  disclosed  by  their  resolution  unanimously 
adopted  on  the  14ih  of  January,  1835,  in  these  words,  as  ap- 
pears upon  their  journals: 

•^Resolved,  That  it  is  inexpedient  at  present,  to  adopt  any  le- 
gislative measure,  in  regard  to  the  state  of  affairs  between  the 
United  Slates  and  France.” 

A ri  soluiion  not  only  declining  to  do  that  which  the  presi- 
dent had  recommended  to  vindicate  the  rights  and  the  honor  of 
the  nation;  but  positively  determining  to  do  nothing— not  even 
to  express  a sense  of  the  wrongs  which  the  country  was  en- 
during from  France. 

Such  was  the  system  of  the  senate.  That  of  the  house  was 
neither  exactly  that  which  had  been  recommended  by  the  [ire- 
aident,  nor  yet  that  of  the  senate.  It  was  a subject  of  Imig,  of 
anxious  and  of  ardent  deliberation  and  debate  during  the  last 
week  of  the  session. 

The  chairman  of  the  committee  of  foreign  relations  had  re- 
ported three  resolutions.  As  substitutes  for  which,  I had  the 
honor  of  submitting  to  the  consideration  of  the  house  three 
others.  The  minority  of  the  committee  of  foreign  relations 
had  presented  a report,  concluding  with  a sentence,  which  at 
the  suggestion  of  the  chairman  of  the  committee,  I adopted  as 
a modification  of  my  first  resolution,  and  which  the  chairman 
of  the  committee  consented  to  take  as  a substitute  for  the  first 
reported  by  him.  This  sentence,  from  which,  with  the  general 
assent  of  the  house,  the  words  “at  all  hazards”  had  been  with- 
drawn, was  finally  moved  by  me,  and  every  member  preseat, 
two  hundred  and  seventeen  in  number,  answered  at  the  call  of 
his  name,  aye. 

The  resolution  was  in  these  words: 

“Resoh  ed,  That  in  the  opinion  of  this  house,  the  treaty  with 
France  of  the  4th  of  July,  1831,  should  be  maintained,  and  its 
execution  insisted  on.” 

[ then  withdrew  the  second  and  third  of  the  resolutions 
which  I had  proposed. 


The  second  of  the  resolutions  reported  by  the  chairman  of 
the  committee  of  loreign  relations,  was  that  the  committee 
should  be  discliarged  frunr  the  further  consideration  of  so  much 
of  tlie  president’s  message  as  related  to  commercial  restrictions 
or  to  reprisals  on  tlie  commcice  ot  Fiance. 

It  was  uiianimoiisly  adopted  by  the  house. 

The  Iliad  resolution  reported  by  the  chairman  of  the  commit- 
tee, was: 

‘^Resolved,  That  contingent  preparation  ought  to  be  made 
to  meet  any  eineigency  growing  out  of  our  relations  with 
France.” 

Tills  was  lire  resolution  intended  to  sustain  at  once  the  spirit 
of  the  president’s  reeoiriiiiciidaiions  and  the  sincerity  of  the 
resoluiion  just  adopted  by  tlie  house. 

But  there  was  only  one  day  lelt  of  existence  to  the  house; 
and,  therefore,  no  possibility  of  waiting  for  a message  fiom  the 
president  lor  estimates  from  tlie  war  and  navy  deparlniept,  p|: 
for  lire  slow  progress  of  tlie  bill  ilirough  all  its  usual  stages 
in  both  houses  of  congress.  Such  proceedings  highly  proper 
for  the  usual  and  ordinary  expendilnres  of  the  year,  were  not 
only  unnecessary,  but  would  have  been  to  say  the  least  useless  . 
for  an  appropriation,  contingent  upon  events  then  uncertain, 
and  tlie  amount  necessary  for  which,  could  not,  with  any  ap- 
proximation to  precision,  be  estim.aed  or  Ibieseeii. 

The  resolution  was  laid  on  the  table  at  the  motion  of  the 
cliaitinnn  ot  the  committee,  who  had  reported  it,  and  who 
then,  in  my  bearing,  and  in  liie  hearing  of  ail  in  the  liouse  who 
chose  to  hear  him,  gave  notice  that  he  should  in  its  stead 
move  an  additional  appropriation  in  the  fortification  bill  then 
before  the  house.  Vyiielher  lie  named  the  sum  of  three  mil- 
lions as  that  which  he  should  propose  or  not,  1 do  not  recollect. 
He  had  openly  spoken  in  the  house  before,  as  contemplating  a 
larger  sum,  considering  tlie  contingent  and  possible  danger 
against  which  it  was  to  provide,  1 thought  the  sum  certainly  not 
too  large. 

And  now,  sir,  where  is  all  this  scaffolding  of  indignation  and 
liorrorat  an  appropriation  for  specific  pui poses  lot  the  defence 
of  the  couiitry,  because  for.sooili  it  ban  not  been  repoinmended 
by  sjiecial  message  from  the  executive.  Gone,  sir!  Gone!  You 
shall  look  for  it,  and  you  shall  not  find  it.  You  shall  find  no  more 
tiace  ol  It,  than  in  the  tales  of  the  National  Intelligencer,  you 
shall  find  of  that  vole,  of  two  hiiiulred  and  seventeen  ayes, 
which  was  the  real  voucher  for  the  purity  and  genuine  palriot- 
i.siu  of  that  appropriaiion  of  three  millions  denounced  to  the 
world  by  the  eloquent  orators  ot  the  senatorial  press,  as  so  pro- 
fligate and  corrupt,  that  an  enemy  at  lire  gales  of  tins  capitol, 
could  not  liave  justified  a vole  in  its  favor  to  arrest  hia  arm, 
and  slay  liis  Imiid  in  tlie  act  of  battering  down  these  walls. 
You  shall  find  no  more  trace  of  it,  than  upon  the  journals  of 
the  senate  of  tlie  last  session  of  congress,  you  shall  find  of  sen- 
sibility to  the  wrongs  wliich  our  country  was  enduring  from 
France — and  if  ujron  those  journals,  such  a trace  can  be  found, 
it  must  be  to  clearer  and  more  searching  eyes  than  mine. 

I’lieii  why  are  we  told,  that  nobody  knew  any  thing  of  the 
reasons  of  tlie  hou.-.e  lor  adopting  that  aniendinent  to  the  fortifi- 
cation bill.^  Nothing  passr>d  in  the  house  but  wlial  was  known 
in  the  oilier  portion  of  the  capilol.  Nothing  was  to  be  found 
on  the  journals  of  the  other  body,  that  would  go  to  sustain  the 
executive  and  the  country.  In  another  body  there  were  re^ 
solutions  passed,  very  expliclly  declaring  that  they  would  not 
do  what  the  executive  rccoinmeiided,  but  no  resolutions  were 
passed,  saying  what  they  would  do.  A dilferent  course  of  policy 
was  pursued  by  the  house.  It  adopted  unanimous  resolutions, 
and  showed  that,  although  the  measures  recorntneMded  by  the 
president,  did  not  entirely  meet  their  approbation,  yet  that  the 
rights  of  the  country,  and  the  execution  of  the  treaty  were  to 
he  insisted  on.  In  another  branch  of  the  capilol,  at  the  same 
lime,  it  was  not  known  what  the  house  was  doing,  yet  217 
names  answering,  yea,  stood  recorded  on  the  journals  of  this 
house.  These  were  the  facts,  and  an  impartial  history  of  that 
bill  would  show,  that  there  was  sufiicieni  and  ample  cause  for 
a[)propriatioii  of  three  millions.  But  the  three  million  appro- 
priation was  received  by  the  senate,  in  a most  unfortunate 
temper,  and  as  proofof  this,  it  became  absolutely  necessary,  for 
him,  to  refer  to  their  proceedings. 

In  the  first  place,  the  motion  for  tire  three  million  section 
was  snbmiiled  in  the  house,  and  little  objection  was  made  to  it. 

It  was  perfectly  uirderstood  by  genilemen  on  both  sides  of  the 
house,  that  it  was  founded  on  tire  vole  of  the  night  preceding, 
and  no  one  so  far  as  he  recollected,  objected  to  it,  because 
there  was  no  recommendation  from  the  executive.  The  vote 
was  taken  on  it  by  yeas  and  nays,  and  it  was  adopted.  One 
hundred  and  nineteen  names,  (said  Mr.  ./^durns),  the  first  of 
which  in  alphabetical  order,  was  my  own,  are  recorded  upon 
the  journals  in  favor  of  the  aincndment,  and  of  those  names, 
seventy-two  belonged  to  members  of  ibis  house;  seventy-seven 
names  .ippear  on  the  journal  recorded  against  the  amendment, 
forty-five  of  which  are  members  of  this  house.  The  proposition 
of  re-elected  inembers  is  rather  larger  of  the  names  in  the  af- 
firmative, than  of  those  in  the  negative.  But,  I have  said  the 
amendment  was  received  by  tire  senate  in  a bad  temper — and 
now  for  the  proof.  The  resolution  as  recorded  on  the  journals 
of  tire  house,  was  as  follows: 

“^nd  be  it,  4'c.  That  the  sum  of  three  millions  of  dollars  be, 
and  the  same  is  hereby  appropriated,  out  of  any  money  in  the 
treasury  not  otherwise  appropriated,  to  bt:  expended,  in  whole 
oriii  part,  under  the  direction  of  lire  president  of  the  United 
States,  for  the  military  and  naval  service,  inciijding  fortifica- 
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lions  nnd  ordn.incn,  and  incrrase  of  the  navy:  Provided,  s\ich 
expenditures  should  he  rendered  necessary  for  the  defence  of 
Ihe  country,  prior  to  the  next  nieetins  ol  congress.” 

Observe  vvliai  were  the  purposes  t>f  the  appropriation.  Was 
tlie  liouse  wasting  and  s(iuaudering  the  public  money,  when  it 
made  that  appropriation.^  No,  sir:  shall  it  be  said  that  the  ap- 
propriation if  made,  must  have  been  wasted?  When  an  enemy 
is  at  the  walls  of  the  capitol,  it  will  he  hut  a sorry  objection  to 
make,  that  you  have  no  confiilence  in  the  man  at  the  head  of 
the  government.  He  hoped  that  the  matter  tnight  be  fully  ex- 
posed, and  Wiiatever  might  be  his  relations  with  the  head  of 
Ihe  government,  he  did  not  ihink  that  that  vote  would  be 
charged  lo  man-wrtrship.  Upon  that  resolution  109  names  were 
recorded  in  the  alFirmative,  and  were  there  109  members  to  be 
charged  with  being  man-worshippers  and  con.spirators  against 
the  constitution  of  their  country?  Among  these  names  were 
several,  if  they  were  capable  of  any  thim:  like  man-worship, 
which  he  did  not  believe,  the  object  of  whose  worship  would  be 
some  other  than  the  present  tenant  of  the  white  house;  even 
the  very  men  who  now  made  these  charges  against  them.  He 
sail!  that  the  section  was  received  in  bad  temper  by  the  senate. 
They  immediatidy  disagreed  to  the  amendment  it  was  said, 
with  but  little  debate,  and  sent  their  disagreement  down  to  the 
house. 

He  recollected  that  liio  present  speaker,  who  was  then  chair- 
man of  Ihe  committee  of  ways  and  means,  did  him  Ihe  honor 
to  ask  him,  what  we  should  do,  ami  he,  (Mr.  A.)  said  he  should 
vole  lo  recede  from  the  apiiropriaiion,  because  from  the  temper 
of  the  senate,  it  was  evident,  if  that  course  was  not  pursued, 
the  whole  bill  would  be  lost.  Mr.  said  he  did  accordingly 
vote  lo  recede,  but  it  was  not  to  recall  il.e  vote  he  had  before 
given;  it  was  solely  because  he  believed  that  if  the  house  did 
not  recede,  the  wlude  bill  would  be  Inst.  As  the  object  of  the 
bill  was  for  the  ordinary  appropriations  for  fortifications,  he 
was  unwilling  to  lose  it,  and  therefore  gave  up  the  three  mil- 
lion aii^iropi  ialioii  to  save  llie  remaimler  of  the  bill.  But  it 
was  nut  the  sense  of  the  house  to  recede,  and  the  vote  to  re- 
cede stood  87  lo  lit).  The  sense  of  tlie  house  was  strong,  it 
wa<  earnest,  but  it  was  respectful.  How  was  it  with  the  se- 
nate?  'J’he  ne.\t  communication  which  the  house  ri'ccived 
from  it  was  that  Ihe  senate  had  adhered  to  their  disagreement. 

III  the  intercourse  between  the  two  houses  every  person  knew 
that  ailheiing  was  the  very  last  resort — that  it  scarcely  ever 
vvai  recurred  to  except  a.s  a chnllcnoe  of  defiance  \.o  the  other 
house.  What  are  its  coiisi’quenccs?  They  are  always  to 
hazard  the  loss  of  the  whole  bill;  if  the  other  house  adhere, 
the  bill  is  lost.  ’I'lie  senate  said  take  back  your  appropriation 
or  lose  your  bill;  and  that  at  the  earliest  stage  at  which  they 
could  pass  such  a vote.  It  was  w'cll  known  to  every  man  that 
the  vole  to  adhere  never  pas.ses  between  the  two  houses 
in  good  temper.  It  was  always  considered  as  a challenge 
“loose  your  bill,  or  agree  to  what  we  think  will  be  light.”  Mr. 
A.  here  read  the  following  extract  from  Jeflerson’s  Manual,  in 
support  of  his  views. 

“When  either  house  sends  a bill  to  the  other,  the  other  may 
pass  it  with  amendment.  The  regular  progress  in  this  case  is, 
the  commons  disagree  lo  the  amendment;  the  lords  insist  upon 
it;  the  commons  insist  on  their  disagreement;  the  lords  adhere 
to  their  amendment;  Ihe  commons  adhere  to  their  di.sagree- 
ment.  The  term  of  in.sisiing  may  be  repeated  as  often  as  they 
choose,  lo  keep  Ihe  nocstion  open.  But  tlie  first  adherence  by 
cither,  lemlers  it  necessary  for  the  other  side  to  recede  or  ad- 
here also;  when  the  matter  is  usually  sufiered  to  fall.”  The 
term  of  insisliuo  was  certainly  (in  1079)  a happy  innovation,  as 
jt  multiplies  the  opportunities  of  trying  modific  ilions  which 
may  bring  Ihe  houses  to  a eoncurrence.  Either  house,  how- 
ever. is  free  to  pass  over  the  term  of  insisting  and  lo  adhere  in 
the  fir.st  in-tance,  nuT  it  is  not  respeci'fui.  to  the  other.” 

Mr.  A.  said,  he  doubled  whether  in  the  whole  intercourse 
between  the  two  hou''PS  of  congress  ati  adherence  was  ever 
before  re<ort<‘d  to  at  so  early  a stage  of  a difl'crence  between 
them.  He  was  sure  there  never  had  been  such  an  instance 
unless  at  a time  of  bad  temper  between  the  houses.  It  was 
a special  disposition  to  cast  odium  ujion  the  house,  a spe- 
cial bravado,  that  induced  the  senate  lliii.s  to  draw  the  sword 
and  throw  away  the  scabbard,  as  they  AOiiERKn.  Notwilh- 
piandiiig  tbe  natural  feeling  wa;,  when  the  lull  came  to  the 
hou-;e,  to  adhere  on  their  [lart,  and  that  motion  was  aclual- 

I V made,  yei,  so  anxious  was  the  house  to  save  the  bill  that 
they  did  not  adhere,  neither  did  they  recede;  they  insisted 
again,  and  asked  of  ttie  senate  a conference,  to  which  the  se- 
nate agreed,  .although  at  that  time  the  hour  was  12,  in  re.al 
•time.  'I'liai  clock,  (poiming  to  the  clock  in  the  hall),  lo  be 
pure,  so  tar  a.s  a clock  could  show,  said  it  was  not  12,  but  it 
was  not  possessed  of  the  power  of  .Fo.shua  of  old  xvlio  eom- 
maiitled  the  sun  nnd  moon  lo  stand  still;  old  'rime  submitted  to 
no  siieli  power,  but  moved  along  regardless  of  what  was  doing 
here.  'I’he  committee  of  eonfetence  of  the  house  wo-nt  out, 
■wild  that  eommiltee  felt  themselves  corisirained  to  consent  to 
« reduction  of  Ihe  three  millions  down  lo  800,000  dollars.  'J’hn.«, 
#or,  this  horrilile  conspiiacy  against  (tie  consiimiion  melted 
down  to  a mere  ()iiesiion  of  dollars  and  eenis— whether  the 
appropri.iimn  shonitl  be  .'1, 000, 000  nr  800  000.  The  appropria- 
tion was  made  positive  insteail  of  living  eonlingent  upon  a ne- 
cessity mu  ceriain  lo  come,  and  it  was  confiiied  to  two  olijecis 
of  permanent  ordinary  appropriation,  still  leaving  the  possihle 
contingent  danger  unprovided  for.  He  had  said,  and  believed, 
that  llic  toiifcree.s  on  tlie  pan  of  the  liouse  hud  been  consirain- 
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ed  to  accept  this  compromise  for  the  purpose  of  saving  the  bill 
but  it  was  too  late — when  the  conferees  on  the  pari  of  the 
house  returned,  tliat  house  was  no  more — it  was  a lifeless 
corpse.  A friend  and  colleague  of  his,  now  in  his  eye,  had 
indeed  said  it  was  the  noisiest  dead  body  that  he  had  ever  seen 
or  heard  of.  'I'hat  was  true,  yet  it  was  nevertheless  true,  the 
house  was  de  facto  dead.  'J'he  journal  shows  that  from  that 
time  it  was  impossible  to  make  a quorum.  It  was  a few  mi- 
nutes before  that  a large  quotum  was  found.  He  said  this  be- 
cause, the  in  National  Intelligencer,  the  exemplary  assiduity  of 
the  rnemhers  of  the  senate,  in  the  discharge  of  their  duties, 
was  invidiously  contrasted  with  the  insinuated  neglect  of  the 
members  of  the  liouse,  where  it  was  insinuated  that  business 
could  not  be  done  for  want  of  a quorum.  But  why  was  tlie 
house  found  without  a quorum?  Because  sixty  or  seventy 
members,  conscientiously  believing  that  they  were  no  longer 
the  representatives  of  the  people,  refused  or  forebore  to  answer 
to  their  names.  Your  journals  will  show  that  motion  after 
motion  was  made  lo  that  ellect.  Many  members  declined 
answ'ering  on  these  grounds,  and  no  motion  was  made  to  com- 
pel them  to  vote  as  by  the  rules  of  the  house,  had  it  still  ex- 
isted, there  would  have  been.  He  was  not  one  of  those  who 
believed  tlie  session  ended  at  midniglit.  In  his  opinion  the 
two  years’  duration  of  congress  was  from  the  time  of  day  at 
wliicli  the  house  commenced  it.s  session — say  Ihe  hour  of  noon 
oil  the  fourth  of  ?, larch.  He  believed  tliai  to  be  tlie  true  con- 
struction of  the  constitutional  term  of  two  years;  but  it  was  a 
constitutional  question,  and  it  was  not  for  him  lo  judge  of  the 
motives  of  mi'n  wlio  conscientiously  believed  that  Hie  period 
of  tlieir  political  existence  had  expired.  When  the  Cumberland 
road  bill  passed,  the  qui'siion  was  taken  by  yeas  and  nays, 
and  Hie  vote  was  94  to  80,  making  174  votes.  Here  was  a 
qiiornm  voting,  wliieh  shows  that  the  house,  at  12  o’clock, 
was  doing  business;  but  in  ten  minutes  after,  that  no  quorum 
could  be  found — not  in  consequence  of  there  not  being  mem 
hers  present,  but  ill  consequence  of  their  conscientious  scruples. 
He  recollected  the  instance  of  a gentleman  fioai  Georgia,  (Mr, 
Gilmer),  a man  as  conscientinns  and  a.s  intelligent  as  any  mem- 
ber of  that  or  llie  present  house,  who,  upon  being  called,  re- 
fused to  answer,  and  gave  as  liis  reason,  that  he  was  no  lon- 
ger a representative  of  the  people,  and,  immediately  after  the 
vote  was  taken,  went  out  of  the  house  at  that  door  and  never 
returned.  It  was  not  therefuie,  the,  want  of  a sufficient  num- 
ber of  the  members  present,  Imt  from  the  conscientious  con- 
viction of  so  large  a number  of  Ihe  members  as  reduced  the 
remainder  to  less  than  a quorum,  that  they  had  no  right  to 
vote  on  any  thing  in  the  house.  After  that  took  place,  the 
committee  of  conference  returned  to  the  house,  but  no  report 
was  made,  and  what  was  the  reason?  Because  tliere  was  no 
house.  '!'he  mil  wa.s  called,  and  no  quorum  was  lo  be  found. 

He  said  that  he  did  not  consider  Hie  coiistitiilinnal  term  of 
two  years,  assigned  to  Hie  members  of  the  house  of  re[)resenta- 
tives,  and  the  term  of  four  vear.s,  during  which  thfv  president  of 
United  Stales  holds  his  office,  commences  or  expires  at  mid- 
night. The  services  of  two  and  of  four  years  commenced  run- 
ning from  the  time  when  the  members  of  the  first  congress  as- 
sembled to  commence  the  operations  of  this  government  under 
tlie  conslilulinti  of  the  United  Slates;  which  was  on  tlie  fourth 
of  March,  1789,  at  noon.  'I'he  two  years  from  that  time  expir- 
ed, not  on  Ihe  tliiid  of  March,  1791 , at  midnight,,  but  on  Hie 
fourth  of  March  at  noon.  'I'lie  expiration  of  a year  is  not  from 
noon  to  midnight,  but  from  noon  to  noon.  It  is  so,  aslroiionii- 
cally,  by  tlie  law  of  nature. 

The  time  at  wliicli  a day  shall  commence  and  terminate  is  a 
matter  allngciher  arbrilary  and  conventional.  Some  naiiona 
have  in  Hieir  civil  computation  commenced  the  day  at  sunrise, 
and  some  at  .-^imsct — some  at  midnight, and  some  at  noon.  As- 
tronomers nnd  navigators  always  reckon  tlie  day  from  noon  to 
noon,  and  why  shmihl  not  the  conslilntional  computation  of 
time,  fnllow  Ihe  same  law  which  is  the  law  of  nature?  'J'liR 
principle  once  eslalili.<hcd,  could  be  attended  with  no  sort  of 
inconvenience,  whereas  the  computation  from  noon  lo  midnight 
must  be  sul'icci  once  every  two  years  to  a solution  of  con- 
tinuity f'*r  twelve  limirs  by  Ihe  non-existence  of  a house  of  re- 
pre.senlati ves,  and  once  in  every  four  years,  to  an  inlrrregnnin 
or  vacancy  in  the  otfice  of  president  of  the  United  States, 
emergencies  micht  easily  he  foreseen,  pcihaps  even  preconlriv- 
eil.iri  which  either  of  those  events  would  he  attended  with  very 
great  public  inconvenience.  Mnnaicliical  governnient.s  are  al- 
ways guarded  with  the  utmost  possible  care  against  every  solu- 
tion of  emiiimiiiy.  'J’hcir  kings  never  die.  ft  would  be  a radical 
defect  in  everv  repiiblii’nn  government  not  to  be  invested  with  Hie 
same  official  iminot taliiy—  llie  office  always  filled,  however  fre- 
quenllv  Hie  individii  il  iiicnmbent  may  be  changed.  It  was, 
therefore,  my  opinion  that  the  house  might  liave  sal  transacting 
business  till  noon  of  ihe  fi.nrih  of  iMarcIi,  and  accordingly  my 
name  ivill  he  found  and  recorded  on  every  taking  of  the  yeas 
and  nays  until  the  adi'nirnmenl,  after  it  was  announced  that 
Ihe  senate  had  adjmirni  d. 

Mr.  A.  said  that  was  his  opinion  then,  and  he  had  then  ex- 
pres.«ed  it  to  the  hoii.'ip.  hnt  il  was  not  the  opinion  of  a large 
niimlier  of  memlters  of  the  house.  The  members  were  in  the 
house  ready  to  vote,  but  in  tlieir  opinion  Hie  lime  liad  passed. 
Now,  whatever  wa«  doing  at  Hiat  lime  in  the  bouse  miglit  have 
been  known  to  every  member  of  the  senate  if  they  had  seen  fit 
to  make  the  inquiry,  ft  was  perfectly  known  tital  after  Hint 
lime  no  quorum  of  the  iinu-je  could  he  found.  No  vote  was 
taken.  "J^ie  house  was  dc  facto  dead.  But  in  that  state  of 
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things,  after  the  house  was  a lifeless  corpse^  the  following  mes- 
sage was  sent  from  the  senate,  which  Mi.  A.  requested  the 
clerk  to  read. 

“ Resolved,  That  a message  be  sent  to  the  honorable  the  house 
of  representatives,  respectiully  to  remind  ihe  house  of  the  re- 
port of  the  committee  of  conference  appointed  on  the  disagree- 
ing votes  of  the  two  houses  on  the  amendment  of  llie  senate  to 
the  bill  respecting  the  fortihcaiions  of  the  United  Stales.” 

Mr.  A.  appealed  to  the  speaker  as  one  of  the  oldest  members 
of  the  house  and  in  his  official  capacity,  as  the  guardian  and  vin- 
dicator of  the  honor  of  the  house,  whether  in  his  experience  m 
the  legislation  of  this  country,  he  liad  any  recollection  of  such 
a message  having  passed  between  the  house  of  representatives 
and  senate.'’  A message  reminding  the  house  of  their  duty;  re- 
minding the  house  of  what  they  had  to  do;  reminding  the  house 
of  the  particular  business  which  it  was  their  duty  to  take  up 
and  act  upon.  He  asked  the  oldest  member  in  the  house, 
whether  he  had  any  recollection  of  any  such  message  having 
passed  between  the  house  of  representatives  and  the  senate — 
he  asked  the  youngest  member,  and  paused  for  a reply.  He 
lieard  none,  and  under  these  circumstances  he  took  upon  him- 
self to  say,  that  no  such  message  was  to  be  found  on  the  jour- 
nals of  congress  since  the  foundation  of  the  government.  Here 
was  one  branch  of  the  legislature  turning  the  task  masters  of 
the  other.  We  read  in  holy  writ  of  a judge  of  Israel  who  un- 
dertook to  teach  the  men  of  Succoth— and  it  was  by  scourging 
them  with  the  briars  of  the  wilderness.  Since  the  days  of 
Abimelech  there  has  been  no  such  leaching  as  this  by  the  senate 
to  the  house  of  representatives  of  the  United  States. 

He  dwelt  on  this  subject  because,  if  there  was  to  be  any  such 
thing  as  harmony  betvyeen  the  two  houses,  in  the  discharge  of 
4heir  duty  to  the  people  of  the  country,  he  hoped  that  that  mes- 
sage would  stand  as  a solitary  monument  and  warning  never  to 
be  repealed.  He  hoped  that  such  a message  would  never  go 
from  the  house  to  the  senate.  He  hoped  tire  house  would  al- 
ways be  courteous  enough  to  suppose  that  the  senate  of  the 
United  Slates  knew  what  was  their  duty  and  would  discharge 
it  accordingly. 

Mr.  A.  said  that  no  such  example  existed  on  the  journals  of 
ll;e  house  of  representatives,  but  he  was  aware  that  there  had 
been  instances  of  the  kind  in  the  parliament  of  Great  Britain, 
and  they  were  referred  to  in  Mr.  Jefferson’s  Manual,  as 
follows:  “When  a bill  is  sent  by  one  house  to  the  other,  and  is 
NEGLECTED,  they  niay  send  a message  to  remind  them  of  it. 
But  if  it  be  mere  inattention  it  is  belter  to  have  it  done  infor- 
mally, by  communications  between  the  speakers  or  members  of 
the  two  houses.” 

From  this  it  would  be  seen  that  the  only  cases  given  in  the 
Manual,  were  where  the  house  had  neglected  to  act  on  a bill;  he 
had  consulted  all  the  cases  in  Uaizell  and  Gray,  and  others  re- 
ferred to  by  Mr.  Jefferson  in  the  Manual;  and  he  found  that  the 
last  instance  adduced  of  that  kind,  even  in  the  British  parlia- 
ment, was  in  1721,  one  hundred  and  fifteen  years  ago;  and  in 
all  the  cases  severally-referred  to,  such  messages  never  were 
sent;  unless  there  was  a violent  misunderstanding  between  the* 
two  houses,  and  when  the  neglect  of  the  bill  was  extremely  in- 
jurious. Such  was  the  nature  of  the  message  which  he  hoped 
never  would  be  repented  in  the  intercouse  between  the  two 
houses  of  congress.  But  to  complete  the  true  character  of  that 
message,  he  must  inquire  at  what  time  it  was  sent?  It  was  sent 
at  two  o’clock  in  the  morning.  It  was  sent  at  a time  when  it  was 
known,  both  in  the  house  and  the  senate,  that  no  quorum  was 
to  be  found.  When  that  message  was  delivered,  he  must  con- 
fess, if  ever  a feeling  of  shame  and  of  indignation  had  filled  his 
bosom,  it  was  at  that  moment. 

He  felt  it  as  an  insult  to  the  immediate  representatives  of  the 
people;  and  if  it  had  been  sent  at  a mometit  when  the  house 
yet  existed,  with  the  power  to  resent  unprovoked  insult,  he 
verily  believed,  that,  imitating  the  example  of  our  congress  in 
a somewhat  similar  case  during  the  revolutionary  war,  he 
should  have  moved  that  a message  be  sent  by  two  members  of 
the  house,  to  cast  the  senate  message  on  their  floor  and  tell 
them  that  it  was  not  the  custom  of  the  house  to  receive  inso- 
lent messages.  It  was  perhaps,  well  that  he  had  no  opportuni- 
ty to  give  vent  to  those  feelings.  What  were  the  feelings  of 
the  other  members,  it  was  not  for  lum  to  say;  and  he  did  not 
know  that  he  had  ever  communicated  his  own  to  any  member 
of  the  house;  for  he  saw  that  the  insult  was  committed  on  a 
dead  body — another  Achilles,  dragging  around  the  walls  of 
Troy,  his  prostrate  and  lifeless  foe!  It  was  said,  sir,  that  there 
had  been  thrilling  and  unexampled  eloquence  of  indignation  at 
thi.s  conspiracy  of  m.an-worship,  servility  and  corruption,  dis- 
played by  the  house  of  representatives,  in  that  appropriation  of 
three  millions  for  the  contingent  necessary  defence  of  Ihe  coun- 
try from  foreign  discussion;  but  I trust  that  I have  already 
shown  to  the  satisfaction  of  this  house,  that  all  that  eloquence 
was  gratuitous,  and  all  that  indignation  wastefully  squandered 
away,  some  small  portion  of  which  might  have  been  profitably 
expended  upon  the  foreign  treaty  breakers,  under  whose  injus- 
tice our  own  country  was  smarting. 

This  indignation,  and  the  temper  with  which  it  was  manifest- 
ed by  these  repeated  insults  to  the  house,  did  strike  me  as  so 
e.xiraonlinary  and  I must  add.  so  unreasonable,  that  it  was  im- 
possible to  avoid  the  in()uiry  where  the  real  sting  of  that  three 
million  appropriation  diii  lay,  and  what  it  was  that  had  excited 
this  tempest  of  passion  against  it.  And  I thought  the  true  mo- 
tive was  discernible  in  that  unanimous  vote  of  two  hundred 
and  seventeen  ayes  in  the  house,  demanded  that  the  execution 


of  the  treaty  should  be  insisted  on.  That  vote,  however  over- 
looked then  or  now,  had  been  neither  unseen  nor  unfell.  It 
was  not  only  a departuie  froin  the  do  nothing  policy  of  the  se- 
nate, but  might  be  felt  to  contain  a pungent,  though  tacit  rebuke 
upon  that  paralytic  policy.  The  three  million  appropriation 
was  the  comiilcment  and  efficient  energy  o(  the  unanimous  vote 
of  the  preceding  day.  That  vole  was  exclusively  the  act  of  the 
house.  The  appropriation  required  the  concurring  vote  of  the 
senate,  and  that  vote  would  have  made  the  senate  the  unwilling 
accessary  to  implied  censure  upon  its  own  quietism  under  fo- 
reign wrong.  The  vote  of  the  house  could  not  be  nullified,  but 
its  efficient  operation  might  be  unnerved  by  the  refusal  ol  the 
appropriation;  and  so  the  bloodless  ghosts  of  executive  dicta- 
tiqn  and  man-worship  and  servility,  were  conjured  up;  and  the 
ovttrbearing  arrogance  of  votes  to  adhere,  and  messages  to  re- 
mind, were  substituted  for  the  deficiency  of  better  reasons  for 
refusing  the  appropriation: 

Great  horror  was  manifested  at  the  conspiracy  and  man- 
worship  of  appropriating  these  three  millions,  and  that  was  the 
source  of  Ihe  triumphant  message  to  remind.  Perhaps,  techni- 
cally speaking,  the  bill  containing  that  appropriation  did  fail  in  . 
the  house;  but  if  it  did  fail  at  all,  it  failed  before  the  appoint- 
ment of  the  committee  of  conference.  Its  death  blow  was  the 
senatorial  vole  lo  adhere.  It  failed,  because  it  did  please  the 
senate,  in  their  wisdom  and  patriotism,  to  strike  out  that  ap- 
propriation, and  to  cast  away  the  whole  fortification  bill,  to  ex- 
clude that  sinale  item.  Between  that  day  and  llie  present,  we 
have  all  had  time  lo  suffer  our  feelings  lo  cool  down.  He  had 
submitted  in  silence  to  the  bad  temper  manifested  on  the  part 
of  the  senate.  Tliat  bad  temper  was  manifested  not  only  to  the 
president,  but  to  the  house  of  representatives.  If  it  had  not 
been  now  renewed  with  redoubled  vigor,  and  by  the  transcen- 
dent ability  which  belonged  to  those  who  lead  the  senate,  he 
would  have  remained  silent  for  the  sake  of  peace  and  harmo- 
ny; but  now,  under  such  charges,  enforced  With  all  the  argu- 
ments which  nine  or  ten  months  of  meditation  could  bring  to 
minds  of  the  highest  order — when  such  charges  went  forth  to 
the  nation,  accusing  the  house  of  representatives  of  an  uncon- 
stitutional conspiracy  with  the  president  on  that  bill,  he  could 
no  longer  remain  silent.  He  therefore  moved  the  resolution,  so 
that  the  house  might  not  trust  entirely  to  the  statement  of  facts 
which  he  had  submitted  to  them,  but  that  the  committee  might 
inquire  and  report  to  the  house,  what  were  the  true  causes  and 
circumstances  which  produced  the  failure  of  the  bill. 

Friday,  January  22. 

After  Mr.  Adams  concluded  his  speech,  Mr.  Wise  addressed 
the  house  to  the  following  effect: 

Mr.  Speaker,  I did  not  expect  this  discussion  to  arise  to-day. 

I was  in  preparation  for  it  on  another  occasion,  and  if  my  facts, 
and  inferences  from  them,  be  not  presented  so  well  arranged 
as  they  might  be,  and  as  is  desirable  they  should  be,  I hope  I 
shall  be  excused  on  the  score  of  being  thus  called  up  unexpect- 
edly. The  whole  matter  shall  be  right  in  print. 

Sir,  this  has  become  a very  important  subject,  and  should  be 
so  considered.  The  question,  “Who  is  responsible  for  the 
failure  of  the  fortification  bill  of  the  last  session?”  is  now  made 
to  supercede  almost  every  other  question,  no  matter  how  deep- 
ly, pressingly  and  immediately  it  may  involve  the  most  import- 
ant public  interests  for  the  future.  1 readily  confess  that  we 
should  be  providing  for  the  future  rather  than  be  squabbling 
about  the  past.  But  so  it  is,  “the  party”  has  seen  fit  to  make 
this  a test  question  of  political  merit;  it  has  been  discussed  in 
all  the  public  prints,  particularly  in  that  which  is  the  organ  of 
the  administration,  is  made  the  most  prominent  subject  of  dis- 
cussion in  congress;  the  most  woful  misrepresentations  con- 
cerning it  have  obtained  currency  and  credence;  the  innocent 
are  made  to  bear  the  sins  of  the  guilty;  truth  and  justice  both 
have  been  violated;  a presidential  canvass  is  made,  in  part,  to 
depend  upon  this  question;  the  public  mind  is  anxiously  inquir- 
ing about  it,  and  I am  determined  that  the  whole  truth  shall  be 
told,  and  that  all  tlie  light  which  I can  shed  upon  \t  shall  be 
given  to  the  world.  The  discussion  thus  far  has  been  perfect- 
ly blindfold.  By  one  party  the  senate,  by  another  the  house  of 
representatives,  has  been  charged  with  the  loss  of  that  bill. 
Now,  sir,  the  main  fact  which  I rise  to  establish  is,  that  nei- 
ther the  senate  nor  the  house  of  representatives  is  justly  charge- 
able with  its  failure. 

I say,  sir,  let  all  crimination  and  recrimination  between  the 
senate  and  house  of  representatives,  both  innocent,  forever 
cease,  for  I can  prove  by  this  journal  (holding  up  the  journal  of 
the  last  house)  alone,  and  by  other  indubitable  testimony  be- 
sides, that  neither  the  senate  nor  the  house  was  responsible  or 
censurable  for  the  failure  of  that  hill.  The  senate  did  its  duty, 
the  house  did  its  duty,  and  both  were  not  only  willing  but 
anxious  for  its  passage.  No  blame  for  its  failure  is  fairly  altri- 
biilable  to  either.  Called  upon  to  say  upon  whom  the  blame 
should  fall,  I say,  as  Nathan  said  unto  David,  ‘•Hhou  art  the 
jnan.'”  (pointing  directly  at  Mr.  Cambreleng). 

Sir,  let  not  the  gentleman  from  New  York  (Mr.  C.)  take  this 
as  personally  unfriendly  or  unkind.  That  gentleman  has  al- 
ways been  courteous  and  kind  to  me,  and  I desire  ever  to  be 
courteous,  kind  and  respectful  to  him.  But  tr^ith  and  duty  im- 
pose a task  upon  me  on  this  occasion,  which  I must  perform, 
regardless  of  all  personal  considerations.  7’his  subject  is  in- 
troduced by  himself,  the  question  is  up,  it  is  fair  lo  discuss  it, 
he  is  here  present  to  defend  himself,  “eye  to  eye,  and  face  to 
face;”  this  house  is  the  place  for  the  trial,  before  the  eyes  of 
the  whole  nation,  and  the  truth,  the  whole  truth,  and  nothing 
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but  the  truth — >0  help  us  Gud!  sliould  go  forth  to  the  people  | 
from  tliis  capiiol! 

I here  ehorgi;  him  as  bring  wiiolly,  or  in  part,  with  others  of  \ 
/lis /rarVi/,  re.'[)onsil)l(;  for  the  (ailurt;  of  the  foi  lificatioii  bill  at 
the  lO't  .-ession  of  the  last  congre.ss.  Ami,  sir,  the  gmillmnan 
from  North  Carolina,  (.Mr.  Bynum),  who  .'poke  a iew  days  ago 
on  the  im-rca>e  of  navy  apirtopiiiiiions,  neini  not  have  Irecn 
so  parliLMilar  to  thrrrw'  a.stmiiblitig-block  in  the  wiiy  of  freedom 
of  speech  .and  of  inquiry  on  this  subject,  by  repetiiitig  empha- 
tically .s()  often  that  it  was  ‘-nof  true''  that  the  house  of  repre- 
sentatives was  responsilile  for  the  failure  of  that  bill.  No  man 
who  knows  the  truth  trf  the  case  will  presumu  or  pretend  to 
cliarge  the  hotise  of  represeiitiiiives  with  Uiat  failure.  Whe- 
ther the  house  ol'  reitresentaiives  was  guilty  or  not  guilty,  is 
not  the  true  issue.  No  one  will  join  that  issue  with  the  gentle- 
inan,  and  no  one  who  knows  the  truth  of  tlie  case  will  accuse 
th«  senate. 

I here  make  the  charge,  as  I believe  it,  from  the  journal,  my 
own  evidence,  and  that  of  others,  to  be  true;  and  1 appeal  to 
the  ficts  to  sustain  it.  To  tin:  facts,  then!— to  the  facts! 

On  the  night  of  Tuesday,  the  3d  of  March,  183.5,  the  three 
millions  .amendment  to  bill  No.  600,  “An  act  making  appro- 
priations for  certain  fortifications  of  the  United  States,  hereto- 
fore commenced,  for  the  year  1835,”  was  reported  by  the  com- 
mittee of  the  whole  liouse  on  the  slate  of  the  union.  That 
amendment  read  as  follows: 

“And  be  it  further  enacted.  That  the  sum  of  three  millions 
of  dollars  be,  and  the  same  is  hereby,  appropriated  out  of  any 
money  in  the  treasury  not  otherwise  appropriated,  to  be  ex- 
pended, in  whole  or  in  part,  under  the  direction  of  the  presi- 
dent of  the  United  Slates,  for  the  military  and  nav.il  service, 
incluiling  fortifications  and  ordinance,  and  increase  of  the  navy: 
Provided,  such  expenditures  sliall  be  ruddered  necessary  for 
the  defence  of  the  country  prior  to  the  next  meeting  of  con- 
gress.” 

On  lite  question  that  the  house  do  concur  with  the  commit- 
tee in  this  amendment,  the  vote  stood;  yeas  109;  nays  77. 
Number  of  votes,  186. 

r beg  of  the  house  to  mark  the  number  of  votes  given,  as  I 
proceed. 

On  the  bill  to  establish  branches  of  the  mint,  the  next  vote, 
upon  a cal!  of  ayes  and  noes,  was,  yeas  115,  nays  60.  Number 
of  votes,  175. 

A message  was  afterwards  received  from  the  senate,  inform- 
ing the  liouse  that  they  disagreed  to  the  three  millions  amend- 
ment. A motion  was  then  made  by  Mr.  Ghoisou  that  the  house 
do  recede  from  its  amendment.  The  previous  question  was 
thru  c.nlled,  and  on  the  main  question,  “will  the  house  recede 
from  the  .«aid  ameuilmeni.”’  the  vole  S'lood;  yeas  87;  nays  110. 
Number  of  votes,  197. 

The  house  then  iasis/ed  on  its  amendment,  and  sent  a mes- 
sage to  inform  the  senate.  The  senate  then  returned  a mes- 
sage lliat  the  senate  “ad/tere  to  their  disagreement  to  the 
gineridmenl  of”  the  house. 

A motion  was  then  made  by  Mr.  Camhreleng  that  the  house 
do  adhere  to  their  said  amendment. 

[Here  the  speaker  interrupted  Mr.  TVise,  by  saying  it  was 
not  in  order  to  call  members  by  name  on  the  flooi.  Mr.  Wise 
replied  that  he  was  reading  from  the  journal  of  the  lust  con- 
grc.<9.] 

Upon  a motion  then  to  recede,  the  previous  question  was  de- 
manded, and  upon  the  question,  “will  the  house  recede.^”  the 
vole  stood:  yeas  88,  nays  107.  Number  of  votes,  195. 

A motion  was  then  made  by  Mr.  Hubbard  that  the  house  do 
ask  a conference;  which  motion  was  carried,  and  Mr.  Cambre- 
leng.  Mr.  Lewis  and  Mr.  Hubbard  were  appointed  managers  to 
conduct  the  said  conlerence  on  the  part  of  the  house. 

Here,  sir,  permit  me  to  remark  that  the  lionorable  Dixon  H. 
Lewis,  of  Alabama,  has  not  yet  arrived,  from  indispo.sitioti,  and 
he  is  not  here  to  testify.  1 wish,  for  the  sake  of  a full  develop- 
ment, he  was  in  Ins  place.  But,  sir,  Air.  Camhreleng  is  now 
in  this  hoqse,  and  iMr.  Hubbard  is  now  in  the  senate. 

[Here  the  speaker  again  interposed,  and  said  the  gentleman 
was  out  of  order  in  calling  geuUeineii  by  their  names. 

Mr.  fFise  again  replied  that  he  was  reading  from  the  journal 
Qf  the  last  congress. 

The  speaker  said  the  gentlemen  named  are  of  this  house.] 

Mr.  Wise  proceeded.  Well,  sir,  Mr.  Lewis,  of  the  last  con- 
gress, is  not  here;  Mr.  Cambreleng,  of  the  last  congress,  is  now 
of  this  house,  and  Mr.  Hubbard,  of  the  last  congress,  is  now  of 
the  senate;  and  Air.  Caiiibreieng,  of  the  last  congress,  can  here 
tell  the  wliole  truth,  and  Mr.  Hubbard,  of  the  last  congress,  can 
tell  ilie  whole  triitii  in  his  place,  if  the  geiitlemen  will  come 
out  fully,  as  they  should.  Each  house  of  this  congre.ss  is  sup- 
plied from  tlie  commillee  ofconfecence  of  the  last  session  with 
a witness  of  all  the  facts,  who  can,  if  he  will,  disclose  the  real 
truth  of  this  whole  transaction.  Will  they  tell  what  they 
know.’  Will  they  satisfy  the  public  mind.’  Will  they  disclose 
all,  and  conceal  nothing.’  I pray  them  I'n  speak  out,  and  hold 
nothing  back,  for  the  sake  of  truth  and  justice!.  Sir,  I could 
not  sit  in  my  seat  calmly  and  coolv.  and  suffer  the  torture  of 
this  controversy,  much  less  rise  and'  speak,  knowing  the  whole 
truth,  without  disclosing  it  fully.  I could  not  permit  inno- 
cence in  my  sight  to  grope  about  blindly  for  its  defence, 
though  guilt  should  fall  on  my  own  head  by  disclosing  the 
, truth.  I could  not  see  violence  done  to  truth  and  justice, 
whilst  I was  present  ready  with  the  means  of  vindicating  both. 
Let  the  witnesses,  the  best  witnesses  the  case  admits  of,  come 


I forward  and  testify  fully  as  to  all  the  facts,  known  or  unknown! 

I Will  they  do  il.’ 

[Here  Mr.  Camhreleng  said  he  would  tell  all.]  I am  glad  to 
hear  it,  and  1 shall  congratulate  the  country  and  the  friends  of 
iniih  and  ju.-;lice,  if«/f  be  told.  But  to  proceed. 

'J’lie  senate  was  notified  of  the  retjuesl  for  ii  conference. 

'I’lie  house  lin'ii  proceeded  to  the  consideration  of  the  bill  to 
render  pernianenl  the  pre.senl  mode  of  supplying  the  army,  &c. 
which  look  up  considerable  lime.  Mr.  Briggs,  from  the  joint 
committee  on  enrolled  bills,  reported  the  examination  of  two 
enrolled  bills,  and  Air.  Dickerson  reported  that. forty-four  bills 
had  been  presented  to  the  president,  the  titles  of  which  were 
named.  Mr.  Ashley,  of  Alissouii,  during  this  lime  also  made 
several  motions,  which  occupied  considerable  lime,  to  take  up 
a harbor  bill,  which  does  not  appear  on  the  journal.  And  at 
this  aud  every  point  of  time  the  liouse  wa_s  delayed  by  continu- 
al ettdrls  to  take  np  particuliir  sulijects  not  in  order. 

'j'lie  house  then  proceeded  to  the  consideration  of  the  Cum- 
beiland  road  bill.  Previous  to  the  vote  on  this  bill,  the  confe- 
tees  on  the  three  millions  amendment  had  returned  into  the 
liouse. 

[Air.  Cambreleng  here  said,  no,  no;  he  had  remained  in  the 
house  after  being  appointed  on  the  committee  of  conference 
Mu/.fZ  the  vole  on  Hie  Cumberland  road  bill,  and  voted  on  that 
bill;  that  the  commillee  did  not  return  to  the  house  until  about 
the  lime  of  the  vole  on  the  Moore  and  Letcher  resolutions, 
which  was  some  lime  after  twelve  o’clock.] 

Air.  fPise  proceeded.  Sir,  the  genllemaii  must  be  mistaken, 
or  he  was  guilty  of  a neglect  of  duty  ip  delaying  so  long  to  at- 
tend the  committee  of  conference.  From  the  lime  of  the  ap- 
pointment of  the  conferees  until  the  vote  on  the  Cumberland 
road  bill  more  than  an  hour  elap,sed,  and  if  the  gentleman  was  so 
conscieniious  about  the  time  of  night  he  legislated,  he  should 
have  h.a.stened  to  do  his  duty  on  the  committee  of  conference, 
lest  the  hou.se  sliould  expire  before  this  precious  bill  could  in 
conscience  be  saved.  As  he  did  not  though,  but  delayed  until  the 
hour  had  come,  he  shopid,  on  that  ground,  if  on  no  other,  be 
held  responsible.  But,  sir,  my  recollection  is,  that  the  com- 
mittee of  conference  returned  into  the  house  before  the  vote  on 
the  Cumberland  road  bill;  and  just  before  or  at  the  lime  of  that 
vote,  the  first  notice  that  I lieaid  was  given  of  the  hour.  The 
vole  on  the  Cumberland  road  bill  was  taken  up  after  twelve 
o’clock  at  night,  7 /mow,  ft om  two  circumstances.  Mr  Gilmer, 
of  Georgia,  than  whom  mo  man  is  more  honest,  and  no  man 
more  unaffectedly  scrupulous  on  points  of  conscience,  when  his 
name  was  called,  rose,  pulled  out  his  watch,  and  atidibly  an- 
nounced it  to  the  house  that  he  could  no  longer  sit  in  his  place 
and  vote,  (or  the  reason  that  the  hour  of  twelve  had  arrived. — 
He  immediately  left  the  house.  Jig  practised  bona  fide  what 
he  professed.  He  gave  me  the  first  notice  of  the  time,  and  of 
the  question  wlielher  lu  fact  we  were  delunct.  He  did  not  de- 
pend upon  that  (also  clock  face,  (iiointing  to  the  clock  above 
Hie  speaker’s  chair),  the  hands  of  which  were  made  that  night 
to  point  backwards.  Il  was  the  first  time  in  my  life  1 ever 
saw  old  Time  flying  backwards;  the  old  might  soon  have  re- 
turned to  their  youiii  again.  I wish  that  clock  was  all  that  is 
false  which  is  fair  about  this  capitol!  He  relied  on  his  own 
watch,  which  wtts  regulated  by  his  cmiscierice.  'I’hus  remind- 
ed of  the  hour,  and  struck  by  the  conduct  of  Mr.  Gilmer,  upon 
whose  watch  and  whose  conscience  I could  rely,  I was  on  the 
point  of  making  opjiosilioii  to  the  bill  before  the  house,  for  rea- 
son of  the  hour,  as  well  as  of  constitutional  objections,  when  I 
was  prevented  by  my  friend  from  Pennsylvania,  (Air.  McKen- 
nan),  who  held  me  down,  in  a playful  way,  in  my  seal,  whicli 
circumstance  he  may  recollect.  Thus  I am  certain  that  when 
the  vole  on  the  Cumberland  road  bill  was  taken’,  the  hour  had 
come  and  was  past!  I voted  on  that  bill  on  account  of  my  con- 
stitutional objections  to  il,  and  declined  several  votes  after- 
wards, until  my  colleague  (Air.  Mercer)  and  others  convinced 
me  there  was  no  foundation  for  the  objection  to  voting  after 
twelve  o’clock.  On  the  question  “shall  the  bill  pass’”  the 
vote  stood:  yeas  91,  nays  80.  Number  of  voles  174. 

Thi*,  sir — this  was  the  last  bona  fide  vote  of  the  hist  lioiiss 
of  representatives.  Here  it  died,  strangled  by  fraud  and  foul 
play! 

1 beg  of  the  hou.se  to  slop  here  a moment  with  me,  whilst  I 
collect  togeUier  and  group  the  facts  which  I wish  borne  along 
in  our  remembrance,  when  approaching  other  facts  which  fol- 
low. 

The  hoii.se  will  please  to  remember  that  the  committee  of 
conference  was  appointed  long  before  the  vote  on  the  Ciitnber- 
land  road  hill,  and  lime  eiiougli  for  them  to  have  reported  be- 
fore the  hour  expired. 

Remember  that  the  committee  of  conference  returned  just 
before  or  at  the  time  of  the  vote  on  the  Cumberland  road  bill, 
or  just  before  nr  at  the  lime  of  the  vote  on  the  Moore  and 
Letcher  resolutions.  I care  not  which. 

That  from  the  offering  of  the  three  millions  amendment  until 
the  Cumberland  road  bill,  inclusive,  the  yeas  and  nays  were 
called  five  times,  showing  at  the  different  times  186,  i75,  197, 
195,  and,  immsdiaiely  preceding  the  Moore  and  Letcher  reso- 
lutions, 174  members  present  and  voting! 

Mark  now  the  names  of  those  who  voted  on  the  Cumberland 
road  bill  knowingly  and  wittingly,  with  proclamation  of  notice, 
after  19  o’clock  at  night.  Among  the  ayes  in  favor  of  that  bill 
we  find  the  mime  of  Samuel  Beardsley,  a gentleman  who,  in  a 
breath  afierward.s,  excused  himself  from  voting,  for  the  reason 
“that  the  term  '‘or  wliicli  the  members  of  the  23d  congress  had 
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been  elected  had  expired!”  Sncli  is  the  vote,  and  such  the  rea- 
son for  not  vumij<,  as  the  journal  shows  beyond  dispute. 

[Here'  Mr.  Beardsley  said  that  by  his  watch  it  was  not  so  late 
ns  12  o’clock  when  tlie  vote  on  the  Cumber  land  road  bill  was 
taken.  He  recoHecied  there  was  a diversity  of  opinion  about 
the  hour.] 

Well,  sir,  the  gentleman  has  served  in  more  than  one  con- 
gress; tlid  he  ever  know  any  diversity  of  opinion,  any  epresUon 
about  tile  hour,  before  the  last  night  of  the  last  siission? 

[Mr.  Beardsley  said  he  could  not  submit  thus  to  be  cate- 
chised] 

I know,  sir,  from  childhood  up  that  catechisms  are  unplea- 
sant, but  when  tiuth  is  suffering  violence  we  must  all  submit 
patiently  to  be  questioned,  and  the  nation  muit  know  all  the 
facts  and  the  whole  intent  in  this  case.  But  perhaps  by  that 
gentleman’s  watch  it  was  not  then  12  o’clock,  though  it  was 
soon  afterwards.  I know  it  was  12  o’clock  and  past,  for  I re- 
member well  the  fact,  that  Mr.  Gilmer,  whose  cons^cience  did 
keep  a strict  watch  over  his  time-piece,  announced  it  to  the 
house,  and  departed  from  his  post,  which  he  never  did  unless 
compelled  by  sickness  or  a sense  of  duty,  and  I know  that  1 
was  held  in  my  seat  by  the  strong  arm  of  a strong  friend  of  the 
Cumberland  road  bill.  The  name  of  that  gentleman  is  not  the 
only  name  which  I wisli  the  house  to  remember  among  the 
voles  on  this  bill  after  T2  o’clock  at  night.  Among  the  nays, 
sir,  we  find  tlie  name  of  Churchill  C.  Camhreleng! 

[Here  the  speaker  again  interrupted  Mr.  Wise  for  calling 
members  by  name.] 

Mr.  IFise  again  said,  I claim  the  right  to  read  the  journal  of 
the  last  session  of  congress.  Names,  dates,  persons,  facts,  are 
what  are  wanted.  I cannot  get  along  unless  I am  permitted  to 
call  things  hy  their  right  names!  It  is  impossible  Ibr  me  to  gel 
along  with  any  thing  like  a connected  relation  of  facts,  if  I am 
thus  to  be  interrupted. 

[The  speaker  said  the  gentleman  has  the  right  to  read  from 
the  journal.  I thought  he  was  naming  gentlemen  in  this  house.] 

Mr.  Wise  replied,  I have  told  you,  Mr.  Speaker,  repeatedly, 
that  I was  reading  from  the  journal,  and  I claim  the  right  to 
read  plainly  out  the  name  of— Chur-ch-ill  C.  Cam-bre-leng! 

[Cries  of“go  on!  go  on!”] 

As  soon  as  Churchill  C.  Cambreleng  gave  this  vole,  and  all 
the  votes  were  told,  after  12  o'clock  at  nig/if,  Churchill  C.  Cam- 
breleng,  the  chairman  of  the  committee  of  conference,  might  as 
well  have  done  his  duty  and  made  his  report  to  the  house.  But 
this  is  not  all.  Two  enrolled  bills  were  next  reported,  one  of 
which  the  speaker  signed  after  12  o’clock  ai  night  confessedly. 

Mr.  Jarvis  (of  Maine)  then  moved  the  following  resolution: 

‘^Resolved,  That  the  hour  having  arrived  when  the  term  for 
which  this  house  was  elected  has  expired,  we  do  now  adjourn.” 

Sir,  note  that  here -is  a resolution  offered  to  the  house,  giving 
additional  notice  to  that  of  Mr.  Gilmer,  that  the  hour  had  come. 
Note  by  whom  this  resolution  was  offered,  by  a gentleman  who 
afterwards  voted. 

[The  chair  again  interposed  for  calling  proper  names  ] 

Air.  Wise.  1 read  from  the  journal.  I call  the  attention  of 
the  house  to  the  fact  that  here  is  a resolution  to  adjourn,  for  the 
reason  of  the  time  of  night— that  the  hour  had  come — that  we 
were  dead.  Mr.  Jones  (of  Georgia)  also  immediately  moved 
to  adjourn,  for  the  purpose  of  trying  whether  the  house  thought 
it  could  sit  afier  12  o’clock.  Here  is  double  notice  to  all  who 
had  conscientious  scruples.  It  was  negatived.  When  was  the 
want  ofa  quorum  to  do  this.^ 

A motion  was  then  made  to  suspend  the  rules  to  take  up  the 
Moore  and  Letcher  resolutions.  It  passed  in  the  affirmative. 
Where  was  the  want  of  quorum  to  prevent  doing  this.?  After 
debate,  the  previous  question  was  moved  and  demanded.  On 
the  question  -‘will  the  house  atiree  to  the  resolution  as  herein 
recited?”  the  vote  stood:  yeas  111,  nays  2.  Number  of  voles, 


No  quorum!  but  among  the  yeas  T find  the  names  of  John 
(Quincy  Mams  and  Churchill  C.  Camhreleng!  Yes.,  sir,  both 
voting  long  alter  all  had  been  thrice  notified  that  the  hour  had 
come!  Where  were  their  consciences? 

[The  chair  here  said  it  was  not  in  order  to  indulge  in  person- 
alities or  to  refer  to  motives.] 

Mr.  Wise.  Why,  sir,  the  gentleman  before  me  (Mr.  C.)  is 
eoniinually  assuring  me  that  /ic  does  not  object  to  be  named,  and 
why  shoqld  the  speaker!  No  member  calls  to"  order,  and  I hope 
I shall  be  permiilfd  to  proceed.  The  gentleman  from  Alassa- 
chu setts  has  said  that  gentlemen  refused  to  vole  after  12  o’clock, 
for  reason  o.f  “conscientious  scruples.”  I put  the  question, 
then,  in  more  charitable  [dirase:  where  were  their  “scruples?” 
Not  only  had  Mr.  Gilmer  retired,  announcing' beforehand  his 
reason,  hut  Leo  resolutions  had  been  expressly  offered  to  adjourn, 
assigning  the  reason  that  the  hour  had  exfiired — notice  given 
verbally  and  in  writing  before  this  vote  was  taken.  Where 
were  the  scruples  of  the  gentleman  then  who  after  this  gavi;  as 
one  r«;ason  for  not  reporting  from  the  committee  of  conference 
that  the  hour  had  come? 

But,  sir,  the  most  important  fact  at  this  point  of  time  to  be 
noted  is,  that  at  one  moment  you  see  197,  at  another  195;  im- 
mediately preceding  this  moment  174  metnbers  present,  and 
voting;  and  of  a sudden,  in  the  twinkling  of  an  eye,  as  if  by 
magic  word,  there  is  no  quorum!  Sir,  at  the  sound  of  the  whis- 
tle the  Rhoderick  Dliu-men  disappeared!  Where  did  they  go — 
why— for  what? 

Two  enrolled  hills  were  next  reported  a^havitig  been  pre- 
sented to  the  president  for  liis  signature;  and  a message  r/as 


ne.xt  reetuved  from  the  president,  notifying  the  house — the 
house  of  course  then  in  being,  after,  long  alter  12  o’clock — that 
he  had  approved  and  signed  more  than  70  enrolled  bills.  The 
president,  this  proves,  was  in  the  sjieaker’s  rootn  after  12 
o’clock  at  night,  signing  bills.  It  is  notorious  he  was  in  that 
room  signing  bills  alter  that  time  of  niglii,  alter  Mr.  Gilmer  re- 
tired, and  alter  the  resolution  of  Air.  Jarvis  to  adjourn 

[Tile  c/iair  again  interrupted  Mr.  Wise  ior  menuoning  names.] 

Mr.  Wise  asked,  what  name.-? 

'I’lie  chair.  The  name  of  Air.  Jarvis. 

Air.  Wise.  I am  rt^ading  from  the  journal. 

'I'hir  chair,  I did  not  so  understand  the  gentleman. 

Mr.  Wise.  Why,  sir,  those  names  which  I am  reading  from 
the  journal  died,  according  to  conscience,  on  the  3d  of  Alarch 
last! 

Air.  Mercer  said  his  colleague  (Air.  Wise)  must  of  necessity 
refer  to  tlie  names  of  memhrrs  of  the  last  eongress. 

Mr.  Wise.  I claim  the  right  to  do  so,  and  protest  against  the 
inlerrnplion  of  the  speaker! 

The  r/iair  disclaimed  any  intention  to  interrupt  the  gentle- 
man from  Virginia. 

Mr.  Wise.  1 hope  I may  proceed  then  without  interruption. 
A motion  was  . received  from  the  senate  as  to  enrolled  bills, 
signed  by  the  (I'residenl.  How  could  we  receive  this  message 
if  we  were  dead?  A motion  was  again  made  by  Mr.  Jarvis  to 
adjourn.  Here  it  was  that  Samuel  Beardsley,  of  N.  York,  being 
called,  declined  to  answer,  on  the  ground  that  the  session  had  ex- 
pired! Fie  was  called  and  came  not,  at  this  lime  because  the  hour 
had  come!  Had  not  the  hour  come  on  the  Cumberland  road 
bill?  Was  not  notiee  given  to  all  by  Mr.  Gilmer  that  the  hour 
had  then  come?  Mr.  Bearsley’s  name  was  passed  over,  and  he 
did  not  an>wer  again  that  night.  There  were  many  others  who 
did  not  come  again  that  night,  who  were  here,  but  had  a call 
from  behind  the  curtain— who  shrunk  from  their  posts,  and 
skulked  behind  that  chair,  behind  those  pillars,  appeared  and 
disappeared  at  the  sound  of  the  luhistle,  and  who  should  have 
shrunk  into  non-entity! 

The  question  was  taken  on  adjournment  moved,  then,  noto- 
riously after  twelve  o’clock,  by  Mr.  Jarvis,  who  had  already 
said,  by  his  resolution,  we  were  dead.  The  vole  stood:  yeas 
15,  nays  103.  Number  of  votes  118. 

Here,  sir,  only  three  metnbers  were  wanting  to  make  a quo- 
rum; and  Vknow — I will  make  oath  to  the  fact — that  there  were 
more  than  three  member.*  in  the  house  who  did  not  vote.  Mr. 
Beardsli;y  was  present,  Air.  Mann,  of  New  York,  was  present, 
and  I was  present  myself,  and  neither  of  ns  voted.  I will  ac- 
count, sir,  for  not  voting  myself.  I wish  every  gentleman 
would  doso,a!id  had  done  as  I did  afterwards — answered  when 
called.  But  who  did  vote?  Mr.  Jarvis  voted  in  the  affirmative, 
and  Churchill  C.  Camhreleng  voted  in  the  negative — voted 
against  .■trijournment  after  hp  knew  the  hour  had  come!  After 
every  kind  of  notice  which  he  could  have  had  of  the  expiration 
of  the  hour,  he  voted  against  adjournment — virtually  declating, 
necessarily  voting  that  the  house  might  sit,  was  competent  to 
legislate,  and  ought  to  continue  in  session.  Now,  sir,  gentle- 
men may  excuse  themselves,  those  who  pretend  to  have  had 
“conscientious  scruples,”  for  voting  in  the  affirmative,  for  that 
may  have  expressed  their  scruples  about  contiiining  to  sit;  but 
I am  utterly  at  a loss  to  see  what  can  justify  those  who  li'ad 
“conscientious  scruples”  irt  voting  against  adjournment.  Why 
vole  to  sit  if  he  could  not  sit?  If  the  house  no  longer  existed 
in  law,  and  possessed  no  legislative  functions  or  power  after 
the  hour  of  twelve,  what  object  was  there  in  voting  to  conti- 
nue its  session?  Will  the  gentleman  from  New  York  (Air.  C.) 
say  that  he  changed  his  opinion;  that  his  “serw/Jes”  were  be- 
gotten between  this  point  of  tiipe  and  the  moment  he  refused 
to  report  tlie  proceedings  of  the  committee,  for  the  reason  that 
tlie  hour  of  twelve  o’clock  had  expired? 

But,  sir,  I most  proceed;  I am  determined  to  travel  over  the 
whole  journal,  and  point  out  every  fact,  even  to  the  cros- 
sing of  the  t’sandthe  dotting  of  the  i’s.  After  Mr.  Jarvis’s 
last  resolution  failed,  for  want  of  a quorum.  Air.  William  Cost 
Jrihnson,  of  AJaryland,  from  the  select  committee  on  establish- 
ing a national  foundry,  made  a report,  which  was  read,  and  ihtg 
resolution  therein  recommended  was  agreed  to  by  the  house! 
How  could  this  report  be  made,  and  this  resolution  be  agreed 
to  by  the  house,  if  there  was  no  quorum  and  no  house?  If  a 
qnornm  and  if  a house  to  receive  and  agree  to  a report  tind  re- 
solution of  a select  committee,  why  was  there  not  a quorum 
and  a house  to  receive  and  agree  to  the  report  of  the  committee 
of  conference?  Why  did  its  chairman,  Churchill  C.  Cambre- 
leng,  not  then  make  its  report?  He  was  voting  against  adjourn- 
ment, though  he  knew,  all  knew,  the  hour  had  come;  and  so 
far  from  being  a dead  body,  the  house  was  a living,  legislating, 
acting,  moving  body! 

The  speaker  then  laid  before  the  house  no  less  tlian  nine 
communications  from  the  executive  departments,  among  which 
was  the  letter  of  the  postmaster  general,  which  was  read;  and 
Mr.  White,  of  Florida,  laid  upon  the  table  an  act  of  the  legisla- 
ture of  that  territory.  In  a word,  sir,  every  species  of  legisla- 
tive action  was  performed.  We  were  inves4ed  with  all  the 
function -,  attributP.s,  powers  and  paraphernalia  ofa  house  of 
representatives.  We  were  not  dead  hut  living  legislators,  with 
the  substance  as  well  as  the  semblance  of  .an  organized  body — 
the  speaker  sitting  in  tliat  chair,  tiie  members  here  in  their 
seats,  long  after  it  was  notorious  that  the  hour  of  twelve  o’clock 
was  past  and  gone  forever.  I’lms  foianed.  thus  acting,  living, 
moving  anti  having  Our  being,  we  received  a message  from  the 
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Benate  to  notify  tliR  lioiise  tliat  tlie  senate  was  wailing  for  us  to 
act  upon  the  fortiticaiion  bill. 

‘•A  message  from  the  senate,  by  Mr.  Lowrie,  tlieir  secretary: 
“Mr.  Speaker:  1 am  (iirecieil  to  bring  to  this  house  a resolu- 
tion p.isseil  by  the  senaie,  and  which  is  as  follows: 

^‘Resolved,  That  a message  be  sent  to  the  honorable  the 
house  of  representatives,  respectfully  to  remind  the  house  of 
the  report  of  the  committee  of  conference,  appointed  on  the 
disagreeing  votes  of  the  two  houses  on  the  amendment  of  the 
house  to  the  amendment  of  the  senate  to  the  bill  respecting 
the  fortifications  of  the  United  States.” 

Sir,  what  did  this  message  mean  or  say,  which  could  have 
been  oft’ensive?  It  is  expressly  respectful  in  its  language  and  in 
its  object.  The  senate  was  waiting  (or  the  action  of  the  house 
on  this  bill,  which  alone  delayed  the  termination  of  the  session, 
and  which  remained  unacted  upon  by  the  house,  whilst  it  was 
acting  upon  a great  variety  ofother  business  of  much  less  import- 
ance. To  my  mind,  the  senaie,  by  this  inessage^so  much  abus- 
ed in  the  interpretation  of  it,  said  to  the  house  “respectfully:” 
“we  do  not  wish  this  bill  to  fail,  and  we  respectfully  ask  that 
you  will  act  upon  it,  and  save  the  interests  of  the  country  in- 
volved in  its  passage.”  This  message  was  received;  it  was  not 
eeiU  back  with  an  insult  to  the  senaie,  as  the  gentleman  from 
Massachusetts  (Mr,  ^dams)  would  have  dashed  it  on  their 
floor;  and  what  then  transpired.^  The  journal  stales: 

“Mr.  Cambreleng,  the  chairman  of  the  conferees  on  the  part 
of  the  house,  then  rose,  and  slated  that  he  declined  to  make  re- 
port of  the  proceedings  of  the  committee  of  conference  afore- 
said;” and,  sir,  mark  the  reasons,  and  compare  them  with  the 
facts  already  detailed:  “On  the  ground  that,  from  the  vote  on 
the  resolution  granting  compensation  to  Robert  P.  Letcher, 
which  vote  was' decided  at  the  time  the  committee  returned  in- 
to the  house  from  the  conference,  it  was  ascertained  that  a 
quorum  was  not  present;  and  further,  that  he  declined  to  make 
the  said  report,  on  the  ground  that  the  constitutional  term  for 
which  the  house  had  been  chosen  had  expired.” 

Up  to  this  moment  the  house  had  been  hourly  waiting  for  the 
report  of  the  committee  of  conference,  and  not  until  this  mo- 
ment had  the  least  intimation  been  given  that  the  chairman  of 
the  committee  would  decline  to  make  the  report!  He  gave 
two  reasons:  First,  “it  was  ascertained  no  quorum  was  pre^ 
sent.”  How  was  this  ascertained!  Why  was  not  a quorum 
present.^  That  is  what  I wish  the  gentleman  to  answer  me!  Up 
to  a given  point  of  time— up  to  the  vote  on  the  Moore  and 
Letcher  resolutions;  and,  if  that  was  the  time  when  the  com- 
tnitiee  of  conference  returned,  up  to  the  very  moment  when 
that  committee  did  return,  there  vvere  174  members  present 
and  voting — 53  more  than  a quorum.  What  became  of  this 
number  of  votes.’  Why,  sir,  at  the  sound  of  the  whistle,  at  the 
wink  of  liie  leaders,  the  '•faithful”  vanished',  the  “trained 
bands”  were  “down!  down!”  in  ambuscade  at  the  stamp  of 
the  fool!  It  was  not  because  they  were  not  here,  but  because, 
being  here,  they  would  not  vote — were  ordered  not  to  vole,  that 
there  was  no  quorum.  I put  it  to  the  gentleman  if  he  did  not 
know,  and  does  not  know  now,  that  there  was  more  than  a 
quorum  pre.-^cnt.’  How  many  were  present  refusing  to  vote, 
when  but  three  were  wanting  to  be  added  to  the  vole  of  118.’— 
Were  there  not  more  than  twenty  present  who  voted,  or  refus- 
ed to  vote,  as  circumstances  directed  them,  or  as  the  leaders 
pleased.’  Who  were  they  who  would  not  vote.’  Read  the  jour- 
nal for  yourself— he  who 'runs  may  read.  Look  at  the  names 
ot'Hhe  party!”  It  was  not  the  house,  or  a majority,  which 
was  to  blame.  A majority  of  the  house  was  willing,  and  anxi- 
ous to  pass  the  bill;  but'a  very  small  rninorily  could  reduce  us 
below  the  numberof  a quorum.  A majority  of  the  house  main- 
tained their  posts  and  did  their  duly  that  night.  Some  it  is 
true,  left  from  anxiety  to  get  home,  some  were  sleepy,  some 
were— I beg  iiardon,  I was  about  to  say  some  were  drunk;  but, 
drunk  nr  sober,  they  were  ready  to  vote  and  pass  the  bill;  but 
the  chairman  of  the  committee  of  conference  (Mr.  C.)  would 
not  make  his  report,  because  there  was  no  quorum!  Now,  how 
did  he  know  there  was  no  quorum  vvillioul  a call  of  the  house.’ 
Mr.  Cambrelcns-  I knew  it. 

Mr.  IFisc.  Yes!  I know  you  knew  there  would  be  no  quo- 
rum without  a call;  no  man  knew  it  .«o  well  as  you  did!  Rut 
how  did  you  know  ii.’  Did  you  not  know  where  those  were  who 
were  ordered  to  be  "deficit”  on  the  occasion  of  a call.’  So  much 
for  the  want  of  a quorum! 

The  second  reason  of  the  gentleman  was  “that  the  constitu- 
tional term  for  which  the  house  had  been  chosen  had  expired! 
Now,  Eir,  please  compare  this  reason  with  the  gentleman’s  own 
votes.  Thrice,  previous  to  this  excuse,  the  gentleman  himself 
had  voted  on  the  call  of  the  yeas  ;md  nays — he  voti'd  on  every 
call— from  ihe  Cumberland  rrrad  bill  up  to  this  paltry  excuse, 
repe.aiedly  after  twelve  o’clock  at  night!  He  voted  against  the 
Lumberl.ind  road  bill,  then  in  favor  of  a resolution  to  pay  mo- 
ney out  of  the  house  fund  to  Robert  P.  Letcher,  and  actually 
ntjainst  an  adjournment,  alti  r the  hour  .of  12  o’clock,  before 
he  gave  in  this  excuse  for  not  reporting  from  the  committee  of 
conference;  and,  sir,  will  it  be  believed  that  Ihe  gentleman  did 
actually  vote  upon  a call  of  the  yeas  and  nays  even  after  he  gave 
this  reason,  that  Ihe  time  of  Ihe  house  had  expired!  S'L,  I can- 
not understand  the  consistency  of  this  conduct  with  these  ex- 
cuses lor  failing  to  do  an  act  of  duty.  Can  the  gentleman  ex- 
plain this? 

Mr.  ('.  Yes.  I will. 

Mr.  H'nc.  You  will  attempt  it,  but  you  cannot  explain  it. 
1 es,  sir,  after  this  excuse  was  offered,  a motion  w’as  made  to 


adjourn,  and  on  the  call  of  yeas  and  nays  Mr.  Cambreleng  was 
found  still  voting.  And,  sir,  among  the  list  of  nays  on  this  last 
vole,  at  the  fag  end  of  the  night’s  labors,  is  found  the  name  of 
John  Quincy  Adams. 

Mr.  Mams  here  explained. 

Mr.  Wise  was  proceeding  to  reply;  when 

Mr.  Mercer  said  his  colleague  had  totally  misapprehended  the 
gentleman  from  Massachusetts,  and  repealed  in  substance  Mr. 
Jldams'’s  explanation. 

Mr.  Wise.  Then  I have  misunderstood  the  gentleman.  I 
thought  he  had  been  arguing  all  the  time  that  the  house  was  a 
dead  Hector  at  twelve  o’clock  that  night.  The  distance  of  the 
gentleman’s  seat  prevents  my  hearing  him  distinctly.  I am 
happy  to  be  corrected,  for  the  gentleman’s  opinion  is  one  1 re- 
gard highly  on  such  questions. 

But,  sir,  there  is  that  other  name  which  must  not  be  forgotten 
by  the  side  of  the  lowering  name  o(  the  gentleman  from  Massa- 
chusetts; that  name  reads,  Churchill  C.  Cambreleng,  who  con- 
tinued to  vote  after  he  excused  himself  from  reporting,  because 
in  his  conscience  he  was  dead! 

To  go  back  a little.  Mr.  Cambreleng,  with  such  excuses, 
and  such  iff  his  own  conduct  to  rebut  them,  declined  to  make 
the  report  of  the  conferees,  and  Mr.  Lewis  had  to  make  the  re- 
port long,  long  after  the  conferees  had  returned  to  the  house. 

[Here  Mr.  Cambreleng  said  the  report  was  not  made  by  Mr. 
Lewis  ] 

Mr.  Wise.  He  did  make  it!  Here  it  is  upon  the  record, 
(holding  up  the  journal):  this  journal  says  so: 

“Mr.  Lewis,  from  the  conferees,  then  made  a report,  as  fol- 
lows: 

“That  the  conferees  had  agreed  to  recommend  to  the  re- 
spective houses  that  tlie  house  of  representatives  recede  from 
its  amendment,  containing  an  appropriation  of  three  millions 
of  dollars,  to  be  expended  in  whole  or  in  part  under  the  direc- 
tion of  the  president,  for  the  military  and  naval  service,  includ- 
ing fortifications  and  ordnance,  and  increase  of  the  navy,  and 
that,  in  lieu  thereof,  the  bill  be  amended  by  inserting  therein 
the  following,  viz: 

“As  an  additional  appropriation,  the  sum  of  three  hundred 
thousand  dollars  shall  be  appropriated  for  armirrg  the  fortifica- 
tions of  the  United  States,  over  and  above  the  sums  provided 
in  this  act:  and  that  Ihe  sum  of  five  hundred  thousand  dollars 
shall  be,  and  hereby  is,  appropriated  for  the  repairs  and  equip- 
ment of  the  vessels  of  war  of  the'United  States,  in  addition  to 
previous  appropriations;  the  said  sums  to  be  paid  out  of  any 
money  in  the  treasury  not  otherwise  appropriated.” 

On  the  question  to  adopt  this  report,  it  was  objected  there 
was  no  quorum,  and  tellers  having  been  named,  they  reported 
that  no  quorum  was  present. 

Mr.  Lewis  did  make  the  report,  whether  it  was  received  or 
not,  and  it  w'as  entered  on  the  journals.  I was  silling  by  him 
when  he  made  the  report.  He  took  it  from  Mr.  Cambreleng, 
was  called  on  to  make  it,  and  handed  it  to  the  messenger  of  the 
clerk  who  has  put  it  upon  record.  He  made  the  report  though 
the  hour  had  come!  And,  sir,  I could  not  but  observe  his  as- 
tonishment when  Mr.  Cambreleng  refused  to  make  the  report. 
No  quorum!  Do  we  ever  count  the  house  w'hen  we  receive 
the  report  of  a committee.’  How  know  there  was  not  a quorum 
before  a count.’  Sir,  it  was  notorious  there  teas  a quorum:  it 
was  known  to  every  man.  I would  say,  if  there  was  one, 
there  were  150  members  at  least  in  Ihe  house  when  that  re- 
port was  made.  They  were  in  that  lobby;  they  were  skulking 
in  every  direction,  and  refused  to  vote.  They  knew  their  own 
motives.  I will  not  dive  into  their  hearts,  but  such  is  the  fact! 

After  the  yeas  and  nays  on  the  motion  to  adjourn,  we  receiv- 
ed another  message  from  the  senate,  by  Mr.  Lowrie: 

“Mr.  Speaker:  lam  directed  to  inform  the  house  of  repre- 
sentatives that  the  senate  has  finished  the  legislative  business 
before  it,  and  is  ready  to  adjourn.” 

Now,  sir,  no  man  will  accuse  me  of  being  the  advocate  or 
the  apologist  of  the  senate.  But  “give  Ihe  d — 1 his  due.” 
Let  the  truth  be  told,  acquit  whom  it  may,  injure  whom  it  may. 
This  message  can  be  considered  in  no  other  light  than  another 
respectful  intimation  to  the  house  to  act  on  the  fortification 
bill.  So  I considered  it  at  the  time.  J'he  senate  could  not, 
with  propriety,  have  renewed  the  first  message,  without  seem- 
ing to  arrog.ite  the  prerogative  of  dictating  to  the  house,  or 
without  seeming  to  be  guilty  of  the  insolence  which  was 
charged  upon  the  first  message  by  the  gentleman  from  Massa- 
chusetts (Mr.  »^daws).  They  therefore  said,  “the  senate  had 
finished  the  legislative  business  before  it!”  And  was  this  not 
the  fact?  Was  the  fortification  bill  there!  No,  sir!  it  was  here, 
in  this  bouse,  and  here  unacted  on!  Yes,  sir,  notwith.«ianding 
this  bill  was  still  unacted  on  in  Ihe  house,  Mr.  F.  O.  J.  Smith, 
(of  Maine),  one  of  "the  faithful,”  ofTered  a resolution,  “that  a 
committee  be  appointed  to  wait  on  the  president,  and  to  notify 
him  ihal,  unless  he  may  have  further  communications  to  make, 
the  two  houses  of  congress,  having  completed  the  business  be- 
fore them,  are  ready  to  close  the  present  session.”  Although 
this  was  admitting  that  the  session  had  not  closed,  yet,  was  it 
tnie  that  both  houses  had  completed  the  business  before  them! 
Had  Ihe  house  of  representatives  acted  on  and  completed  the 
fortification  hill  which  was  before  it?  It  had  not.  The  senate 
had  completed  its  business:  the  house  had  not. 

The  house  again  proceeded  to  lake  up  the  Letcher  resolution, 
there  was  no  quorum  answering,  though  one  present.  Mr. 
Smith  then  mov*d  a message  to  notify  the  senate  that  the 
house  “had  completed  the  business  before  it,”  whilst  the  for- 
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tification  bill  was  still  unacted  on,  and  after  the  two  messages  i 
from  the  senate  directing  our  attention,  requesting  our  atten- 
tion to  ill  Pending  this  motion  and  a call  of  the  liouse,  Mr. 
Mason  moved  to  adjourn,  because  the  senate  had  adjourned, 
and  his  motion  passed  in  the  affirmative,  without  even  the 
usual  interchange  of  courtesy  between  the  two  houses  and  the 
other  branch  of  the  government!  Such  was  the  termination  of 
the  last  congress,  and  I do  say,  sir,  it  was  one  of  the  most  dis- 
graceful scenes  I ever  witnessed;  it  was  unbecoming  barbarians 
and  savages,  much  more  the  representatives  of  a civilized  na- 
tion! Sleepy,  tired,  drunk— 

Mr.  Bynum.  Is  the  gentleman  in  order  when  speaking  thus 
of  the  last  congress? 

Mr.  Wise.  I do  not  pretend  to  say,  Mr.  Speaker,  that  all 
congress  was  drunk,  or  that  one-half,  one-third  or  one-tenth  of 
the  members  were  drunk;  but  I know  that  some  were  drunk — 
that  1 was  not  of  the  number— and  so  it  was,  that  what  with 
maneuvering,  being  tired,  opposed  to  some  measures,  sleepy, 
drowsy  and  drunk,  no  quorum  could  be  had  U7iless  it  had  suited 
certain  individuals! 

Mr.  Lane  said  he  should  like  to  hear  the  names  of  those  who 
were  drunk. 

Mr.  Wise.  The  gentleman  might  feel  unhappy,  sir,  if  I were 
to  mention  names. 

I have  now,  sir,  given  you  the  facts  upon  the  journal^  bat 
there  are  other  important  facts — facts  unwritten,  as  well  as 
facts  written.  Out  with  them!  Come!  rise  in  your  high  places 
all,  here  and  elsewhere,  and  tell  the  truth — the  whole  truth! 
Sir,  it  is  said  that  bill  failed  in  the  house.  That  is  not  true.  It 
failed  before  it  got  to  the  house  from  the  conference  room! 
It  dropped  like  a spent  ball  before  it  got  quite  here — it  drop- 
ped near  that  door!  Sir,  there  are  two  statements  about  the 
matter;  they  may  be  conjectural;  I cannot  vouch  for  them.  I 
mean  to  put  interrogatories,  I put  it  to  the  gentleman,  (Mr.  C.) 
did  no  “busy  body”  whisper  aught  in  his  ear  as  he  was  on  his 
way  to  report  to  the  house?  Did  no  one  tempt  him  as  he  pass- 
ed, to  strangle  the  bantling  under  his  care?  Was  there  no  ma- 
gician near?  No  d — 1 and  his  imps?  And,  if  this  may  be  de- 
nied, I put  it  to  the  honorable  chairman  of  the  committee  of 
conference,  (Mr.  C.)  if  no  member  of  the  committee  recjeived 
a billet-doux  after  he  resumed  his  seat?  Did  th^—ironorable 
chairman,  after  he  left  the  conference  room,  not  intend  to 
make  the  report?  Did  he  not,  after  he  returned  to  the  house 
with  ii,  inform  a gentleman  Irorn  Tennessee,  (Mr.  Forester), 
though  it  was  then  after  12  o’clock  at  night,  that  he  intended 
to  make  the  report?  Did  he  not  sit  down  by  a gentleman  from 
Ohio,  (Mr.  Whittlesey),  and  give  him  to  understand,  with  the 
report  on  the  desk  before  him,  that  the  report  was  to  be  made? 
Why  did  that  intention  fail?  What  prevented?  Sir,  there  were 
spirits  haunting  the  capitol  that  “awfu’  night” — there  were 
strange  whisperings — chattering  elfs — ghosts,  as  I am  told,  I 
did  not  see  them — blue  devils  and  imps!  Is  it  true,  was  there 
any  dealing  with  the  “infernals”  that  night?  Tell  us,  I pray, 
tell  us,  and  let  the  curse  fall  on  the  necromancers,  not  on  the 
victims  of  the  horrid  spell! 

Mr.  Cambreleng.  I can  tell  you. 

Mr.  Wise.  Ay,  you  can  tell  us,  can  you?  There  is  another 
more  important  fact,  which  must  come  out.  Out  with  it  all, 
say  I.  You,  Mr.  Speaker,  ay,  you,  sir,  are  deeply  concerned 
in  that  matter,  deny  it  if  you  can.  Before  I disclose  that 
fact,  I must  premise  that  I voted  for  the  three  millions  amend- 
ment. There  were  109  votes  for  it,  the  name  of  John  duiricy 
Adams  first,  and  my  name  last  on  the  list  of  yeas.  I was  held  to 
a strict  accountability  for  that  vote  by  my  constituents,  with 
whom  I have  settled  it,  as  a gentleman  whom  1 now  see  (Mr. 
Tyler)  can  attest,  for  I believe  he  heard  my  reasons  and  my 
apologies  before  the  people.  Sir,  I have  now  to  say,  that,  un- 
der the  impressions  of  that  amendment  at  the  time  I gave  that 
vote,  I would  give  the  same  vote  again,  with  the  same  informa- 
tion I then  possessed.  And  here,  be  it  known  by  the  way,  in 
justice  to  the  gentleman  from  New  York,  (Mr.  Cambreleng) 
that  he  did  notify  me  personally  in  that  lobby.  I do  not  know 
that  he  notified  the  house.  One  or  two  days  before  the  3d  of 
March,  I believe 

[Here  Mr.  C.  said  he  notified  the  house  the  day  before,  when 
he  withdrew  the  resoltition  for  contingent  preparation  for  war  ] 

Mr.  Wise.  Of  that  I am  not  certain;  hut  the  getilleman  did 
notify  me,  personally,  perhaps  the  day  before  it  was  offered,  that 
he  intended  to  offer  that  amendment,  and  asked  if  I would  vote 
for  it,  I replied  that,  without  reference  to  a stale  of  war,  for  a 
peace  establishmeut  alone,  I would  vote  for  thrice  three  mil- 
lions, for  the  purpose  of  ptiitiug  our  navy  in  respectable  trim, 
and  to  repair  and  complete  our' fortifications.  But  no  one  no- 
tified me,  no  one  informed  me  or  the  house,  in  my  hearing,  that 
the  president  recomtnended  that  additional  appropriation,  or 
that  “it  was  in  accordance”  even  “with  the  views  of  the  ex- 
ecutive!” I had  sufficient  information  of  my  own,  without  the 
views  of  the  executive  to  convince  me  of  the  necessity  of  a 
large  appropriation  for  means  of  national  defence.  I knew  that 
our  navy  and  fortifications  were  in  a most  lamentable  and  dis- 
graceful condition — disgraceful  to  a nation  like  this,  disgraceful 
to  the  departments  which  have  their  care  and  superintendence! 
I knew  that,  notwithstandirur  our  commerce  floats  and  needs 
protection  in  every  sea,  notwithstanding  the  navy  was  a popu- 
lar favorite,  notwithstanding  more  than  sixty-five  millions  had 
been  expended  on  a navy  since  the  last  war,  we  had  but  one 
ship  of  the  line  in  commission  on  the  ocean!  We  have  but  one 
now. 


I knew  that  several  new  ships,  which  had  never  been  in  ser- 
vice, were  rotten  and  decayed.  I knew  that  some  were  rotten 
on  the  stocks  for  want  of  care.  I knew  that  the  naval  architec- 
ture whicli  has  lately  been  introduced  by  the  board  of  navy 
commissioners  was  a disgrace  to  the  arts  in  this  country.  I 
knew  that  to  put  crews  on  board  several  of  our  sloops  of  war, 
the  Warren,  Lexington  and  Natchez,  for  instance,  was  to  send 
them  to  prison-ship.  That  the  vessels  could  not  sail  fast  enough 
to  overtake  any  thing  they  could  whip,  and  could  not  gel  out  of 
the  way  of  any  thing  that  could  whip  them.  I knew  that  the 
projectors  were  ashamed  of  the  experiment!  1 knew  that  im- 
mense sums  of  money  had  been  thrown  into  mud  and  water 
upon  certain  water-halls.^’  I knew  that  certain  grand  im- 
provements upon  our  guns,  reducing  their  weight  from  that 
well-known  standard  of  experience  and  science,  200  pounds  of 
metal,  to  the  pound  of  ball — the  chimera  of  medium-guns  f had 
ruined  in  a great  measure  our  naval  ordnance.  I got  the  report 
of  the  inspector  of  naval  ordnance  into  the  house  the  very  last 
night  of  the  session  through  my  friend  the  hon.  Wm.  Cost  John- 
son, who  made  the  report  on  establishing  a national  foundry. 
That  report  had  been  made  to  the  board  of  navy  commissioners 
for  more  than  twelve  months,  and  had  never  been  communi- 
cated to  congress,  because,  I presume,  it  exposed  some  of  the 
chimeras  of  the  department,  and  show’s  how  the  sixty-five  mil- 
lions have  in  part  been  expended.  From  that  report  1 knew 
that  about  750  of  the  guns  of  the  navy  were  unfit  for  service, 
and  they  are  now,  many  of  them,  on  board  your  vessels  of  war. 
The  men  are  afraid  of  them.  I knew  it  would  take  from  six 
to  twelve  months  to  get  our  ships  and  vessels  of  war  in  ordina- 
ry afloat.  Concerning  the  war  department  I knew  that  scarce- 
ly one  of  the  old  foriin'Calions  which  were  left  dilapidated  by 
the  last  war  was  in  a state  of  repair.  Witness  the  facts  expos- 
ed during  the  debate  that  very  la=!  night  of  the  session  in  rela- 
tion to  Fort  McHenry,  near  Baltimore,  and  the  works  on  the 
Gulf  of  Mexico!  I knew  that,  notwithstanding  more  than  twenty- 
six  millions  had  been  expended  on  building,  hr  rather  on  com- 
mencing  to  build,  fortifications  since  1820,  not  one  scarcely  of 
our  new  fortifications  was  completed,  I say  ^‘commencing  to 
build,”  because  the  system  has  not  been  one  of  defence,  it  has 
been  one  of  electioneering  to  scatter  government  patronasel 
Instead  of  completing  those  commenced  before  others  are  be- 
gun, as  many  congressional  districts  as  possible  are  given  a 
taste  of  treasury-pap,  and  the  works  begun  and  incomplete  are 
left  to  the  necessary  injury  of  delay,  and  to  the  tender  mercy  of 
any  enemy  who  may  choose  to  capture  them.  Your  own  forts 
are  now  exactly  in  the  condition  either  to  be  blown  up,  or  to  be 
turned  upon  yourselves.  Witness  Old  Point  Comfort  and  the 
Rip  Raps!  J knew,  sir,  that  with  the  most  extended  coast  of 
any  people  on  the  face  of  the  earth,  on  the  Gulf,  on  the  Atlan- 
tic, and  on  the  Lakes,  to  be  defended,  we  had  not  a fort  in 
readiness  for  any  emergency,  near  or  afar  off.  I knew,  accord- 
ing to  information  from  the  ordnance  department,  it  would  take 
twenty  years  at  the  present  rate  of  appropriation,  one  hundred 
thousand  dollars  only  per  annum,  or,  in  other  words,  a present 
appropriation  of  two-millions  of  dollars,  for  armament  of  fortifi- 
cations alone!  I knew  we  had  but  three  safe  foundries  in  the 
entire  eastern  section  of  the  country,  at  which  ordnance  can 
be  cast.  I knew  that  casting  of  ordnance  was  no  light  job,  and 
two  millions  worth  was  not  to  be  cast  in  a day.  I knew  that 
from  Florida  to  Maine  there  was  not  a single  fort  which  could 
mount  twenty  guns.  I knew  that  there  were  no  gun-carriages. 
Witness  Fort  Washington,  the  guard  of  the  pass  to  this  capitof,. 
which  has  once  been  burnt,  has  not  a gun  on  its  ramparts. 
And  in  addition  to  all  this,  I knew  that  a French  minister  (gen, 
Bernard)  knows  our  condition  of  defence  better  than  we  do,  for 
he  has  been  our  chief  engineer!  Such  I know  to  be  our  condi- 
tion, and  such  I know  to  be  our  condition  now,  though  year  after 
year,  every  year,  the  false  cry  has  been  heard  from  the  watch- 
towers,  “aZ/’s  well.'”  Every  session  of  congress,  every  return  of 
the  session,  have  we  been  most  graciously  greeted  with  the  for- 
mal and  fashionable  congratulations  and  felicitations  on  the  hap- 
py and  unparalleled  present  condition,  and  the  prospects  of  the 
future  prosperity  of  our  country;  and, Mr.  Speaker,  here  we  are, 
caught  naked,  defenceless,  unprepared,  and  un preparing  for  de- 
fence, with  our  hands  in  the  linn’s  mouth!  Let  those  who 
have  all  the  time,  had  all  this  information,  and  who  have  all 
the  day  been  standing  idle,  recommending  nothing,  reporting 
nothing,  advising  nothing,  no!  not  until  this  very  moment,  bear 
the  blame;  I,  and  those  with  whom  I act,  are  innocent. 

Sir,  I say  I knew  that,  with  all  this  immense  want  of  appro- 
priation, three  millions  would  be  but  as  a drop  in  the  bucket 
for  cither  of  the  objects,  fortifications,  ordnance,  or  increase  of 
the  navy.  Knowing  this,  I voted  for  that  amendment.  Not 
with  reference  to  war,  for,  not  more  than  twenty-four  hours 
before,  the  gentleman  from  New  York  (Mr.  Cambreleng)  had 
withdrawn  his  resolution  to  make  contingent  preparation  for 
war,  though  that  gentleman  proposed  the  three  millions  amend- 
ment, and  now  assigns  the  necessity  at  the  time  of  preparing 
for  war  as  the  reason!  The  gentleman  from  Massachusetts 
(Mr  Jldams)  withdrew  a similar  resolution,  and  voted  the  very 
next  day  for  this  amendment,  and  now  tells  us  that  the  “next 
step  for  those  who  voted  against  that  amendment  was  to  join 
the  enemy!”  After  the  withdrawal  of  that  resolution  upon 
French  affairs,  but  the  day  before,  by  the  chairman  of  the  com- 
mittee on  foreign  affairs,  could  I,  could  any  not  initiated,  doubt 
that  these  three  millions  were  not  proposed  for  war?  I voted 


* These  guns,  I am  told,  were  ordered  in  1826. 
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for  the  amendment  for  reasons  of  peace,  not  of  war.  I thought 
H ine  best  way  to  keep  peace  to  be  in  a stale  of  readiness  for 
war,  and  that  sound  economy  as  well  as  policy  required  the  ap- 
propriation. For  the  reasons  I have  given,  I wanted  no  esli- 
iiiaies,  no  inoie  data  than  I had  already. 

But,  sir,  many  gentlemen  had  not  then  this  information— the 
estimates,  the  data.  No  information,  no  estimates,  no  data 
were  furnished  by  the  departments,  or  by  the  committees.— 
There  was  lime  enough  lor  the  estimates  to  have  been  furnish- 
ed; for  I tell  you  that  notice  was  given  to  me  personally,  be- 
forehand, and  it  must  have  been  in  conlemiilaiion  before  no- 
tice, that  this  amendment  was  to  be  offered;  and  the  gentleman 
from  New  York,  ;INlr.  Cambreleng),  shall  not  claim  to  have 
given  notice,  and  still  urge  that  there  was  not  time  lor  the  data 
to  be  furnished.  Indeed,  all  the  lime  his  resolution  was  pend- 
ing to  make  contingent  preparation  for  war,  these  data  and  es- 
liinales  should  have  been  prepared;  they  should  always  be 
ready.  But  no  information  of  the  kind  was  furnished  those 
even  who  niiuht  have  been  willing  to  vote  upon  faith  in  the 
president.  The  faith  of  some  was  monstrous  slrongl — did  not 
know  that  he  wished  such  an  appropriation,  or  even  that  he 
Ihoughl  it  proper.  Why,  sir,  when  1 returned  home,  and  was 
accused  by  my  opponents  of  voting  the  president  three  millions 
of  dollars,  I honestly  and  sincerely  Kdd  my  friends  that  the  pre- 
sident never  called  for  the  appropriation,  and  I presumed  he 
must  have  thought  it  unnecessary,  or  he  would,  as  in  duty 
bound,  have  certainly  recommended  it  by  message,  or  through 
some  department.  Niwer  until  I saw  his  message  to  this  con- 
gress, did  I know  that  amendment  was  in  “accordance  with  the 
views  of  the  executive.”  And,  sir,  I venture  to  say  that  a large 
majority  of  the  last  congress  were  as  ignorant  as  I was  of  any 
such  “views  of  the  executive.”  I can  prove  here  on  the  spot, 
by  a member  of  the  committee  on  foreign  affairs,  (Mr.  Peyton)^ 
that  he  was  totally  ignorant  of  “the  views  of  the  executive,” 
or  of  any  information  from  the  departments  in  relation  to  this 
three  million  amendment. 

But,  sir,  I now  know,  by  evidence  newly  discovered,  that 
some  few  did  know  that  the  president  did  desire  this  appropri- 
ation of  three  millions;  that  they,  though  chairman  of  the  prin- 
cipal committees,  never  communicated  it  to  their  committees, 
much  less  to  the  house;  that  they  whispered  It  to  a few  others, 
and  told  thmn  ‘•‘not  to  say  any  thing  about  it.’’  You,  Mr.  Speak- 
er, rjou,  I charge  with  the  guilt  of  that  fact!  You  may  deny  it 
in  your  place  or  not.  If  you  do  deny  it,  I am  ready  with  a wit- 
ness to  prove  it 

[Here  Mr.  Wise  read  a written  statement  given  to  him  by  the 
lion.  Luke  Lea,  of  Tennessee,  corroborated  by  the  statement 
of  the  hon.  Samuel  Bunch,  of  Tennessee,  in  the  following 
words: 

“On  the  last  night  of  the  last  session  of  congress,  pending  the 
question  of  the  three  million  appropriation,  two  of  the  members 
of  that  congress  hesitated  as  to  the  propriety  of  voting  for  said 
appropriation,  when  one  of  them  proposed  to  the  other  that  he 
would  make  inquiry  of  one  of  the  members  of  the  committee  of 
ways  and  means,  who  sat  near  them,  whether  this  appropria- 
tion had  been  asked  for  by  the  president,  which  he  did,  and  re- 
ceived for  answer,  that  the  committee  had  been  asked  for  it,  or 
it  had  been  intimated  to  them  that  he  desired  it,  but  that  you 
need  not  say  any  thing  about  it;  which  answer  was  immediate- 
ly communicated  to  the  other  member.  It  was  then  agreed 
upon  between  the  rnember.s,  that,  as  the  money  was  not  to  be 
used,  except  for  the  purpose  specified,  and  not  until  the  con- 
tingency should  happen  to  make  it  necessary,  they  would  vote 
for  the  amendment.”] 

Sir,  I charge  you  with  being  that  member  who (loud  cries 

of  “order!  order!”) 

Mr.  Wise.  The  chairman  of  the  committee  of  ways  and 
means,  (Mr.  Polk),  it  is  said,  g.ive  this  answer.  Is  it  true.?  Yes 
or  no!  Guilty  or  not  guilty? 

The  chair.  H it  is  desired  that  I should  make  any  statement 
of  any  facts  in  my  knowledge,  I am  ready  to  make  it.  (Cries 
of  “no!  no!”  from  Mr.  Polk’s  own  friends.) 

Mr.  Mercer  considered  the  call  upon  the  speaker,  ns  such,  to 
be  out  of  order;  but  the  call  upon  him,  as  a member  of  the  last 
house,  in  order. 

Mr.  IFire.  I call  upon  the  cliairrrian  of  the  committee  of 
ways  and  means  of  the  last  congress. 

The  chair  said,  if  the  house  wished  it,  or  would  permit  it,  he 
would  make  a brief  sialement.  (Cries  of  “no!  no!”  from  some 
of  his  own  friends,  and  of  “agreed!  agreed!”  from  all  quarters.) 

Mr.  Jidams  here  attempted  to  get  an  exiilanalion. 

Mr.  Mercer  hoped  the  house  would  yield  its  unanimous  con- 
■ent  to  the  explanation  of  the  speaker. 


Mr.  Vinton  wished  to  know  if  the  speaker  himself  desired  it; 
because,  if  not,  he  should  object. 

The  sjienA-cr  then  ro.se,  and  confessed  that  the  fifatement  of 
Mr.  Lea  was  substantially  true;  but  he  did  not  recollect  that 
part  of  it  which  says  he  enjoined  secrecy,  though  he  may  have 
paid  it,  and  would  not  say  he  had  not.  • But  he  was  unable  to 
conceive  how  this  could  be  a mattiT  of  any  sort  of  importance, 
lie  apoligized  to 'Mr.  IFrse  for  interrupting  him  in  reading  the 
Journal,  and  appealed  to  him  and  the  house  to  sustain  lifm  in 
maintaining  order. 

Mr.  Lea,  of  I’enn.  iffen  rose  and  confirmed  the  statement 
which  he  had  given  Mr.  IFisc  in  wiiting,  and  which  the  speaker 
(Mr.  Polk)  admitted  to  be  true.  ’ 

Mr.  Wise.  Sir,  permit  me  to  say  that  I truly  and  sincerely 
psfmpathizs  with  the  eiiuation  of  the  chair.  I know  it8em6ar- 


rassments,  and  I shall  at  all  times  be  ready  to  sustain  its  efforts 
to  preserve  order. 

But  to  proceed.  And  this,  Mr.  Speaker,  is  not  an  important 
fact!  What,  sir!  the  chairtiiaii  of  the  committee  of  ways  and 
means  know  the  fact  that  the  president  desires  an  appropriation 
of  three  millions  of  dollars,  not  cohiinunicaie  it  to  his  com- 
mittee or  to  the  house,  and  whilst  endeavoring  to  gel  it  through, 
and  obtain  voles  for  its  passage,  to  whisper  the  president’s  will 
to  a few  members  in  their  seals — to  be  kept  a secret!!!  Great 
God,  sir,  and  this  in  these  days,  in  the  green  tree,  is  not  a mat- 
ter of  importance!  I wish  not  to  deal  with  this  fact  until  I 
have  a fair  opportunity. 

Mr.  Peyton  then  moved  to  adjourn. 

Saturday,  January  23. 

Mr.  fFzsc  resumed  his  remarks. 

Mr.  Speaker,  before  I proceed  with  my  remarks  of  yesterday, 
permit  me  to  say,  the  reflections  of  the  past  night  have  admo- 
nished me  that  a most  serious,  selemn  and  delicate  duty  has 
accidentally,  on  the  occasion  of  this  debate,  devolved  upon  me, 
atid  upon  all  in  this  house  who  are  disposed,  without  fear,  favor 
or  affection,  to  do  their  duty  to  their  country  and  its  sacred  in- 
stitutions. I lament, sir,  sincerely  lament,  forthe  sakeof  all  that 
is  dear  to  us,  that  the  corruption — corruption,  sir,  is  the  word — 
of  the  times  does  exist;  but  it  is  too  true,  it  is  engendered — it  is 
sneaking  thiough  every  avenue  almost  of  the  public  service — it 
is  undermining  the  constitution  and  the  safety  of  the  free  go- 
vernment which  we  derived  from  our  fathers,  and  I glory  in 
dragging  it  out  from  the  darkness  which  it  loves,  and  in  exposing 
its  “hideous  front,”  in  the  full  light  of  truth,  to  the  astonished 
gaze  of  the  honest  and  unsuspecting  peojile  of  this  nation!  I 
will  then  leave  the  correction  of  it  to  them.  They  can  create, 
and  they  can  destroy.  It  is  one  of  their  virtues  that  their  con- 
fidence in  those  whom  they  have  trusted  is  not  easily  to  be 
shaken;  but  when  otice  deceived,  once  betrayed,  their  ven- 
geance, their  condign  punishment  is  awful!  I know  they  are 
honest  and  will  not  tolerate  corruption. 

Sir,  before  I closed  on  the  past  evening,  we  had  arrived  at 
one  most  important  fact,  which  the  journal  does  not  record, 
which  was  not  before  known,  which  I would  that  the  history 
of  rny  country  in  its  very  infancy  had  not  to  record  and  which 
I must  say  has  produced  a most— distinguished  anxiety. 

We  have  arrived  at  the  solemen  fact— half  admitted  and  fully 
proved — that,  at  the  last  sesssion,  the  chairman  of  the  committee 
of  ways  and  means,  (Mr.  Polk),  was  informed  and  knew  that 
the  president  of  the  United  States  desired  an  appropriation  of 
three  millions  of  dollars  for  military  and  naval  service;  that  he 
never  communicated  it  to  his  committee  or  to  the  house  of 
representatives;  but  whispered  it,  as  a secret,  to  a few  mem- 
bers in  their  seats,  desiring  them  to  “say  nothing  about”  the 
fact  that  such  was  the  desire  of  the  president!! 

I call  upon  this  house  and  this  nation  to  witness  this  fact, 
stated,  proved,  and  not  here  denied,  but  admitted.  Here,  (strik- 
ing his  breast),  is  the  accuser;  there  (pointing  at  the  spenker)j 
and  there  (pointing  at  Mr.  Cambreleng)  are  thfi  accused!  There 
are  of/rers  (signifying  Mr.  "V.  B.  and  Mr.  F.)  who  may  be  the 
guiltiest  of  the  gang.  The  people  are  our  judges;  they  are  now 
sitting,  and  will  judge  righteously. 

Why,  sir,  appoint  a committeel  The  investigation  is  already 
made;  here  is  the  record  evidence,  (holding  up  the  journal), 
there  are  the  oral  witnesses  (pointing  to  Messrs.  Lea  ano 
Bunch);  and  the  truth  necessary  fora  verdict  and  conviction, 
to  the  mind  of  any  honest,  impartial  man,  is  already  out.  There 
is  no  necessity  for  the  appointment  of  the  committee  asked 
for.  The,  material  facts,  or  some  of  them,  are  already  before 
the  house,  and  all  of  them,  if  I can  bring  them  out,  shall  be  be- 
fore us  here;  and  here,  before  the  eyes  oflhe  world,  they  should 
be  divulged.  Sir,  it  a committee  is  appointed,  it  will  be  a 
“stocked  pack.”  I will  not  consent  to  play  with  such  cards! 
If  a couimiltee  be  appointed  there  will  certainly — we  have  got 
to  f/iaf  pass — be  ftco  reports,  conflicting  and  diametrically  op- 
posite. No  matter  where  truth,  where  justice  lies,  I say  we 
know  beforehand  there  will  certainly  he  two  reports.  ComniittGes 
are  mere  used  now-a-days  to  gloss  over  than  to  probe  corrup- 
tion, I have  but  little  confidence  in  them.  If  they  cannot  re- 
port favorably  to  “the  party,”  they  will  never  report  at  all! 
Why  appoint  a committee,  when  Acre  it  has  been  charged,  fac^ 
to  face,  and  fully  proved,  that  the  fortification  bill  of  the  last 
session  was  lost  by  the  maiueuvering,  with  others,  of  a gentle- 
man whose  name  reads  in  the  journal— Churchill  C.  Cambre- 
leng? When  here  it  has  been  charged,  and  not  denied — ay,  if  de- 
nied,/ufh/ proved,  that  liie'chairman  of  the  committee  of  ways 
and  means,  (James  K.  Folk),  knowing  the  views  of  the  execu- 
tive, but  never  communicating  them  to  committee  or  house, 
did  go  round  privately  among  the  members,  and  tell  such  as 
were  friendly  to  the  president  that  he  wanted,  the  grant  of  three 
millions,  but  not  to  say  any  thing  about  it!  What  need,  then,  I 
repeat,  of  a crrinmittee  to  ascertain  what  is  already  known? 
T’hese  facts  have  come  nut.  and  more  must  follow.  Let  them 
follow,  one  after  another,  in  review  here  in  this  hall,  and,  if 
you  are  honest,  you  will  gaze  on  the  procession  with  indignation 
and  alarm!  No  plastering  committee  in  a shut  chamber!  Let 
the  naked  truth  stand  up  here,  to  confront  men  in  high  places, 
no  matter  who  they  may  be,  charged  with  fraud  and  corrup- 
tion! 

I will  never  examine  this  subject  any  where  else  than  in  this 
house.  And  how  was  that  three  millions  amendment  proposeiLt 
Sir,  although  it  was  apparently  brought  upon  us  suddenly,  in 
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the  Iasi  hour  of  our  cxistencej  and  although  the  hoii.^e  had  no 
notice  ofit,  at  al!  eventSj  noi  tindl  the  day  before,  ye.l  now  it 
seems  that  it  had  been  for  some  time  lliouglii  of  in  aiiotlier 
quarter,  that  it  was  “in  accordance  with  the  views  of  the  exe- 
cutive” that  these  views  had  been  communicated  to  the  cliair- 
man  of  the  committee  of  ways  and  means,  (Mr.  Polk),  and  to 
thechairman  of  ilie  committee  on  foreign  affairs,  (Mr.  Cam- 
breleng),  v\  ho  communicated  them  secretly  to  a few  others. 
There  was  lime,  then,  sir,  for  all  the  estimates  to  he  furnished. 
1 know,  and  the  gentleman  (Mr.  C.)  will  bear  me  witness,  that 
he  gave  me  notice,  personally,  some  days  before  the  3d  of 
March,  that  he  intended  to  move  an  amendment  for  three  mil- 
lions, though  I had  no  notice  of  its  form,  and  much  less  had 
I notice  that  it  was  “in  accordance  even  with  the  views  of  the 
executive.”  I pledged  myself  to  vote  for  it,  from  the  information 
I possessed  in  relation  to  our  defenceless  condition.  day,  a 
single  (far/,  was  sufficient  time  to  furnish  the  estimates,  from 
the  numerous  facts  which  lie  in  the  way  of  every  body,  and 
especially  for  the  departments,  which  should  always  be  ready 
with  all  information  as  to  the  condition  of  the  country.  It 
was  known  to  you,  Mr.  Speaker,  that  the  president  thought 
this  a proper  and  necessary  appropriation,  and  that  he  desired 
it  to  be  made.  Why  was  this  not  made  known  officially  to  the 
committee  and  to  the  house.^  Why  did  not  the  president  “give 
to  congress”  this  information,  “and  recommend  to  tlieir  con- 
sideration” this  measure  which  he  judged  “necessary  and  ex- 
pedient?” 

Sir,  it  is  made  the  imperative  duly  of  the  president  of  the 
United  States  by  the  constitution:  “He  shall  [reading  from  the 
constitution]  from  time  to  time,  give  to  the  congress  informa- 
tion of  the  state  of  the  union,  and  recommend  to  their  consi- 
deration such  measures  as  he  shall  judge  necessary  and  expe- 
dient.” This  is  his  duty,  not  by  that  permissive  word  “mai/,” 
but  by  that  imperative  word  “sAa/f,”  and  not  at  the  beginning 
only  of  a session,  but  from  lime  to  time;”  at  all  times  proper 
he  is  bound  to  do  and  [lerform  this  imperative  duly.  NTow^ 
on  the  3d  of  March,  1835,  the  last  congress  had  been  twice  in 
session,  and  in  existence  two  years,  and  yet  at  the  beginning  of 
neither  session,  and  at  no  time  whatever,  had  lie  ever  intimated 
even  that  the  “state  of  the  union”  required  an  appiopriation 
of  three  millions  of  dollars.  He  did  not  communicate  any  such 
“information”  to  this  congress!  Was  the  executive  ignorant  of 
the  wretched  condition  of  our  means  of  defence.^  Did  he  not 
know  the  startling  facts  which  I have  already  disclosed  in  rela- 
tion to  our  fortifications,  our  ordnance  and  our  navy?  I say, 
sir,  they  are  too  plain  to  be  stumbled  over  by  any  body,  and 
certainly  the  departments  should  be  the  very  sources  of  intor- 
ination  on  the  subject.  There  was,  however,  a gre.at  deal  of 
trouble  in  the  wigwam  last  winter  when  the  rumors  of  war 
reached  the  guardiams  of  oursafety.  How  will  it  be  if  the  tocsin 
of  war  be  actually  sounded?  The  presiiient  was  not  igno- 
rant of  our  condition;  an  appropriation  was  necessary  without 
a S()eck  of  war  in  the  horizon,  and  his  message  to  us  this  ses- 
sion is  proof  furnished  by  himself  that  he  deemed  that  three 
millions  amendment  necessary  and  proper  on  the  3d  of  March, 
1835,  when  he  made  no  recommendation  of  the  measure  to 
congress,  save  to  ^oit,  sir,  and  you  suppressed  it;  and,  though 
our  French  relations  are  in  a worse  condition  than  tlien,  he 
still  made  no  recommendation  of  such  an  tippropriation  in  that 
very  message  which  says  it  was  nine  months  ago  in  “'accord- 
ance with  the  views  of  the  executive!” 

A secret  recommendation!  What  in  the  name  of  the  safety 
of  this  government,  was  it  to  be  kept  secret  for?  Was  the  di- 
rection to  keep  it  secret  the  direction  of  the  president?  Or  was 
it  the  unauthorised  direction  of  the  chairman  of  the  committee 
of  ways  and  means?  (Mr.  Polk).  This  question  should  be  an- 
swered; one  or  both  must  be  guilty,  and  one  (Mr.  Polk)  is 
guilty  whether  the  other  is  or  not!  Would  the  chairman  have 
dared  to  withhold  any  item  of  the  executive  will  wbicli  he  was 
ordered  to  communicate?  If  he  failed,  he  was  guilty  of  a fla- 
grant dcieliction  of  duty  to  the  executive  and  his  recommenda- 
tion. And  if  he  was  ordered  to  “keep  the  will  of  the  execu- 
tive secret,”  and  did  so,  he  was  false  to  the  house  of  repre- 
sentatives, to  the  constitution  and  the  country,  and  betrayed 
his  trust! 

Sir,  though  the  fortification  bill  had  come  to  the  house  from 
the  senate  days  and  weeks  before  the  3d  of  March,  this  three 
million  amendment  was  kept  back  until  the  last  hour.  Was  it 
intended  to  be  hurried  through  by  fear  of  the  responsibility  to 
refuse  an  appropriation  for  nominal  defence,  when  there  was  no 
lime  to  think,  and  scarcely  lime  to  act."  Sir,  I thought  I had 
clearly  excused  myself  for  the  vote  I gave  on  this  amendment; 
but  late  information,  such  as  I have  discovered  and  exposed  to 
the  house,  makes  it  necessary  for  me  to  say  I will  swear  on  the 
Holy  Evangelist  that  I never  heard  one  word  about  the  views 
of  the  executive  in  relation  to  this  three  million  appropriation 
until  the  message  of  the  president  to  this  congress;  and  never 
did  I know  that  the  views  of  the  executive  were  kept  secret 
until  I obtained  the  written  statement  from  my  friend  from 
Tennessee  (Mr.  Lea)  which  I got  from  him  within  the  last 
forty-eight  hours!  I knew  a day  or  so  heforehand.  that  such  a 
proposition  would  be  maile,  but  I thought  it  would  be  made  and 
was  made  on  the  responsibility  of  the  chairman  of  the  commit- 
tee of  foreign  affairs  alone.  I had  such  information  as  autho- 
rised me  to  vote  for  it— information  which  very  few,  if  any 
members  besides,  had;  for  it  was  not  until  the  3d  of  March,  af- 
ter twelve  o’clock  at  night,  that  I got  in  the  report  of  the  in- 
spector of  naval  ordnance  which  had  been  never  communicat- 


ed to  congress,  though  it  had  been  lying  in  the  office  of  the 
board  of  navy  commissioners  for  near  or  quite  eighteen  hluiilliS, 
through  my  honorable  friend  from  Maryland  (Mr.  C.  Johnson) 
who  made  the  report  on  the  national  foundry.  I say  I knew 
the  wretched  condition  of  the  navy  and  of  fortifications,  and  1 
voted  tor  that  amendment  under  the  impression  that  it  was  ne- 
cessary for  a stale  of  peace  as  well  as  lor  a stale  of  war.  But 
did  I know  that  none  but  a few  select  tools  knew  the  real  se- 
cret about  it?  Did  I know  that  two  chairmen  of  the  highest 
committees  knew  the  wishes  and  views  of  the  executive,  and 
had  concealed  them  except  from  a few  as  a secret?  Did  I dream 
that  there  was  danger  of  this  three  millions  becoming  secret 
service  money?  Sir,  if  I had  knovvn  or  suspected  any  thing 
like  this,  I would  as  soon  have  trampled  thi.s  constitution — this 
work  of  our  fathers,  this  guarantee  of  our  liberties,  underfoot; 
have  torn  it  into  atoms,  or  ihiown  it  into  that  fire,  as  I would 
have  voted  for  that  amendment,  appropriating  three  millions  of 
dollars  for  secref  service/  Both  acts  would  have  been  equally 
sacrilegious,  and  would  have  done  equal  violence  to  the  consti- 
tution and  the  counlryi  But  the  secret  was  kept,  and  the  house 
remained  ignorant  of  what  it  was  doing! 

Permit  me,  sir,  it  is  due  to  myself,  to  give  you  my  impres- 
sion of  lliis  amendnient  at  the  time  I voted  lor  it.  Its/orrn 
was  not  such,  1 conless,  as  satisfied  me:  but  in  the  short  space 
I had  to  view  it,  I was  led  to  a construction  which  reconciled 
me  to  vote  for  it.  It  is  sufficient  for  my  justification,  that  my 
impressions  of  it  were  honest  at  the  time,  though  I do  not  pre- 
tend to  say  now  whether  my  construction  of  it  was  riglit  or 
wrong.  There  is  no  principle  in  the  theory  of  our  government 
more  vitally  important,  in  my  estimation,  than  the  principle  of 
specific  ap[iropri;iiions.  During  the  wliole  of  the  last  congress,  I 
was  constantly  watchful  to  jireserve  lliat  principle  as  sacied  to 
the  freedom  of  the  constitution.  It  was  jealously  borne  in 
mind  by  me  when  called  on  to  vote  for  this  amendment.  I 
read  it  carefully.  [Here  Mr.  Wise  read  the  amendment].  In 
the  usual  language  of  appropriation,  this  sum  of  three  millions 
was  “to  be  exiiended,  in  whole  or  in  |)art,  under  the  direction 
of  the  president  of  the  United  States.”  I could  not,  or  did  not 
at  ilie  time,  regard  this  clause  as  extraordinary  or  improper, 
because  I knew  it  merely  recognised  the  distinct  funciions  of 
congress  and  the  executive.  Congress,  or  rather,  the  legisla- 
tive depaitment,  appropriates  the  public  money,  and  in  all  cases 
except  that  of  the  contingent  fund  of  the  two  houses  and  some 
other  minor  exceptions,  the  executive  applies  the  appropria- 
tion. Fiom  the  feundation  of  the  government,  the  money  ap- 
propriated by  congress  has  been  “expended,”  with  or  without 
an  express  provision  to  that  effect,  “under  the  direction  of  the 
president,”  or  some  one  of  the  executive  departments.  Tliis, 
then,  roused  no  fear,  no  suiincion.  Again:  this  sum  was  to  be 
expended  “for  the  military  and  naval  service.” 

This  w'as,  I thought,  too  general,  too  indefinite  and  latitudi- 
nous,  if  it  had  been  alone,  unrestrained  and  unqualified;  but  it 
struck  me,  at  the  moment,  that  it  teas  limited,  restrained  and 
made  more  specific,  by  the  clause  or  phrase  immediately  suc- 
ceeding, “including  fortifications  and  ordnance,  and  increase 
of  the  navy.”  My  construction  then  was,  that  this  three  mil- 
lions of  the  public  money  was  to  be  appropriated  for  “that  part 
of  the  military  and  naval  service  included  under  the  heads  of 
fortifications,  ordnance  and  increase  of  the  navy.”  And, 
knowing  that  three  millions  could  well  be  expended  on  either 
object,  that  either  fortifications,  ordnance  or  increase  of  the 
navy,  would  consume  more  three  millions,  and  that  the  whole 
sum  w'ould  be  very  inadequate  for  all  three  objects,  and  not 
know'ing  which  object  might  require  most  of  the  appropria- 
tion, I saw  no  objection  to  leaving  a discretion  in  the  apiilica- 
tion  of  the  sum  to  these  iliree  objects,  as  they  might  require  it 
to  be  expended,  upon  a principle  similar  to  that  which  autho- 
rises the  transfer  of  a surplus  of  one  fund  to  the  deficiency  of 
another  fund,  appropriated.  Such  was  my  view  of  this  part  of 
the  amendment  when  it  was  proposed — it  is  certainly  plausible, 
though  I am  now  inclined  to  think  it  is  erroneous.  1 now  fear 
that  something  more  was  meant  here  than  caught  the  eye  of 
one  who  was  called  upon  to  vote  so  suddenly.  The  “proviso’’^ 
of  the  amendment  which  “provided  such  expenditures  shall  be 
rendered  necessary  for  the  defence  of  the  country,  prior  to  the 
next  meeting  of  congress,”  I regarded,  so  far  from  being  an  ex- 
tension of  executive  discretion  in  the  application  of  the  appro- 
priation, as  a limitation  of  that  discteliou,  aiwl  as  creating  a re- 
sponsibility on  ihe  executive  which  would  not  have  been  im- 
posed without  it.  If  there  had  been  no  such  proviso,  the  money 
would  have  been  appropriated  absolutely,  to  be  expended  abso- 
lutely, whether  necessary  or  not;  and  it  allowed  not  the  presi- 
dent to  judge  of  the  necessity  of  expending  the  money  for 
offence,  but  for  the  purposes  merely  of  defence,  and  made  him 
responsible  for  the  exercise  of  a sound  discretion,  even  in  ex- 
pending the  appropriation  for  those  purfioses.  This  construc- 
tion of  that  proviso  I believe  now  to  be  correct:  but  I believe 
ii()w  that  no  tongue  can  tell  how  it  may  have  been  perverted! 
These  views  I expressed  on  the  3d  of  March,  1835,  on  the  floor, 
and  they  were  honestly  entertained.  The  sum  of  money  was 
triflinn,  compared  with  the  objects  of  the  expenditure.  I knew 
it  would  require  ten  millions  for  fortifications,  ordnance  and 
ibe  increase  of  Ihe  navy,  considerin'’  the  manner  in  which  the 
money  of  the  United  States  is  squandered  on  our  public  works, 
or  rather  our  public  contractors.  I thought  the  amendment  not 
only  innocent,  but  necessary,  for  peace  as  well  as  for  war. 

But  now,  sir,  1 should  like  to  know,  I have  a right  to  inquire, 
whether  the  ingenious,  arnbiguoup,  doubtful  wording  of  this 
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amemlmeiVl  had  any  covert  ami  ireacherous  meaning?  If  so,  if 
tliis  appronriatkiM  was  lor  secret  service  money— it  it  was  a man- 
tiap,  a govermiieiil-lrap,  1 say,  willi  all  the  energy  of  my  soul! 

1 say,  me  coiuiuexioN,  ihe  treason,  which  set  it,  should  be 
liurltd  iTom  its  high  seat,  whether  that  seat  be  in  this  house  or 
Ihe  while  house!  If  there  was  any  thing  foul,  false  or  fatal 
inteiuleii  by  this  trap,  I am  innocent!  Was  I duped?  Was  I 
imposed  on?  Is  it  not  too  bad  that  the  house,  or  the  senate, 
should  be  charged  with  this  individual  fraud,  and  that  those 
very  persons  who  did  the  wrong,  who  are  themselves  guilty  of 
this  miserable  trick  of  setting  this  government-trap,  should  now 
•besetting  the  senate  and  the  house  by  the  eats  for  the  respon- 
sibility of  their  own  wrongs— that  they  should  be  hissing  on  the 
•quarrel  and  chuckling  in  their  sleeves  at  the  success  of  their 
'CKiining  device!  I do  contemn  and  abhor— I do  denounce 
Ihem  and  their  devices!  They  are  caught!  Let  them  hang 
their  heads,  the  guilty  wretches,  in  eternal  shame!  Their  guilt 
is  established  beyond  all  controversy  by  parole  and  record  proof, 
and  I here  hold  them  to  the  lash  of  an  indignant  people!  Sir, 
when  this  statement  (holding  up  Mr.  Lea’s  written  statement) 
was  made  to  me  within  the  last  two  days,  I shuddered  to  think 
liow  near  I may  have  been,  innocently  on  my  part,  brought  to 
aid  in  an  unpardonable  crime  against  my  country!  Would  all 
the  protestations  of  innocence,  made  with  all  the  fervor  of  ho- 
nest sincerity,  have  saved  my  humble  name  from  the  everlast- 
ing suspicion  of  being  particeps  criminisl  Sir,  if  harm  to  the 
country  was  meant,  it  was  the  interposition  of  that  Divine  Pro- 
vidence whicli  has  ever  watched  over  the  destinies  of  this  re- 
public, to  guard  it  from  secret  and  open,  foreign  and  domestic 
foes,  and  which  “bringeth  good  out  of  evil,”  that  the  appropri- 
ation was  not  made.  The  coast  remains  unfortified,  but  better 
so  than  that  our  fortifications  or  our  standing  army  should  now 
be  bristling  with  armament  against  our  own  liberties!  Look 
upon  what  may  have  been  the  intention  and  the  result!  God 
Almighty  may  have  sent  an  especial  Providence  to  prevent  the 
bill  from  passing,  to  save  the  government  from  ruin,  and  the 
names  of  iruiocent  men  from  eternal  obliquy  and  reproach! 
The  gentleman  from  New  York  (Mr.  O.)  may  set  it  down  as 
one  merit  of  his  trick,  of  his  intrigue,  that  it  may  have  saved 
the  government.  It  succeeded  to  defeat  the  fortification  bill, 
but  prevented  a much  greater  mischief,  and  it  is  now  exposed. 
Yes,  sir,  from  what  is  now  known,  the  sins  of  that  awful  night, 
the  3d  of  March,  1835,  may  have  saved  the  government!  We 
now  know,  Mr.  Speaker,  that  you  knew  the  president  desired 
this  immense  appropriation,  and  that  you  kept  it  secret,  and  re- 
quested others  to  say  nothing  about  it!  I can  conjecture  no 
good  object  in  keeping  that  secrel.  Can  any  gentleman  give 
me  a reason  why  the  “views”  and  wishes  of  the  executive 
were  not  made  known! 

Sir,  if  a despotism  is  to  be  sprung  upon  us,  for  mercy’s  sake 
let  it  be  known,  that  we  may  strike  it  down  or  escape  from  it! 
Let  us  see  and  know  it  is  approaching,  that  we  may  stand  and 
strike,  or,  like  our  fathers,  “take  the  wings  of  the  morning,  and 
fly  to  the  uttermost  parts  of  the  earth”  to  escape  its  iron  grasp, 
and  find  a home  for  the  free!  Do  not  give  us  a secref  despotism! 
I pray  God  to  save  this  country  from  a secret  despotism!  If 
there  is  an  unpardonable  political  sin,  it  is  the  intent  and  the 
overt  act  to  bring  about  a secret  despotism.  I ask,  why  was  so 
much  seer ecj/ in  relation  to  the  views  of  the  executive  necessary? 
Was  there  more  meant  than  was  expressed  by  that  amendmeni? 
I confess,  sir,  I am  bewildered  and  amazed!  “The  chairman 
of  the  commiltee  of  ways  and  means  covertly  whispering  the 
wish  of  the  executive  to  have  placed  at  his  disposal  3,000.000 
dollars,  and  enjoining  secrecy!  I can  conceive  of  no  conduct 
80  reprehensible,  so  odious,  so  abominable!  Done,  too,  by  “a 
member  of  the  democratic  republican  party”— done  by  a repre- 
sent.-itivc  of  a free  people!  Sir,  I was  about  to  say  that  the  ex- 
ecutive would  not  dare  to  impart  a secret  of  that  sott  to  any 
PATRIOT  in  congress:  lie,  any  man  that  loved  his  coutitry, 
would  have  spurned  the  communication  with  indignant  warmtii, 
and  have  ex|)osed  it  upon  the  spot!  I beg  pardon  of  my  friend 
from  Tennessee  (Mr.  Lea)  for  saying  this  so  strongly,  as  he  did 
not  announce  the  fiict  as  soon  as  he  was  told  of  it.  I know, 
sir,  he  was  honest,  and  I know  the  circumstances  under  which 
tlie  secret  was  whispered  into  his  ear.  It  no  doubt  did  not  strike 
him  then  as  it  strikes  me  now.  Sir,  if  we  are  to  have  a despo- 
tism, I pray  Ileavni  again  it  may  come  upon  us  in  a boUl  and 
manly  way.  Let  the  man  who  is  to  subdue  our  liberties  come 
with  the  boldness  of  a Napoleon;  let  him,  in  the  sight  ofall  the 
people,  put  on  the  ini[ierial  |iuri)le  and  the  crown!  We  will 
know  then  the  worst,  and  can  (irepare  the  armor  of  our  defence. 
I could  admire  whilst  I should  strike  the  tyrant  of  genius  and 
brave  ambition  who  would  atir-mpt  to  seize  upon  our  liberties 
by  force.  Hut,  ofall  despotisms,  that  brought  u()on  an  unsus- 
pecting people,  a confiding,  a generous,  free  (leople,  through 
the  pinis,  imps,  spies,  tools  and  iiensioned  trained  bands  of  se- 
CREr  coRRurnoN,  is  the  most  loathsome,  the  most  despicable, 
the  most  to  be  dreaded!  ’ 


Sir,  I remember  well  that  when,  that  night,  two  of  my 
leaguos  (Messrs.  Gordon  and  Gkolson)  warned  us  against  ir 
ing  so  much  to  the  executive,  I,  for  one,  denied  tiia^  it  was 
pitilul  adinmistratioii  or  anti-adriiinistralion  measure.” 
though  so  in  truth  and  honest  sincerilv.  f t was  expressly 
nicd  bygentleuiPii  of  “tAe  /.rnti/,”  (.among  the  res  by'a  o 
tlem.au  from  North  Carolina,  Mr.  iiynum),  that  the  president’ 
ealled  for  this  appropriation , and  they  contended  that  we 
no  right  to  infer  that  it  was  his  wish.  When  I returned  he 
to  my  good  constituents,  and  was  arraigned  for  voting  three  r 


lions  to  the  president  to  do  with  as  lie  pleased,  I vindicated  my- 
self most  successfully  from  this  charge  of  man-worship  by 
showing  these  very  denials  that  it  was  the  wish  of  the  president 
to  have  this  appro()riation  made.  It  was  over  and  often  repeat- 
ed ill  your  presence,  Mr.  Speaker,  and  in  that  of  the  chairman 
of  the  committee  on  foreign  afiairs,  (Mr.  C.),  that  the  president 
did  not  call  the  appropriation,  and  that  no  man,  therefore, 
could  be  impeached  for  man-worship  who  voted  for  it.  Audit 
was  as  frequently  asked  whether  we  would  appropriate  so  large 
a sum  without  a call  from  the  president.  You,  sir,  and  the 
other  gentlemen,  knew  the  secret,  were  present,  and  neither 
corrected  the  denials,  nor  answered  the  inquiries!  Sir,  you 
permitted  truth  to  fall  in  the  streets.  Knowing  the  secret  and 
not  disclosing  it,  would  have  been  bad  enough;  but  knowing  it, 
and  keeping  it  confidentially— not  disclosing  it  to  but  one  or 
two  individuals,  that  with  the  view,  too,  of  obtainino 

THEIR  VOTES  FOR  THE  GRANT  OF  THE  THREE  MILLIONS,  AND 
ENJOINING  SECRECY  UPON  THEM — is  awfully  alamiiiig!  The 
secrecy,  I say,  sir,  implies  some  object  in  the  amendment  which 
is  not  expressed.  What  was  that  object?  Were  three  millions 
wanted  for  a peace  establishment?  Certainly  not,  in  the  esti- 
mation of  the  executive,  or  it  would  long  ere  then  have  been 
recommended.  If  for  peace,  he  should  have  given  us  informa- 
tion at  the  previous  session.  Without  doubt  the  president  did 
not  suddenly  find  out,  on  the  last  day  of  the  last  congress,  that 
three  millions  were  wanting  for  a peace  establishment.  No,  it 
was  not  for  peace. 

Was  it  for  war!  No.  The  house  was  unacquainted  with 
any  such  object.  It  is  true,  I believe,  the  president  was  for  war 
at  the  last  congress,  and  I do  not  know  that  he  has  alighted 
from  his  war-horse  yet.  But,  sir,  if  war  was  in  the  wind,  the 
house  was  deceived,  completely  deceived,  by  the  chairman  of 
the  commiltee  on  foreign  affairs,  who  but  the  day  before  with- 
drew his  resolution  upon  French  relations,  declaring  that 
“contingent  preparation  should  be  made  for  war.”  And  here, 
sir,  let  me  say  to  the  gentleman  from  Massachusetts,  (Mr. 
Adams)  that  he  could  not  have  inferred  from  the  resolution 
“to  insist  upon  the  execution  of  the  treaty”  with  France,  that 
preparation  lor  war  was  necessary,  because  such  an  inference 
was  precluded  by  the  withdrawal  of  the  express  resolution  to 
make  contingent  preparation  for  war.  I ask,  then,  was  the  ob- 
ject of  this  amendment  to  make  secret  preparation  for  war? 
Did  the  chairman  of  the  committee  on  foreign  affairs  (Mr. 
Cambreleng)  suppose  that  the  resolution  to  make  conlingenl 
preparation  for  war,  which  he  withdrew,  would  be  published  in 
foreign  journals  as  well  as  our  own,  and  that,  taken  in  con- 
nexion with  the  other  resolution,  to  insist  upon  the  execution 
of  the  treaty,  the  two  would  be  regarded  by  France  as  a threat, 
when  this  amendment,  thus  clandestinely  smuggled  into  an  or- 
dinary appropriation  bill,  would  attract  no  notice  at  home  or 
abroad,  and  we  at  the  same  lime  could  attain  the  objects  of  the 
resolution  which  he  withdrew? 

If  such  was  his  policy,  why  did  he  not  make  it  known  to  his 
committee,  if  not  in  debate,  and  let  it  be  understood  generally  in 
the  house?  Is  this  to  be  the  pretext?  Were  we  to  have  a war 
in  disguisel  Were  we  to  steal  upon  our  enemy?  Does  it  be- 
come a nation  like  this  to  put  a dagger  up  sleeve,  like  an  assas- 
sin? I protest  against  secret  preparations  for  war,  supported  by 
secret  appropriations!  Would  war  have  been  now  raging  or  not, 
congress  or  no  congress,  if  that  amendment  had  passed?  .Save 
me  from  the  question! 

But,  for  the  objects  of  war  or  of  peace,  if  the  amendment  had 
been  in  proper  form,  I put  it  to  the  members  of  the  last  congress 
if  there  was  any  necessity  for  secrecy?  Neither  army  nor  navy 
was  in  a proper  condition  for  peace  or  for  war,  and  the  depart- 
ments had  the  best  reasons  in  the  world  for  an  honest  and  an 
open  course.  Sir,  how  much  do  you  suppose  the  secretary  of 
the  navy  now  asks  as  an  additional  appropriation,  to  pul  your 
navy  in  trim.?  Only  4^6,3.37,775!  Well,  sir,  we  were  in  no  bet- 
ter condition,  as  I have  shown  you,  on  the  3d  of  March,  1835, 
than  we  are  in  now.  There  was  then,  I say,  as  this  their  own 
estimate  shows,  reason  enough  fora  grant  of  supplies,  which 
might  have  been  honestly  and  openly  stated  to  us.  Why  was 
not  this  estimate  then  made  as  it  is  now?  I mean,  sir,  in  a 
woid,  was  there  any  object  besides  peace  establishment  for  ar- 
my and  navy,  or  war,  which  was  meant  to  be  attained  by  the 
three  millions  amendment.  1 fear,  sir,  that  a war  upon  the 
lieasury  for  of  government  patronage,  rather  than 

a war  upon  France  for  honor  or  treaty,  was  meant  then,  and  is 
meant  now!  Millions  of  your  public  money,  which  is  appropri- 
ated for  the  public  good,  is,  by  some  legerdemain,  appropriated 
into  Ihe  pockets  of  the  pels  of  “the  party.  Your  navy,  for  in- 
stance, since  the  last  war,  F am  told,  has  cost  you,  sir, sixty-five 
millions  of  dollars,  and  for  that  sum  you  have  got  afloat,  in  com- 
mission, 1 ship  of  the  line,  4 frigates,  11  sloops  of  war,  and  6 
smaller  vessels!  The  United  Slates  has,  I am  told,  sir, /ourfeen 
rm'/Zions  of  properly  in  the  Pacific,  round  Cape  Horn,  one  half 
of  which  — more  than  the  whole  amount  of  the  French  treaty — 
might  be  struck  off  at  a blow  by  three  French  frigates,  and  you 
have  on  that'  station,  I believe,  one  frigate  and  two  sloops  of 
war!  Yes,  sir,  I have  all  along  thought  that  it  was  high  time 
we  were  making  preparation.  I thought  so  for  two  reasons:  I 
knew  we  were  not  upon  a respectable  peace  establisliHrenl, and 
I thought  what  I think  now,  that  war  is  not  an  improbable  thing 
when  general  Jackson  desires  it.  I therefore  voted  for  the 
three  millions,  and  more  than  ever  am  I for  making  preparation 
when  I fear  that  the  question  of  peace  or  war  depends  upon  one 
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man  alone^he  has  enough  to  do  his  bidding  here  and  elsewhere 
— and  wlien  I look  at  our  strength  compared  with  that  of  other 
nations. 

The  naval  forces  of  the  United  States,  France  and  Great  Bri- 
tain, are: 

In  commissio7i. 

Ships  of  line,  Frisates.  Sloops  of  war.  Steamers.  S.  V. 
United  States,  1 ^^4  11  0 6 

France,  6 16  39  4 59 

Great  Britain,  10  15  73  13  53 


Force  afloat  and  building. 

United  States,  11  14  14  16 

France,  57  64  88  23  120 

Great  Britain,  129  128  96  26  166 

$20,552,000  additional  appropriation  is  required  to  give  us  our 
relative  naval  strength,  compared  with  France  and  Great  Bri- 
tain. $5,500,000  per  annum  required  tor  ten  years,  to  attain  and 
keep  afloat  such  a force. 

I think,  sir,  when  we  look  upon  this  comparative  stateinentj 
we  cannot  say  to  France  as  did  the  wolf  to  the  lamb  in  the  fable: 
“’Tis  crime  enough  that  she  cannot  resist!” 

And  I think  that  this  will  sliow  us,  sir,  that,  if  war  was  ex- 
pected or  intended,  there  was  a strong  necessity  to  commence 
preparations  for  war.  Our  own  quarrel,  our  own  weak  state  of 
preparation,  and  our  enemy’s  strength,  shoulu  long  ago,  say  I, 
have  admonished  the  watchful  guardians  of  the  nation  to  be 
making  ready.  They  have  been  furiously  charging  upon  others, 
upon  the  senate  of  the  last  congress,  for  not  putting  the  country 
in  a state  of  defence.  And  now,  sir,  if  it  can  be  shown  that 
they  are  themselves  the  guiltiest  of  the  guilty  in  this  high  of- 
fence, what  shall  be  done  with  the  culprits.^  Shall  they  not 
have  the  poisoned  chalice  returned  to  their  own  lips,  which 
they  have  offered  to  others.?  Be  it  remembered,  sir,  fhat  the 
executive  conducts  our  foreign  relations — he  has  known  the 
chances  and  dangers  of  war  much  better  than  we.  Aye,  sir, 
some  DEVELOPMEJiTS  we  know  were  withheld  from  us.  If  the 
country  should  have  been  preparing  for  war,  then  should  not 
the  president  have  been  making  some  recommendation  of  the 
kind.?  Should  he  not  have  been  warning  us  to  prepare?  Where 
are  the  recommendations  of  the  executive,  the  estimates,  the 
messages,  the  communications  of  the  departments,  up  to  this 
very  week  of  this  session?  None,  no  not  one!  Was  the  presi- 
dent/or war  during  the  last  session?  When  did  he  call,  or  in- 
timate a call,  for  the  defence  of  the  country?  Sir,  will  it  be  be- 
lieved that  the  secretary  of  the  navy  has  not  this  session,  until 
this  present  week,  furnished  your  committee  on  naval  affairs 
with  the  estimates,  the  ordinary  estimates  of  appropriation? 

And  here,  sir,  I must  be  permitted  to  viirticate  the  notable 
minority  of  eighteen!  I intend  to  do  that  noic— to  mark  facts 
hereafter  as  we  go  along,  and  note  events  as  they  occur;  lor  1 
am  now  more  than  stiflicieiuly  admonished  never  to  leave  the 
defence  of  my  acts  in  one  congress  to  any  subsequent  congress 
which  may  follow.  Yes,  sir,  no  estimates  were  furnished  the 
committee  to  which  I belong  by  tJie  navy  department  this  win- 
ter, until  they  were  kicked  out  of  it.  If  it  was  so  great  a sin  not 
to  vote  three  millions  additional  for  the  increase  of  the  navy 
last  winter,  is  it  no  sin  not  to  ask  for  one  cent  up  to  this  time  this 
winter?  Sir,  it  will  be  recollected  that,  on  the  11th  of  January, 
the  honorable  chairman  of  the  committee  on  naval  affairs  (Mr. 
Jarvis)  introduced  a resolution  “that  the  committee  on  naval 
affairs  be  instiacied  to  in<)uire  into  the  expediency  of  increas- 
ing the  naval  force  in  commission.”  I opposed  that  resolu- 
tion, voted  against  it,  and  was  thrown,  by  my  good  friends  in 
this  house,  into  a notable  minority  of  eighteen.  To  vindicate 
that  eighteen,  and  to  exemplify  fully  tire  exact  manoeuvre  of  the 
three  millions  amendment  last  session,  sir,  I must  detail  to  you 
a short  history  of  the  facts  of  the  case.  Some  time  previous  to 
the  lime  when  the  resolution  was  offered  by  the  honorable 
chairman  (Mr.  .Jarvis)  he  and  I were  walking  on  that  highway 
of  the  nation,  Pennsylvania  avenue.  We  met,  sir,  a distin- 
gui'hed  member  of  the  board  of  navy  commissioners — a com- 
modore, who  sliared  ^n  Ihe  naval  fights  and  victories  of  the  last 
war.  We  slopped  to  hold  a conversation,  In  which  that  officer 
of  the  navy  department  frankly  admitted  iliat  our  navy  required 
a large  appropriation,  much  larger  appropriation  than  had  been 
called  for  by  the  secretary,  and  said  that,  “if  we  got  into  a war 
with  France,  we  would  he  whipped  for  the  first  three  years.” 
“VVell,  sir,”  I replied,  “if  we  are  to  be  drubbed  for  that  length 
of  lime,  I think  we  had  belter  take  care  not  to  get  into  the  fight, 
or  had  better  begin  to  prepare  for  it  as  soon  as  possible.”  He 
said,  “after  we  were  whipped  for  about  that  lengih  of  lime, 
we  would  begin  to  get  ready,”  and  begged  the  honorable 
chairman  and  myself  to  have  an  eye  to  the  necessities  and 
wants  of  the  navy. 

Sir,  I am  willing  to  take  all  responsibility  which  belongs  to 
me,  and  sometimes  more  than  belongs  to  me,  in  case  of  emer- 
gency. But  [ had  begun  to  smspect  what  I suspect  still,  tliat 
this  French  war  is  but  a mere  key  to  unlock  the  treasury,  and 
that  congress  is  to  be  made,  through  the  cry  of  national  de- 
fence, to  take  the  respon.sibiliiy  of  turning  it,  and  opening  the 
door  for  patronage.  If  the  money  should  happen  to  be  requir- 
ed, and  the  appropriation  be  popular,  the  praises  all  would  be 
shouted  to  the  executive,  who  had  not  recommended  it;  and,  if 
unnecessary  and  unpopular,  the  curses  and  the  blame  would 
be  sure  to  tall  on  congress.  I,  therefore,  sir,  was  determined, 
80  far  as  I could,  to  block  the  game — to  make  those  who  should, 
take  the  responsibility.  I was  willing,  and  am  still,  to  vote  for 
any  reasonable  appropriation,  if  called  for.,  but  I was  deter-^  ' 
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mined  to  know  what  additional  appropriation  would  be  “in  ac- 
cordance with  the  views  of  the  executive,”  before  the  election 
of  the  next  congress!  Accordingly,  sir,  it  was  proposed  in  the 
coinniiliee  on  naval  affairs  to  inquire  of  the  secretary  of  the 
navy  whether  any  additional  appropriation  for  the  increase  of 
the  navy  was  required.  This  inquiry  was  directed  to  be  made 
by  our  honorable  chairman  (Mr.  Jarris)  some  lime  before  he 
offered  his  resolution  of  the  11th  instant,  and  was  then  pend- 
ing. No  answer  had  been  returned  to  the  committee  on  naval 
affairs,  though  it  seems  now  an  answer  had  been  given  to  the 
honorable  chairman.  Now,  sir,  when  the  honorable  chairman 
offered  that  resolution,  will  it  be  believed  that  he  knew,  for  an- 
swer from  the  secretary,  that  he  (the  secretary)  had  declined 
to  answer  the  inquiry  of  the  committee?  When  the  honora- 
ble chairman  offered  that  resolution,  sir,  he  did  not  slate  that 
his  committee  had  already  inquired,  and  could  get  no  answer. 
I did  not  know  then,  th.ough  a member  of  the  committee,  that 
our  inquiry  had  been  refused  an  answer,  and  thought  it  was 
still  pending.  If  still  pending,  I thought  the  resolution  super- 
erogatory. To  ascertain  whether  our  inquiry  had  been  answer- 
ed, it  will  be  recollected  that  I attempted  to  ask  a question  of 
the  honorable  chairman  before  I opposed  his  resolution;  that 
question  was,  whether  the  inquiry  on  the  very  same  subject  of 
the  resolution  which  we  had  already  anticipated,  had  been  an- 
swered by  the  department?  And  I hope  it  is  still  remembered 
by  the  house  how  I was  prevented  from  obtaining  the  answer 
which  I desired  from  the  honorable  chairman.  I asked  the 
question;  the  chairman  was  rising  to  answer,  when  the  speaker 
asked,  “Does  the  gentleman  from  Virginia  yield  the  floor?’? 
“Yes,  to  have  his  question  answered  by  the  gentleman  from 
Maine,”  (Mr.  Jarvis.)  The  question  was  repealed,  and  again 
and  again  interrupted  by  the  speaker  in  the  same  way,  until  I 
gave  up,  sir,  in  despair,  the  attempt  to  obtain  the  answer  which 
was  so  necessary  for  the  correct  information  of  the  house.  It 
was  the  first  lime  since  I have  been  a member,  sir,  that  I ever 
saw  a gentleman  thus  interrupted  and  positively  prevented  from 
obtaining  an  answer  to  an  inquiry  for  information  eourleoiisly 
put  to  a Miernber  in  his  seat. 

But  sir,  lean  confirm  a remark  which  was  made  the  otlief 
day,  that  the  speaker  may,  if  he  will,  by  many  tricks  upon  order 
and  courtesy  too,  exercise  undue  powers  over  the  proceedings 
of  this  body.  So  it  was;  an  honest  inquiry  was,  it  seemed  to 
me  designedly,  stifled  in  the  case  which  I put.  The  answer 
was  not  obtained,  which,  if  it  had  been  obtained,  I flatter  my- 
self there  would  have  been  apparently  either  no  necessity  for 
the  resolution  of  the  honorable  chairman,  or  there  would  have 
been  no  rninorily  of  18.  The  resolution  passed  with  a vote  in 
the  affirmative  of  164.  And  what  then  did  the  committee  on 
naval  affairsdo?  How  “inquire  into  the  expediency  of  increas- 
ing the  naval  force  in  commission,”  without  going  right  back 
to  the  department,  which  had  already  once  rrdused  to  answer 
the  very  same  inquiry?  We  did  order  a ivritten  inquiry  to  be 
immediately  directed  to  the  secretary,  which  is  now  answered 
by  a written  communication,  but  which  also,  I am  told,  would 
not  have  been  answered,  but  for  a circumstance  and  an  influ- 
ence which  I am  not  authorised  to  name.  Yes,  sir,  the  answer 
has  at  last  come,  and  what  does  it  disclose?  Why,  that  the  de- 
partment does  want  more  than  six  millions  for  the  navy  alone! 
The  department  of  war  also  has,  within  this  week,  crept  out 
of  its  shell,  and  called  for  more  than  five  millions!  Eleven 
millions,  how,  instead  of  three,  actually  wanted,  and  if  wanted 
now,  was  wanting  on  the  3d  of  March,  1835,  and  no  call,  no 
recommendation,  no  estimates,  until  almost  this  very  moment!! 
Now,  sir,  does  this  need  comment?  Has  there  r;ot  been  clearly 
an  attempt  to  shuffle  off  responsibility  on  congress?  Is  it  not  a 
plain  case  that  “f/te  party’’’  and  its  departments  have  been 
longing  wishfully  for  a full  sweep  at  the  public  coffers,  but  they 
wanted  you  and  I to  lake  out  the  money  for  them?  If  we  re- 
fuse, theory  is  raised  “You  are  against  defending  the  country^ 
the  next  step  for  you  is  to  join  the  enemy.” 

Sir,  I will  not" put  my  hand  into  the  treasury  of  Ihe  people 
until  I know  specifically  for  what  their  money  is  to  be  expend- 
ed. Why,  sir,  even  after  the  house  had  adopted  the  resolution 
to  inquire,  and  before  an  atiswer,  by  some  new  mode  of  ap- 
propriating, the  committee  of  ways  and  means,  to  insure  re- 
lief to  the  secretary,  I suppose,  reported  an  increase  of  two 
millions  to  (he  ordinary  navy  bill,  voluntarily,  and  without  any 
call  or  information  from  the  department,  for  ought  we  know! 
Sir,  this  mode  of  voluntarily  appropriating  enormous  sumd 
without  message,  without  estimates,  without  recommendation 
or  information,  or  respon.-ibilily  on  the  part  of  the  executive, 
other  than  itt  expending  them,  will  soon  corrupt  Ihe  govern- 
ment, and  make  congress  but  the  mere  tool  of  the  execulive! 
And  now, sir,  what  judgment  shall  be  passed  upon  this  same 
secretary  of  the  navy,  who  admits  now-,  by  his  own  showing, 
that  niorelhan  six  millions  additional  are, and  have  been  all  the 
time,  required  for  the  “increase  of  the  navy,”  and  who  yet  has 
never  made  any  rucommendalion  whatever,  either  to  this  or 
the  last  congress,  except  for  two  frigates,  three  sloops  of  war, 
and  four  steam  vessels,  which  was  meant  as  an  increase  to  the 
peace  establishment  only,  up  to  this  w'eek  of  this  session?  Wilt 
the  gentleman  from  Kentucky,  (Mr.  Hawes)  now  embrace  him 
in  his  mortification  and  regret,  and  hand  him  over  to  the  exe- 
cutioner for  not  defending  the  country? 

Sir,  my  distinguished  friend  from  S.  Carolina,  (Mr,  Thomp^ 
son),  told  the  gentleman  from  N.  Y.  (Mr.  Carnbreleng)  the 
other  day  that  ‘Mt  is  Ihe  fashion  of  ‘the  party’  not  to  t;hriiik 
from  responsibility.”  My  honorable  friend  has  convinced  me 
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that  he  is  a most  excellent  judge  of  men  and  things,  but  he 
was  mistaken  that  isme.  No,  sir!  general  Jackson,  in  perfect 
accordance  with  his  hii>h-toiie(l  indcpendeiiee  of  mind  and 
aciioM,  assumes  responsibiliiy,  hui  “llie  party”  shimks,  and 
skulks,  and  dodges,  in  (ear  and  trembling!  When  Jupiter 
sliakes  ilie  emjiyrean  hrdghls,  all  the  gods  tremble!  When 
Jackson  Irowns  and  stamps  his  (dot,  rises  in  his  majesty  and 
says,  “I  take  the  rnsjionsibilUrj!”  all  the  sycophants  of  “t/ie 
parttf’  quake  with  fear!  Witness  the  deposite  question.  When 
the  president  went  forth  in  donbilnl  contest  against  the  bank, 
there  was  a wan”  who  trembled  (rorn  his  hair  to  his 

heels  [here  some  one  said  he  had  no  hair]— right,  sir,  his  head 
is  bald— from  the  crown,  then,  of  his  head  to  the  sole  of  his 
foot.  His  knees  smote  together  with  fright  during  the  battle, 
but,  the  moment  the  victory  was  achieved,  out  sprang  the 
Lilliputian  from  behind  the  old  hero,  and  strutted,  hectoring 
over  the  dead  body  of  the  monster  monopoly!  So  it  was, 
sir,  with  that  very  three  millions  amendment.  I have  no 
doubt  tlie  president  was  independent  atid  honest  enough  to 
have  recommended  it  bcddly,  but  ‘‘the  party”  leaders  kept 
the  recommendation  secret;  and  when  the  sum  was  reduced  so 
low  as  to  disappoint  the  old  hero,  and  to  rouse  his  wrath  to 
veto  the  bill  ‘'the  parlif’  were  nioiiceuvering,  and  dodging,  and 
whispi  ring,  and  culling  and  shuffling  through  the  capitol,  and 
sending  billets  to  change  the  responsibility  of  the  failure  of  the 
fortification  bill  from  the  president  to  the  seriate!  That  is  the 
secret.  Sir,  when  it  is  found  that  any  measure  will  succeed 
and  aggrandize  the  “little  man,”  then  “the  party”  will  take 
the  responsibility — not  before.  So  it  was  this  very  session  with 
this  same  secretary  of  our  navy.  If  there  had  been  no  re- 
sponsibility, no  popularity  to  risk  in  recommending  six  millions 
for  the  iucri;ase  o(  the  navy,  the  service  would  not  now  be 
snrt'eriiig  for  appropriations.  But,  Mr.  Speaker,  there  is  a cer- • 
tain  class  of  men  who  put  them  where  you  will,  in  any  situation 
in  life,  will  piddle — I mean  old  bachelors! — I never  vvill  hence- 
forth support  any  man  for  the  presidency  who  will  appoint  a 
bachelor  to  any  office  of  honor  or  profit,  and  especially  of  re- 
sponsibility. An  old  bachelor,  sir,  is  a “wilhered  fig  tree” — 
tit  i.-!  a “vis  inertia!’’  Old  bachelors  are  too  near  akin  to  old 
maids. 

Sir,  when  the  executive  desires  an  appropriation,  if  he  vvill 
“give  me  the  information  of  the  state  of  the  union,”  which  he 
is  bound  to  give,  and  show  me  that  the  public  good  requires  it, 
and  how  and  for  what  it  is  to  be  made,  1,  for  one,  will  never  be 
niggardly  in  voting  supplies.  I'he  naval  committee  has  already, 
without  recommendtition  from  the  executive,  or  instruction 
froiii  this  house,  of  its  own  motion,  inquired  into  the  expe- 
diency of  increased  appropriations.  My  policy  and  views  are 
the  same  as  when  I voted  (dr  the  three  millions  amendment.  If 
war  is  to  come,  I fwar  only  the  consequences  of  being  unpre- 
pared. We  have  the  sinews  of  war,  and  should  apply  them  in 
lime.  With  an  overflowing  treasury,  and  a quarrel  with  France 
to  sclllc,  I would  have  voted  liberally  the  supplies  asked  for, 
but  until  now  none  luive  been  called  (dr.  I am  for  peace— 
jieace!  for  the  sake  of  peace!  But  if  war  must  come,  tec  must 
be  ready.  Since  the  rejection  of  the  most  conciliatory  overture 
of  compromise,  unless  there  be  a mediation  of  some  sort,  f can- 
not see  how  war  is  to  be  avoided.  France  will  not  strike,  but 
she  will  not  pay  the  money.  We  will  not  explain,  it  seems, 
anil  having  the  cause  of  war  oti  our  part,  we  cannot  remain  in- 
active. But,  sir,  I do  not  mean  to  say  I am  for  war,  or  to  dis- 
cuss that  question  at  all.  I only  meati  now  to  say  that  I shall 
not  ttike  pan  with  France  against  the  president,  much  less  will 
I against  the  congress  of  the  United  States.  I shall  go  for  my 
country,  “rig/if  or  wrong.”  And,  sir,  as  I would  not — I am 
sure  the  president  will  agree  with  me  in  this,  for  he  knows  all 
about  the  s(iort — pit  a game  chicken  without  his  gajfs  on,  I might 
perhaps,  a do minco,  ju. si  to  see  him  killed.  Much  less  would  I 
nend  out  our  old  sliips,  which  have  whipped  the  proudest  of 
England’s  navy,  to  fight  Fretichmen,  without  batteries  com- 
plete, and  the  gallant  sous  of  our  army  and  navy,  without 
Bvvord  and  buckler,  and  mail  of  triple  steel!  But,  sir,  I must 
have  ihu  recommendation,  the  estimate,  the  data,  and  there 
must  be  no  juggling!  Let  the  executive  come  forward  and  re- 
comiiiend  what  is  to  be  done.  I will  rely  chiefly  upon  hi.s 
knowledge  of  the  wars.  He  should  have  come  forward  last 
Bession.  We  must  have  commuuicatious  from  the  depart- 
ments. They  know  of  the  riece.ssity,  of  which  we  are  ignorant. 
Even  the  “fourth  department”  of  the  government,  the  Globe, 
has  been  furnished  with  more  information  than  has  been  given 
lo  us,  to  whom  it  is  all,  nil,  without  rcserenfioti,  due.  If  war 
does  depend  upon  the  will  of  one  man,  he  will  have  ctiough  to 
do  his  bidding,  to  vole  when  he  bids  them  lo  vole,  lo  be  siletit 
when  he  bids  them;  in  short,  lo  say  “aye  or  no,”  as  he  may 
prompt! 

Sir,  I must  hereafter — I have  been  bitten  once  by  low  party 
tricks  and  chicanery  practi.^ed  to  put  an  immense  sum  at  the 
Becrel  service  of  “the  party”— \ say  I must  hereafter  know  to 
a certainty  that  an  appropriation  is  to  be  applied  to  the  pur- 
pose.s  of  national  defence,  and  not  of  elcctioneei itig,  before  I 
vole  for  It.  Every  man  in  the  government  is  now  auihori.^ed 
and/ran/.cd  to  electioneer,  from  Indian  agents  and  postmasters 
ii|i  to  the  president.  We  now  have  a president  electioneering 
for  his  successor,  and  it  is  time  the  nation  was  told  of  it  with 
the  voice  of  h trumpet!  Sir,  since  the  publication  of  that  let- 
ter of  outrageous  dictation  atid  of  justification  of  “the  govern- 
ment p.tlronagein  conflict  with  the  purity  of  elections;”  that 
letter  to  a metnber  of  the  Tennessee  legislature,  which  appears 


in  the  government  official,  and  is  there  not  justified  but  lauded, 
claiming  the  right  to  employ  all  his  constitutional  powers  to  ex- 
punge a resolution  of  one  branch  of  congress,  and  the  right  to 
tiiterfere  with  the  independence  of  state  and  (ederal  legisla- 
lure.s,  1 feel  constrained,  by  the  love  1 bear  my  country,  to  “cry 
aloud  and  spare  not!”  Sir,  1 wish  lo  see  the  public  mind  con- 
centrated on  these  facts. 

But  to  return  from  this  digression.  The  three  millions 
amendment  passed;  and,  after  a disagreement,  the  senate  ad- 
hered. Was  it  disrespectful  to  adhere.^  The  gentleman  from 
Massachusetts,  (Mr.  Jldams),  who  I thought  was  “in  a slew” 
all  that  dreadful  night,  seems  now  to  have  a holy  horror  of  the 
word  “adhere.”  1 understood  the  senate,  sir,  as  strongly  as- 
serting only  the  doctrine  of  specific  appropriation;  not  as  dis- 
senting from  the  ordinary  items  of  the  bill,  and  not  as  objecting 
to  a reasonable  amount  of  additional  appropriation  formally 
enacted.  The  senate,  sir,  did  not  finow  the  secrets!  And  shall 
the  senators — among  the  rest  an  honored  senator  from  Tennes- 
see, (Mr.  White),  who  knows  his  duty  generally  as  well  as  any 
mnn  without  being  told,  Vitio  \\ ns  once  trusted  by  the  piesident 
first  of  any,  and  deserves  now  to  be  trusted  with  his  confidence 
more  than  all  his  present  friends,  who,  when  he  w'as  in  confi- 
dence, kept  it  honorably,  and  the  confidence  itself  was  honor- 
able and  patriotic — shall  they,  shall  he,  be  accused  and  con- 
demned for  not  knowing  without  hearing  the  executive  secret! 
Shall  he  be  required  to  know  without  being  told — to  vote  without 
knowing  why!  Why,  sir,  the  service  is  hard  enough  to  do  the 
sovereign  will  and  good  pleasure  of  potentates  when  the  bid- 
ding comes  loud  and  authoritatively,  and  that  senator  is  not  one 
who  is  likely  to  obey  orders  from  any  power  but  that  of  his  own 
people  and  their  legislature;  but  to  do  the  will  of  his  master 
without  bidding,  and  to  know  that  will  without  being  told,  is  too 
much  lo  expect  of  any  slave.  If  this  is  a sin,  I hope,  sir,  that 
he  and  his  friends  will  ever  have  to  plead  guilty.  Sir,  the  se- 
nate knew  no  “why  or  wherefore”  wliatever  for  the  passage  of 
that  amendment — they  were  taken  by  surprise — they  respect- 
fully disagreed.  The  house  refused  to  recede  and  insisted.  The 
The  gentleman  from  Massachusetles  (Mr.  Jldams)  voted  to  re- 
cede from  the  three  millions  amendment  and  yet  yesterday  he  as- 
serted th.-U  any  one  “who  would  refuse  lo  vote  for  that  amend- 
ment had  but  one  other  step  to  take,  and  that  step  would  be  to 
join  the  enemy  and  assist  in  battering  down  the  walls  of  the 
ca[)ilol!” 

[Mr.  Adams  here  rose  to  explain.  He  had  made  no  personal 
allu.'^ion,  he  said,  to  any  member  of  this  congress  nor  to  any  in- 
dividual member  of  the  last  congress.  He  had  personified  a 
sentiment,  and  his  remaks  were  applied  to  lhat  personification.] 

Mr.  Wise.  I am  glad  lo  stand  corrected,  I quoted  the  lan- 
guage in  order  to  be  put  right.  “The  personification  of  a sen- 
timent!” I see  it,  sir,  I can  give  it  form,  size,  color — a skin, 
muscle,  bone  and  sinew.  I can  make  it  a palpable  man,  whose 
cranium  the  phrenologists  would  mark  as  very  intellectual.  I 
understand  now  that  this  is  a hJassachusetts  war,  and  it  is  not 
for  me,  sir,  to  meddle  with  it.  If  I understand  the  gentleman’s 
expLanaiion  for  receding,  it  was  to  prevent  the  loss  of  the  bill; 
and  yet,  sir,  when  the  liouse  was  for  arf/teritig,  did  he  not  ad- 
here too?  (Mr.  Adams  shook  his  head).  So  it  is,  the  gentle- 
man did  vole  for  otmic — twice  to  recede.  Generally,  if  any  man 
ever  does  adhere,  adhere  and  adhere,  it  is  he!  I voted  for  the 
amendment,  and  adhered  lo  it  throughout.  I was  not  in  the 
seeret.  I was  on  the  verge  of  a precipice,  and  I might  have  had 
lo  thank  the  gentleman  from  Massachusetts  (Mr.  A.)  for  a vote 
whi/  h might  have  saved  me  from  an  awful  iilunge  into  error. 

VVhen  the  house  asked  for  a eonference,  the  senate  readily 
agreed,  and  appointed  conferees  on  its  part.  The  eonferees  of 
the  two  houses  agreed  on  reducing  the  appropriation  from  three 
millions  to  eight  hundred  thou.sand  dollars,  and  on  making  it 
more  specific.  And  I now  again  ask  the  honorable  gentleman 
from  New  York,  (Mr.  Cnmbrcleng) , the  chairman  of  the  con- 
ferees of  the  house,  u'hether,  when  he  left  the  conference  after 
agreement  to  report,  he  did  not  intend  to  report!  Why  did  he  not 
report!  Sir,  I said  yesterday  there  were  two  conjectures.  I 
say  now  there  are  three  modes  of  accounting  for  the  failure  of 
the  honorable  gentleman’s  intention.  One  is,  that  the  report 
failed  because  of  a word  in  the  car,  whispered  by  two  high  func- 
tionaries between  the  conference  room  and  that  door,  (pointing 
to  the  door  next  lo  the  speaker’s  room),  or  the  gentleman’s  seat 
in  the  house'.  Were  there  not  two  such  “busy-bodies”  in  the 
way  of  the  duty  to  report?  Another  is,  sir,  th.at  there  was  a 
special  communication,  a billet-doux,  handed  to  the  honorable 
gentleman  (Mr.  Camhreleng)  in  his  seat,  after  he  came  in  from 
the  conference.  Was  there  such  a billet,  and  what  was  its  pur- 
port? A third,  is,  that  there  was  a special  visit  in  person  from  a 
certain  distinguished  senator  of  “the  party,  (Mr.  S — W — t,jr). 

What  did  he  say!  Was  not  the  burden  o(  all  three,  the  whis- 
per, the  billet,  and  the  special  messenger — the  senator  stooped 
low  from  his  high  degree,  to  become  a runner  between  the  two 
houses — that  the  conferees  of  the  house  had  done  wrong  to 
agree  to  reduce  the  sum?  That  §5800,000  was  n “poor,  pitiful 
sum,”  which  would  not  satisfy  the  president?  That  the  presi- 
dent had  risen  up  in  wrath,  and  sworn  that  he  would  veto  the 
bill,  because  the  senate  had  refused  the  whole  grant  of  three 
iwillions,  and  that  they  should  be  made  to  bear  the  loss  of  the 
whole  bill?  Bid  not  the  intrigue  then  assume  a double  aspect 
of  policy,  to  ward  off  from  the  president  the  responsibility  of 
vetoing  the  bill  which  he  had  sw'orn  to  veto,  and  to  throw  the 
responsibility  and  odium  of  the  failure  of  the  bill  on  the  senate? 
> This  was  the  abominable  game;  it  was  too  bad  to  Juggle  us  first 
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out  of  our  independence  of  legislation,  and  then  out  of  our 
character!  There  are  five  high  witnesses  to  attest  these  facts, 
if  a cojnmittee  he  appointed  to  inquire,  who  may  be  called  on. 
You  may  go  to  the  first,  second,  third,  fourth  and  fifth  highest 
officers  of  your  government,  and,  sir,  I should  like  to  see  them 
throughly  cross-examined.  We  have  had  a most  important 
fact  disclosed  lately.  The  secret  journal  of  the  senate  has  been 
' opened,  atid  a certain  endorsement  of  Us  clerk  has  been  expos- 
ed. Now,  sir,  that  secretary  of  the  senate  is  a most  excellent, 
good,  and  pious  man,  with  a high  and  due  sense  of  propriety. 
He  would  be  cautious  to  endorse  nothing  which  was  not  only 
true,  but  proper  to  be  endorsed.  But  I must  ask  if  all  ivas  en- 
dorsed which  was  said7  I could  not  shut  my  ears,  sir,  to  the  ru- 
mors which  passed  from  seat  to  seat  that  awful  night.  Suppose 
the  senate  did  send  a message  to  the  executive  that  night,  re- 
jecting a certain  nomination;  and  suppose,  in  reply,  the  presi- 
dent had  told  the  secretary,  *•!  wilt  receive  no  farther  communi- 
cation from  the  d — -d  rascles,lhe  senate  is  defunctl^’  1 am 
sure,  sir,  such  an  answer  would  have  been  undignified  and  un- 
becoming, and  that  the  secretary’s  strict  sense  of  propriety,  and 
of  what  was  due  to  the  president  and  to  the  senate,  would  have 
prevented  him  from  endorsing  all  that  was  said!  And  yet  this 
committee,  if  raised,  and  it  inquire  faithfully,  may  bring  out 
many  such  facts. 

Sir,  I repeat,  that  there  was  no  disposition  on  the  part  of  the 
senate  or  of  the  house  to  defeat  the  fortification  bill  of  last  ses- 
sion. Both  houses  did  their  duty,  and  both  are  now  equally  in- 
terested to  guard  against  such  interference  for  the  future  as  ac- 
tually prevented  both  houses,  though  ready  and  willing,  from 
doing  their  duty.  Yes,  sir;  the  gentleman  from  Kentucky  (Mr. 
H.  M.  Johnson)  challenged  me  at  the  beginning  of  this  session, 
to  specify  acts  of  executive  intermeddling  or  interference  with 
the  independence  of  the  legislation  of  congress.  I gave  him, 
sir,  one  pretty  strong  case,  but  here  is  one  still  stronger.  None 
could  be  stronger.  On  the  last  night  of  the  last  congress,  both 
houses  of  congress,  I assert,  and  have  proved,  were  not  only 
ready  and  willing,  but  anxiously  endeavoring,  to  pass  a law, 
which  the  president  himself  says,  and  which  I admit  was  very 
important  to  the  public  interests,  with  large  majorities  in  each 
in  favor  of  the  law,  and  the  two  houses  agreeing,  by  special 
conference,  and  they  could  not  and  did  not  get  the  bill  through, 
in  consequence  of  the  minions  and  pimps  of  the  executive  tamper- 
ing with  their  tools  in  the  house  of  representatives! ! Now,  sir, 
if  the  gentleman  wants  a stronger  case  than  that,  I cannot 
imagine  it.  I know  such  was  the  fact;  and  though  all  “the  go- 
vernmenf”  should  swear  to  the  contrary,  I should  know  and 
believe  the  fact  until  the  day  of  my  death.  Is  it  to  be  borne, 
that  some  twenty  or  thirty  of  a trained  band  shall,  by  leducing 
Us  below  a quorum — reduce  a majority  of  both  houses  of  con- 
gress below  the  foot  of  the  executive.?  Shall  we  be  thus  inter- 
rupted in  our  business  by  “a  fragment”  of  “Nre  parfy,”  doing 
the  bidding  of  their  idol.?  Is  this  an  administration  of  the  go- 
vernment, in  the  spirit  and  letter  of  the  constitution,  which 
makes  the  legislative  department  independent  of  the  executive, 
and  intends  that  it  shall  be  a check  upon  the  executive.?  Will 
the  people  suffer  this  monstrous  violence  to  the  theory  and 
practice  of  their  government?  Oh!  that  [ could  raise  my  voice 
to  a pitch  of  remonstrance  which  could  go  forth  throughout 
this  land,  which  could  reach  every  hamlet,  every  home,  and 
every  heart  of  the  people;  which  could  speak  trumpet-tongued 
to  every  man  who  has  in  his  bosom  a spark  of  the  spirit  of  the 
free!!  I would  rouse  a resistance  to  this  misrule,  this  corrup- 
tion, this  patricide  of party,’’  which  would  soon  determine 
whether  the  many  or  the/eio  shall  rule  the  destinies  of  this  re- 
public! 

Sir,  the  whole  mass  of  power  which  is  conferred  by  the 
constitution  on  all  the  departments  of  this  government  is  neatly 
as  great  as  the  whole  power  of  any  government  of  any  civilized 
people.  But  the  theory  of  our  government  so  distributes  this 
power  among  different  branches  or  departments  as  to  check 
and  counterbalance,  restrain  and  control,  each  other  mutually. 
Power  with  us  is  so  neutralized  to  do  harm,  and  so  well  poised 
to  do  good,  in  the  iiieori/ of  our  constitution,  that  the  govern- 
ment was  made  free  at  the  same  time  it  was  made  efficient. 
But,  sir,  the  pradice  of  the  government  has  of  late  so  perverted 
the  theory  of  the  constitution,  that,  through  corruption,  we  are 
fast  becoming  bound  hand  and  foot,  and  a single  department  is 
absorbing  the  whole  mass  of  power,  The  principle  of  “the  par- 
ty” is  now  warring  upon  one  of  the  cardinal  principles  of  the 
constitution,  to  keep  separate,  distinct,  and  independent  the  le- 
gislative and  the  executive  departments.  That  principle,  with- 
out which  this  government  cannot  remain  free,  is  totally  under- 
mined by  the  policy  of  parties  to  elect  legislators  to  support  — 
that  is,  to  do  the  will  of — presidents!  Is  there  no  jealotisy  of  the 
executive  left?  No  esprit  du  corps  in  congress?  Gone!  gone! 

Sir,  I must  remind  the.  house  that  on  the  Cumberland  road 
bill  there  were  174  members  present  and  voting.  That  the  very 
next  vote  there  was — no  quorum. 

Here  Mr.  Wise  read  a list  of  the  names  of  members  who  vot- 
ed on  the  Cumberland  road  bill,  and  did  not  vote  on  the  next 
vote  or  Moore  and  Letcher  resolution.  There  were  66  in  num- 
ber. Of  thes^  Van  Buren  men,  50;  opposition  and  for  White, 
16. 

On  the  Cumberland  road  bill  there  were  174  votes.  Ofthese 
there  were, Wan  Buren  men,  87;  opposition  and  for  White,  87. 

Parties  were  equal  on  that  vote.  On  the  Letcher  resolution 
there  were  113  votes.  Van  Buren  men,  33;  opposition  and  for 
White,  80. 


Can  this  extraordinary  desertion  of  Van  Buren  men  be  ac- 
counted for  but  upon  the  supposition  of  design?  And,  too, 
wlien  it  w'as  known  they  were  nearly  all  present  in  the  house? 
While  the  opposition  atid  White  men  had  retained  their  num- 
bers to  7,  there  was  a falling  off  of  Van  Buren  men  of  541—54 
out  of  87!  While  the  opposition  and  White  men  continued  in 
their  places,  giving  their  votes  until  the  close  of  the  session,  the 
Van  Buren  did  not  again,  except  a small  minority,  answer  to 
their  names. 

On  Mr.  Jarvis’s  motion  to  adjourn,  there  were  118  votes. 
Van  Buren  men,  41,  opposition  and  lor  White,  77. 

Oh  Mr.  Carmichael’s  motion  to  adjourn,  there  were  11 1 votes. 
Van  Buren  men,  39;  opposition  and  for  White,  72. 

Is  not  the  conculsion  irresistible  that  the  chairman  of  the 
committee  on  foreign  affairs  (Mr.  Cambreleng)  might,  any 
moment  after  his  return  from  the  conference,  until  the  adjourn- 
ment of  the  house,  by  a nod  or  a whisper,  have  summoned  from 
their  hiding  places  a quorum,  and  saved  the  loss  of  the  fortification 
billl  Would  not  Rhoderick’s  men  have  risen  up  at  the  whistle? 
Does  not  the  gentleman  from  New  York  know  that  he  might 
at  any  time  have  had  a quorum?  Did  he  exert  himself  to  get  a 
quorum?  Did  he  not,  and  did  not  you,  Mr.  Speaker,  busily  en- 
deavor to  persuade  members  who  had  conscientious  scruples  not  to  ■ 
vote  to  make  a quorum!  Did  not  Churchill  C.  Cambreleng  protest, 
by  speech  on  the  floor  (see  Globe  of  the  5lh  March,  1835)  against 
the  right  to  compel  members  to  answer  the  call  fora  quorum, 
when  he  all  the  time  was  voting  himsel!  Did  not  Mr.  Barringer 
(of  North  Carolina)  charge  the  intrigue  at  the  time,  and  offer  to 
specify  names!  Was  not  Abjiah  Mann,  jr.  (of  New  Yoik),  who 
refused  <o  vo<c  on  every  question  from  the  last  quorum  to  the 
adjournment,  sitting  in  the  house,  calling  for  the  yeas  and  nays, 
when  attempts  would  be  made  to  gel  along  without  the  call? 
Did  not  Mr.  Barringer  tell  him  he  had  no  right  to  call  for  yeas 
and  nays,  as  he  said  he  was  no  longer  a member;  and  did  he  not 
claim  to  be  as  much  a member  as  any  body?  Having  pledged 
himself  to  vote  for  the  Letcher  resolution,  did  he  not  inform 
Mr.  Letcher  he  could  not  then  vote  for  it?  And  did  not  Letcher 
reply,  “J  knew  the  Van  Buren  colts  would  slip  their  bridles!” 
When  Samuel  Beardsley  refused  to  vole,  did  not  the  honorably 
gentleman  from  Tennessee  (Mr.  Lea)  move  to  expel  him  from 
the  house?  But  there  were  nearly  150  members  who  actually 
voted  upon  the  three  calls  of  yeas  and  nays*  after  12  o’clock  at 
night.  Different  squads  would  come  in  and  vote  at  different  times! 
The  leaders — oh!  yes — the  leaders,  were  all  present;  were  they 
not  here,  of  course?  That  was  one  finesse,  and  the  other  was 
to  march  and  countermarch  the  followers  so  as  that  each  one 
might  claim  to  have  voted.  But  the  proof  is  positive  that  there 
was  a quorum  actually  voting  after  the  Cumberland  road  bill  and 
12  o’clock,  to  the  last,  but  voting  at  different  times!  My  name  is 
among  the  number  of  those  who  voted  on  the  Cumberland  road 
bill,  and  failed  to  vote  twice  afterwards.  Mr.  Gilmer’s  conduct 
struck  me,  and  I hesitated  to  vote  until  1 was  satisfied  by  my 
colleague  (Mr.  Mercer);  and  when  1 saw  the  miserable,  infer- 
nal game  which  was  playing,  I would  have  voted  at  all  hazards, 
and  did  vote,  as  the  journals  will  show,  on  the  last  vote  of  the 
session,  to  help  make  a quorum  and  against  adjournment!  And 
now,  sir,  what  shall  we  say  to  these  men  of  the  immaculate — ^ 
the  only  patriotic  men,  who  would  not  for  the  world  have  had 
the  fortification  bill  to  fail?  Shalfthey  not  have  meted  out  to 
them  that  measure  of  vituperation  which  they  have  meted  to 
the  senate?  Shall  they  not  now  be  hunted  down  with  the  furieg 
and  scorpions  of  abuse,  not  only  for  failing  to  do  a duty  which, 
was  unpardonable  in  the  senate,  but  for  a knowingly  wilful 
false  accusation?  Hurrah  for  such  patriots!  They  are  for  na- 
tional defence!  Oh  shame!  oh  honesty!  oh  truth! 

Sir,  the  gentlemen  have  got  into  a hornet’s  nest  by  troubling 
—impudently  gasconading  about  the  failure  of  that  bill.  They 
are  bitten  by  ilieir  own  dogs!  Oh!  yes,  the  hour  had  come  for 
their  beautiful  trick.  I would  ask  the  gentleman  from  Massa^ 
chusetis  (Mr.  Adams)  if  he  never  signed  bills  after  12  o’clock  at 
night  on  the  last  night  of  a session,  when  he  was  president? 
Sir,  I can  prove  by  the  manuscript  minutes  of  your  clerk  that  , 
there  was  a quorum  in  the  house.  Here  is  a book,  the  title  of 
which  is  “23d  congress,  2d  session— minutes  of  the  house  of 
representatives.”  In  Ihis'book  we  find  this  entry  on  Tuesday, 
March  the  3d,  when  the  main  question  was  taken  on  the  reso- 
lution to  compensate  Robert  P.  Lechler:  “Ayes  113,  noes  3. 
No  quorum — many  members  declined  to  answer,  though  stand- 
ing at  the  clerk’s  desk,  because  it  was  supposed  to  be  past  12 
o’clock.”  Only  seven  members  were  wanting  then,  but  three 
afterwards,  to  make  a quorum,  and  many  members  declined  to 
answer!  Sir,  there  wa.s  a quorum,  and  a quorum  at  the  com- 
mand of“the  parly.”  Let  it  never  hereafter  be  denied. 

[Mr.  Wise  then  gave  a summary  and  review  of  material  facts.] 

Sir,  what  caused  the  senate  to  send  us  that  message  which  I 
deem  so  respectful,  and  which  the  gentleman  from  Massachu- 
setts (Mr.  Adams)  deems  was  so  insolent?  The  senate  was 
warned  of  freaefterr/.'  When  that  special  messenser,  that  sena- 
tor, was  seen  dodging  in  and  out — he  was  no  ghost,  sir — if  one, 
he  is  a very  red  faced  ghost,  he  is  a cogniac  looking  ghost!  — 
[Here  Mr.  Wise  paused,  and  gl.inced  his  eye  around  to  see  him 
in  the  hall].  The  senate,  sir,  was  warned  of  treachery.  They 
then  reminded  the  house  of  the  report  of  the  conference.  What 
less  could  that  body  do  to  defend  itself  from  the  Machiavelian 
plot  against  it?  Was  there  such  a spectacle  exhibited  in  this 
capitol  before,  as  a trap  set  for  one  branch  of  congress?  This 
message  called  out  the  jesuilical  excuse  that  the  hour  hadcom& 
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— there  was  no  quorum — “sorry,  regretted  very  much,  but  the 
Benate  must  take  tlie  respoiisihility!”— 1 mmediately  the  plot 
revealed  itself  ? Sir,  I hope  thiit  condition  of  things,  and  this 
exposure,  will  stand  a solitary  warning  lo  ^‘t/ie  parly-’  not  to 
jcopaid  again  the  interests  of  tlie  country,  by  its  low,  servile 
tricks  of  corruption!  The  parly”  wished  to  say  by  resolution, 
in  reply,  tlial  we  had  finished  our  business  when  this  bill  was 
untouched.  Hour  after  hour  had  the  senate  politely  waited  for 
this  fortification  bill  lo  be  sent  to  them  for  their  concurrence, 
and  Mr.  F.  O.  J.  Smith  moved  to  say  to  them — “ IVe  have  com- 
pleted our  business!”  And  at  la.^t,  sir,  the  house  did  ignobly  ad- 
journ wiiliout  completing  its  business,  including  thi.s  bill.  Sir, 
J have  not  to  take  back  one  word  of  what  1 said  yesterday  about 
the  adjournment  of  the  last  congress.  Except  on  one  solitary 
question  I shall  ever  think  of  the  last  house  of  representatives 
with  disgust.  We  had  a president  at  the  last  session  bent,  I 
think,  on  war!  The  house  was  subservient,  succumbing  and 
eervile  to  his  wishes  on  every  other  question  but  that.  The 
temper  and  the  example  of  the  liouse  on  that  question  were 
noble,  and  worthy  of  imitation  for  all  time  to  come.  The  gen- 
tleman from  Massachusetts  may  well  claim  it  as  one  of  the 
brightest  achievements  of  liis  civil  career  that  he  united  us 
unanimously  in  one  of  the  noblest  sentiments  which  ever  ac- 
tuated the  patriot — however  divided  a,niorigst  ourselves,  in  our 
own  household  as  brothers,  to  present  an  undivided  front  to  a 
foreign  foe!  We  acted  wisely  and  teniperateiy.  And,  sir,  the 
real  secret  is,  the  reason  the  committee  on  foreign  affairs  did 
not  report  sooner,  not  until  the  last  moment,  and  then  in  the 
form  of  that  three  millions  amendment,  was,  that  the  chair- 
man (Mr.  C.)  dared  not  report  counter  to  the  sense  of  the  peo- 
ple on  one  side,  or  to  the  sense  of  tiie  president  on  the  other! 
When  we  act  wisely,  though  counter  lo  the  president,  the 
prai.se  redounds  to  the  executive;  and,  when  any  thing  wrong 
is  done,  no  matter  by  whom,  the  senate  is  now-a-days  made 
the  scapegoat  to  bear  all  the  sins  of“<Ae  parly”  to  which  they, 
are  so  much  opposed! 

Belore  I conclude,  sir,  permit  me  to  reply  briefly  to  the  gen- 
tleman from  Massachusetts  (Mr.  Mams).  That  gentlepian 
protests,  with  great  emphasis,  against  the  accusation  of  syco- 
phancy and  rnan-icorsAi/j  to  general  Jackson!  We  have  fallen 
upon  strange  limes.  The  times  have  monstrously  changed,  and 
some  of  us  have  changed  with  them.  J am  frequently  at  a loss, 
sir,  to  determine  which  side  of  the  question  that  gentleman  is 
on.  At  the  last  session  he  made  one  speech  for  war,  another 
for  peace,  another  for  war  again;  and,  at  last,  I thought,  was 
obotu  right.  It  has  lately  been  said,  and  I believe  he  authori.s- 
ed  it  by  a letter  to  the  gentleman  from  Rhode  Island,  (Mr. 
Pearce)^  that  he  has  changed  his  politics  once  nsore  in  his  lat- 
ter days.  If  so,  sir,  I shall  be  glad  of  it,  for  he  has  had  the  for- 
tune always,  I believe,  to  prostrate  his  own  friends.  I shall  re- 
joice, sir,  for  another,  the  best  evidence  to  Virginia,  North  Ca- 
rolitia,  Georgia,  and  all  the  democrat  states — all  the  old  demo- 
cratic party — where  the  old  federal  states  and  the  old  Hartford 
convention  federalists  are  rallying!  I believe  no  man  knows 
his  oK'n  kind  better  thiin  the-honorable  gentleman  from  Massa- 
chusetts, and  I know  there  is  a great  change,  somehow  or 
other,  in  the  old  Jackson  party.  Sir,  a neiv  fangled  democracy 
has  sprung  up,  and  renegado  federalists,  of  whom  it  has  been 
Paid  that  “they  haunted  the  gravies  of  such  men  as  Hamilton  and 
Jay  like  vainpyres,”  are  now'  among  the  present  democrats  in 
the  land! 

The  gentleman  says  his  object  in  introducing  this  resolution 
is  to  arrive  at  truth,  and  to  produce  harmony  between  the  two 
houses  of  congress.  Sir,  I fear  his  means  will  defeat  his  end.s. 
He  will,  by  this  resolution,  reanimate  and  arm  the  dead  Hector, 
once,  he  say.s,  dragged  around  the  walks  of  this  capitol  by  the 
victorious  Achilles.  Instead  of  an  inquiry  after  truth,  the  bu- 
siness of  this  committee  will  be  lo  arraign  the  senate  of  the 
United  Slate.«i,  and  to  break  down  that  body,  which  cannot 
Bland  much  longer.  It  has  withstood  .already  more  than  I 
thought  it  could  bear,  and  I will  not  Cftnsent  to  apply  another 
cata[mlia  to  its  walls.  J’lifi  gentleman  W'ill  find  himself  mistaken. 
Inste,ad  of  harmony,  he  will  array  hou.se  against  houst!,  and  the 
legislative  department,  divided  against  itself,  must  fall.  Tht'. 
policy  ol  the  executive,  when  it  means  to  consolidate  all  power 
in  itsell,  will  ever  be  to  divide  and  conquer.  I will  not  niil-the 
executive  again.-t  congress.  Instead  ol  being  united  here,  to  a 
man,  against  encroachments  of  the  excentive,  it  seems  we  are 
to  be  inade  ottrsclves  the  instrument.s  arid  the  tools  of  e.xecutive 
aggrandizement.  Will  there  ni'Ver  be  any  peace  in  the  land 
utilil  every  in.stittilion  i.s  prostrated  to  that  one.?  I hope  the 
gentleman  does  not  mean  to  enlist  ns  in  this  fatal  and  unprr-ct;- 
dented  war  upon  the  senate.  Sir,  if  I differed  a.s  widely  as 
the  poles  from  the  senate  on  snbject.s  of  past  differences,  I 
would  now.  in  these  fearful  limes  of  consolidating  all  power 
In  the  executive,  endeavor  to  become  reeoncih  (I  to  that  body, 
and  to  meet  it  on  common  grounds  of  p are  and  harmony  arid 
united  action.  Dehold  tin*  spectacle  of  the  two  houses  of  co;<- 
greas  wrangling,  to  the  dl•struclion  of  (>ach  oiIiit,  upon  tin; 
point  of  disputi;  which  failed  to  do  the  sovereign  will  and  good 
pleasure  of  the  exerniive,  which  will  and  good  pleasure'was 
never  graciously  made  known  to  cither!  Would  th.at  be  the 
congress  rvhich  our  fathers  created  by  the  constitution  .to  be 
watchful  anil  jealous  of  executive  poweij*  They  eieated  ns  to 
he  a check,  to  preserve  the  equilibrium  of  power,  and  we  are  to 
quarrel  about  which  shall  yield  most  to  a department  which  at 
best  is  but  co-ordinate!  1 say,  sir,  snrh  a congress  ns  some 
would  make  us  is  not  the  congress  which  the  founders  of  our 


government  intended;  and,  when  we  yield  our  jealous  inde- 
pendence, the  congres.s  of  the  constitution  will  be  dead,  dead, 
dead!  With  the  power  of  appointing  the  judiciary  to  decide 
upon  laws,  and  with  the  jiowcr  of  controlling,  by  the  bribes  of 
appointment,  the  legislators  who  are  lo  enact  the  laws,  the 
president,  if  Ite  will  abuse  his  trusts,  liis  omnipotent,  and  the 
government  is  consolidated  in  the  executive.  Oh!  that  I could  , 
inspire  my  fellow  members  of  this  house,  and  the  whole  Ameri- 
can people,  to  raise  up  in  time  against  excessive  executive 
(lower!  The  lime  has  come  when  every  man,  in  private  life,  and 
in  public,  when  the  high  and  the  low,  the  rich  and  ilie  poor, 
should  meet  together  for  the  safety  of  the  government.  Whilst 
that  is  at  stake,  let  us  conciliate  and  cheer  each  other,  and 
say — it  is  not  you  of  the  senate,  nor  you  of  the  house  of  repre- 
sentatives, who  have  siiHicd  so  grievously  against  the  country, 
its  laws,  its  constitution,  and  the  spirit  of  its  institutions,  but 
you,  the  minions  of  the  e.xecutive! 

Sir,  I denounce  the  attempt  to  charge  the  loss  of  the  fortifica- 
tion bill  upon  the  senate,  on  the  *part  of  those  who  make  it, 
knowing  it  to  be  false,  lo  be  a base  fraud  and  imposition  upon 
the  country! 

[Since  yesterday’s  publication,  we  have  discovered  in  the 
Globe  a full  report  of  the  explanation  made  by  Mr.  Speaker 
Polk,  in  reference  to  one  of  the  statements  by  Mr.  IFise,  which, 
out  of  sheer  courtesy  to  him,  it  seems  proper  we  should  copy, 
as  we  now  do,  as  follows.  Nat.  hit.] 

Mr.  Vinton  wished  lo  know  if  the  speaker  himself  desired  to 
explain:  because,  if  not,  he  should  object  to  it. 

The  chair  said  he  considered  the  whole  proceeding  out  of 
order;  but  as  he  had  been  personally  alluded  to,  he  had  not  ar- 
rested it,  and  that  it  would  afford  him  sincere  pleasure  if  the 
house  would  permit  him  to  make  a statement. 

No  objection  being  made  — 

The  speaker,  (the  house  having  given  its  permission,  and 
many  members  expressing  a desire  that  he  should  do  so),  said, 
that  the  chair  look  great  pleasure  in  slating  lo  the  house,  that 
upon  that  occasion  he  had  felt  great  solicitude  for  the  safety  of 
the  appropriation  bills,  which  had  not  been  acted  on;  perhaps 
the  more  solicitude,  from  the  position  he  at  that  time  had  the 
honor  lo  occupy  in  the  house,  as  chairman  of  the  committee  of 
ways  and  means.  Having,  as  he  had,  charge  of  some  of  these 
bills,  and  feeling  that  some  responsibiliiy  devolved  upon  hint, 
his  attenlion  had  been  closely  directed  to  them.  He  did  re 
member,  upon  that  occasion,  when  the  three  million  appropria- 
tion was  moved,  that,  in  a casual  conversation,  two  members 
of  the  house,  two  of  his  own  colleagnes  from  Tennessee,  who 
were  also  members  of  the  present  liouse,  and  who  at  that  time 
occupied  seats  immediately  in  his  rear,  asked  him  some  ques- 
lion  in  relation  to  that  apjnopriation,  and  that  he  replied  that 
he  lhou”hl  it  a proper  appropriation,  and  one  that  ought  to 
(lass.  He  had,  he  said,  no  iccollection  of  the  firecise  language 
he  made  use  of,  but  he  had  said,  in  answer  to  the  inquiiy  of 
his  colleague,  substantially,  that  be  thought  the  appropriation 
proper,  that  the  executive  had  been  consulted,  and  that  it  met 
ihe  executive’s  wi.-hes,  or  .something  lo  that  effect,  As  chair- 
man ol  the  committee  of  ways  and  means,  inquiries,  had  often 
been  made  of  him  in  conversation,  by  members  of  the  house,  in 
relation  lo  different  appropriations;  and  he  had  always  given 
the  information  ip  his  possession,  as  he  had  in  this  instance. 

I’he  chair  would  then  stale  what  he  had  not  perhaps  thought 
it  necessary,  at  that  time,  tp  he  st.ated  to  the  house,  and  it  waa 
this:  that  ho  had  conferred  with  the  chairman  of  the  committee 
on  foreign  affairs,  and  with  some  members  of  the  executive, 
upon  the  subject  of  this  appiopriation.  As  chairman  of  the 
commlilee  of  ways  and  means,  it  was  his  duty,  if  a heavy  ap- 
[iropriation  was  proposed,  to  ascertain  and  to  be  able  to  give 
the  inforniration  to  the  house,  if  it  was  required,  whether  the 
treasury  was  in  a condition  to  bear  it.  He  had  always  fell  it 
to  be  his  duty,  whilst  chairman  of  that  committee,  to  consult 
different  members  of  the  executive  branches  of  the  government, 
when  he  thought  it  necessary  to  obtain  information  in  regard 
to  all  approprintions  for  the  public  service.  And  when  the 
question  was  asked  of  him  by  his  colleagues,  in  regard  to  this 
a[)propriation,  Ihe  individual  now  occupying  the  chair  had 
answered,  in  .=ubstance,  that  he  thought  the  appropriation  al- 
together proper,  and  that  it  met  the  approbation  of  the  exe- 
cutive. lie  did  not  remember  adding  any  thing  of  the  purport 
stated  by  the  gentleman  from  Virginia,  Ihnngh  he  may  have 
done  so,  and  would  not  say  he  had  not;  tliough,  if  he  had,  it  had 
escaped  his  recollection. 

The  chair  would  respectfully  remark,  that  he  was  really 
unable  to  conceive  how  this  could  be  a matter  of  any  sort  of 
importance.  If  it  had  an  important  hearing,  he  wa.s  at  a loss 
to  perceive  if.  The  chair  felt  a deep  sense  of  obligation  to  the 
house  for  the  opportunity  offered  him  of  giving  this  brief  state- 
ment. 

If  the  house  would  permit  him,  he  would  add  a single  sug- 
gestion. It  must  be  evident  that  the  debate  which  had  sprung 
up  that  day  had  given  rise  to  great  excitement  and  feeling,  and 
would  require  great  forbearance  on  Ihe  part  of, the  house  and 
the  chair,  to  enable  him  to  preserve  order.  He  would  repeat 
to  the  gentleman  from  Virginia  that,  it  reminded  him,  .a  few 
momenta  ago,  that  it  was  against  order  to  refer  to  honorable 
members  ol  the  last  congress  which  were  al.so  members  of  the 
present  house,  and  in  their  se.ns  by  their  names,  it  was  far 
from  the  intention  of  the  chair  to  interfere  with  any  of  the 
rights  of  the  gcTitlemau  from  Virginia,  and  he  would  exceed- 
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iogly  regret  to  interfere  with  the  rights  of  any  member  upon  the 
floor.  Tiie  chair  thought  it  out  of  order,  and  supposed  such  a 
course  of  debate,  if  suffered  lo  proceed,  was  likely  to  produce 
excitement  and  collision,  and  he  had  therefore  wished  to  ar- 
rest it.  He  felt  assured  that  the  getiileinan  from  Virginia,  and 
every  other  member,  would  see  the  necessity  of  such  a course, 
and  would  sustain  the  chair  in  his  efforts  to  preserve  the  order 
and  harmony  of  the  proceedings  of  the  house. 

Wednesday.  January  27. 

Mr.  Camhreleng  said,  it  was  not  liis  design  to  detain  the 
house  long  in  discussing  this  very  grave  question  of  the  loss  of 
the  appropriation  of  three  millions  for  the  defence  of  the  coun- 
try— the  title  issue  be'ween  the  two  houses.  Concerning  tlie 
bill  making  ordinary  provision  for  new  fortifications,  there  was 
no  contest.  The  controversy  between  the  senate  and  the 
house  was  not  about  foriifieaiious  to  be  finished,  perhaps  in 
1840,  hut  about  the  three  million  appropriation  in  1835,  for 
arming  forts  already  completed,  and  for  increasing  our  navy 
afloat.  The  inquiry  was, -who  left  the  country  defenceless, 
after  the  message  of  the  president  commnnicaiing  the  corres- 
pondence with  France,  and  after  the  unanimous  resolution  of 
the  house,  that  the  execution  of  the  treaty  should  be  insisted 
on;  and  at  a crisis  too,  when  the  question  of  peace  or  war  de- 
pended ou  the  caprice  of  a government  denying  us  justice,  and 
regaidless  of  its  faith.  That  was  the  appropriation  to  which 
the  attention  of  the  nation  was  directed,  and  in  the  fate  of 
which  onr  national  interest  and  honor  were  directly  involved; 
that  was  the  only  issue  now  pending  between  the  two  houses, 
and  on  which  the  country  had  already  and  very  justly  decided. 

He  regretted  that  he  was  obliged  to  engage  in  an  inquiry  after 
lost  appropriations,  when  the  time  of  the  house  could  be  so 
much  more  profitably  employed  in  devising  measures  for  the 
national  defence,  war  or  no  war;  but,  (said  Mr.  C.)  I am  not 
at  liberty  to  be  silent  in  this  debate;  ihe  combined  attacks  on 
me  in  Imth  houses  oblige  me  to  defend  myself.  In  doing  so,  I 
shall  be  compelled  lo  notice  some  of  the  statements  of  the  gen- 
tleman from  Virginia  (Mr.  Wise).  I shall  not,  Mr.  Speaker,  in 
discussing  this  question,  introduce  names— they  are  of  little 
moment  in  any  debate.  Not  even  the  illustrious  name  of  the 
gentleman  from  Virginia  could  add  the  weight  of  a feather  lo 
my  argument.  You  would  never  tolerate  it,  sir,  and  I am  sure 
the  house  would  be  astonished  at  my  indecorum,  were  I to  de- 
signate the  gentlemar.  as  “Mr.  Wise;”  and  courtesy  would 
certainly  not  permit  me  to  call  the  gentleman  otherwise.  No, 
sir,  r hope  I shall  never  be  tempted  on  any  occasion,  even  by 
the  wild  rant  of  disappointed  ambition,  to  forget  my  own  self- 
respect,  or  my  regard  for  the  dignity  of  this  house,  so  far  as  tp 
treat  any  gentleman  with  disrespect.  In  the  present  instance, 
Mr.  Speaker,  I shall  not  only  treat  the  gentleman  with  the  ut- 
most respect,  but  even  with  tenderness.  It  would  be  unkind, 
indeed,  to  treat  otherwise  the  innocent,  the  unsuspecting,  the 
penitent  victim  of  that  sinpendniis  fraud  which  the  gentleman 
from  Virginia  has  so  recently  discovered;  that  stupendous  con- 
spiracy which  the  president,  you  and  I,  were  plotting  last  year, 
to  betray  the  gentleman,  undermine  onr  constitution,  and  de- 
stroy our  government.  No,  sir.  it  i>-  far,  very  far,  from  my  pur- 
pose to  engage  in  any  parliamentary  tournament  with  the  gen- 
lle.man  from  Virginia;  but,  should  I ever  be  forced  into  any 
such  contest  with  any  gentleman,  I hope  it  will  be  my  fortune 
to  encounter  some  more  formidable  antagonist  than  “Bucking- 
ham with  his  rash  levied  strength.” 

Before  I proceed,  Mr.  Speaker,  lo  discuss  this  question,  I 
must  do  an  act  of  justice  to  an  honorable  senator  from  Massa- 
chusetts. A day  or  two  since,  I announced  mv  intention  to  no- 
tice an  attack  made  upon  me  in  the  National  Gazette  of  Phila- 
delphia, in  March  last,  founded  upon  information  derived, 
among  other  sources,  “from  senators  of  the  highest  character.” 
In  that  journal  it  was  stated  that  the  vice-president  and  secre- 
tary of  state  had  advised  me  to  let  the  fortification  bill  die  in 
the  house,  to  prevent  the  re.sponsibiliiy  of  its  failiiro-from  fall- 
ing on  the  pre.=idenl — a statement  which  was  immediately  pro- 
nounced, both  by  the  secretary  of  state  and  myself,  to  he  false, 
upon  whatever  authority  founded.  And  now,  sir,  for  tlie  origin 
of  this  poor  slander.  The  vice-president  and  secretary  of  stale 
were  in  iliis  house,  and  about  leaving  it,  when  the  commiitee 
of  conference  returned  to  it.  The  secretary  of  state,  from 
whom  the  estimate  for  Ihe  three  million  appropriation  had  been 
received,  inquired  the  result  of  our  conference,  and,  on  learn- 
ing it,  expressed  the  opinion,  in  which  I entirely  concurred, 
that  eight  luindred  thousand  doll.ars  was  a pitiful  appropriation 
for  the  defence  of  a nation.  Not  one  syllable  passed  between 
the  vice-president  and  myself.  Sir,  there  was  no  secret — no 
mystery  about  the  matter;  it  was  in  the  presence  of  the  whole 
house,  and  every  syllable  uttered  might  have  been  heard  by 
every  gentleman  near.  As  chairman  of  the  committee  of  con- 
ferees on  the  part  of  the  house,  whatever  may  have  been  rny 
opinion  as  lo  the  inadequacy  of  the  appropriation.  I ehonld 
have  immediately  reported  the  compromise,  but  for  the  obsta- 
cles wliieh  I shall  state  in  their  proper  order.  Every  gentle- 
man near  me,  without  reference  lo  party,  knew  that  such  was 
my  intention. 

Such  was  all  the  foundation  for  the  statement  in  Ihe  Na- 
tional Gazette.  That  statement  I ascribed  to  the  senator  from 
Ma«sachn.^etts,  the  authority  referred  to  being  a senator  of  “the 
highejr  eliaracter.”  I <am  happy  to  say,  sir,  that,  since  the  last 
day’s  debate,  I have  received  the  most  satisfactory  assurance 
that  that  honorable  senator  was  not  ihe  authority  relied  on  by 
the  editor;  and  I lake  far  more  pleasure  in  doing  justice  to  lliat 


gentleman  lhah  I should  haVe  done  in  defending  myself  from 
the  attack.  I make  the  aektiowledgmehl  with  the  greater 
pleasure,  because,  throughout  the  remarks  of  liie  honorable 
senator,  he  has  not  condescended,  he  has  not  stooped,  to  no- 
lice  this  miserable  scandal;  lie  has  resigned  all  the  honor  of 
nourishing  and  cherishing  this  poor  and  contempiible  slander 
to  some  unknown  senator,  and  to  others  who  have  no  loftier 
ambition. 

Gentlemen  who  feel  themselves  accountable  to  the  nation  for 
leaving  onr  country  unprepared  to  meet  any  emergency  which 
might  have  grown  out  of  our  relations  with  Fianccf^iave  plead 
their  utter  ignorance  of  the  necessity  for  any  such  preparation, 
and  of  any  proposition  for  defence,  till  the  last  night  of  the 
session.  What,  sir,  is  the  notorious  history  of  this  appropria- 
tion.? Onr  affairs  with  France  remained  in  an  uncertain  atti- 
tude till  the  last  days  of  the  session,  and  this  liouse  suspended 
its  action  upon  the  question,  in  ttie  hope  that  some  intelligence 
would  arrive.  None  reached  us  of  a pacific  character.  The 
minister  of  France  had  been  recalled,  passports  had  been  ten- 
dered to  our  minister,  and  he  had  been  also  recalled.  Every 
thing  wore  a belligerent  character.  At  that  crisis,  the  presi- 
dent, in  his  message  of  the  25lh  February,  communicates,  as 
soon  as  it  was  received,  the  correspondence  with  the  French 
government,  and  in  conclusion  says: 

“The  subject  being  now,  in  all  its  present  aspects,  before 
congress,  whose  right  it  is  to  decide  wliat  measures  are  to  be 
pursued  in  that  event,  [Mr.  Livingston’s  return,]  I deem  it  un- 
necessary to  make  further  recommendation,  being  confident 
that  6n  their  part  every  thing  wrll  be  done  to  maintain  the 
riglits  and  honor  of  the  country  vvlrich  the  occa.sion  requires.” 

Thus  Ihe  chief  magistrate  of  the  nation  submits  this  ques- 
tion, at  a critical  period,  to  congress,  “confident  that  on  their 
part  every  thing  will  he  done  to  maintain  the  rights  and  honor  of 
the  country  which  the  occasion  requires.”  When  that  message 
earne  to  the  house  on  the  26th  February,  I submitted  lltree  reso- 
lutions which  had  been  previously  considered  by  the  committee 
on  foreign  affairs. 

Tire  third  resolution  recommended  contingent  preparation  for 
any  emergency  which  might  grow  out  of  onr  relations  with 
France.  These  resolutions,  and  the  president’s  message,  were 
referred  to  the  committee.  The  next  day  the  committee  made 
a report,  which  contained  the  following  extract: 

“The  bill  now  before  the  house,  authorising  the  sale  of  our 
slock  in  the  bank  of  the  United  States,  would,  if  adopted,  af- 
ford all  the  revenue  necessary.  The  commiitee  is  of  opinion 
that  the  wliole,  or  a part  of  the  fund  to  he  derived  from  that 
souree,  should  be  appropriated  for  the  purpose  of  .arming  our 
fortifications,  and  for  making  the  military  and  n a v.al  prepara- 
tions for  the  defence  of  the  country,  in  case  such  expendi- 
tures should  become  necessary  before  the  next  meeting  of 
congress  ” 

The  third  resolution  appended  to  that  report  was,  that  con- 
tingent preparation  ought  to  be  made  to  meet  any  emergency 
growing  out  of  our  relations  w’ith  France.  That  report,  and 
the  resolutions,  were  adopted  by  a majority  of  the  commiitee 
on  foreign  affairs,  and  proposed,  not  merely  an  appropriation 
of  three  millions,  but  of  the  whole  proceeds  of  our  slock  in 
tlie  hank  of  the  United  Stales,  if  necessary  for  the  public  de- 
fence. 

When  these  resolutions  came  up  the  day  aftjer,  I stated  that, 
to  secure  unanimity,  I should  withdraw  the  third  resolution,  as 
I intended,  when  the  senate’s  amendments  to  the  fortification 
bill  should  be  under  consideration,  to  offer  an  amendment  ap- 
propriating tliree  millions,  which  I had  learned  would  be  ail 
that  was  deemed  necessary  by  the  executive;  thus  substituting 
for  a mere  declaratory  resolution,  an  actual  appropriation  for 
the  defence  of  the  country.  Such,  sir,  is  the  published  history 
of  this  preparation  for  defence,  about  which  gentlemen  seem 
to  have  been  so  utterly  ignorant.  Tlie  president’s  message,  the 
report  and  resolutions  of  the  committee,  and  the  nnanimnus 
resolution  of  the  house  lo  insist  on  the  execution  of  the  treaty, 
were  before  the  world:  still  gentlemen  were  ignorant  of  the 
whole  affair,  and  waited  for  estimates  from  the  departments, 
and  an'execiitive  order.  Journals  on  all  sides  were  calling  on 
congress  to  place  the  country  in  a state  of  defence;  the  fire  of 
patriotism  was  kindled  throughout  the  land,  and  lighting  every 
spot  in  the  union,  save  one  dark  chamber,  into  whicli  that  light 
could  never  penetrate;  there  all  was  midnight. 

Otlier  apologies  are  made  to  the  country,  sir;  estimates  were 
not  submitted  by  the  department,  and  the  form  of  the  amend- 
ment was  unprecedented,  nnconstimtional  and  monstrous.  I 
shall  presently  show  on  what  foundation,  legisl.itive  or  histori- 
cal, this  latter  objection  rests.  As  to  the  estimate,  you  will  re- 
collect that  you,  as  chairaian  of  the  committee  of  ways  and 
means,  united  with  me  in  a note  to  tlie  secretary  of  state,  in- 
quiring what  amount  would  he  required,  and  that  his  an.swer 
was,  one  million  for  the  army,  and  two  for  the  navy,  including 
fortifications,  ordnance,  and  increase  of  the  navy.  It  was 
upon  that  estimate  the  proposed  amendment  was  founded. 
And  now,  sir,  for  this  formidable  amendment;  here  it  is,  sir: 
And  he  it  further  enacted.,  That  tlie  sum  oi  three- millions  of 
dollars  be,  and  the  same  is  hereby,  appropriated  out  of  any  mo- 
ney in  the  treasury  not  otherwise  appropriated,  to  be  expended, 
in  whole  nr  in  part,  under  the  direction  of  the  president  of  the 
United  States,  for  the  military  and  naval  service,  including  for- 
lifiealions  and  ordnance  and  increase  of  the  navy;  provided 
such  expenditures  shall  he  rendered  necessary  for  the  defence  of 
the  country  prior  lo  the  next  meeting  of  Congress.”  This  in- 
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fenial  inacliine,  which  was  to  blow  the  gentleman  from  Virgi- 
nia, the  coiisXilution,  ami  the  goveriimeni  to  atoms,  was  con- 
trived liere,  sir,  in  concert  with  a former  reprcseiilative  from 
Virginia,  ami  a mcmher  of  the  opposition,  a gcnilcman  of  the 
limliesi  siamling  lor  ability,  honor,  ami  inlegriiy  and  univer- 
sally eatecmed  in  this  house.  I mean  a geiillenian  who  was 
formerly  chairman  of  the  commiltee  on  (oreign  alfairs.  I drew 
the  section,  and  submitted  il  to  Imn.  He  proposed  an  amend- 
ment, and  here  are  the  words:  “shall  be  rendered,”  in  his  own 
handwriting.  As  originally  drawn  il  read  “provided  h,e  shall 
deem  such  expenditures  necessary.”  As  amended  by  the  gen- 
tleman Irom  Virginia,  it  was,  “p'M)vidi;d  such  expenditures 
shall  be  rendered  necessary.”  Such,  sir,  was  the  orign  of  the 
celebrated  section  which  startled  the  senate,  and  shook  the 
government  to  its  foundation. 

And  what,  sir,  was  the  history  of  this  appropriation?  I pro- 
posed it  in  the  house;  it  was  adopted  by  a large  majority,  in- 
cluding some  15  opposition  votes,  il  was  sent  to  the  senate;  and 
how  did  they  receive  a mere  proposition  to  (lut  the  country  in  a 
slate  of  defence,  should  it  become  necessary?  Was  it  treated 
with  ordinary  re.«pect,  and  referred  to  a committee?  No.  Was 
it  examined  in  form  or  substance?  Was  the  slightest  disposi- 
tion evinced  to  make  any  contingent  provision  for  defending  the 
country  in  case  of  war?  No,  sir — no  effort  was  made  to  modify 
the  section  in  form  or  amount — none  whatever  to  defend  the 
country.  The  senate  seemed  outraged  at  the  American  spirit 
of  the  house;  they  appeared  to  receive  it  as  a rebuke  of  their 
resolution  to  oppose  the  recommendation  of  the  president,  and 
to  reject  every  measure  designed  “to  maintain  the  rights  and 
honor  of  the  country.”  It  was  not  the  form,  nor  the  objects, 
nor  the  amount  of  the  appropriation;  it  was  the  predetermined 
resolution  of  the  senate,  upon  a question  between  this  country 
and  a foreign  power,  to  resist  the  house,  the  president,  and  the 
country.  That  was  the  origin  of  the  motion  to  reject  the  ap- 
propriation, and  of  the  violent  and  extraordinary  movement  of 
that  body.  It  was  rejected.  The  house  insisted  on  its  amend- 
ment, and  sent  the  appropriation  to  the  senate  a second  lime. 
Had  the  senate,  even  at  that  hour,  treated  the  house  with  ordi- 
nary courtesy;  had  it  insisted,  and  asked  a conference,  the  bill 
and  the  appropriation,  or  a part  of  it,  might  have  been  saved. 
Contrary,  however,  to  all  parliamentary  usage,  and  animated 
by  a determined  spirit  of  resistance,  that  body  would  not  con- 
descend to  ask  a conference;  but,  in  the  second  stage,  adhered 
to  Its  disagreement,  and  left  the  bill,  appropriation  and  all,  to 
their  fate.  When  that  message  was  announced,  I immediately 
moved  to  adhere,  and  if  this  house  had  done  itself  justice,  the 
motion  would  have  prevailed.  But  the  motion  was  superseded 
by  one  to  insist  and  ask  a conference.  The  house  yielded,  and 
solicited  a conference,  notwithstanding  the  repeated  indignities 
pf  the  senate,  and  the  commiltee  was  appointed  on  the  part  of 
the  house. 

The  committee  of  conference  waited  only  till  the  message 
was  sent  to  the  senate,  and  to  learn  whether  that  body  had, 
on  its  part,  agreed  to  the  conference,  and  even  of  that  no  offi- 
cial notice  was  ever  received.  In  the  mean  time,  the  Cum- 
berland road  bill  was  on  its  passage,  and  two  of  the  members 
of  the  committee  voted  on'it  immediately  before  leaving  <he 
bouse. 

' The  hour  when  this  committee  was  appointed  has  been  much 
discussed,  and  gentlemen  are  appealing  to  their  recollections. 
Whatever  confidence  I may  have,  sir,  in  their  integrity,  they 
must  pardon  me  for  rejecting  their  testimony,  resting  as  it 
does  on  their  memory  of  the  transactions  of  that  night.  I rely 
on  the  journal  of  this  house,  recorded  as  it  is  by  the  clerk,  and 
corrected  by  the  speaker,  and  on  tlie  reports  of  our  proceedings 
in  the  public  journals.  These  prove  unanswerably  that  the  first 
business  of  moment  after  the  appointment  of  the  committee 
was  the  Cumberland  road  bill;  and  allhongh  that  bill  was  taken 
up  some  minutes  before  12  o’clock,  the  ayes  and  noes  occupied 
some  thirty  minutes  or  more,  and  it  did  not  finally  pass  till  after 
that  hour. 

Rut  the  gentleman  from  Virginia  has  made  a new  discovery. 
The  committee,  it  now  seems,  had  lime  to  wail  till  our  clerk 
could  carry  the  message  to  the  senate,  to  learn  the  senate’s 
agreement  to  the  conference,  to  meet  the  conferees  in  the  other 
wing  of  the  capilol,  debate  and  adjust  this  most  difficult  com- 
promi-se,  and  return  to  tliis  bouse  in  time  to  vote  on  the  Cum- 
berland road  bill.  To  support  this  new  and  extraordinary  posi- 
tion, we  are  gravely  referred  to  our  journal,  containing  two 
pages  of  proceedings;  and  what  is  this  mass  of  business  re- 
corded? Two  reports  from  the  committee  on  enrolled  bills! — 
oeeiipying  probably  two  or  three  minutes,  and  made  undoubt- 
edly (for  such  reports  are  usually  made  in  that  w.ay,  during  the 
last  night  session)  while,  the  Cumberland  road  bill  was  under 
consideration.  The  only  other  item  upon  the  journal,  and 
only  business  intervening  between  the  appointment  of  the 
committee  and  (iroceeding  to  the  consideration  of  the  Cum- 
berl  and  road  bill,  was  the  concurrence  of  tlie  house  to  a se- 
nalu’s  arnenilrnent  to  a military  bill.  The  gentleman  from 
New  Hampshire  (Mr.  Hubbard)  and  mys=elf  left  the  bouse  as 
soon  as  we  had  recorded  our  votes  against  the  Cumberland 
road  bill.  But,  sir  this  question  is  sejiled  by  the  journals  of 
the  day,  and  even  by  the  joiiinal  of  this  house.  Ilow.ever  it 
may  suit  the  purimses  of  gentlemen  to.  take  new  ground,  they 
cannot  destroy  the  record  of  the  proceedings  of  that  night.  I 
then  stated  in  the  presence  of  all  the  members  of  the  commit- 
tee of  conference,  and  of  the  members  present,  what  appears 
upon  the  face  of  our  own  journal;  “that  from  the  vote  on  the 


resolution  granting  compensation  to  Robert  P.  Lecher,  which 
was  decided  at  the  time  the  committee  returned  into  the  bouse 
from  the  confermice,”  &c.  The  arguments  of  gentlemen  can 
never  destroy  the  record. 

I will  now  ask  the  clerk  to  read  the  proceedings  of  the 
house  from  the  lime  of  the  appointmenl  of  the  committee  till 
its  return,  a.s  rejiorted  (or  the  National  Intelligencer.  The  name 
of  Mr.  Hubbard  is  accidently  omitted  as  a member  of  the  com- 
mittee. 

The  clerk  then  read  from  the  Intelligencer  a long  account  of 
the  proceedings,  from  which  the  following  are  extracts: 

“The  motion  to  ask  a conference  was  agreed  to;  and  Messrs. 
Cnmbreleiig  and  Lewis  were  appointed  the  eoinmitlee  of  con- 
ference on  the  part  of  the  house. 

“Mr.  Hardin  asked  if  the  house  was  not  virtually  dissolved 
by  the  expiration  of  the  term  for  which  this  congress  was 
elected. 

“ The  chair  said  it  was  not  a question  in  order,  and  the  chair 
could  not  decide  it. 

“I’he  Cumberland  road  bill  was  taken  up,  and  read  a third 
time. 

“Mr.  McKay  moved  that  a message  be  sent  to  the  other  house, 
informing  them  that  this  house,  having  completed  its  business, 
is  now  ready  to  adjourn. 

“The  chair  said  the  motion  was  not  in  order,  the  question 
being  on  the  passage  of  the  bill. 

“The  clerk  proceeded  to  lake  the  yeas  and  nays  on  the 
passage  of  the  bill  to  continue  and  repair  the  Cumberland  road; 
and 

“Mr.  Gilmer,  when  his  name  was  called,  rose  and  said,  he 
considered  that  he  had  no  right  to  vole:  the  term  for  which  he 
was  elected  having  expired  at  twelve  o’clock  this  night;  and  he 
therefore  declined  voting.” 

After  the  passage  of  the  Cumberland  road  bill,  the  report 
gives  an  account  of  a desultory  conversation  between  the  chair 
and  various  members,  on  the  constitutional  dissolution  of  the 
house,  motions  to  adjourn,  &c.  &c. 

The  following  are  further  extracts  from  the  report: 

“Several  members  addressed  the  chair.” 

“Mr.  C/ay  said  the  motion  to  extend  the  judiciary  system  was 
the  business  next  in  order.” 

“Twenty  members  addressed  the  chair  at  the  same  time;  the 
chair  in  vain  attempting  to  preserve  order.” 

“The  confusion  in  the  house  increasing, 

“The  chair  called  upon  members  to  assist  him  in  preserving 
order  and  decorum.” 

“At  length, 

“Mr.  J.  Y.  Mason  said,  as  the  house  was  about  to  separate, 
he  hoped  that  they  would  render  an  act  of  simple  justice  to  one 
of  its  members,  by  passing  the  resolution  to  pay  the  hon.  Robt. 
P.  Letcher  his  compensation  for  the  last  session,  tie  moved  a 
suspension  of  the  rule  in  order  to  lake  up  the  resolution.  The 
motion  was  agreed  to,  and  the  resolution  proposing  to  direct 
payment  to  Mr.  Letcher,  for  attendance  at  the  last  session,  was 
read. 

“Mr.  Vanderpoel  moved  to  strike  out  the  preamble;  which 
was  agreed  to, 

“The  question  being  on  the  motion  of  Mr.  R.  M.  Johnson  to 
amend  the  resolution  by  embracing  the  name  of  Thomas  P-. 
Moore, 

“Mr.  Wilde  moved  the  previous  question;  which  was  second- 
ed, 69  to  65. 

“The  main  question  was  ordered,  [on  agreeing  to  pay  Mr. 
Letcher],  and  w.as  taken  by  yeas  and  nays,  when  there  appear- 
ed, yeas  113,  nays  3;  several  members  refusing  to  vote,  though 
present,  on  the  ground  that  il  was  past  twelve  o’clock. 

“No  quorum  voting,  the  resolution  was  lost.” 

Gentlemen  certainly  cannot  object  to  their  own  witne.«s,  par- 
ticularly ns  the  evidence  here  extracted  from  the  Intelligencer 
was  published  after  the  first  attack  appeared  inthaijourn.il, 
charging  the  house  with  the  loss  of  the  fortification  bill,  and 
almost  in  the  very  language  of  a recent  attack  made  in  the 
senate. 

Such,  Mr.  Speaker,  is  the  record  of  our  proceedings  as  re- 
ported for  the  Intelligencer.  The  very  first  question  noticed  in 
that  report,  after  the  committee  was  appointed,  is  the  Cumber- 
land road  bill.  And  on  the  return  of  the  committee,  what  was 
the  condition  of  the  house?  The  chair  calling  upon  members 
to  assist  him  in  preserving  order  and  decorum — the  cenlleman 
from  Virginia  rising  and  making  an  appeal  to  a bouse  “whicli 
was  about  to  separate, even  before  the  return  of  the  commit- 
tee. And  yet,  sir,  we  hear  gentlemen  who  would  sacrifice  the 
interest  of  our  country  because  the  words  “army”  and  “navy” 
aie  inserted  in  an  amendment— who  are  alarmed  at  the  slight- 
est deviation  from  the  most  rigid  constitutional  form,  denounc- 
ing a chairman  of  a committee  for  not  reporting  and  submit- 
ting an  appropriation  of  800,000  dollars  at  one  in  the  morning 
(for  il  was  near  that  before  the  vole  was  announced  on  the 
Letcher  resolution)  to  the  fragment  of  a quorum  of  a dissolved 
botly,  in  which  the  speaker  was  not  able  to  preserve  order  and 
decorum!  Sir,  it  was  at  no  time  practicable  to  make  the  report 
after  the  committee  returned  from  the  conference.  I returned 
to  the  house  just  in  time  to  record  my  vote  in  favor  of  the  re- 
solution to  pay  Mr.  Letcher.  It  was  five  and  twenty  minuie.s 
after  that  before  the  result  was  announced,  and  it  was  known 
that  no  quorum  had  voted.  The  question  actually  before  the 
house  then  was:  whether  a quorum  could  be  obtained  for  the 
purpose  of  passing  the  resolution  to  pay  Mr.  Letcher.  Had  a 
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quorum  been  obtained,  the  question  would  have  been  on  that 
resolution;  and,  sir,  had  ten  lonification  bills  been  ready  to  be 
reported,  tlie  Iriends  of  Mr.  Letcher  never  would  have  given 
way  at  that  hour  of  tlie  night.  But  no  quotum  was  ever  ob- 
tained from  iltat  time  till  tlie  adjournment  of  the  house,  and 
the  only  motion  in  order  was  a motion  to  adjoitin.  That  mo- 
tion was  made  by  the  ‘'entlernari  from  Maine  (Mr.  Jarvis),  and 
the  yeas  and  nays  were  again  ordered.  I voted  against  adjourti- 
nient,  still  anxious  to  obtain  a quorum,  but  no  quorum  voted. 
Thus,  sir,  was  another  five  and  \vventy  minutes  exhausted. — 
Another  struggle  commenced  for  a quorum  to  pass  the  resolu- 
tion to  pay  Mr.  Letcher.  Tellers  were  appointed  to  count  the 
house:  the  speaker  was  requested  to  ascertain  whether  there 
was  a quorum  present.  Sir,  it  is  impossible  to  describe  the 
scene.  At  length,  abandoning  all  hope  of  obtaining  a quorum, 
the  house  prepared  a second  time  to  adjourn.  A gentleman 
from  Maryland  (Mr.  Johnson)  was  permitted  to  report  a mere 
resolution  of  inquiry  of  the  war  deparlment;  the  gentleman 
from  Florida  (Mr.  White)  to  lay  on  the  table  a copy  of  an  act 
of  that  territory;  and  the  speaker  asked  leave  to  dispose  of  the 
comhiunications  upon  his  table.  On  a motion  to  print  the  last 
of  these,  which  was  “a  letter  from  the  postmaster  general,  vin- 
dicating himself  from  aspersions,”  &c.  there  was  no  quorum 
voting,  and  as  the  journal  states,  the  letter  “was  not  further 
acted  on.”  Sir,  this  business  preparatory  to  adjournment  was 
all  that  was  done  after  the  passage  of  the  Cumberland  road  bill 
till  the  adjournment  of  the  house  at  about  three  o’clock  in  the 
morning.  Not  one  dollar  was  voted,  no  amendment  of  the  se- 
nate was  agreed  to,  and  no  act  of  any  description  was  passed 
after  the  passage  of  the  Cumberland  road  bill.  Nothing  was 
done  but  to  hear  reports  from  the  committee  on  enrolled  bills, 
and  to  send  and  receive  messages  to  and  from  the  senate  and 
the  president. 

I have  been  charged,  Mr.  Speaker,  with  another  unpardona- 
ble offence.  Although  I objected  to  measures  to  compel  others 
to  vote  after  12  o’clock,  yet  I voted  myself  on  every  question 
after  that  hour,  and  even  against  the  motion  to  adjourn.  Sir, 
the  gentleman  from  Virginia  might  have  gone  back  for  fifteen 
years,  and  found  tny  name  recorded  on  every  question  till  the 
hour  of  adjournment.  I believe  that  our  constitutional  term 
does  expire  at  12  o’clock,  but  I have  had  no  scruples  about  re- 
maining and  attending  to  the  closing  forms  of  this  body,  and 
even  voting  for  laws,  in  cases  of  indispensable  necessity.  If 
there  is  any  offence  in  this  sir,  I have  no  apology  but  in  the 
universal  usage  of  all  legislative  bodies,  and  I believe  that  rny 
opinion  and  my  practice  have  been  the  opinion  and  practice  of 
a majority  of  every  congress  elected  since  the  adoption  of  our 
constitution.  Whether  after  the  hour  of  twelve  we  have  a 
quorum  or  not,  depends  entirely  upon  the  number  of  members 
who  choose  Voluntarily  to  remain  in  session. 

The  gentleman  makes  another  grave  charge— that  we  had 
the  power  to  command  a quorum,  and  that  the  bill  was  lost  by 
an  intrigue  of  the  friends  of  the  administration  on  this  floor, 
who  declined  voting.  Sir,  I deny,  utterly  deny,  that  the  refu- 
sal to  vole  was  a parly  measure,  or  that  the  want  of  a quorum 
liad  any  reference  whatever  to  the  fortification  bill  or  the  three 
millions  appropriation.  Was  the  gentleman  from  Kentucky, 
(Mr.  Hardin),  who  first  inquired  “if  the  house  was  not  virtually 
dissolved,”  a friend  of  the  administration.?  Was  the  gentleman 
from  Georgia,  (Mr.  Gilmer),  who  declined  voting  on  the- Cum- 
berland road  bill,  a friend  of  the  administration.?  Was  another 
genlleman  from  Georgia,  (Mr.  Jones),  who  moved  an  adjourn- 
ment while  the  conferees  were  still  in  session,  a friend  of  the  ad- 
ministration.? Did  these  gentlemen  intrigue  to  destroy  a quorum 
on  the  fortification  bill,  to  prevent  it  frorri  reaching  the  presi- 
dent, to  shield  him  from  responsibility.?  Sir,  the  question  of  a 
quorum  had  nothing  whatever  to  do  with  the  fortification  bill. 
The  struggle  commenced  on  the  Cumberland  road  bill;  it  was 
continued  by  members  of  both  parties  on  the  judiciary  bill. — 
Forty  members  had  retired  after  the  passage  of  the  Cumberland 
road  bill;  and  before  the  resolution  to  pay  Mr.  Letcher  was 
called  up,  the  number  was  reduced  from  174  to  134.  It  was 
the  struggle  between  the  fiiends  of  Mr.  Letcher  and  Mr.  Moore 
which  destroyed  the  quorum.  Subsequent  to  that,  no  quorum 
could  be  obtained,  even  on  a motion  to  print  the  postmaster 
general’s  letter  vindicating  himself.  As  well  might  it  be  said 
that  the  want  of  a quorum  on  that  proposition  was  owing  to  an 
intrigue  among  the  friends  of  the  administration! 

Mr.  Speaker,  it  was  after  that  vote  had  been  taken  on  print- 
ing the  postmaster  general’s  letter,  after  the  speaker  had  dis- 
posed of  the  business  on  hi.s  table,  preparatory  to  an  adjourn- 
ment, and  with  a perfact  knowledge,  on  the  part  of  the  senate, 
that  the  house  had  been  more  than  one  hour  in  vain  struggling 
for  a quorum,  and  that  they  were  making  final  preparations  for 
adjournment;  it  was,  sir,  under  such  circumstances,  and  at  two 
in  the  morning,  the  folh»\ving  extraordinary  resolution  was  re- 
ceived from  the  senate  of  the  United  States: 

Resolved,  That  a messaire  be  sent  to  the  honorable  the 
house  of  representatives,  respectfully  to  remind  the  house  of 
the  report  of  the  committee  of  conference,  appointed  on  the 
disagreeing  votes  of  the  two  houses  on  the  .amendment  of  the 
house  to  the  amendment  of  ilm  senate  to  the  bill  respecting 
the  fortifications  of  the  United  States.’’ 

When  that  me.ssage  was  read,  sir,  I stated  what  I now  re- 
peat, that,  when  I came  into  the  house  from  the  conference, 
the  clerk  was  calling  the  yeas  and  nays  on  the  resolution  to 
pay  Mr.  Letcher,  on  which  there  was  no  quorum;  that,  on  a 
bubsequeut  proposition  to  adjourn,  the  yeas  and  nays  were  call- 


ed, and  again  there  was  no  quorum.  Under  such  circumstan- 
ces, I did  not  feel  authorised  to  present  to  the  house  an  appro- 
priation ol  800,000  dollars.  That  the  house  had  discharged  its 
duty  to  the  country  by  twice  voting  an  appropriation  of  ihiee 
miliions  for  its  delence,  which  the  senate  had  twice  rejected; 
that  the  bill  was  evidently  lotl,  and  the  senate  must  lake  the 
re.^ponsibiliiy  of  leaving  the  cotnitry  defenceless;  that  it  was  no 
longer  in  the  power  of  the  bouse  to  compel  members  to  vole, 
to  call  them  here,  or  to  command  a quorum;  that  1 did  not  feel 
authorised  to  report  the  bill,  situated  as  the  hou.'C  was;  but 
that,  if  any  other  member  of  the  commiilee  of  conference  pro- 
posed to  do  it,  I should  make  no  objection,  though  I believed 
such  a proposition  utterly  inefTeclual  at  this  time.  Mr.  Lewis 
look  the  report,  and,  as  the  journal  slates,  made  it.  But,  sir, 
in  what  manner  did  he  make  it?  When  the  genlleman  from 
Virginia  read  from  the  journal  the  paragraph  about  the  report, 

I was  astonished.  When  I came,  however,  to  examine  that 
journal  myself,  when  I observed  a paragraph  which  iiad  es- 
caped the  vigilant  eye  of  that  gentleman,  my  astonishment 
ceased.  Here  it  is,  sir;  “I'lie  item  proposed  by  the  conferees 
in  lieu  of  the  amendment  of  the  house  was  then  read,  and  the 
question  was  slated  that  the  house  do  adopt  the  same;  when  it 
was  objected  that  a quorum  w'as  not  present.”  We  shall  see, 
sir,  who  it  was  that  objected:  “And  thereupon  Mr.  Carnbreleng 
and  Mr.  Lewis  were  appointed  tellers  to  return  the  house;  and 
the  house  being  counted,  the  tellers  repoi  ted  that  a quorum  was 
not  present.”  Yes,  Mr.  Speaker,  the  tellers  appointed  tore- 
turn  the  house  reported  that  a quorum  was  not  present.  This, 
sir,  is  Mr.  Lewis’s  report.  Was  not  every  member  present 
counted,  whether  refusing  to  vote  or  not.?  If  any  member  had 
“skulked,”  would  not  Mr.  I^ewis  have  reported  that  fact.?  But, 
sir,  the  journal  does  not  state  the  ca^e  precisely  as  it  occurred, 
though  I presume  the  officers  of  the  house  felt  obliged  to  place 
the  report  upon  the  journal  in  some  form.  There  appears,  sir, 
to  have  been  some  doubt  about  the  fact;  for  the  gentleman 
from  Massachusetts  (Mr.  Phillips)  inquired  of  the  chair  about 
it,  and  the  report  states  that  “the  chair  staled  in  reply,  that,  as 
he  understood,  the  repo.ft  was  made.”  [Mr.  Phillips  here  rose, 
and  staled  that  the  report  was  not  correct — that  he  understood 
the  chair  to  reply  that  the  report  had  not  been  made.]  The 
gentleman’s  recollection  corresponds  with  my  own  as  to  the 
fact  that  the  report  was  not,  strictly  speaking,  made.  In  say- 
ing this,  I by  no  means  design  any  imputation  afainst  the  offi- 
cers of  the  house.  It  could  not  be  overlooked  in  the  account 
of  our  proceedings.  But,  sir,  the  Intelligencer’s  report  of  what 
actually  occurred  accords  precisely  with  rny  recollection  of  it, 
viz; 

“Mr.  Lewis  (another  member  of  the  committee  of  confer- 
ence) took  the  report  from  Mr.  Carnbreleng,  with  the  apparent 
intention  of  offering  it  to  the  house,  but  he  first  asked  the  chair” 
—for  ho  man  better  understands  his  parliamentary  duty — “he 
first  asked  the  chair  whether  there  was  a quorum  present  or 
not.”  There  was  not,  sir,  and  Mr.  Lewis  laid  the  bill  upon  the 
clerk’s  table,  and  there  it  remained. 

Mr.  Speaker,  I confess  that  when  that  extraordinary  message 
was  received  from  the  senate — when  we  witnessed  the  solemn 
farce  of  hearing  announced  a grave  message  from  that  dignified 
body,  rebuking  the  few  members  remaining,  and  who,  it  was 
well  known  all  over  this  capitol,  were  taking  steps  preparatory 
to  adjournment,  I felt,  sir,  some  of  the  indignation  so  warmly 
expressed  by  the  genlleman  from  Massachusetts,  (Mr.  Adams). 
But,  sir,  had  we  Ihen'know'n  as  we  have  been  since  informed — 
as  we  are  now,  indeed,  told  by  honorable  senators  themselves 
—that,  before  that  message  was  sent  to  this  house,  they  had 
received  a message  from  the  president  of  the  United  Stales,  an- 
nouncing to  them  that,  as  the  functions  of  congress  had  ceased, 
he  could  feceive  no  further  corniiiiinicaiion  from  them — had  wo 
been  aware  of  that  fact,  sir,  by  what  name  should  we  have  de- 
signed this  extraordinary  proceeding.?  Might  it  not  have  been 
denounced  as  a miserable  artifice,  to  attempt  to  shift  the  re- 
sponsibility of  leaving  the  country  defenceless,  from  the  senate 
to  the  executive.?  All  such  expedients,  sir,  were  in  vain,  as 
well  as  all  these  speeches  upon  this  subject.  The  country  w’el! 
know  where  this  responsitiility  rests.  The  story  of  the  three 
million  appropriation  is  briefly  told.  It  was  the  proposition  of 
the  house,  in  pursuance  of  the  president’s  message,  and  for  our 
country’s  defence — it  was  sent  to  the  senate,  where  it  was 
rudely  rejected — it  was  sent  there  again  and  again — it  w'as  un- 
conrteously  returned  to  the  house.  It  then  received  its  death- 
blow in  the  senate — it  lingered  for  a time  between  the  two 
houses — it  perished  in  the  committee  of  conference,  and  its  poor 
miserable  remains  were  brought  and  depo.sited  here,  the  gentle- 
men from  Alabama  and  New  Hampshire  and  myself  acting  as 
patl-bearers. 

But,  sirj  I dismiss  all  these  details,  which  I have  been  com- 
pelled to  go  into  in  self-defence.  I come  now,  sir,  to  those 
great  constitutional  objections  which  hotiorable  senators  have 
urged  against  the  three  million  appropriation,  proposed  for  our 
defence,  in  the  contingency  of  war.  We  have  been  told,  sir, 
that  the  amendniRtit  specified  no  objects — that  every  thing  was 
!eft  to  tiie  direclion  of  the  president — that  he  could  do  every 
thing  touching  the  naval  service,  wilhoiit  control,  and  that  he 
would  have  .an  ab.«olule  power  to  raise  and  eniploy  land  forces; 
and  we^are  asked  whether  our  legi-lation,  utider  our  constilU- 
lion,  fnrnishes^atiy  precedent  for  all  thi?.? 

Mr.  Speaker,  these  objections  are  made,  and  these  questions 
are  asked,  by  senators  distinguished  as  statesmen;  gentlemen 
of  great  experience,  having  been  in  the  public  councils  some 
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twenty  or  thirty  years,  in  peace  and  in  war.  Such  bold  decla- 
rations of  gentlemen  of  experience  and  reputation,  though  en- 
tiiely  un>up|M)rU'd  by  the  hit>Kiry  of  our  country,  may  some- 
times mislead,  espcciully  wlieu  put  forth  witli  an  air  ot  coiiti- 
dence  and  auUioi ity. 

The  history  of  our  legislation,  sir,  is  replete  with  precedrnfs, 
notwithstiiiidlrig  the  bold  declarations  of  geiiilemt  ii  to  the  con- 
trary. I have  111  my  hand  a list  ol  some  forty  or  fifty,  a few  of 
which  I will-only  notice,  in  the  early  history  of  our  legisla- 
tion, in  Washington’s  administration,  all  our  expenditures  for 
the  civil  list  were  in  one  line,  and  for  the  army  in  another, 
without  any  specification  whatever.  I know  that  we  have  long 
since  departed  from  that  rule,  but  I doubt  a little  whether  we 
have  consulted  true  economy  by  such  a course,  for  every  branch 
we  have  lopped  off  has  become  a tree;  till,  finally,  one,  two 
and  three  hundred  thousand  dollars  have  mounted  up  to  two 
or  three  times  as  many  millions.  Such,  sir,  are  some  of  the 
results  of  too  much  specification. 

On  the  2Uth  March,  1794,  one  million  of  dollars  was  placed 
at  the  discretion  of  president  Washington,  without  specification 
of  any  kind  whatever,  to  defray  “any  expense  which  maybe 
incurred  in  relation  to  the  intercourse  between  the  U.  States 
and  foreign  nations.” 

In  the  next  administration,  sir,  on  the  3d  of  May,  1798— (and 
lest  ganlleriien  should  be  alarmed  at  the  period  referred  to,  I 
shall,  before  I sit  down,  give  them  more  republican  authorities) 
— in  1798,  sir,  250.000  dollars  was  placed  at  the  discretion  of 
president  Adams,  for  certain  foitificalions,  “and  to  erect  fortifi- 
cations ill  any  other  place  or  places  as  the  public  safety  shall  re- 
quire, in  the  opinion  of  the  president  of  the  United  States,  to  he 
erected  under  his  discretion,  from  time  to  time,  as  he  shall  judge 
necessary.’^ 

1798,  May  4.  $800,000  for  cannon,  small  arms,  ammunition 
and  military  stores,  tor  “<Ae  public  safety  and  defence,  at  the  dis- 
cretion of  the  president, who  was  by  the  same  act  authorised 
to  establish  armories  and  foundries,  &c. 

1798,  May  28.  The  president  authorised  to  raise  ten  thou- 
sand troops  “in  the  event  of  a declaration  of  war  against  the  U. 
States,  or  of  actual  invasion  of  their  territory  by  a foreign  pow- 
er; or  of  IMMINENT  DANGER  OF  SUCH  INVASION  DISCOVERED,  IN 
HIS  OPINION,  TO  EXIST  BEFORE  THE  NEXT  SESSION  OF  CON- 
GRESS;” and  auihoiised  to  organise  them  into  corps  of  artillery, 
cavalry  and  usfantry,  with  a suitable  number  of  major  generals, 
&c. 

1798,  July  16.  $900,000  for  the  increased  army. 

1799,  March  2.  The  president  authorised  to  raise  “twenty- 
four  regiments  of  infantry,  a regiment  and  a battalion  of  rifle- 
men, a batialion  of  artillerists  and  engineers,  and  three  regi- 
ments of  cavairy,  or  such  part  thereof  as  he  shall  judge  neces- 
sary, in  case  war  shall  break  out  between  the  United  States  and 
a foreign  European  power,  or  in  case  imminent  danger  of 
invasion  of  their  territory  by  any  such  power  shall,  IN  Hts  OPI- 
NION, be  DISCOVERED  TO  EXIST.”  I'wo  millions  appiojiriated, 
and  Hie  pre.-ideni  anihorised  to  borrow  the  money. 

We  now  come  to  the  adniiiiistration  ol  Mr.  Jefierson,  when, 
sir,  I believe  there  was  no  dispo.'itioii  to  violate  the  eonsiiin- 
liori,  or  destroy  the  governiiieiu  with  the  battery  ol  an  appro- 
priation. 

1803,  February  26.  Two  millions  of  dollars  in  addition  to 
former  appropriations,  without  any  specification  whatever, “for 
the  purpose  of  defraying  any  extraordinary  expenses  which  may 
be  incurred  in  the  intercourse  between  the  United.  States  and  fo- 
reign nations,’^  “to  be  applied  under  the  direction  of  the  presi- 
dent of  the  United  Slates.”  Aiilhorised  to  borrow  the  money. 

1803,  March  3.  President  authorised,  “whenever  he  shall 
JUDGE  IT  EXPEDIENT,”  to  require  of  the  executives  of  certain 
stales  to  organize,  arm,  equip  and  “hold  in  readiness  to  march 
at  a moment’s  vmrning,  a detachment  of  militia  not  exceeding 
eighty  thousand.” 

One  iiiillioii  five  hundred  thoii.«and  dollars  for  pay  and  sub- 
Bistence  of  such  aa  may  be  wanted  for  ordnance  and  other  mi- 
litary stores,  “and  for  defraying  such  other  expenses  as, 
DURING  the  RECESS  OF  CONGRESS,  THE  PRESIDENT  MAY  DEEM 
NECESSARY  FOR  THE  SECURITY  OF  THE  TERRITORY  OF  THE 

United  States,  to  be  applied  under  thi^  direction  of  the  presi- 
dent ” 

1804,  March  26.  For  equipping  such  armed  vessels  “as  may 
be  deemed  reqni.site  by  the  president,”  .md  for  “defraying  any 
other  expenses  incidental  to  Ihe  iiitcrconrse  with  the  Baibary 
powers,”  against  Tripoli,  “or  any  oilier  of  the  Baihary  powers 
which  may  commit  liostilliiies,”  &c.  Mediterranean  fund  es- 
tablished by  this  act:  $1,500,000  appropriated— president  au- 
thorised to  borrow  it. 

The  following  act  is  so  important,  comprehensive  and  inde- 
finite, and  applies  so  direct ly  to  the  ease  of  secret  service  mo- 
ney, contemplated  in  the  appropriation  last  year),  that  I 

give  the  whole  section.  The  president  was  also  authorised  to 
borrow  the  money. 

1806,  February  13.  That  a sum  of  two  millions  of  dollars  he, 
and  the  same  is  hereby,  appropriated  lowanls  di/r./i/iiig  any  ex- 
traordinary expenses  which  may  be  incurred  in  the  intercourse 
between  ilie  United  States  and  foreign  nations,  to  be  paid  out 
of  any  money  in  the  treasury  not  otherw’ise  appropriated,  and 
to  be  applied  under  the  direction  of  the  president  of  the  United 
States,  who  shall  cause  an  account  thereof  to  be  laid  before 
congress  as  soon  as  may  be.  " 

1806,  April  18.  Tbe  president  authorised,  “at  such  time  as 
HJS  SHALL  DEEM  NECESSARY,  to  require  of  the  executives  of  the 
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several  states”  to  organize,  and  “fo  hold  in  readiness  at  a mo- 
ment’s warning,”  one  hundred  thousand  militia.  Two  mil- 
lions ofdiiNars  appropriated. 

1807,  Fi  biliary  24.  Thirty  thousand  volunteers,  “/o  be  called 
upon  to  do  mititary  duty  at  any  time  the  president  of  the  United 
States  shall  judge  proper.”  Filly  Uioiisaiid  dollars  appropii- 
ated. 

1808,  January  8.  $1,000,000  for  such  fortifications  “as  he 
may  deem  necessary”  to  repair,  and  for  “such  other  fortifica-* 
tioiis,  fk.c.  as  will  afford  more  effectual  protection  to  our  porta 
and  harbors,”  &c. 

We  now  come  down,  air,  to  Mr.  Madison’s  administration, 
and  approach  a period  with  which  some  of  the  distinguished 
gentlemen  of  the  senate  must  be  familiar,  even  if  they  had  no 
hand  ill  framing  or  voting  for  these  laws. 

1809,  January  14.  $750,000  “for  certain  purposes,  and  erect- 
ing such  fonificatioris  as  may,  in  tlie  opinion  of  the  president 
of  ilie  United  Slates,  be  deemed  necessary  for  the  pioieclion  of 
the  northern  and  western  frontier,”  &c,  &c. 

1811,  Match  3.  $131,046  30  generally  for  completing  forlifi- 
caiiotis. 

1812,  January  14.  $1,500,000  to  purchase,  under  the  direc- 
tion of  tlie  president  of  the  United  States,  ordnance,  ordnance 
stores,  camp  equipages  and  other  quarter-master’s  stores  for 
the  army. 

1812,  January  8.  President  authorised,  “whenever  he  shall 
have  satisfactory  evidence  of  the  actual  or  threatened  invasion 
of  any  slate,”  &c.  to  raise  six  companies  of  rangers. 

1812,  March  20.  $50,000  additional,  “for  the  purposes  of  for- 
tifying and  defending  the  maritime  frontier  of  the  United 
Slates.” 

July  5.  $500,000  more. 

The,  following  were  appropriations  simply: 

1813,  January  20.  $1,000,000  for  the  military  establishment; 
$1,000,000  for  the  naval. 

1814,  March  9.  $500,000  for  floating  batteries. 

November  15.  $600,000  for  any  number  of  vessels,  not  ex- 
ceeding twenty , which,  in  the  president’s  opinion,  the  public 
service  may  require. 

The  act  of  the  20lh  April,  1816,  appropriates  a million  an- 
nually,for  eight  years,  for  the  navy,  and  the  president  is  au- 
thorised to  build  ships,  or  to  cause  them  to  be  framed,  &c.; 
and  never,  sir,  till  1821,  was  there  an  appropriation  made  for 
fortifications,  except  generally,  and  without  specification. 

Such,  Mr.  Speaker,  are  some  few  of  the  precedents  for  ap- 
propriaiion.s  in  sudden  emergencies,  and  to  prepare  our  country 
for  the  coiititigenOy  of  war.  Instead,  sir,  of  making  all  these 
objections  to  forms,  instead  of  resorting  to  all  these  expedients 
to  avert  responsibility,  and  making  imfouiiiled  apjif^al.s*  to  the 
lii.'lory  of  our  legislation,  would  it  not  be  more  candid,  more 
manly,  nay,  more  hoiioi'able,  sir,  to  take  the  holiest  ground 
wliich  some  gentlemen  have  occupied,  and  say  they  would  not 
make  the  appropriation  throngh  fear  of  a war  with  France? 
Sir,  these  timid  cfPjiicils  never  have  .-iicceeded,  and  never  will. 
It  was  Ihe  iiiifoiliinate  decisjoii  of  the  senate  that  it  was  inex- 
pedient to  do  any  thing  that  produced  Ihe  prompt  rejection  of 
ihe  three  million  appmpriaiion  for  our  iiaiiona)  defence;  it  was 
their  iiniorlunate  and  iineliangeahle  resolution  to  oppose  the 
house,  the  (iresidenl  and  the  couiiiry.  France  exulted  at  this 
division  in  our  national  couiicil.s;  the  result  is,  the  treaty  is  not 
executed,  and  we  are  now  preparing  for  any  emergency. 

Mr.  Speaker,  the  senate,  in  former  days,  was  not  found,  in 
any  question  between  our  country  and  a foreign  power,  iin- 
coiirteoiisly  and  rudely  resisting  measures  of  this  house  design- 
ed for  oiir  national  defence,  in  case  war  should  come  upon  us 
ill  the  recess  of  congress.  They  did  not  reject  jiropositions 
without  examination,  and  adhere  wilhoiit  previous  cunferenee. 
They  did  not  scruple  about  form.s,  specifications  and  estimates 
of  depririmeiiis,  when  called  upon  by  tho  president  to  adopt 
measures  “to  maintain  the  rights  and  honor  of  the  country.” 

But,  sir,  it  is  time  fo  dismiss  this  inquiry.  It  is  a mailer  of 
little  moment  now  to  the  naiiori  which  house  destroyed  the 
three  million  appropriation,  or  who  the  foilification  hill.  I am 
glad  to  learn,  from  almost  all  sides,  that  we  are  now  determin- 
ed, in  both  houses,  to  iiniie  with  the  executive  in  putting  our 
country  in  that  strong  aliiliide  wliieh  she  ought  to  assume, 
wlietlier  vve  have  peace  or  war.  This  is  no  lime,  sir.  for  con- 
liuiiing  a woir  between  Ihe  house  and  the  senate.  The  crisis 
demand.'^  that  there  should  be  no  differences  between  the  dif- 
fereni  branches  of  our  government.  We  .are  in  the  midst  of  ai> 
Indinii  vvai;  we  are  tliri  auiicd  with  a border  war  oii  our  Mexi- 
can frontier;  we  are  engaged  in  a controversy  with  one  of  the 
most  powerful  nations,  and  the  scales  are  so  equally  balanced 
that  a feather  would  decide  the  question  of  peace  or  war. 
France  ha«  told  us  the  conditions  on  which  only  the  treaty 
will  lie  executed;  she  now  stands  pledged  to  exact  cond+tions 
which  this  coiiuiry  never  will  submit  to,  though  it  should  be  de- 
solated from  Maine  to  Louisiana.  I am  still  not  vvilhoni  hope 
of  peace;  but  when  a French  fleet  is  abroad  upon  the  Atlantic, 
it  is  not  a time  to  inquire  about  lo.«t  appropriations.  We  should 
be  looking  promptly  to  measures  of  defence;  we  should  be  de- 
veloping the  vast  resources  of  oiir  country,  and  erecting  upon 
the  ruins  of  our  fortification  bill  d fabric  of  defence  which  will 
do  honor  to  this  congress.  Let  ns  arm  onr  fortifications,  multi- 
ply our  steam  baiLPiies,  and  in  less  than  twelve  months  put 
upon  the  ocean,  as  onr  great  maritiinc  re.soiirces  will  enable  us 
to  do,  a fleet  capable  of  successfully  contending  with  the  naval 
power  of  France  or  of  any  other  nation. 

-NINTH  VOLUME. 


